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PUBLISHERS'  PREFACE. 


TO     THE     SECOND     EDITION. 


In  presenting  to  tlie  public  a  new  edition  of  the  "  Dictionary  of 
Mechanics,  Machines,  Engine  Work,  and  Engineering,"  the  publishers 
have  thought  it  necessary  that  the  whole  work  should  be  revised ; 
that  those  novelties  which  were  presented  in  the  original  work,  and 
have  not  stood  the  test  of  use,  should  be  struck  out ;  those  processes 
which  have  been  superseded,  should  give  place  to  those  at  present 
employed;  and  that  those  new  machines  which  have  not  as  yet 
been  fully  tested  by  time,  but  bid  fair  to  be  of  practical  value,  as 
well  as  older  machines  previously  omitted,  should  be  added. 

They  are  aware  that  in  the  first  work  many  errors  both  in  com- 
mission and  in  omission  crept  in — errors  in  judgment,  and  errors  in 
arrangement — that  though  in  general  standard  authors  were  drawn 
from,  yet  credit  was  often  not  given  to  the  authority  in  the  article 
itself.  Time,  experience,  and  consultation  with  persons  of  practical 
minds,  have  helped  to  correct  errors  in  judgment.  As  to  the  arrange- 
ment, many  articles  were  introduced  into  the  original  edition  under 
their  least  characteristic  heads ;  references  were  not  full,  often  wrong. 
This  has  been  remedied :  the  captions  of  articles  have  been  changed, 
references  have  been  made  fuller  and  more  accurate,  and  we  trust 
that  the  knowledge  contained  in  this  work  may  be  much  moi'e 
available. 

With  reference  to  the  citation  of  authorities,  the  publishers  are 
aware  that  in  such  a  work  as  this,  being  but  a  compilation  of  ab- 
stracts, without  in  every  case  the  full  carrying  out  of  the  reasoning 
ab  initio,  the  value  of  the  results  depends  on  the  author ;  in  the 
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aame  way,  when  the  results  of  experiments  are  given,  it  is  of  the  ut- 
most importance  that  the  name  of  the  experimenter  should  be  given. 
Readers  prefer  to  exercise  their  own  judgment  in  this  matter  to  the 
ipse  dixit  of  any  editor  or  editors  that  could  be  brought  to  the 
compilation  of  this  work.  In  this  view,  authorities  have  been  sup- 
plied to  the  older  articles  as  far  as  possible,  and  invariably  to  the 
new. 

"With  the  above  prunings,  the  supplying  of  omissions,  and  the 
introduction  if  much  new  matter,  to  a  work  contaming  as  much 
really  valuable  material  as  any  of  its  class,  the  publishers  offer  the 
present  edition  with  confidence,  as  worthy  of  the  appreciation  of 
the  public. 


PREFACE 


Encyclopaedias  and  Dictionaiies  of  Art  have  now  become  so  popular,  and  their  ad- 
vantages so  thoroughly  tested,  that  it  is  entirely  unnecessary  to  usher  in  the  present  work 
by  dwelling  on  the  peculiar  merits  of  such  publications.  Every  such  work  marks  the  era, 
or  defines  the  position  of  the  sciences  treated,  at  its  time  of  pubHcation ;  and,  in  the  lapse 
of  years,  is  record  of  a  step  by  which  such  sciences  have  advanced,  affording  material  for 
history  rather  than  practical  working  examples.  On  this  account  the  older  encyclopae- 
dias have  become  almost  useless  to  the  practical  man  of  the  present  day ;  but  the  later 
the  works,  the  greater  their  value — provided  they  are,  as  they  slaould  be,  latest  records  of 
the  progress  of  science. 

No  work  like  the  one  now  offered  to  the  public  has  ever  originated  here ;  and  of  the 
foreign  works  repubhshed,  none  occupy  the  same  ground,  or  exhibit,  in  the  slightest  de- 
gree, the  state  of  mechanical  arts  in  this  country.  The  Dictionary  is  intended  to  be 
a  Dictionary  of  Machines,  Mechanics,  Engine-work  and  Engineering ;  to  present  con- 
cisely and  compendiously  the  details  of  valuable  machines  in  actual  use,  the  laws  of 
matter  and  their  application,  the  construction  and  proportion  of  parts  of  engines  and 
mill-work,  together  with  the  most  successful  and  useful  examples  in  engineering. 

In  the  progress  of  nations,  it  has  always  been  remarked  that  the  more  liberal  the  gov- 
ernment, the  more  rapid  are  the  strides  and  the  greater  the  advance  in  mechanical  and 
industrial  pursuits,  and  nowhere  in  history  can  a  more  brilliant  illustration  of  this  be 
found  than  in  the  progress  of  our  own  country  ;  rich  in  natural  resources,  under  a  free 
and  beneficent  government,  industry  is  encouraged  and  protected,  yet  comparatively 
sparsely  populated,  the  country  cannot,  to  the  fullest  extent,  develop  its  resources  or 
compete  with  the  overstocked  and  poorly  paid  population  of  the  older  countnes,  unless 
machines  are  brought  to  supply  the  place  df  manual  labor.  Without  encroaching  on  the 
grounds  of  Free  Trade  or  Protection,  it  is  evident  that,  to  stand  on  fair  ground  with 
our  competitors,  we  must  understand  the  machines  and  processes  employed  by  them, 
that  these  machines  must  be  adapted  or  improved  by  us  if  possible,  or  new  ones  invented 
better  to  suit  our  resources  and  develop  them. 

To  show,  therefore,  the  advance  of  the  mechanical  arts  both  here  and  abroad,  lo  de- 
fine their  exact  position  at  the  present  time  as  far  as  possible,  but  more  particularly  in 
regard  to  machinery,  to  make,  as  it  were,  a  "  World  Industrial  Exhibition"  of  useful  ma- 
shines,  and  a  record  of  their  application,  is  the  object  of  the  present  work.  For  this 
purpose  the  editors  have  drawn  from  the  publications  of  all  countries  distinguished  in 
mechanical  pursuits.  Care  has  been  taken,  in  selection,  to  admit  only  such  as  are  con- 
sidered standard  and  practical.  In  many  cases,  credit  has  been  given  few  these  selections 
at  the  end  of  the  articles  ;  annexed  also,  a  list  of  the  books  is  given,  from  which  selections 
were  made.  But  credit  is  to  be  given  especially  to  the  Glasgow  Engineer's  and  Machin- 
ist's Assistant,  Bourne  on  the  Steam-Engine,  Holtzapffel's  Turning  and  Mechanical 
Manipulation,  AUgemeine  Maschinen  Encyclopadie,  from  which  very  able  articles  have 
been  drawn. 

But  whilst  we  have  drawn  largely  from  foreign  works,  we  have  not  been  unmindful 
of  our  own  progress  in  mechanism  and  engineering.  Many  patentees  of  valuable  ma- 
chines have  kindly  afforded  us  drawings  and  descriptions,  among  whom  we  Avould  name 
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E.  B.  BiGELOw,  Esq.,  Henry  Burden,  Wm.  Mason,  G.  H.  Corliss,  John  J.  Howb, 
and  many  others.  Very  many  drawings  and  specifications  have  been  taken  from  the 
Patent  Office,  and  descriptions  will  be  found  in  this  work  of  machines  which  cannot  be 
seen  in  operation ;  as,  from  a  mistaken  consideration  of  the  patentees,  they  are  not  open 
to  inspection  of  visitors.  We  are  also  under  obligations  to  Wm.  A.  Burke,  of  the  Lowell 
Machine  Shop,  Caleb  M.  Marvel,  of  the  Essex  Machine  Shop,  and  Wm.  Ellis,  of  the 
Washington  Navy  Yard,  for  drawings  and  descriptions  of  machines. 

In  the  Engine  department,  we  are  under  obligations  to  Mr.  Copeland  for  the  draw- 
ings and  descriptions  of  the  steamer  Pacific.  In  Engineering,  we  owe  much  to  the 
liberaUty  of  William  J.  McAlpine,  in  furnishing  us  with  the  description  of  the  Dry 
Dock  at  Brooklyn,  and  the  machinery  used  in  its  construction,  together  with  the  experi- 
ments made  on  the  strength  of  the  gates.  The  article  Gold  has  been  furnished  by  a 
distinguished  metallurgist.  The  article  on  Metallurgy  is  by  F.  Overman,  whose  work 
on  Iron  stands  deservedly  high.  The  original  communications  have  been  numerous  and 
valuable,  and  the  publishers  have  spared  neither  labor  nor  expense  to  make  the  work 
what  it  should  be. 

The  illustrations  have  all  been  engraved  expressly  for  the  work,  as  large  as  the  page 
would  admit,  and  sufficiently  distinct  and  in  detail  to  answer  for  w^orking  drawings. 

The  work  is  intended  more  directly  for  the  practical  and  working  man,  and  for  those 
mterested  in  industrial  pursuits  ;  but  to  all  classes  it  Avill  be  found  important  and  instruc- 
tive. It  will  show  how  far  the  world  has  progressed  in  mechanical  science — the  science 
of  automatic  labor,  the  science  which  is  destined  to  raise  our  country  to  the  most  elevated 
position  in  the  world,  to  ennoble  the  mechanic  and  artisan,  and  to  extend  and  diffuse 
knowledge. 

Among  the  works  from  which  materials  have  been  selected  may  be  mentioned  the 
following :  » 

Annales  des  Fonts  et  Chaussees.  Bibliothfeque  des  Arts  Industriels :  (Masson,  Paris.)  Civil  En- 
gineer and  Architect's  Journal :  (London.)  Engineer  and  Macliinist's  Assistant :  (IBlackie,  Glasgow.) 
Publication  Industrielle :  (Armengaud  Aine,  I'aris.)  Jamieson's  Mechanics  of  Fluids.  Treatise  oc 
Mechanics :  (Poisson.)  AUgemeine  ISauzeitung  mit  Abbildungen :  (Forster,  Wien.)  Organ  f  iir  die 
Fortschritte  des  Eiscnbahnwesens  in  technischer  Beziehung:  (Von  Waldegg,  Wiesbaden.)  Glasgow 
Practical  Mechanic.  Silliman's  Journal.  AUgemeine  Maschinen-Encyclopildie — Hiilsse :  (Leipzig.) 
Cotton  Manufacture  of  Great  Britain  and  America  contrasted.  HoltzapfFel's  Turning  and  Mechanical 
Manipulation.  The  Steara-Engine :  (J.  Bourne.)  Eisenbahn-Zeitung :  (Stuttgart.)  Tredgold  on  the 
Steam-Engine.  Diclionnaire  des  Arts  et  Manufactures :  (Labonlaye,  Paris.)  Origin  and  Progress  of 
Steam  Navigation :  ( Woodcroft.)  Essai  sur  I'lndustrie  des  Matieres  Textiles :  (Michel  Alcan,  Paris.) 
Griers'  Mechanic's  Pocket  Dictionary.  Templeton's  Millwrights  and  Engineer's  Pocket  Companion. 
Marine  Steam-Engine:  (Brown.)  Weisbach's  Mechanics  and  Engineering.  Barlow  on  Strengtli  of 
Materials.  Hann's  Mechanics.  Mechanical  Principles  of  Engineering  and  Architecture :  (Mosely.) 
Journal  of  the  Franklin  Institute.  The  Transactions  of  the  Institute  of  Civil  Engineers :  (London.) 
The  Artisan.  Quarterly  Papers  on  Engineering :  (Published  by  AVeale,  London.)  Imperial  Dictionary 
— Blackie:  (Glasgow.)  Professional  Papers  of  the  Corps  of  Royal  Engineers.  Student's  Guide  to  the 
Locomotive-Engine.  Railway  Engine  and  Carriage-Wheels:  (Barlow,  London.)  Recueil  des  Machines 
Instrumens  et  Appareils :  (Le  Blanc,  Paris.)  Buchanan  on  Mill- Work.  Practical  Examples  of  ilodern 
Tools  and  Machines :  (G.  Rennie.)  Repertoire  de  I'lndustrie  rran9aise  et  Etrangfere :  (L.  Mathias, 
Paris.)  Treatise  on  the  Manufacture  of  Gas :  (Cleg,  London.)  Hodge  on  the  Steam-Engine.  Scien- 
tific American.  Railroad  Journal:  (New  York.)  American  Artisan.  Mechanics' Magazine :  (London.) 
Nicholson's  (Peter)  Dictionary  of  Architecture.  Dictionnaire  de  Marine  a,  Voiles  et  Ji  Vapeur :  (De 
Bonnefoux,  Paris.)  Conway  and  Menai  Tubular  Bridges :  (Fairbairn.)  Brees'  Railway  Practice.  Bar- 
low's Mathematical  Dictionary.  Bowditch's  Navigation.  Gregory's  Mathematics  for  Practical  Men. 
Engineers'  and  Mechanics'  Encyclopaedia :  (Luke  Herbert.)  Patent  Journal :  (London.)  Brees'  Glos 
sary  of  Engineering.  Encyclopaedia  of  Civil  Engineering :  (Cresy.)  Craddock's  Lectures  on  the  Steam- 
Engine.  Assistant  Engineer's  Railway  Guide :  (HaskolL)  Mechanical  Princioia :  (Leonard.)  Wealo't 
Mathematical  Tables. 
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A  AM.  A  measure  of  liquids  among  the  Dutch,  equal  288  pints. 

ABACUS.  An  instrument  employed  by  tlie  ancients  for  facilitating  calculations ;  similar  to  that  no-w 
frequently  employed  for  teaching  chUdren  the  rudiments  of  arithmetic,  and  -wliich  is  commonly  sold  in 
Dur  stationers'  shops.  It  usually  consists  of  twelve  parallel  -wii'es,  fixed  in  a  light  rectangular  frame  ; 
iach  wire  carrying  12  beads  or  balls.  There  are  thus  12  times  12,  answering  to  the  common  multiph- 
cation  table,  all  the  results  of  which  it  demonstrates  to  the  dullest  capacity.  All  the  ojDerations  of  ad- 
dition or  subtraction  are  likewise  performed  by  it,  by  merely  moving  tlie  beads  from  one  side  to  the 
Dtlier  of  the  frame.  By  thus  smoothing  the  difhcultics  of  acquiring  arithmetical  knowledge  at  the  very 
outset,  and  rendering  it  quite  obvious  and  amusing  at  the  same  time,  the  apparatus  becomes  one  of 
considerable  unportance  in  education. 

Another  kind  of  Abacus  consists  of  a  series  of  parallel  wires  fixed  in  a  frame  like  the  former.  On 
^ach  wire  there  are  nine  little  balls ;  the  lowest  stand  for  units,  the  next  above  for  tens,  the  next  hun- 
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Ireds,  and  so  on  up  to  any  number.    The  frame  is  divided  into  two  compartments,  a  and  b,  by  a  cross 
wire  at  c,  which  is  sufficiently  raised  above  the  wu-es  to  allow  the  little  balls  to  slide  imder  it.    Suppose 
the  whole  63  balls  to  be  placed  in  the  compartment  a,  and  it  be  proposed  to  note  the  siun  of  4,346,072 
it  is  effected  by  sliding  the  balls  shown  in  b  from  their  previous  situation  in  a. 

ABACUS.  The  plate  or  shallow  block  forming  the  uppermost  member  of  a  capital,  so  called  for 
the  sake  of  distinction,  for  when  a  similar  one  is  placed  beneath  the  base  of  a  column,  it  is  called  a 
plinth. 

ABELE.     See  Woods,  varieties  of. 

ABUTMENT  is  a  term  commonly  applied  by  engineers  to  those  fixed  parts  of  mechanism  used  to 
resist  a  thrust.  In  the  case  of  Bridges  the  term  is  applied  to  the  land  pier,  whether  subject  to  thrust 
or  not. 

ACACIA.    See  Woods,  varieties  of. 

ACCELERATION  is  tlie  increase  of  velocity  in  a  moving  body,  caused  by  the  continued  action  of 
th?  motive  force.  When  bodies  in  motion  pass  through  equal  spaces  in  equal  times,  or,  in  other  words , 
wlen  the  velocity  of  the  body  is  the  same  dui'ing  the  period  that  the  body  is  in  motion,  it  is  termed 
cni'brm  motion,  of  which  we  have  a  familiar  instance  in  the  motion  of  the  liands  of  a  clock  over  the 
face  of  it ;  but  a  more  con-ect  illustration  is  the  revolution  of  the  earth  on  its  axis.  In  the  case  of  a 
Dodj  moving  through  unequal  spaces  in  equal  times,  or  with  a  varying  velocity,  if  the  velocity  increase 
with  the  duration  of  the  motion,  it  is  termed  accelerated  motion  ;  but  if  it  decrease  with  the  duration  o* 
the  motion,  it  is  termed  retarded  motion.  A  stone  thro^vn  up  in  the  air,  affords  an  illustration  of  both 
these  (ases,  the  motion  dm-ing  the  ascent  being  retarded  by  the  force  of  gravitj^  and  accelerated  by  the 
same  coring  the  descent  of  the  stone.  All  bodies  have  a  tendency  to  preserve  their  state,  either  of  rest 
or  of  motion ;  so  that  if  a  body  were  set  in  motion,  and  the  moving  force  were  withdrawn,  the  body,  if 
unoppo^d  by  any  force,  would  continue  to  move  with  the  same  velocity  it  had  acquired  at  the  instant 
the  movipg  force  was  withdrawa     And  if  a  body  in  motion  be  acted  upon  by  a  constant  force,  (as  the 
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force  of  gravity,)  the  motion  becomes  accelerated,  the  velocity  increasing  as  the  times,  and  the  whole 
spaces  passed  through  increasing  as  the  square  of  the  times  ;  -wliiist  the  proportional  spaces  passed 
through  during  equal  portions  of  time,  will  be  as  the  odd  numbers,  1,  3,  5,  "7,  «fcc. ;  and  tlie  space  passed 
over  in  any  portion  of  time  will  be  equal  to  half  tlie  velocity  acquired  at  the  end  of  such  time :  which 
results  will  be  better  brought  to  view  in  the  following  Table  : 


Times. 

Velocities. 

Spaces  for  each  Time. 

T-^»al  Space 

1 
2 
3 
4 

1 
2 
3 
4 

1 

8 
5 

1 

1  =  1' 

34-1=4=2' 

5  4- 3  +  1  =9  =  3' 

7  +  5  +  3  +  1  =  16 

It  has  been  ascertained  by  experiment,  tliat  a  body  falling  freely  by  its  o^vn  weight  from  a  state  ci 
rest,  will  descend  through  16  feet  1  inch  in  the  first  second  of  time,  and  wiU  have  acquired  a  velocity 
of  82^  feet ;  but  from  the  rapidity  with  which  the  velocity  increases,  we  cannot  extend  the  experimeut, 
for  in  only  four  seconds  a  body  falling  freely  would  pass  through  a  space  of  256  feet.  But  by  an 
ingenious  contrivance  of  Mr.  Atwood,  the  laws  of  motion  above  laid  down  may  be  verified  experiment- 
aliy.  The  machine  is  called  "  Atwood's  machine,"  after  ihe  name  of  the  inventor ;  and  the  pruiciple 
of  its  action  consists  in  counteracting  a  portion  of  the  gravititihg  power  of  a  body,  by  the  gravitatmg 
power  of  a  smaller  body ;  so  that  the  absolute  velocity,  and  the  spaces  passed  through,  shall  be  less 
than  in  the  case  of  bodies  descending  freely,  whilst,  as  the  force  is  constant,  the  same  ratio  of  progres- 
sion will  hold  in  both  cases.  The  annexed  figure  represents  one  of  these  machines  :  a  a  a  is  a  triangular 
frame  upon  three  moveable  legs ;  b,  a  small  platform  suspended  from  it  by  a  universal  jouit  c  c,  and 
supporting  two  upright  standards  dd,  in  wliich  the  axis  of  a  light  brass  wheel  e  revolves  with  veiy  little 
friction.  Over  a  groove  in  the  periphery  of  the  wheel  passes  a  very  hglit  and  pMable  silk  thread,  from 
the  ends  of  which  hang  two  equal  weights/,  [/.  Lito  the  under  side  of  6  is  screwed  a  square  rod  h, 
descending  to  the  floor,  to  which  it  is  secured  in  a  perpendicular  position  by  small  puis  passing  tlirough 
holes  in  the  claws  at  i  i.  On  the  face  of  the  rod  is  a  scale  of  inches ;  k  is  a 
brass  guide,  fixed  at  the  upper  part  of  the  rod  h,  so  that  when  tlie  top  of  the 
weight  ff  touches  the  lower  side  of  k,  the  under  side  of  g  is  on  a  level  with 
the  top,  or  commencement  of  the  scale ;  /is  a  small  stage,  moveable  along 
the  rod  h,  and  having  a  hole  in  it  sufiiciently  large  for  the  weight  r/  to  pass : 
on  one  side  is  a  tightening  screw  jra :  n  is  another  moveable  stage,  fitted  with 
a  tightening  screw  o,  as  also  a  fork  p,  turning  upon  a  hinge.  The  experi- 
ments are  conducted  as  follows : — A  small  circular  weight  is  placed  upon  (/, 
which  is  pulled  up  to  the  top  of  the  scale,  and  the  stage  n  is  screwed  to  the 
rod  /(,  on  a  level  with  tlie  lower  part  of  the  weight  /,  which  is  held  down 
upon  it  by  the  fork  p.  Upon  releasing/  from  the  fork,  the  weight  g  descends 
with  a  slow,  but  gradually  accelerated  motion,  and  the  number  of  inches  the 
weight  has  descended,  at  each  successive  beat  of  a  pendulum,  (suspended 
from  another  triangle,)  is  observed  upon  the  scale ;  and  if  the  additional 
weight  be  such  as  to  cause  g  to  descend  through  three  inches  in  the  first 
second,  then  it  will  cause  it  to  descend  tlu-ough  one  foot  in  two  seconds,  and 
through  6J  feet  in  five  seconds.  If  the  additional  weight  be  removed,  and  a 
email  bar  of  equal  weight,  but  of  a  length  exceeding  the  diameter  of  the 
hole  in  I,  be  placed  upon  g,  and  the  stage  I  be  set  at  any  division  of  the 
scale,  at  which  the  weight  would  arrive  at  the  end  of  any  number  of  seconds, 
the  stage  will  intercept  the  bar  in  its  descent,  and  the  weight  will  continue 
to  descend  with  the  velocity  it  had  acquii-ed  upon  reaching  /.  Thus,  if  the 
velocity  at  the  end  of  the  second  second  be  two  feet,  in  which  case  the 
weight  would  have  descended  one  foot  in  that  time,  if  tlie  stage  be  set  at  one 
fool  upon  the  scale,  it  will  intercept  the  bar  at  the  end  of  the  second  second, 
and  the  weight  g  will  move  witli  a  uniform  velocity  of  two  feet  per  second, 
through  the  remaining  portion  of  its  descent.  If  it  is  required  to  illustrate 
the  case  of  retarded  motion,  the  small  circular  weight  is  placed  upon  the 
weight  g,  and  a  similar  smaU.  weiglit  upon  the  weight/  so  that  ,17,  still  out- 
weighing /  will  descend ;  but  as  soon  as  the  stage  I  intercepts  the  bar  with 
the  small  weiglit  ujion  it,  /  becomes  the  heaviest,  and  g  will  descend  with  a 
velocity  decreasing  as  the  squares  of  the  times,  counted  from  tlie  time  of  g 
passing  the  stage  /. 

ACIDS.     Sour  substances,  or  in  chemistry  such  as  neutralize  the  alkalis  and  other  salifiable  bases'. 

AERIAL  PERSPECTIVE,  is  that  which  presents  objects  diminished  in  size  aud  weakened  in  tin:, 
in  proportion  to  their  distance  from  the  eye  :  but  the  term  relates  principally  to  the  color. 

AFFINITY,  a  terra  used  in  chemistry  to  denote  that  kind  of  attraction  by  wliich  the  particles  of 
different  bodies  unite,  and  form  a  compound  possessing  properties  distinct  from  any  of  the  substances 
which  compose  it,  Thus,  wlien  an  acid  and  alkali  combine,  a  new  substance  is  formed,  called  a  lalt, 
perfectly  different  in  its  chemical  properties  from  cither  an  acid  or  an  alkali ;  and  the  tendency  -vmch 
those  have  to  unite,  is  said  to  be  in  consequence  of  affinity. 

AFRICAN  BLACKWOOD.     See  Woods,  varieties  of. 

AIR.  Pure  air  consists  almost  entirely  of  nitrogen  and  oxygen  gases,  with  a  very  amall  portion 
»f  carbonic  acid  gas.  Of  100  parts  of  air,  reckoning  by  weight,  75.55  parts  are  nitrogen,  23..-2  oxy- 
gen, and  1.13  carbonic  acid  and  watery  vapor.  Both  as  respects  weight  and  bulk,  nitrogei  forma 
the  chief  ingredient  of  the  atmosphere. 

The  weight  or  pressure  of  the  atmosphere  is  equal  to  the  weight  of  a  column  ot  water  f4  feet  in 
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height,  or  to  a  column  of  mercury  30  inches  in  height,  or  li.l  lbs.  per  square  inch  at  a  mean  tem- 
perature. But  air  and  all  kinds  of  gases  arc  rendered  lighter  by  the  ajjplication  of  heat,  for  then 
the  particles  of  the  mass  are  repelled  from  each  other  or  rarefied,  and  occupy  a  greater  space. 
Rarefied  air,  being  specifically  lightest,  mounts  above  that  of  common  density ;  hence,  change  of 
temperature  is  the  principal  cause  of  winds.  If  air  be  very  suddenly  compressed  into  a  small  com- 
pass, the  heat  given  out  is  so  considerable  as  to  be  sufficient  to  ignite  inflammable  substances.  This 
property  has  been  turned  to  advantage  in  an  apparatus  denominated,  "An  Itistantaneous  Light  Ma- 
chine," which  consists  of  a  piston  accurately  fitted  and  worked  in  a  cylinder,  by  the  sudden  stroke 
of  which  the  volume  of  air  contained  in  the  cylinder  becomes  so  much  compressed  as  to  give 
out  sufficient  heat  to  set  fire  to  a  piece  of  the  substance  termed  German  tinder. 

For  the  necessity  of  air  in  respiration  and  combustion,  see  Warming  and  Vkntilation. 

AIR  CHAMBER,  See  Pumping  Engines. 

AIR  ESCAPE,  a  simple  and  ingenious  contrivance  for  letting  off  the  air  from  water-pipes.  If  a 
range  of  water-pipes  be  led  over  a  rising  ground,  it  will  be  found  that  air  will  collect  in  the  higher 
parts  and  obstruct  the  progress  of  the  water ;  to  remedy  which  inconvenience  the  Air  Escape  is  em- 
ployed. A  hollow  vessel  is  attached  to  the  upper  part  of  the  pipe,  in  the  top  of  which  vessel  there  is 
fixed  a  ball  cock,  adjusted  in  such  a  way,  that  when  any  air  collects  in  the  pipe,  it  will  ascend  into  the 
vessel,  and  by  displacing  the  water,  cause  the  ball  to  descend,  and  thus  open  the  cock,  when  the  air  is 
allowed  to  escape.  No  water,  however,  can  escape,  for  when  that  fluid  rises  in  the  vessel  above  a  cer- 
tain height,  the  ball  rises  and  shuts  the  cock ;  new  air  then  collects,  displaces  the  water,  lowers  the  ball, 
the  cock  is  opened,  and  it  again  escapes. 

AIR-GUN.  A  machine  in  which  highly-compressed  air  is  substituted  for  gunpowder  to  expel  the 
ball,  which  will  be  projected  forward  with  greater  or  less  velocity,  according  to  the  state  of  conden- 
sation, and  the  weight  of  the  body  projected.  > 

It  consists  of  a  lock,  stock,  barrel,  ramrod,  &c.,  of  about  the  size  and  weight  of  a  common  fowling- 
piece.  Under  the  lock  at  b  is  screwed  a  hollow  copper  ball  c,  perfectly  aii--tight.  Tliis  ball  is  fully 
charged  with  condensed  air,  by  means  of  the  syringe  B,  previous  to  itc  being  applied  to  the  tube  at  h. 
Being  cliarged  and  screwed  on  as  above  stated,  if  a  bullet  be  rammed  down  in  the  barrel,  and  the 
tri^er  a  be  pulled,  the  pin  in  b  will,  by  the  spring-work  in  the  lock,  forcibly  strike  out  into  the  ball, 
and  thence  by  pushing  it  suddenly,  a  valve  witliin  it  will  let  out  a  portion  of  the  condensed  air,  wliich, 
rusliing  tlirough  the  aperture  in  the  lock,  will  act  forcibly  against  the  ball,  impelling  it  to  the  distance 
of  60  or  '70  yards,  or  farther  if  the 
air  be  strongly  compressed.  At 
every  discharge  only  a  portion  of 
the  air  escapes  fi'om  the  ball; 
therefore,  by  re-cocking  the  piece 
another  discharge  may  be  made, 
which  may  be  repeated  for  a  num- 
ber of  times  proportioned  to  tlie 
size  of  the  ball.  The  air  in  tlie 
copper  ball  is  condensed  by  the 
syringe  B  in  the  folloAving  manner. 
Tlie  ball  is  screwed  quite  close  on 
the  top  of  the  syringe ;  at  the  end 
of  the  steel-pointed  rod  a  is  a  stoiit 
ring,  through  which  passes  the  rod 
k ;  upon  this  rod  the  feet  should  be 
firmly  set ;  then  the  hands  are  to 
be  applied  to  the  two  handles  i  i 
fixed  on  the  side  of  the  barrel  of  the 
syringe,  when,  by  moving  the  bar- 
rel B  steadily  up  and  down  on  the 
rod  a,  the  ball  c  will  become  charged  with  condensed  air,  and  the  progress  of  condensation  may  be  esti- 
mated by  the  increasing  difficulty  in  forcing  down  the  syringe.  At  the  end  of  the  rod  k  is  usually  a  square 
hole,  that  tlie  rod  may  serve  as  a  key  for  attacliing  the  ball  to  either  the  gun  or  sjTinge.  In  the  inside 
of  the  ball  is  fixed  a  valve  and  spring,  -which  gives  way  to  the  admission  of  the  air,  but  upon  its  emission, 
comes  close  up  to  the  orifice,  shutting  out  the  external  air.  The  piston-rod  works  air-tight  by  a  collar 
of  leather  on  it,  in  the  barrel  B ;  it  is  therefore  obvious,  that  when  the  barrel  is  drawn  up,  the  air  will 
rush  in  at  the  hole  h ;  when  it  is  pushed  down,  it  will  have  no  other  way  to  pass  from  the  pressm-e  of 
the  piston  but  into  the  ball  c  at  the  top.  The  barrel  being  drawn  up,  the  operation  is  repeated,  until 
the  condensation  is  so  great  as  to  resist  the  action  of  the  piston. 

AIR- VALVE,  a  valve  commonly  applied  to  steam-boilers  for  the  purpose  of  preventing  tlie  forma- 
tion of  a  vacumn  when  the  steam  happens  to  be  condensed  within  the  boiler.  The  mode  of  action  of 
these  valves  is  very  sunple.  A  valve  in  the  top  of  the  boiler  opening  inwards,  is  kept  shut  by  a  coun- 
terweight at  the  end  of  a  lever ;  but  whenever  the  steam  in  the  boiler  happens  to  be  condensed,  a 
vacuum  is  formed,  and  the  air-valve  is  opened  by  the  pressure  of  the  atmosphere,  consequently  the  an- 
enters  and  destroys  the  vacuum.  Tlie  interior  of  the  boiler  being  allowed  to  remain  in  the  state  of 
vacuum,  the  atmospheric  pressure  fi-om  without  might  cause  its  sides  to  collapse,  and  thus  effect  the 
destruction  of  the  boiler. 

AIR-PUMP.     An  apparatus  to  extract  or  exhaust  the  air  from  a  vessel,  to  produce  a  vacuum. 

Fig.  5  is  a  sectional  view  of  the  common  form  of  the  Air-pump.  R  is  a  bell-shaped  glass  ves- 
sel, open  only  at  the  bottom,  and  whose  rim  is  ground  perfectly  flat,  so  that  it  may  rest  on  every 
point,  on  a  brass  plate  S  S.  which  is  likewise  ground  to  a  flat  surface,  so  that  when  a  little  hog's-lard  is 
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rubbed  upon  the  edge  of  the  glass  vessel,  commonly  called  the  receiver,  and  tlien  the  rim  placed,  by  t 
kind  of  cn-cular  sliding  motion,  upon  the  brass  plate,  no  air  can  pass  in  or  out  of  the  receiver,  between 
its  edge  and  the  plate.  Through  the  centre  of  the  brass  plate  there  is  drilled  an  orifice  A,  from  whicb 
orifice  there  is  led  a  pipe  AB,  forming  a  communication  between  the  receiver  R  and  the  interior  of  the 
cylinder  BPV,  which  communication  may  be  opened  or  closed  by  means  of  a  stop-cock  at  G.  The 
cylinder  or  barrel  BPV  is  furnished  with  a  piston  BP  accurately  fitted  to  the  cylinder,  but  capable  ol 
free  motion  up  and  down,  which  motion  is  effected  by  means  of  a  piston-rod  DC,  which  moves  through 
a  stuffed  or  au--tight  collar  at  D.  The  bottom  of  the  cyluider  or  barrel  is  furnished  with  a  valve  V 
opening  outwards.  Tliis  cyhnder  communicates  with  another  BXPV,  constructed  and  furnished  in 
similar  manner;  and  the  two  piston-rods  are  provided  with 
racks  0  C  at  the  top,  the  teeth  of  wliich  are  acted  upon  by  those 
of  a  ft'fieel  placed  between  them,  as  may  be  seen  m  the  figure. 
Let  us  now  attend  to  the  mode  of  action.  Suppose  tlie  stop- 
cock at  Gr  open,  and  the  pistons  as  they  are  in  the  figure.  Tlie 
piston  BP  being  at  tlie  top,  a  free  commimication  is  formed 
between  the  receiver  R  and  the  first  cylinder,  and  the  piston 
being  puslied  do^Ti  past  tlie  orifice  at  B,  the  air  contained  in 
the  cylinder  or  barrel  wiU  be  forced  into  less  space  or  com- 
.  pressed,  and  of  com-se  its  elastic  force  increased.  In  conse- 
quence of  this  increased  elasticity,  the  valve  at  V  will  be  open- 
ed, and  the  air  expelled.  When  the  piston  is  lifted,  this  valve 
will  be  shut  by  the  pressure  of  the  atmospheric  air  without 
thus  a  portion  of  the  au-  which  was  contained  in  the  receiver, 
communication  pipe,  and  barrel,  has  been  expelled,  and  tliat 
which  remains  will  consequently  be  less  dense ;  another  stroke 
of  the  piston  will  diminish  the  density  still  more ;  and  this  pro- 
cess may  be  continued  until  the  density  be  so  diminished,  that 
when  compressed  by  the  descent  of  the  piston  to  the  bottom  of 
the  baiTcl,  its  elastic  force  is  only  sufficient  to  open  the  valve 
V.  It  will  be  easily  seen,  that  the  exhaustion  of  the  air  in  tlie 
receiver  depends  on  the  elasticity  of  the  an-;  for  when  tlie  pis- 
ton descends  and  expels  the  an-  contained  within  the  ban-el,  which  it  wiU  do  completely,  if  it  go  to  the 
bottom,  and  then  in  retm-ning,  the  valve  V  being  shut,  a  vacuum  will  be  formed  in  the  barrel  imtil  the 
piston  in  its  ascent  passes  the  orifice  B,  when  the  air  within  the  receiver  will  expand  and  fill  the  whole 
ciivity.  The  operation  of  the  second  baiTel  and  piston  is  precisely  similar  to  that  of  the  nrst,  so  that 
when  the  one  is  understood,  the  other  requires  no  explanation. 

The  degree  of  exhaustion  will  depend  upon  the  workmansliip  of  the  pump,  the  number  of  strokes  of 
the  piston,  and  tlie  relative  capacities  of  the  receiver  and  barrels ;  but  perhaps  in  no  case  can  the  vacuum 
in  the  receiver  be  made  perfect.  For  tlie  purpose  of  determining  the  degree  of  exhaustion,  a  mercurial 
gauge  is  employed,  wliich  acts  on  a  similar  prmciple  with  the  common  barometer.  A  glass  tube  EF, 
rests  in  a  basin  of  mercury  F,  and  its  upper  orifice  opens  mto  the  brass  plate  SS.  AVlien  the  exliaustiou 
uf  the  receiver  has  commenced,  the  pressure  of  the  air  ui  the  receiver  must  be  less  than  tliat  of  tlie 
atmosphere  without.  Wherefore,  since  the  air  in  the  receiver  presses  the  mercury  down  the  tube,  and 
the  atmosphere  pressing  on  the  mercury  in  the  basin  forces  it  up  the  tube,  with  the  greater  force  the 
mercury  will  rise  in  the  tube,  and  it  will  rise  the  liigher  according  to  tlie  difference  of  the  density,  and 
consequently  elastic  force  of  the  air  in  the  receiver,  and  that  of  the  atmosphere. 
AIR-PUMP,  Kennedy's  Horizontal  Double  Cylinder. 


DiwoRiPTiox. — In  the  figure,  L  L  represent  the  banels,  the  enlarged  ends  of  which  are  let  into  the 
b<«ird  and  bolted  through  to  ensxu-e  stability.  Tliere  is  one  rack ;  the  two  pistons  being  attached  to  its 
extremities.  A  portion  of  the  rack  is  exposed  at  T.  The  s«ni-pinion  W,  works  in  cast  straps,  or 
gudgeons,  attached  to  the  bottom  of  the  lioard  by  screws,  whicli,  passing  through,  terminate  in  tlie 
ruck  guides,  one  of  which  is  seen  above.  Tlie  forward  gudgeon  is  so  cast  as  to  receive  the  end  of  the 
damp  which  secures  the  pump  to  the  table.  The  semi-puiion  works  upwards  through  a  slot  cut  in  tho 
•joard,  and  of  course  between  the  rack  guides.    The  upper  extremities  of  the  guides  are  ]icrforated  to 
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raceive  rollers,  against  ■which  the  back  of  the  rack  may  ■work  when  necessary.  None  have  yet  been 
required.  To  the  axis  of  the  scnii-pinion  tlie  handle  is  attaclied  in  the  usual  manner.  Tlie  piston  may 
be  either  sohd  or  valved,  and  the  cylinders  may  communicate  -with  the  plates  R  and  B,  in  the  way  most 
approved  by  the  maker.  In  the  pump  from  which  the  sketch  is  taken,  the  pistons  are  solid,  llie 
ftirther  extremities  of  the  cylinders  bear  female  screws,  which  connect  with  corresponding  male  screws 
on  the  block.  On  the  posterior  portion  of  each  block  is  cut  a  female  screw ;  the  male  of  which  bears 
the  valve  V  V,  of  course  opening  inwards.  On  those  portions  of  the  blocks  ■which  project  into  the 
board  are  cut  male  screws  bearing  valves  opening  outwards.  Perforated  nuts  over  these  secure  the 
blocks  to  the  board,  and  the  valves  against  injury.  At  V  V  is  attached  the  tube  leading  from  the 
plates.  D  is  the  screw  for  restoring  atmospheric  pressure.  The  general  stop-cock  S,  connects  tliis  with 
the  parallel  tube  which,  bearing  the  gauge-cock  S',  forms  at  pleasure  a  communication  between  the 
plates. 

The  original  of  the  figure  both  exhausts  and  condenses.  The  remaining  letters  refer  to  the  parts  used 
in  condensing.  This  is  effected  by  simply  connecting,  by  means  of  tubes  under  the  board,  the  valves 
F',  F,  with  a  third  tube  passing  upward  to  the  stop-cock  K.  Then  the  air  drawn  in  at  R,  will  be 
condensed  in  a  receiver  screwed  on  C.  The  condensing  gauge  is  borne  by  the  screw  G.  This 
instrument  is  furnished  thus  with  all  the  facihties  for  exhaustion,  transfer,  and  condensation,  without 
any  shifting  of  parts. 

AIR-PUMP.     See  Engines. 

AIR-PIPES,  an  invention  for  clearing  the  holds  of  ships  and  other  close  places  of  their  foul  air. 
The  contrivance  is  simply  this :  a  long  tube,  open  at  both  ends,  is  placed  with  one  end  opening  into 
apartment  to  be  ventilated,  and  the  other  out  of  it.  The  air  in  the  outer  end  of  the  tube  is  rarefied 
by  heat,  and  the  dense  air  from  the  hold  comes  in  to  supply  the  partial  vacuum,  the  escape  of  the 
foul  air  in  the  hold  being  supplied  by  fresh  air  introduced  through  an  opening  above  ;  and  this  process 
is  carried  on  until  the  air  becomes  everywhere  equally  elastic. 

AJUTAGE,  a  tube  fitted  to  the  mouth  of  a  vessel  for  the  purpose  of  modifying  the  discharge  of 
water. 

ALARMS.  Machines  intended  to  give  notice  of  danger,  as  from  fire,  from  fire-damp,  from  lownesa 
of  water  or  excess  of  pressure  in  steam  boilers,  &c.  Automatic  fire  alarms  depend  in  general  on 
some  arrangements  of  strings  traversing  behind  the  wainscot  and  ceiling,  which  if  burned  off  detach 
some  mechanism  connected  with  a  bell,  by  which  an  alarm  is  given ;  the  expansion  of  metal  wire  or 
rods  is  also  applied  for  the  same  purpose.  Burglar  alarms  are  sometimes  employed  by  drawing 
strings  across  passages,  connected  with  alarm  bells,  or  the  bells  are  attached  to  doors  and  windows 
in  such  a  manner  that  a  slight  opening  of  the  same  may  cause  them  to  strike. 

For  an  alarm  showing  the  presence  of  fire-damp,  M.  Chuart  has  made  use  of  a  ball  or  globe,  con- 
tained in  a  chemical  solution  highly  sensitive  to 
any  deterioration  of  the  atmosphere,  and  acting 
upon  a  lever,  which  sets  an  index  in  motion,  and 
thus  shows  the  vitiated  state  of  the  atmosphere, 
whether  in  a  mine  or  elsewhere,  long  before  the 
common  air  can  be  so  saturated  with  gas  as 
to  explode  on  the  application  of  hght.  M.  Chuart 
has  added  to  his  invention  an  alarum  bell,  which 
is  struck  by  the  lever  when  tl^  ball  is  thrown  off 
its  equilibrium  by  the  vitiated  state  of  the  atmos- 
phere. 

Fig.  Y  is  an  illustration  of  a  method  proposed 
to  give  notice  of  the  lowncss  of  water  in  boilers. 
A  is  a  float  attached  to  a  stem  or  rod  which  passes 
upwards  through  a  tube  B',  and  a  diaphragm,  B", 
fixed  within  that  tube,  and  terminates  in  a  conical 
top,  which  fits  into  the  hollow  pipe  C,  of  the  steam 
whistle  D.  The  lower  end  of  the  whistle  D  is 
passed  through  an  orifice  in  the  top  of  the  boiler, 
(indicated  by  the  letters  a  a,)  and  screwed  into  the 
top  of  the  tube,  which  is  thus  kept  steady,  if  in  a 
vertical  position.  E  is  a  collar  attached  to  the  stem 
of  the  float,  near  the  top,  which,  catching  against 
the  plate  B^,  on  the  fall  of  the  stem  or  rod  A,  pre- 
vents it  from  descending  further.  When  the  water 
falls  below  the  safety-hne,  and  the  float  along  with 
it,  the  descent  of  the  stem  of  the  float  opens  the 
pipe  C  of  the  whistle,  and  allows  the  steam  to  es- 
cape, which,  impinging  against  the  bell  H  at  top, 
produces  the  alarm  required.  In  Dunn's  alarm  for 
boilers,  the  falhng  of  the  water  below  the  proper 
level  establishes  by  means  of  a  battery  a  galvanic 
current,  and  rings  a  bell  or  bells  in  any  part  of  the 
establishment  in  which  it  is  desirable  that  notice 
should  be  given. 

For  the  transmission  of  intelligence  of  lire  in  cities  see  "Fire  Alaems." 

ALDER.     See  Woods,  varieties  of. 

ALLOYS.     Baser  metals  mixed  with  more  valuable  ones.     See  Assat. 
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ALMOND-TREE.     See  Woods,  varieties  of. 
ALOES- WOOD.     See  Woods,  varieties  of. 

ALTIMETER.  Beatson's  patent,  for  taking,  measuring,  and  computing  angles.  Fig.  8  is  a  side 
elevation  of  this  instrument.  A  is  a  broad  ring  of  brass,  to  one  side  or  the  back  of  which  a  telescope. 
C,  is  affixed  in  a  horizontal  line  exactly  coinciding  with  the  centre  of  the  ring.  B  is  a  glass  tube  or 
about  the  sixteenth  of  an  inch  in  the  bore,  which  is  let  into  a  groove  made  in  the  front  of  the  ring, 
and  extends  all  around  with  the  exception  of  about  an  inch  or  two,  where  a  segmental  air-tight  junc^ 
tion  piece  F,  of  metal,  is  inserted  between  the  two  ends  of  the  tube,  which  are  left  open,  and  com- 
municate freely  with  the  piece  F.  The  tube  is  about  half  filled  with  mercury,  (or  other  suitable  fluid) 
which  forms  itself  into  a  continuous  thread  of  a  crescent  shape,  with  a  fixed  quantity  of  air  between 
the  two  cusps.  As  long  as  the  two  fluids  are  left  at  liberty,  they  may  of  course  be  shifted  round  to 
any  parts  of  the  circle ;  but  in  the  middle  of  the  junction  piece  F,  there  is  a  valve,  V  (not  seen  in  the 
figure),  inserted,  which  is  worked  by  a  spindle  and  thumb-piece,  from  the  opposite  side  of  the  instru- 
ment; and  when  this  valve  is  closed,  the  motion  of  the  fluid  to  either  side  of  that  valve  is  from  that 
moment  necessarily  stopped.  The  eye-piece  of  the  telescope  is  provided  with  darkened  glasses  to 
save  the  eye  from  the  glare  of  the  sun,  and  the  field  of  view  is  divided  in  the  centre  by  a  wire,  to 
show  the  line  of  coUimation.  On  the  front  of  the  brass  ring  A,  immediately  outside  of  the  groove 
containing  the  glass  tube,  and  on  opposite  sides  of  the  telescope,  there  are  two  quarter  circle  scales, 
R,  and  L,  engraved.  Both  of  these  scales  have  their  zero  points  on  the  same  line  with  the  axial  line 
of  the  telescope,  but  the  numbers  in  R  run  upwards  from  0  to  90,  while  those  in  L  run  downwards 
from  0  to  90  ;  the  90°  in  the  one  case  (R)  representing  the  zenith,  and  in  the  other  th6  nadir.  These 
scales  are  subdivided  by  two  verniers,  D  D.  Tlie  mode  of  using  the  instrument  is  as  follows :  The 
observer  first  releases  the  alcoholic  or  other  fluid  in  the  tube  B  from  the  pressure  of  the  columns  ol 

air  at  each  end,  by  turning  the  thumb-piece  from  left  to  right ;  he 
then  directs  the  teloscope  towards  the  sun  or  other  object  whose 
altitude  it  is  desired  to  ascertain,  and  brings  the  cross-wire  into 
contact  (so  to  speak)  therewith ;  which  having  done,  he  turns  the 
thumb-piece  the  reverse  way,  which  fixes  the  mercury  at  the  exact 
level  it  had  attained  at  the  moment  of  contact,  the  column  of  air 
in  B  pressing  on  the  mercury  at  each  end,  and  thus  necessarily 
preventing  the  slightest  displacement. 

The  observer  next  proceeds  to  read  off  the  indications  furnished 
by  the  two  scales  of  the  instrument ;  he  sets  first  down  the  numbers 
on  the  left-hand  scale  R,  which  come  opposite  to  the  top  Une  ot 
the  fluid  on  the  left-hand  side,  and  then  the  numbers  opposite  the 
top  line  of  the  fluid  ou  the  right-hand  side  ;  which  done,  he  adds 
the  two  sets  of  numbers  together,  and  divides  by  2,  which  gives 
the  required  altitude. 
For  example ;  if  the 


Left  altitude  be 
Right  altitude 

The  sum  divided  . 

Would  give  for  the  desired  altitude 


46    20 

41°  40' 


2)94* 
47° 


jE55* 


The  necessity  for  taking  a  mean  of  the  two  readings  arises  from 
the  liability  of  the  fluids  to  expansion,  for  were  no  change  to  take 
place  in  their  thermometric  condition  after  the  contact,  the  num- 
bers would  remain  necessarily  alike  on  both  sides. 

The  better  to  show  to  the  eye  the  movements  of  the  fluids  in  the  tube,  the  bottom  of  the  groove  G 
may  be  stained  of  a  red  or  some  other  bright  color. 

The  "  Universal  Altimeter  "  may  be  contained  in  one  framework  with  any  of  the  ordinary  sea  and 
land  surveying  instruments ;  as  is  exempUfied  in  the  fig.,  where  it  is  shown  combined  with  a  common 
sextant. 

AMBOTNA-WOOD.     See  Woods,  varieties  of. 

ANALYSIS.     See  Assay. 

ANASTATIC  PRINTING.  (The  term  "  Anastatic "  means  rising  up,  or  a  reproducing  as  it  were, 
and  very  significantly  does  the  name  express  the  result ;  for  by  it  any  uu^jber — thousands  upon  thou- 
sands— of  reproductions  of  any  printed  document  may  he  obtained,  each  of  which  is  a  perfect  fac- 
simile of  the  original,  no  matter  how  elaborate  the  engraving  may  be,  or  how  intricate  the  design.) 

The  print  of  which  an  Anastatic  copy  is  requu*ed  is  first  moistened  with  very  dilute  nitric  acid,  (one 
part  of  acid  to  seven  of  water,)  and  then  being  placed  between  bibulous  paper,  all  superabundance  of 
moisture  is  removed.  The  acid  being  an  aqueous  solution,  will  not  attach  itself  to  the  ink  on  the 
paper,  printers'  ink  being  of  an  oily  nature  ;  and  if  the  paper  thus  prepared  be  placed  on  a  polished 
sheet  of  zinc  and  subjected  to  pressure,  two  results  follow : — in  the  first  place,  the  printed  portion  will 
leave  a  set-ofif  or  impression  on  the  zinc ;  and  secondly,  the  nitric  acid  attached  to  the  non-printed 
parts  of  the  paper  will  eat  away  and  corrode  the  zinc,  converting  the  whole,  in  fact,  into  a  very  shal- 
low stereotype.  The  original  being  removed  (perfectly  uninjured),  the  whole  zinc  plate  should  next 
be  smeared  with  gum-water,  which  will  not  stick  to  the  printed  or  oily  part,  but  will  attach  itself  tc 
every  other  portion  of  the  plate.  A  charge  of  printers'  ink  being  now  applied,  this  in  its  turn  only 
attache*  -tself  to  the  set-off  obtained  from  the  print.     The  final  process  consists  in  pouring  over  the 
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plate  a  solution  of  phosphorous  acid,  which  etches  or  corrodes  more  deeply  the  non-printed  portion  of 
the  zinc,  and  produces  a  surface  to  which  pi-inters'  ink  will  not  attach.  The  process  is  now  com- 
plete, and  from  such  a  prepared  zinc  plate  any  number  of  impressions  may  be  struck  ofif". 

The  Anastatic  process  is  not  only  applicable  to  the  copying  of  the  impressions  made  with  printers 
ink,  but  any  other  inks  however,  even  the  most  fugitive,  may  be  adapted  to  this  operation ;  and  hence, 
without  some  safeguard,  the  dishonest  practices  to  which  the  Anastatic  process  might  be  applied  would 
be  numerous.  The  paper  invented  by  Messrs  Glynn  &  Appel  afford  this  safeguard.  It  consists  merely 
in  impregnating  or  dying  the  pulp  of  which  the  paper  is  made  with  an  insoluble  Salt  of  copper.  After 
a  series  of  experiments,  the  patentees  preferred  phosphate  of  copper  to  any  other  salt ;  and  for  this  pur- 
pose sulphate  of  copper  and  phosphate  of  soda  are  successively  mixed  with  the  pulp,  which,  of  course, 
produce  an  insoluble  salt,  the  phosphate  of  copper.  Besides  this,  a  very  small  portion  of  a  peculiar  oily 
and  non-drying  soap  is  introduced,  which  affords  a  double  protection.  Should  the  forger  attempt  to 
submit  a  note  or  check  printed  on  the  patent  paper  to  the  Anastatic  process,  a  film  of  metallic  copper 
separates  between  the  paper  and  the  zinc,  not  only  preventing  a  set-off,  but  cements  the  paper  so 
strongly  that  the  paper  must  be  destroyed — it  can  only  be  removed  in  small  pieces. 

ANACLASTICS.  That  part  of  Optics  which  considers  the  refraction  of  light,  and  is  commonly  calltv.l 
Dioptrics. 

AI>rCHOR.  A  heavy  curved  instrument,  used  for  retaining  ships  in  a  required  position.  The  forms 
of  anchors,  and  the  materials  of  wliich  they  are  made,  are  various.  In  many  parts  of  the  East-  Indies 
the  lower  part  of  the  anchor  is  formed  of  a  cross  of  a  very  strong  and  heavy  kind  of  wood,  the  extrem- 
ities of  which  are  made  pointed.  About  the  middle  cl  each  arm  of  the  cross  is  inserted  a  long  bar  of 
the  same  wood,  the  upper  ends  of  which  converge  to  a  point,  and  are  secured  either  by  ropes  or  an  u'on 
hoop,  and  the  space  between  the  bars  is  filled  up  with  stones  to  make  the  anchors  sink  more  deeply  and 
readily.  In  Spain,  and  in  the  South  Seas,  anchors  are  sometimes  formed  of  copper,  but  generally  m 
Europe  they  are  made  of  forged  u'on.  Anchors  may  be  divided  into  two  classes — mooring  anchors,  and 
ships'  anchors.  Mooring  anchors  are  those  which  are  laid  down  for  a  permanency  in  docks  and  harbors, 
and  are  considerably  heavier  than  ships'  anchors,  from  wliich  they  differ  in  form,  having  sometimes  biit 
one  arm,  and  sometimes,  instead  of  arms,  having  at  the  extremity  a  hea\'y  circular  mass  of  iron  and  no 
stock :  these  latter  are  called  mushroom  anchors.  The  general  form  of  ships'  anchors  is  shown  in  the 
annexed  figure.  There  is  a  long  bar  of  iron,  a  called  the  shank,  from  the  lower  extremity  of  which 
branch  two  curved  arms  6  S  in  opposite  di- 
rections, and  forming  an  angle  of  60°  each 

with  the  shank.     Upon  each  arm  towards  9. 

the  end,  is  laid  a  thick  triangular  piece  of 
iron  cc,  termed  the  Jluhe.     In  the  upper 

end  of  the  shank  is  an  eye,  through  which  <^  .,^^^^^    IW 

■  passes  a  ring  tZ,  to  which  the  cable  is  at- 
tached. The  stock  e  is  composed  of  two 
strong  beams  of  wood,  embracing  the 
shank,  or  an  iron  rod  passing  through  the 
shank.  The  stock  stands  at  right  angles 
to  the  plane  of  the  arms,  and  serves  to 
guide  the  anchor  in  its  descent,  so  as  to 

cause  one  of  the  flukes  to  enter  the  ground.  Ships  arc?  generally  provided  with  three  large  anchors, 
named  the  best  bower,  the  small,  and  the  sheet  anchor;  a  smaller  anchor,  termed  the  stream  anchor; 
and  another,  still  smaller,  named  the  kedge,  which  latter  has  generally  an  iron  stock  passing  through 
an  eye  in  the  shank,  secured  thereto  by  a  key,  or  forelock,  which  admits  of  its  being  readily  displaced : 
its  principal  use  is  in  changing  the  position  of  a  ship  in  harbor,  and  in  an  operation  tenned  kedging. 
From  the  great  mass  of  iron  in  large  anchors,  (some  weighing  from  3  to  4  tons,)  the  perfect  forging  of 
them  becomes  a  matter  of  much  diificulty;  as  from  the  great  heat  necessary  to  weld  such  masses,  the 
iron  is  liable  to  become  "  burnt "  as  it  is  termed.  Workmen  also  cannot  always  observe  what  is  going 
on  in  the  forge,  where  the  iron  is  exposed  to  ignition  from  the  blasts  of  the  bellows,  or  to  the  presence 
of  sulphur  in  quantity  among  the  coals.  When  the  welding  of  a  large  mass,  like  the  shank  of  an  an- 
chor, is  to  be  completed  by  the  sledge-hammer,  the  workmen  are  subjected  to  a  scorching  heat  radiat- 
ing therefrom,  which  renders  it  impossible  to  make  a  very  close  inspection,  and  the  consequence  fre- 
quently is,  the  beating  up  of  cinders  within  tlie  body  of  the  iron.  To  this  cause,  and  to  burning,  may 
be  often  attributed  the  breaking  of  anchors,  followed  too  frequently  by  a  distressing  loss  of  lives  and 
property.  Many  attempts  have  been  made  of  late  years  to  constinict  anchors  not  liable  to  these  defects, 
by  dividing  the  mass  into  separate  parts,  and  by  a  more  judicious  arrangement. 

Figs.  10  and  II  represent  the  two  most  popular  forms 
of  anchors,  Porter's  and  Bloomer  &  Co.'s.  In  both,  the 
difficulties  of  the  welding  the  shank  to  the  arms  is  obvi- 
ated.    The  construction  of  Bloomer  &  Co.'s  is  as  follows : 

The  arms  or  flukes  of  the  anchor  are  made  in  two  separate 
pieces,  or  plates  of  iron  of  the  entire  size  required,  which 
are  bent  to  the  required  sweep,  or  angle,  and  secured  to  the 
shank  by  a  bolt  at  the  crown.  The  palm  and  toggle  are 
constructed  in  one  solid  piece ;  the  toggle  (or  horn)  being 
bent  into  the  required  form,  is  passed  through,  between 
the  two  plates,  and  secured  m  its  position  by  them ;  the 
point  of  the  palm  and  the  two  pointed  ends  of  the  plates  are  then  welded  together  at  one  heat,  which 
completes  the  work.  The  shank  is  made  of  one  solid  piece,  and  is  inserted  between  the  plates  of  the 
flukes,  (instead  of  the  flukes  being  inserted  between  the  two  welded  jarcs,  as  fig,  10,)  and  is  secured  by 
a  crown  bolt. 
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It  will  thns  be  seen  that  tMs  anchoi  ia 
formed  with  only  (u-o  welding  heats,  (viz., 
at  each  point  of  the  fluke,)  and  those  at 
the  places  least  liable  to  accident,  and  of 
less  vital  importance  in  case  of  fracture 
than  any  other  part  of  the  anchor. 

One  differing  materially  in  form  and 
construction  from  the  ordinary  anchor 
was  invented  by  Mr.  R.  F.  Hawluns,^  and 
is  represented  in  the  subjoined  engravings. 
The  shank  of  the  anchor  a  is  forked  at 
the  lower  part  or  crown,  into  two  parts  oi 
loops  b  and  c,  in  each  of  which  is  formed 
a  hole  or  eye ;  between  the  loops  is  a 
block  of  iron  d,  termed  a  crown-piece, 
having  a  circular  aperture  to  receive  the 
arms  and  a  square  aperture  at  right  angles  to  the  former,  into  which  is  screwed  a  stout  bar  of  iron  e, 
^  ^  o  a  termed   a    toggle,   projectnig 

equally  on  each  side  of  the 
crown-piece ;  on  the  end  of 
the  crown-piece,  opposite  to 
that     in    which    is    inserted 
the  toggle,   is   a  ring,  /  for 
the  buoy  rope.       The  arms 
ff  h  are  formed  in  one  piece, 
and  before  the  palms  ii  are 
attached,  one  end  of  the  arms 
must  be  passed  through  the 
eyes  In  the  loops  of  the  shanks 
and  through  the  eye  of  the 
crown-piece ;    the  palms  are 
then  to  be  put  on,  and  must 
both  lie  in  the  same  plane ; 
after  which  the  arms   are  to 
be  curved  in  the  same  plane 
with  the  palms.     The  crown- 
piece  is  firmly  keyed  to  the 
arms,  and  the  toggle  must  bo 
of  such  a  length  and  form  as 
to  make  it  bear  firmly  against 
the  fore  part  of  the  fork  in 
the  shank,  so  as  to  preven-t 
the    crown -piece    and    arms 
from  turning  round  upon  it, 
and  to  retain  them  at  an  an- 
the    shank.      When  the   an- 
chor is  let  go,  one  end  of  the  toggle  will  come 
in  contact  with  the  ground,  which  puts  the  flukes 
in  a  position  to  enter ;  and  when  the   strain  is 
upon  the  cable,  that  end  of  the  toggle  which  is 
upwards   comes  in  contact  with  the  throat   of 
the  shank,  and  sets  the  anchor  in  the  holding- 
position,   as   shown  in  perspective  ai  flg   14. 
The  advantage  of  this  mode  of  constructing  an- 
chors is,  that  both  arms  take  the  ground,  and 
therefore  the  weight  of  metal  may  be  diminished, 
and  yet  an  equal,  if   not  a  greater  effect  be 
obtained ;  also,  as  there  is  no  stock,  and  no  pro- 
jecting upper  fluke,  there  is  little  risk  oi  fouling, 
as  it  is  termed ;  that  is,  of  the  cable  entwining 
round  the  ai-ms. 

An  anchor  upon  a  similar  principle,  but  of  a 
somewhat  different  construction,  was  invented 
by  Mr.  Soames,  a  front  and  side  elevation  of 
which  is  exhibited  in  the  subjoined  cuts.  In 
this  anchor  there  is  but  one  fluke  a,  which  is  T 
shaped,  and  works  on  a  pivot  in  a  triangular 
frame,  composed  of  the  two  sides  i  and  c,  forged 
va  one  piece,  and  a  stay  d,  which  serves  as  a  stock;  ff  are  loops,  or  eyes,  for  the  reception  of 
the  chauis  that  unite  the  ring  g,  to  which  the  cable  is  to  be  fastened.  For  general  purposes,  this  an- 
chor is  ptrhaps  preferable  to  the  former,  it  being  free  from  the  objection  we  made  to  that  one,  as  it 
admits  cf  detaching  the  arm,  which  renders  it  more  convenient  to  stow  away ;  also,  as  the  shank  is 
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formed  in  two  parts,  instead  of  one  of  equal  area,  they  are  more  easily  forged  soundly,  and  consequently 
less  liable  to  breakage. 

The  peculiarity  of  the  ancbor  proposed  by  W.  Rogers,  consists  in  its  having  a  hollow  shank,  formed  out 
of  six  bars  of  iron,  of  such  a  thickness  as  to  insure  the  forging  of  them  perfectly  sound  for  anchors  of  the 
largest  dimensions.  Fig.  18  represents  a  side  view  of  the  anchor,  and  fig,  19  a  plan  of  the  stock.  The  two 
principal  pieces  a  a  are  bent  so  as  to  form  a  part  of  the  arms  or  flukes ;  the  other  four  are  formed  into 
a  hollow  tube  b  h  (as  shown  in  section  at  Fig.  20)  for  a  centre-piece,  and  the  whole  are  firmly  welded 
together  at  both  ends  of  the  shank.  Tlie  mtermediate  parts  are  secured  by  strong  hoops  i  i,  so  that 
every  piece  must  bear  its  proportion  of  tlie  entire  strain.  In  place  of  the  usual  r-mg,  there  is  a  I  olt 
and  shackle  c,  Figs.  18  and  21,  when  the  anchor  is  to  be  used  with  chain  cables ;  but  when  hempen  cables 
are  to  be  used,  a  ring  d  is  connected  to  tlie  sliackle  c  by  an  additional  shackle  and  bolt  e.    The  anchor- 


stock  f  may  be  formed  either  of  a  single  piece,  or  of  two  pieces  hooped  together,  and  is  secured  ui  iti 
place  as  follows:  The  bolt  and  shackle  c  being  withdrawn,  the  small  end  of  the  shank  is  passed 
through  the  eye  of  the  stock/,  (which  is  defended  by  an  iron  plate  g  on  each  side  ;)  the  collar  h  is  then 
put  over,  and  the  stock  is  keyed  up  against  tlie  hoop  i  by  the  forelock  key  k  passuig  through  a  hole  in 
the  shank ; 

J 'wo  improved  methods  of  letting  go  anchors  are  described  in  the  Transacnons  of  the  Society  of  Arts. 
The  principle  is  the  same  in  each,  and  consists  in  supporting  the  end  of  what  is  termed  the  standing 
part  of  the  cat-head  stopper  and  shank-painter,  by  bolts  turning  upon  pivots,  and  retained  in  a  proper 
jjosition  by  a  catch,  which  bemg  withdrawn,  the  bolt  tm-ns  upon  its  pivot,  and  the  stopper  slips  off,  by 
which  means  all  risk  of  jammmg  tlie  turns  of  the  stopper  (as  in  the  common  method  of  letting  go  the 
running  end)  is  avoided ;  the  danger  to  the  men  on  the  forecastle  is  done  away,  and  the  anchor  can  be 
let  go  at  a  moment's  warning.  .     . 

The  arrangements  in  each  of  these  inventions  being  the  same,  whether  applied  to  cat-head  stoppers 
or  shank-painters,  we  shall  therefore 
show  one  invention  as  applied  to 
cat-head  stoppers,  and  the  otlier  to 
shank-painters.  The  subjoined  cuts 
show  Capt.  Burton's  method  of  letting 
go  a  cat-head  stopper,  a  i  the  cat- 
head ;  6  c  a  bolt,  turning  upon  a 
pivot  d;  the  end  c  forms  an  obhque 
plane,  and  is  held  down  by  the 
clamp  e  turning  upon  a  pivot  /,  the 
clamji  being  secured  by  a  hasp  g  and 
pin  h.  The  standing  end  of  the 
stopper,  having  an  eye  formed  in  it, 
passes  over  the  end  h  of  the  bolt 
be;  the  other  end  of  the  stopper 
passes  through  the  rmg  of  the  anchor, 
and  over  the  thumb-cleat  k,  and  is 
made  fast  round  the  timber-head  /. 
When  it  is  required  to  let  go  the 
anchor,  a  handspUve  is  inserted  be- 
tween the  thumb-cleat  k,  so  as  to  nip 
the  clamp  e,  and  the  hasp  g  is  cast  off;  then,  upon  withdrawing  the  handspike,  the  bolt  being  no  longw 
held  by  the  clamp  e,  turns  upon  its  pivot  d,  by  the  weight  of  the  anchor  on  the  stopper,  and  the  eye  <A 
the  stopper  slips  off  the  end  of  the  bolt. 

The  following  cut  represents  Mr.  Spence's  invention  for  letting  go  a  shank-pairter.    Fig.  24  is  an 
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elevation,  and  Fig.  25  the  plan,  a  is  a  cast-iron  caniage,  bolted  througli  tlio  ship's  side,  and  supporting 
the  hook  J  by  a  pin  or  pivot  at  6  ;  d  e  a  lever  turning  upon  a  centre  /,  the  end  d  being  formed  into  a 
hook,  ■wHch  clasps  the  upper  end  of  tlie  bolt  b,  the  lever  being  retained  in  the  position  shown  in  the 
pLm,  by  a  pin  </ ;  h  is  part  of  a  chain  forming  the  standing  part  of  the  shank-painter,  and  supported  by 
the  bolt  b.  To  the  other  end  of  the  chain  is  spliced 
the  ruiiiiijig  part  of  the  shank-painter,  ■which  passes 
rotnd  the  shank  oi  the  anchor,  and  is  made  fast  to  a  24.  d^ 
timber-head.  When  it  is  required  to  Jet  go  the 
ehank-paintcr,  an  iron  bar  is  msertcd  into  the  end  e 
of  the  lever  d  e,  which  is  made  hollow  for  the  pur- 
pose, and  the  pin  ff  being  withdrawn,  the  lever  is 

turned  round  its  centre  imtil  the  bolt  is  released  from  1   j  __.       _^_; __  ;:  ;_t^~'3> 

the  hook  d,  when  it  falls,  and  the  chain  end  of  the 
shank-painter  slips  off. 

ANGICA-WOOD.    See  Woods,  Varieties  of. 
ANEMOMETER.     An  instrument  for  measm-ing 

the  strength  or  velocity  of  the  wind.    Among  various  

machines  wliich  have  been  constructed  for  tliis  pur- 
pose, the  following  one  has  been  found  to  answer  very  well.  It  consists  of  an  open  frame  a  c,  sup- 
ported by  a  shaft  d,  upon  wliich  it  turns  by  the  action  of  the  wind  upon  tho  vane  e.  //are  sails,  fixed 
to  one  end  of  the  axis  ff,  and  disposed  to  be  influenced  by  the  wind  in  the  usual  rnanner.  Upon  tliis 
axis  is  also  fixed  a  conical  barrel  of  wood  h  k,  on  the  smaller  end  of  which  k  is  attached  a  line  /,  with  a 
weight  appended  to  it.  The  wind  acting  upon  the  sails,  causes  the  barrel  to  revolve,  and  the  line  to  be 
woimd  up  on  its  superficies.    To  prevent  any  retrograde  motion,  a  ratchet  wheel  o  is  fixed  to  the  base  or 

larger  end  of  the  cone,  having  a  clicker  falling  into  the 
notches  as  it  revolves.  It  is  evident  that  tlie  power  of 
tlie  weight  will  continually  increase  as  the  line  advances 
towards  the  base  of  the  cone,  as  the  weight  acts  at  a 
gi-eater  distance  from  the  axis  or  fulcinim ;  conse- 
quently, the  variable  force  of  the  wind  may  be  readily 
ascertained  by  fixing  tlie  line  at  the  smallest  end,  and 
marking  the  barrel  with  spiral  lines,  as  taken  up  by 
the  coiling  of  the  rojje  round  its  superficies,  placing 
also  between  the  lines  numerals  to  denote  the  force  of 
the  wind,  which  may  be  calculated  with  tolerable 
precision  upon  the  principles  of  the  lever.  The 
diameter  of  the  cone  should  be  snch  in  compaiison 
with  its  smallest  end,  that  the  force  of  the  stronges! 
wind  should  have  scarcely  sufiicient  force  to  bruigr  ■'lie 
line  on  to  the  base  of  the  cone. 
Although  the  instrument  de- 
scribed above  gives  an  accurate 
idea  of  the  comparative  force  of 
the  wind  at  ditferent  times,  it 
does  not  point  out  the  actual 
force  exerted  on  a  given  surface, 
nor  can  observations  made  with 
one  instrument  in  a  particular 
place,  be  compared  with  obser- 
vations made  by  another  instru- 
ment elsewhere.  It  is  also  cum 
bei'some,  and  not  portable.  In 
the  Philosophical  Transactions 
for  lYTo,  Dr.  Lind  gives  a  de 
scription  of  a  very  ingenious 
portable  wind  gauge,  which  indi 
..cates  the  actual  force  of  the  wind 
by  the  column  of  water  which  it  will  support.  This  instrument  consists  of  two  glass 
tubes  ab,cd,  which  should  not  be  less  than  8  or  9  inches  long,  the  bore  of  each  being 
about  four-tenths  of  an  inch  in  diameter,  and  connected  together  by  a  small  bent  glass 
tube  e,  of  about  only  one-ninth  of  an  inch  bore,  to  check  the  undulations  of  the 
irater  caused  by  a  sudden  gust  of  wind.  On  the  upper  end  of  the  tube  a  6  is  fitted 
ft  thin  metal  tube/,  which  is  bent  at  right  angles,  and  lias  its  mouth  open  to  re- 
reive  tlie  wind  blowing  into  it  horizontally.  The  two  branches  of  the  tube  are  at 
liberty  to  turn  round  a  steel  spindle  ff,  whiich  passes  tlu-ough  two  slips  of  brass  h  i 
near  the  top  and  bottom  of  the  instrument.  The  spindle  is  fixed  into  a  block  of 
wood  by  a  screw  in  its  bottom.  When  the  instrument  is  used,  a  quantity  of  water 
is  poured  in  until  the  tubes  are  about  half  full,  and  the  instrument  being  then 
held  perpendicularly,  with  its  mouth  exposed  to  the  wind,  the  water  will  be  de 
pressed  m  the  tube  a  b,  and  proportionably  elevated  in  the  tube  cd;  and  the  dis- 
tance between  the  surfaces  in  the  two  tubes  measm-ed  by  a  sliding  scale  of  inches, 
and  parts  k  attached  to  the  instrument,  will  be  the  height  of  a  column  of  water 
vhicb  the  wind  is  capable  cf  sustaining  at  that  time ;  and  as  a  cubic  foot  of  water 
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Height  of  Water 
Inches. 


Force  of  Wiivi. 
lbs. 

....  1.3   

....  2.6   

....  5.2  

....10.4  

....15.6  

....20.8  

....26 

6 31.25 

7 36.5  


Velocity  per  Hour.  | 
Miles. 


9. 
IC. 
11. 
12. 


18 

25.6 

36 

50 

62 

76 

80.4 

88 

95.2 

.41.7   101.6 

.46.9  108 

.52.1   113.6 

.57.3  119.2 

.62.5  124. 


weighs  1000  ounces,  or  62i  pounds  nearly,  the 
twelfth  part  of  which  is  5  5-24  poimds;  therefore 
every  inch  the  surface  of  the  water  is  raised,  the 
force  of  the  Avind  will  be  equal  to  so  many  times 
5  5-24  pounds  on  the  square  foot.  This  instrument 
shows  the  force,  but  not  the  velocity,  of  the  wind ; 
but  as  the  force  is  as  the  square  of  the  velocity,  if 
tlie  velocity  due  to  a  given  force  be  ascertained,  a 
table  of  the  velocities  corresponding  to  each  inch 
the  water  is  elevated,  may  be  calculated  and  en- 
graved upon  the  scale  of  equal  parts.  Tlie  tible 
at  the  right,  showing  the  con-esponding  height  of 
water,  velocity  of  the  wind,  and  the  force  exerted 
upon  a  square  foot  of  sui-fiice,  has  been  calc-dated 
from  some  experiments  made  by  Dr.  Hutton. 

BIKAM'S  ANEMOMETER,  (Fig.  28,)  is  designed 
to  register  the  current  of  air  in  mines.  In  the  L^ 
recent  report  of  the  Committee  appointed  by 
the  British  House  of  Commons,  for  inquiring 
into  the  causes  of  accidents  in  coal  mines,  the 
adoption  of  some  mode  of  measurement  and 
registry,  is  strongly  recommended.  In  this 
country  the  same  degi-ee  of  necessity  for  such 
precautions  has  not  yet  been  reached,  because 
our  mines  of  bitumuious  coal  are  mostly  shal- 
low, and  yield  comparatively  little  of  the  com- 
bustible gases.  In  order  to  displace  by  fresh 
air  these  poisonous  gases,  as  also  the  smoke 
of  gunpowder,  of  lamps,  and  the  products  of 
respiration,  it  is  necessary  to  build  a  fire  in 
one  of  the  shafts  of  the  mine,  and  to  keep  it 
up  at  all  times ;  so  that  the  draught  of  the 
furnace  shall  cause  a  movenient  of  the  stag- 
nant air  in  the  galleries. 

Biram's  Anemometer  registers  these  move- 
ments of  the  air  by  a  combination  of  wheels 
with  indices,  simOar  to  a  gas  meter.  It  is 
only  12  inches  in  diameter,  and  weighs  about 
2  J  lbs.  Any  slackening  of  the  furnace,  or  in- 
attention in  the  furnace  man,  will  be  at  once 
detected  by  the  registry  of  this  simple  appa- 
ratus. The  observer  has  only  to  record  the 
position  of  the  several  indices  at  the  first  ob- 
servation, and  deduct  the  amount  from  their 
position  at  the  second  observation,  to  ascer- 
tain the  velocity  of  the  air  which  has  passed 
during  the  interval ;,  this  multiplied  into  the 
area  in  feet  of  the  passage  where  the  instra- 
ment  is  placed,  will  show  the  number  of  cubic 
feet  which  have  passed  during  the  same  period. 

ANEMOSCOPE,  a  machine  that  shows  the  course  or  direction  of  the  wind. 

Of  late  years  instruments  have  been  introduced  into  observatories  for  tracing  continuously  the 
force  and  directibn  of  winds ;  the  most  common  are  those  by  Dr.  Whewell  and  Mr.  Osier.  In  the 
machine  as  arranged  by  Dr.  W.,  a  windmill  fly  is  constantly  presented  to  tlie  wind  in  whatever 
direction  it  may  blow,  and  the  fly  of  course  revolves  with  gi-eater  or  less  rapidity  according  to  the 
velocity  of  the  current.  An  intermediate  train  of  wheels  set  in  motion  by  the  fly,  causes  a  pen- 
cil to  descend  over  a  fixed  cylinder,  leaving  thereon  a  trace  of  variable  length,  according  as  the  wind 
is  more  or  less  strong.  10,000  revolutions  of  the  fly  causes  the  pencil  to  descend  only  one-twen- 
tieth of  an  inch.  The  surface  of  the  fixed  cylinder  is  japanned  white,  and  is  divided  into  16  or  32 
equal  parts  by  means  of  vertical  lines,  the  intervening  spaces  corresponding  to  16  or  32  points  of  the 
compass,  and  a  mark  left  by  the  pencil  upon  one  or  more  of  these  spaces,  shows  the  direction  of  the 
wind.  The  pencil  has  two  motions,  the  first  from  above  downwards,  and  this  increases  in  rapidity  as 
the  wind  blows  more  strongly,  and  by  the  extent  of  its  depression  registers  the  whole  amount  of  wind 
that  has  been  blowing.  The  second  motion  depends  on  the  changes  in  the  direction  of  the  wind ;  and 
the  pencil  and  its  frame  being  carried  round  by  the  vane,  the  direction  is  registered  by  this  cross  move- 
ment. In  this  arrangement  therefore,  the  vane,  the  windmill  fly,  the  intermediate  train  of  wheels  and 
the  pencil,  all  obey  the  direction  of  the  wind ;  while  the  cylinder  which  marks  the  points  of  the  com- 
pass remains  fixed,  so  that  the  pencil  in  descending  and  moving  about  with  the  wind,  thus  traces  an  ir- 
regular line  on  the  cylinder.  If  the  fly  revolves  in  the  simple  proportion  of  the  velocity  of  the  wind, 
the  length  of  Ime  marked  by  the  pencil  is  proportional  to  the  space  which  would  be  described  by  a  par- 
ticle of  air  in  a  given  direction  in  a  given  time,  such  as  one  day,  taking  into  account  the  strength  of 
the  wind  and  the  tune  for  which  it  blows. 

In  Osier's  Anemometer,  the  force  and  direction  of  the  wind,  and  also  the  amount  of  rain  are  regis- 
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tered  on  a  paper  placed  on  a  board  moved  by  means  of  clock  mechanism.  The  pressure  is  measured 
by  a  plate  always  directed  so  as  to  face  the  wind,  Threp  pencils  are  iised,  of  which  one  registers  tlie 
pressure  of  the  wind  in  pounds  per  square  foot,  another  the  direction  of  the  wind,  and  the  third  the 
quantity  of  rain  falling  in  a  given  time.  Each  paper  registers  during  the  24  hours  of  the  day,  although 
it  may  be  arranged  for  longer  periods.  The  Avhole  length  of  the  paper  is  divided  by  vertical  lines  into 
24  equal  parts ;  at  the  top  is  a  scries  of  parallel  lines,  corresponding  to  the  pressure  in  pounds  per 
square  foot ;  in  the  centre  are  lines  corresponding  to  the  cardinal  points  of  the  compass,  and  the  lowe 
portion  of  the  paper  registers  the  quantity  of  rain. 

The  method  by  which  the  pressure  plate  is  always  made  to  face  the  wind  is  as  follows :  a  set  of 
vnues  or  sails  revolve  vertically  in  a  plane  at  right  angles  to  that  of  the  pressure  plate,  and  drive  a  cog 
wheel,  which  by  rolling  on  a  fixed  cog  circle,  turns  all  the  rest  of  the  apparatus  round  until  the  vane 
are  presented  edgewise  to  the  current,  then  the  pressure  plate  being  at  right  angles  to  the  vanes  is  acted 
on  with  fall  effect.  As  the  vanes  turn  in  the  dh-ection  of  the  wind,  a  spiral  worm  on  the  shaft  raises 
or  lowers  a  nut,  from  which  hangs  the  arm  carrying  the  middle  pencil,  which  thus  traces  the  direction 
of  the  wind  on  one  of  the  long  lines  of  the  register  paper  if  the  wind  be  from  one  of  the  cardinal 
points,  or  a  mark  between  these  lines  if  it  be  blowing  from  intermediate  points,  such  as  N.N.W.,  N.W. 
&c.  The  rain  after  falling  into  a  vessel  on  the  roof  flows  into  one  of  the  two  divisions  of  a  gauge 
balanced  on  an  axis  and  supported  by  a  second  balance.  As  the  water  accumulates  this  second  ^alance 
begins  to  descend,  and  so  raises  the  upright  rod  to  which  a  lever  is  attached  which  causes  the  pencil  to 
rise.  When  this  quantity  becomes  equal  to  a  certain  depth  of  rain,  or  to  a  certain.  numb6r  of  cubic 
inches  on  a  foot  square,  the  small  gauge  oversets,  the  water  is  discharged,  and  the  other  compartment 
of  the  gauge  is  brought  under  the  pipe.  The  pencil  then  returns  to  its  first  position  at  the  bottom  of 
the  paper,  and  begins  to  rise  on  the  scale  as  the  rain  is  collected.  In  a  trace  of  this  kind  it  wUl  be 
seen  that  the  more  rapidly  the  rain  falls,  the  sharper  will  be  the  angles  formed  by  the  trace  of  the  pen- 
cil ;  but  if  tlie  rain  be  slow  and  gradual,  the  elevating  or  diagonal  lines  will  be  drawn  out  to  a  con- 
siderable length, 

ANEROID  BAROMETER.  The  principle  of  the  instrument  is  dependent  upon  the  action  of  the  at- 
mospheric weight  upon  the  exterior  of  an  exhausted  or  partially  exhausted  case  of  thin  metal,  the  top 
of  which,  being  slightly  flexible,  is  so  contrived  as  to  convey  indications  of  the  minutest  changes  in  the 
atmospheric  column  to  a  graduated  dial,  upon  which  the  readings  are  exhibited  as  in  the  ordinaiy 
wheel  barometer. 

The  original  instrument  of  M,  Conte  bears  a  resemblance  to  a  watch  ;  it  consists  of  a  stronj?  iron  ot 
brass  box  a,  in  the  vertical  section  Fig,  29,   To  the  edges  Fig.  29. 

of  this  box,  a  very  thin  and  flexible  steel  cap  h  is  fitted 
with  great  accuracy,  c  c  are  a  series  of  springs  acting 
between  the  bottom  of  the  box  and  its  flexible  top,  so  as 
to  press  the  latter  up,  A  small  cylinder  is  fitted  at  d,  by 
which  the  case,  when  exhausted,  may  be  hei-metically 
closed.  The  dial  is  placed  immediately  over  the  top  of 
the  case,  and  is  pierced  in  the  centre  for  the  passage  of  a 
central  tube  e,  earring  an  index-needle  f,  the  whole  be- 
ing surmounted  by  a  concave  glass.  It  is  obvious  that 
if  the  space  enclosed  by  the  case  is  exhausted,  the  flexible  top  or  cap  6  being  acted  upon  by  the  unbal- 
anced pressure  of  the  atmosphere,  will  fall,  and  compress  the  supporting  springs  c  ;  and  the  converse  takes 
place  when  any  diminution  in  the  atmospheric  pressure  occurs.  By  simple  mechanism  placed  in  the 
tube  e,  this  movement  of  the  cap  may  be  communicated  to  the  index-needle,  which  will  thus  register 
the  variations  in  the  columnar  pressure.  It  is  stated  that  the  thermal  changes  of  the  atmosphere  dis- 
turbed the  action  of  the  instrument,  and  eventually  caused  M.  Conto  to  discard  it  as  useless. 

The  objection  of  the  want  of  any  temperature  compensation,  M,  Vidi  has  sought  to  remove  in  the 

Aneroid  of  the  present  day.     One  of  the  great  features  which  were  introduced  at  this  time,  was  the  cir 
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tolar  corrugation  of  the  flexible  diaphragm  ;  and  thus  a  larger  and  more  available  range  of  movement 
was  obtained  without  danger  of  rupture.  Fig,  30  is  a  half-size  plan  of  the  instrument  as  now  made,  un- 
der the  superintendence  of  Mr.  Dent ;  Fig  31  is  a  con-csponding  side  elevation.     The  vacuum  chamber 
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is  represented  at  a;  its  top- and  bottom  are  formed  of  disks  of  thin  circularly  corruf^ated  copper,  lield 
together  by  a  circumferential  strip  of  plain  metal,  as  shown  in  the  detail  iig.  32,  which  is  a  vertical  sec- 
tion of  the  chamber  detached  A  strong  brass  stud  6,  is  attached  to  the  upper  diaphragm  of  the 
chamber,  having  a  slot  on  its  end,  through  which  a  small  projecting  pin  c,  formed  on  the  lever-plate  a 
projects,  the  attachment  being  effected  by  a  pin  passed  transversely  through  the  slotted  portion  of  the 
gtud,  immediately  over  the  pin  c.  The  plate  d,  which  acts  as  a  lever  in  communicating  the  movements 
of  the  diaphragm,  rests  upon  two  pillars  e,  carried  by  the  supporting  base-plate  of  the  vacuum  chamber, 
as  fulcra.  The  projecting  lever  portion y  conveys  the  movement  by  a  joint  at  g,  which  is  linked  to  a 
rocking  spindle  carrying  the  lever  h,  connected  to  the  arbor  of  the  index-needle  by  a  fine  chain  which 
winds  upon  it,  like  the  main-spring  chain  of  a  watch  upon  the  spring  box.  In  the  interior  of  the  va- 
cuum chamber,  a  single  helix  is  fixed  upon  the  base-plate,  so  as  to  abut  against  the  lower  surface  of 
'.he  lever  at  i,  and  thus  preserve  the  two  diaphragms  of  the  chamber  from  actual  contact. 

To  set  the  instrument  to  indicate  the  same  scale  as  the  mercurial  barometer,  the  arrangement  given 
fall  size  in  Fig.  33  is  adopted,  to  fbnn  the  connection  between  the  main  lever  and  the  index  arbor.  The 
link  from  the  end  of  the  main  lever  is  joined  to  an  eye  at  a,  on  a  stud  formed  upon  the  end  of  a  metal 
bow  piece  i,  the  contrary  end  of  which  is  attached  to  the  lever  h,  before  described.  The  whole  of 
these  parts  are  carried  by  a  nicely  adjusted  rocking  spindle  c,  working  on  centres  in  the  frame  I.  The 
office  of  this  contrivance  is  to  afford  a  means  of  adjustment  for  the  index  movement  by  the  two  screws 
m  n,  one  of  which  elevates  or  depresses  the  eye  a,  whilst  the  other  sets  it  in  or  out  from  the  centre  of 
the  rocking  spindle,  to  give  more  or  less  leverage,  as  may  be  required  to  suit  the  barometi-ical  scale. 
The  connection  between  the  index  arbor  and  the  lever  apparatus  being  by  a  flexible  chain,  its  move- 
ment can  act  only  in  one  direction  in  bringing  round  the  index,  and  a  fine  hair  spring  is  attached  to 
give  the  return  movement. 

The  tube  by  which  the  exhaustion  is  effected  is  at  o.  The  process  of  exhausting,  as  specified  by  the 
inventor  in  connection  with  the  original  plan,  is  as  follows.  A  little  solder  is  placed  round  the  aper- 
ture for  the  exhaust,  in  which  a  flat-headed  pin  is  set,  so  open  as  to  admit  the  air  to  pass.  The  dia- 
phragm is  compressed  to  its  proper  position  by  means  of  a  board,  and  is  then  soldered  to  its 
box.  The  whole  is  afterwards  placed  under  an  air-pump  receiver,  having  an  air-tight  stuffing-box, 
through  which  a  rod,  carrying  the  heated  soldering-iron  is  passed.  When  the  vacuum  is  obtained,  the 
6olderiDg-iron  is  pressed  down  to  melt  the  solder  round  the  peg,  and  close  the  opening. 

A  simple  mode  of  adjusting  the  instrument  by  a  standard  ba- 
rometer is  obtained  by  a  screw-stad  projecting  through  the  back  of 
the  instrument,  in  connection  with  the  reacting  spring  at  i,  the  tension 
of  which  may  thus  be  varied  to  the  extent  required.  By  a  simple  ar- 
rangement, the  vacuum  case  is  itself  made  to  afford  its  own  tempe- 
rature correction,  without  the  addition  of  a  particle  of  mechanism. 
Previous  to  the  exhaustion  of  the  vacuum  chamber,  the  top  and  bot- 
tom diaphragms  are  both  perfectly  horizontal ;  but  when  exhausted, 
they  each  take  the  curve  shown  in  the  section  fig.  32,  and  the  dotted 
lines  represented  as  running  nearly  even  with  the  corrugated  surfaces 
indicate  the  position  they  will  assume  when  a  portion  of  gas  is  introduced  to  play  the  important  part  of 
a  compensator  for  the  disturbance  to  which  the  index  Avould  be  liable  from  changes  of  temperature. 
The  expansion  of  the  contauied  gas,  arising  from  the  disturbing  cause  itself,  counteracts  the  loss  of 
elastic  force  produced  by  the  same  cause  in  the  diaphragms  and  other  parts  of  the  machinery.  The 
external  atmosphere  is  continually  endeavoring  to  press  down  the  diaphragm,  whilst  the  helix  beneath 
the  lever  is  as  continually  acting  to  keep  it  up.  An  increase  in  temperature  expands  the  contained  gas, 
which  thus  diminishes  .the  effect  of  the  external  atmospheric  pressure,  and  coiTCcts  the  disturbance 
arising  from  the  expansion  of  the  various  levers  and  connections,  which  would  otherwise  indicate  upon 
the  dial  a  greater  amount  of  movement  than  is  actually  due  to  the  atmospheric  change. 

ANGLE,  in  Geometry.  If  two  lines  drawn  on  a  jjlane  surface  are  so  situated  that  they  meet  in  a  point, 
or  would  do  so,  if  long  enough,  they  form  an  opening  which  is  called  an  angle.  When  one  line  meet- 
ing another  makes  the  angles  on  both  sides  equal  to  each  other,  then  these  angles  are  each  called  a 
right  angle,  and  in  this  case  the  one  line  is  said  to  be  perpendicular  to  the  other.  In  the  common  lan- 
guage of  workmen,  the  one  line  is  said  to  be  square  with  the  other ;  and  if  the  one  line  be  horizontal, 
the  perpendicular  is  said  to  be  plumb  to  it.  The  arc  which  measures  a  right  angle,  is  the  quarter  of  the 
whole  circumference,  or  is  a  quadrant,  and  contains  90  degrees ;  any  angle  measured  by  an  arc  less 
than  this,  is  acute,  (sharp,)  and  if  by  an  arc  greater  than  a  quadrant,  obtuse,  (blunt.) 

ANIMAL  KINGDOM,  materials  from — used  in  the  mechanical  and  ornamental  arts. 

Forcelanous  and  nacreous  shells,  bones,  etc. — The  hard  solid  substances  derived  from  the  Ammal  King 
dom,  are  parts  of  the  external  or  internal  skeletons,  as  shells  and  bones  ;  or  of  the  instruments  of  sus- 
tenance and  defence,  as  horns,  hoofs,  nails,  claws,  and  teeth  :  these,  together  with  the  various  covermgs 
of  animals,  whether  hair,  feathers,  or  scales,  are  alike  composed  of  animal  and  earthy  matters,  almost 
exclusively  albumen,  gelatine,  and  lime,  combined  in  various  proportions,  and  with  a  structure  more  or 
less  interspersed  with  animal  fibre.  Many  of  these  are  either  formed  by  the  deposition  of  successiva 
annual  layers,  or  they  are  altogether  yearly  renewed. 

A  brief  consideration  of  the  chemical  difference  between  their  component  parts,  and  of  their  respective 
proportions,  in  such  as  are  used  in  the  arts,  will  show  the  reasons  for  thek  various  characters,  and  differ- 
ent treatment  with  tools. 

Albumen,  the  principal  ingredient  of  these  animal  substances,  and  wliich  exists  in  the  purest  form  in 
the  white  of  eggs,  is  hardened  by  a  degi-ee  of  heat  less  than  the  boiling  temperature  of  water,  and  L^ 
insolul/le  in  the  same.  Gelatine,  of  which  jelly  and  glue  are  different  examples,  is  softened  by  heat,  anc 
tendered  fluid  by  the  addition  of  water ;  both  are  easily  cut  and  scraped,  in  all  their  various  stages  froii 
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soft  to  hard,  and  during  this  change  they  contract  very  materially,  but  ^ithoilt  entirely  losing  their  elas- 
ticity. 

The  eai'thy  matters  of  the  animal  soHds,  principally  the  phosphate  and  carbonate  of  lime,  are  widely 
difterent  from  the  foregoing,  and  also  from  the  substances  of  the  woods  and  metals.  They  are  inelastic, 
and  often  crystalline,  and  therefore  incapable  of  being  cut  into  shreds  or  shavings ;  as  when  they  are 
divided,  they  become  smaller  fragments  or  particles  which  are  always  angular  :  they  are  comparatively 
uninfluenced  by  water  or  small  changes  of  temperature,  and  are  incapable  of  contraction. 

When  the  earthy  and  crystalline  structures  prevail,  the  animal  substances  are  harsh,  incapable  of  ab- 
sorbing moisture,  or  of  alteration  of  size  or  form ;  when  the  animal  and  fibrous  characters  prevail,  they 
iire  easily  cut,  and  thej  absorb  moisture,  soften,  and  swell.  Enamel  of  teeth,  the  hardest  of  the  class, 
contains  from  2  to  3  J  per  cent  of  animal  matter,  (BerzeUus.)  Porcelanous  shells  are  nearly  similar. 
Xacreous  shells,  24  per  cent,  (Hatchett.)  Ivory,  24  per  cent,  (lire;)  25  per  cent,  (Jlerat  GuiUot.) 
Bone,  33  per  cent,  (Berzelius.)  Horn,  is  coagulated  albumen  and  lime,  with  |  per  cent  of  phosphate  oi 
lime,  ( Ure.)  Tortoiseshell  is  nearly  the  same  as  horn.  The  horn  of  the  buck  and  hart  a\e  intermediate 
between  bone  and  ordinary  horn,  (tjre.) 

In  some  of  the  shells,  the  quantity  of  animal  matter  is  so  small,  and  the  lime  is  in  so  haid  and  compact 
a  form,  that  they  are  very  brittle,  partially  translucent,  generally  they  have  smooth  surfaces,  and  are  in- 
capable of  being  cut  with  a  knife  or  tools ;  such  shells  are  called  porcelanous,  from  their  resemblance  to 
porcelain,  they  include  most  of  the  imivalve  shells,  such  as  the  whelks,  limpets,  and  co-m-ies.  Most  of 
these  can  only  be  worked  upon  after  the  manner  of  the  lapidary,  with  emery  and  other  gritty  matters 
harder  than  themselves,  by  which  means  they  are  cut  and  polished,  as  will  be  explained  in  speaking  oi 
that  art ;  by  analysis,  porcelanous  shells  are  considered  closely  to  agree  with  the  enamel  of  the  teeth. 

The  nacreous  shells,  thus  named  from  nacre,  the  French  for  mother-of-pearl,  are  most  commonly  known 
ia  the  shells  of  the  pearl-bearing  oyster  of  the  Indian  Seas,  [Ostraa  margaritifcra,)  but  they  include  the 
generality  of  the  bivalve  shoUs,  as  the  various  oysters,  muscles,  «tc. ;  within  they  are  smooth  and  iridescent,^ 
without  they  have  a  rough  coat  or  epidermis. 

These  Idnds  contain  a  larger  proportion  of  animal  matter,  which  is  considered  to  be  arranged  in  alter- 
nate layers  with  the  carbonate  of  lime  ;  and  as  these  shells  also  are  impenetrable  to  water,  they  neither 
shrink  nor  swell.  The  pearl  shells  are  less  frangible  and  hard  than  the  porcelanous  shells,  and  they  ad- 
mit of  being  sawn,  scrajjed,  and  filed,  with  ordinary  tools ;  but  they  are  harsh,  scratchy,  and  disagreeble 
under  the  operation. 

The  beautiful  u-idescent  appearance  of  the  pearl  shells  is  attributed  to  their  laminated  structure,  which 
disposes  their  surfaces  in  minute  furrows,  that  decompose  and  reflect  the  Ught ;  and  owing  to  this  lamel- 
lar structure,  they  also  achnit  of  being  split  into  leaves,  for  the  handles  of  knives,  counters,  and  the  pur- 
poses of  inlaying.  As  the  pieces  are  very  apt  to  foUow,  and  even  to  exceed  the  cmwatm-e  of  the  surface, 
.splitting  is  not  much  resorted  to,  but  the  different  parts  of  the  shell  are  selected  to  suit  the  several 
[turposes  as  nearly  as  possible ;  and  the  excess  of  thickness  is  removed  upon  the  gi-indstone  in  preference 
to  risking  the  loss  of  both  parts  in  the  attempt  to  spUt  them. 

The  usual  course  in  preparing  the  rough  pearl  shell  for  the  arts,  is  to  cut  out  the  square  and  angular 
pieces  Tvith  the  ordinary  brass-back  saw,  and  the  circular  pieces,  such  as  those  for  buttons,  with  the  an- 
nular or  crown  saw,  fixed  upon  a  lathe  mandrel.  The  sides  of  the  pieces  are  then  ground  flat  upon  a 
wet  grindstone,  the  edge  of  which  is  turned  with  several  grooves,  as  the  ridges  are  considered  to  cut  more 
quickly  than  the  entire  surface,  from  becoming  less  clogged  with  the  particles  ground  off.  The  pieces 
ore  fijiished  upon  the  flat  side  of  the  stone,  and  are  then  ready  for  inlaying,  engraving,  and  poUshing, 
according  to  the  pm-poses  for  which  they  are  intended.  Cylindrical  pieces  are  cut  out  of  the  thick  part 
>if  the  shell,  near  the  joint  or  hinge,  and  rounded  upon  the  grindstone,  ready  for  the  lathe,  in  which  they 
may  be  turned  with  the  ordinary  tools  used  for  ivory  and  the  hard  woods. 

The  following  are  considered  by  an  experienced  dealer  to  be  the  respective  qualities  of  the  peaj'l  shells. 
Tt  i  Clunese,  from  ManQla,  are  the  best ;  they  are  fine,  large,  and  very  brilliant,  with  yellow  edges. 
Singapore,  fine  large  shells,  dead-wliite.  Bombay,  a  common  article.  Valparaiso,  also  common,  with 
jot-black  edges.     South  Sea  pearl  shells,  common,  with  white  edges. 

The  very  beautiful  dark-green  pearl  shells,  are  known  as  ear-shells  or  sea-ears ;  they  are  vmlike  the 
others  in  form,  being  more  concave,  and  with  small  holes  around  the  margin,  and  are  the  coverings  of 
the  Haliotis,  found  in  the  CaUfoniian,  South  African,  and  East  Indian  Seas.  Cameos  ai"e  cut  in  the  conch 
shell,  Strombus  Gigas,  of  the  southern  coast  of  America,  and  the  West  Indian  Islands. 

Mr.  E.  H.  Bond  states  that  lie  has  seen  the  Cliinese  work  the  largest  of  known  shells,  the 
Chama  Gigas  of  Linnajus,  the  Trldacna  Gigas  of  Lamarck,  into  snuff-bottles,  tops  of  walking-sticks, 
bangles,  (a  kind  of  bracelet,)  and  similar  articles,  some  of  which  lie  possesses.  The  shell  is  a  bivalve  and 
not  nacreous,  generally  white,  sometimes  pale  blue ;  it  may  be  beautifully  polished,  and  is  less  readily 
.scratched  than  mother-of-pearl ;  its  localities  are  the  Indian  Seas,  New  Holland  and  the  Red  Sea,  but  the 
largest  are  obtained  from  Sumatra,  one  pair  fi-om  whence,  described  in  Sir  Joseph  Banks'  MSS.  Library, 
is  said  to  weigh,  the  one  valve  285,  the  other  222  pounds,  but  the  more  usual  weight  is  about  100  pounds 
each  valye.  Mr.  Bond  considers  the  useful  portions  of  the  shell,  akeady  prepared,  might  be  obtained 
fiom  China. 

In  the  bones  of  animals,  the  earthy  and  animal  matters  are  more  nearly  balanced ;  they  are  therefore 
less  brittle  than  the  shells,  but  prior  to  being  used  they  require  the  oil  -with  which  they  are  largely  im- 
pregnated to  be  extracted  by  boiling  them  in  water,  and  bleaching  them  in  the  sun,  or  otherwise.  This 
process  of  boiling,  in  place  of  softening,  robs  them  of  part  of  their  gelatine,  and  therefore  of  part  of  their 
i?lasticity  and  contractibihty  likewise  they  become  more  brittle,  and  havmg  a  fibrous  structure,  they 
break  in  sphnters. 

The  forms  of  the  bones  are  altogether  unfavorable  to  their  extensive  or  ornamental  employment; 

iiost  of  them  are  very  thin  and  curved,  contain  large  cellular  cavities  for  marrow  are  are  interspersed 

'ith  vessels  that  are  visille  after  they  are  worked  up  irto  brushes,  spoiMis,  and  articles  of  common 
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hirnery.  The  buttock  aud  sliin  bones  of  the  ox  and  calf,  are  almost  the  only  kinds  tised.  To  wliiten  the 
finished  works,  they  are  soaked  in  tui-pentine  for  a  day,  boiled  in  water  for  about  an  hour,  and  then 
polished  ■witli  -wliiting  and  -water. 

Bone  is  far  less  disagreeable  under  the  tools  than  the  pearl  shell,  but  it  is  nevertheless  hard,  harsh,  and 
chalky ;  the  screws  cut  on  bone  are  imperfect  aud  soon  injured.  It  is  harder,  often  whiter,  but  much 
less  pleasant  to  work  tlian  ivory,  which  beautiful  material  will  be  treated  of  separately. 

Horn. — In  the  EngUsh  language  we  have  only  one  word  to  express  two  quite  different  substances ; 
namely,  the  branched  bony  horns  of  the  stag  genus,  and  the  simple  laminated  horns  of  the  ox  genus,  and 
other  kindi'ed  genera. 

The  bony  horns  are  called  in  the  French  bois,  from  their  likeness  to  the  branch  of  a  tree ;  they  are 
aiuiually  renewed. 

The  other  sort  of  horn,  to  wliich  the  French  appropriate  the  term  come,  and  which  is  the  subject  of 
our  present  inquiry,  is  found  on  the  ox,  the  antelope,  the  goat,  and  sheep  kinds. 

These  two  kinds  will  be  considered  sei^arately. 

The  stag-horn  closely  resembles  the  ordinary  solid  bones,  both  in  its  chemical  characters,  and  also  in 
structure,  as  it  is  spongy  and  cellular  in  its  central  parts.  The  horn  is  sawn  into  pieces,  filed  to  the  re- 
quired shapes,  and  used  without  any  further  preparation,  the  natural  rough  exterior  of  the  hom  being 
left  in  the  original  state ;  its  appearance  is  neat  and  ornamental,  and  from  its  uneven  surface  is  veiy 
suitable  for  the  handles  of  knives,  and  other  instruments  requiring  to  be  held  with  a  firm  grasp. 

When  short  pieces  of  stag-horn  are  used  entire,  as  for  the  handles  of  table-knives,  the  hollow  cellidar 
part  is  concealed  by  the  addition  of  the  metal  caj),  and  those  parts  of  the  white  internal  substance,  wliich 
are  necessarily  exposed,  are  browned  with  a  hot  u'on,  or  the  flame  of  a  blowpipe,  so  as  neai'ly  to  match 
the  other  parts. 

The  horns  of  the  ox  tribe  are  deposited  in  annual  layers  upon  the  bony  cores  that  project  from  the 
foreheads  of  the  animals ;  whence  it  results,  that  the  general  form  of  the  horn,  (neglecting  its  cm-vatui-e,) 
is  conical,  the  portion  beyond  the  core  is  soUd,  and  the  other  extremity  tapers  ofif  so  as  to  terminate  at 
the  base  in  a  single  plate,  or  extremely  thin  edge. 

Horn  consists  almost  entirely  of  animal  matter,  chiefly  membranous — namely,  coagulated  albumen  with 
a  little  gelatine,  and  an  inconsiderable  portion  of  phosphate  of  lime ;  had  the  horns  much  more  earth  they 
would  be  brittle  like  tones,  had  they  much  more  gelatine  they  would  be  soluble  like  jeUy  or  glue ;  as 
they  are  constituted,  the  quantity  of  gelatine  is  only  sufficient  to  aUow  them  to  be  considerably  softened 
by  a  degree  of  heat  not  exceeduig  that  of  melted  lead,  after  wliich  they  may  be  cut  open  with  laiives  or 
shears,  flattened  into  plates,  divided  into  leaves,  and  struck  between  dies  like  metal.  Their  gelatine 
serves  as  a  natm-al  solder,  so  that  neighbormg  surfaces,  when  perfectly  free  from  greasy  matter,  may  be 
permanently  joined  together  by  moisture,  heat,  aud  pressiu'c :  the  miion  becomes  perfect,  but  horn  being 
a  cheap  material,  the  process  of  joining  it  is  seldom  practised. 

The  straight  conical  hom  of  the  rhinoceros  is  also  occasionally  used ;  it  is  solid,  and  formed  as  of  a 
group  of  hairs  cemented  together :  the  transverse  section  of  the  upper  part  of  the  hom  exliibits  small  dots. 
The  horns  of  the  chamois  and  antelope,  and  those  of  some  other  animals,  are  generally  looked  upon  as 
natural  curiosities,  and  are  only  polished  exteriorly,  without  any  strictly  manufacturing  process  being 
applied  to  them. 

Tlie  first  step  in  operating  upon  horn  is  the  separation  of  the  bony  core,  which  is  effected  by  macera- 
ting the  horns  in  water  for  about  a  month,  when,  fi'om  the  putrefaction  of  the  intermediate  membrane, 
the  core  may  be  readily  detached  -,  this  is  not  tlu'own  away,  but  burnt  to  constitute  the  bone  earth  used 
for  the  cupels  lor  assaying  gold  and  silver. 

The  solid  portion  or  tip  of  the  hom  is  usually  sawn  off,  and  the  remainder,  if  not  cut  into  short  lengthy 
is  softened  by  immersion  for  half  an  hour  in  boiling  water ;  it  is  then  held  in  the  flame  of  a  coal  or  wood 
fire,  until  it  acquu'es  nearly  the  heat  of  melted  lead,  when  it  becomes  exceedingly  soft,  after  which  it  i< 
slit  up  the  side  with  a  strong  pointed  knife,  and  oiiened  out  by  means  of  two  pairs  of  pincers  applied  to 
the  edges  of  the  slit ;  and  lastly,  the  "flats"  are  inserted  between  kon  plates  previously  heated  and 
greased,  which  are  squeezed  tight  in  a  kind  of  horizontal  fi-ame  or  press  by  means  of  wedges ;  wooden 
bo-^rds  may  be  used. 

For  general  purposes,  as  for  combs,  the  pressure  should  be  moderate,  othei-wise,  in  the  language  of 
the  workman,  it  breaks  the  grain,  or  divides  the  lamina;,  and  causes  the  points  of  the  teeth  to  spUt ;  but 
gi-eat  pressm-e  is  purposely  used  in  the  manufacture  of  the  leaves  for  lanterns,  which  are  afterwards 
completely  separated  with  a  roimd-pointed  knife,  scraped,  and  polished.  The  heat  and  pressure  when 
applied  to  the  light-colored  hom  render  it  almost  transparent. 

An  improved  mode  of  "  opening  hom"  was  invented  by  Mr.  J.  James,  by  which  the  risk  of  its  being 
scorched  or  frizzled  over  the  open  fire  is  entu-ely  removed  ;  he  employs  a  solid  block  of  iron  with  a 
conical  hole,  and  an  ii-on  conical  plug :  these  are  heated  over  a  stove  to  the  temperatm-e  of  melted  lead, 
and  the  horn,  after  having  been  divided  lengthwise  with  a  saw  or  knife,  is  inserted  in  the  hole,  the 
plug  is  gradually  driven  in  with  a  mallet,  and  in  the  space  of  about  a  minute  the  horn  is  softened  and 
ready  for  being  opened  in  the  usual  manner. 

In  making  di-inking-homs,  and  some  few  other  turned  works,  the  material  is  cut  to  the  appropriate 
length,  brought  to  the  ckcular  form,  and  allowed  to  cool  in  the  mould ;  the  process  is  similar  to  that 

I'ust  described,  although  the  old  methods  of  the  open  fire  and  wooden  cones  are  commonly  used.  The 
lom  is  then  fixed  in  the  lathe  by  its  larger  end,  and  turned  on  its  inner  and  outer  surface,  and  the 
groove,  or  cldme  iyc  the  bottom,  is  cut  with  an  appropriate  tool.'  A  thin  plate,  previously  cut  out  of  a 
flat  piece  of  hom  with  a  crown-saw,  is  dropped  into  the  horn,  and  forced  into  the  groove,  after  the  horn 
has  been  sufiiciently  heated  before  the  fire  to  allow  the  necessary  expansion ;  in  cooling,  the  contraction 
fixes  the  bottom  water-tight. 

As  an  illustration  of  the  peculiar  properties  of  hom,  and  a  mode  of  its  employment  in  the  lathe,  may 
be  mentioned  the  expanding  snake :  tliis  toy  is  well  known  to  consist  of  a  conical  piece  of  horn,  tha 
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one  end  of  ■\rliich  is  carved  to  represent  the  head,  and  the  remainder  is  cut  into  a  single  spiral  shred,  sc 
as  to  admit  of  great  expansion,  in  imitation  of  the  body  of  the  reptile.  I  find  the  elastic  portion  of  the 
one  before  me  to  measui-e,  when  compressed,  barely  one  inch  and  a  quarter  in  length,  and  that  it  expanda 
to  upwards  of  tliree  feet  and  a  half,  or  thirty -five  times ;  no  mean  proof  of  the  elasticity  of  the 
material. 

In  making  tliis  trifle,  the  material  is  first  turned  to  a  conical  form,  after  which  a  hole  of  about  one- 
eighth  or  one-sixth  of  an  inch  diameter,  is  pierced  from  the  tail  ahnost  through  the  head ;  the  horn  i? 
then  soaked  for  about  two  days  in  cold  water  to  soften  it,  and  tlie  spiral  incision  or  screw  is  made  at 
one  single  cut,  by  means  of  a  tool  extending  from  the  centre  to  the  circumference ;  the  cutter  is  not 
required  to  be  very  tliin,  as  the  shaving  will  bend  away  to  make  room  for  the  same.  One  of  the  three 
following  modes  of  pioceeding  is  recommended  in  the  Jfamiel  du  Tourncur. 

First,  by  the  employment  of  a  sUding  rest,  adapted  to  cutting  screws,  by  which  the  tool  is  traversed, 
or  guided  mechanically  along  the  horn  iuring  the  rotation  of  the  mandrel  of  the  lathe ;.  and  to  prevent 
the  fracture  of  the  toy  dm-ing  its  construction,  a  stick  of  wood,  with  a  button  on  the  end  of  it,  is  put  up 
the  aperture,  to  receive  and  support  the  spu-al  as  it  is  produced. 

Another  method  is  by  the  employment  of  a  lathe  with  a  traversing  or  screw-cutting  mandrel,  upon 
which  latter  the  horn  is  fixed,  the  tool  being  kept  stationary  in  the  slide-rest.  Both  methods  require 
expensive  apparatus,  the  principles  of  which  will  be  explained  in  the  article  on  screw-cutting  tools. 

The  third  plan  is  extremely  simple ;  and  appears,  on  inspection,  to  have  been  the  one  pursued  in 
this  instance :  it  is  ascribed  to  the  German  toy-makers.  Tlie  horn  is  prepared  as  befote,  but  the  lathe 
and  sUde-rest  give  way  to  the  ordinary  carpenter's  brace,  wliich  cairies  the  piece  of  horn,  as  in  Fig.  30.   A 
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snail  tool  is  fixed  in  the  vice  or  bench ;  it  consists  of  a  piece  of  wood,  to  which  is  screwed  a  hardened 
Bteel  plate  about  one-twelfth  of  an  inch  tliick ;  it  has  a  hole  equal  to  the  diameter  of  tliat  in  the  hoi'n,  for 
the  passage  of  the  supporting  wire ;  the  plate  is  divided  radially,  the  one  edge  is  sharpened  very 
keenly,  and  bent  so  much  in  advance  of  the  other,  that  their  difference  of  le^vel  or  agreement,  shall  be 
equal  to  the  intended  thickness  of  the  continuous  sliaving  of  the  body  of  the  snake,  and  therefore  the 
projecting  edge  assimilates  to  the  mouth  of  a  plane :  the  last  processes,  in  every  case,  being  to  carve 
the  head  and  to  attach  a  little  piece  for  the  end  of  tlie  tail. 

It  is  necessary  the  coils  of  the  snake  should  be  of  a  conical  form,  or  dished,  as  in  Fig.  31,  instead  of  being 
quite  flat,  as  it  increases  the  strength  of  the  toy ;  this  is  accomplished  by  making  the  cutting  edge  of 
the  tool  oblique  to  the  axis  of  the  snake ;  Fig.  32  shows  the  tool  for  the  lathe.  The  sevCTal  details  are 
too  simple  to  require  further  e^jjlanation. 

The  handles  for  knives,  razorg^  ^nd  other  works  moulded  in  horn,  are  thus  made :  the  horn  is  first  cut 
into  appropriate  pieces  with  the  saw,  and  when  heated  these  ai'e  paired  with  a  knife  or  spokeshave,  to 
the  general  form  and  size  required ;  in  this  state  horn  works  as  easily  as  a  piece  of  deal :  after  having 
keen  pared,  the  pieces  are  pressed  into  moulds. 

An  idea  of  the  moulds  will  be  conveyed  by  imagining  two  dies,  or  pieces  of  metal,  parallel  on  their 
wter  surfaces,  and  with  a  cavity  sunk  entirely  in  the  one,  or  pai'tly  in  each,  according  to  chcumstances  : 
the  cavities  made  either  straiglit,  curved,  twisted,  rounded,  bevelled,  or  engraved  with  any  particular 
ilevicg,  according  to  the  pattern  of  the  woi-k  to  be  produced 

The  pressure  is  appUed  to  the  dies,  by  enclosing  them  in  a  kind  of  clamp,  made  hke  a  very  strong 

Eair  of  nut-crackers,  but  witli  a  powerful  screw  at  the  end  opposite  to  the  joint ;  the  mould,  dies,  and 
om,  are  dipped  into  boiling  water  for  a  few  minutes,  and  then  screwed  as  fast  as  possible  immediately 
on  removal  from  tlie  same,  and  in  about  twenty  minutes  the  work  is  ready  for  finishing ;  some  handles 
are  made  of  two  pieces  joined  together. 

On  referring  to  French  autliorities,  I  find  it  stated  that  horn,  steeped  for  a  week  in  a  liquor,  the  active 
ingredient  of  which  is  caustic  fixed  alkali,  becomes  so  soft  that  it  may  be  easily  moulded  into  any 
required  shape.    Horn  shavings  subjected  to  the  same  process  become  semi-gelatinous,  and  may  be 

{pressed  in  a  mould  in  the  form  of  snuff-boxes  and  other  articles.  Horn,  however,  so  treated,  becomes 
lard  and  very  brittle,  probably  in  consequence  of  its  Limiiuvted  structure  being  obliterated  by  the 
joint  action  of  the  alkali  and  strong  pressure. 

Horn  is  easily  dyed  by  boiling  it  in  infusions  of  various  colored  ingi-edients,  as  we  see  in  the  horn 
lanterns  made  in  Cliina.  I\  Europe  it  i^  chiefly  colored  of  a  rich  red-brown,  to  imitate  tortoiseshell,  for 
combs  and  inlaid-work.  The  usual  mode  of  effecting  this  is  to  mix  togetlier  pearlash,  quicklime,  and 
litharge,  with  a  sufficient  quantity  of  water  and  a  httle  poimded  dragon's  blood,  and  boil  them  together 
for  half  an  hour.  Tlie  compound  is  then  to  be  appUed  hot  on  the  pai-ts  tliat  are  required  to  be  colored, 
and  is  to  remain  on  the  surface  tUl  the  color  has  struck ;  on  tliose  paits  where  a  deeper  tinge  is  required, 
the  composition  is  to  be  applied  a  second  time.  Tliis  process  is  nearly  the  same  as  that  employed  for 
raving  a  brown  or  black  color  to  white  hair ;  and  depends  on  the  combination  of  the  sulphm-,  (which  in 
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an  essential  ingredient  in  albumen,)  with  the  lead  dissolved  in  the  alkali,  and  thus  introduced  into  the 
Bubstauce  of  the  horn.    The  horn  ■which  is  naturally  black  is  less  brittle  than  that  which  is  so  stained. 

Tortoiseshell  comes  next  imder  consideration.  The  animal  which  produces  this  beautiful  substance 
is  a  marine  tortoise,  called  the  l^estudo  imbricata,  or  hawk's-bill  turtle. 

The  usual  size  of  the  full-grown  animal  is  about  a  yard  long  and  three  quarters  of  a  yard  wide ;  its 
covering  consists  of  thirteen  principal  plates,  five  down  the  centre  of  the  back,  and  four  on  each  side,  and 
in  a  tortoise  of  the  above  si^e,  the  largest,  or  mahi-plates,  weigh  about  nine  ounces,  and  measure  about 
thirteen  by  eight  inches,  and  one  quarter  of  an  inch  thick  at  the  central  parts ;  but  they  are  tliinned 
away  at  the  edges  where  they  overlap,  owing  to  the  deposition  of  the  substance  of  the  shell  in  annual 
layers,  each  extending  beyond  the  jDrevious  one.  Very  rarely,  tbe  shells  are  thi'ee-eighths  tliick  and 
proportionately  heavy.  Others  are  very  tliin,  and  appear  to  consist  of  only  one  single  layer ;  this  is 
supposed  to  occur  when  the  animal  loses  a  plate  by  accident,  or  that  it  is  stripped  and  thrown  back 
again  into  the  sea  wliilst  aUve ;  such  shells  are  usually  very  light-colored  and  are  called  "  yellow  belly." 
There  are  also  twenty-five  small  pieces  of  shell  wliich  envelop  the  edge  of  the  animal,  but  these  can 
only  be  applied  to  very  small  purposes. 

Some  of  the  tortoiseshell  is  of  very  dark-brown  tints  TwUning  into  black,  and  interspersed  with  light 
gold-colored  dashes  and  marks,  these  are  considered  the  best ;  others  are  lighter,  even  to  pale  red- 
browns,  yellow,  and  white :  the  last  are  not  valued,  the  yellow  are  used  for  covering  the  works  oi 
musical  snuff-boxes,  and  the  hght  red  and  brown  shells  are  manufactured  into  ladies'  combs,  for  expor 
tation  to  Spain,  where  they  obtain  double  the  price  of  those  made  of  the  darker  colored  tortoiseshelL 
The  shell  of  the  turtle  is  also  used,  but  it  has  not  the  transparent  character  of  the  foregoing ;  the  colors 
are  hghter,  less  beautifully  marked,  and  it  is  little  valued. 

The  treatment  of  tortoiseshell  is  essentially  the  same  as  that  of  horn,  but  on  accoimt  of  its  very  much 
greater  expense,  it  is  economized  so  far  as  possible.  Before  the  shells  are  worked  they  are  often  dipped 
in  boihng  water  to  temper  them ;  three  or  four  minutes  commonly  sxiffice,  but  they  require  a  longer 
period  when  they  are  either  thicker  or  more  brittle  than  usual :  excess  of  boiling  spoils  the  colors  of  tlie 
shells,  renders  them  darker,  and  covers  the  outside  with  an  opaque  white  film.  Others,  flatten  and 
temper  the  shells  with  hot  irons,  such  as  are  used  by  laundresses :  the  shell  is  continually  dipped  m  cold 
water  to  prevent  its  being  scorched;  but  e^s  a  general  rule  the  less  tortoiseshell  is  subjected  to  heat,  or  to 
being  pulled  about,  the  better,  as  from  its  apparent  watit  of  grain  or  fibre,  it  becomes  in  consequence 
very  brittle. 

Many  of  the  works  in  tortoiseshell  are  made,  partly  by  cutting  them  out  of  the  shell,  and  partly  by 
joining  or  adhesion,  called  by  the  French  souder.  Thus  in  the  Manuel  du  Tourneur,  the  artist  is 
directed  to  form  the  rmg  of  tortoiseshell  for  the  rebate  of  a  box,  by  cutting  out  a  long  narrow  slip  of 
the  shell ;  the  ends  are  then  to  be  filed  with  a  clean  rough  file  to  tliin  feather  edges,  to  the  extent  of 
three  quarters  of  an  inch  of  their  length,  the  one  on  the  upper  and  the  other  on  the  lower  surface,  to 
constitute  the  lap  or  joint ;  the  slip  is  dipped  into  boihng  water,  and  when  softened  it  is  bent  into  an 
oval  form  with  the  mtended  joint  on  the  flat  side,  the  ends  are  held  in  firm  and  accurate  contact  with 
the  finger  and  thumb,  and  the  piece  is  dipped  into  cold  water  to  make  it  retain  the  form. 

A  pair  of  tongs  is  reqiiired,  such  as  those  in  Fig.  33,  with  flat  ends  measm'ing  about  one  inch  wide 
and  three  or  four  long,  a^d  that  spring  open  wlien  left  to  themselves,  but  fit  perfectly  close  and  even, 
when  compressed ;  these  are  made  warm.    In 
the  mean  time  the  ends  of  the  ring  are  sprang  33. 

asunder  sidewise,  to  bring  the  scarfs  or  parts  to  r • s ^_^ '       i 

be  joined  to  the  inner  and  outer  surfaces  respec-  L \ 

lively,  that  they  may  be  retouched  with  the  file  ' ^ 

to  remove  any  small  portion  of  grease  which  may 

have  been  accidentally  picked  up,  and  the  joint  r ■ 

is  restored  to  its  proper  position.    A  piece  of  ^ ^     \\ 

clean   linen   is    then    soaked    in    clean    water,  ! 1-rrr^^ , jj 

squeezed  chy  with  the  fingers,  folded  in  ten  to  1    "  ^  ^     Jj 

twenty  tliicknesses,  to  about  the  size  of  one  and  a  | "^^5^^^ 

half  inch  wide,  and  tlu-ee  or  foiur  long ;  the  ends  . 

are  now  folded  together,  placed  on  each  side  the  joigtphe  whole  is  inserted  between  the  tongs,  and 
fixed  moderately  tight  in  the  jaws  of  an  ordinary  vicjPT  The  softening  and  consequent  adhesion  of  the 
shell,  will  be  known  by  the  flexibility  of  the  ring  when  the  loose  part  is  wiiggled  about  with  the  fingers ; 
the  work  is  either  allowed  to  cool  in  the  vice,  or  after  a  time  is  dipped  into  cold  water. 

The  success  of  the  process  will  depend  on  tliree  different  circumstances ;  the  parts  to  be  joined  must 
be  enthely  fi-ee  from  grease  and  dirt,  on  wliich  accoimt  the  surfaces  should  not  be  touched  after  being 
filed ;  the  temperature  of  the  tongs  should  be  just  sufficient  to  color  writing-paper  of  a  pale  orange 
tint ;  and  moisture  or  vapor  must  be  present,  appai-ently  to  hquefy  the  gelatine  of  the  tortoiseshell  at 
the  surfaces  of  imion. 

The  ring,  when  cold,  is  pressed  with  the  fingers  into  the  circular  form  or  even  into  an  oval  in  the 
opposite  direction,  which  would  cause  the  ends  of  the  joints  to  start,  if  the  soldering  were  imperfectly 
performed ;  should  this  happen,  the  application  of  the  moistened  rag  and  heated  tongs  must  be  repeated 
until  the  result  is  perfect ;  the  ring  is  made  chcular  by  warmuig  it  in  boiling  water,  and  gently  forcing 
it  on  a  wooden  cone  of  small  angle. 

Another  mode,  the  invention  of  an  amateur,  is  also  described ;  the  strip  of  shell  is  chamfered  off  at  the 
ends  and  bent  roimd  a  piece  of  wood,  a  compress  of  linen  in  six  or  eight  folds  is  put  upon  the  joint,  and 
the  whole  is  tightly  bound  roimd  with  string,  and  immersed  in  boUing  water  for  ten  minutes.  The 
contraction  of  the  string,  and  the  expansion  of  the  wood,  fi-om  being  wetted,  supply  the  needful  pressure, 
and  the  process  is  said  to  be  quite  successful. 

Moulding  and  soldering  tortoiseshell,  are  also  performed  under  water  in  various  other  ways    for 
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example,  in  attaching  the  back  of  a  large  comb,  to  that  piece  which  is  formed  into  the  teeth,  the  two 
parts  are  filed  to  correspond,  theyare  surrounded  by  pieces  of  linep  and  inserted  between  metal 
moulds,  connected  at  their  extremities  by  metal  screws  and  nuts ;  the  interval  between  the  halves  oi 
the  mould,  being  occasionally  curved  to  the  sweep  requu-ed  m  the  comb.  Sometimes  also  the  outer 
faces  of  the  mould  are  curved  to  the  particular  form  of  those  combs  in  wliich  the  back  is  curled  round, 
so  as  to  form  an  angle  with  the  teeth ;  the  joint  when  properly  done  cannot  be  detected  either  by  the 
want  of  transparency  or  polish  at  the  part. 

Considerable  ingenuity  is  shown  in  turning  to  economical  account  the  flexibility  of  tortoiseshell  in  its 
heated  state;  for  example,  the  teeth  of  the  larger  description  of  combs  are  parted,  or  cut  one  out  of  the 
other  with  a  tliin  frame-saw,  when  the  shell  equal  in  size  to  two  combs  with  their  teetli  mterlaced  as  ui 
Fig.  34,  is  bent  like  an  arch  in  the  dhrection  of  the  length  of  the  teeth  as  in  Fig.  35.  The  shell  is  then 
flattened,  the  pomts  are  separated  with 
a  narrow  chisel  or  pricker,  and  the  tivo 
combs  are  finished  whilst  flat,  with 
coarse  single-cut  files,  and 
scrapers ;  and  lastly  they  are 
and  bent  on  the  knee  over  a  wooden 


mould,  by  means  of  a  strap  passed 
round  the  foot,  in  the  manner  a  shoe- 
maker fixes  the  shoe-last.  Smaller 
combs  of  horn  and  tortoiseshell  are 
parted  whilst  flat,  -by  an  ingenious 
machine,  invented  by  Mr.  Kelly.  It  has 
two  cliisel-formed  cutters  placed  ob- 
liquely, so  that  every  cut  produces  one 
tooth,  the  repetition  of  which  com- 
pletes the  formation  of  the  comb.  Ivory  and  boxwood  combs  caimot  be  thus  parted ;  they  are  cut  in 
the  old  way,  one  tooth  at  a  time,  by  various  contrivances  of  double  saws,  as  will  be  explained. 

In  making  the  frames  for  eye-glasses  and  spectacles,  the  apertures  for  the  glasses  were  formerly  cut 
out  to  the  circular  form,  with  a  tool  sometlaing  like  a  carpenter's  centre-bit,  or  with  a  crown-saw  in  the 
lathe ;  the  disks  were  in  either  case  preserved,  to  be  used  for  inlajdng  in  the  tops  of  boxes,  and  the 
outside  of  the  frame  was  then  shaped  with  saws  and  files.  Tliis  required  a  piece  of  tortoiseshell  of  the 
entke  size  of  the  front  of  the  spectacles,  but  a  piece  of  a  third  that  width  is  made  to  answer  for  inferior 
spectacles,  as  the  eyes  are  strained,  or  pulled.  A  long  narrow  piece  of  the  material  is  cut  out,  and  two 
slits  are  made  in  it  with  a  thin  saw ;  the  shell  is  then  warmed,  the  apertures  are  pulled  open,  and 
fashioned  upon  a  taper  triblet  of  the  appropriate  sliape:  Figs.  36,  3*7,  and  38,  explain  this  method;  the 
groove  for  the  edge  of  the  glass  is  cut  with  a  small  chcular  cutter,  or  sharp-edged  saw,  about  three- 
eightlis  or  half  inch  diameter,  and  the  glass  is  sprung  in  when  the  frame  is  expanded  by  heat. 

Tortoiseshell  is  also  manufactured  into  boxes  and  a  variety  of  moulded  works,  but  the  process  calls  for 
extensive  preparations,  and  is  not  often  followed  by  the  amateur. 

The  construction  of  tortoiseshell  boxes  requires  a  copper,  with  a  fireplace  beneath ;  a  trough  with  cold 
water ;  and  a  press  and  moulds.  The  foi-mer  may  be  compared  to  the  ordinary  coining  press,  or  to  a 
strong  rectangular  frame,  usually  of  wrought-iron,  with  a  screw  in  the  centre  of  the  upper  cross-piece ; 
the  base  of  the  press  is  fitted  into  a  square  recess  in  the  centre  of  the  bench,  fixed  so  firmly  to  the  floor 
or  wall,  as  to  resist  the  efforts  of  two  or 
three  men  at  the  end  of  a  lever  five  or  six 
feet  long,  whose  entfre  force  is  sometimes 
requh'ed  in  tightening  the  mould.  For  the 
convenience  of  transfening  the  heavy  press,   ^  I 

frora  the  hole  in  the  bench  to  the  hot  or  cold  

water,  a  crane,  the  centre  of  which  is  equally       '■ i ' 

distant  from  the  three,  is  added  to  the  estab- 


^U-^ 

^kU 


lishment. 

The  mould  required  for  a  roimd  box  con- 
sists of  a  thick  wi"ought-iron  ring  a  a.  Fig.  39, 
turned  interiorly  to  the  diameter  of  the  box ; 
it  stands  loosely  upon  a  plate  b;  it  is  ac- 
curately fitted  with  several  pieces,  common- 
ly of  brass,  as  c  the  bottom  die,  d  the  top 
oie  for  a  plain  box,  e  a  plain  block  for  flat 
plates,  and  /  a  die  engraved  with  any  par- 
ticular device  to  be  impressed  upon  the 
work. 

In  the  Manuel  du  Tourneur  the  methods 
of  making  four  different  kinds  of  boxes  are 
minutely  givea  Tlius  in  the  "lioites  d 
feuilles,"  the  best  kind,  in  which  the  cover 
and  bottom  part  are  each  made  out  of  a 
single  leaf  of  shell ;  the  circular  pieces  are  to 
DC  cut  out  of  the  shell  as  much  larger  tlian 
the  size  of  the  box,  as  the  vertical  height  in 
addition  to  the  diameter ;  so  that  a  box  of  three  inches  diameter  and  one  inch  deep  would  require 
pieces  of  four  and  five  inches  respectively  for  the  cover  and  bottoni 
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The  round  plate  of  shell  is  first  placed  centrally  over  the  edge  of  the  ring,  as  in  Fig.  39 ;  it  is  slightly 
squeezed  Tvith  the  small  round-edged  block  g,  and  the  entire  press  is  then  lowered  into  the  boiling  water; 
in  one  quarter,  or  half  an  hour,  it  is  transfen-ed  to  the  bench,  and  <jr  is  pressed  entirely  dovm,  Avhich  bends 
the  shell  into  the  shape  of  a  saucer,  as  at  Fig.  40,  without  cutting  or  injui-ing  the  tortoiseshell,  after 
which  the  press  is  cooled  in  the  water-trough.  The  same  processes  are  repeated  with  the  die  d,  which 
has  a  rebate  turned  away  to  the  thickness  of  the  shell,  and  perfects  the  angle  of  the  box  to  the  sectioi> 
Fig.  41,  ready  for  completion  in  the  lathe ;  it  is  however  safer  to  perform  each  of  these  processes  at  twice, 
with  two  boilings. 

When  the  shell  is  insufficiently  thick,  two  pieces  are  joined  together,  and  should  they  from  the  nature 
of  the  shell  be  of  irregular  thickness,  the  thick  and  thin  parts  respectively  are  placed  in  contact;  for 
such  cases  the  dies  c  e,  of  a  larger  mould,  are  used.  The  piece  d  is  adapted  to  boxes  of  various  depths, 
or  to  the  tops  or  bottoms  respectively,  by  shpping  loose  rings  upon  it  to  contract  the  length  of  its  smaller 
part. 

When  the  box  is  required  to  have  a  device,  an  engraved  die  /  is  substituted  in  place  of  c.  The  eurae 
tools  are  also  used  for  horn  boxes,  and  for  the  embossed  wooden  boxes,  but  the  latter  process  is  mostly 
performed  in  the  dry  way,  the  warmth  being  supplied  by  heated  plates,  put  above  and  below  the  two 
parts  of  the  mould  which  are  then  compressed,  and  the  whole  is  allowed  to  cool  in  the  air. 

Tlie  Manuel  describes  the  construction  of  inferioj  boxes,  "  Tahatieres  de  morceaux"  in  which  small 
pieces  of  tortoiseshell  with  bevelled  edges  are  carefully  fitted  together  with  the  tile  and  arranged  along 
the  bottom  and  up  the  sides  of  the  mould ;  or  else  they  are  first  pressed  into  a  flat  plate,  and  made  into 
a  box  as  a  separate  process  ;  but  the  joints,  from  the  manner  in  which  they  ai"e  made,  can  scarcely  ever 
escape  observation. 

The  "  Boites  de  tres-pdits  morceaux"  are  made  of  still  smaller  fragments,  wliich  are  often  cemented 
on  a  thin  leaf  of  shell  to  ensure  thek  better  union ;  and  lastly,  the  "  Boites  de  di'ogues"  are  made  of  the 
fine  dust  and  fiUngs,  which  are  passed  through  a  sieve,  and  treated  in  other  respects  much  in  the  same 
manner  as  the  foregoing,  but  these  boxes  are  quite  opaque  and  brittle ;  a  tliin  hoop  of  good  tortoiseshell 
is  sometimes  inserted  in  the  mould,  to  form  the  rebate  of  the  box,  wliich  alone  is  then  transparent ;  at 
other  times,  the  shavings  are  mixed  with  mineral  coloring  matters,  to  imitate  granite,  lapis-lazuli,  and 
other  stones. 

After  the  lapse  of  ten  days  or  a  fortnight,  it  sometimes  happens  the  box  shows  a  tendency  to  recover 
its  primary  form,  that  of  a  flat  plate,  and  from  being  cylindrical  on  the  edge,  it  becomes  in  a  slight  de- 
gree conical  and  larger  without.  After  being  again  returned  to  the  mould,  boiled,  and  pressed,  its  figm-e 
is  in  general  permanent. 

This  disposition  is  turned  to  useful  account  in  restoring  the  fitting  of  a  box  that  may  have  become 
loose,  as,  by  dipping  the  lower  part,  or  the  rebate,  into  warm  water,  it  wUl  expand  and  fill  out  the  lid, 
but  it  requires  care  that  it  be  not  overdone. 

The  tortoiseshell  boxes  usually  made,  are  those  which  are  veneered  upon  a  body  or  fabric  of  wood, 
for  which  pm-pose  the  plates  are  scraped  and  filed  to  a  uniform  thickness,  and  glued  on  much  the  same 
as  veneers  of  wood ;  generally  fine  glue  is  the  only  cement  used,  but  various  compositions  are  resorted  to 
by  different  manufacturers.  To  improve  the  appearance  of  the  shell,  and  to  conceal  the  glue  and  wood 
beneath,  the  back  of  the  veneer  is  rubbed  with  a  mixture  of  lampblack,  vermUion,  green,  chrome,  or 
wliite,  in  fish  glue ;  the  colors  are  applied  over  the  entii-e  surface,  or  partially  to  modify  the  effect,  and 
thus  prepared  the  veneers  are  glued  upon  the  boxes. 

In  tortoiseshell  works  inlaid  with  mother-of-pearl  and  goltl  or  silver  plates  or  wire,  the  substances  to 
be  inlaid  are  first  prepared ;  and  for  pearl  shell  a  paper  is  pasted  on  a  tliin  piece  of  pearl,  the  pattern  is 
dra^vn  thereupon,  and  the  small  pieces  are  cut  out  with  a  fine  buhl-saw :  gold  and  silver  plates  are  some- 
times also  thus  sawn  out. 

A  plain  mould  similar  to  Fig.  39,  but  rectangular,  and  with  plain  dies,  as  c  and  e,  is  used;  a  few 
shavings  of  tortoiseshell  are  first  placed  on  the  piece  c,  to  make  a  bed  or  cushion,  then  a  piece  of  paper 
to  prevent  them  from  adliering  to  the  thin  leaf  of  tortoiseshell,  which  is  next  inserted  ia  tlie  mould.  The 
small  pieces  of  pearl  shell,  <fcc.  to  constitute  the  pattern,  are  then  carefully  arranged  in  their  intended 
positions,  and  the  top  plate  e  is  very  carefully  lowered  into  the  mould  above  the  pieces,  so  that  it  may 
not  misplace  any  of  them.  The  mould  is  then  slid  into  the  press,  slightly  squeezed,  and  plunged  into  the 
copper  f,i  ■  an  hour,  carried  to  the  bench  and  screwed  moderateljr  tight;  tlie  work  is  now  examined  to 
see  that  nothing  is  misplaced,  it  is  returned  to  the  caldron  for  a  time,  and  the  final  squeeze  is  given  by 
the  entire  force  of  three  men,  after  which,  whilst  still  imder  pressm-e,  the  whole  is  plunged  into  the  cold 
water.    The  tablet  is  then  fit  to  be  smoothed  and  glued  on  the  wooden  box. 

It  wUl  be  readily  conceived,  that  the  force  requked  dej^ends  upon  the  dimensions  of  the  work ;  pieces 
of  three  or  four  inches  square  requu-e  all  the  appliances  described ;  whereas  the  Uttle  ornaments  upon 
razors  and  knives,  may  be  pressed  in  with  much  slighter  apparatus,  such  in  fact  as  were  previously  de- 
scribed as  being  used  in  moulding  them.  In  cutlery,  a  different  method  is  generally  resorted  to,  wliich 
applies  equally  well  to  ivory  and  pearl  shell,  substances  which  cannot  be  submitted  to  the  softening  and 
moulding  processes  employed  for  horn  and  tortoiseshell. 

The  cutlery  works  which  are  dotted  all  over  with  little  studs  of  gold  or  silver,  are  drilled  from  thin 
pattern  plates  of  brass  or  steel  in  wliich  the  series  of  holes  have  been  carefully  made ;  the  drUl  or 
''passer"  has  an  enlargement  or  stop,  which,  by  encotmtering  the  surface  of  the  pattern  plate,  prevents 
the  pomt  of  the  drill  from  penetrating  beyond  the  assigned  depth  into  the  handle ;  the  holes  in  the 
ivory  or  pearl  shell  are  then  filled  with  silver  or  gold  wire,  which  is  either  filed  and  polished  off  level 
witli  the  general  surface,  or  allowed  to  project  as  little  studs. 

For  small  ornaments  they  use  pattern  plates  or  templets  of  hardened  steel,  pierced  with  the  exact 
form.  The  cutting  tool  somewhat  resembles  an  ordinary  breast-drill  eight  or  ten  inches  long,  and  like 
it,  is  used  with  the  breast-plate  and  drill-bow ;  but  the  extremity  of  the  tool  is  cleft,  or  made  in  two 
branches,  which,  left  to  themselves,  spring  open  to  the  extent  of  an  inch  or  more ;  each  half  of  the  tool 


28  ^  ANIMAL  MATTER  USED  IN  THE  ARTS. 


has  a  shoulder  or  stop,  wliicli  bears  upon  the  sui-face  of  the  steel  guai-d-plate,  as  in  the  drill,  ar<d  a 
rectangular  cutting  part  that  protrudes  tlu'ough  the  sliield-plate  as  far  as  the  required  depth  of  the 
re»7ess,  and  is  sharpened  both  at  the  end  and  side,  or  at  the  ends  only. 

When  the  clastic  tool  or  " spr'mr/-passcr"  has  been  compressed  so  as  to  enter  the  guard-plate,  i't  is 
put  in  motion,  and  flounders  about  in  all  dnections,  so  far  as  it  can  expand,  and  routs  or  cuts  out  the 
sliallovr  recess ;  the  small  ornaments  are  punched  out,  fixed  by  wo  rivets,  and  smootlied  off;  these 

?rocesses  are  very  expeditious,  and  produce  accurate  copies  of  the  respective  pattern-plates  employed, 
'he  tortoiscshcU,  when  uimecessarily  tliick  for  a  single  scale  for  a  penknife,  is  sawn  to  serve  for  two ; 
and  the  colors  are  brightened  up  by  placing  a  piece  of  Dutch  leaf  beneath  the  same ;  they  are  finally 
polished  on  the  various  wheels  used  by  the  cutler.  Tortoiseshell  has  been  manufactured  into  hollow 
walking-sticks,  and  even  bonnets. 

"Whalebone  may  be  considered  as  a  kind  of  horn ;  wliich  latter  substance  it  resembles  perfectly,  both 
in  its  chemical  and  principal  physical  jiroperties ;  and  is  particularly  interesting  as  forming  the  transi- 
tion from  horn  to  hair.  • 

It  is  the  substitute  for  teeth  in  the  Greenland  whale,  and  in  the  black  southern  wifile ;  but  is  not 
found  in  any  of  the  cetaceous  animals  that  have  teeth. 

From  the  roof  of  the  mouth  hang  down  on  each  side  the  tongue  about  three  hundred  plates  oi 
whalebone,  all  the  blades  on  one  side  being  parallel  to  each  other  and  at  right  angles  to  the  jaw-bone. 
The  average  length  of  the  middle  blades  is  about  nine  feet,  but  they  have  occasionally  occurred  of  the 
length  of  fourteen  or  fifteen  feet. 

The  general  color  of  whalebone  is  a  dusky  grayish  black,  intermixed  with  tloin  stripes  or  layers  of  a 
pale  color,  which  are  often  almost  white — very  rarely  the  entire  flake  is  milk-white. 

The  preparation  of  the  whalebone  for  use  is  very  simple.  It  is  boiled  in  water  for  several  hours, 
by  wliich  it  becomes  soft  enough  to  be  cut  up  wliile  hot,  in  lengths  of  different  dimensions,  according 
to  the  use  to  which  it  is  to  be  applied.  Whalebone  that  has  been  boiled,  and  has  become  cold  again,  is 
harder  and  of  a  deeper  color  than  at  first ;  but  the  jet-black  whalebone  has  been  dyed,  and  by  the 
usual  processes  it  takes  very  bright  and  dm-able  colors. 

Whalebone  is  now  principally  used  for  the  stretchers  for  umbrellas,  and  as  a  substitute  for  bristles  in 
comnion  brushes ;  it  is  also  plaited  into  whips,  and  solid  pieces  of  mixed  shades  are  twisted  for 
walking-sticks  ;  but  it  does  not  admit  of  being  soldered  or  joined  together  Uke  tortoiseshell.  Whale- 
bone also  fui-nishes  a  very  neat  and  durable  covermg  for  pocket-telescopes.  Narrow  pieces  of  the 
material  are  grooved  or  made  into  ribs,  by  ckawing  them  like  wire  through  a  corresponding  apertm'e 
in  a  steel  plate,  after  which  they  are  wound  roimd  the  tube,  and  "  tucked  binder"  the  rings  at  tlie  ex- 
tremities. Broad  flat  strips  of  the  party-colored  whalebone,  (the  light  portions  of,  which  absorb  the 
green  dye,)  are  also  used  :  these  are  secured  by  narrow  black  bands  wliich  overlap  the  two  edges,  and 
other  bands  are  wound  around  the  ends  also. 

Ivory,  the  tusk  or  weapon  of  defence  of  the  male  elephant,  and  of  which  each  animal  has  two,  is 
placed  by  the  chemists  intermediately  between  bone  and  horn,  and  its  mechamcal  characters  corrobo- 
rate the  position.  It  is  generally  considered  that  the  male  elephant  alone  possesses  tusks,  commercially 
known  as  elephants'  teeth,  but  this  appears  questionable,  as  by  many  the  female  is  reported  to  have 
tusks  hkewise,  but  of  smaller  size,  and  some,  consider  the  latter  produce  the  small  sohd  tusks  called 
"  ball  ivory,"  used  for  making  biUiard  balls. 

Ivory  lias  less  gelatine  than  bone ;  but  as  it  leaves  the  animal  in  a  state  fit  for  use,  without  the  neces- 
sity of  removing  any  of  its  component  parts  for  its  puiification,  its  elasticity  and  strength  are  not  ira- 
paii'ed  by  such  abstraction.  Ivory  is  not  therefore  so  brittle  as  bone,  neither  does  it  splmter  so  much 
when  broken,  but  its  greater  ultimate  share  of  animal  matter  leaves  it  more  sensible  to  change  of  form 
and  size. 

The  shape  of  the  tusk  is  highly  fiivorable  to  its  use,  as  it  is  in  general  solid  for  above  half  its  lengtb, 
and  of  circular  or  elliptical  section ;  it  is  entii-ely  fi'ee  from  the  vessels  or  pores  often  met  with  in  bone, 
and  although  distinctly  fibrous,  it  cannot  be  torn  up  in  filaments  Uke  liorn,  nor  divided  into  thin  flexible 
leaves,  as  for  miniatures,  otherwise  than  by  the  saw. 

Its  substance  appears  very  dense,  and  without  visible  pores,  as  if  beautifully  cemented  by  oil  or  wax ; 
and  notwiths^^anding  that  it  possesses  so  large  a  share  of  lime,  it  admits  of  being  worked  with  exquisite 
sn^oothness,  and  is  altogether  devoid  of  the  harsh,  meager  character  of  bone.  It  is  in  all  respec*.e  the 
most  suitable  material  for  ornamental  turmng,  as  it  is  capable  of  receiving  the  most  deUcate  lines  and 
cutting,  and  the  most  slender  proportions. 

The  general  supply  of  ivory  is  obtained  from  the  two  present  varieties  of  the  animal,  the  Asiatic  and 
the  African :  they  are  considered  by  physiologists  to  be  distinct  species,  and  to  be  unlike  the  extinct 
animal  from  which  the  Russians  are  said  to  obtain  their  supply  of  this  substance ;  which,  although 
described  as  fossil  ivory,  does  not  appear  to  have  undergone  the  conversion  commonly  implied  by  the 
first  pai't  o(  the  name,  but  to  be  as  suitable  to  ordinary  use  as  the  ivory  recently  procured  from  the 
living  species.  An  extract  from  the  interesting  account  of  "  The  Elephant  of  the  Lena"  is  subjoined  as 
a  note.*  ' 

•  "The  Mammoth,  or  Elephant's  bones  and  tiisks,  are  found  throughout  Russia,  and  more  particularly  in  Eastern  Siberia 
and  the  Arctic  marshes.  The  tusks  are  found  in  great  quantities,  and  are  collected  for  the  sake  of  profit,  being  sold  to  the 
turners  in  the  place  of  the  living  ivory  of  Africa,  and  the  warmer  parts  of  Asia,  to  which  it  is  not  at  all  inferior." 

"  Almost  the  whole  of  the  ivory-tumer's  work,  made  in  Uussia,  is  from  the  Siberian  fossil  ivory ;  and  sometimes  the 
t'.isks,  having  hitherto  always  been  found  in  abundance,  are  exported  frem  thence,  being  less  in  price  than  the  recent. 
Although,  for  a  long  series  of  years,  vei-y  many  thousands  have  been  annually  obtained,  yet  they  are  still  collected  every 
tfear  in  great  numbers  on  the  banks  of  the  larger  rivers  of  the  Russian  empire,  and  more  particularly  those  of  farther 
Siberia." — The  Naturalist's  Library,  183C.    Mammalia,  vol.  v.,  p.  133. 

The  Mammoth  teeth  are  but  rarely  exposed  for  sale  in  this  country.  I  only  learn  of  two ;  the  one  weighed  186  pounds, 
was  10  feet  long,  of  fine  quality,  and  except  the  point,  which  was  cracked,  was  cut  into  keys  for  pianofortes;  the  other  also 
«  ui  large,  but  very  much  cracked  and  useless.    Of  the  latter  I  have  a  specimen :  the  substance  of  the  ivory  between  tb( 
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The  liippopotamus,  or  river-horse,  supplies  the  ivory  used  by  the  dentist,  which  is  imported  from  the 
East  Indies  and  Africa  ;  the  animal,  in  adcUtion  to  twenty  grinders,  has  twelve  front  teeth,  tlie  whole  of 
which  agree  in  substance  with  ivory,  but  not  in  their  size  or  arrangement.  The  six  in  the  upper  jaw- 
are  small,  and  placed  perpendicularly ;  in  the  lower  jaw  of  the  hippopotamus  the  two  in  the  centre  are 
long,  horizontal,  and  straight,  the  two  next  are  similar,  but  shorter ;  but  the  two  external  semicircular 
teeth  are  those  so  liiglily  prized  by  the  dentists  on  account  of  their  superior  size,  and  are  those  usually 
referred  to  when  the  "  sea-horse"  or  hippopotamus  tooth  is  spoken  of,  although  the  animal  is  in  reaUty  a 
quadruped  inhabiting  rivers  and  marshy  places. 

The  circular  hippopotamus  teeth  are  covered  exteriorly  with  a  tliick  coat  of  enamel,  which  entirely 
resists  steel  tools,  and  will  even  strike  fire  with  that  metal ;  it  is  usually  removed  upon  the  grindstone* 
in  order  to  arrive  at  the  beautiful  ivory  within,  which,  owing  to  the  peculiarity  of  its  section,  is  better 
adapted  to  the  consti-uction  of  artificial  teeth  than  the  purposes  of  tm-ning ;  the  other  teeth  are  tolera^ 
bly  round,  and  fit  for  the  lathe. 

The  ivory»of  the  liippopotamus  is  much  harder  than  that  of  the  elephant,  and  upwards  of  double  the 
value ;  in  color  it  is  of  a  purer  white,  with  a  slight  blue  cast,  and  is  almost  free  from  grain.  The  parts 
rejected  by  the  dentists  are  used  for  small  carved  and  turned  works. 

In  texture  it  seems  almost  intermediate  between  the  proper  ivory  and  the  pearl  shell ;  as  when  it  is 
turned  very  thin,  it  has  a  slightly  curdled,  mottled,  or  damasked  appearance,  which  is  very  beautiful ; 
the  general  substance  is  quite  transparent,  but  apparently  interspersed  with  groups  of  opaque  fibres, 
like  some  of  the  minerals  of  the  chatoyant  kind. 

The  teeth  of  the  wakus,  sometimes  called  the  sea-cow,  wMch  hang  perpendicularly  from  the  upper 
jaw,  are  also  used  by  the  dentists ;  the  outer  part,  or  the  true  ivory,  nearly  resembles  the  above,  but 
the  oval  centre  has  more  the  character  of  coarse  bone ;  it  is  brown,  and  appears  quite  distinct.  The 
long  straight  tusks  of  the  sea-imicom  or  narwal,  which  are  spirally  twisted,  also  yield  ivory ;  but  they 
are  generally  preserved  as  cmiosities.  These  two  kinds  are  principally  obtained  from  the  Hudson's 
Bay  Company. 

The  masticatmg  teeth  of  some  of  the  large  animals  are  occasionally  used  as  ivory ;  those  of  the 
spermaceti  whale  are  of  a  flattened  oval  section,  and  resemble  ivory  in  substance  ;  but  they  are  dark- 
colored  towards  the  centre,  and  smrounded  by  an  oval  baud  of  wliite  ivory :  like  that  of  the  aquatic 
varieties  generally,  they  are  not  much  used. 

The  grinders  of  the  elephant  are  occasionally  worked ;  but  their  triple  structure  of  plates  of  the  hard 
enamel,  of  softer  ivory,  and  of  stiU  softer  cement,  wliich  do  not  unite  in  a  perfect  manner,  render  them 
uneven  in  textxu-e.  Owing  to  the  hardness  of  the  plates  of  enamel,  the  grinders  are  generally  worked 
by  the  tools  of  the  lapidary ;  they  are  but  little  used,  and  when  divided  into  thin  plates  are  disposed  to 
separate,  from  change  of  atmosphere,  the  imion  of  their  respective  parts  being  somewhat  imperfect. 
They  are  made  into  small  ornaments,  knife-handles,  boxes,  etc. 

The  tusk  of  the  elephant  is,  however,  of  far  more  importance  than  all  these  other  kinds  of  ivory,  and 
appears  to  have  been  extensively  used  by  the  Greeks  and  .Romans.  Amongst  the  former,  Pliidias  was 
famous  for  his  statues,  thrones,  and  other  works  of  embellishment,  made  in  ivory  combined  with  gold, 
an  art  described  as  the  Toreutic.  In  reference  to  the  construction  of  ivory  statues.  Monsieur  Quatreinere 
de  Qiiincy,  in  liis  great  work  on  ancient  sculpture,f  advances  some  curious  speculations  of  their  having 
been  formed  upon  centres  or  cores  of  wood,  covered  with  plates  rf  ivory ;  and  also  that  the  ancients 
were  enabled  to  procure  larger  elephants'  teeth,  or  possessed  the  means  of  softening  and  flattening  out 
those  of  ordinary  size,  from  which  to  obtain  the  pieces  presumed  to  have  been  thus  employed. 

These  questionable  suppositions,  particularly  the  last,  scarcely  seemed  called  for,  as  sohd  blocks  of 
ivory  of  the  sizes  commonly  met  with,  would  appear  to  be  sufficient  for  the  construction  of  colossal 
figures,  in  tlie  mode  ingeniously  demonstrated  by  M.  de  Quincy  in  his  plates  26  to  31.  It  is  much  to  be 
regretted  that  none  of  these  statues  have  descended  to  oxur  times. 

One  of  the  constituent  parts  of  ivory  being  animal  matter,  we  should  naturally  expect  it  to  be  less 
dm-able  t'lan  the  inorganic  materials,  in  which  numerous  fine  specimens  of  ancient  art  still  exist  in  great 
comparative  perfection.  Ivory  appears  not  to  suffer  very  rapid  decay,  in  the  lengthened  deposition  in  the 
frozen  earth  of  Siberia,  nor  when  immersed  in  water ;  but  various  specimens  in  the  British  Museum,  appa- 
rently less  favorably  situated,  and  in  contact  with  the  air,  exhibit  the  effect  of  time,  the  ivory  being  decom- 
posed and  divided  into  flalie/  and  pieces  which  exhibit  its  lamellar  structure  in  a  very  satisfactory  manner. 

Elephants'  teeth  differ  OJtiK-lderably  in  their  size,  weight,  and  hppearance.  The  outsides  of  the  African 
teeth  run  through  all  the  transparent  tints  of  light  and  deep  orange,  hazel,  and  brown,  and  some  are 
almost  black.  Those  from  Asia  are  similar,  although  generally  fighter,  and  frequently  of  a  kuad  of 
opaque  fawn,  or  stone-color ;  they  have  seldom  the  transparent  character  of  the  African  teeth ;  and 
tliey  commonly  abound  in  cracks  of  inconsiderable  depth,  from  which  the  others  are  comparatively  free. 

Some  teeth  are  as  long  as  from  eight  to  ten  feet,  and  as  heavy  as  150,  rarely  180  lbs.  each  tooth ;  some- 
times they  are  only  as  many  inches  long,  and  about  one  inch  in  diameter,  and  of  the  weight  of  five  or 
six  ounces,  and  even  lighter ;  the  teetli  less  than  from  10  to  14  lbs.  are  called  "  scrivelloes."  In  section, 
the  tusks  are  rarely  quite  circular,  sometimes  nearly  elhptical,  seldom  exceeding  the  proportions  of  four 
to  five,  but  commonly  less  exact  than  either  of  these  forms ;  Figs.  43, 44,  and  45,  are  accm-ately  reduced 
from  sections  of  teeth ;  the  largest  tusk'  the  author  has  met  with  measured  eight  and  a  quarter  inches 
the  longest,  and  seven  inches  the  shortest  diameter  of  the  irregular  oval. 

rracks  appears  quite  of  the  ordinary  character,  although  the  interstices  are  filled  with  a  dry  powder  resembling  chalk.  Both 
toeth  were  tolid  unto  within  six  iiiches  of  the  root. 

*  The  enamel  of  the  hippopotamus  is  much  thicker,  but  similar  to  that  of  the  generality  of  masticating  teetli,  which  is 
found  upon  analj-sis  to  agree  very  nearly  with  the  hard  porcelanous  shells.  The  enamel  is  sometimes  scaled  off  by  driving 
J  thin  chisel  between  it  and  the  ivoi-y ;  and  I  learn,  the  tlame  of  the  blowpipe  is  likewise  frequently  used  for  the  purpose 
rf  aeparatuig  it.    Several  of  the  other  teeth  have  enamel,  but  the  semicircular  tooth  by  far  the  most  abundantly. 

+  Le  Jupiter  Olympien,  ou  I'Art  de  la  Sculpture  Antique.    Paris,  1813. 
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The  curvature  of  the  teeth  is  sometimes  as  much  as  the  half-circle,  as  in  Fig.  46,  and  occasionally  evcc 
so  httle  or  less  than  the  sixth,  as  in  Fig.  42 ;  they  are  sometimes  finely  tapered  off,  especially  in  thfl 
African  teeth,  at  other  times  their  ends  are  very  much  -worn  away, — in  rare  instances,  to  tlie  extent  of  & 
third  of  their  apparent  length,  and  generally  more 
so  on  the  one  side  of  the  centre  than  the  other. 

Other  teeth  end  very  abruptly,  as  if  they  had 
been  broken  and  repointed  before  they  left  the  head 
of  the  animal,  in  which  they  are  generally  inserted 
for  about  one-fourth  their  length. 

Tlie  teeth  are  hollow  about"  half-way  up,  and  a 
speck,  sometimes  called  the  nerve,  but  in  reality 
the  apex  of  the  successive  hollows,  is  always  visi- 
ble throughout  the  length  of  the  tusk  to  its  extreme 
end,  the  tooth  being  formed  by  layers  deposited 
on  a  vascular  pulp  after  the  manner  of  teeth  gen- 
erally. 

The  inner  and  outer  surfaces  of  the  teeth  are  in 
general  tolerably  parallel,  and  exteriorly  they  are 
curved  in  the  one  direction  only,  so  as  to  lie  nearly 
flat  on  the  ground ;  but  occasionally  they  are  much 
curved  in  both  directions,  as  represented  in  Figs. 
47,  and  48  ;  the  smaller  is  beautifully  formed,  and 
resembles  in  shape  a  handsome  bullock's  horn,  the 
other  is  furrowed  throughout  its  length,  and  ap- 
pears the  result  of  disease  or  injury. 

The  choice  of  ivory  in  the  tooth  is  admitted  by 
the  most  experienced  to  be  a  very  iincertain  matter ;  of  course,  for  the  purposes  of  turning,  a  solid  cone 
would  be  the  most  economical  figure,  but  as  that  form  is  not  to  be  met  with,  we  must  be  satisfied  with 


the  nearest  approach  that  we  can  find  to  it,  and  select  the  tooth  as  nearly  straight,  solid,  and  round  as 
possible,  provided  the  other  prognostics  are  equally  favorable. 

Tlie  rind  should  appear  smooth  and  free  from  cracks,  and  if  the  heart  should  be  visible  at  the  tip, 
the  more  central  it  is  the  better ;  by  the  close  inspection  of  the  tip,  fi-om  which  the  bark  is  always  more 
or  less  worn  away,  it  may  be  in  general  learned  whether  the  tooth  is  coarse  or  fine  in  the  grain,  trans- 
parent or  opaque,  but  the  color  of  the  exterior  coat  prevents  a  satisfactory  judgment  as  to  the  tint  or 
complexion  of  the  ivory  within. 

After  the  most  careful  scrutiny  on  the  outside  of  the  tooth,  however,  the  first  cut  is  always  one  of  a 
little  anxious  expectation,  as  the  prognostics  are  fi\r  from  certain,  and  before  proceeding  to  describe  the 
preparation  of  ivory,  I  will  say  a  few  words  of  its  internal  appearance  when  exposed  by  the  saw. 

The  African  ivory,  when  in  the  most  perfect  condition,  should  appear,  when  recently  cut,  of  a  mellow, 
warm,  transparent  tint,  almost  as  if  soaked  in  oil,  and  witli  very  little  appearance  of  grain  or  fibre ;  it  is 
then  called  transparent  or  green  ivory,  fi*om  association  with  green  timber ;  the  oil  dries  up  considerably 
by  exposure,  and  leaves  tlie  material  of  a  delicate,  and  generally  permanent  tint,  a  few  shades  dai-ker 
than  writing-paper. 

The  Asiatic  ivory  is  of  a  more  opaque  dead-white  character,  apparently  from  containing  less  oil,  and 
«n  being  opened  it  more  resembles  the  ultimate  character  of  the  Afi-ican,  but  it  is  the  more  disposed  of 
the  two  to  become  discolored  or  yellow.  The  African  ivory  is  generally  closer  in  texture,  harder  imder 
the  tools,  and  pohshes  better  than  the  Asiatic,  and  its  compactness  also  prevents  it  fi-om  so  readily 
absorbing  oil,  or  the  coloring  matter  of  stains  when  intentionally  applied. 

The  rind  is  sometimes  no  more  than  about  one-tenth  of  an  inch  in  thickness,  and  nearly  of  the  color 


ANIMAL  MATTER  USED  IN  THE  ARTS.  31 

of  the  inner  ivory,  but  occasionally  it  is  of  double  that  thickness,  dark-colored,  and  partially  stains  the 
outer  layers.  As  we  do  not  find  all  specimens  of  the  most  perfect  kind,  we  must  be  prepared  to  expect 
others,  especially  amongst  the  larger  teeth,  in  wliich  the  grain  is  more  apparent,  but  it  generally  dies 
away  towards  the  centre  of  the  tooth,  the  outside  being  the  coarser ;  the  regularity  of  the  grain  some- 
times gives  it  the  appearance  of  the  engine-tm-ning  on  a  watch-case. 

In  some  teeth,  the  central  part  will  appear  of  the  transparent  character,  the  outer  more  nearly  white; 
and  the  transparent  teeth  often  exliibit,  at  the  solid  parts,  white  opaque  patches,  wliich  are  frequently 
of  a  long  oval  form.  Amongst  the  white  ivory,  the  teeth  are  often  found  to  be  marked  in  rings  alter- 
nately hght  and  dark  colored ;  these  are  called  "  ringy  or  cloudy!' 

In  those  teeth  in  which  there  appears  to  be  a  deficiency  of  the  animal  oil,  the  intervals  between  the 
fibres  occasionally  assume  the  chalky  character  of  bone,  and  are  disposed  to  crumble  under  the  tools 
unless  they  are  very  sharp ;  in  tliis  they  resemble  the  softer  parts  of  woods  when  worked  with  blunt 
tools ;  sometimes  the  ivory  is  not  only  coarse  but  dark  or  brown,  and  the  two  defects  not  imfrequently 
go  together* 

The  cracks  occasionally  penetrate  further  than  they  appear  to  do  when  viewed  from  the  outside,  and 
more  rarely  a  very  considerable  portion  of  the  tooth  is  injured  by  a  musket-ball,  although  the  gold  and 
silver  bullets,  said  to  be  used  by  the  Eastern  potentates,  are  exceedingly  scarce,  or  else  transmuted  into 
iron,  of  wliich  metal  they  are  commonly  found,  and  less  firequently  of  lead.  The  ball  generally  lacerates 
the  part  very  much,  and  a  new  deposite  of  bony  matter  is  made  that  fiUs  up  all  the  interstices,  incrusts 
the  hollow,  and  leaves  a  dotted  mottled  mass  extending  many  inches  each  way  from  the  ball,  and  which 
completely  spoils  tliat  part  for  any  ornamental  pm-pose. 

Preparation  of  Ivory. — On  account  of  the  great  value  of  ivory  it  requires  considerable  judgment  to 
be  employed  in  its  preparation,  from  three  conditions  observable  in  the  form  of  the  tusk ;  fii'st,  its  being 
curved  in  the  direction  of  its  length ;  secondly,  hollow  for  about  half  that  extent,  and  gradually  taper 
from  the  soUd  state  to  a  tliin  feather  edge  at  the  root ;  and  thirdly,  elliptical  or  irregular  in  section. 
These  three  peculiarities  give  rise  to  as  many  separate  considerations  in  cutting  up  the  tooth  with  the 
requisite  economy,  as  the  only  waste  should  be  that  ai-ising  fi-om  the  passage  of  tlie  tliin  blade  of  the 
saw :  even  the  outside  strips  of  the  rind,  called  spills,  are  employed  for  the  handles  of  penknives,  and 
many  other  httle  objects ;  the  scraps  are  burned  m  retorts  for  the  manufacture  of  ivory  black,  employed 
for  making  ink  for  copperplate  printers,  and  other  uses ;  and  the  clean  sawdust  and  shavings  are  some- 
times used  for  making  jelly. 

The  methods  of  dividing  the  tooth  either  into  rectangular  pieces,  or  those  of  circular  figure  required 
for  turning,  are  alike  in  their  early  stages  until  the  lathe  is  resorted  to :  I  projDose,  therefore,  to  begin 
with  the  former.  The  ivory  saw.  Fig.  49,  is  stretched  in  a  steel  frame  to  keep  it  very  tense ;  the  blade 
generally  measures  from  fifteen  to  thhty  inches  long,  fi-om  one»  and  a  half  to  three  inches  wide,  and 
about  the  fortieth  of  ^n  inch  thick ;  the  teeth  are  rather  coarse,  namely,  about  five  or  six  to  the  inch, 
and  they  are  sloped  a  httle  forward,  that  is,  between  the  angle  of  the  common  hand-saw  tooth  and  the 
cross-cut  saw.  The  instrument  should  be  very  sharp  and  but  shghtly  set ;  it  requires  to  be  guided  very 
correctly  in  entering,  and  with  no  more  pressure  than  the  weight  of  its  own  frame,  and  it  is  commonly 
lubricated  with  a  little  lard,  tallow,  or  other  solid  fat. 
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The  cutler  generally  begins  at  the  hollow,  and  having  fixed  that  extremity  parallel  with  the  vice,  with 
the  curvature  upwards,  he  saws  off  that  piece  which  is  too  thin  for  his  purpose,  and  then  two  or  thi"ee 
parallel  pieces  to  the  lengths  of  some, particular  works,  for  wliich  the  tliickness  of  the  tooth  at  that  part 
IS  the  most  suitable ;  he  wiU  then  saw  off  one  very  wedge-form  jiiece,  and  afterwards  two  or  three  more 
parallel  blocks. 

In  settmg  out  the  length  of  every  section,  he  is  guided  by  the  gradually  increasing  thickness  of  the 
tooth ;  having  before  liim  the  patterns  or  gages  of  his  various  works,  he  will  in  all  cases  employ  the 
hollow  for  the  thickest  work  it  will  make.  As  the  tooth  approaches  the  solid  fomi,  the  consideration 
upon  this  score  gradually  ceases,  and  tlien  the  blocks  are  cut  off  to  any  required  measure,  with  only  a 
general  reference  to  the  distribution  of  the  heel,  or  the  excess  arising  from  the  curved  nature  of  the  tooth, 
the  cuts  being  in  general  directed,  as  nearly  as  may  be,  to  the  imaginary  centre  of  curvature.  The 
^eatest  waste  occurs  in  cutting  up  very  long  pieces,  owing  to  the  difference  between  the  straight  line 
and  the  curve  of  the  tooth,  on  wliich  account  the  blocks  are  rarely  cut  more  than  five  or  six  inches  long, 
unless  for  some  specific  object. 

In  subdividing  those  blocks  which  are  entirely  solid,  no  gre.at  difficulty  is  experienced :  in  those  which 
are  nearly  sohd,  as  in  Fig.  50,  the  first  step  is  to  cut  a  central  sUce  just  thick  enough  to  avoid  the  hollow, 
unless  the  pieces  a  b  are  required  to  have  some  particular  size ;  c  d  would  serve  for  leaves  fc  r  minia- 
tiu-es  or  veneering,  and  the  remainder  would  be  cut  up  of  any  required  sizes,  as  sketched  beyond  c  d. 
For  square  pieces  of  sunilar  size,  the  block  is  cut  into  parallel  slabs ;  for  bevelled  pieces,  as  the  taper 
nandles  of  knives  and  razors,  the  slabs  are  cut  out  wedge-form,  the  thick  end  of  one  against  the  thin 
end  of  the  next,  as  at  ef:  these  slabs  are  afterwards  divided  with  parallel  or  incUned  cuts,  either  with 
the  frame  or  the  circular  saw. 

In  flat  works,  such  as  razor  and  knife  handles,  the  broad  surfaces,  if  cut  rachally,  would  show  tho 
edges  of  the  rings  or  layers  of  the  ivory ;  but  cut  parallel  with  the  curve  rr  as  the  tangent,  the  grain  is 
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much  less  observable,  and  the  ivory  appears  finer.  In  the  keys  for  pianofortes  tliis  is  particularly  at 
tended  to ;  the  finest  broad  keys  are  always  cut  upon  the  flat  side  of  the  oval,  as  at/,  those  upon  the 
long  diameter  arc  cut  mto  the  uarrow  pieces  called  tails,  (used  between  the  black  keys,)  and  the  inter 
mediate  parts*  are  cut  obliquely  as  at  ^ ;  this  causes  much  waste. 

For  such  pieces  as  have  large  hoUows,  more  management  is  neces- 
saiy,  as  the  tliickness  and  cm-vatures  of  the  material  have  to  be  jouatly 
considered.  AVhen  the  hollows  are  thin,  they  are  cut  into  squares  or 
handles  as  large  as  the  substance  will  allow ;  but  on  account  of  the 
circular  section  of  the  tooth,  some  of  the  pieces,  if  not  all,  must  neces- 
sarily be  angular  or  wedge-form ;  as  regai'ds  pieces  for  the  lathe,  this 
is  of  little  consequence. 

In  all  cases  the  enLr e  division  of  the  block  or  ring  should  be  deter- 
mined upon,  and  carefully  marked  in  pencil  upon  the  end  of  the  piece, 
before  the  saw  is  used. 

When  the  tusk  is  cut  up  exclusively  for  tui'nery-work,  the  first  cut 
is  more  generally  made  where  the  hollow  terminates,  wliich  spot  is 
ascertamed  hy  thrustmg  a  small  cane  or  a  wire  up  the  tooth ;  and  every 
cut  is  directed  as  neai-ly  as  possible  at  right  angles  to  tlie  curve  of  the 
task,  or  to  the  centre  of  the  circle,  as  before  described.  Unless  the 
tooth  is  very  far  from  circular,  it  is  usual  to  jarepare  the  principal 
quantity  into  cylinders  or  rings,  as  large  as  they  will  respectively 
hold,  and  the  diagrams,  Figs.  51,  52,  and  53,  are  intended  to  explain  the 
best  mode  of  centreing  the  pieces,  or  placing  them  in  the  lathe. 

If,  as  in  preparing  an  ordinary  block  of  wood,  a  chcle  were  made  at  each  end,  and  the  work  were 
chucked  fi-om  the  centres  of  the  circles,  as  at  o,  Fig.  51,  the  largest  cylinder  that  could  be  obtained  would 
53.  52.  51. 


be  that  represented  by  the  four  sides  of  the  dotted  rectangle  witliin  that  figm-e.  Veiy  much  less  waste 
would  result  from  placing  the  centres  so  much  nearer  to  the  convex  side,  as  to  obtam  the  cylinder  rep- 
resented in  Fig.  52,  by  allowing  the  waste  to  be  equally  divided  between  the  points  a,  c,  and  e. 

It  is  however  more  economical,  to  cut  those  teeth  wliich  are  much  curved  into  the  shortest  blocks,  and 
the  Fig.  53,  which  represents  the  proportions  more  commonly  adopted,  shows  the  small  comparative  de- 
gree of  waste  that  would  occm*  in  a  piece  of  half  the  length  of  the  others,  when  centred  m  the  most 
judicious  manner. 

The  first  process  in  preparing  to  rough-turn  the  block,  is  to  fix  it  slenderly  in  the  lathe  between  the 
prong  chuck  and  the  point  of  the  popit-head,  and  its  position  is  progressively  altered  by  trifling  blows 
upon  eitlier  end,  untU  when  it  revolves  slowly,  and  the  common  rest  or  support  for  the  tool  is  appUed 
against  the  most  prominent  points  a,  e,  and  c,  respectively,  the  vacancies  or  spaces  opposite  to  each,  at 
d,  b,  and/,  shall  be  tolerably  equal ;  so  that,  in  fact,  about  a  similar  quantity  may  have  to  be  turned  away 
from  the  parts  a,  e,  and  c,  for  the  production  of  the  cylinder,  represented  by  the  dotted  lines  within  the 
figure. 

The  centres  having  been  thus  found,  they  should  be  made  a  little  deeper  with  a  small  drill ;  and  then 
the  one  end  of  the  block  being  fixed  upon  the  prong  chuck,  the  opposite  extremity,  supported  by  the 
centre,  is  turned  for  a  short  distance  slightly  conical,  ready  for  fixing  in  a  plain  boxwood  chuck,  or  a 
brass  chuck  lined  with  wood,  to  complete  the  rough  preparation,  imless  indeed  it  is  enthely  performed 
upon  the  prong  chuck. 

With  the  decrease  in  length,  less  attention  is  requisite  in  the  centreing,  on  account  of  the  interference 
of  the  curvature  of  the  tooth,  and  the  pieces  may  be  at  once  rasped  to  the  circular  form,  and  then  chucked 
either  in  a  hollow  chuck,  or  else  by  cement  or  glue,  against  a  plain  flat  surface. 

When  the  blocks  of  ivory  are  long  and  much  curved,  a  thin  wedge-form  plate  may  be  sometimes  sawn 
from  the  end,  in  preference  to  txmiing  the  whole  into  shavings ;  the  end  is  turned  cylindrically  for  a  short 
distance,  just  avoiding  to  encroach  on  the  lower  angle  of  the  block,  and  as  soon  as  practicable,  a  parting 
tool  is  used  for  cutting  a  radial  notch  for  the  admission  of  the  saw,  which  may  be  then  employed  in  re- 
moving a  thin  taper  slice.  The  process  is  at  any  rate  sciircely  attended  with  more  trouble  than  turning 
the  material  into  shavings,  and  thin  pieces  are  retained  for  a  future  purpose,  such  in  fixct  as  these  repre- 
sented beyond  the  dotted  lines  at  the  ends  of  the  figiu-es. 

The  lioUow  pieces  of  ivory  are  treated  much  in  the  same  manner  as  those  which  are  solid,  and  into 
wlxich  latter  condition  they  are  sometimes  temporarily  changed,  by  rasping  a  piece  of  common  wood,  such 
as  beech,  to  fit  into  the  liollow,  driving  it  in  pretty  secm-ely,  but  so  as  not  t^  endanger  spUttmg  the  ivory ; 
tlie  work  is  tlien  centred  as  recently  explained,  tlie  chuck  and  centre  being  in  this  case  received  in  the 
wood. 

With  the  hollow  pieces,  the  process  of  turning  must  be  repeated  on  their  inner  siwfaces,  for  which 
purpose  a  side  cutting  tool,  with  a  long  liandle  for  a  secm-e  grasp,  should  be  used :  the  tool  should  be 
held  very  firmly,  so  as  to  witlistand  the  jerking  mtermittent  nature  of  the  cut,  until  the  irregularities  are 
reduced. 

For  this  purpose  the  sliding-rest  is  very  desirable,  a*  the  tool  is  then  held  perfectly  fast  -without  efibrt 
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on  the  part  of  the  individual,  and  if  the  chucking  be  correctly  done,  the  greatest  possible  economy  of  the 
material  is  attained ;  the  hand  tools  succeed  very  well  on  the  outer  surface,  as  the  rest  or  support  upon 
wJiicli  they  are  then  placed  is  so  close  to  every  point  of  the  exterior  surface,  that  they  may  be  held  se- 
curely with  less  effort,  although  the  sliding-rest  is  nevertheless  desirable  there  also. 

When  the  ivory  hollow  is  thin,  and  far  from  circular,  tlie  material  would  be  turned  entirely  into 
shavings,  in  attempting  to  produce  a  circular  ring  ;  tl)e  circular  dotted  lines  in  Figs.  43  and  44,  are  in- 
tended to  explain  this.  Fig.  43  might  be  turned  into  an  oval  ring ;  but  it  is  more  usual  to  cut  such 
irregular  hollows  into  small  square  and  round  pieces,  as  explained. 

When  thin  rings  or  short  tubes  are  required,  they  are  frequently  cut  one  out  of  the  other  in  the  lathe, 
in  preference  to  wasting  tlie  material  m  shavings ;  this  is  done  with  the  parting  tool,  as  in  Fig.  54 ;  an 
incision  being  made  of  uniform  diameter  from  each  end,  and  continued  parallel  with  the  axis,  until  the 
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two  cuts  meet  in  the  centre ;  very  sliort  pieces  may  be  thus  divided  from  the  one  end  only.  WJien  the 
rings  are  large  and  thin,  it  is  desirable  to  plug  them  at  one  or  both  ends,  with  a  thin  piece  of  dry  wood, 
turned  as  a  plug  to  fill  the  diameter,  and  prevent  the  ivory  from  becoming  oval  in  the  course  ol 
drying. 

Fig.  55  explains  the  mode  of  preparing  such  an  object  as  a  snuff-box  out  of  a  solid  block  •,  tliat  is, 
with  the  ordinary  partmg  tool  entered  from  the  front,  and  the  inside  parting  tool  entered  from  within  ; 
the  incisions  of  which  meet  and  remove  a  series  of  rings.  The  dotted  Unes  represent  the  paths  of  the 
respective  tools,  the  shaded  parts  the  ring  obtained,  and  the  black  lines  the  tools  themselves.  An 
aperture  must  necessarily  be  made  in  the  centre,  of  a  diameter  equal  to  the  extreme  width  of  the  tooi ; 
but  after  the  removal  of  the  first,  or  central  ring,  a  tool  of  considerably  larger  size  may  be  used  to  ex- 
tract a  much  wider  ring ;  and  a  little  tallow  or  oil  applied  to  the  parting  tools,  will,  in  a  great  measure, 
prevent  the  shavings  of  the  ivory  from  sticking  to  them  and  impeding  their  progress. 

Ivory  requires  a  similar  drying,  or  seasoning,  to  that  recommended  for  wood ;  as  when  the  pieces  cu« 
out  of  the  tooth  are  too  suddenly  exposed  to  hot  dry  air,  they  crack  and  warp  nearly  after  the  same 
manner  as  wood,  and  the  risk  is  the  greater  the  larger  tlie  pieces ;  and  on  this  account  ornaments  turned 
out  of  ivory  or  wflod,  especially  those  composed  of  many  parts,  should  not  be  placed  upon  thosa 
chimney-pieces  which,  fi-om  their  size,  are  so  close  to  the  fire  as  to  become  heated  thereby  in  any  sensi- 
ble manner. 

Notwithstanduig  the  difference  between  the  component  parts  of  wood  and  ivory,  and  tliat  the  latte/ 
does  not  absorb  water  in  any  material  degree,  it  is  subject  to  all  the  changes  of  size  and  figure  experi 
enced  by  the  woods,  and  in  one  respect  it  exceeds  them,  as  ivory  alters  in  length  as  weU  as  width 
whereas  from  the  former  change  wood  is  comparatively  free. 

The  change,  however,  is  very  much  less  in  the  du-ection  of  the  length  than  the  width ;  this  is  particu 
larly  experienced  in  billiard-balls,  which  soon  exliibit  a  difference  in  the  two  diameters,  if  the  air  of  tht 
apartment  in  which  they  are  used  differ  materially  from  that  in  wliich  the  ivory  had  been  previously 
kept.  The  balls  are  usually  roughly  turned  to  the  sphere  iov  some  months  before  they  are  used,  to 
allow  the  material  to  become  thoroughly  dry  before  being  turned  truly  spherical ;  and  in  some  of  the 
clubs  they  even  take  the  precaution  of  keepmg  the  rough  balls  in  their  own  billiard-room  for  a  period, 
to  expose  them  to  the  identical  atmosphere  in  which  they  will  be  used. 

It-  may  be  asked,  what  means  there  are  of  bleaching  ivory  which  has  become  discolored  ;  the  author 
regrets  to  add  that  he  is  unacquainted  with  any  of  value.  It  is  recommended  in  various  popular  works 
to  scrub  the  ivoiy  with  Trent  sand  and  water,  and  similar  gritty  materials ;  but  these  woxdd  only  pro- 
duce a  sensible  effect,  by  the  removal  of  the  external  surface  of  the  material,  wliich  would  be  fatal  to 
objects  delicately  carved  by  hand,  or  with  revolving  cutting  instruments  applied  to  the  lathe.  . 

Perhaps  it  may  be  truly  advanced,  that  ivory  suffers  the  least  change  of  color  when  it  is  exposed  to 
the  light,  and  closely  covered  with  a  glass  shade.  It  assumes  its  most  nearly  white  condition  when  the 
oil,  with  wliich  it  is  natm'ally  combined,  is  recently  evaporated ;  and  it  is  the  custom  in  some  thin  works, 
such  as  the  keys  of  pianofortes,  to  hasten  this  period,  by  placing  them  for  a  few  hours  in  an  oven  heated 
in  a  very  moderate  degree,  although  the  mqfe  immediate  object  is  to  cause  the  pieces  to  shrink  before 
they  are  glued  upon  the  wooden  bodies  of  the  keys.  Some  persons  boil  the  transparent  ivory  in  pearl- 
ash  and  water  to  whiten  it;  this  appears  to  act  by  the  superficial  extraction  of  the  oily  matter  as  in 
bone,  although  it  is  very  much  better  not  to  resort  to  the  practice,  which  is  principally  employed  to 
render  tliat  ivory  wliich  is  partly  opaque  and  partly  transparent,  of  more  nearly  uniform  appearance. 

It  IS  imagined  by  some  that  ivory  may  be  softened  so  as  to  admit  of  being  moulded  like  horn  oi 
lortoiseshell :  its  different  analysis  contradicts  this  expectation ;  thick  pieces  suffw^o  change  in  boihng 
water,  thin  pieces  become  a  little  more  flexible,  and  thin  shavings  give  off  their  jelly,  which  substance 
is  occasionally  prepared  from  them.     Truly,  the  caustic  alkali  -will  act  upon  ivory  as  well  as  upon  most 
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animal  substances,  yet  it  only  does  so  by  decomposing  it ;  ivory,  when  exposed  to  the  alkalies,  first  be- 
comes unctuous  or  saponaceous  on  its  outer  surface,  then  soft,  if  in  thin  plates,  and  it  may  be  ultimately 
dissolved,  provided  the  alkaU  be  concentrated ;  but  it  does  not  in  any  such  case  resume  its  first  con 
dition. 

Ivory  is  not  in  all  cases  used  in  solid  pieces,  to  ■which  the  foregoing  remarks  principally  apply ;  but 
is  frequently  cut  into  tliin  leaves  and  glued  upon  fabrics  of  wood,  for  the  manufacture  of  small  orna- 
mental boxes,  and  works  of  various  kinds,  after  the  maimer  of  the  veneers  of  wood,  or  the  plates  of 
tortoi§esliell ;  it  is  also  used  in  bulil  works,  combined  with  ebony.  Such  tliin  plates  are  usually  cut  out 
of  the  sohd  block,  parallel  with  the  axis  of  the  tooth,  as  at  c  d,  in  Fig.  50,  with  a  fine  feather-edge 
veneer  saw;  but  the  mode  introduced  in  Russia  for  cutting  veneers  spirally  from  a  cylindiv^aL  block  of 
wood,  with  a  knife  of  equal  length,  (as  if  the  veneer  were  imcoiled  like  a  piece  of  silk  or  cloth  from  a 
roller,)  has  been  latterly  applied  to  the  preparation  of  ivory  mto  similar  veneers,  converting  the  cylinder 
i)f  ivory  into  one  ribbon,  probably  by  the  action  of  a  reciproca ting-saw.* 

The  modes  pursued  in  tliese  veneered  works  are  analogous  to  those  to  be  described  in  the 
article  in  reference  to  woods ;  it  is,  therefore,  only  necessary  to  ac  d  a  few  words  on  the  white-fish 
glue,  or  "  Diamond  cement,"  as  it  is  sometimes  called,  wliich  is  very  often  used  for  ivory-work,  both  in 
attaching  ivory  to  ivory,  and  ivory  to  wood. 

This  cement  is  made  of  isinglass,  (which  is  prepared  from  the  sound,  or  swimming-bladder  of  the 
sturgeon,)  dissolved  in  diluted  spirits  of  wine,  or  more  usually  in  common  gin.  The  two  are  mixed  in  a 
bottle  loosely  corked,  and  gently  simmered  in  a  vessel  contaming  boding  water :  in  about  an  hour  the 
isinglass  will  be  dissolved  and  ready  for  use ;  when  cold,  it  should  appear  as  an  opaque,  milk-white, 
liard  jelly ;  it  is  remelted  by  immersion  m  warm  water,  but  the  cork  should  be  at  the  time  loosened, 
and  it  may  be  necessary,  after  a  time,  to  add  a  Uttle  sjDirit  to  replace  that  lost  by  evaporation.  Isin- 
glass, dissolved  in  water  alone,  soon  decomposes. 

Factitious  ivory  and  tortoiseshell  have  been  prepared  in  France  in  thin  plates  or  veneers. 

Havuig  adverted  to  many  anunal  substances  suitable  to  the  mechanical  arts,  obtained  from  various 
iuliabitants  of  the  land  and  water,  let  me,  in  conclusion,  mention  some  that  are  obtained  from  the 
feathered  tribes — namely,  the  eggs  of  birds ;  Avhich,  although  of  limited  application  in  the  arts  of  em- 
bellishment, have  at  all  ages  served  as  models  or  standards  of  beautiful  form. 

They  may  be  made  to  answer  in  a  very  perfect  manner  for  the  bodies  of  vases,  the  feet  and  upper 
parts  of  wliich  are  turned  out  of  wood  or  ivory ;  for  this  pm-pose  the  egg-shells  have  been  commonly 
used  in  their  entire  state,  a  hole  having  been  made  at  the  top  and  bottom  for  the  extraction  of  their 
contents,  and  the  attacl'iment  of  the  remaining  parts.  I  have  now  the  pleasure  to  bring  before  the 
reader  a.  method  of  cutting  the  shells  of  the  eggs  of  our  various  domestic  fowls,  and  other  birds,  for  the 
formation  of  vases  with  detaclted  covers. 

In  the  accompanying  drawing  is  represented  the  nose  of  a  lathe,  with  an  egg  chucked  ready  for  cut- 
ting. Fig.  56  is  the  section  of  a  chuck  for  holding  the  eggs  to  prepare  them  for  the  chuck  represented 
in  Fig.  57. 

Fig.  56  is  what  is  generally  termed  a  spring  chuck, 
and  is  made  by  rolling  stout  paper,  thoroughly  moist- 
ened with  glue,  upon  a  metal  or  hard-wood  cylinder, 
tJie  surface  of  which  has  been  greased  to  prevent 
the  paper  adliering  to  it,  and  upon  which  it  must  re- 
main mitn  perfectly  dry,  when  it  may  be  removed, 
and  cut  or  turned  in  the  lathe  as  occasion  may  re- 
quire. 

Tliis  sort  of  chuck  is  very  light,  easily  made,  and 
well  adapted  for  the  brittle  material  it  is  intended  to 
hold.  Before  fixing  the  egg  in  it,  the  inner  surface 
should  be  rubbed  with  some  adhesive  substance, 
(common  diachylon  answers  exceedingly  well ;)  when 
this  is  done,  the  egg  should  be  carefully  placed  in 
the  chuck,  the  lathe  being  slowly  kept  in  motion 
by  one  hand,  whilst  with  the  other  the  operator 
must  adjust  its  position,  until  he  observes  that  it  runs 
perfectly  true;  then,  with  a  sharp-pointed  tool  he 
must  mark  the  centre,  and  drill  a  hole  sufficiently 
large  for  the  wire  in  the  chuck,  Fig.  57,  to  pass  freely 
through. 

When  this  is  done,  the  egg  must  be  reversed,  and  

the  same  operation  repeated  on  the  opposite  end ;  <J 

its  contents  must  then  be  removed  by  blowing  care- 
fully through  it :  it  is  now  ready  for  cutting,  for  which  purpose  it  must  be  fixed  in  the  cliuck  shown  in 
Fig.  57,  which  is  made  as  follows : 

A  is  a  chuck  of  box,  or  other  hard  wood,  having  a  recess  turned  in  it  at  a  5,  into  which  is  fitted  a 
piece  of  cork,  as  a  soft  substance  for  the  egg  to  rest  against  B  is  a  small  cup  of  wood,  witli  a  piece  of 
cork  fitted  into  it,  serving  the  same  purpose  as  that  in  A.  A  piece  of  brass,  d,  is  to  be  firmly  screwed 
into  the  chuck  A,  and  into  that  a  steel  wire,  screwed  on  the  outer  end. 


57. 
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•  Monsieur  H.  Papc,  gj  Paris,  pianoforte  manufacturer,  has  taken  out  patents  for  tiiis  method  of  cuttmg  Ivory  spirally 
into  sheets.  A  specimen,  17  inches  by  38  inches,  and  about  one-thirtieth  of  nu  inch  tliick,  glued  upon  a  board,  may  be 
aeen  at  the  Polytechnic  Exhibition  in  Kegent-streef,  and  M.  Papo  adverflses  to  supply  sheets  as  large  as  30  by  150  inches 
tto  has  veneered  a  pianoforte  entirely  with  ivory. 
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ANIMAL  STRENGTH.  Of  all  the  first  movers  of  machinery,  the  force  derived  from  the  strength 
of  man  or  other  animals,  was  first  used ;  and  at  present,  in  a  multitude  of  cases  is  still  the  most  conve- 
nient. As  horses  were  formerly  employed  for  the  same  purposes  as  water-wheels,  wind-mills,-  and 
steam-engines  now  are,  it  has  become  usual  to  calculate  the  effect  of  these  machines  as  equivalent  to  so 
many  horses ;  and  animal  strength  becomes  thus  a  sort  of  measure  of  mechanical  force. 

When  an  animal  is  at  rest,  and  exerts  its  strength  against  any  obstacle,  then  the  force  of  the  animal 
is  greatest,  or  the  animal  when  standing  still,  will  support  the  greatest  load.  If  the  animal  begins  to 
move,  then  it  cannot  support  so  great  a  load,  because  a  part  of  its  strength  must  be  employed  to  effect 
the  motion,  and  the  greater  the  speed  with  which  the  animal  moves,  the  less  will  be  the  force  exerted  on 
the  obstacle,  or  the  less  will  be  the  load  which  it  is  able  to  carry,  for  the  greater  will  be  the  portion  of 
its  strength  directed  to  the  movement  of  its  own  body;  and  there  will  be  a  speed  with  which  the  animal 
can  move  and  carry  no  load,  but  where  the  whole  of  its  strength  is  employed  in  keeping  up  its  velocity. 

It  is  clear  that  in  the  first  and  last  of  these  cases,  the  useful  effect  of  the  animal  is  nothing,  in  a  me- 
chanical point  of  view.  There  must  however  be  a  certain  relation  between  the  load  and  speed  of  the 
animal,  in  which  the  useful  effect  is  a  maximum.  It  has  been  found  that  the  mechanical  effect  of  any 
animal  at  work  during  a  given  time,  is  greatest  when  the  animal  moves  with  one-third  of  the  greatest 
velocity  with  which  it  can  move  unloaded,  and  the  load  which  it  bears  is  four-ninths  of  that  which  it 
can  only  move.  The  mechanical  effect  of  any  animal  depends  upon  the  load  which  it  carries,  and  the 
speed  with  which  it  moves,  conjointly ;  and  thus  to  fijid  the  mechanical  effect  of  an  animal,  we  have 
only  to  multiply  the  load  by  the  speed ;  hence  the  mechanical  effect  of  a  man  carrying  a  load  of  60  lbs., 
and  moving  at  the  rate  of  3  feet  in  the  second,  is  3  x  60—180.  Wlien  a  man  goes  up  a  stair  unloaded, 
his  quantity  of  action  is  the  greatest  possible,  but  his  useful  effect  is  nothing.  When  he  is  loaded  his 
quantity  of  action  is  less,  but  his  useful  effect  is  more  than  formerly.  In  fact,  it  was  found  by  Coulomb, 
that  the  greatest  useful  effect  was  produced  when  the  weight  which  the  man  bore  was  0-756,  or  f  of  his 
weight ;  or  assuming  the  weight  of  the  man  to  be  150  lbs.,  the  load  would  be  112i^  lbs. 

When  a  man  travels  unloaded  on  a  level  road  for  several  days,  he  can  hardly  walk  more  than  31  miles 
a  day,  which  gives  for  the  quantity  of  a  man's  action  in  this  way  7700  lbs.,  carried  1094  yards.  The 
quantity  of  action  of  a  man  walking  up  a  stair,  is  to  that  when  he  walks  on  a  level  road,  as  1  to  17. 

The  following  table  exhibits  the  average  amount  of  mechanical  effect  produced  by  men  and  animals 
in  different  applications  ;  the  animal  working  with  a  mean  velocity  and  effort  during  an  average  day's 
work,  thereby  producing  the  maximum  effect. 


Nnlure  of  the  work. 


Man  working  at  a  lever,  as  in  pumping, 
'•    at  a  crank.    Length  of  crank  16  to  18  inches ; 
height  of  axis  of  shaft,  80  to  39  inches,    . 

"    tread-mili  at  level  of  axis, 

"       "       "    at  angle  of  24?  from  the  vertical, 

"    at  a  vertical  capstan, 

Horse  at  a  whim  gin  not  less  than  20  feet  radius. 
Draught  by  traces,  according  to  Gerstner :  weight. 

Man, l.'ii) 

Horse, COO 

Mule, 500 

'Ox, 600 


Effort  ex- 

Velocily per 

Effect  psr 

erted. 

second. 

second. 

Pounds. 

Peet. 

Hours. 

10.5 

8.5 

8T.45 

8 

ir. 

2.4 

40.8 

8 

123. 

0.43 

61.44 

8 

25.} 

2.25 

57.75 

8 

25.i 

1.9 

48.45 

8 

153. 

2.9 

443.7 

8 

80. 

2.5 

75. 

8 

120. 

4. 

480. 

8 

100. 

3.5 

850. 

8 

120. 

2.5 

800. 

8 

Muoluin  cal  effect 
perdiiy. 


1.078.500 

1.175.040 
1.769.472 
1.663.200 
1.895.360 
12.778.560 

2.160.000 
18.824.00* 
10.080.000 

8.640.000 


Desaguliers  and  Sweaton  state  the  strength  of  a  horse  to  be  equivalent  to  five  men ;  French  writers  to 
seven ;  Dr.  Gregory  to  six.  It  is  however  to  be  remarked  in  comparing  the  strength  of  a  horse  with 
that  of  a  man,  that  the  most  advantageous  way  to  apply  the  strength  of  the  one,  is  the  least  advantage- 
ous to  the  other.  The  worst  way  to  apply  the  strength  of  the  horse,  is  to  make  him  carry  a  weight  up 
a  steep  hill,  while  the  structure  of  man  fits  him  very  well  for  that  purpose. 

"When  a  horse  is  employed  in  a  gin,  as  is  often  practised  in  grinding  and  threshing  mills,  it  is  desirable 
to  give  as  great  a  diameter  as  possible  to  the  circle  in  which  the  animal  walks.  In  practice  it  may  be 
stated,  that  the  diameter  of  the  gin  walk  ought  not  to  be  less  than  25  or  30  feet. 

According  to  Desaguliers,  a  horse's  power  is  equivalent  to  44000  lbs.  raised  one  foot  high  in  one 
minute  of  time.     During  8  hours,  according  to  Watt,  33000  lbs. 

ANNEALING.  Glass,  cast  iron,  and  steel,  together  with  other  substances,  when  heated,  and  then 
allowed  suddenly  to  cool,  become  hard  and  brittle,  a  circumstance  which  often  renders  them  unfit  for 
the  purposes  for  which  they  are  intended.-  To  obviate  this  inconvenience,  these  bodies  are,  when  heat- 
ed, allowed  gradually  to  cool,  and  this  process  is  called  annealing.  Glass  vessels  after  having  been 
blown,  are  placed  in  an  oven  called  the  leer,  which  is  situated  immediately  over  the  great  furnace,  where 
they  are  allowed  to  remain  gradually  cooling  for  a  greater  or  less  time  according  to  their  thickness. 
The  best  way  of  annealmg  steel,  is  to  render  it  red  hot  in  a  charcoal  fire,  taking  care  that  the  metal  be 
completely  covered,  and  then  allowing  the  fire  to  go  gradually  out  of  its  own  accord.  Cast  iron  cannot 
be  managed  in  this  way,  as,  being  bulky,  the  expense  of  charcoal  would  be  enormous ;  it  is  therefore 
n.sual  to  employ  turf  or  cinders,  the  process  being  otherwise  conducted  the  same  way  as  with  steel.  In 
annealing  cast  iron,  it  is  not  desirable  that  the  metal  should  be  brought  to  any  more  than  a  red  heat, 
8  3  otherwise  the  smaller  pieces,  and  thin  bars  might  not  only  bend,  but  even  melt.  In  annealing  cast 
iron  when  the  pieces  are  munerous,  (tad  the  fire  too  small,  or,  when  it  is  suspected  that  the  heat  of  the  fire 
when  left  to  itself  may  become  too  great,  the  pieces  are,  when  red  hot,  buried  in  dry  saw  dust,  and  in 
that  state  allowed  to  anneal.  One  great  advantage  of  annealing  cast  iron,  is,  that  if  it  is  afterwards  sub- 
jected to  a  partial  heating,  it  is  less  liable  to  warp  than  it  would  otherwise  be.     The  character  of  cast 
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iron  is  not  in  any  way  altered  by  annealinpr,  except  that  it  is  rendered  more  malleable.  Cast  iron  wben 
employed  in  cutlery,  is  commonly  bedded  in  some  poor  iron  ore,  or  some  substances  ■which  give  out  ox- 
ygen, and  kept  in  a  state  little  short  of  fusion  for  twenty-four  hours ;  it  is  then  found  to  be  in  a  state 
not  unfit  for  some  kinds  of  edge  tools  and  nails,  and  to  retain  a  considerable  portion  of  that  malleabil- 
ity imparted  to  it  by  annealing.  It  is  remarkable,  that  annealing  makes  copper  hard  and  brittle,  and 
that  sudden  cooling  has  the  contrary  effect.     See  Iron. 

ANNIHILATOR.     See  Fire  An'nihilator. 

ANTHRACITE  COAL.     See'CoAL. 

ANTIMONY,  a  metal  usually  found  in  a  crude  state  combined  with  sulphur,  of  a  bluish-white  color 
crystalline  texture,  brittle  and  easily  pulverized. 

Manufacture. — The  smelting  of  this  metal  is  very  simple.  The  crude  ore  is  picked  by  hand ;  the 
pieces  are  broken  to  the  size  of  an  egg ;  and  by  means  of  a  hand  hammer,  the  gangue,  siich  as  quartz, 
barytes,  or  carbonate  of  lime  is  removed.  These  pieces  may  be  heated  in  an  earthenware  pot,  in  the 
bottom  of  which  is  a  small  aperture.  The  sulphuret  of  this  metal,  melting  at  a  very  low  heat,  will 
flow  out  from  the  gangue,  and  may  be  gathered  in  another  pot  set  below.  The  operation  used  to  be 
performed  in  this  manner;  but  as  it  is  expensive,  the  ore  is  at  present  melted  in  a  reverberatory  furnace, 
the  hearth  of  which  is  very  concave,  and  formed  of  sand.  In  the  centre  of  the  hearth,  at  its  deepest 
part,  there  is  a  tap-hole  which  communicates  with  one  of  the  long  sides  of  the  furnace.  The  ore  on  be- 
ing sorted,  is  spread  Over  the  hearth  of  the  furnace,  and  is  there  melted.  The  tap-hole  is  stopped  by 
dense  coal-dust,  while  the  reduction  is  going  on. 

Uses  of  Antimony. — Besides  its  employment  in  medicine,  it  is  much  used  for  forming  aUoys  ;  of  these 
tj-pe-metal,  and  anti-friction-metal — which  is  type-metal  with  the  addition  of  copper — are  those  most 
used.  Eijrhty  parts  of  lead  and  twenty  of  antimony  form  type  metal ;  to  this  commonly  five  or  six 
parts  of  bismuth  are  iiflrled.  Tin  80  parts,  antimony  20,  is  music  metal;  it  is  also  composed  of  62.8 
tin,  8  antimony,  26  copper,  and  3.2  iron.  Plate  pewter  also  cx)ntains  from  5  to  7  per  cent,  of  antimony; 
80  tin,  7  antimony,  2  copper,  2  iron,  is  one  of  these  compositions.  Britannia  metal  contains  frequently 
an  equal  amount  of  antimony.  Queen's  metal  is  75  tin,  8  antimony,  8  bismuth,  and  9  lead.  Antimony 
and  tin,  melted  together  in  equal  parts,  form  a  moderately  hard,  brittle,  but  very  brilliant  alloy,  which 
is  not  soon  tarnished,  and  is  frequently  employed  for  small  speculums  in  telescopes.  Cnide  antimony  is 
emploved  for  purifying  gold. 

ANVIL.     See  Forging. 

APPLE-TREE.     See  Woods,  varieties  of. 

APRICOT-TREE.     See  Woods,  varieties  of. 

APS.     See  Woods,  varieties  of. 

AQUEDUCT,  a  conduit  for  water :  as  an  illustration  of  an  Aqueduct  for  the  conveyance  of  a  canal 
across  a  river  we  instance  the  Aqueduct  Wire  Suspension,  over  the  Alleghany  River  at  Pittsburg,  con- 
structed under  the  superintendence  of  John  A.  Roebling,  at  the  western  termination  of  the  Pennsylvania 
Canal.  This  work  consists  of  7  spans,  of  160  feet  each,  from  centre  to  centre  of  pier.  The  trunk  is 
of  wood,  and  1140  feet  long,  14  feet  wide  at  bottom,  161  feet  on  top,  the  sides  8 J  feet  deep.  These,  as 
well  as  the  bottom,  are  composed  of  a  double  course  of  2\  inch  white-pine  plank  laid  diagonally,  the 
two  courses  crossing  each  other  at  right  angles.  The  bottom  of  the  trunk  rests  upon  transverse  beams, 
arranged  in  pairs,  four  feet  apart ;  between  these,  the  posts  which  support  the  sides  of  the  trank  are 
let  in^with  dovetailed  tenons,  secured  by  bolts.  The  outside  posts  which  support  the  sidewalk  and  tow- 
path,  incline  outwards,  and  are  connected  with  the  beams  in  a  similar  manner.  Each  ti-unk  post  is  held 
by  two  braces,  2^  x  10  inches,  and  connected  with  the  outside  posts  by  a  double  joint  of  2i  x  10.  The 
trunk-posts  are  7  inches  square  on  top,  and  7 x  14  at  the  heel;  the  transverse  beams  are  27  feet  long 


and  16  X  6  inches;  the  space  between  two  adjoining  is  4  inches.  It  will  be  observed  that  all  parts  of 
the  framing  are  double  with  the  exception  of  the  posts,  so  as  to  admit  the  suspension  rods.  Each  paii 
of  beams  is  supported  on  each  side  of  the  trunk  by  a  double  suspension  rod  of  l^th  inch  round  iron, 
bent  in  the  shape  of  a  stirrup,  and  mounted  on  a  small  cast  iron  sadcTle,  which  rests  on  the  cable.  Theso 
saddles  are  connected  on  top  bf  the  cables,  by  links,  which  diminish  in  size  from  the  pier  towards  the 
centre.  The  sides  of  the  trunk  set  solid  against  the  bodies  of  masonry,  which  are  erected  on  each  pier 
atd  abutment  as  bases  for  the  pyramids  which  support  the  cables.     These  pyramids  which  are  con- 


AQUEDUCT.  37 


stmcted  of  3  blocks  of  a  durable,  coarse,  hard  grained  sand-stone,  rise  5  feet  above  the  level  of  the 
sidewalk  and  towpath,  and  measure  3x5  feet  on  top,  and  4x6^  feet  at  base.  The  ample  width  of  the 
tow  and  foot  path  is  therefore  contracted  on  every  pier;  but  this  arrangement  proves  no  inconvenience, 
and  was  necessary  for  the  suspension  of  the  cables  next  to  the  trunk. 

The  caps  which  cover  the  saddles  aud  cables  on  the  pyramids  rise  3  feet  above  the  inside  or  trunk 
railing,  and  would  obstruct  the  free  passage  of  the  tow-line ;  but  this  is  obviated  by  an  iron  rod  which 
passes  over  the  top  of  the  cap  and  forms  a  gradual  slope  down  to  the  railing  on  each  side  of  the  pyramid. 
The  wire  cables,  which  are  the  main  support  of  the  structure,  are  suspended  next  to  the  trunk,  one 
on  each  side ;  each  of  these  two  cables  is  exactly  7  inches  in  diameter,  perfectly  solid  and  compact,  and 
constructed  in  one  piece  from  shore  to  shore,  1175  feet  long;  it  is  composed  of  1,900  wires  of  -|th  inch 
thickness,  which  are  laid  parallel  to  each  other.  Great  care  has  been  taken  to  insure  an  equal  tension 
of  the  wires.  Oxidation  is  guarded  against  by  a  varnish  applied  to  each  wire  separately ;  their  preser- 
vatiouj  however,  is  insured  for  certain  by  a  close,  compact,  and  continuous  wrapping,  made  of  annealed 
wire,  and  laid  on  by  machinery  in  the  most  perfect  manner.  The  extremities  of  the  cables  do  not 
extend  ielow  ground,  but  connect  with  anchor  chains,  which  in  a  curved  line,  pass  through  large  masses 
of  masonry,  the  last  links  occupying  a  vertical  position :  the  chains  below  ground  are  imbedded  and^ 
completely  surrounded  by  cement,  \\liere  the  cables  rest  on  the  saddles,  their  size  is  increased  at  two 
points  by  introducing  short  wires,  and  thus  forming  swell's,  which  fit  into  corresponding  recesses  of  the 
casting.  Between  these  swells  the  cable  is  forcibly  pressed  down  by  three  sets  of  strong  iron  wedges, 
driven  through  openings  which  are  cast  in  the  side  of  the  saddle. 

AQUEDUCTS,  for  the  water  supply  of  cities.  The  Aqueduct  of  Spoleto,  constructed  In  741  by  The- 
odoric,  king  of  tlie  Goths,  to  communicate  with  the  town  of  Spoleto,  is  situated  on  the  summit  of  a  moun- 
tain. It  is  one  of  the  handsomest  structures  of  the  kind,  aud  remains  entire  to  the  present  day.  In 
crossing  the  river  De  La  Morgia,  the  channel-way  is  supported  upon  two  tiers  of  Gothic  arches,  the 
lower  containing  ten  grand  arches,  and  the  latter  thirty.  The  length  of  this  arcade  is  800  feet,  the 
breadth  44,  and  the  height  420.  The  Aqueduct  of  Caserta,  built  in  1753  by  Charles  III.  of  Naples,  is 
also  an  expensive  and  gigantic  structure  ;  one  of  its  arcades  consisting  of  three  tiers  of  arches,  1724 
feet  long,  and  190  feet  in  height.  In  France,  that  which  conducts  the  waters  of  St.  Clements,  and  Du 
Boulidou  to  Montpelier,  is  perhaps  the  most  beautiful.  It  was  built  under  the  superintendence  of  M. 
Pitot,  and  required  thirteen  years  for  its  completion.  The  principal  arcade  is  90  feet  high,  and  consists 
of  two  tiers — the  lowest  containing  90,  and  the  upper  210  arches.  That  of  Arcueil  deserves  next  to  be 
noticed.  It  was  originally  built  by  the  Emperor  Julian,  a.d.  360,  to  bring  water  to  Paris,  and  supplied 
the  palace  and  hot-baths,  but  was  destroyed  by  the  Normans.  After  it  had  been  in  disuse  for  800  years, 
it  was  rebuilt  in  1634;  again  repaired  in  1777;  and  fresh  sums  have  lately  been  devoted  to  the  same 
purpose  by  the  city  of  Paris.  The  arcade  over  the  valley  of  Arcueil  consists  of  25  arches,  is  72  feet 
high,  and  1,200  feet  long.  The  Aqueduct  of  Lisbon,  completed  in  1738,  is  about  three  leagues  in 
length,  and  in  some  part  of  its  course  has  been  excavated  through  hills ;  but  near  the  city  it  is  carried 
over  a  deep  valley,  for  a  length  of  2,400  feet,  by  several  bold  arches,  the  largest  of  which  has  a  height 
of  250  feet,  and  a  span  of  115  feet. 
•  AQUEDUCT,  CKOTON,  for  the  supply  of  the  City  of  New  York.  The  Croton  River  rises  in  Put- 
nam Coimty  in  three  springs,  whose  rivulets  unite  near  Owentown  ;  its  water  is  increased  by  the  surplus 
of  several  lakes,  which  collect  the'water  of  the  country  by  different  small  streams  above  and  under 
ground.  The  route  for  the  conduit  canal  commences  near  the  village  of  Mechanicsville,  runs  along  the 
left  shore  (looking  downward)  of  the  Croton,  and  the  left  shore  of  the  Hudson  PJver,  and  crosses  Har- 
lem River  by  High  Bridge  to  the  city.  The  execution  of  the  work  was  intriisted  to  Mr.  John  B.  Jervis, 
a  practical  and  experienced  engineer,  who  had  been  previously  engaged  in  the  execution  of  state  canals. 

Tlie  line  of  the  aqueduct -was  portioned  off  into  4  divisions  of  10  to  11  miles  extent  each,  by  Mr.  Jervis 
the  chief  engineer.  1st  division  contained  the  dam,  and  stretched  some  distance  below  Smg-Sing,  the  2d 
to  Cook's  run,  the  3d  to  Fordham  Church,  and  the  4th  to  the  distributing  reservoii-.  The  whole  amount 
of  the  work  was  given  out  in  99  Sections,  one  after  the  other,  under  contract. 

The  Croton  Dam. — At  the  above-mentioned  point,  the  dam  was  erected  in  order  to  raise 
the  water,  and  to  form  the  Croton  lake.  Fig.  61  shows  the  profile  of  the  river.  At  first  a  length 
of  only  90  feet  was  given  for  the  dam  B,  and  this  part  was  erected  after  the  profile  of  Fig.  59,  with  a  con- 
struction similar  to  that  of  Fig.  62,  extencUng  then  only  from  a  to  h.  Fig.  61,  occasion  for  wliich  was  given 
by  tlie  rock  lying  here  affording  a  good  foundation :  the  remainder  of  the  river  profile  to  d,  was  to  be 
filled  with  an  earth  embankment.  A  considerable  freshet,  however,  carried  away  this  embankment  when 
partly  completed,  and  it  was  resolved  to  extend  the  stone  dam  180  feet  further,  to  c.  For  the  erection 
of  tliis  part.  A,  Figs.  61  and  62,  the  bottom  of  the  river  was  cleared  from  mud  and  boulders,  and  the  piers 
C  and  D,  of  12  inch  hemlock  timber,  successively  built  up ;  the  Avails  were  connected  together  by  ties,  and 
filled  with  stone  closely  packed,  in ;  the  top  was  covered  with  six-inch  plank  of  white  pine,  and  treenailed : 
■  upon  this  planking,  the  tiqiber-piers  F  and  G  were  erected,  but  only  F  covered  with  plank.  While  erect- 
ing those  piers,  the  space  E  was  filled  with  concrete,  and  the  piers  near  the  top  connected  with  ties. 
Both  these  piers,  together  with  their  filling  of  concrete,  being  the  armature  of.  the  dam,  served  at  the 
same  time  for  a  coffer-dam  against  the  water  above.  Against  G,  another  timber  pier  was  in  like  man- 
ner constructed,  with  but  one  timber  wall ;  in  place  of  the  other,  anchors  of  round  timber  were  laid  in, 
and  with  the  ties  joggled  together.  Tlie  timber  of  these  piers  is  of  hemlock,  12  inches  by  12,  the  ties  of 
white  oak,  7  inches  thick  at  the  smaller  end,  framed  with  single  dovetails  4  inches  thick,  Fig.  65,  and 
fastened  with  one-inch  treenails,  which  are  placed  1 0  feet  from  centre  to  centre.  The  pier-timbers,  Figs.  63 
and  66,  are  treenailed  30  inches  deep,  with  2-mch  treenails  of  white  oak.  These  nails  are  sometimes  put 
nearer  together,  and  the  ties  likewise.  The  planking  is  of  white  pine.  When  the  timber  piers  had 
reached  a  certain  height,  the  piers  K  K,  of  four  compartments,  were  put  down,  two  of  which,  the  nearest  to 
low  water,  were  packed  out  with  stone ;  the  two  others  were  filled  with  concrete,  and  formed  the  coffer- 
dam against  the  water  below  the  dam.    The  courses  were  of  12  by  12  inch  hemlock ;  the  ties  of  oak,  8 
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inches  at  the  sjpialler  end,  und  6  feet  apart  from  centre  to  centre ;  the  treenails  of  the  rquared  timber  tha 
game.  The  uppermost  of  them  arc  made  of  elm  and  -wliite  oak,  treenailed  every  3  feet,  80  inches 'deep, 
2^  inches  in  diameter.  The  upper  ties.  Figs.  64  and  66,  are  of  elm  12  inches  square ;  to  tliis  course  of  ties 
a  bed  timber  of  wliite  elm  is  joggled  and  secured  by  iron  screw-bolts,  Fig.  66.  Across  these  bed  timbers 
or  caps,  an  apron-planking  of  6-inch  elm  is  fastened  by  li-mch  locust  (robinia  pseudo  acacia)  tree- 
nails of  13  inches  in  length.  Against  the  rear  of  this  timber  pier  the  one  marked  L  was  erected; 
against  the  back-water  only,  it  has  a  regular  timber  wall,  Fig.  63  :  the  ties  are  secured  by  anchors,  A 
part  of  the  apron  planking  of  tliis  pier  is  laid  horizontally*in  connection  witli  the  apron  of  the  pier  K ;  the 
remainder  is  put  three  feet  lower,  Fig.  62.  After  the  pit  had  been  laid  dry  by  pumjis,  the  gromid  and 
tlie  space  at  /were  filled  in  with  concrete  and  levelled  off.  On  this  bed  the  body  of  the  dam  was  by 
degrees  erected  of  hydraulic  stone-masonry,  according  to  the  bond.  Fig.  67,  and  the  courses  of  face-stone 
for  the  weir  l»iid  down.  This  face-work  is  of  granite,  cut  with  such  closeness  as  to  aUow  the  stone  to  be 
laid  with  a  joint  not  exceeding  tlu-ee-sixteentlis  of  an  inch.  Tlie  masonry  is  laid  in  horizontal  courses 
to  3  feet  from  the  extrados  of  the  face-work,  where  it  is  in  courses  corresponding  with  the  radii.  In 
front  of  the  lip  of  dam  below  the  head-water,  a  fore-embanlcment,  Figs.  59,  60,  and  62,  was  formed  of 
earth,  and  its  upper  part  secured  with  a  dry  stone-pavement  2  feet  thick. 

In  the  part  of  the  dam  fu'st  erected,  B,  Fig.  61,  at  b,  and  Fig.  60  at  &,  a  waste-weir  is  coijstructed,  in 
order  to  draw  off  the  water  of  the  lake  from  a  gi-eater  depth ;  it  consists  of  a  weU  with  culverts  having 
two  sets  of  gates,  all  of  which  are  protected  with  a  small  stone-house,  Figs.  60  and  61,  at  b ;  which  can 
be  reached  by  the  bridge  B,  Figs.  59  and  61. 

At  a  distance  of  300  feet  from  the  lip,  a  secondary  dam,  Fij^.  59  and  60,  is  constructed  ;  it  is  erected 
of  round  timber,  fiUed  up  with  diy  stone:  The  object  of  this  secondary  dam  is  to  divide  the  head  of 
water,  and  by  means  of  the  water-basin  formed  by  it,  to  break  the  body  of  water  running  over  the  weir, 
and  to  keep  the  wood-work  of  the  timber-piers  K  and  L,  undej  water.  Near  the  left  shore  a  waste- 
weir  is  constructed  in  this  dam,  in  order  to  let  off  the  water  from  the  basin  when  required. 

By  the  construction  of  the  Croton  dam  the  water  was  raised  40  feet,  whereby  the  river  passed  its 
shores  and  formed  the  Croton  lake :  this  is  the  collecting-reservoir  of  the  aqueduct,  containing  in  it,  at 
a  depth  of  6  feet,  500000000  gallons  of  disposable  water,  above  the  level  that  would  allow  the  aque- 
duct to  discharge  35000000  gallons  per  day ; — sufficient  for  1750000  mhabitants,  at  the  rate  of  20  gal- 
lons daily  per  head,  including  manufactories,  shipping,  watering  streets,  gardening,  baths,  <fec.  The  flow 
of  the  Croton  is  about  27000000  gallons  in  24  hours,  at  the  lowest  stages,  which  continues,  ■with  mode- 
rate rains,  from  two  to  three  months  in  the  year.  Whenever  the  wants  of  the  city  may  require  the 
above-mentioned  amount,  it  will  be  necessary  to  draw  from  those  500000000,  daily,  8000000  to  make 
up  these  35000000.  The  amount  of  the  reservoir  would  thus  afford  a  supply  for  62^  days.  Never  has 
the  water  in  summer  been  so  low.  The  supply  of  the  Croton  from  its  daily  flow,  aided  by  the  reser- 
voir, may  therefore  be  taken,  with  great  confidence,  at  35000000  gallons ;  and  when  the  day  arrives 
that  will  require  a  larger  quantity,  it  may  be  obtained  by  constructing  other  reservoirs  further  up  the 
stream,  where  there  are  abundant  facilities  for  such  purposes. 

Profile  of  the  Aqueduct. — At  the  first  consideration  of  the  adopted  plan,  to  conduct  water  from 
the  Croton  river,  an  open  trapezoidal  canal  was  proposed.  The  flow  of  the  water  over  earth  and  rock 
might,  however,  impregnate  the  conduit-water  therewith ; — and  as  a  good  deal  might  sink  into  the  bot- 
tom, it  became  necessary  to  make  the  bed  waterproof ;  to  do  this  with  tight  earth  seemed  insufficient, 
though  brick  with  concrete  under  it  might  answer.  Tlie  open  canal  remained,  however,  exposed  to  the 
sun  and  to  evaporation,  as  well  as  to  the  wading  of  cattle,  to  bathing,  and  to  being  filled  up  with  earth, 
boulders,  and  snow  washed  in ;  and  might,  in  fine,  freeze  out  in  winter ;  it  became  necessary,  therefore, 
to  cover  it,  as  had  been  found  indispensable  already,  at  deep-cuts,  and  in  the  vicinity  of  villages.  A 
protection  with  a  kind  of  wooden  roof  was  some  time  under  discussion,  (seeming  economical,)  having 
the  deep-cuts  and  tunnels  arched.  This  mode  of  roofing,  however,  did  not  seem  impenetrable  to  frost 
and  heat ;  it  was  resolved,  at  last,  to  arch  the  whole,  notwithstanding  the  great  expense. 

The  artificial  Croton  lake  stretches  more  than  5  miles  on  the  line  of  the  original  bed  of  the  river, 
which  makes  the  total  length  of  the  whole  work  amount  to  50  miles. 

The  regulation  of  all  the  measurements  in  heights  and  depths  was  taken  from  a  grade-line  or  planum 
which  is  7  inches  below  the  intrados  of  the  inverted  arch  at  the  bed  of  t^e  aqueduct,  being  the  base- 
line or  basis-surface  of  the  aqueduct-masomy,  in  cuttings  into  the  natural  ground. 

Length,  Inclination,  and  Grade. — The  fall  of  the  aqueduct  on  the  contment  is  0.021  per  hundred, 
or  1.1088  feet  per  mile.  The  roofing-arch  follows  accurately  this  inclination,  except  a  distance  of  2276 
feet  next  the  dam,  which  runs  horizontally  at  the  height  of  the  hp  of  the  dam.  At  the  entrance,  2.93  fe»t 
were  added  to  the  height,  which  brought  this  to  11  feet  5  inches  in  the  clear,  (Fig.  62.)  From  the 
lower  intrados  the  inclination  is  0.0113  per  100,  or  0.59664  feet  per  mile,  at  a  distance  of  4.949  miles, 
where  it  meets  the  general  inclination  and  the  profile  of  the  aqueduct,  as  shown  in  Figs.  68,  69,  70 
This  arrangement,  wliich,  in  a  certain  way,  can  be  considered  as  an  extension  of  the  lake,  renders  it  pos- 
sible to  draw  water  from  a  depth  of  11  feet  5  inches,  and  to  carry  it,  imder  influence  of  its  head,  with 
less  fall,  over  this  distance.  At  the  level  of  the  hp  of  the  Croton  dam  the  aqueduct  has  still  a  capacity 
to  draw  off  35000000  gallons  every  24  hours,  as  experiment  has  shown. 
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Table  of  Lengths  and  Inclinations. 


From  the  dam  to  the  meeting  of  the  general  inclination... 

From  here  to  Harlem  river  the  general  inclination  0.021 
per  100  or  1.1088  feet  per  mile  of  5280  feet 

At  the  aqueduct-bridge  of  Harlem  river  to  the  general 
inclination  2  feet  are  added,  the  water  being  carried 
over  in  pipes  by  a  siphon  of  12  feet 

To  Manhattan  valley  the  general  inclination  of  1.1088  feet 
per  mile 

Across  Manhattan  valley  the  water  passes  in  a  siphon  of 
109  feet  head,  for  that  reason  3  feet  are  added  to  the 
general  inclination 

From  here  to  the  receiving-reservoir  9  inches  per  mile  ... . 

From  the  influence-gate  of  this  »es§rvoir  to  its  effluence- 
gate  

To  tlie  distributing-reservoir  the  water  is  carried  in  a  si- 
phon by  pipes;  for  the  entire  distance 

Distributing-reservoh *. 

These  47.9069  feet  form  the  fall  at  the  bottom  of  the  aque- 
duct; at  tlie  head  this  bottom  is 11.4633  F. 

below  the  surface  of  the  lake,  but  only 8.2000  " 

at  the  discharge  in  the  receiving-reservoir 

which  gives 3.2633  " 

difference,  added  to  the  fall  at  bottom ;  this  makes  the 
entire  fall,  or  the  accurate  difference  between  the  surface 
of  the  Croton  lake  and  that  of  the  distributing-reservoir 

When  to  this  extension  of  the  aqueduct  that  of  the  large 

mains  is  added,  which  is  about 

we  have  the  foUo^^ing  as  the  enthe  length  of  aqueduct 
from  its  head  to  the  distribution  of  the  water,  viz. : — 


Distances  in 
Miles.        I       Feet. 


4.9490 
27.9316 

0.2750 
2.0140 


0.'7917 
2.1727 

0.1720 

2.1760 
0.0800 


40.5620 


4.0000 


44.5620 


26130 
147479 

1450 
10635 


4180 
11471 


908 


11489 
420 


Fall  in  feet 


2.9507 
30.9700 

2.3450 
2!  2334 


3.7i783 
1.6295 

0.0000 

4.0000 
0.0000 


47.9069 


3.2633 


51.1702 


CoNSTBUCTioN  OF  Aqubduct-canal. — Where  the  masonry  of  the  aqueduct  is  cut  in  level  ground  or  side- 
hills,  a  course  of  concrete  3  inches  high  is  laid  under  the  whole  extent  of  masonry ;  under  the 
extrados  of  the  inverted  arch,  as  high  as  the  shape  of  the  extrados  required.  Where  water-veins 
were  met,  and  in  loose  ground,  or  where  the  depressed  groimd  made  foundation  walls  necessary,  the 
concrete  bedding  was  put  12  inches  high  as  broad  as  the  clear  width  of  the  aqueduct;  but  under  the 
side  walls  only  6  inches.  In  both  cases  each  of  the  side  walls  was  carried  up  13  inches  high  perpen- 
dicularly, by  which  the  spring-Une  of  the  inverted  arch  was  reached ;  after  this  the  inverted  arch  was 
turned  \  a  brick  4  inches  thick,  the  stone  part  of  the  side  walls  carried  up  4  feet  high,  and  on  both 
sides  plastered  |  inch  tliick  with  hydrauhc  mortar.  When  these  walls  had  set,  the  inner  facing,  ^  a 
brick  4  inches  tliick,  was  carried  up ;  at  last  the  roofing-arch,  1  brick  8  inches  tliick ;  then  the  span- 
dril-backing,  over  which  and  the  upper  part  of  the  extrados,  plaster  of  f  inch  thickness  was  laid  on  and 
smoothed  off  with  the  trowel.  Where  suitable  stone  was  to  be  had  near,  the  side  walls  could  be  car- 
ried up;  also  the  roofing-arch,  which  in  tliis  case  was  turned  12  inches  tliick;  tliis,  however,  has  been 
can-ied  into  execution  in  but  Jew  instances.  The  courses  of  masonry  were  levelled  off  every  12  inches, 
and  no  stone  put  in  which  reached  through  the  wall  or  raised  over  the  course  of  12  inches;  granite, 
or  gneiss  of  the  most  sound  quaUty,  was  used. 

The  hydraulic  mortar  at  tunnels,  deep-cuts  in  earth  and  rock,  had  the  proportions  of  1  part  cement 
to  3  Sana ;  upon  foundation-walls,  however,  1  pai-t  cement  to  2^  sand  in  volume ;  the  same  proportion 
for  concrete.  The  sand  for  concrete,  containing  coarse  and  fine  grains,  was  first  mixed  with  water,  then 
there  was  added  to  it  from  2  to  2  J  broken  stone  of  the  size  of  1^  inch,  or  the  same  amount  of  coarse 
gravel,  and  worked  till  the  mass  became  uniform,  and  the  broken  stone  completely  covered  and  bedded 
in  the  mortar.  Immediately  after  this  preparation  the  concrete  was  laid  and  settled  with  a  stamper 
till  the  surface  had  the  appearance  of  an  even  floor :  the  courses  were  laid  not  over  6  inches  thick. 
For  brick  masonry  the  proportion  of  cement  to  sand  was  1  to  2 ;  the  mortar  for  vertical  joints  was  put 
to  the  brick  before  laid,  the  brick  forced  into  its  bed  in  such  a  manner,  that  from  horizontal  and  vertical 
joints  the  mortar  readily  is  forced  out  hke  sausages ;  the  superfluous  mortar  was  then  taken  off  and  the 
joints  smoothed  immediately :  only  bricks  of  superior  quahty  were  admitted,  N*  1  for  the  inverted 
arch  and  the  facing,  No.  2  for  the  roofiug-aixh. 

Culverts. — In  order  to  carry  off  rivers,  creeks,  and  field-waters,  underneath  the  aqueduct,  culverts 
were  constructed  at  a  suitable  depth.  Their  fall  or  inclination  was  1  in  20 ;  and  where  the  upper  end 
happened  to  be  below  the  surface  of  the  gi-ound,  generally  the  case  at  side-hills,  a  well  was  constructed, 
Figs.  76  and  79.  Tlie  culvert,  Figs.  79,  80,  and  81,  is  one  of  the  smallest  dimensions,  with  bottom  and 
roof  of  stone  slabs ;  that  of  Figs.  76,  77,  and  78,  is  a  large  one,  bottom  and  roofing  are  of  smooth,  well- 
UTOught  stone,  the  side-walls  only  faced  with  it,  while  the  backing  of  this  face-work  is  of  rough  masonry 
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In  the  body  of  the  foundiition-wall  of  the  aqueduct,  an  arch  of  dry  stone  without  mortar  was  rolled  ovei 
the  extrados  of  culvert,  Fig.  '7  8 ;  after  this  the  foundation  carried  further  up.  The  fall-well  at  the 
arclied  culverts  is  round  in  plan,  Fig.  ^il. 

The  Gateway. — From  the  effluence  of  the  lake,  Figs.  59  and  61,  a  tunnel  is  cut  thi-ough  solid  rock 
180  feet  in  length.  It  has  no  facing  of  masonry,  and  in  dimensions  is  kept  somewhat  larger  than  tlie 
general  aqueduct,  only  below  the  gateway.  Fig.  10,  it  takes  the  dimensions  as  marked.  Fig.  62,  except 
tlie  height,  which  is  here  greater.  Tlie  ground  is  uncommonly  favorable  for  the  construction  of  the 
gateway,  offering  rock-foundations  throughout.  As  shown,  Fig.  11,  the  channel  of  the  aqueduct  is 
widened,  and  the  water  runs  through  an  arch  in  the  bulkliead  a  a,  then  passes  the  screen-frame,  a  set  ol 
guird-gates,  and  a  set  of  regulating  gates.  The  screen,  formed  of  oak  slabs,  six  inches  by  one,  allowc! 
a  quantity  of  fish  to  pass  thi-ough  the  one-inch  spaces  into  the  aqueduct.  In  order  to  prevent  this,  a  fin  • 
brass  netting  was  put  over  the  screen,  thi'ough  which  only  very  small  fish  could  pass ;  to  prevent  whicli 
other  artificial  preparations  will  be  required.  Below  the  wall  with  the  regulating  gates,  the  width  ol 
tlie  water-way  is  reduced  to  the  general  width  of  the  aqueduct,  by  an  ogee  curve,  in  order  to  let  the  wat. . 
into  the  proper  aqueduct  without  any  loss  of  fall. 

The  guard-gates  with  their  frames  are  of  cast-iron,  made  as  shown  in  Fig.  97 ;  a  is  the  frame  lined,  with 
metal.  The  sill  is  marked  here  let  in  stone,  but  in  the  case  under  description  it  is  cut  sometliing  into 
the  wooden  floor ;  6  is  the  shover  with  the  consols  c  e  through  which  the  wrought-iron  rod  c?d!  passes — the 
latter  has  a  screw  cut  at  its  upper  end ;  ee  is  a  nut,  wliich  is  let  into  the  caps// and  screwed.  By 
turning  right  or  left  with  a  key  put  on  the  die,  the  rod  rises  or  lowers,  and  the  gate  is  opened  or  shut. 
On  account  of  the  considerable  length  of  the  rod,  the  guides  k  k.  Figs.  69  and  70,  are  put  on ;  they  consist 
of  cases  of  wroughlriron,  leaded  into  the  stone  of  the  wall.  The  regulating  gates  with  their  frames  are 
of  gun  metal,  in  order  to  obtain  a  superior  tightness.  The  caps//  Fig.  10,  are  secured  upon  the  saddles 
gghj  bolts.  In  turning  to  the  left  the  female,  whereby  the  shover  is  raised,  the  saddles  with  the  caps 
press  upon  the  base  and  are  kept  closer  and  closer  upon  their  bed ;  in  screwing  right,  however,  they  press 
upward.  To  prevent  their  loosening  and  lifting,  the  screw-bolts  nnn  are  put  in ;  they  reach  down  thi-ough 
two  courses  of  stone,  and  there  they  are  bent;  some  of  them  are  secured  to  the  caps  of  the  screen- frame. 
In  shutting  the  gates  by  turning  to  the  right,  the  bolts  n  n  secure  the  caps//  to  their  places  and  prevent 
their  liftmg.  The  masonry  in  aU  parts  of  the  gateway  is  of  rough  gneiss  in  hydraulic  mortar,  faced  with 
well-hammered  stone :  the  partitions  between  the  gates  are  of  cut  stone.  To  keep  the  gates  and  utensils 
secure,  a  stone  house  is  erected  over  the  gateway. 

Line  of  Aqueduct. — Having  left  the  gateway,  the  aqueduct  makes  its  way  upon  the  left  bank  of  the 
Croton  river.  After  a  course  of  one  mile,  it  crosses  Lounsberry's  brook,  over  a  culvert  of  6  feet  in  width, 
66  feet  in  length,  the  bottom  of  which  lies  44  feet  below  the  top  of  the  back-filhng  of  aqueduct.  After 
crossing  some  little  brooks  with  small  culverts,  the  hne  leaves  this  river,  having  followed  it  for  5  miles, 
turns  to  the  left  and  crosses  the  valley  of  India  creek  6  miles  from  the  dam ;  the  culvert  for  the  passage 
of  this  stream  is  8  feet  wide,  142  feet  long,  and  its  bottom  is  58  feet  below  the  top.  A  little  distance 
further,  the  aqueduct  h  timnelled  through  two  hills  of  solid  rock.  The  first  passage,  called  Benvenue  farm 
tunnel,  is  120  feet  in  length ;  the  second.  Acker's  brook  tunnel,  is  116  feet  long.  Half  a  mUe  fm-ther  is 
another  tunnel  of  2l6  feet  in  length,  called  Hoag's  hiU  tunnel,  cut  tlu-ough  rock.  From  here  to  Sing-Suig, 
several  small  valleys  and  ravines  of  from  20  to  32  feet  m  depth  are  crossed  by  the  aqueduct.  Immediately 
after  the  last  one,  there  is  another  tmmel  worked  through  rock,  called  Sing-Sing  tunnel. 

SiN'G-SiNG  Kill  Bridge — ^was  commonly  called,  while  in  construction,  the  passage  of  the  aqueduct 
across  the  valley  of  the  KUl  river.  Although  the  Kill  is  merely  an  unimportant  brook,  by  frequent 
freshets  it  has  worn  out  a  large  chasm,  the  depth  of  which  from  the  top  of  the  aqueduct  to  the  rock 
bottom  is  82  feet;  the  width  measured  at  the  top  is  536  feet.  Parallel  to  the  river  nms  a  street  of  the 
village  of  Sing-Sing,  over  which  an  aqueduct  bridge  of  20  feet  in  width  was  constructed ;  a  little  further 
the  line  of  the  aqueduct  cut  off  the  dwelling-house  from  the  rest  of  the  farm  of  Mr.  Sing,  where  a  pas- 
sage-way 1  feet  wide  was  constructed.  Across  the  stream  an  arch  of  88  feet  span  was  required.  The 
abutment  walls  of  this  bridge  are  20  feet  thick,  on  solid  rock-foundation.  The  arch  is  constructed  over  an 
half  oval,  S3  feet  in  height,  4  feet  thick  at  the  spring-line,  and  3  feet  at  the  keystone ;  the  granite  and 
gneiss  for  it  was  cut  with  much  accm-acy,  not  allowing  the  joints  to  be  over  three-sixteenths  of  an  inch 
thick.  The  spandrils  were  carried  up  solid,  sloping  upward,  thence  with  hance  walls  and  alternating 
openings,  till  3  inches  over  the  highest  point  of  extrados :  these  openings  were  arched  over  with  half  a 
brick.  Across  those  openhigs,  the  hance  walls  were  connected  together  by  bond  stone.  On  the  top  of 
the  small  brick  arches,  a  rubble  masonry  of  6  inches  in  height  was  laid,  and  the  whole  levelled  off;  on 
this  the  concrete  course  of  9  inches  height  to  the  extrados  of  tlie  inverted  arch  of  aqueduct.  As  far  as 
the  clear  width  of  the  bridge  arch  and  its  abutments  extended,  the  construction  of  the  aqueduct  Avas  so 
altered,  that  the  side-walls  were  carried  up  5  feet  high  instead  of  4,  as  in  ordinary  aqueduct,  and  the 
arch  was  turned  over  a  segment  of  1  feet  1  inches  long,  2  feet  8  J  inches  higL  Bottom  and  side  walls 
were  provided  with  a  lining  of  cast-ii'on  in  fonn  and  dimensions,  worked  in  with  the  masonry ;  whereby 
the  aqueduct  was  rendered  absolutely  water-tight  above  these  constructions.  The  same  iron  lining  was 
applied  also  at  the  before-mentioned  street  bridge.  Between  the  attic  wall  and  the  side  wall  of  the 
aqueduct,  spaces  were  left,  covered  over,  above  the  attic  wall,  carried  up  in  connection  with  the  side 
walls  of  the  aqueduct,  and  covered  with  a  coping  stone,  the  whole  then  filled  over  with  earth.  The 
spaces  serve  not  only  for  protection  agamst  fi-ost  from  without,  but  also  for  carrying  off  the  water  falling 
from  the  sky  on  the  back-filling,  down  into  the  hollows.  Upon  the  extrados  of  the  bridge-arch,  the 
drainage  water  runs  over  the  tangental  suriace  of  the  spandril-backing  into  the  dry  foundation  wall. 
The  sm-face  over  which  the  water  drains  is  well  plastered  with  hydraulic  mortar.  The  exterior  masonry 
of  both  the  bridges  is  of  well-hammered  stone.  Throughout  the  stinicture  hydraulic  mortar  was  used. 
For  the  distance  of  aqueduct  between  the  bridges  and  back  of  them  to  the  side-hills,  the  rock  bottom 
was  prepared  with  steps,  and  a  foimdation  wall  of  dry  stone-masonry  canied  up  The  exterior  faces  o/ 
some  tliickness  into  the  wall  were  laid  in  hydraulic  mortar,  and  the  joints  pointed  with  the  trowel 
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CONTINUATIOX  OF  THE  LINE  OF  AQUE- 
DUCT.— ^Below  some  streets  running  across 
Sing-Sing,  the  aqueduct  proceeds  further 
on  for  a  mile,  on  quite  favorable  ground, 
and  when  on  the  land  of  the  State  prison 
farm,  it  enters  into  the  great  State  prison 
farm  tunnel,  made  416  feet  long,  partly  in 
rock,  partly  in  earth.  At  some  distance 
further,  it  is  met  by  the  small  State  prison 
farm  tunnel,  315  feet,  in  earth:  9i  miles 
from  the  dam,  after  having  passed  Hale's 
brook  tunnel  of  260  feet  in  length,  the 
aqueduct  crosses  the  valley  of  Hale's 
brook;  its  culvert  is  6  feet  in  width,  131 
feet  long,  and  49  feet  below  the  top  of  the 
back-filling  of  the  aqueduct.  One  mile 
further,  the  line  crosses  Rider's  brook,  over 
a  culvert  100  feet  long,  6  feet  wide,  and 
84  feet  under  the  top  of  the  aqueduct :  10 
miles  from  the  dam,  the  aqueduct  crosses 
crer  the  highway  leading  from  Sing-Sing 

to  Tarrytown  by  a  bridge  of  20  feet  span,      j J  ^GmdeHin* 

Proceeding  fm-ther  on,  the  aqueduct  en- 
counters some  high,  land,  through  which  a 
tunnel  of  186  feet  is  driven ;  it  is  11  i  miles 
from  the  dam,  designated  Austin  farm  tun- 
nel. From  here  the  ground  has  various 
depressions  of  from  20  to  30  feet  vmder 
the  top  of  the  aqueduct. 

At  Mill  river,  13  miles  from  the  dam, 
the  crossing-work  is  imposing.  The  de- 
pression of  the  valley  is  87  feet  below  the 
top ;  the  culvert  or  aqueduct  bridge  is  25 
feet  in  width  and  172  feet  in  length.  In 
the  extension  of  the  next  two  miles,  in  the 
vicinity  of  Tarrytown,  at  five  valleys  in 
succession,  small  culverts  of  various  dimen- 
sions are  constructed;  then  the  aqueduct 
f)a3ses  a  tunnel  of  246  feet  in  length,  most- 
y  through  rock,  called  White  Plains  tun- 
nel ;  then  Eequa's  brook  is  crossed,  over  a 
culvert  of  25  feet  below  the  top ;  and  after 
this  the  classical  ground  of  "Washington  Irving's  farm  and  Irving's  run,  the  latter  with  a  small  culvert 

The  next  structure  is  at  Jewell's  brook,  and  its  ravme,  I7i  miles  from  the  dam;  the  culvert  is  6  feet 
wide,  148  feet  long,  62  feet  below  the  top.  A  farm-road  wliich  could  not  be  removed,  was  made  to  run 
under  the  aqueduct  at  a  heavy  expense ;  its  arch  is  14  feet  in  wadth,  141  feet  long.  Across  Wilsey's 
brook,  ISi  nules  from  the  dam,  the  culvert  is  49  feet  below  the  top,  6  feet  wide,  and  137  feet  long. 
Half  a  mUe  further  there  is  a  tunnel  near  Dobbs'  Ferry,  262  feet,  driven  through  earth,  and  designated 
Dobbs'  Ferry  Tunnel  Crossmg  Storms'  brook,  the  depth  of  culvert  is  40  feet,  the  clear  width  6  feet, 
and  the  length  137. 

From  here  the  aqueduct  passes  several  small  valleys  of  from  10  to  15  feet  in  depth.  At  Cook's  run 
the  culvert  is  4  feet  wide,  132  feet  long,  and  its  bottom  is  42  feet  below  top  of  aqueduct.  Dyckman's 
brook,  22  miles  from  the  dam,  has  a  culvert  of  8  feet  in  width,  120  feet  in  length,  and  is  35  feet  below 
the  top  of  back-filling.  Then  the  line  crosses  various  unimportant  valleys  and  creeks,  with  small 
culverts,  and  arrives  in  the  vicinity  of  the  village  of  Yonkers,  where,  on  account  of  the  greater  inland 
extension  of  low  ground,  an  abrupt  curve  to  the  left  was  required,  followed  at  a  short  distance  by 
another  to  the  riglit.  The  aqueduct  passes  through  the  Sawmill  river  tunnel,  which  is  684  feet,  driven 
partly  through  earth,  partly  thi-ough  rock ;  then  it  crosses  the  river  itself,  over  which  a  bridge  of  two 
arches  of  25  feet  each  has  been  erected.  Fig.  73  is  the  cross-section  of  aqueduct  at  this  point,  with  the 
longitudinal  section  of  bridge ;  Fig.  74  the  cross-section  of  bridge  with  the  longitudinal  section  of  aque- 
duct; andthelast.  Fig.  75,  is  the  horizontal  projection  of  one  of  the  flanks;  close  to  it  is  the  passage  for  the 
turnpike-road,  20  feet  in  width,  arched  over  a  semichcle.  Tlie  next  work  is  a  culvert  over  Nodine's 
run ;  after  which  a  hill  of  considerable  height  is  encountered,  Ubhind  wliich  the  valley  of  Tibbit's  brook 
comes  in  the  way.  The  timnel  imder  this  lull  is  810  feet  long,  driven  through  solid  rock,  and  called 
Tibbit's  brook  tunnel  The  culvert  for  the  brook  is  6  feet  wide,  107  feet  long,  and  its  bed  is  40  feet 
below  the  top  of  the  aqueduct :  it  is  26  miles  from  the  dam.  At  some  distance  several  small  brooks 
are  crossed :  one  is  O'Brien's  run ;  the  largest  is  Acker's  brook,  wliich  passes  87  feet  below  the  top  of  the 
aqueduct.  The  last  two  miles  of  the  line  are  very  nearly  straight,  the  high  land  offering  so  favorable 
ground,  that  the  upper  filling  of  the  aqueduct  just  disappears  vmder  the  surface.  Here  the  aqueduct 
arrives  at  the  strait  which  separates  Manhattan  Island  from  the  continent. 

Haelem  River  Bridge. — The  valley  of  Harlem  river  slopes  down  from  the  before-mentioned  high 
land,  at  a  point  which  is  33  nules  distant  fi'om  the  Croton  dam,  first  at  20  degrees,  to  a  piece  of  table- 
land 26  feet  above  tide-water,  stretching  over  a  distance  of  800  feet,  whence,  by  a  second  slope,  it 


AQUEDUCT,  CROTON.  45 


reaches  the  water's  edge.  The  tide--watcr  has  here  a  width  of  620  feet.  The  bank  of  the  island  being 
of  soUd  gneiss-rock,  rises  with  a  slope  of  35  degrees  to  the  height  of  the  top  of  the  aqueduct.  The  slope 
of  tills  rock  below  water,  as  far  as  it  could  be  examined,  is  steeper,  and  disappears  under  a  deposite  of 
mud  mixed  with  sand  and  boulders.  It  is  supposed  tliis  rock  has  connection  with  that  of  the  opposite 
shore.  In  the  basin  formed  by  its  depression  below  the  strait  is  deposited  a  mass  of  white  marble,  Fig. 
100,  upon  wliich  the  gneiss  and  alluvium  of  sand,  mixed  with  pieces  of  rock  and  boulders,  are  found,  upon 
which  mud  is  deposited,  consisting  chiefly  of  vegetable  matter. 

At  first  it  was  hjitended  to  carry  the  conduit-water  over  the  valley  in  a  siphon,  through  iron  pipes, — on 
the  side  of  the  continent,  following  the  surface  of  the  ground  to  the  water's  edge,  across  the  water  of  the 
river  upon  a  stone  embankment,  from  the  centre  of  the  river,  ascending  to  that  point  of  the  island  where 
the  aqueduct  starts  again.  Through  the  body  of  that  part  of  the  embankment,  next  the  island  bank 
which  is  sloping  up,  an  arch  of  120  feet  in  width,  60  feet  liigh,  was  intended,  through  which  a  passage 
was  to  be  kept  open  for  navigation  with  sloops  and  schooners  of  200  tons  burden.  The  execution  of 
this  work  was  already  contracted  for,  the  dredging-machine  in  operation,  when  the  landholders  of  both 
the  banks  of  the  river  started  a  lawsuit  against  the  measure ;  and  an  act  from  the  legislature  of  the  State 
was  obtained,  according  to  which,  the  aqueduct  wa^to  be  earned  below  the  bottom  of  the  sea,  or  above 
its  surface  at  such  a  height,  that  openings  of  100  Ket  above  high-water,  80%eet  in  width,  had  to  be  left 
in  order  to  carry  on  the  navigation.  Notwitlistanding  estimates  and  comparisons  of  the  two  methods 
ishowed  a  surplus  in  cost  of  200,000  dollars  for  the  latter,  its  erection  was  preferred. 

Tills  bridge  has  15  arches,  8  of  which  are  80  feet  in  width  each,  by  100  feet  in  height  above  flood-tide, 
placed  in  the  water,  and  upon  both  the  shores  1  arches  of  50  feet  span  each ;  the  two  abutments  were 
founded  on  the  gneiss  rock,  thi-ee  upon  the  marble,  seven  on  piles,  the  rock  bemg  Avithout  reach  below 
the  latter.  With  this  arrangement,  the  conduit-water  was  carried  across  to  the  island  in  a  siphon  of  1 2 
feet  depression. 

The  manner  intended  of  carrying  the  water  below  the  bottom  of  the  sea  should  here  be  mentioned- 
Following  the  slopes  of  the  baiis  and  the  valley,  4  pipes  of  3  feet  diameter  each,  were  to  be  laid  4  feet 
under  the  surface  of  the  ground,  below  the  bottom  of  the  Strait ;  2  tunnels,  parallel  to  each  other,  12  feet 
wide,  8  feet  high  each,  12  inches  thick  at  bottom  arch,  put  upon  concrete,  side  walls  and  centre  wall  4 
feet  thick  each,  roofing  arches  1 6  inches  thick ;  the  extrados  of  both  these  arches  covered  with  a  course 
of  concrete  of  2  feet  thickness,  and  the  whole  structure,  top  and  sides,  covered  again  with  a  stone  pave- 
ment 1 2  inches  thick,  set  in  hydrauhc  mortar ;  the  stone  pavement  was  kejit  24  feet  below  low-water. 
Each  of  the  tunnels  contained  2  pipes  ;  the  tunnels  were  provided  with  entrances,  in  order  to  examine 
them.  It  was  intended  to  caiTy  out  the  work  by  means  of  a  cofier-dam  on  each  side.  The  estimated  cost 
was  636738  dollars. 

In  order  to  reach  the  foundation  of  every  pier  for  the  high  bridge,  a  coffer-dam  was  put  down,  the 
coffer  or  box  made  for  each  of  the  piers  of  such  a  height  as  the  depth  of  water  at  its  site  required,  to- 
gether with  the  thickness  of  the  mud-deposite,  and  3  feet  border  above  liigh- water. 

In  order  to  take  the  water  out  of  the  aqueduct,  and  let  it  into  the  pipes,  and  after  passing  over  the  bridge^ 
re-discharge  the  same  into  the  aqueduct,  2  gate-chambers,  a  and  6,  Fig.  100,  are  placed.  Fig.  113  shows  the 
ground-plan,  Fig.  112  the  longitudinal  section,  and  Fig.  Ill  the  cross-section  of  the  influence  gate-chamber, 
(entrance  into  the  siphon ;)  c  c  is  a  basin,  the  bottom  of  which  is  level  with  the  deepest  line  of  the  in- 
trados  of  the  inverted  arch;  dd  are  the  gateways,  ec  the  two  pipes;  the  influx  of  the  water  can  be 
regulated  by  the  two  cast-iron  double  gates  k  k  ;  fg  h  is  a  waste-weir,  whereby  the  waste  water  or  the 
whole  content  of  the  aqueduct  may  be  let  off;  /  is  the  gateway,  g  the  waste-weir  well,  h  the  sewer. 
Tlie  construction  of  the  latter  for  the  first  30  feet  in  length,  is  shown  by  Fig.  115  ;  following  the  slope  down- 
ward, it  is  funnelled  into  the  shape  and  construction  of  Fig.  114,  which  leads  to  Harlem  river.  Fig.  Ill 
is  llie  section  of  gateway  for  the  waste-weir ;  Fig.  112  the  elevation  of  front  with  the  gates  1 1.  All 
the  gates  are  of  shape  and  construction  as  shown  at  Fig.  69.  TJie  rod-caps  of  waste-weir  are  coimected 
by  the  bolts  m  n.  Fig.  Ill,  with  the  consols  n;  but  the  rod-caps  of  the  gateways  by  the  bolts  m  n,  which 
are  kept  down  and  secured  in  the  pier  below,  by  the  crosspiece  n.  Over  the  enthe  structm-e,  a  stone 
buildii^  is  erected,  arched  with  bricks,  and  covered  with  3-inch  greywacke  slabs.  The  effluent-gate  h, 
Fig.  Ill,  at  the  island  extremity  of  the  bridge,  is  of  the  same  arrangement  in  reversed  order,  but  without 
waste-weir ;  it  receives  the  water  from  the  pipes  of  the  siphon,  and  discharges  it  again  into  the  aqueduct. 

Several  times  the  question  has  been  asked,  why  this  bridge,  being  in  a  certain  way  considered  a  con- 
struction of  luxmy,  has  not  been  carried  up  to  tlie  full  height,  reaching  the  water-line  of  aqueduct,  with 
the  construction  of  the  latter  as  upon  the  Sing-Sing  Kill  bridge  ?  The  pipes  could  have  been  spared ;  the 
(irection  of  the  gate-chambers  rendered  needless ;  and  what  is  most  important,  2  feet  of  height  had  been 
saved,  117  feet  head  being  left  in  the  city,  instead  of  115.  The  reply  may  be  : — a  greater  height  of 
the  structure  would  have  required  a  larger  and  more  compact  model  for  the  piers,  or  a  more  careful 
choice  of  material,  and  a  more  costly  workmanship  of  the  same ;  also  a  greater  height  for  the  attic  walls 
upon  the  bridge  arches ;  and  in  fine,  the  construction  of  the  aqueduct  itself  with  iron  lining.  AU^his,  with- 
out doubt,  would  have  accumulated  the  cost  by  75000  dollars,  a  sum  of  some  moment  in  the  cost  of  the 
water-work.    Considered  as  a  mommient,  the  bridge,  as  above  constructed,  has  a  sufficient  height. 

The  beginning  of  the  construction  of  tliis  bridge  had  been  gi-eatly  delayed.  It  was  desirable  to  use  the 
aqueduct  sooner  than  the  bridge  possibly  could  be  finished.  Down  the  descent  of  the  vaUey,  then  upon 
the  embankments  enclosing  the  coffer-dams — which  by  degrees  had  formed  an  unbroken  embankment 
across  the  salt-water  strait — then  up  the  island-shore  to  the  aqueduct,  a  36-inch  pipe  was  put  down, 
through  which  the  conduit-water  provisionally  was  led  across  the  valley,  and  the  aqueduct  opened  on 
the  4th  of  July,  1842.    The  construction  of  the  bridge  went  on  but  slowly. 

Continuation  of  the  Line  of  Aqueduct. — A  short  distance  from  the  effluence-gate  the  aqueduct 
passes  over  a  ravine  of  30  feet  in  depth,  immechately  after  which  a  tunnel  had  to  be  driven  234  feet 
tlu-ough  solid  rock.  This  lies  about  33i  miles  from  the  dam,  on  the  land  of  the  deceased  Monsieur 
Etienno  Jumell.  on  that  accoimt  called  Jmnell  tunnel.     Close  bv  this  tumiel  is  a  ravine  of  38  feet  in 
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depth,  and  another  43  feet  deep.  Proceedmg  further  34i  miles  from  the  dam,  the  aqueduct  enters  into 
tlie  line  of  10th  Avenue.  Without  any  obstacles  of  consequence,  it  proceeds  hence  to  the  vicinity  of  Man- 
hattanville,  and  85  miles  from  the  dam  passes  through  Manhattan-Mil  tuimel,  the  longest  of  the  whole 
line — ivorked  1215  feet  through  rock. 

Manhattan  Valley. — Having  left  the  tunnel,  the  ground  slopes  down  to  a  depth  of  105  feet,  and 
rises  up  again  to  grade-line ;  measured  here,  the  length  amounts  to  4180  feet.  For  conducting  the  water 
across  tliis  valley,  first  an  aqueduct  of  arcades  was  proposed,  with  arches  of  brick  supported  by  piera 
of  rough  stone-masonry,  and  the  aqueduct  upon  these  in  its  common  shape.  This  method  of  crossing 
would  have  preserved  3  feet  of  head-pressure  for  the  conduit-water,  but  at  an  expense  of  §1200000, 
wliile  the  passage  in  pipes  cost  only  the  fifth  of  that  sum ;  this  was  a  matter  of  some  moment,  and  it 
was  concluded,  therefore,  to  make  use  of  4  pijDes  of  36  inches  each.  At  the  end  of  the  last-mentioned 
tunnel  an  influent-gate,  similar  to  that  of  Fig.  112,  was  erected,  only  of  a  greater  width  of  basin — 4  pipes 
being  required ;  otherwise  of  the  same  arrangement,  leaving  out  the  waste-weir.  At  the  brow  of  the 
opposite  height,  called  Asylum-hill,  is  the  effluent-gate,  of  the  same  construction  entirely  with  the  in- 
fluent-gato ;  it  receives  the  conduit-water  from  the  pipes,  and  lets  it  into  the  aqueduct  again.     Between 
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those  two  gates  the  siphon  is  placed,  the  pipes  of  which  are  partly  laid  in  the  ground ;  and  where  de 
pressions  of  the  groimd  occur,  upon  an  -embankment  of  earth,  throughout  covered  with  earth  4  feet  high 

In  order  to  empty  the  pipes  of  the  siphon  when  required,  in  cases  of  repair  or  removing  deposites  of  san  _ 
at  the  deepest  depression  of  the  valley,  here,  just  in  Manhattan-street,  provisions  were  made  for  a  waste 
^eir  for  that  purpose  at  each  pipe ;  waste-pipes  were  put  in ;  tliose  pipes  pass  through  the  stop-cock  vault 
and  discharge  into  the  waste-weir  well.  When  one  of  the  pipes  is  to  be  emptied,  both  of  its  upper  enda 
are  closed  first  by  the  respective  gates  in  the  gate-houses,  then  the  stop-cock  in  the  stop-cock  vault 
drawn  open ;  the  content  of  the  pipe  makes  now  its  way  through  a  pipe  into  a  sewer,  which  about  2000 
feet  from  here  discharges  into  the  Hudson  river. 

Continuation  of  the  Aqueduct -line. — The  declivity  of  the  aqueduct  being  from  here  only  9  inches 
per  mile,  the  water  rises  back  as  far  as  this  from  the  receiving  reservoir,  which  is  merely  2.1*727 
miles  off.  To  the  thickness  of  the  side  walls  of  the  aqueduct,  by  degrees,  4  inches  have  been  added, 
making  in  all,  3  feet  below,  and  2  feet  4  inches  at  the  spring-line ;  in  the  same  way  the  walls  were  car 
ried  higher  up  to  1 J  feet  above  the  spring-line  of  the  roofing-arch.  A  short  distance  from  the  effluent- 
gate  the  line  goes  through  its  last  tunnel,  called  Asylum-hill  timnel ;  this  has  a  length  of  640  feet, 
mostly  broken  through  rock.  Further  on,  for  the  greatest  part  of  a  mile,  it  was  necessary  to  construct 
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the  aqueduct  tlius,  that  its  sides  and  back-filling  reached  the  height  of  30  feet ;  at  the  end  of  this,  for  a 
little  distance,  the  ground  rises  again  to  such  a  height  that  the  upper -fiUing  of  the  aqueduct  just  disap- 
pears below  it,  then  another  valley  comes  in  the  way. 

Glendenning  Valley  is  the  name  given  to  the  depression  of  groimd  which  stretcl)es  across  the  high- 
lands of  the  island.  The  most  favorable  passage  for  the  aqueduct  is  oifered  by  a.  .jae  drawn  150  fee* 
west  from  the  axis  of  9th  Avenue,  to  wliich  the  aqueduct-line,  coming  from  the  10th  Avenue,  is  con- 
nected by  an  ogee-curve.  The  valley  here  has  a  length,  or  rather  width,  of  «2000  feet,  measured  from 
the  commencement  of  the  upper-filling  of  the  aqueduct,  at  the  brow  of  the  hUl,  to  its  disappearance  on 
tJie  opposite  side ;  its  greatest  depth  is  50  feet  below  the  upper-filling.  Looking  on  the  map,  it  shows 
tliat  tliis  part  of  the  island  is  laid  out  in  streets  and  blocks.  At  this  place  it  was  designed  that  the 
streets,  after  being  cut  through  and  opened,  should  cross  over  the  aqueduct ;  but,  xmder  such  a  con- 
siderable depression  of  ground  as  this,  it  was  not  practicable ;  and  it  was  concluded  to  pass  6  of 


these  streets,  viz.,  the  101st,  lOOtli,  99th,  98th,  gith,  and  96th,  underneath.  The  first  6  of  these  streets 
are  60  feet  wide;  but  96th,  being  a  principal  street,  is  100.  For  their  passage  aqueduct-bridges  were 
appUed,  of  3  arches  each  for  the  first  5  ;  a  main  arch  30  feet  in  width  in  the  centre  for  the  road-way  ; 
and  two  side  arches,  for  the  sidewalks,  of  9  feet  span  eacli,  over  101st  and  97th  streets ;  but  of  lOj  at 
the  bridges  over  100th,  99th,  and  98th  streets.  During  the  construction  of  those  bridges  it  was  thought, 
by  the  new  Water  Commissioners,  only  sdme  of  those  bridges  might  be  required  for  passage  for  the 
space  of  50  or  even  100  years,  in  consequence  of  which  the  passages  for  101st,  97th,  and  96th  streets 
were  beforehand  left  out;  the  bridges  for  100th,  99th,  and  98th  streets  wiU  then  be  spoken  of  here. 

The  dimensions  of  the  different  parts  of  these  bridges  are  the  same  among  all,  with  exception  of  the 
lieight  of  t)ie  pier-shafts  only,  which  is  determined  by  the  various  levels  of  pavement  in  the  streets,  but 
making  only  a  difference  of  some  inches.  The  foimdation  of  all  the  piers  is  placed  partly  on  rock, 
and  partly  on  alluvial  ground  ;  the  piers  themselves,  as  well  as  the  arches,  being  constructed  of  gneiss 
lock ;  the  former  of  well-hammered  stone,  the  latter  of  cut-stone.     The  spandrels  of  the  arches  are  car- 
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ried  up  solid  to  the  line  tangental  to  the  extrados.  From  here  hance-walls  are  carried  up  alternating 
with  openings,  the  latter  being  covered  over  with  stone  slabs,  at  a  height  of  3  inches  over  the  extrados  : 
here  the  whole  is  levelled  off  by  a  rubble-masonry  of  stone  6  inches  thick.  Upon  this  level  a  course  of 
concrete  9  inches  thick  is  bedded,  on  which  the  aqueduct  with  its  iron  lining  is  erected ;  on  the  outsides 
of  the  side-walls  of  aqueduct,  spaces  of  6  inches  in  width  are  left,  in  order  to  separate  the  masonry 
of  the  aqueduct  from  the  attic-walls,  and  to  carry  the  water,  draining  through  the  earth-filUng,  over 
the  extrados  and  the  spandrel-backing.  The  spaces  of  aqueduct  between  the  various  streets,  and  be- 
yond them  to  the  extremities  of  the  valley,  are  supported  by  a  dry  stone-wall ;  stone  of  large  size,  iA 
the  thickness  of  2  feet,  were  laid  upon  their  broadest  beds  over  the  whole  course,  the  interstices  filled 
in  with  smaller  ones,  and  all  levelled  off  with  smaller  and  smaller  broken  stone  to  the  height  of  2  feet, 
on  which  the  following  course  was  laid  in  the  same  manner ;  on  a  width  of  one  foot  back  from  the  out- 
side, this  masonry  was  laid  in  hydrauhc-mortar,  and  the  joints  pointed.  This  part  of  the  aqueduct  has 
a  very  substantial  appearance. 

The  Aqueduct  line  continued. — Over  a  distance  of  seven-eighths  of  a  mile,  upon  which  a  curve  of  90 
degrees  is  tinned  to  the  left,  in  three  various  radii,  the  aqueduct  of  masonry  discharges  into  the  receiving 
reservoir ;  upon  that  curve  the  ground  has  a  depression  of  about  40  feet,  and  the  over-filhng  of  the 
aqueduct  is  supported  by  protection-walls.  Here  then  is  the  termination  of  the  aqueduct  as  far  as  it  is 
constructed  of  masonry ;  and  only  some  appurtenances  still  remain  to  be  mentioned. 

In  order  to  keep  the  air  which  is  confined  in  the  closed  aqueduct,  in  communication  with  the  atmos- 
phere, ventilators.  Fig.  90,  are  erected  at  distances  of  every  mile;  buttres,ses  a  a, Fig.  91,  are  carried 
up  on  each  side  of  the  aqueduct,  between  which  the  roofing-arch  is  carried  round  12  inches  thick  instead 
of  8  inches.  In  the  centre  of  the  arch  thus  fortified,  a  cu-cular  opening  is  left  bordered  with  bricks  or 
stone ;  upon  this  border  the  chimney-like  ventilator.  Fig.  90,  is  erected,  secured  at  the  top  by  a  lattice. 
The  third  of  those  ventilators  is  always  of  larger  dimensions  and  provided  with  a  door  to  pass  into  the 
interior.  Figs.  89  and  88,  in  order  to  facilitate  examination  and  repair  of  the  inner  parts  of  the  aque- 
duct in  cases  required.  The  one  shown  by  Fig.  90  is  put  up  before  crossing  Clendenning  valley.  The 
greater  number  of  them  are  made  of  white  marble,  the  rest  of  gneiss.  There  are  of  the  latter  kind  11 
in  all,  and  22  of  the  former.  , 

At  suitable  points  of  the  aqueduct  line  waste- weirs  are  put  in  to  draw  out  the  water  when  required. 
Tliere  are  six  on  the  whole  line,  with  exception  of  that  in  the  gate-house  before  Harlem  river  bridge. 
A  gateway,  Figs.  82,  83,  84,  and  85,  is  formed  according  to  the  marked  dimensions;  the  waste-water 
passes  through  a  pair  of  gates,  6  b,  falls  into  the  well  c  c,  and  discharges  over  d  into  the  sewer  e  e.  The 
gates  with  the  gateway  are  constructed  entirely  as  shown  in  Fig.  97,  and  already  described.  When  the 
water  rises  higher  than  5  feet  9  inches,  measured  from  the  deepest  point  of  the  intrados  of  the  inverted 
arch,  it  runs  over  the  lip  of  the  breast-wall//,  and  falls  likewise  into  the  well  c.  By  means  of  timber 
or  planks  i  i,  put  against  the  post  h,  and  slipping  in  the  rabbits  g  g,  provision  is  made  to  keep  the  water 
in  the  aqueduct  higher  at  pleasure,  consequently  over  the  mentioned  5  feet  9  inches.  In  the  platform 
at  k,  an  opening,  provided  with  a  trap-door,  is  left,  through  which  the  planks  i  i  can  be  put  in  and 
taken  out.  Above  all,  a  stone  house  has  been  erected.  From  without,  the  platform  can  be  reached 
by  the  door  and  over  a  small  stair.  At  m,  Figs.  84  and  85,  a  rabbit  is  cut  in  the  side-walls  of  the 
aqueduct,  into  which  timber  may  be  slid  in  order  to  shut  off  the  same.  Tliose  waste-weirs  at  theii 
places  serve  likewise  for  ventilators ;  the  one  just  described  is  put  at  142d  street:  those  on  the  continent 
ai"e  of  the  same  description,  with  imimportant  differences  adapted  to  locahty. 

The  REdEiviNG-RESERvoiR,  is  built  between  7th  and  6th  avenues,  and  86th  and  79th  streets ;  ins 
area  is  37.05  acres,  including  the  top  of  the  embankment,  or  81  acres  of  surface  of  water.  By  means 
of  an  embankment  it  is  divided  into  two  divisions ;  the  north  one  has  a  depth  of  24  feet,  measured 
do^vn  from  the  top  of  the  embankment,  and  is  filled  with  20  feett)f  water;  the  southern  division  is  29  feet 
deej>  below  the  top  of  the  embankment,  25  feet  of  which  is  water.  Those  depths,  however,  are  not 
throughout  the  same ;  the  rock-bottom  near  the  southern  embankment  lies  lower  than  this — near  the 
northern  embankment,  higher.  The  contents  of  water  amount  to  150000000  gallons.  Each  division  can 
be  used  as  a  single  reservoir  for  itself,  while  the  other  may  be  emptied  for  inspection  and  repair. 

At  the  influx  of  the  aqueduct  at  85th  street,  west  side  of  the  reservoir,  the  street-level  is  equal  with 
the  top  of  the  embankment  All  the  other  parts  of  embankment  had  to  be  carried  up  more  or  less  in 
order  to  reach  the  top,  the  groimd  bebg  lower;  and  at  efflux  of  the  reservoir  in  80th  street,  east  side  of 
the  reservoir,  it  is  38  feet  below  the  top. 

All  the  embankments  are  of  earth,  the  interior  puddled  with  clayish  earth  or  loam.  The  sides  on  the 
streets  and  avenues  are  protected  by  dry  walls  of  stone,  their  outside  being  laid  in  lime-mortar  and  the 

i"oints  pointed,  Figs.  127  and  128.  llie  inside  slopes  of  the  embankments  washed  by  water,  are  protected 
)y  a  dry  stone  pavement  of  15  inches  tliick.  At  the  bottom  of  the  reservoir  the  bare  rock  or  earth  is 
left  without  any  artificial  contrivance. 

In  order  to  keep  the  surface  of  both  the  divisions  at  a  level,  a  connecting  or  communicating-pipe.  Fig. 
125,  has  been  placed,  of  which  Fig.  123  is  the  section;  the  pipe  is  bedded  upon  rock,  surrounded  and 
supported  by  concrete :  halfway  a  stop-cock  is  put  for  shutting  and  opening. the  pipe ;  over  this  cock  a 
circular  well  is  erected,  and  carried  up  to  the  top  of  the  embankment.  Upon  the  top  of  the  well 
two  caps  are  placed,  on  which  a  nut  is  screwed,  like  that  at  Fig.  94,  i  ;  by  means  of  wliich,  in  con- 
nection with  the  screw-bar,  the  stop-cock  can  be  drawn  and  shut 

When  the  water  has  reached  its  height  in  the  reservoir — viz.  4  feet  below  the  top  of  embankment— 
and  the  rising  still  continues,  the  surplus  water  falls  by  itself  into  the  waste-weir  welL  Through  the 
same  way  3  feet  more  water  can  be  drawn  off  from  the  surface  when  required,  by  taking  out  the  tim- 
bers. Over  the  top  of  this  waste-weir  well,  a  bridge  with  a  brick  arch  is  erected,  for  the  passage  on 
the  top  of  the  division-embankment 

Tlie  influent-gate.  Figs,  120  and  121,  receives  the  water  from  the  aqueduct  a,  by  the  gate-chamber  b, 
Mid  lets  it  either  directly  by  the  gateways  eee  over  the  sluice-channel  c  c  into  the  northern  division,  or  by 
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the  gateways //"/through  that  part  ddoi  the  aqueduct  which  is  built  in  the  body  of  the  western  embank* 
ment  leading  into  the  southern  division.  The  various  apertures  of  the  gateways  of  the  two  entrances  are 
separated  from  each  other  by  means  of  jambs  of  cut-stone  9  inches  thick,  covered  over  at  the  front, 
m  the  gate-chamber,  with  stone  lintels.  Figs.  116  and  1 1 9,  at  ^r  ^ ;  in  the  rear  at  h  h,  however,  the  passages 
are  arched  over  with  half  a  brick.  Fig.  119.  Tlie  gates,  with  their  frames,  are  made  as  shown  at  Fig.  97  ; 
the  gate-caps  rest  partly  in  the  walls  and  partly  upon  the  posts  1 1.  In  order  to  prevent  their  rising,  in 
screwing  the  gates,  consols  n  n  are  projected,  to  which  the  gate-caps  are  secured  oy  the  bolts  n  in.  By 
those  two  sets  of  gates,  the  water-influx  to  the  divisions  of  the  reservoir  can  be  regulated  c6mpletely. 

Over  the  whole  a  stone  building  arched  with  brick  has  been  erected,  and  covered  with  flags  of  gre^ 
vacke. 

116. 
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The  eflSux  from  the  reservoir  is  arranged  in  such  a  manner,  that  the  water  may  be  drawn  either  from 
the  one  division  or  from  the  other,  or  from  both  at  once,  each  division  having  its  own  separate  outlet. 
Three  pipes,  coming  out  of  the  northern  division,  run  in  the  body  of  the  eastern  embankment,  protected 
by  a  vault  built  in  the  same.  At  the  southern  extremity  of  the  vault,  upon  the  axis  of  80th  street,  the 
pipes  are  united  to  3  others,  leading  from  the  southern  division,  making  4  after  the  junction.  Nos.  1,  2, 
and  3,  carry  the  water  to  the  distributing  reservoir  for  the  lower  part  of  the  city;  No.  4  is  for  the  sup- 
ply of  the  east  side  of  the  upper  town. 

The  arrangement  of  efflux  is  thus .  aaa,  Figs.  123,  124,  126, 127,  and  131,  is  a  tower,  erected  with  sub 
ftantial  stone  walls ;  in  the  open  side,  fronting  the  reservoir,  is  put  the  gate-framing  with  the  screen  h  b, 
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tiie  same  consists  of  two  frames,  of  1.2-inch  white  pine  timber ;  the  ouier  is  filled  with  1-inch  oak  slate 
6  inches  wide,  put  1  inch  apart,  Fig.  131 ;  the  upper  part  is  covered  with  plank;  the  inner,  or  2d  frame,  is 
left  open  as  far  as  the  just-mentioned  planking  reaches.  Below  this  the  gate-apertures  are  left — 4  of  such 
are  in  the  tower.  Figs.  123  and  127  ;  at  the  tower,  Fig.  124,  they  are  of  2-inch  pine  plank,  connected  by 
oieces  of  plank  naQed  across  and  slid  in  wooden  grooves ;  some  of  them  are  opened  by  sUding  down, 
some  by  sUding  up.  Opening  and  shutting  is  effected  by  iron  rods  reaching  up  to  the  gate-caps  ccc,  Figs. 
126,  127,  and  131.  On  the  top  of  each  rod  a  screw  is  cut,  which  goes  into  the  nut  put  upon  the  gate- 
caps  ;  the  nut  and  screw  are  shown  by  Fig.  93,  a.t  de  and  i.  Above  this  gate  and  screen-frame  the  tower 
is  carried  higher  up  and  roofed  over.  Fig.  131  is  the  elevation  of  the  tower-paviUon ;  Fig.  127,  its  section, 
and  longitudinal  section  of  bridge  connecting  the  tower  with  the  embankment.  In  the  interior  of  the 
tower.  Fig.  127,  some  timbers  are  put  for  support  of  the  gate  and  screen-framing  when  the  gates  are 
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«K«ed.    At  the  figure  named, /sbows  the  wing-walls  of  the  tower,  aud^r  a  breast-vall,  bemg  carried 
«p  against  the  bottom  of  the  reservoir.    Although  Fig.  127  here  is  the  section  of  Fig.  124,  just  as  Fig. 
131  is  the  elevation  of  Fig.  123,  yet  the  arrangement  and  ocmstruction  of  the  two  are  alike,  except  in 
Neome  dimensions,  wliich  at  Ptgs.  123  and  131  are  smaller. 

In  the  rear-wall  of  the  tower  are  the  mouths  of  the  pipes ;  the  latter  for  some  (fistance  are  bedded  in 
and  covered  over  witli  concrete,  Figs.  123,  124,  and  130.  Wliea  the  pines  Nos.  2,  3,  and  4,  ooming  from 
the  norfliem  division,  have  passed  the  line  of  the  waste-weir  sewer,  I)  E,  Fig.  123,  they  enter  into  the 

{)ipe-vault,  Rg.  129  and  Fig.  128 ;  here  they  join  with  the  pipes  Nos.  1,  2,  and  4,  and  so  pass  on.  The 
etters  h  h  show  the  stop-cocks ;  at  i  is  a  passage  with  stairs  starting  down  from  the  avenue.  In  order 
to  prevfiut  all  suddeja  opening  ;and  shutting  of  th£  stop-cocks  sx  slidjng-valvfs,  consequently  the  pushing 


54 


AQUEDUCT,  CROTON. 


of  the  water,  and  to  obtain  a  water-tight  sit,  a  set  of  conical  wheels  and  the  crank,  Fig.  98,  'Were  put  in 
connection  with  the  stop-cock. 

There  are  for  the  supply  of  the  upper  town,  at  the  west  side  of  the  reservoir,  two  other  effluent-gates, 
of  similar  description  and  equal  heights  with  the  corresponding  ones  in  the  same  reservoir-division ;  yet 
they  have  their  outlet  through  one  pipe  only.  They  are,  togethe'  with  the  towers,  of  smaller  dimensions 
in  length  and  width. 

The  Aqueduct-Line  continued. — From  the  mouth  of  the  pipes  at  the  6th  Avenue,  the  aqueduct,  consist- 
ing here  if  three  pipes,  36  inches  each,  4  feet  under  ground,  runs  along  80th  street,  bends  round  the  comer 
into  5th  Avenue,  proceeds  here  a  distance  of  2.176  miles  across  three  depressions  of  ground  and  two 
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neights.  On  the  summit  ot  the  latter  air-cocks  are  put,  to  allow  the  air  to  escape.  At  the  lowest  pointo 
of  the  depressions  there  are  outlets,  in  order  to  get  rid  of  the  sand  which  might  collect  here. 

The  Disteibuting  Reservoib  is  also  divided  into  two  divisions,  an  eastern  and  a  western,  by  means 
of  a  division-walL  Each  has  a  separate  inlet  and  outlet,  and  may  be  used  as  a  reservoir  for  itself  while 
the  other  division  is  emptied.  It  is  erected  on  the  top  of  Murray  hiU,  the  greatest  part  being  above 
ground ;  as  for  instance — the  comer  marked  by  x,  is  49  feet  above  tlie  street ;  y,  however,  only  39  feet. 

The  outer  walls  a  a  of  the  reservoir,  of  4  feet  thickness,  tlie  inner  of  6,  connected  together  with  the 
cross  walla  c  c,  4  feet  thick,  form  the  chief  mass  of  the  enclosure  of  the  basia  The  cellules  d  d,  between 
the  cross-walls,  are  arched  over  12  incites  thick  with  bricks;  their  spandrels^of  some  feet  ia  height. 
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backed  with  stone  masonry ;  then  filled  over  and  levelled  off  with  concrete  to  a  height  of  6  inches  above 
the  highest  point  of  the  extrados  of  those  brick  arches.  The  division-wall  is  of  concrete,  faced  with 
rough  stone-masonry,  Fig.  146.  The  bottom  of  the  basin  is  puddled  with  earth,  over  wliich  a  course  o/ 
concrete,  r2'inches  thick,  is  laid;  the  sides  are  puddled,  and  slope  up  1  foot  in  4,  horizontally,  for  1€ 
feet  in  width ;  then  1  to  1  to  the  coping  of  the  tnclosure.  The  lower  part  of  tliis  slope  is  covered  with  a 
course  of  concrete,  1 2  inches  tliick ;  the  steeper  upper  part  is  protected  by  a  pavement  15  inches  thick, 
laid  in  hydraulic  mortar.  The  slopes  of  the  division- Avail  have  the  same  protection.  The  upper-filling 
of  the  cellule-arches  is  likewise  of  puddle,  except  2  feet  next  tlie  slope-pavement,  and  2  feet  below  tho 
flagging  of  the  platform,  Figs.  134,  137,  138,  144,  150,  and  151,  which  will  prevent  the  frost  from 
penetrating  into  the  puddle  in  parts  not  covered  with  water. 
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The  total  length  of  the  entire  structure,  measmed  at  the  top  of  the  cornice,  (not  in  its  projection,)  ia 
420  feet;  so  the  width.  The  basin  is  386  feet  square,  42  feet  deep,  and  when  filled  with  water  38  feet, 
contains  21000000  gallons.  In  order  to  collect  and  drain  off  any  water  which  might  filter  down 
through  the  embankment  %  and  through  the  walls  h  b,  there  are  left  in  the  cross- walls  cc,  small  open- 
mgs  n  n,  Figs.  134,  135,  143,  144,  150,  151,  by  which  the  water  may  drain  from  cellule  to  cellule  with- 
out the  structure.  Out  of  the  northern  side,  the  drain-water  runs  through  the  two  sewers//,  Figs.  134, 
135,  136,  141,  142,  thrctugh  the  receiving-sewer  g g,  to  the  street-sewer  hh.  The  southern  part  of  the 
etructure  makes  its  drainage  in  an  opposite  direction — viz.  through  the  drain-sewer  i  to  the  well  k, 
Figs.  134,  135,  from  which  it  is  carried  off  by  the  street-sewer  of  40th  street.    Fig.  140  shows  the  Ion- 
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gitudinal  section  of  the  sewer  q,  the  cross-section  of  the  well  k,  with  the  mouth  of  the  street-sewer  I, 
the  construction  of  which  is  given  by  Fig.  139  ;  the  sewer  i  i  has  a  like  construction  as  Fig.  142. 

In  order  to  draw  off  entirely  the  water  from  the  bottom  of  each  division,  when  required  for  cleansing 
or  repairing  them,  2  little  wells  are  put  in,  m  m,  Figs.  133, 137,  and  a  slight  descent  of  the  bottom  towards 
them,  from  oflf  all  sides,  arranged.  In  those  wells  the  last  of  the  contents  collect,  and  is  drawn  away  by 
pipes  marked  o  o  in  the  above-mentioned  figures.  The  pipes  discharge  the  water  into  the  receiving- 
sewer  gg ;  by  the  stop-cocks  j9/),  those  pipes  can  be  opened  and  closed. 

In  order  to  keep  the  water  of  both  divisions  on  a  level,  a  86-inch  connecting-pipe  is  put  through  the 
division- wall.  Fig.  135  shows  the  groimd-plan  of  the  well  in  dotted  lines.  Fig.  133  is  the  top  of  the 
well,  with  a  square  opening  formed  by  jutting  over  the  coping-stone.  Fig.  139  is  the  longitudinal  section 
of  pipe,  stop-cock,  and  welL 

For  letting  out  from  the  reservoirs  the  superfluous  water,  a  waste-weir  well,  in  2  descents,  or  for  2 
cascades,  has  been  constructed  in  the  body  of  the  division-wall.  That  water  which  falls  from  the  open- 
ing of  the  bridge  ss.  Figs.  132,  137,  138,  140,  covering  the  first  well,  fills  the  water»bag  below,  which  is  8 
feet  deep ;  it  passes  through  the  opening  s,  makes  then  the  second  fall  down  the  well  s,  fills  its  water- 
bag,  and  is  carried  off  through  the  sewer  s  h  into  the  street-sewer  of  42d  street.  The  construction  of  the 
sewer  h  is  shown  by  Fig.  141 ;  it  has  here,  as  well  as  in  ^,  a  bottom  and  arch  of  stone. 

The  pipes  1,  2,  and  2,  3,  having  made  their  curves  running  parallel  with  each  other,  they  end  in  the 
pipe-areas  1 1,  and  the  aqueduct  itself  terminates  herewith.  The  just-mentioned  figures  show  the  course 
of  the  pipes:  Figs.  136  and  140  the  cross-section  of  the  course  at  the  entrance  into  the  structure  of  the 
reservoir;  and  Fig.  134  the  parts  near  the  stop-cocks.  Fig.  137  is  their  longitudinal  section  and  sec- 
tion of  tlie  pipe -area :  the  same  figure  shows  also  the  bedding  and  wrapping  of  concrete  round  the 
pipes  in  the  embankment ;  it  exhibits  also  the  cut-off  wall  u. 

For  the  efiiuence  of  the  water  into  the  distributing-pipes,  an  eflluent-tower  v,  with  gate-tramc  -a,,  is 
erected  for  each  diifsioa  Figs.  143,  145,  show  the  ground-plan ;  Fig.  146,  the  elevation;  Fig.  150,  the 
side-view ;  and  Fig.  151,  the  section.  The  gate-frame  has  a  screen  at  the  outside,  in  the  rear  of  which  is 
the  gate-frame  itself;  both  are  supported  by  a  breast-wall,  over  which  the  water  falls  upon  the  mterior 
bottom  of  the  tower,  wliich  is  8  feet  below  the  top  of  that  wall.  In  the  rear  wall  of  the  tower  is  put 
the  entrance  into  the  city-maia  Each  of  the  towers  has  a  pipe  x  and  z,  which  are  connected  in  the 
pipe-vault  by  the  cross-pipe  y  ;  x  runs  to  the  eastern  part  of  the  town,  z  to  the  central  part,  and  tz  to 
the  west  part,  for  distribution.  The  ground-plan  shows  the  way  in  which  all  3  pipes  can  be  supplied 
by  the  one  set  of  gates,  or  the  other,  or  by  both  together.  The  arrangement  for  the  outflow  of  water 
answers,  therefore,  completely,  the  purpose — to  empty  the  one  division,  entirely,  while  the  other  re- 
mains filled. 

At  the  lowest  points  of  the  ppes  x,  y,  and  z,  draining-pipes  with  stop-cocks  are  put  in,  to  let  out  into 
the  sewer-pit  k  k  any  sand  that  may  collect  here.  Tlie  way  to  work  the  gates  from  the  caps,  as  well  as 
the  upper  structure  of  both  the  towers,  is  shown  by  Figs.  145,  146,  150,  and  151. 

The  platform  of  the  reservoir  is  guarded  by  an  iron  railing.  At  the  elevation  of  119  feet  above  the 
letel  of  the  sea,  it  commands  a  complete  view  of  the  west  and  east  of  Manhattan  Island,  as  well  as  of 
ths  south  part  of  the  city,  with  New  York  bay,  and  at  a  greater  distance  in  that  direction,  the  Atlantic 
ocean.     This  view  is  exceedingly  beautiful,  and  is  one  of  the  finest  in  the  world. 

Distribution  of  the  Water. — ^From  this  reservoir,  the  distribution  of  the  water  is  made.  The  above- 
mentioned  three  36-inch  pipes  convey  it  to  the  lower  town,  which  is  built  closer  and  closer  the  fur- 
ther down  one  goes  ;  134  miles  of  pipes  of  aU  sizes,  between  36  and  4  inches,  conduct  it  through  the 
streets,  and  feed  several  public  and  private  fountains ;  these  pipes  are  laid  down  in  the  centre  of  the 
streets,  or  as  near  so  as  possible.  The  branciiings  and  crossings  are  made  by  means  of  single  or  double 
sleeves  cast  t<^ether  with  a  main-piece.  The  pipes  are  put  together  with  faucet  and  spigot,  6  inches 
deep ;  at  the  smaller  pipes,  4  mches.  The  pieces  have  a  leflgth  of  9  feet,  each  piece  making  thus  9  feet  rim 
of  water-conduit  when  put  together.  Before  laying  down,  they  were  proved  with  the  hydraulic  press, 
with  the  pressure  of  200  to  250  pounds  to  the  square  incL 

At  the  comers  of  streets  where  crossings  and  branchings  occur,  stop-cocks  are  put  in,  in  order  to  cut 
off  districts  of  pipes,  when  tliis  is  required  for  alteration  or  repair.  Ihose  ppes  that  run  oflf  from  the 
street  pipes,  leading  into  the  houses,  are  ^  to  1  inch  wide,  made  of  lead,  connected  to  the  main-pipes  by 
boring.  Such  a  house-pipe  has  either  a  month-cock  under  the  outdoor  steps,  or  leads  to  the  kitchen, 
which  in  this  country  is  m  the  basement.  To  feed  bathing-tubs  or  bathing  apparatus,  a  pipe  some- 
times rises  to  the  upper-story  bedrooms. 

Pipes  branching  oflf  for  the  hydrants,  placed  at  convenient  distances,  are  for  the  most  part  of  cast-iron, 
branching  oflf  from  the  mains  by  sleeves ;  at  the  larger-sized  pipes,  by  means  of  borir^.  llie  hydrants,  as 
far  as  they  are  above  ground,  are  protected  by  a  cast-iron  case  to  keep  oflf  frost,  heat,  and  damage.  For 
the  extinguishing  of  fires,  the  engine-hose  is  screwed  to  the  muzzle  of  the  hydrants.  At  the  harbor, 
pipes  are  branched  out,  terminating  at  the  bulwarks,  in  order  to  supply  the  ships,  and  fill  the  waters 
casks  on  board  by  a  hose. 

The  cost  of  this  aqueduct  amounts  to  8575000  dollars,  including  jmrchase  of  land  required,  extinguish- 
ing of  water-rights,  and  some  unfinished  works.  This  amount  is  within  5  per  cent  of  that  estimated  by 
the  chief  engineer,  Mr.  John  B.  Jervis,  and  the  percentage  occurs  chiefly  below  the  estimate.  To  thia 
is  added  1800000  dollars,  the  cost  for  the  distributing-pipes. 

The  first  two  millions  had  to  be  raised  at  an  interest  of  7  per  cent,  and  are  payable  fwm  1847  to  1857. 
For  the  rest,  5  per  cent  is  paid,  and  to  be  redeemed  from  1858  to  1880.  647 157  dollars  was  the  discount 
for  issuing  the  loan,  which,  together  with  the  interest  paid  already  during  the  construction  of  the  work, 
wmgs  the  total  expease  to  12500000  dollars. 

The  annual  interest  for  this  capital  amounts  to  665000  dollars,  which  is  coUtifcted  by  a  direct  water 
tax,  and  some  indirect  taxes ;  by  means  of  an  existing  sinking  fund,  the  capital  will  be  redeemed  by 
degrees.    The  water-tax  amounts  to  10  dollars  for  a  house  of  middle  size ;  manufacturers,  hotels,  bathing^ 
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establishments,  distilleries,  livery-stables,  bakeries,  sugar-refineries,  breweries,  slaughter-houses,  etc.,  and 
ships,  pay  according  to  extension  and  size. 

ARCHES.  Arches  are  of  various  shapes,  as  Pointed,  Elliptical  Segmental,  and  Circular.  The  outer 
surface  of  the  arch  is  called  the  estrados  or  back  of  the  arch,  the  inner  or  concave  surface,  the  intrados, 
or  the  soffit;  the  joints  of  all  arches  should  be  perdendicular  to  the  surface  of  the  soffits.  The  stones 
are  called  arch  stones  or  voussoirs.  The  first  course  on  each  side  are  termed  sprinffers,  which  rest  on  the 
imposts  or  abutments.  In  cale  of  a  segmental  arch,  the  course  beneath  the  springers  are  called  skew- 
backs.  The  extreme  width  between  springers  is  called  the  span  of  the  arch,  and  the  versed  sine  of  the 
curve  of  the  soffit,  the  rise  of  the  arch.  The  highest  portion  of  the  arch  is  called  the  croicn,  and  the 
centre  course  of  voussoirs  the  key-course.  The  side  portions  of  arches  between  the  springing  and  the 
crown,  are  termed  haunches  or  flanks.  All  arches  should  be  well  sustained  by  backing  on  the  haunches 
called  spandrel-hacYmg.  The  line  of  intersection  of  arches  cutting  across  each  other  transversely  is 
called  a  qroin  and  the  arches  themselves  groined  arches.     See  Bridge. 

ARCHIMEDEAN  SCREW.     See  Screw. 

ARCHITRAVE.  The  lower  of  the  three  principal  members  of  the  entablature  of  an  order,  being 
the  chief  beam  resting  immediately  on  the  column. 

ARCHIVOLT.  A  collection  of  members  in  the  face  of  an  arch,  concentric  with  the  intrados,  and 
supported  by  imposts.  ArchivoU  of  the  arch  of  a  bridge — the  curve  line  formed  by  the  upper  sides  of 
the  arch-stones  in  the  face  of  the  work ;  it  is  sometimes  understood  to  be  the  whole  set  of  arch-stones 
which  appear  in  the  face  of  the  work. 

AREOMETER.     An  instrument  for  measuring  the  density  or  specific  gravity  of  fluids. 

ARGAND  BURNERS  AND  LAMPS.     See  Gas  and  Lamps. 

ARRIS,  the  intersection  or  line,  on  which  two  surfaces  of  a  body  forming  an  exterior  angle  meet 
•^ach  other.  Although  the  edge  of  a  body  may  in  general  mean  the  same  thing  as  its  arris,  yet,  in 
building,  the  term  arris  is  restricted  to  those  two  surfaces  of  a  rectangular  solid,  on  which  the  length 
and  thickness  may  be  measured,  as  in  boards,  planks,  doors,  shutters,  and  other  framed  joinery. 

ARTESIAN  WELLS,  so  called  from  a  mode  practised  in  Artois  in  boring  for  water. 

ARTESIAN  WELL  OF  GRENELLE,  Bonng  Apparatus  of.  About  the  year  1824,  M.  Peligot, 
one  of  the  superintendents  of  the  hospitals  at  Paris,  suggested  the  idea  of  sinking  a  well  upon  the  Arte- 
sian principle,  and  workmen  were  sent  from  Artois  for  the  purpose ;  whilst  this  was  being  eStcted,  M. 
Mulot,  a  smith,  became  interested  in  the  operation,  and  turned  his  attention  to  the  subject ;  he  was 
consequently  employed  by  the  Marchioness  de  Groslier  to  sink  one  at  Epinay ;  success  attended  his 
efforts,  and  he  was  nominated  to  attempt  one  at  Grenelle.  The  prunitive  soils,  according  to  M.  Arago, 
are  but  rarely  stratified,  or  are  found  in  regular  beds.  The  fissures  in  granitic  rocks,  the  crevices  sepa- 
rating the  contiguous  masses,  have  but  little  width  or  depth,  and  do  not  frequently  communicate  with 
each  other ;  in  such  soils  the  waters  of  filtration  have  but  limited  outlets,  each  film  or  tliread  termina- 
ting its  course  alone,  without  receiving  any  increase  from  others  in  their  descent.  The  springs  being 
numerous  in  the  neighborhood,  it  was  not  thought  probable  that  any  vast  quantity  of  water  could  be 
obtained,  as  the  whole  of  the  rain  penetrating  the  earth  was  supposed  to  pass  off  through  various  open- 
ings in  the  sides  of  the  hills. 

The  secondary  soils,  -which  are  composed  of  a  variety  of  rocks,  in  general  take  the  form  of  immense 
reservoirs  or  basins,  the  centre  being  considerably  depressed,  or  the  extreme  boundaries  of  it  greatly 
elevated.  Within  tJiis  basin,  hills,  and  often  mountains,  arise,  apparently  destroying  its  original  charac- 
ter. The  stratification  of  the  secondary  formation  is  in  regular  beds,  some  of  which  are  of  enormous 
thickness,  composed  of  sand  or  grit,  and  very  permeable ;  these  permeable  beds,  as  they  rise  towards 
the  extremities  of  the  basin,  become  bare  on  the  sides  of  the  mountains  and  hUlj.  Tlie  rain-water 
which  falls  on  the  earth,  after  penetrating  it,  forms  one  continued  sheet,  which  pursues  its  course  with 
great  rapidity  when  the  beds  have  a  great  declivity,  and,  reaching  the  lowest  point,  is  accumulated  in 
vast  quantities.  One  chalky  or  calcareous  stratum,  which  is  furrowed  out  in  all  directions,  and  par- 
ticularly in  the  upper  portion,  allows  the  pluvial  water  to  pass  with  great  facility,  and  also  to  circulate 
through  the  mass  to  a  great  depth :  and  in  this  peculiar  stratum  the  wells  both  of  Grenelle  and  Rouen 
have  been  bored. 

The  tertiary  soils  are  stratified,  and  composed  of  many  beds  placed  over  each  other,  and  separated 
by  clean  and  well-defined  joints,  like  the  secondary,  on  which  they  rest ;  these  basins  are  of  less  extent, 
and  derive  their  form  from  the  rectifying  of  the  beds,  the  elements  of  which  they  are  constituted  being 
the  same  as  those  found  on  the  neighboring  hills.  Tlie  several  beds  are  arranged  in  a  regular  manner, 
and  their  separation  is  formed  by  a  layer  of  sand,  through  wliich  the  water  freely  percolates ;  in  these 
several  sandy  fissures  it  acquires  force  as  it  descends,  and  at  great  depths,  its  pressure  being  augmented, 
the  flow  is  rendered  constant. 

These  soils  are  undoubtedly  the  best  for  sinking  Artesian  wells,  because  they  have  at  their  base 
courses  of  sand  lying  on  impermeable  clays,  and  are  less  subject  to  dislocation  or  rupture  than  rocks  oi 
the  oldf  *  formation.  Such  strata  are  easily  examined,  and  are  usually  found  rising  from  the  centre  of 
the  basin,  and  following  an  inverse  direction  to  that  of  the  inclination  of  the  water,  which,  like  a  sub- 
terranean river,  pursues  a  downward  course  till  it  meets  with  an  outlet.  They  frequently  become  bro- 
ken, when  the  water  they  contain  weeps  into  small  rivulets  and  is  carried  away  on  the  surface. 

Where  the  well  has  been  bored  at  Grenelle,  the  upper  stratum  or  tertiary  deposite  is  41  metres  in 
thickness ;  the  next  is  composed  of  chalk  mixed  with  flint,  99  metres ;  then  a  gray  chalk,  without  any 
gilez,  26  metres ;  to  tliis  succeeded  a  gray  chalk,  in  which  were  iron  pyrites,  341  metres ;  then  a  wealden 
clay,  gray  sand,  and  a  sandy  clay,  in  which  were  found  ammonites  and  other  fossils ;  the  whole  depth 
bored  tlirough  being  548  metres,  or  about  1*798  feet. 

Before  giving  the  description  of  the  apparatus  used  in  boring  this  well,  we  will  give  a  short  sketch 
of  the  difliculties  encountered  and  overcome  by  K  Mulot,  to  whom  the  direction  of  this  great  work  had 
'been  intrusted. 
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M.  Mulot  commenced  boring  in  1833 ;  he  easily  pierced  the  tertiary  sands,  which  aro  at  Grenelle  13C 
feet  thick,  but  shortly  after  having  reached  the  chalk,  at  the  depth  of  377  feet,  the  sides  gave  way  and 
filled  the  bored  space,  which  was  cleared  again,  after  fifty-seven  days'  labor ;  this  happened  in  June, 
1834.  In  May,  1837,  the  borer  had  reached  1246  feet,  when  the  valved-spoon,  together  with  a  rod  262 
feet  long,  fell  to  the  bottom  of  the  hole  and  were  shattered  to  fragments ;  the  weight  of  the  mass  waa 
100  cwt.  Many  contrivances  were  proposed — some  even  put  in  execution — but  in  vain,  till  M.  Mulot 
had  the  idea  of  wearing  the  ends  of  the  fragments,  and  thus  extracted  them,  fifteen  months  after  the 
accident. 

In  April,  1840,  the  instruments  were  wearing  out  rapidly,  while  they  were  making  little  headway 
through  the  hard  chalk,  when,  being  raised  to  a  considerable  height,  the  boring-screw  fell,  and  waa 
buried  in  the  compact  rock  to  the  depth  of  75  feet.  It  became  necessary  to  bore  all  round  it  in  order 
to  free  it,  and  after  many  months  of  labor  this  new  obstacle  was  surmounted. 

In  December,  1840,  the  spoon  detached  itself  from  the  rod,  causing  a  Httle  delay  in  the  operations -of 
M,  Mulot,  who  bored  a  hole  in  the  sides  of  the  well  and  pushed  the  separated  instrument  into  it.  This 
was  the  last  impediment  to  overcome,  and  the  26th  of  February,  1841,  the  rod  suddenly  sunk  several 
feet;  immediately  a  column  of  warm  water  1797  feet  high,  equal  to  the  pressure  of  53  atmospheres, 
rose  from  the  bosom  of  the  earth,  and  poured  upon  its  sm-face  800,000  gallons  of  water,  having  a  tem- 
peratiu-e  of  79  Fahrenheit. 

But,  besides  boring,  it  was  necessary  to  give  support  to  the  sides  of  the  well,  which  would  fall  in, 
unless  composed  of  material  more  consistent  than  earth.  A  tube  of  a  certain  caUbre  is  first  introduced, 
then  another  smaller  one  slipped  within  the  first,  and  so  on  ;  but  should  the  boring  be  deeper  tlian  ex- 

Cected,  it  would  become  necessary  to  withdraw  these  tubes  in  order  to  replace  them  by  larger  ones, 
ecause  the  last  must  be  of  sufiicient  calibre  to  allow  the  rod  to  work.    At  Grenelle  it  was  necessary 
to  draw  off  five  series  of  tubes,  and  to  bore  larger  holes  to  introduce  tubes  of  a  greater  diameter. 
The  following  is  a  table  of  the  strata  bored  through. 


Nature  of  the  Strata. 


Thickness. 


Depth  beneath 
the  soil. 


7 

8 

9 

10 

II 

12 
13 


Foundation  of  a  basin 

Alluvial  soil,  composed  of  rolled  flints  and  gravel 

Chalk 

Plastic  clay,  lignites,  iron  pyrites,  and  sand,  penetrated  by  sul 
phuret  of  iron 

Marl  and  calcareoua*  sand,  containing  nodules  of  compact  lime- 
stone   

Chalk  and  silex  in  lumps  , 

Hard  gray  chalk  with  silex 

Gray  chalk,  very  hard,  alternating  with  more  soft  chalk 

Green  chalk 

Blue  chalk  with  clay 

Black  and  blue  clay,  with  strata  of  green  sand,  containing  iron  py- 
rites and  fossils 

Argillaceous  sand 

Green  sand 

Water 


Feet. 

7.21 

24.40 

2.78 

65.69 

36.11 
312.89 
652.92 
423.18 
.98 
101.73 

101.79 
2.30 
4.50 


Feet. 

on  the  surface 
7.216 
31.652 

34.44 

100.13 

186.25 

449.14 

1104.23 

1524.20 

1526.0 

1658.51 
1780.28 
1792.57 
1797.47 


Description. — ^The  apparatus  consists  of  a  crane  with  four  beams  A,  iron-bound.  At  the  summit 
there  are  four  pulleys  of  cast-iron  B,  on  these  the  chains  C  pass ;  these  chains  also  go  through  two 
other  moveable  pulleys  D  D'.  The  chains  C,  attached  by  one  end  to  the  guide-strap  of  the  pulleys 
D  D',  are  hooked  by  the  other  extremity  on  the  conical  drum  E  E',  aroimd  which  they  are  wound  in 
opposite  directions.  By  these  pulleys  the  iron  bars  F,  26.24  feet  long,  to  which  are  attached  the  bur- 
rowing instruments,  are  lowered  and  raised. 

To  raise  the  rods,  eight  horses  are  harnessed  at  G,  Figs.  158  and  159,  which  being  set  in  motion,  one  ot 
the  chains  passing  through  the  pulley  H  coils  round  E,  while  the  other  chain  is  unrolled.  The  pulley  D,  to 
which  the  rod  F  is  suspended  by  means  of  a  hook,  is  raised,  and  brings  up  all  the  boring  apparatus. 
When  this  pulley  has  reached  the  top  of  the  crane  the  second  puUey  D'  is  made  fast;  then  the  bar  just 
raised  is  taken  oflf  by  men  standing  on  a ;  the  hook  is  fixed  to  the  next  bar,  and  the  horses  are  driven  in 
the  opposite  direction.  While  the  pulleys  are  exchanged,  the  top  bar  is  seized  by  the  crank  J, 
placed  at  the  orifice  of  the  well  to  prevent  it  from  falling.  The  cranks  J  are  formed  of  two  strong  iron 
plates,  between  which  are  set  two  eccentric  chaps  J*  J",  which  allow  the  rods  to  ascend,  but  prevent 
their  falling  back. 

One  man  is  necessary  to  lower  the  rod,  which  is  accompUshed  by  pulling  or  loosening  the  break, 
Figs.  158  and  169,  at  pleasure.  This  double  break  consists  of  two  large  hoops  KK',  surrounding  the 
drum  L,  which  is  covered  with  a  thick  sheet  of  iron ;  one  of  the  extremities  of  the  hoops  is  fastened  to 
the  horizontal  beam  M,  while  the  other  is  kept  in  place  by  a  square  placed  out  of  the  works,  and  opened 
or  closed  by  a  lever. 

The  nejct  thing  to  be  considered  is  how  the  rod  is  turned.  It  is  adapted  to  the  wheel  If, 
which  is  made  to  communicate  with  the  wheel.  Fig.  163.  The  toothed-wheel  N,  is  for  this  purpose 
changed  from  the  position  it  occupied.  Fig.  158,  to  that  represented  Fig.  162,  corresponding  to  the 
axis  of  the  well ;  a  square  hole  is  made  in  the  centre  to  receive  a  square  bar  of  iron  .2624  of  a  foot 
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square  and  13  feet  long,  ■which  is  adapted' by  one  extremity  to  the  boring-rod,  and  by  the  other  is  sus- 
pended to  the  hook  of  the  pulley  D.  When  the  wheel  N  is  fixed  to  the  rod  it  is  adapted  to  its  inter- 
mediate toothed-wheel  P,  fixed  to  a  wooden  frame  close  by  the  crane.  The  wheel  P  is  put  in  connec- 
tion with  the  great  wheel  Q,  placed  over  the  wheel  R,  to  which  two,  and  sometimes  three  horses  are 
harnessed.  The  burrowing-rod  is  suspended  by  chains  run  into  a  ring  g.  Fig.  159,  and  coils  round  the 
drum  S,  Figs.  158  and  163',  situated  on  the  other  side.  The  wheel  T  serves  to  raise  or  lower  the 
instrument. 

When  the  wheel  R  is  put  in  motion,  the  rod  receives  the  movement  of  rotation  imparted  to  N  by  the 
toothed-wheel  P.  The  men  at  T  allow  tlie  rod  to  descend  slowly.  The  pulley  D'  would  be  in  the  way 
during  the  operation,  it  is  therefore  fixed  by  a  pin  to  the  links  of  the  chain. 

Explanations  of  the  Figures. — Fig.  158. — A  vertical  and  longitudinal  section  of  the  apparatus  in  a 
plane  passing  through  the  axis  of  the  well,  and  of  the  wheel  used  to  lower  and  raise  the  borer. 

Fig.  159. — A  horizontal  section  of  the  wheel  G,  made  above  the  breaks ;  the  two  conical  drums, 
iround  which  the  chains  are  wound,  being  omitted. 

Fig.  160. — A  horizontal  projection  of  the  drum  L,  and  of  the  breaks. 

Fig.  161. — A  fi-ont  view  of  the  two  fi-ames  U  U',  placed  in  the  horizontal  beam,  near  the  wheel  G- 
Within  these  frames  two  smaller  frames  are  made  to  slide ;  they  have  wooden  rollers,  u  and  u',  and  are 
intended  to  support  and  guide  the  chains  C,  to  the  drums  E  E'.  These  chains,  when  slack,  rest  on 
the  rollers  v  v'.  The  frames  U  and  U'  have  their  superior  part  in  contact  with  the  beams  V  and  V, 
which  are  fastened  by  one  extremity  to  the  crane,  and  by  the  other  to  the  strong  bearer,  X.  The  pillow 
of  the  axis  of  the  wheel  G,  rests  also  on  this  bearer. 

A  flooring,  Z,  connects  the  wheel  to  the  crane,  and  places  within  the  reach  of  the  workmen  the  parts 
just  described. 

Fig.  162. — Vertical  and  transverse  section  of  the  apparatus,  whose  plane  is  perpendicular  to  that  of 
the  section,  Fig.  158. 

Fig.  163'. — A  view  of  the  drum  used  for  supporting  and  lowering  slowly  the  borer  as  it  sinks. 

Fig.  164.— Plan  of  the  wheel  R,  Fig.  162. 

Fig.  165. — A  profile  view  of  the  frame  and  wheel  N. 

Fig.  166. — A  plan  of  this  frame,  wliich  slides  in  grooves  made  in  the  beams  0,  Figs.  158  and  162, 
on  small  friction-rollers.  The  small  flooring  n,  gives  passage  towards  the  centre  of  the  wheel  N,  in 
order  to  adapt  the  rod  ia  it. 

Fig.  167. — Front  view  of  the  wooden  support  to  the  toothed- wheel  P,  Fig.  162. 

Fig.  168. — A  horizontal  section  of  this  support,  and  plan  of  the  wheel 

Figs.  169  and  170. — A  front  and  profile  view  of  one  of  the  moveable  pulleys,  D  D',  with  its  guide- 
strap,  giving  attachment  to  the  hook  d,  to  which  is  suspended  the  borer  by  a  ring. 

Figs.  171  and  172. — An  external  view  of  the  crank  J,  with  a  section  following  the  line  1 — 2. 

While  the  boring  goes  on,  this  is  set  over  the  orifice  of  the  hole ;  to  this  end,  two  semicircular  pieces 
/  are  attached  to  the  plates  J,  and  rest  on  the  ground.  The  rods  pass  between  J  and  the  nippers  • 
J',  J^  As  long  as  the  rods  are  raised  the  nippers  yield ;  but  as  soon  as  they  remain  motionless,  either 
to  change  the  rods  or  for  any  other  motive,  the  arcs  through  their  eccentricity  press  against  the  bars 
and  prevent  their  descent.     To  secure  them  further,  their  other  sides  are  held  by  the  force-screws/". 

Fig.  173. — A  fragment  of  galvanized  iron  tube,  0.016  of  a  foot  tliick,  used  as  a  conductor  to  the  water. 

Figs.  174  and  175. —  Pincers  used  for  the  extraction  of  fragments  of  wood  or  other  matters. 

Fig.  176. — Section  of  the  foregoing,  following  the  line  3—4. 

Figs.  177  and  178. — Pincers  for  withdrawing  the  tubes. 

Fig.  179. — A  horizontal  section  of  a  branch  in  the  direction  of  5 — 6. 

Figs.  180  and  181. — Details  of  an  instrument  called  Caracol,  used  to  withdraw  fragments  of  the  rod 
when  they  have  penetrated  into  the  parietes  of  the  well. 

Fig.  182. — A  plan  of  the  instrument. 

Figs.  183  and  184. — Screwed  rods  composing  the  borer.     The  superior  bar  has  a  hook  also  vised  to  it. 

Figs.  185  and  186. — Rods  united  by  means  of  pins,  the  heads  of  which  are  buried  in  the  thickness  of 
the  bars.    The  end  of  one  is  fissured,  in  order  to  receive  the  end  of  another  rod. 

Figs.  187  and  188. — A  ring  which  is  attached  to  the  rods  by  three  pins. 

Figs.  189  and  190. — A  chisel,  called  Trepan,  used  to  perforate  the  nard  rocks  which  it  is  necessary 
to  break  and  to  crush  at  the  same  time.  There  are  three  edges,  a,  b,  c.  The  edge  a  is  double,  b  and  c 
are  turned  in  opposite  directions.  This  implement  wiU  cut  the  rock  and  crush  it  in  whatever  direction 
it  is  turned. 

Figs.  191  and  192. — A  valved  spoon,  used  in  sands  and  clays  almost  rendered  liquid  by  the  water  in 
which  they  are  in  suspension.  It  consists  of  a  long  cylinder  m  sheet-iron,  open  at  both  extremities,  the 
inferior  being  strengthened  by  an  iron  ring  with  a  sharp  edge.  A  Uttle  above  tliis  ring  there  is  a  disk, 
at  the  centre  of  which  a  round  hole  has  been  perforated.  This  opening  is  perfectly  closed  by  an  iron 
ball  When  the  spoon  is  lowered  into  the  hole  the  sand  pushes  away  the  ball,  which,  however,  falls 
back  by  its  weight,  closes  the  orifice  b,  and  allows  the  extraction  of  the  sand.  The  ball  is  prevented 
from  rising  too  liigli  by  the  perforated  disk  c. 

Figs.  193  and  194. — A  vertical  section  and  external  view  of  the  borer,  used  to  enlarge  the  hole.  It  is 
very  solid,  and  consists  of  a  hollow  cylinder,  whose  inferior  extremity  is  furnished  on  its  circumference 
with  fluted  knives,  of  which  there  are  several  of  dififerent  dimensions. 

Fig.  195. — A  view  of  the  imdemeath  part  of  the  preceding. 

Fig.  196. — Shows  the  mode  of  attachment  of  a  knife  to  tiie  ring,  and  also  a  front  view  of  the  koife 
The  knives  are  firmly  attached  to  the  inner  ring,  and  are  surrounded  by  another  ring  of  greater  diame 
ter.    The  whole  is  traversed  by  a  pia 

ASTI.    See  Woods,  varieties  of. 
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ASPEN,  See  Woods,  varieties  of. 

ASfi,  See  Woods,  varieties  of. 

ASHLAR,  hewn  stone  used  for  the  facings  of  walls.  If  the  work  be  so  smoothed  as  to  take  out  the 
marks  of  the  tools  by  which  the  stones  were  first  cut,  it  is  called  plane  ashlar ;  if  figured,  tooled  ashlar, 
or  random  tooled,  or  chiselled,  or  bousted,  or  pointed :  if  the  stones  project  from  the  joints,  it  is  said  to 
be  rusticated. 

ASHLERING,  in  carpentry,  the  fixing  of  short  upright  quarterings  between  the  rafters  and  the  floor. 

ASH-PAN.  In  locomotive  engines,  an  iron  box  attached  to  the  fire-box  to  receive  the  ashes  from  the  fire. 

ASPHALTUM.  Native  bitumen.  Its  chief  application  is  in  the  construction  of  roads  and  pave- 
ments, for  roofing,  and  for  protecting  buildings  from  dampness.  Its  application  to  roads  and  pavements 
in  this  country  has  been  unsuccessful,  but  it  is  still  in  use  in  Paris  and  other  European  cities. 

Asphaltum  varies  considerably  in  purity,  according  to  the  quantity  of  difierent  earthy  substances 
mingled  with  it.  When  nearly  pure  its  color  is  almost  black,  or  dark  brown,  and  it  does  not  soil  the 
fingers :  when  rubbed  it  gives  off  a  pitchy  odor.  In  combination  with  other  substances  it  forms  a  mas- 
tic, which  is  applied  in  a  liquid  state  to  kitchen  and  stable  floors,  pavements,  &c.  The  principal  ingredi- 
ent in  "  The  Calcareous  Asphaltum  "  which  is  found  at  Seyssel  near  the  Jura  Mountains,  is  a  dark  brown 
bituminous  limestone.  The  stone  is  reduced  to  powder  and  mixed  with  a  portion  of  mineral  tar  when 
intended  to  be  applied  as  a  cement,  as  in  covering  roofs,  lining  tanks,  &c. ;  but  when  intended  for  floor- 
ing or  pavements,  sea  grit  is  used  in  addition.  This  is  melted  and  run  into  moulds  about  18  inches 
square,  by  6  inches  deep,  or  formed  into  blocks  weighing  from  112  lbs.  to  130  lbs.  each.  In  this  state 
it  is  sold  for  use,  and  is  remelted  on  the  spot  where  required,  in  cauldrons  heated  on  small  portable  fur- 
naces, with  the  addition  of  1  lb.  of  mineral  tar  to  1  cwt.  of  mastic. 

The  only  kind  of  tar  to  be  used  in  this  mixture,  is  that  with  which  the  limestone  is  impregnated.  If 
the  mastic  is  required  to  be  very  stiff,  as  for  paving  kitchen  floors,  a  smaller  proportion  of  tar  is  to  be 
used,  with  a  larger  proportion  of  grit  To  convert  fine  asphalte  into  coarse,  30  lbs.  of  fine  clean  grit  are 
to  be  added  to  112  lbs.  of  mastic,  with  from  1  lb.  to  2^  lbs  of  tar. 

In  applying  asphalte  to  the  floors  of  cellars  and  basements  to  exclude  dampness,  an  inverted  brick 
arch  laid  in  asphalte  as  a  cement  should  be  used.  Asphalted  bricks  are  also  prepared  by  heating  them, 
and  placing  them  in  rows  upon  a  flat  surface  between  gauges,  allowing  a  layer  of  mastic  a  quarter  of 
an  inch  thick  to  be  laid  over  them  :  the  brick  are  then  separated  with  a  knife  before  the  mastic  is  quite 
set.     The  brick  are  also  prepared  by  dipping  the  ends  in  boiling  mastic. 

The  thickness  of  asphaltum  used  for  pavements  varies  from  half  an  inch  to  an  inch  and  a  quarter, 
the  former  for  floors  and  the  latter  for  carriage-ways :  half  an  inch  or  five-eighths  is  sufficient  for  roofs 
and  the  coverings  of  arches,  and  about  a  quarter  of  an  inch  is  suflScient  for  the  ground  line  of  brick- 
work to  prevent  damp  from  lisiiig.  An  asphaltum  surface  admits  of  easy  repair.  By  placing  hot  mas- 
tic upon  the  place  requiring  it,  the  fresh  material  will  readily  adhere  to  the  old  work  if  free  from  dust 
or  moisture.  Asphaltum  is  used  in  oil  painting ;  for  which  purpose  it  is  first  dissolved  in  oil  of  turpen- 
tine, by  which  it  is  fitted  for  glazing  and  shading. 

ASSAYING.  This  term  is  applied  in  a  confined  sense  to  the  analysis  or  separation  of  the  precious 
metals  from  other  metals ;  and  to  the  determination  of  the  quantity  or  value  of  gold  and  silver  in  bul- 
lion, coin,  plate  or  trinkets,  but  more  generally  to  the  operation  which  decides  the  quantity  of  a  certain 
kind  of  metal  contained  in  an  ore,  or  in  an  alloy,  if  it  is  performed  by  heat  chiefly,  in  contradistinction 
to  analysis,  or  the  operation  by  moisture. 

ATMOMETER.     An  instrument  for  determining  the  rate  of  evaporation  from  a  humid  surface. 

ATMOSPHERE ;  that  gaseous  fluid  which  surrounds  the  earth,  according  to  Dr.  Prout,  100  cubic 
Inches  of  which  composes  the  atmosphere  at  the  surface  of  the  earth,  when  the  barometer  stands  at  30 
inches,  and  at  a  temperature  of  60  Fahrenheit,  weighs  31.0117  grains,  being  thus  about  815  times  lighter 
than  water,  and  11,065  times  lighter  than  mercury.  Since  the  air  of  the  atmosphere  is  possessed  of 
weight,  it  must  be  evident,  that  a  cubic  foot  of  air  at  the  surface  of  the  earth,  has  to  support  the  weight 
of  all  the  air  directly  above  it,  and  that  therefore  the  higher  we  ascend  up  in  the  atmosphere,  the  lighter 
will  be  the  cubic  foot  of  air ;  or  in  other  words,  the  farther  from  the  surface  of  the  earth,  the  less  will 
be  the  density  of  the  air.  At  the  height  of  three  and  a  half  miles,  it  was  found  that  the  atmospheric 
air  was  only  half  as  dense  as  it  was  at  the  surface  of  the  earth.  From  the  nature  of  fluids,  it  follows, 
that  the  air  of  the  atmosphere  presses  against  any  body  which  comes  into  contact  with  it ;  because 
fluids  exert  pressure  in  all  directions,  upwards,  downwards,  sidewise,  and  oblique.  From  the  nature  of 
fluids  it  also  follows,  that  the  pressure  on  any  point  is  equal  to  the  weight  of  all  the  particles  of  the  fluid  in 
a  perpendicular  line  between  the  point  in  contact,  and  the  surface  of  the  fluid.  The  amount  of  pressure 
of  a  column  of  air,  whose  base  is  one  square  foot,  and  altitude  the  height  of  the  atmosphere,  has  been 
found  to  be  2156  pounds  avoirdupois,  or  very  nearly  15  pounds  of  pressure  on  every  square  inch.  It  is 
common  to  state  the  pressure  of  the  atmosphere  as  equal  to  15  lbs.  on  the  square  inch.  If  any  gaseous 
body  or  vapor,  such  as  steam,  exert  a  pressure  equivalent  to  15  lbs.  on  the  square  inch,  then  the  force 
of  that  vapor  is  said  to  be  equal  to  one  atmosphere  ;  if  the  vapor  be  equal  to  30  pounds  on  every  square 
inch,  then  it  is  equal  to  two  atmospheres ;  and  so  on,  conseqtiently,  the  atmospheric  pressure  is  capable 
of  supporting  about  thirty  inches  of  mercury,  or  a  column  of  water  34  feet  high.  It  is  found  that  the 
pressure  of  the  atmosphere  is  not  constant  even  at  the  same  place ;  at  the  equator,  the  pressure  is  nearly 
constant,  but  it  is  subject  to  greater  change  in  the  high  latitudes.  In  this  country  the  pressure  of  the 
atmosphere  varies  so  much,  as  to  support  a  column  of  merciury  sometimes  so  low  as  28  inches,  and  at 
other  times  so  high  as  31,  the  mean  being  29*5.  This  would  make  the  average  pressure  between  14  and 
15  pounds  on  the  square  inch.  In  scientific  books  generally,  the  pressure  is  understood  in  round  num- 
bers to  be  15  lbs.,  so  that  a  pressure  exerted  equal  to  one,  two,  three,  four,  &c.  atmospheres,  means  such 
a  pressure  as  would  support  30,  60,  90,  120,  &c.  inches  of  mercury  in  a  perpendicular  column,  or  15,  30 
45,  60,  &c.  pounds  on  every  square  inch. 
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ATMOSPHERIC  ENGINE,     See  Caix)ric  Engine.  4 

ATMOSPHERIC  PRESSURE,  applied  to  pile  driving  by  Dr.  Pott's  system.  Atmospheric  pressure 
has  been  applied  to  the  erection  of  several  beacons  in  the  vicinity  of  the  mouth  of  the  Thames.  Thfl 
first  experiment  was  upon  the  Goodwin  Sands  on  July  16,  1845,  and  an  iron  tube  of  2  feet  6  inches 
diameter  was  driven  into  the  sand  to  a  depth  of  22  feet  in  two  or  three  hours.  A  gentleman,  present 
at  the  experiment,  which  was  made  by  the  Trinity  Brethren,  said,  that  the  facility  with  which  this 
large  iron  tube  was  made  to  descend  could  be  compared  to  nothing  tietter  than  shutting  up  a  telescope. 
The  method  of  operation  is  this :  the  tubes  are  in  convenient  lengths,  with  spigot  and  faucet  joints,  and 
one  of  them  being  placed  perpendicularly,  an  air-tight  cap  is  fixed  to  the  upper  end.  This  cap  com- 
municates with  a  powerful  air-pump,  by  means  of  which  the  air  is  exhausted  from  the  tube,  drawing 
up  the  sand  or  shingle  with  the  water  which  ascends,  and  the  tube  immediately  descends  from  the  ef- 
fects of  ontward  atmospheric  pressure.  The  contents  of  the  tube  are  then  removed  by  the  pump, 
which  readily  draws  away  the  sand  or  shingle  with  the  water  which  rises  during  their  action,  and  the 
exhaustion  process  is  then  continued.  The  upper  end  of  the  tube  having  become  level  with  the  surface, 
the  operation  is  stopped,  the  cap  removed,  a  fresh  tube  is  affixed  and  secured,  and  the  same  course  pur- 
sued, and  thus  continued,  until,  with  the  greatest  facility,  this  great  length  of  tube  penetrated  what 
must  have  been  exceedingly  hard  sand. 

ATMOSPHERIC  RAILWAY.     See  Railroads. 

ATTRACTION.  A  tendency  which  certain  bodies  have  to  approach  and  adhere  to  each  other. 
There  are  several  kinds  of  attraction,  as  of  gravitation,  cohesion,  capillary,  chemical,  electrical,  &c. 

ATWOOD'S  MACHINE.     See  Acceleuation. 

AUGERS.     See  Boring  Tools. 

AUGER.  Invented  by  \Vm.  Ash.  An  instrument  to  produce  holes  of  various  diameters,  with  the  cut- 
ting and  guiding  parts  detached,  so  as  to  change  them  at  pleasure. 

Jigs.  198,  199,  200,  and  201,  represent  the  auger  in  ,  , 

three  different  positions.  Fig.  201  shows  its  end.  A  is  the 
spindle ;  B  the  conical  screw ;  C  the  worm  fitted  on  the 
spindle.  The  upper  end  of  the  worm  is  made  to  bear 
against  the  stop  D.  F  is  the  cutter  fitted  into  a  mortise 
in  the  spindle,  fastened  by  the  wedge-piece  G.  The  cut- 
ter F,  is  shown  above  in  four  detached  positions,  Fig.  202. 
The  lower  end  of  the  worm  bears  against  the  back  of  the 
cutter,  and  the  wedge  G  rests  also  in  a  small  notch  cut  in 
the  face  of  the  worm,  as  seen  in  Fig.  200.  On  taking  out 
the  wedge  the  cutter  can  be  taken  out,  and  also  the  worm, 
when  another  worm  or  cutter  of  a  different  size  may  be  at- 
tached to  the  spindle.  In  this  way  the  cutter  can  be  taken 
out  and  sharpened  at  pleasure.  Instead  of  the  worm  C, 
the  guides,  Figs.  203  and  204,  are  sometimes  substituted. 
Fig.  203  is  a  vertical,  and  Fig.  204  a  horizontal,  sectioa 
This  guide  consists  of  a  ring,  K  K,  having  a  slightly  conical 
screw-thread  on  the  outside,  from  wliich  extend  two 
wings,  1 1,  supporting  a  thimble,  L.  Through  this  tliimble 
the  spindle  A  passes,  and  the  cutter  being  applied  to  bore 
the  wood,  the  opening  of  the  hole  is  only  to  be  cut  in  the 
first  place,  then  the  ring  of  the  guide  is  firmly  screwed 
into  that  orifice ;  and  in  boring,  the  cutter  will  then  be 
directed  by  the  spuidle  sliding  tlu-ough  the  thimble.  By 
the  worm  the  chips  are  carried  up  out  of  the  hole.  By 
the  guide  the  chips  will  rise  tlirough  the  opening  K  and 
the  thimble  L.  The  worm  appears  to  be,  by  far,  the  best 
guide. 

AUGERS,  machinery  for  making.  The  object  of  the 
inventor,  Mr.  Palmer,  is  to  manufacture  the  "  single-twist" 
auger,  usually  made  of  a  rod  of  metal,  twisted  round  a 
cylinder  into  a  helical  curve.  The  auger  which  the  inven- 
tor's machinery  is  intended  to  manufacture,  is  formed 
of  a  long  rod  of  metal,  (either  of  a  triangular  or  other  prop- 
er shape,  in  its  cross-section.)  The  ii-on  should  be  rolled  . 
in  square  bars  or  rods,  of  the  size  required,  and  be  cut 
into  pieces  of  sufficient  length,  to  make  the  tool  or  instru- 
ment intended.  A  small  piece  of  steel  of  proper  size  for 
the  cuttmg-lip,  and  the  conical  screw,  if  it  is  to  be  added, 
is  next  welded  upon  one  end  of  each  one  of  the  pieces, 
and  the  end  is  next  turned  or  bent  down  at  right  angles  to 
the  remainder,  upon  an  anvil,  so  as  to  fit  into  the  cavity  of 
tlie  loAver  section  of  the  dies,  for  forming  the  lip,  or  the  lip  and  screw  cone.  About  three-fourths  of  the 
length  of  tlie  rod  from  the  steel  knob  is  next  heated  to  the  necessary  temperature,  to  be  rolled  down  by 
the  next  portion  of  the  machinery.  The  next  portion  of  the  process  of  manufiicturing  the  auger,  consists 
in  forming  the  cuttmg-lip,  or  the  cutting-lip  and  conical  screw-blank,  upon  its  end.  For  this  purpose, 
dies  are  employed  to  form  the  lip  without  the  conic  blank.  Tlie  head  of  steel  beuig  heated,  is  placed 
between  the  dies,  and  the  upper  of  them  caused  to  descend,  with  the  force  necessary  to  swedge  or 
compress  the  metal  into  the  shape  required.     The  knob  thus  formed,  is  next  bent  down  to  the  angle  ro- 
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quired  to  b^applied  to  the  machine,  hy  which  the  rod  is  twisted  in  the  helical  curve.  The  next  operation 
is  to  give  the  requisite  degree  of  uniformity  to  the  size  and  spread  of  the  twi^t,  which  is  accomplished  hy 
hammering  in  the  machine,  consisting  of  a  trip-hammer,  arranged  and  operated  over  a  die-anvil  or  bed- 
piece,  grooved  out,  so  as  to  receive  the  twisted  helix  when  laid  thereon.  By  turning  the  auger  around, 
first  in  one  direction  and  next  in  the  opposite,  successively,  so  as  to  cause  it  to  pass  back  and  forth  be- 
tween the  hammer  and  bed-piece  or  anvil,  the  twist  is  spread  out  in  a  uniform  manner.  The  lower 
part  of  the  hammer  should  be  curved  to  correspond- with  the  circumference  of  the  exterior  of  the  twist 
of  the  auf^er.  The  twisted  portion  of  the  auger  is  again  heated,  and  rolled  between  heavy  iron  plates, 
for  the  purpose  of  straightening  the  twist ;  during  which  operation  care  should  be  taken  that  the  cut- 
ting lip  of  the  auger  does  not  come  in  contact  with  the  plates.  The  auger  is  next  to  be  finished  by 
filing,  and  upon  grinding  and  polishing  wheels,  or  by  other  proper  means,  in  such  manner  as  may  be 
desirable ;  and  when  a  screw  is  to  be  connected  with  the  cutting-lip,  it  may  be  cut  upon  the  blank  by 
any  contrivance  adapted  to  the  purpose. 

Various  machines  are  used  to  hold  the  auger  in  the 
required  position  whilst  boring,  of  which  the  most 
common  is  that  used  by  house  carpenters  for  keeping 
the  tool  perpendicular  to  the  face  of  the  work.  The 
foot  of  the  frame  rests  upon  the  timber,  and  guides 
hold  the  auger  at  right  angles  to  it :  motion  is  con- 
veyed through  bevel  geers  and  a  crank.  For  ship  car- 
penter's use,  the  following  cut  represents  a  frame  in- 
vented by  Richard  Coffin,  of  Haverhill. 

A  is  the  foot.  D  is  the  frame.  C  is  a  rod  and 
crank  attached  to  the  auger  H.  B  is  the  cup  and 
head.  E  is  the  spring.  G  Q  are  two  rods  for  the  pur- 
pose of  disconnecting  the  catches  F  F  from  the  rod  C. 
If  you  wish  to  bore,  pull  the  spring  E  by  the  handle 
to  the  left ;  shove  down  the  left-hand  rod  G,  to  discon- 
nect the  left-hand  catch  from  the  rod  C.  The  right 
hand  catch  holds  the  spring,  and  throws  its  power  to- 
wards the  auger  H,  and  so  on ;  the  cup  B  allows  its 
ball  to  roll  in  the  auger  and  frame  in  any  position,  and 
the  thumb-screw  will  hold  it  in  that  position ;  the  other  thumb-screw  is  to  hold  the  slide  which  ele- 
vates or  depresses  the  auger. 

AUGERS,  double  and  single  twist,  of  Sandford,  Newton  and  Smith  of  Meriden,  Conn.  Constructed 
with  a  uniformly  decreasing  length  of  twist,  with  a  coiTcsponding  gradual  tapering  of  the  cavity  of  the 
auger,  from  the  shank  to  the  lower  or  cutting  extremity.  Any  person  skilled  in  the  art  of  making  an- 
gers can  form  the  graduated  double-twist  with  tongs  and  hammers,  in  the  ordinary  mode  of  twisting 
double-twist  augers,  by  exercising  due  care  and  attention.  A  better  method  is  to  have  the  dies  in  what 
auger  manufacturers  call  crimp-jaws,  so  constructed  as  to  conform  in  size,  graduated  length  of  twist, 
and  taper  of  the  cavity,  to  the  proposed  auger.  The  auger  having  been  first  twisted  by  the  common 
method,  with  the  tongs  and  other  tools,  to  about  the  shortness  of  a  medium  in  the  proposed  twist,  is, 
while  hot,  put  into  the  crimps,  which  are  then  brought  suddenly  together  by  the  usual  process,  the  au- 
ger being  at  the  same  time  turned  partially  round,  backward  and  forward.  The  twist  is  thus  made  of 
a  gradually  increasing  length,  with  a  corresponding  gradual  enlarging  cavity  from  the  lower  or  cutting 
end  to  the  other  extremity  of  the  twist. 

To  form  single-twist  augers  with  this  improvement,  that  part  of  the  rod  which  is  to  form  the  twist, 
should,  before  being  twisted,  be  dra^vn  with  a  graduated  taper  from  the  part  which  is  to  form  the  shank, 
to  that  which  is  to  form  the  lower  or  cutting  end.  The  auger  may  then  he  twisted  in  the  usual  way, 
by  having  the  mould  upon  which  it  is  formed  or  twisted,  made  to  conform  in  size,  graduated  length  of 
twist,  and  taper  of  cavity,  to  the  proposed  auger.  The  mould  is  a  machine  well  known  to  all  makers 
of  single-twist  augers. 

The  superiority  of  augers  made  with  this  improvement  consists,  in  that  the  clogging  of  the  chips  or 
core  in  the  twist,  while  in  the  process  of  boring,  is  effectually  prevented ;  thereby  irtiiferially  diminish- 
ing the  friction.  And  also,  that  the  shortness  of  the  twist  at  the  lower  end  gives  a  better  opportunity 
to  finish  the  cutting-lips,  so  that  they  may  bore  more  smoothly  and  evenly  than  when  the  auger  is  made 
in  the  ordinary  way,  with  a  slack  or  open  twist. 

What  the  inventors  claim  as  their  improvement  and  invention,  is  the  making  or  constructing  dou- 
ble or  single  twist  augers,  with  a  gradually  increasing  length  of  twist,  and  the  consequent  gradual  en- 
largement of  cavity  from  the  lower  or  cutting  end  to  the  other  extremity  of  the  twist. 

AUGER,  double-lipped,  convex  and  concave.  Improvement  in  the  form  and  construction  of  concave 
screw-augers,  by  N.  C.  Sandford,  Meriden,  Conn.  This  improvement  consists  as  follows :  Instead  of 
having  the  plate,  from  which  the  auger  is  to  be  twsted,  of  concave  shape  throughout,  as  is  usual  in 
forming  concave  augers,  the  lower  extremity  of  the  plate  is  of  convex  shape,  or  of  even  thickness, 
though  the  former  is  preferred.  In  augers  of  five-eighths  diar-ieter  it  will  be  sufficient  to  have  about 
one  in<;h  of  the  lower  extremity  of  convex  shape,  or  of  even  thickness,  as  aforesaid,  varying  in  propor- 
tion as  the  diameter  of  the  auger  is  increased  or  diminished. 

The  advantage  of  this  mode  of  construction  consists  in,  that  the  workman,  when  twisting  the  auger, 
which  is  done  in  the  ordinary  mode,  is  better  enabled  to  give  to  the  plate  a  short  twist  at  the  lower  ex- 
tremity, and  finish  the  cutting-lips  or  edges  in  the  best  and  most  approved  method  for  easy  boring,  than 
when  the  plate  is  formed  in  the  usual  way,  of  concave  shape  throughout. 

ANTiat  Mr.  Sandford  claims  as  his  invention,  is  the  forming  of  the  lower  part  of  the  plate  of  a  convex 
ihape,  or  of  even  thickness,  when  this  is  combined  with  the  upper  part  of  the  plate  formed  of  a  concave 
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shape.  The  whole  plate  being  formed  for  the  purpose  of  making  therefrom  a  double-lipped,  convex, 
and  concave  auger. 

AUGER  MACHINE.  This  new  and  useful  improvement  in  the  mode  of  equalizing  ana  straigntenmn 
the  twist  of  double  and  single  twist  screw  augers,  invented  by  Sandford  and  Smitli,  of  Meriden,  Conn., 
may  be  described  as  follows : 

Set  firmly  in  the  ground,  or  otherwise  secm-e  to  the  floor,  two  posts,  marked  a,  Fig.  208,  about  sis 
feet  apart  and  fifteen  inches  in  diameter,  of  sufficient  length  to  elevate  the  machine  to  a  convenient 
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distance  from  the  ground.  Upon  the  upper  surface  of  these  posts  is  placed  horizontally,  and  se- 
cured slrongly,  a  piece  of  timber  b,  say  of  oak,  about  twenty  mches  wide  on  its  upper  surface,  and  foui 
inches  thick.  This  we  term  the  bed  of  the  machine.  Two  straight  cast-iron  bars  c,  about  two  inches 
thick  and  two  inches  wide,  of  the  same  length  as  the  bed,  and  raised  about  twelve  inches  therefrom,  and 
then  placed  about  twelve  inches  apart,  parallel  to  each  other  and  to  the  bed.  Each  of  these  bars  ia 
Eccured  to  the  bod  by  two  vertical  posts  of  iron,  D.  Fig.  208  shows  the  machine  as  thus  far  construct- 
ed. We  then  take  a  piece  of  cast-iron,  say  two  feet  long,  fourteen  inches  wide,  and  one  inch  thick,  with 
its  edges  raised  about  one  inch,  so  as  to  form  a  dovetail  on  its  upper  surface.     This  wo  call  tbo 
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lower  stock,  and  is  represented  by  that  portion  of  Fig.  210  marked  h.  This  stock  is  placeii  in  th« 
centre  of  the  bed,  between  the  bars;  screws  passing  througli  the  bed  and  attached  to  the  stock, 
serve  to  elevate  or  depress  it  at  pleasm-e.  Another  screw,  passmg  through  the  centre  of  the  stock 
and  through  the  bed,  enables  the  operator  to  confine  and  hold  the  stock  firnily  on  the  first-named  foul 
screws. 

Another  piece  of  cast-iron,  of  similar  dimensions,  but  with  the  dovetail  on  its  under  surface,  is  then 
placed  under  the  bars,  so  that  about  one  inch  of  each  edge  of  the  upper  surface  of  its  entire  length 
shall  bear  upon  the  under  surface  of  the  bars.  This  we  term  the  upper  stock,  and  is  Iield  to  the 
bars  by  four  hooks,  marked  g,  in  Fig.  209,  attached  to  the  upper  smface  of  the  stock,  and  resting  in  the 
upper  surface  of  the  bars,  so  as  to  admit  a  sliding  movement  of  this  upper  stock.  This  movement  is 
effected  by  means  of  a  rack  e,  and  pinion ;  the  rack,  to  be  of  sufficient  strength,  should  be  formed  ol 
a  cast-iron  bar,  about  two  inches  square,  and  of  the  same  length  as  the  bars,  with  cogs  about  two  inch- 
es in  length,  and  is  attached  lengthwise  to  the  surface  of  the  upper  stock.  The  pinions  and  shaft 
should  be  of  corresponding  dimensions ;  and  being  turned  by  means  of  a  crank  or  wrench,  give  an 
alternate  backward  or  forward  movement  to  the  upper  stock.  Fig.  209  represents  the  machme  with 
the  mjper  stock  k,  and  the  lower  stock  h,  in  their  respective  places,  and  the  rack  e,  and  pinion  at- 
tached. There  are  then  inserted  into  these  stocks,  metallic  plates,  or  dies,  of  about  one  inch  thickness^ 
wliich  fit  into  and  are  securely  held  by  the  dovetails  above  mentioned.  To  each  of  these  plates,  or 
dies,  are  secured,  by  means  of  rivets  or  screws,  two  wales  of  cast-steel,  running  parallel  to  each  otliei 
m  an  angular  direction  across  the  plates.  Fig.  210  shows  one  of  these  plates  i,  partially  inserted  in  the 
etock  h.  When  the  plates  are  separated  from  their  respective  stocks,  the  wales  upon  the  plate  ai'e  designed 
for  the  lower  stock,  and  vice  versa ;  so  that  when  the  plates  are  inserted  in  their  respective  stocks, 
the  wales  upon  the  upper  plate  run  in  an  opposite  direction  from  those  upon  the  lower  plate,  form- 
ing an  angle  with  each  other.  The  size  of  the  wales  will  depend  upon  the  size  of  the  auger  to  be 
formed ;  and  the  angle  at  which  they  cross  the  plate  must  be  governed  by  the  openness  or  closeness 
of  the  proposed  twist,  so  that  separate  plates,  adapted  to  each  size  of  auger  respectively,  will  be  re- 
quired. 

If  it  is  desired  to  form  the  auger  so  as  to  make  the  graduated  twist,  it  may  be  effected  by  shghtly 
curving  and  also  tapering,  as  shown  in  Fig.  212,  the  wales ;  increasing  or  diminishing  the  curve  and 
taper,  in  proportion  to  the  degree  of  graduation  contemplated. 
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The  plates  are  adjusted  at  the  proper  distance  fi-om  each  other,  required  by  the  size  of  the  auger  to 
Joe  formed,  by  means  of  the  screws. 

To  work  the  machine  the  crank  is  turned  backward,  so  as  to  move  the  upper  plate  directly  over 
the  opposite  extremity  of  the  wales  upon  the  lower  plate,  as  shown  in  Fig.  211.  The  machine  is  then- 
ready  for  operation.  The  auger  being  twisted  by  hand  in  the  usual  way,  (wliich  can  be  done  with 
great  expedition,  as  particular  nicety  in  this  respect  is  rendered  unnecessary  by  the  use  of  the  ma- 
chine,) is  pkced  wliile  hot  in  the  macliine,  with  the  part  nearest  the  shank  on  the  wales,  which  being 
adapted  to  the  size  of  the  auger  to  be  operated  upon,  will  fill  the  cavity  of  the  twist.  The  upper 
plate  is  then  moved  foi-ward  by  tmiiing  the  crank,  and  rolls  the  twist  parJ;  of  the  auger  between  the 
plates,  these  giving  it  an  exact  ana  uniform  size ;  while,  at  the  same  time,  the  wales  operate  upot 
the  cavities  of  the  twist,  opemng  or  closing  them  as  may  be  necessary,  and  by  a  single  forwaid  movf. 
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ment  of  the  machine,  produces  a  perfectly  even  and  regular  twist.  Thus  forming  a  better  article,  and 
at  less  expense,  than  can  be  done  by  any  method  now  in  use. 

Messrs.  Sandford  and  Smith,  claim  tlie  raising  upon  and  securing  to  the  surface  of  level  metal- 
lic, or  other  plates  composed  of  hard  substance,  wales  running  either  in  straight  or  curved  lines,  and 
operated  substantially  in  the  manner  just  specified,  for  the  purpose  of  forming  the  twist  of  double  and 
smgle  twist  screw  augers. 

AUTOMATIC  DIVIDING  MACHINE,  arranged  for  use  in  the  Coast  Survey  Office,  by  Joseph  Sax- 
Tox,  assistant  in  the  office  of  weights  and  measures,  Washington,  and  constructed  by  William  Wurdeman, 
mechanician,  coast-survey  office. — The  dividing  machine,  which  lias  been  rendered  automatic  by  Mr.  Sax- 
ton,  was  imported  for  use  in  the  coast-survey  office,  by  the  late  F.  R.  Hassler,  Esq.,  superintendent.  The 
graduations  made  by  means  of  it,  by  different  persons,  were  unsatisfactory.  Many  causes  were  assigna- 
ble for  tills,  and  it  was  considered  by  the  present  superintendent,  Professor  A.  D.  Bache,  desirable  that 
the  most  obvious  of  the  causes  of 
error  should  be  got  rid  of,  by  render- 
ing the  machine  automatic,  before  the 
minor  causes  of  irregularity  were 
sought  for.  This  was  done  by  Mr. 
Saxton,  in  the  manner  described  in 
the  following  pages.  The  result  has 
been  very  successful,  not  only  in  its 
first  application,  but  m  permitting 
the  determinatioi%  and  removal  of 
som'ces  of  error,  previously  conceal- 
ed in  the  working  of  the  machine. 
The  drawings  of  the  proposed  ad- 
ditions upon  a  scale  necessary  for 
working,  were  made  by  Mr.  Saxton, 
and  the  work  was  executed  by  Mr. 
William  Wiirdemaii  and  his  assist- 
ant mechanicians  in  the  coast-survey 
office.  Accuracy,  beauty  of  finish, 
ease  of  reading,  economy  of  time, 
and  labor  in  dividing,  have  all  been 
gained  by  the  unprovements. 

The  machinery  for  rendermg  the 
dividing  machine  automatic,  consists 
of  a  brass  wheel  A,  about  20  inches  in 
diameter,  mounted  on  the  axis  B,  Fig. 
213.   One  of  the  arms  of  the  wheel  A 
has  a  slit  extending  from  near  the  cen- 
tre of  the  rim ;  in  this  slit  is  fixed  the 
crank-pin  so  that  it  can  be  placed  at  any  re- 
quired distance  from  the  centre.     On  the  edge 
of  the  wheel  is  tui-ned  a  groove,  in  which  runs 
a  cord  for  diiving  the  wheel.     On  the  other 
end  of  the  axis  is  fixed  the  wheel  C,  which  is 
geared  into  the  wheel  D,  on  the  lower  end  of 
the  vertical  shaft  E,  Fig.  214.     On  tlie  upper 
end  of  the  same  shaft,  is  another  wheel  F, 
geared   mto  the  wheel   G,  on  the  horizontal 
sliaft  H.     On  the  end  of  the  shaft  H,  is  a  wheel 
I,  wliich  gears  into  the  wheel  J,  on  the  axis  Iv. 
The  wheels  C  D  F  G  I  and  J  are  all  bevel 
wheels,  having  the  same  number  of  teeth,  (GO  '» 
and  work  into  each  other  at  right  angles. 

The  shaft  E  has  on  it  a  sliding-joint  L,  for 
altering  its  length ;  the  shaft  H  is  turned  and 
ground  of  xmiform  thickness,  so  that  it  may 
slide  accurately  through  tiie  socket  of  the 
wheel  G,  and  also  through  its  bearing  at  M,  in 
which  it  turns.  The  axis  K  has  on  it  two  ec- 
centrics, N  and  0  :  N  to  raise  the  tracing  point, 
and  0  to  move  it  horizontally.  One-half  of  the 
circumference  of  N  is  concentric  with  the  axis  • 
on.  which  it  turns,  so  as  to  keep  the  point  up 
while  the  crank-wheel  moves  half  a  revolution, 
nnd  is  movmg  the  dividing  plate.  The  other 
is  eccentric  to  the  axis  about  one-tenth  of 
an  inch,  so  as  to  let  the  point  rest  on  the  circle 
while  it  is  making  the  division.     The  eccentric 

0 1ms  abolit  ^tli  of  its  circumference  concentric  to  the  axis ;  the  rest  is  described  from  a  point  about  Jth  oi 
an  inch  from  the  centre.  N  and  O  must  be  fixed  on  the  axis  with  regard  to  each  other,  so  that  N  will  raise 
the  point  before  0  begins  to  move  it  back,  and  both  with  regard  to  the  crank-wheel  A,  so  that  the  point 
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will  be  raised  before  the  crank  begins  to  move  the  dividing  plate,  and  keep  it  up  until  it  is  done  moving 
and  0  has  moved  the  point  back,  and  then  let  it  down  before  O  begins  to  let  it  return.  The  axis  K  haa 
also  on  it,  near  the  end,  a  small  cog  P,  to  shift  the  ratchet-wheel  Q  one  tootli  every  revolution  of  K.  Tlie 
ratchet-wheel  has  60  teeth,  and  is  kept  in  its  proper  position  by  the  detent  spring  R.  In  front  of  the 
wheel,  and  listened  to  it  by  two  screws,  is  a  circular  plate  S,  Figs.  213  and  215,  with  20  notches  in  its 
edge,  the  deepest  one  for  the  longest  line,  or  5°  ;  the  next  for  30' ;  and  the  shallowest  for  15' ;  and  the 
edge  of  the  plate  for  the  6'  lines. 

The  segment  T,  Figs.  213  and  215,  is  fixed  on  tlie  vertical  part  of  the  tracing-frame  U,  and  has  a  pin 
in  the  end  at  V,  of  such  a  size  that  it  can  drop  mto  the  notches  in  S,  as  they  are  brought  under  it  by  the 
revolutions  of  the  ratchet-wheel,  and  so  regulate  the  length  of  the  division  lines.  Tlie  time  of  raising  tlie 
ratchet  must  be  when  the  stop-pin  is  raised  out  of  the  notch,  by  the  motion  of  the  traces  backwards. 
To  give  motion  to  the  screw,  a  stout  fusee-chain  is  used,  one-eighth  of  an  inch  broad,  and  one-fourteentli 
of  an  inch  thick,  which  answers  well ;  one  end  is  attached  to  tlie  ratchet-barrel  W,  round  which  it  is 
wound  five  or  six  turns ;  the  other  end  is  attached  to  the  crank-pin  X.  Near  tlie  lower  end  of  the  chain, 
at  y,  is  a  small  tube,  containing  a  strong  spiral  spring,  arranged  like  the  common  spring  woighing-ma- 
cliine,  but  having  a  motion  of  only  about  ^th  of  an  inch ;  the  spring  must  be  so  strong  as  not  to  give  by 
the  force  required  to  tui-n  the  screw,  but  only  to  give  a  little  when  the  ratchet  comes  up  to  the  stop,  and 
tlie  crank  is  just  passing  the  lower  centre.  Between  the  spring  and  the  crank-pin  is  an  arrangement  for 
lengthening  or  shortening  the  chain,  wlien  it  is  arranged  for  making  a  larger  or  smaller  division :  for  this 
parpose,  two  pieces  of  brass  wu"e,  about  six  inches  long,  having  a  screw  cut  on  them  their  whole  length. 
f.nd  each  filed  away  one-half,  and  two  small  milled  nuts,  tapped  with  the  same  thread,  are  run  on  each ; 
■;  ne  two  wires  are  laid  together,  and  the  nuts  screwed  up  until  they  embrace  both  wkes,  as  shown  at  Z, 
"-"ig.  213.  _  _  _  .  . 

The  crank-pin  is  fixed  on  a  slide,  projecting  beyond  the  nut  which  fastens  it,  so  that  it  may  be  extended, 
if  necessary,  beyond  the  circumference  of  the  wheel,  or  by  reversing,  it  may  be  brought  quite  to  the 
centre.  "When  the  divisions  are  to  have  the  long  end  towards  the  centre,  a  jointed  lever,  as  shown  at  a, 
Fig.  215,  is  used.  It  is  screwed  fast  to  the  cross-bar  b,  Figs.  214  and  215,  directly  over  the  eccentric  0, 
and  connected  to  the  vertical  frame  U  at  c,  and  the  stop-pin  V  is  shifted  to  the  other  end  of  T,  and  the 
abutting  piece  /  on  U,  is  to  be  removed,  when  the  eccentric  0  wiU  act  against  the  lever  a,  at  d,  and 
move  the  point  in  an  opposite  direction.  The  tracing-frame  is  made  to  follow  the  eccentric,  by  a  weight 
and  cord  passing  over  a  pulley  and  hooked  to  the  vertical  part  of  tlie  tracing  frame  at  ee,  Fig.  215. 

AVhen  the  adjustment  is  made  for  dividing  with  the  long  end  of  the  division  lines,  towards  the  circum- 
ference of  the  circle,  all  the  wheels  connecting  the  axis  K  with  the  axis  B  should  be  marked  with  a  dot 
on  the  tooth  and  space  in  which  it  works,  and  a  line  should  be  drawn  on  the  shafts  E  and  H,  and  a  cor- 
responding mark  on  the  sockets  tlu'ough  wliicli  they  pass,  so  that  they  may  always  be  fastened  in  the 
same  position.  The  axis  K  should  have  two  short  pins  fastened  on  it,  and  notches  in  the  ends  of  the 
s<)ck^^s  N  and  0,  to  fix  them  in  theii*  proper  position  when  the  lines  are  towards  the  circumference  o? 
centr»',  as  the  case  may  require.  The  slit  in  the  crank-wheel  A,  in  which  the  crank-pin  is  fastened,  should 
also  be  graduated,  showing  the  distance  of  the  phi  from  the  centre,  for  each  degree,  minute,  and  second 
that  may  be  required  in  dividing. 

By  marking  the  position  of  each  part  of  the  macliine  in  this  way,  much  time  and  trouble  will  be  saved 
in  making  tlie  necessary  changes  for  different  kinds  of  dividing,  whether  it  be  in  the  number,  or  the  di- 
rection in  which  the  long  lines  are  to  be  extended.  The  tracing  point  should  be  adjusted  so  as  not  to 
be  raised  more  than  about  the  thirtieth  of  an  inch,  or  it  will  be  liable,  in  descending,  to  m;ike  a  small  dot 
at  tlie  commencement  of  each  line,  which  would  injure  the  appearance.  In  the  drawhig,  the  eccentric 
N  is  represented  as  acting  on  the  tail  of  the  tracing-frame,  but  it  is  better  to  make  it  act  on  a  steel  pui 
in  the  side  of  the  tail. 

By  this  arrangement  of  the  crank  for  turning  the  dividing-screw,  the  stops  of  the  ratchet  are  brought 
in  contact  when  the  crank  is  passing  its  centres,  and  the  motion  of  the  screw  is  so  slow,  that  it  is  not  pos- 
sible for  the  stops  to  strike  so  hard  as  to  do  any  injury,  and  the  dividhig  may  be  done  with  great  ra- 
pidity. 

AWLS.     See  Boring  Tools. 

AXLE.  A  shaft  supporting  a  wheel ;  the  wheel  may  mn  on  the  axle,  or  he  fastened  to  it,  and  the 
axle  turn  on  hearings.     For  size  and  form  of  mill  axles  or  shafts,  see  Geering. 

ON  THE  FORM  OF  RAILWAY  AXLES.  A  very  extensive  course  of  experiments  has  been 
gone  through  by  Mr.  Thomeycroft,  approximating  as  closely  as  possible  to  the  forces  on  axles  when  in 
use,  with  a  view  to  ascertain  the  best  form  to  be  given  to  axles,  to  enable  them  to  resist  fracture  or  de- 
flection. The  railway  axle  is  viewed  as  having  certain  relations  to  a  girder  in  principle.  Girders  gene- 
rally have  their  two  ends  resting  on  two  points  of  support,  and  the  load  is  either  located  at  fixed  distances 
from  the  props,  or  dispersed  over  the  whole  surface ;  of  the  axle  the  wheels  may  be  considered  the 
props,  and  the  journals  the  loaded  parts.  It  is  found  that  the  inclined  surface  of  the  wheel  tire  given 
by  coneing,  ranges  from  1  in  12  to  1  in  20,  and,  as  a  matter  of  course,  the  direct  tendency  of  the  Avheels 
under  a  load  is  to  descend  that  incline,  so  that  every  vertical  blow  which  the  wheels  may  receive  is 
compounded  of  two  forces,  viz :  the  one  to  crush  the  wheels  in  tlie  direction  of  their  vertical  plane,  and 
the  other  to  move  the  lower  parts  of  the  wheels  together;  it  will  be  seen  that  these  two  forces  have  a 
direct  tendency  to  bend  the  axle  somewhere  between  the  wheels. 

An  axle  reduced  in  the  middle  to  1 J  inch  diameter,  was  placed  upon  two  props  4  feet  9  inches  apart, 
and  loaded  in  the  middle,  the  utmost  of  its  deflection  without  a  permanent  set,  was  .232  inches,  the 
load  c.in'ied  7  tons.  An  axle  reduced  to  4  inches  in  the  middle,  and  then  placed  upon  the  props  4  feet 
{>  inches  apart,  itS  utmost  deflection  without  a  permanent  set  was  .281  inches,  the  load  carried  9  tons. 
Another  axle,  but  parallel  4  ,*.  inches  diiimeter,  was  placed  upon  the  props  4  feet  9  inches  ap.irt,  its  ut- 
most deflection  without  a  permanent  set,  was  .343  inches,  the  load  carried  14  tons.  Hence  by  reducing 
an  axle  of  4  /g  inches  diameter  in  the  middle  to  3|  inches,  its  limit  of  elasticity  is  reduced  from  .34H 
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inches  to  .232  inches,  and  the  load,  to  produce  that  elasticity,  from  14  to  7  tons.     Fig.216,  shows  thf 
position  of  the  wheels  to  the  rails  -when  the  hending  of  the  axle  has  exceeded  its  elastic  limit. 
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To  ascertain  what  influence  the  reduction  of  an  axle  in  the  middle  would  have  on  its  strength  to  re- 
sist sudden  impact,  compared  to  an  unreduced  one,  an  axle  was  made  as  represented  by  fig.217,  which 
shows  the  end  A,  parallel  to  the  centre,  4|^  inches  diameter,  and  the  end  B  is  drawn  down  from  the  back 
of  the  wheel  towards  the  centre,  where  it  is  4  inches  diameter.  The  end  A  was  then  subjected  to  impact 
— the  relative  position  of  the  prop  and  ram  was  the  back  of  the  wheel  and  the  neck  of  the  journal,  this 
end  received  46  blows  of  the  ram,  and  bent  to  an  angle  of  18°.  The  end  B  was  then  subjected  to  im- 
pact— the  prop  and  the  ram  in  the  same  relative  position,  when  it  bent  back  to  an  angle  of  22°  with 
only  16  blows  of  the  ram  (as  shown  by  the  dotted  lines  in  fig.217.  The  object  of  the  third  experiment 
was  to  ascertain  what  influence  a  shoulder  behind  the  wheel  would  have  on  the  strength  of  the  axle  at 
that  part,  compared  to  one  without  a  shoulder.  Figs.  218,219,  were  one  axle  cut  in  two,  and  the  end  E 
was  turned  from  the  neck  of  the  journal,  leaving  a  shoulder  -Jfth  inch  deep,  as  a  stop  to  the  wheel ;  the 
end  F  was  turned  from  the  neck  of  the  journal  to  the  same  diameter,  but  no  shoulder  left.  The  end  E 
was  subjected  to  hydraulic  pressure,  the  load  being  in  a  direct  line  with  the  shoulder,  wiien  it  broke  in 
two  with  a  load  of  60  tons.  The  end  F  was  subjected  in  the  same  way  to  hydraulic  pressure,  when  it 
bent  into  the  form  shown  by  the  dotted  lines,  with  84  tons.  To  ascertain  what  influence  the  position 
of  the  wheel,  in  relation  to  the  neck  of  the  journal,  would  have  on  the  strength  of  the  journal  under 
impact,  fig.220,  a  piece  of  an  axle  with  a  journal  taken  down  at  each  end  was  used ;  the  end  G  was 

220.  rn n  keyed  into  a  cast-iron  frame,  the  face  of  the  frame  in  a 

line  with  tlie  neck  of  the  journal,  the  journal  was  then 
subjected  to  the  impact  of  a  ram,  falling  10  feet,  when 
it  broke  off  at  the  seventh  blow.  The  end  H  was  keyed 
into  the  cast-iron  frame  in  the  same  way,  but  with  the 
neck  of  the  journal  projecting  li  inch  from  the  face 
of  the  frame,  the  journal  was  then  subjected  to  the  impact  of  the  same  ram  falling  10  feet,  when  it 
broke  at  the  24th  blow. 

From  these  experiments  it  is  obvious  that  neither  shafts  nor  railway  axles  ought  to  be  reduced  in  the 
middle,  but  rather,  if  there  is  to  be  a  departure  from  the  parallel  form,  they  should  be  made  thickest  in 
the  middle,  and  thus  effectually  prevent  any  vibration  or  bending  whatever. 

Railway  axles  are  mostly  made  solid,  those  drawn 
tinder  the  hammer  being  better  and  safer  than 
those  that  are  rolled.  Fig.221,  represents  the  section 
of  a  fagoted  axle,  as  constructed  by  the  Brunswick 
Iron  works,  England ;  *  the  segments  show  the  forms 
of  the  pile  composing  the  axle.  Fig. 222,  is  a  section 
of  a  hollow  axle  as  constructed  at  the  same  works. 
Fig.223,  apian  of  the  same  axle  with  a  portion  taken 
off  showing  the  cavity. 

The  selection  of  the  tubular  form  of  axle  origi- 
nated from  the  knowledge  that,  with  a  considerably 
less  weight  of  material  in  the  form  of  the  tube,  a 
much  gi-eater   strength  can   be  obtained  to  resist 
torsion,  deflection  by  pressure  or  weight,  or  concus- 
sion from  blows.     The  use  of  hollow  axles  was 
tried  some  years  ago,  but  was  not  continued,  the 
main  objection  being  that  there  appeared  a  great 
difficulty  of   insuring,  by  the  particular  mode  of 
manufacture  adopted  at  that  time,  a  sufficient  uni- 
formity of  thickness  of  the  sides  of  the  tube  through 
out,  and  also  of  the  soundness  of  matei-ial.     Since 
then   a   mode   of  manufacturing  hollow  railway 
axles  has  been  introduced,  which,  it  is  believed,  se- 
Bures  the  utmost  strength  with  the  least  possible  amount  of  material,  uniformity  of  structure  of  the 
jfon,  perfect  equality  of  thickness  of  material,  and  soundness  of  manufacture. 
The  plan  adopted  is  as  follows :  A  number  of  segmental  bars  of  the  best  quality  of  iron  are  rolled  U 
*  Geo.  W.  Billings  agent,  66  Broadway,  New  York. 
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a  section,  so  as  to  form,  when  put  together  ready  for  welding,  a  complete  cylinder   about  14-  times  the 
diameter  of  the  axle  when  finished,  the  bars  fitting  correctly  together,  so  as  to  have  no  interstices,  &oi* 
overlapping  in  such  a  manner  as  to  insure  a  perfect  and  sound  weld  when  completed. 
222. 
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This  cylinder  of  loose  segmental  bars  is  temporarily  hcM  together  by  a  screw-clip,  and  each  end  be- 
ing put  into  the  furnace  until  a  welding  heat  is  produced,  the  bars  are  then  partially  welded  together, 
and  the  clip  removed.  Tlie  whole  cylinder  is  then  placed  in  the  furnace  and  brought  to  a  proper  weld- 
ing  heat :  it  is  then  passed  through  a  series  of  rollers,  B  B,  fig.224,  which  have  each  a  mandril  of  an  egg 
fonn  A,  in  the  centre  of  the  circular  opening,  which  is  attached  and  suppoi'ted  on  the  end  of  a  fixed 
bar,  the  bar  being  firmly  secured  at  the  opposite  end  to  resist  the  end  pressure  of  strain  during  the  pro- 
ceso  of  rolling.  The  mandrils  are  mode  of  cast-iron,  chilled,  fitting  on  lil^e  a  socket  on  the  end  of  the 
bar  to  a  shoulder,  and  they  are  secured  by  a  screw-nut,  so  that  they  are  easily  removed  when  required. 

The  motion  of  the  rolls  is  so  arranged  by  a  reversing  clutch  on  the  shaft,  that  as  soon  as  the  axle 
cylinder  has  been  drawn  clear  through,  the  motion  is  reversed,  and  the  axle  which  has  been  drawn  on 
the  mandril-rod,  is  again  drawn  back  through  the  same  openings  in  the  rolls;  it  is  immediately  passed 
through  the  next  smaller  gi'oove  of  the  roll,  with  a  decreased  size  of  mandril,  and  again  reversed  back 
through  the  same  groove  in  a  similar  manner,  and  so  on  through  a  series  of  grooves  in  quick  succes- 
sion, each  decreasing  in  size,  and  consequently  increasing  t]:e  compression  and  strength  of  the  iron  of 
which  the  axle  is  formed ;  and  by  the  last  groove  it  is  passed  through,  it  is  reduced  to  tlie  proper  diam- 
eter. At  each  time  it  is  changed  from  one  groove  to  another,  the  axle  cylinder  is  turned  by  the  work- 
men a  quarter  round,  so  as  to  equalize  the  pressure  on  every  part  of  the  surface,  to  insure  uniformity 
of  the  compression  of  the  iron,  and  thoroughly  complete  a  sound  welding  throughout  every  part  of  the 
axle.  The  axle,  aft^r  being  welded  and  drawn  down  in  the  rolls  to  the  proper  size,  is  taken  at  once  to  a 
hammer,  where  it  is  planished  between  semicircular  swages  over  its  entire  surface.  A  small  jet  of 
water  plays  upon  it  during  this  process,  which  enables  the  workmen  to  detect  at  once,  by  the  inequality 
of  color,  any  unsoundness  in  the  welding.  From  the  hammer  it  is  taken  to  the  circular  saws,  where  it 
is  cut  accurately  to  the  length  required,  and  ready  to  have  the  bearing  formed  upon  it.  The  ends  are  re- 
heated, and  gradually  drawn  down  by  a  hammer  to  the  proper  dimensions  and  form  of  the  journals,  a 
mandril  being  inserted  in  the  end  of  the  tube  during  the  process  of  hammering. 

The  Aveight  of  two  axles  of  the  solid  description  finished  is,  say  5  cwt.,  and  if  replaced  with  hollow 
axles  of  equal  strength,  the  weight  may  be  reduced  li  cwt.  Two  different  kinds  of  bearings  are  used, 
the  parallel  bearing  with  the  rounded  shoulder,  and  also  the  double  conical  bearing.  In  either  descrip- 
tion of  bearing  the  hollow  axle  is  good,  although  it  is  believed  that  the  conical  bearing  for  either  the 
solid  or  hollow  axle  has  less  tendency  to  injure  the  texture  of  the  iron  during  the  formation  of  the  jour- 
nal than  the  parallel  shouldered  axle. 

The  experiments  on  transverse  strength  by  a  heavy  weight  falling  on  the  centre  of  the  axle,  and  giv- 
ing the  blow  on  opposite  sides  alternately,  show  that  the  hollow  axle  is  nearly  double  the  strength  in 
that  respect  of  the  corresponding  solid  axle,  the  amount  of  bending  being  only  5  inches  instead  of  9| 
inches ;  and  the  number  of  blows  required  to  break  the  hollow  axle  being  29,  whilst  the  solid  axle 
broke  at  the  fifth  blow,  shows  the  hollow  axle  to  be  greatly  stronger  in  resistance  to  fracture.  The  ex- 
periments on  strength  of  journals  show  that,  instead  of  the  journals  breaking  off  square  and  short  at 
the  shoulder,  as  in  the  solid  axles,  the  hollow  axle  journal  stands  a  considerably  greater  number  of 
blows,  and  then  only  splits  up  longitudinally,  instead  of  breaking  off  transversely,  being  a  very  impor- 
tant advantage  in  point  of  safety  in  working. 
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BACKING.     In  masonry,  the  filling  in  behind  the  face  of  the  wall.  , 

BACK-LINKS.    The  links  in  a  parallel  motion  which  connect  the  air-pump  rod  to  the  beam. 

BACKWATER.    Water  in  the  race  of  a  mill,  and  rising  above  the  bottom  of  the  wheel. 

BAKING.     See  Bread. 

BALANCE,  as  applied  to  machinery,  refers  to  parts  in  equipoise,  as  balance  DocLi,  Gates,  Valves_ 
which,  See. 

BALANCE.  A  well  known  modification  of  the  first  order  of  levers,  commonly  called  the  beam  and 
scales.     See  Scales. 

BALLASTING.  A  term  applied  to  the  covering  of  roads  generally,  and  to  the  filling-in  material, 
above,  below,  and  between  the  several  stone  blocks  and  sleepers  npon  railways,  &c. ;  it  is  laid  for  the 
purpose  of  keeping  the  road  dry,  as  in  the  event  of  water  lying  upon  it,  the  rails  invariably  sink,  as  it 
causes  them  to  rest  unequally.  Ballasting  is  composed  of  gravel,  broken  stone,  or  the  like,  and  is  laid 
about  two  feet  thick  on  railways,  and  it  is  generally  from  6  to  12  inches  thick  on  roads. 

BALLISTIC  PENDULUM.     See  Gcnpowrer. 

BALKS.     Long  pieces  of  timber. 

BALUSTERS.    Small  columns  or  rods  capped  by  a  rail. 

BAR.  A  piece  of  timber  or  metal  placed  horizontally,  and  running  across  from  one  part  of  any 
framework  to  another. 

BAR,  (in  navigation.)  An  accumulation  of  sand  or  shingle  at  the  commencement  or  mouths  of  rivers, 
harbors,  &c.,  being  formed  by  the  action  of  the  tides. 

BARBERY-WOOD.     See'Wooos,  varieties  of. 

BAROMETER.  An  instrament  used  for  observing  the  pressure  and  elasticity,  or  variations  in  den- 
sity of  the  atmosphere.  It  is  commonly  employed  for  the  purpose  of  determining  approaching 
variations  in  the  weather ;  and  more  scientifically  for  measuring  altitndes.  There  are  various  modifica- 
tions of  the  barometer,  as  the  Diagonal,  Horizontal,  Marine,  Pendant,  Reduced,  and  Wheel  Barometer ; 
in  all  of  which  the  principle  of  construction  is  the  same — the  only  difference  being  in  its  application. 

The  essential  part  of  a  barometer  is  a  well-formed  glass  tube,  closed  at  one  end,  perfectly  clear  and 
free  from  flaws,  33  or  34  inches  long,  of  equal  bore,  filled  with  pure  mercury,  and  inverted,  the  open 
end  being  inserted  in  a  cup  partly  filled  with  the  same  metal,  so  that  the  mercury  in  the  tube  may 
be  supported  by  atmospheric  pressure. 

The  vacant  space  between  the  top  of  the  mercury  and  the  top  of  the  tube  is  called  the  Torricellian 
Vacuum,  in  honor  of  the  inventor  of  the  instrument. 

On  pouring  mercury  into  the  barometer-tube  and  inverting  it,  the  air  thus  confined  between  the 
mercury  and  the  inner  surface  of  the  tube,  will  escape  into  the  Ton-icellian  vacuum.  In  order  to  get  rid 
of  this  air,  as  well  as  moisture,  the  tube  is  first  gently  warmed,  so  as  to  dry  it  thoroiiglily.  A  quantity  of 
pure  mercury  is  then  poured  in,  so  as  to  occupy  two  or  three  inches  of  the  sealed  end  of  the  tube, 
which  is  held  over  the  fire  until  the  mercury  boils,  taking  care  to  turn  the  tube  round  upon  its  axis, 
so  that  the  heat  may  be  equally  applied.  After  boiling  for  a  minute  or  two,  the  open  end  is  closed  by 
a  cork  to  prevent  the  introduction  of  moist  air,  and  the  tube  is  then  allowed  to  cool,  in  order  that  the 
cooled  mercury  which  is  next  to  be  poured  in  may  not  crack  the  tube.  When  a  second  portion  of 
mercury,  about  equal  to  the  first,  has  been  poured  in,  the  part  of  the  tube  containing  this  new  portion 
is  held  over  the  fire  until  it  boils.  It  is  again  removed  from  the  fire,  and  corked  up  as  before.  A  third 
portion  of  mercury  is  then  introduced,  and  tlie  heat  again  applied  to  that  part  of  the  tube  contain- 
ing the  last  addition  of  metal ;  and  in  this  way  the  tube  is  at  length  filled,  with  the  exception  of  a 
small  poi-tion  from  which  the  mercury  hao  been  expelled  by  the  heat.  This  is  filled  up  with  mercury, 
and  the  finger  is  now  placed  over  the  opened  end  so  as  carefully  to  exclude  any  air  ;  the  tube  is  then 
reversed  into  a  cup  of  pure  mercury  ;  as  the  column  sinks,  it  expels  the  last  portion  of.  mercury  which 
had  not  been  boiled  ;  and  as  there  is  neither  air  nor  aqueous  vapour  above  the  mercurial  column,  its 
length  exactly  measures  the  atmospheric  pi-essure.  A  film  of  air  is  always  retained  on  the  outside  of 
the  tube,  and  also  at  its  under  edges,  which  film  creeps  by  small  portions  at  a  time  into  the  interior,  and 
rises  up  in  innumerable  bubbles  into  the  vacuum,  the  film  being  constantly  renewed  by  the  descent  of 
more  air  between  the  outside  of  the  tube  and  the  mercury  in  the  cup,  and  thus  the  outer  air  slowly  in- 
sinuates itself  into  the  barometer.  In  this  way  the  most  carefully  constructed  barometers  have  be- 
come deteriorated  in  the  course  of  years. 

Ti.'is  irregular  and  uncertain  deterioration  of  barometers  was  remedied  by  Professor  Daniell,  by 
uniting  a  ring  of  platinum  with  the  open  end  of  the  barometer-tube,  so  as  to  bring  it  into  contact  with 
the  mercury,  thus  effectually  preventing  the  ingress  of  air  into  the  tube. 

The  same  philosopher  also  invented  a  new  mode  of  filling  barometer-tubes,  by  pouring  the  mercury 
into  the  tube  while  both  are  under  the  exhausted  receiver  of  a  good  air-pump.  The  mercury  is  poured 
through  a  long  slender  funnel  extending  to  the  bottom  of  the  tube,  and  dipping  into  a  small  portion  of 
mercury  previously  introduced,  and  boiled.  By  this  means  all  agitation  is  confined  to  the  tube  of  the 
funnel,  and  the  tube  left  perfectly  free  of  air.     The  mei-cury  was  afterwards  boiled  in  vacuo. 

The  excellence  of  the  barometer  chiefly  depends  on  the  absence  of  all  matter  except  mercury  from 
the  tube,  and  its  value  may  be  tested  by  three  indications: — First,  by  the  brightness  of  the  mercurial 
column,  and  the  absence  of  any  flaw,  speck  or  duhiess  of  surface ;  secondly,  by  the  barometric  light,  as  it 
is  called,  or  flashes  of  electric  light  in  the  Torricellian  vacuum,  produced  by  the  friction  of  the  mercury 
against  the  glass,  when  the  column  is  made  to  oscillate  through  an  inch  or  two  in  the  dark  ;  thirdly,  by 
a  peculiar  clicking  sound,  produced  when  the  mercury  is  made  to  strike  the  top  of  the  tube.  If  air 
be  present  in  ihe  tube,  it  will  form  a  cushion  at  the  top,  and  prevent,  or  greatly  modify,  this  click. 

The  sectional  area  of  the  tube  is  of  no  consequence,  as  the  atmosphere  presses  with  the  same  intensi- 
ty upon  the  surface  of  the  mercury  in  tlie  cup,  the  column  suspended  in  the  tube  will  be  of  tlie  same 
fieight,  whatever  its  internal  diameter. 
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The  height  of  the  mercurial  column  must  be  measured  from  the  surface  of  the  mercury  in  the  cis- 
terit     When  the  atmospheric  pressure  increases,  and  the  mercury  in  the  tube  rises,  a  portion  of  the 
metal  is  drawn  out  of  the  cistern  into  the  tube,  and  the  level  of  the  mercury  in  the  cistern  is  depressed 
Ko,   on  the  contrary,  when  the  atmospheric  pressure  diminishes,  a  quantity  of  mercury  is  forced  out  of 
the  tube  into  the  cistern,  and  the  level  of  the  metal  in  the  latter  rises. 

In  some  instruments  the  scale,  accurately  divided  into  inches  and  parts  of  inches,  is  made  movable, 
and  terminates  in  an  ivory  point,  which  is  brought  down  to  the  surface  of  the  mercury.  AVhen  this 
point  and  its  reflection  appear  to  be  in  contact,  the  height  indicated  by  the  scale  is  correct.  In  other 
forms  of  the  barometer,  the  mercury  in  the  cistern  is  always  maintained  at  the  same  level,  for  whict 
purpose  the  cistern  is  formed  partly  of  leather,  so  that,  by  means  of  a  screw  at  the  bottom,  the  surfaw 
of  the  mercury  may  always  be  adjusted  to  the  neutral  point  before  taking  an  observation.  The  divi- 
sions of  the  scale  usually  begin  at  the  27th  inch,  and  are  continued  to  the  31st.  But  in  instruments 
intended  to  measure  the  height  of  mountains,  or  for  accompanying  balloons,  the  scale  begins  at  the 
12th  or  15th  inch.  Each  inch  is  divided  into  ten  parts,  and  these  are  subdivided  into  hundredths  by  means 
of  a  small  sliding  scale,  called  a  vernier  or  nonius. 

The  words  "  Change,"  "  Fair,"  and  "  Rain  "  engraved  on  the  plate  of  the  barometer,  are  calculated 
to  mislead  ;  in  winter  a  fine  bright  day  will  succeed  a  stormy  night,  the  mercury  ranging  as  low  a« 
29  inches,  or  opposite  to  '  Kain.'  It  is  not  so  mucli  the  absolute  height  as  the  actual  rising  and  falling 
of  the  mercury,  which  determines  the  kind  of  weather  likely  to  follow. 

The  barometer  ought  to  be  fixed  in  a  truly  vertical  position,  and  if  possible  with  a  northern  aspect, 
in  order  that  it  be  subject  to  as  few  changes  of  temperature  as  possible.  It  is  usual,  for  the  sake  of 
comparison,  to  reduce  the  observations  to  32',  for  which  purpose  tables  for  correction  for  temperature 
are  given  in  scientific  works  devoted  to  the  subject  of  the  barometer.  The  height  of  the  cistern  of 
the  barometer  above  the  level  of  the  sea,  and,  if  possible,  the  difference  of  the  height  of  the  mercury 
with  some  standard,  should  be  ascertained,  in  order  that  the  observations  made  witli  it  should  be  com- 
parative with  others  made  in  different  parts  of  the  country.  Before  taking  an  observation,  the  instru- 
ment shovild  be  gently  tapped,  to  prevent  any  adhesion  of  the  mercury  to  the  tube  ;  the  gauge  should 
be  adjusted  to  the  surface-line  of  the  cistern,  and  the  index  of  the  vernier  brought  level  with  the  top 
of  the  mercury. 

Various  contrivances  have  been  made  for  increasing  the  length  of  the  scale,  or  for  making  it  more 
convenient  for  use.  The  most  popular  form  is  the  common  wheel-barometer,  as  it  is  called.  In  this 
instrument,  the  tube,  instead  of  terminating  at  the  bottom  in  a  cistern,  is  recurved  so  as  to  form  an 
inverted  siphon.  As  a  rise  of  the  mercury  in  the  longer  or  closed  limb  is  equivalent  to  a  fill  in  the 
shorter  limb,  and  vice  versa,  a  float  is  placed  on  the  surface  of  the  mercury  in  the  shorter  limb,  and  is 
connected  with  a  string  passing  over  a  pulley,  and  very  nearly  balanced  by  another  weight  X)n  the  other 
side  of  the  pidley.  An  index  hand  attached  to  the  pulley  moves  over  the  surface  of  a  dial-plate,  gra- 
duated so  as  to  indicate  the  oscillations  of  the  mercurial  column.  With  an  increase  of  atmospheric 
pressure  the  mercuiy  in  the  longer  tube  rises,  and  that  in  the  short  tube  is  depressed,  together  with  the 
float,  and  this  gives  a  small  motion  of  revolution  to  the  pulley,  and  also  to  the  attached  index  hand.  A 
fall  in  the  longer  column  causes  the  mercury  with  its  float  in  the  short  limb  to  rise,  and  consequently 
iuoves  the  index  hand  in  the  contrary  direction. 

The  measurement  of  heiffhts  was  the  first  useful  purpose  to  which  the  barometer  was  proposed  to  be 
applied. 

Although  the  atmosphere  may  extend  to  the  height  of  45  miles,  yet  its  lower  half  is  so  compressed 
as  to  occupy  only  3^  miles,  so  greatly  do  the  upper  portions  expand  when  relieved  from  pressure 
Hence  at  the  {      3^  ^^^jj^     ^  ^^^^      jq^  ^.^^      j^  ^^^      ^^_ 

height  of    )         -  '  ' 

the  elasticity  of  the|  ^^  ^^j^  ,    j^        ^^_ 

atmosphere  is       )   "  *    '  "    '  >  ^     ' 

Halley  was  induced,  by  certain  mathematical  considerations,  to  fix  upon  the  number  62,170  as  a 
constant  multipUer,  and  the  rule  for  the  measurement  of  heights  may  be  stated  as  follows : — Observe 
the  height  of  the  barometer  at  the  earth's  surface,  and  then  at  the  top  of  the  mountain,  or  other  ele- 
vated station  ;  take  the  logarithms  of  these  numbers,  and  subtract  the  smaller  I'roin  the  greater  ;  mul- 
tiply the  difference  by  62,170,  and  the  result  is  the  height  in  English  feet.  This  process  gives  a  very 
near  approximation,  especially  in  temperate  climates. 

But  the  progress  of  science  soon  rendered  it  evident  that  a  correction  for  temperature  was  necessary 
in  barometrical  measurements,  and  a  formula  has  been  contrived  to  meet  most  of  the  difficulties  of 
the  question.  The  following  rule  will  be  found  of  easy  application  : — Multiply  the  difierence  of  the 
logarithms  of  the  two  heights  by  the  barometer,  by  63,946 ;  the  result  is  the  elevation  in  English 
feet.  Then,  in  order  to  correct  for  temperature,  take  the  mean  of  the  temperature  at  the  two  eleva- 
tions ;  if  that  be  89-68°  Eahr.,  no  correction  is  necessary ;  if  above  that  quantity,  add  ^^-^th  to  the 
whole  height  found  for  each  degree  above  69*68'' ;  if  below,  subtract  the  same  quantity.  For  example  : 
Humboldt  found  that  at  the  level  of  the  sea,  near  the  foot  of  Chimborazo,  the  barometer  stood  at 
exactly  30  inches,  while  at  the  summit  of  the  mountain  it  was  only  l-4'85.  The  logarithm  of  30  i» 
l"t771213,  and  the  logarithm  of  14-85  is  1'1717237  ;  then  subtracting 

1-4771213 
1-1717237 

0-3053976 

Multiply  this  by  63,946,  which  produces  19,539  for  the  elevation  in  feet.     If  the  mean  temperature  0/ 
the  two  stations  were  69-68°,  no  correction  is  necessary  for  temperature.     This  is  a  tolerably  close  ap 
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proxiuiation :   the  most    careful  calculation  has  given   19,332  for  the  real   height,    and  this   was 
probably  estimated  for  a  lower  temperature. 

A  method  has  been  given  by  Leslie  for  measuring  heights  without  the  use  of  logarithms.  His  rule 
is  as  follows: — Note  the  exact  barometric  pressure  at  the  base  and  tlie  summit  of  the  elevation, 
and  then  make  the  following  proportion : — As  the  sum  of  the  two  pressures  is  to  their  difference,  so  is 
the  constant  nvimber  52,000  feet  to  the  answer  required  in  feet.  Suppose  for  example  the  two  pres- 
sures were  29'48  and  26'36  ;  then 
As  29-48  +  26  36  :  29-48  —  26  36  :  :  52,000  feet :  2,905-4  feet,  the  answer  required. 

This  rule  has  been  found  applicable  to  the  mean  temperature  of  England  for  all  heights  under 
5,000  feet. 

Another  method  of  obtaining  approximate  dififerences  of  altitude,  is  by  a  comparison  of  the  tempera- 
tures of  boiling  water  (which  vary  with  the  pressure  of  the  atmosphere). 
The  apparatus  is  exceedingly  simple,  and  the  instrument  not  so  liable  to 
injury  as  the  mercurial  barometer,  being  much  more  portable,  and  easily 
replaced.  A.  Common  tin  pot  9  inches  high,  by  2  in  diameter.  B.  A 
sliding  tube  of  tin,  moved  up  and  down  in  the  pot ;  the  head  of  the  tube 
is  closed,  but  has  a  slit  in  it.  C.  to  admit  of  a  thermometer  passing 
through  a  collar  of  cork,  which  shuts  up  the  slit  when  the  thermometer 
is  placed. 

D.  Thermometer  with  so  much  of  the  scale  as  may  be  desirable. 

E.  Holes  for  the  escape  of  steam. 
The  boiling  point  for  the  level  of  the  sea  should  be  con-ectly  marked 

by  a  number  of  careful  observations,  and  the  difference,  if  any,  must  be 
noted  as  an  index  error. 

These  thermometers  are  very  useful  in  ascertaining  heights  where 
strict  accuracy  is  not  required,  and  they  have  the  advantage  over  mercu- 
rial barometers  in  being  portable.  In  moderate  elevations,  the  difference 
of  one  degree  in  the  temperature  at  which  water  boils,  indicates  a  change 
of  level  of  about  500  feet,  corresponding  to  a  difference  of  0-6  of  an  inch 
in  a  mercurial  barometer.     See  Aneroid. 

BAR-WOOD.     See  Woods,  varieties  of. 

BARREL,  (of  a  drum-wheel.)  The  cylindrical  body  or  axle  round 
which  tlie  rope  is  rolled. 

BARREL,  (of  a  pump.)  The  cylinder,  or  hollow  pai-t  of  the  pump,  in 
which  the  piston  works. 

BARROW.     See  Wheel-barrow. 

BARYTES,  found  in  tolerable  abundance  in  Wales,  and  some  parts  of 
England,  and  also  in  the  State  of  Connecticut.  The  salts  of  harytes 
employed  in  the  arts  and  manufactures,  are  confined  to  the  carbonate  and 
sulphate.  The  use  to  which  the  native  carbonate  has  been  applied  is  the 
preparation  of  the  vaiious  salts  of  harytes,  which  are  made  by  saturating  the  respective  acids  with  the 
powdered  native  carbonate. 

An  artificial  carbonate  is  used  in  Birmingham  in  the  manufacture  of  plate  and  flint  glass,  as  a  cheap 
substitute  for  part  of  the  alkali.     It  is  also  used  in  the  manufacture  of  porcelain,  jasper,  &c. 

Sulphate  of  Barytes  is  employed  as  a  pigment  and  also  for  the  purpose  of  adulteration.  It  is  known 
as  "  permanent  white,"  and  is  made  by  precipitating  the  sulphate  from  a  soluble  salt  of  barytes,  by 
means  of  sulphuric  acid,  which  when  washed  and  dried  forms  a  beautiful  white  powder,  that  is  not 
acted  upon  by  sulphuretted  hydrogen  gas.  It  is  to  this  that  it  owes  its  superiority  over  white  lead  as 
a  water-colour.  Oils  destroy  its  whiteness,  and  render  it  nearly  transparent ;  so  that  it  is  only  useful 
as  a  water-colour. 

The  sulphate  of  barytes  used  in  adulterating  white  lead  is  made  by  levigating  the  whitest  varieties 
of  the  native  sulphate,  and  afterwards  bleaching  it  by  boiling  with  dilute  sulphuric  or  muriatic  acid, 
for  the  purpose  of  dissolving  out  any  iron  which  it  may  contain.  When  washed  and  dried  it  forms  a 
dense  white  powder.  Some  of  the  native  sulphate  is  sufficiently  pure  as  not  to  require  the  bleaching 
process.  That  which  is  white  and  soft,  possessing  little  or  no  crystalline  structure,  is  preferred  by  the 
manufacturer,  being  easily  reduced  to  powder.  The  presence  of  barytes  in  white  lead  can  easily  be 
detected  by  dissolving  out  all  the  carbonate  of  lead,  by  dilute  acetic  acid.  The  sulphate  of  barytes 
being  unacted  upon,  can  then  be  washed,  and  the  quantity  ascertained  by  weighing. 

BASE  LINES,  (in  surveying.)  The  main  lines  of  a  survey,  upon  which  the  correctness  of  the  whole 
depends ;  it  is  therefore  necessary  to  proceed  Avith  the  utmost  care  in  the  laying  out  of  the  several  base 
lines  of  a  survey. 

BASE  LINE.    (In  perspective.)   The  intersection  of  the  plane  of  the  picture  with  the  gi-ound  plane. 

BASKET.  A  kind  of  vessel  made  of  osier,  wicker,  rushes,  straw,  whalebone,  &c.  The  weaving  of 
baskets  is  entirely  hand  work,  but  simple  machines  are  used  in  the  splitting  of  the  materials.  For 
strong,  heavy  baskets,  strips  of  ash  are  considered  the  most  serviceable. 

BASE.  A  rest  or  support ;  particularly  applied  to  the  bottom  of  columns,  pedestals  and  edifices. 
.  BASES.  Li  chemistry,  a  teim  applied  to  all  the  metals,  alkalis,  earths,  and  other  bodies,  which 
tmite  with  acids,  or  with  gases.  Thus  in  sulphate  of  copper,  the  copper  is  said  to  be  the  base  of  the 
salt,  from  the  supposition  that  the  non-acid  principle  is  that  which  gives  diversity  or  distinctness  of 
character  to  compounds.  The  term  is  now  retained  from  its  convenience,  rather  than  the  truth  of  th€ 
above  opinion. 

BAT.     The  name  given  to  a  half  or  other  portion  of  a  brick. 
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BATTENS.  Strips  of  board  or  plank,  from  1^  to  6  inches  wide,  nailed  over  the  joints  of  other  boards . 
often  ornamented  with  a  bead  or  corniced  to  give  architectural  effect  on  the  cheaper  class  of  houses. 
Batten  doors  are  such  as  are  made  of  two  thicknesses  of  boards  nailed  together ;  generally  the  boards  are 
nailed  crossways  of  each  other,  but  often  diagonallj-. 

BATTER.  The  face  of  a  retaining,  or  other  wall,  when  built  in  a  leaning  position,  the  top  part  fall- 
ing back  within  the  lino  of  base ;  walls  of  this  description  are  sometimes  termed  tallm  walls.  The 
usual  batter  is  from  1  to  3  inches  horizontal  for  each  foot  in  vertical  height.     See  Masoxey. 

BATTERY.  Two  or  more  pieces  of  artillery,  united  for  the  purpose  of  dispersing  troops,  or  destroy- 
ing that  which  covers  and  protects  them.  It  is  also  used  to  signify  the  equipment  of  a  certain  number 
of  pieces  of  ordnance. 

BAY.  In  architecture,  the  space  between  the  beams  or  arches.  A  part  of  a  window  between  the  mul- 
lions  is  often  called  a  bay  or  day. 

BAY-TREE.     See  Woods,  varieties  of. 

BEAM,  in  building,  usually  a  horizontal  piece  of  timber  or  metal.  For  the  proper  form  of  simple 
beams  to  resist  the  required  strains,  see  Steength  of  Materials — for  the  relation  of  the  parts  of  a 
trussed  beam,  see  Bridge.  The  term  working  or  walking  beam  is  applied  to  the  balance  lever,  trans- 
ferring the  power  from  the  piston  of  common  draught  engines  to  the  crank.     See  Esgixe. 

BEARING.   That  part  of  a  shaft  or  spindle  which  is  in  contact  with  the  supports.     See  Geering. 

BEARING.    The  distance  that  a  beam  or  rafter  is  suspended  in  the  clear  between  supports. 

BED.  A  term  used  in  masonry  to  describe  the  direction  in  which  the  natural  sti-ata  in  stones  lie ;  it  is 
also  applied  to  the  top  and  bottom  surface  of  stones  when  worked  for  building. 

BED-MOULDINGS.  A  collective  term  for  all  the  mouldui2S  beneath  the  corona  or  principal  pro- 
jecting member  of  a  cornice. 

BEECH.     See  Woods,  varieties  of. 

BEEF-WOOD.     See  Woods,  varieties  of. 

BEETLE.     A  heavy  wooden  mallet  or  rammer. 

BEETLING  MACHINE.  A  machine  used  in  bleacheries  to  give  to  cotton  fabrics  a  soft,  glossy  ap- 
pearance. The  usual  form  consists  of  a  cylinder,  on  which,  as  the  cloth  is  rolled,  it  is  beaten  by  stamp- 
ers similar  in  their  construction  to  those  used  in  gold  cnishing  ;  see  Metallurgy,  An  invention  has 
been  made  to  give  the  same  finish  by  rolls  as  in  a  calender,  of  which  the  following  is  the  description.  The 
accompanying  engravings  represent  at  Fig.  230  a  front  elevation,  and  at  Fig.  231  an  end  elevation  of  the 
above-mentioned  machine,  with  the  same  letters  of  reference  applying  to  similar  parts.  A  A  are  cast-iron 
standard  frames,  having  .?ide-claw  projecting  bearings  BB,  Fig.  231,  with  two  central  horn-shaped  ones 
A*,  carrying  the  pressure-lever  links ;  C  C  are  bush-bearings  for  the  journals  of  the  beetling  rollers  D  and 
E,  which  rotate  horizontally  with  each  other  in  opposite  directions ;  F  F  is  the  roller  upon  which  the  cot- 
ton fabrics,  about  to  undergo  the  beetling  process,  are  wound  ;  G  G  is  the  pressure-roller,  mounted  in 
the  lever-link  motion-head  H  H,  upon  the  central  horn-standard  J,  in  a  manner  subsequently  explained ; 
I  is  the  shaft  upon  which  the  pressure-roller  revolves ;  K  K  two  connecting-rods  on  each  side  of  the 
machine,  attached  in  vertical  positions  at  the  top  to  the  links  H  H,  and  at  their  lower  ends  to  the 
weighted  levers  L  L ;  M  is  the  centre  stud,  upon  which  the  levers  L  L  radiate  ;  N  ]Jf  are  two  spherical- 
shaped  balls  or  weights,  for  giving  pressure  to  the  roller  G,  through  the  medium  of  the  levers  L  L,  as- 
sisted by  their  own  gravity  ;  O  is  the  bearing  on  which  the  connecting-rods  KK  move ;  P  is  an  inter- 
mediate crank  motion-rod,  coupling  the  two  way  link-shafts  V  R,  and  giving  motion  horizontally  to  the 
longitudinal  rest-bars  T  T,  through  the  quarter-way  links  S  S,  in  gear  with  the  same ;  U  U  are  two 
spur-wheels,  mounted  upon  the  beetling  roller-shafts  D  and  E,  in  gear  with  a  pinion  V,  on  the  di-iving- 
shaft ;  W  X  is  a  long  hand-lever,  the  object  of  which  is  to  raise  the  different  rollers  fi-om  their  beds  by 
it  in  the  manner  hereafter  explained.  Having  thus  far  described  the  various  arrangements  and  parts 
of  which  this  invention  consists,  it  is  necessary  to  explain  its  mode  of  working,  and  the  numerous  advan- 
tages that  may  result  from  its  application  to  the  various  purposes  for  which  it  is  uitcnded.  Steam, 
or  other  motive  power,  is  in  the  usual  manner  first  appUed  to  the  driving-shaft  W,  which  is 
mounted  in  a  bracket  bearing  against  the  standard-framing,  as  represented  in  the  engraving ;  wliilst 
the  other  end  is  similarly  mounted  against  a  wall  or  other  convenient  place,  and  when  driven  by  the 
action  of  steam,  it  causes  the  pinion  V,  on  the  end,  which  takes  mto  the  spur-wheels  U  U,  to  propel 
the  same,  and  thereby  give  the  required  motion  to  tlie  macliine  or  apparatus  during  the  process  of 
beetling.  It  must  be  observed,  that  the  cotton  fabrics  about  to  be  mangled  or  beetled,  are  first  wound 
upon  the  roller  F ;  to  accomplish  whicli,  the  roller  has  to  be  removed  or  taken  out  of  its  place,  u  hich 
is  performed  in  the  manner  hereafter  explained.  Having  completed  tlie  operation  of  winding  the  cotton 
on  the  rollers,  it  is  then  passed  between  the  beetling-roUers  D  and  E,  wliich  are  furnished  with  periph- 
eries, such  as  are  seen  in  the  two  smaller  engravings  annexed ;  these  are  embossed,  or  checkeied 
in  different  patterns  corresponding  to  the  rollers  employed.  The  fabrics  are  then  taken  from  tiie 
rollers  and  replaced  by  others,  during  the  working  of  the  machine,  and  tlie  operations  effected. 
The  pressure  to  which  the  fabrics  are  exposed  by  the  constant  rotation  of  the  rollers  between  tIucIi 
:hey  pass,  is  produced  and  carried  into  effect  as  follows : — The  roller  G  G,  with  its  moveable  link- 
.earings  on  each  side,  centred  on  the  horn-shaped  standards,  are  caused,  through  the  medium  of  the 
*ide  connecting-rods  K  K,  to  receive  the  entire  weight  of  the  levers  L  L,  in  addition  to  the  weights 
J  H  on  tlic  ends,  and  coasequently  offer  a  sustaining  pressure  to  the  fabrics  during  the  process  ol 
beetling.  On  the  other  hand,  when  it  becomes  necessary  to  supply  the  apparatus  with  plain  cotton  fab- 
rics, and  remove  those  already  beetled,  the  levers  L  L,  which  are  represented  as  having  holes  at  one 
end  for  the  employment  of  any  suitable  or  convenient  tackle,  are  to  be  by  such  means  raised,  the  action 
of  wliich  will  have  the  effect  of  rai.sing  also  the  head-Unks  and  pressure-roller,  and  thus,  by  removing 
the  weight,  enable  the  roller  beneath  to  be  lifted  out  of  its  seat,  and  placed  in  one  of  the  end  claw- 
bearings  B  B,  as  represented  by  the  dotted  hnes.   The  mode  of  effecting  this  p:ut  of  the  operations  will 
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be  readilj  comprehended  by  reference  to  the  engraving,  Fig.  231,  where  T  T  shows  a  bar  of  iron  hori- 
zontally placed  on  each  side,  beneath  tlie  journals  of  the  roller  F,  forming  a  rail  or  table  upon  Avhich 
they  are  to  be  moved.  When  a  downward  motion  of  the  lever  handle  is  given  by  the  operator,  it  causes 
the  coupUng-rod  P,  through  the  medium  links  P  R,  in  connection  with  others  on  the  same  shaft,  in  gear 
with  the  rest-bar  T  T,  to  move  upwards  horizontally,  similar  to  the  action  of  a  parallel  rule,  and  raise 
the  rollers  F  or  B  out  of,  or  into  their  respective  places,  by  enabling  the  rollers  to  be  rolled  along 
them,  when  disengaged  from  their  bearings  or  seats,  and  carefully  lowered  into  their  places,  in  readi- 
ess  for  the  next  operation.  From  these  observations  it  will  be  seen  that,  first,  the  levers  L  L  are 
o  b3  raised  in  the  manner  which  will  cause  the  roller  G  G  to  be  also  raised,  through  the  medium  of 


the  connecting-rods  K  K,  when  the  pressure  will  be  removed  from  the  lower  rollers,  and  wliich  will 
enable  them  to  be  raised  to  the  required  height,  so  as  to  transfer  them  from  one  seat  or  bearing  to 
another,  and  thus  allow  the  fabrics  to  be  changed  by  removing  those  already  having  undergone  the 
process,  and  supplying  the  other  roller  with  plain  ones.  The  patentee,  although  he  describes  and  seta 
forth  the  employment  of  the  side-levers,  yet  does  not  confine  liimself  exclusively,  as  other  and  equally 
effectual  means  may  be  applied  with  the  same  advantages,  such  as  steam  pressure,  liquids,  or  other 
wise ;  and  in  many  cases  the  weight  of  the  rollers  themselves  might  be  found  sufficient  to  give  the  re- 
quired pressure  without  the  intervention  of  additional  pressure. 

Tlie  next  object  to  which  the  patentee  directs  attention,  is  to  the  improved  mode  of  construct- 

/  ing  roller-mangles,  which  consists  of  very  nearly  the  same  arrangement  of  rollers,  the  only  apparent 

difference  being,  the  introduction  of  a  flexible  lever  or  sprmg,  firmly  fixed  to  the  standards  upon  which 
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ihe  pressure-roller  is  mounted,  being  brought  to  act  upon 
the  same  to  any  degree  of  force,  by  the  appUcation  of  a 
hand-wheel  and  screw-spindle,  supported  in  bearings,  suit- 
ably aiTanged.  To  tlie  end  of  the  sdrew-spindle  two  fixed 
studs  are  attached,  between  which  the  lower  end  of  the 
flexible  lever  or  spring  is  introduced,  so  that  when  the 
spindle  is  screwed  to  or  from  the  centre  of  such  stand- 
ard, carrying  the  roller,  the  pressure  is  applied  by  rea- 
son of  the  standard  moving  from  a  centre  with  the  rol- 
er  under  an  elastic  pressure  thus  given  by  the  forward 
or  br.#kward  appUcation  of  the  screw  hand-wheel  spindle. 
The  patentee  states  tliat  cast-u-on  rollers  may  be  employed 
for  Qiy  articles,  but  for  damp  ones,  bell-metal  would  be 
foxmd  better  adapted.  One  of  the  advantages  derived 
from  this  system  of  mangling  is  the  small  space  tlie  ma- 
cliine  occupies,  together  with  the  accommodation  which  it 
offers  by  being  placed  witliin  a  piece  of  furniture  having 
drawers  for  the  purpose  of  disposmg  of  the  various  articles 
when  so  mangled,  and  thus  forming  a  very  useful  piece  of 
furniture,  and  which  may,  if  necessary,  be  rendered  high- 
ly ornamental  in  place  of  the  present  incommodious  ma- 
chine now  in  use.  The  same  principle  also  extends  to 
a  portable  description  of  mangle,  which  the  patentee 
states  may  be  temporarily  set  up  on  a  table  or  dresser, 
and  made  to  answer  all  the  purposes  for  wliich  it  is  in- 
tended, motion  being  given  to  it  by  hand-levers  in  the 
usual  manner,  but  employing,  as  a  means  of  giving  pres- 
sme,  a  lever,  as  in  the  first-mentioned  instance;  but  with  this  diiFerence,  that  the  connecting-rod  K, 
in  tlie  beetling  apparatus,  has  in  this  instance  a  rack  and  pinion  as  a  means  of  adjusting  it,  so  as 
to  obtain  tJie  requisite  pressm^e.  The  patentee,  after  describing  the  pecuUar  forms  given  to  the  several 
rollers  comprising  a  series  of  different  patterns,  and  the  best  means  of  constructing  them  and  forming 
the  corrugations  or  indentations  upon  them,  would  wish  it  to  be  distinctly  imderstood,  that  lie  claims 
as  new  and  of  his  invention : — Fii-st,  the  employment  of  rollers  having  indented,  grooved,  checkered,  or 
imdulated  surfaces  or  peripheries,  for  producing  by  pressure  corresponding  marks  or  impressions  there- 
witli  upon  cotton  or  other  fabrics.  Secondly,  for  the  general  arrangement  of  parts  constituting  the 
action  and  construction  of  the  said  improved  macliinery.  Tliirdly,  for  the  employment  of  water  or 
otlier  fluids  witliin  the  aforesaid  rollers,  to  act  independently  of  other  pressure  apparatus,  such  as  the 
long  levers  in  Figs.  230  and  2^,  of  the  annexed  engravings;  also  for  the  application  of  steam  to  such 
purposes,  causing,  in  the  usual  manner  by  its  expansion  within  a  cylinder,  a  pressure  to  be  exerted  upon 
the  rollers,  and  at  the  same  tune  that  such  application  should  be  available  for  the  purposes  of  taking 
off  and  removing  the  pressure  when  requh'ed,  the  same  means  employed  for  the  one  shall  be  found 
effectual  in  performing  the  other.  Fourthly,  and  lastly,  for  the  use  of  the  numerous  patterns  as  applied 
to  cylinders  employed  in  the  process  of  beetling,  or  to  other  hke  machines  or  apparatus,  either  for 
mangling,  or  otherwise,  as  hereinbefore  fully  detailed.    See  Calenders. 

BELLS.  The  bell  of  the  Montreal  Cathedral  is  the  largest  in  America.  Its  proportions  are  as  fol- 
lows:— diameter  at  mouth,  8  ft.  7  in.,  at  shoulder,  4  fl.  8  in.  Height  to  shoulder,  5  ft.  11  in.  Tha 
thickest  part,  or  sound  bow,  is  8  inches.     Weight  13|^  tons.     See  Castings  and  Fodndings. 

BELL-CRANK.  A  bent  lever  or  arc,  used  chiefly  in  the  hanging  of  hells,  to  allow  the  wire  to  ac- 
commodate itself  to  the  alteration  of  motion  requisite  in  turning  corners. 

BELL-METAL.     See  Metals  and  Alloys. 

BELT,  in  building,  a  string-course  and  blocking-course  ;  a  course  of  stones  projecting  from  a  wall, 
either  moulded,  plain,  fluted  or  enriched. 

BELTING.  A  belt  is  a  band  or  strap,  passing  from  one  pulley  over  another,  serving  to  convey  mo- 
tion between  shafts.  Belting  is  usually  employed  at  speeds  varying  from  300  to  5,000  feet  per  minute. 
The  size  of  the  belt  will  depend  on  the  power  to  he  transmitted.  A  certain  degree  of  tension,  varying 
with  the  width  of  belt  and  size  of  pulley,  and,  to  a  considerable  degree,  with  the  tractive  nature  of  the 
surface  of  the  pulley,  as  well  as  the  amount  of  resistance,  is  required  to  prevent  slipping.  This  force 
or  tightness  may  be  equal  throughout  its  parts,  while  the  machinery  is  at  rest,  but  when  in  active  op- 
eration, it  becomes  far  otherwise.  It  is  evident  that  the  only  force  tending  to  induce  motion  in  the 
driven  pulley  is  the  difference  in  tension  betAveen  the  two  parts  of  the  belt.  A  portion  of  the  belt  ex- 
tends from  opposite  sides  of  the  pulley,  in  nearly  parallel  directions,  and  each  portion  tends  by  its  pull 
to  turn  the  pulley  in  opposite  directions.  If  the  driven  shaft  is  performing  any  work,  there  must  ne- 
cessarily be  a  difference  in  the  tension  of  the  parts,  and  this,  however  rapidly  the  belt  may  be  moving,  so 
that  every  portion  is  alternately  exposed  to  a  greater  and  a  lesser  strain.  It  is  also  equally  plain,  that  oth- 
er things  being  equal,  this  difference  in  strain  is  directly  proportioned  to  the  amount  of  work  or  power  which 
is  transmitted.  This  strain  is  then  determined  by  dividing  the  power  to  be  transmitted  by  the  velocity  ; 
thus,  if  a  belt  moving  at  a  velocity  of  1500  feet  per  minute,  bo  required  to  transmit  5  horse  power ; 

that  is,  83000  x  5  =  165000  lbs.  ft. ;  then  ^^^'^^  =  110  lbs_  the  strain  on  the  belt  to  convey  the 

'  '  1500  T 

power.     In  addition  to  this  strain,  it  must  be  remarked,  that  the  belt  is  stretched  on  the  pulleys,  sc 
that  it  does  not  slip  while  conveying  the  power.     The  strain  given  above  may  be  considered  approsi- 
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mately  as  the  diflference  of  tension  between  the  two  sides, 
mine  the  strain  on  each  side  of  the  belt. 


Morin  gives  the  following  Tab.e  to  deter 


Portion  of  Ihe 

VALUE  OF   K. 

i 

circuinfereiice 

embraced  by  the 

belt. 

Xew  belta  on 
wooden  drums. 

Ordinary  belts 

Wet  belts  on  iron 
pulleys. 

' 

On  wooden  dnnns. 

On  iron  pulleys. 

0.20 

1.S7 

l.SO 

1.43 

l.Gl 

0.33 

2.5T 

2.4:3 

1.G9 

2.05 

0.40 

8.51 

3.2G 

2.02 

2.60 

0.50 

4.S1 

4.3S 

2.41 

3.30 

O.GD 

G.59 

5.SS 

2.ST 

4.19 

o.ro 

9.00 

T.90 

3.43 

5.33 

o.so 

12.34 

10.  G3 

4.09 

G.T5 

0.90 

10.90 

14.2T 

4.ST 

S.5T 

1.00 

23.14 

19.16 

5.S1 

10.S9 

Application  of  the  table. — Find  in  the  table  the  value  of  K  according  to  the  given  circumstances;  from 
this  number  subtract  unit  or  one,  and  divide  the  strain  on  the  belt  to  convey  the  power  by  this  remain- 
der, and  the  quotient  will  be  the  minimum  tension  or  that  on  the  slack  side.  Add  to  this  quotient  10 
per  cent,  for  friction  due  to  shafting,  or  other  causes.  The  tension  on  the  leading  or  tight  belt  will  be 
the  above  product  added  to  the  strain,  as  given  by  the  power  required  to  be  conveyed.  * 

Applying  this  to  the  example  above  of  a  strain  on  the  belt  of  110  lbs.  with  the  ordinary  belt  em- 
bracing ^  or  0.50  of  the  circumference,  the  value  of  K  m  the  table  is  2.41 ;  subtract  1,  =  1.41 ;  110 
divided  by  1.41  =  78  lbs. ; 

78  4-  10  per  cent,  or  78  +  7.8  =  85.8,  the  tension  on  the  slack  belt. 

85.8  +  110  =  195.8,  the  tension  on  the  tight  belt. 

Good  belting  of  an  ordinary  thickness  of  ^s-  of  an  inch  should  sustain  a  strain  of  50  lbs.  per  inch  of 
width  without  risk,  and  without  serious  wear  for  a  considerable  time.  Therefore,  in  the  example  above, 
the  belt  moving  at  a  velocity  of  1500  feet  per  minute,  required  to  transmit  a  power  of  five  horses 

should  be  —  or  very  nearly  4  inches  in  width. 

50  , 
When  the  belt  is  shifted,  whilst  in  motion,  to  a  new  position  on  a  drum  or  pulley,  or  from  fast  to  loose  ' 
pulley,  or  vice  versa,  the  lateral  pressure  must  be  applied  on  the  advancing  side  of  the  belt,  on  the  side 
on  which  the  belt  is  approaching  the  pullej',  and  not  on  the  side  on  which  it  is  running  off.  It  is  only 
necessary  that  a  belt,  to  maintain  its  position,  should  have  its  advancing  side  in  the  plane  of  rotation 
of  that  section  of  the  pulley  on  which  it  is  required  to  remain,  without  regard  to  the  retiring  side.  On 
this  principle,  motion  may  be  conveyed  by  belts  to  shafts  oblique  to  each  other.  Let  A  and  B  (fig.  261) 
be  two  shafts  at  right  angles  to  each  other,  A  vertical, 
B  horizontal,  so  that  the  line  run  perpendicular  to  the 
direction  of  one  axis  is  also  perpendicular  to  the  other, 
and  let  it  be  required  to  connect  them  by  pulleys  and  a 
belt,  that  their  direction  of  motion  may  be  as  shown  by 
the  arrows,  their  velocities  will  be  as  3  of  A  to  2  of  B. 
On  A  describe  the  circumference  of  the  pulley  pro- 
posed on  that  shaft;  to  this  circumference  draw  a  tan- 
gent a  b  parallel  to  m  n,  this  line  will  be  the  projection 
of  the  edge  of  the  belt  as  it  leaves  A,  and  the  centre  of 

the  belt  as  it  approaches  B ;  consequently,  lay  off  the  pulley  I  on  each  side  of  this  line,  and  of  a  diam- 
eter proportional  to  tho  velocity  required.     To  fix  the  position  of  the  pulley  on  A,  let  fig.  262  be  an 


other  view  taken  at  right  angles  to  fig.  261,  and  let  the  axis  B  have  the  direction  of  motion  indicated 
by  the  arrow,  tb'.n  the  circle  of  the  pulley  being  described,  and  a  tangent  a'  h'  drawn  to  it  perpendicu- 
lar to  the  axi^:  B  as  before  determined,  the  position  of  the  pulley  on  the  shaft  A  is  established. 

The  position  of  the  two  pulleys  are  thus  fixed  in  such  a  way,  that  the  belt  is  always  delivered  by  the 
pulley  it  is  receding  from,  into  the  plane  of  rotation  of  the  pulley  towards  which  it  is  app-oachiug.     K 
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the  motion  be  reversed,  the  belt  will  run  off;  thus  (fipj.  263),  if  the  motion  of  the  shaft  A  is  reversed, 
the  pulley  B  must  be  pliiced  in  tlie  position  shown  by  the  dotted  lines. 

It  is  not  an  essential  condition  that  the  shafts  should  be  at  right  angles  to  each  other  to  have  mo- 
tion transferred  by  a  belt.  They  may  be  placed  at  any  angle  to  each  other,  provided  the  shafts  lie  in 
parallel  planes,  so  that  the  pei-pendicular  drawn  to  one  axis  is  perpendicular  to  the  other.  If  otherwise, 
recourse  must  be  had  to  guide-pulleys,  which  should  be  considerably  convex  on  their  face. 

It  is  to  be  observed  that  the  faces  of  pulleys  are  generally  made  more  or  less  convex,  as  the  tendency 
of  a  belt  in  motion  is  to  mount  the  highest  part  of  the  pulley  ;  by  a  slight  rounding  of  the  face,  there- 
fore, the  belt  prcsen-es  its  proper  position. 

BENCH,  or  BERM.     A  ledge  on  the  face  of  a  cutting. 

BENCH  MARKS,  (in  sun^eying.)  Fixed  points  left  on  the  line  of  survey,  for  reference  at  any  future 
time,  consisting  of  cuts  in  trees,  pegs  driven  in  the  ground,  and  the  like. 

BENDING  OF  TIMBER.     See  Woods,  varieties  of. 

BENZOLE.  An  oil  prepared  from  coal  tar,  extremely  volatile  :  if  a  stream  of  air  be  passed  through 
a  reservoir  of  Benzole,  it  will  imbibe  enough  of  the  vapor  to  become  an  inflammable  and  luminous  gas. 
On  this  principle  many  arrangements  have  been  patented  for  illumination  of  buildings  by  benzole,  but 
as  yet  the  manufacture  of  benzole  is  too  expensive. 

BETON.     See  Mortar. 

BEVEL,  any  angle  except  one  of  90  degrees.  The  term  bevel  is  also  applied  to  an  instrument  for 
drawing  angles,  in  general  use  among  workmen.  In  construction,  it  somewhat  resembles  the  common 
square,  with  this  difference,  that 
' -  --^ 


the  blade  is  movable  about  a  cen- 
tre in  the  stock,  so  that  it  can  be 
set  at  various  angles. 

BEVEL  WHEEL.  SeeGEERiNo. 

BINNACLE,  a  box  near  the 
helm,  containing  the  compass. 

BIRAM'S  TBLL-TALE.  De- 
scription.— Fig.  234  is  a  side  eleva- 
tion ill  section,  and  Fig.  235,  a  plan 
of  tlie  apparatus,  (on  a  scale  a  lit- 
tle less  than  half  size.) 

A  A  is  tlie  frame,  supposed  to 
contain  the  works  of  a  portable 
timepiece,  of  which  B  is  the  fusee ; 
C  is  a  hollow  screw,  fixed  upon  the 
frame  A,  through  wliich  the  axle 
of  the  fusee  is  prolonged,  being 
,  supported  by,  and  tm-niiig  in  a  cir- 
cular opening  at  a,  above  wliich  the 
axle  is  square,  the  diagomil  of  the 
square  being  equal  to  the  diameter 
at  a ;  D  is  a  hollow  tube,  havhig 
a  female  screw  fitted  into  the  bot- 
tom, to  turn  easily  upon  tlie  male- 
screw  C;  the  top  of  the  tube  D 
has  a  square  opening  to  fit  easily 
upon  the  square  end  of  the  axle  of 
the  fusee ;  which  axle  should  pro- 
ject about  half  an  inch  beyond  the 
tube  D,  when  m  the  position  shown 
in  tlie  figure,  to  receive  the  key  or 
handle  used  in  winding  up  the 
timepiece  ;  E  is  the  barrel  or  cyl- 
inder, round  Avhich  the  registering 
paper  is  placed,  which  should  be 
made  to  fit  upon  the  tube  D,  sufii- 
ciently  tight  to  retain  its  position 
wherever  placed,  but  capable  of 
being  easily  turned  round  upon  the 
tube,  or  slightly  elevated  or  de- 
pressed, for  the  purpose  of  adjust- 
ing it  to  the  uidex  F,  to  show  the 
time  of  the  day,  and  also  to  adjust 
the  registering  lines  with  the  prick- 
er G.  F,  the  index  showing  the 
time,  is  a  fine  wire,  placed  verti- 
cally as  near  as  possible  to  the  cyl- 
inder, the  ends  being  secured  in  a 
frame  attached  to  A.  The  top  of 
Uie  fram(;  also  carries  the  pricker 
G,  placed  exactly  over  the  wire  F, 
whicli  is  acted  upon,  and  makes  an 
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impression  upon  the  registering  paper,  when  a  finger  is  pressed  upon  the  stud  H ;  I  shows  a  slight  spring, 
intended  to  return  the  pricker  and  stud  to  their  position  when  the  finger  is  removed ;  L  is  a  piece  of 
glass  in  front  of  the  tunepiece,  the  horizontal  section  of  which  is  that  of  a  double  convex  lens,  but  the  sides 
vertically  are  parallel  with  each  other  ;  this  magnifies  the  parallel  and  diagonal  lines  upon  the  paper 
which  show  the  minutes,  horizontally  only,  showing  the  time  more  distinctly  to  the  fraction  of  a  mmute ; 
K  K  are  two  pieces  of  plane  glass,  on  each  side  of  L,  for  the  purpose  of  throwing  more  light  upon  the  barrel ' 

Fig.  236  shows  a  portion  of  the  registering  paper,  of  the  full  size,  with  tlie  shaded  lines  upon  it  in 
dicating  the  days  of  the  week ;  tliis  paper  is  of  exactly  the  circiunference  of  the  cylinder,  and  is  put 
upon  a  strip  of  leather,  gutta  percha,  or  other  flexible  material,  also  of  the  length  and  width  of  the 
barrel,  to  each  end  of  which  is  riveted  a  strip  of  brass,  having  a  projection  on  each  side  to  catch  into  a 
notch  in  the  projecting  flanges  of  the  barret  When  the  registering  paper  is  changed,  the  barrel  may 
be  taken  off  from  the  tube  D,  and  the  leather  and  paper  from  the  cylinder ;  and  then  a  new  paper  put 
on,  the  ends  of  the  paper  being  turned  underneath  the  leather,  and  retained  by  any  adhesive  apphca- 
ticsQ,  such  as  that  made  use  of  in  postage  stamps. 

The  registering  paper  is  divided  vertically  by  twelve  equidistant  parallel  lines,  representing  the  hours, 
and  again  subdivided  between  each  of  the  above  lines  by  other  finer  lines  into  ten  minutes.  On  the  lower 
edge  of  the  paper  are  five  parallel  fines  crossed  by  two  diagonal  lines  between  each  of  the  above  sub- 
division or  ten-minute  Unes,  by  which  each  subdivision  is  again  divided  into  minutes,  the  time  of  the 
day  being  shown  by  the  point  when  the  index  wire  F  intersects  these  small  parallel  and  diagonal 
fines.  The  shaded  lines  representing  the  days  of  the  week  are  not  drawn  parallel  with  the  edge  of  the 
paper,  but  in  such  a  manner  that  when  the  paper  is  fixed  round  the  barrel  the  shaded  Unes  at  one  end 
of  the  paper  fit  opposite  the  intervals  at  the  other  end,  these  shaded  lines  and  intervals  being  each  ex- 
actly equal  in  width  to  the  pitch  of  the  screw  C 

Now,  suppose  the  timepiece  newly  wound  up,  and  a  new  registering  paper  placed  upon  the  barrel  at 
midnight  on  Sunday :  (of  course  this  untimely  hour  is  not  necessary,  as  the  operation  may  be  done  at 
any  time  of  the  day.)  The  barrel  will  then  have  been  removed  from  the  position  shown  by  the  dotted 
lines  in  Fig.  234,  to  the  sliaded  part  above  in  the  same  figure,  and  the  pricker  G  would  then  be  oppo- 


site the  commencement  of  the  underside  of  the  Ime  M,  (Fig.  236,)  and  every  part  of  the  vinderside  of 
that  line  would  by  12  at  noon  have  passed  under  the  point  of  the  pricker;  when  the  barrel  having 
made  one  revolution  would  also  have  descended  one  thread  of  the  screw,  and  during  the  next  revolu- 
tion the  upper  side  of  the  fine  M,  representing  the  afternoon  hours  of  Monday,  would  have  passed  im- 
der  the  pricker,  and  so  on  through  the  week ;  the  lower  side  of  the  fine  representing  each  day  passing 
under  the  pricker  during  the  forenoon,  and  the  upper  side  on  the  afternoon  of  such  day.  It  is  therefore 
obvious,  that  any  impression  made  upon  the  paper  by  the  pricker,  would  show  the  day  and  the  exact 
time  of  day  when  such  impression  was  made,  and  when  the  paper  was  removed  from  the  barrel  the 
punctures  remaining  upon  it  would  be  an  enduring  testimony,  to  be  consulted  and  checked  at  leisure,  of 
tlie  operations  recorded  upon  it  dming  the  week. 

The  uses  to  which  tliis  tell-tale  might  be  appUed  are  various.  K  as  a  watchman's  clock,  it  may  be 
Bsed  by  several  people  who  are  required  to  be  at  a  certain  spot  at  certain  or  uncertain  intervals.  When 
a  person  presses  upon  the  stud,  he  should  be  required  to  make  a  memorandum  of  the  time  by  the  clock 

6 


82 


BISMUTH. 


these  memoranda  he  would  give  up  to  the  inspector  at  the  end  of  the  week,  who  would  compare  whether 
the  punctures  upon  the  paper  corresponded  with  the  return ;  and  if  not,  the  writer  would  of  course  be 
detected  making  a  false  statement.  In  an  establishment  where  there  are  a  number  of  individuals, 
and  it  is  desirable  to  ascertain  the  time  of  their  attendance,  they  might  be  required  to  write  their  names, 
and  the  time  of  their  arriving,  in  a  book,  at  the  same  time  pressing  the  tell-tale ;  when,  although  sev- 
eral might  arrive  and  sign  so  near  together  that  the  punctures  upon  the  paper  might  run  one  into  an- 
other, yet  the  time  between  the  first  and  last  would  be  distinct,  and  if  the  names  were  written  in  suc- 
cession, it  would  be  evident  that  they  had  been  written  diu-ing  the  time  between  the  first  and  last 
Euncture.  Again :  any  individual  leaving  an  establishment  during  the  day,  might  be  required  to  write 
is  name  in  the  same  way,  with  the  time  of  liis  leaving  and  returning,  at  each  time  pressing  upon  the 
tell-tale,  which  would  be  a  great  check  against  a  person  absenting  himself  improperly,  or  being  absent 
too  long.  It  might  also  readily  be  appUed  to  registering  the  performance  of  a  steam-engine,  or  other 
machinery,  by  so  connecting  it  with  the  machinery  that  the  pricker  should  puncture  the  paper  after  a 
certain  number  of  strokes  of  the  engme,  or  otherwise. 

Tlie  tell-tale,  as  in  the  engravings,  is  shown  attached  to  a  portable  timepiece,  regulated  by  a  balance 
escapement ;  but  it  is  appUcable  also  to  a  common  eight-day  clock,  with  shght  modifications. 

BIRCH.     See  Woods,  varieties  of. 

BISMUTH,  is  a  rare  metal,  hut  its  distinguished  qualities  are  that  it  is  very  fusible,  iand  causes  other 
metals  to  become  so.  It  melts  when  pure  at  480°  ;  it  may  he  distilled  in  a  close  vessel,  and  then  crys- 
tallizes in  laminae.  It  is  very  brittle,  like  antimony,  and  of  a  brilliant  lustre ;  its  color  is  white,  tend- 
ing to  flesh-color.  Its  specific  gravity  is  9-83,  which  may  be  increased  to  9'88  by  hammering.  It  ex- 
pands in  the  act  of  cooling,  which  renders  it  peculiarly  suitable  for  castings. 

The  operation  of  smelting  bismuth  is  extremely  simple ;  the  metal  having  but  a  weak  afllnity  for 
other  substances  is  obtained  by  simply  heating  its  ore  in  a  modern  liquation  furnace,  Fig.  236.     A,  is  a 


cast-iron  retort,  at  the  highest  part  of  which  the  crude  ore  is  charged.  B  shows  a  cast-iron  bowl  into 
which  the  metal  flows.  About  half  a  cwt.  of  broken  ore  is  charged  in  each  retort,  of  which  there  are 
four  in  a  furnace  side  by  side.  This  quantit}'  nearly  half  fills  a  retort,  so  that  the  upper  part  of  it  is 
empty.  The  lower  end  of  it  is  closed  with  a  clay  plate,  or  slab,  provided  with  an  aperture  for  the  dis- 
charge of  the  melted  metal.  The  pipes,  when  properly  heated,  soon  cause  the  metal  to  flow  into  the 
dish  B,  which  contains  some  charcoal- dust.  By  appljang  a  brisk  fire  and  some  stirring  to  the  ore,  all 
the  metal  contained  in  it  is  obtained  within  half  an  hour.  The  residuum  of  the  ore  is  now  scraped  out 
of  the  retort  into  a  trough  with  water,  and  the  pipes  are  filled  afresh.  About  a  ton  of  ore  is  smelted 
in  a  day  of  eight  hours.  The  metal  is  remelted,  cast  into  iron  moulds  in  the  form  of  ingots,  and  is 
now  ready  for  the  market.     See  Metals  and  Alloys. 

BITS  AND  BRACES.     See  Boring  Tools. 

BITTERNUT-WOOD.     See  Woods,  varieties  of. 

BLACK  BOTANY-BAY  WOOD.     See  Woods,  varieties  of. 

BLAST-FURNACES.     See  Ikon. 

BLASTING.  The  operation  of  detaching  and  separating  blocks  of  stone  or  earth  from  their  natural 
or  quarry  beds,  which  was  usually  performed  in  former  times  by  the  following  process : — Long  wooden 
wedges  were  driven,  in  a  very  dry  state,  into  holes  prepared  for  them,  and  previously  well  heated ;  a 
pantity  of  cold  water  was  then  poured  over  the  wedges,  which,  upon  becoming  thoroughly  saturated, 
iwelled  and  caused  a  fracture  of  the  rocks.     The  same  efifects  are  now  generally  produced  by  the  ex' 
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ploding  force  of  gunpowder,  which  was  rirst  nsed  tor  that  purpose  about  the  year  1620.  A  hole  is  first 
driven  into  the  stone  by  a  jumper,  or  chisel,  which  is  held  in  a  proper  direction  by  one  man  while  an« 
other  strikes  it  with  a  hammer,  the  former  turning  his  instrument  at  every  blow,  to  form  a  round 
hole ;  sunk  to  various  depths,  from  1  to  3  feet,  according  to  circumstances.  If  water  ap- 
pears in  the  hole,  some  stiff  clay  is  crammed  in,  by  which  it  is  absorbed,  and  the  fissures  through  which 
it  entered  filled  up.  When  the  hole  is  of  some  considerable  size,  and  of  great  depth,  a  long  runner  suc- 
ceeds the  jumper,  6  or  8  feet  long,  and  chisel-pointed  at  both  ends,  which  is  lifted  up  and  dropped 
into  the  hole,  and  being  heavy,  perforates  the  rock.  For  deep  holes  a  second  longer  nmner  succeeds 
the  first.  When  sufficiently  deep,  the  hole  is  charged  with  powder,  and  a  small  taper  rod  or  needle 
of  copper  is  inserted,  so  as  to  reach  the  bottom  of  the  hole  ;  the  remaining  space  is  tamped  or  filled  up 
■with  broken  bricks  and  clay ;  the  needle  is  now  withdrawn,  and  the  vent  thus  formed  filled  with  fine 
powder,  which  is  ignited  by  a  match. 

Since  the  introduction  of  the  safety-fuse,  the  copper  needle  is  dispensed  with,  as  well  as  the  tamping  bar, 
by  the  use  of  which  premature  explosions  were  frequent.  The  safety-fuse  is  made  by  machinery. 
String  is  coiled  so  as  to  form  a  cylinder,  which  receives  the  powder  specially  manufactured  for  the  pur- 
pose, and  by  a  continuous  operation  the  fuse  is  formed  in  coils  of  any  length.  In  practice,  the  charge 
of  powder  is  placed  in  the  hole  and  the  required  length  of  fuse  carried  down  to  it ;  the  hole  is  then 
Slled  slowly  with  dry  sand  and  tamped  with  a  pointed  stick.  The  fuse  is  left  projecting  sufficiently 
above  the  hole  to  be  readily  hghted,  and  of  length  enough  to  enable  the  workmen  to  withdraw  before 
the  explosion. 

In  blasting  operations  of  magnitude,  the  steam  drill  is  effectively  employed.     See  Deill. 

When  it  is  desired  to  move  large  masses  of  rock,  as  in  excavating  ledges,  it  is  usual  to  open  a  seam, 
as  it  is  termed  ;  this  is  effected  by  drilling  a  very  deep  hole,  and  charging  it  with  a  quantity  of  powder 
only  sufficient  to  separate  the  mass  to  be  moved.  The  seam  thus  made  is  then  partly  filled  by  pouring 
in  powder,  and  tamping  it  with  dry  sand.  The  charge  is  then  ignited  by  means  of  a  safety-fuse  in  the 
usual  manner. 

The  galvanic  battery  has  been  successfully  applied  to  Blasting,  both  on  land  and  under  water.  It  is 
well  known  that  a  piece  of  platinum  or  iron  wire  when  made  to  connect  two  copper  wires  leading  from 
two  poles  of  the  battery,  instantly  becomes  red-hot^  and  capable  of  igniting  gunpowder,  or  even  of  ig- 
niting a  spirit  lamp.  For  dry  blasting  two  insulated  wires  connected  at  the  bottom  with  a  piece  of  pla- 
tinum wire  are  inserted  into  the  charge,  and  after  the  usual  tamping,  the  powder  is  exploded  by  estab- 
lishing a  galvanic  current  through  the  wire  by  means  of  a  battery.  For  submarine  blasting,  more 
precautions  are  necessary  to  insure  the  insulation  of  the  wires  and  the  keeping  of  the  powder  dry.  The 
charge  of  powder  is  contained  in  a  canister,  in  the  top  of  which  is  fixed  a  cork  coated  with 
sealing-wax,  through  which  descend,  water-tight,  two  vertical  copper  wii-es,  reaching  into  the  middle  of 
the  charge.  These  are  separate  during  their  whole  course  except  at  the  bottom,  where  they  are  con- 
nected by  a  fine  platinum  wire  ;  and  at  the  top  they  rise  a  little  way  above  the  cork,  and  are  curled 
round  into  two  distinct  loops.  After  the  charge  is  introduced,  the  top  is  cemented  on  the  canister  with 
putty ;  two  copper  wires,  wound  with  cotton  and  coated  with  varnish,  are  then  connected  with  the 
wires  in  the  canister,  one  to  each  loop,  and  of  sufficient  length  to  reach  from  the  point  of  explosion  to 
the  battery,  which  is  at  a  sufficient  distance  to  insure  safety,  either  in  a  boat  or  upon  land.  A  double 
chain  of  communication  then  exists,  properly  insuhited,  from  the  boat  to  the  charge  of  powder,  which 
has  been  fixed  in  the  i-equired  position  by  a  diving  bell  or  other  means.  It  is  then  only  necessary  to 
bring  one  wire  into  connection  with  each  pole  of  the  galvanic  battery,  which  by  the  passage  of  the  gal- 
vanic fluid  heats  the  platinum,  and  ignites  the  powder  in  the  canister.  A  battery  of  six  cells  is  suffi- 
ciently powerful  when  using  a  length  of  100  yards  of  wire. 

The  galvanic  battery  was  employed  in  the  operations  at  Round-Down  Cliff,  near  Dover,  Eng.,  in 
1843,  when  a  mass  of  chalk  estimated  at  291,606  cubic  yards  was  displaced  by  a  single  explosion  of 
18,000  lbs.  of  gunpowder,  ignited  by  the  galvanic  cuiTent.  The  wires  used  were  each  1,000  feet  in 
length,  and  it  was  ascertained  by  experiment  that  the  electric  fluid  will  fire  powder  at  a  distance  of 
2,300  feet  of  wire. 

Blasting  under  water.  The  method  of  blasting  rock  under  water,  by  the  aid  of  the  diving  bell,  as 
practised  in  Ireland,  is  as  follows  :— Three  men  are  employed  in  the  bell :  one  holds  the  jumper  or 
boring  u-on,  the  other  two  strike  alternately  quick,  smart  strokes  with  hammers.  When  the  hole  is 
bored  of  the  requisite  depth,  a  tin  cartridge  filled  with  gunpowder,  about  two  inches  in  diameter  and  a 
foot  in  length,  is  inserted  and  sand  placed  above  it.  To  the  top  of  the  cartridge  a  tin  pipe  is  soldered, 
having  a  brass  screw  at  the  upper  end.  The  diving  bell  is  then  raised  up  slowly,  and  additional  tin 
pipes  with  brass  screws  are  attached,  till  the  pipes  are  about  2  feet  above  the  surface-of  the  water.  In  the 
old  practice  the  tube  was  filled  with  powder  in  a  train,  and  fired ;  but  in  many  instances  the  heat 
melted  the  solder  of  the  pipe,  and  the  water  entering  extinguished  the  fire.  The  improved  method  is 
to  leave  the  tube  empty.  The  man  who  is  to  fire  the  charge  is  placed  in  a  boat  close  to  the  tube,  and 
to  the  top  of  the  tube  a  piece  of  cord  is  attached,  which  he  holds  in  his  left  hand.  Having  in  the 
boat  a  small  portable  furnace  with  small  bits  of  iron  red  hot  in  it,  he  takes  one  of  the  bits  of  iron  with 
a  pair  of  nippers  and  drops  it  down  the  tube,  which  instantly  ignites  the  charge  and  blows  up  the  rock. 
A  small  part  of  the  tube  is  destroyed  next  the  cartridge,  but  the  greater  part,  which  is  held  by  the 
cord,  is  reserved  for  future  service.  The  workmen  in  the  boat  experience  no  shock  by  the  explosion ; 
but  those  who  stand  upon  the  shore  or  upon  any  piirt  of  the  rocks,  connected  with  those  blasted,  feel  a 
very  strong  concussion.  A  certain  depth  of  water  above  the  charge — at  least  12  feet — is  necessary  for 
safety.  The  workmen  are  generally  down  in  the  diving  bell  5  hours  in  the  day  without  coming  up  ; 
and  in  the  summer  one  set  of  men  are  down  10  hours  one  day,  and  5  the  next,  and  so  on  alternately. 
Figs.  237,  238,  are  sections  and  plans  of  means  adopted  by  blasting  to  improve  the  navigation  of 
the  river  Severn.     Pipes  3J  to  4:  inches  in  diameter,  f^  an  mch  thick,  and  9  feet  long,  were  driven  at 
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iutervals  of  6  feet  from  each  other,  through  the  gravel  into  the  marl, 
[joring  of  the  holes  into  the  marl. 

237. 


These  formed  curbs  for  tL'c 
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The  holes  -were  hored  two  feet  below  the  proposed  bottom  of  the  dredging,  as  it  was  expected  that 
each  shot  would  dislocate,  or  break  into  small  pieces,  a  mass  of  marl  of  a  conical  or  parabolic  form,  of 
which  the  bore-hole  would  be  the  centre,  and  its  bottom  the  apex,  so  that  four  adjoining  shots  would 
leave  between  them  a  pyramidical  piece  of  marl,  where  the  powder  would  have  produced  little  or  no 
effect.  By  carrying  the  shot-holes  lower  than  the  bottom  of  the  intended  dredging,  the  apex  only  of 
this  pyramid  was  left  to  be  removed,  and  in  practice  this  was  found  to  form  but  a  small  impediment, 
Figs.  237,  238. 

The  cartridges,  or  charges,  were  formed  of  strong  duck  or  canvas  bags,  somewhat  tapered  at  the  bot- 
tom ;  these  were  filled  with  the  required  charge  of  powder,  varying  from  2  lb.  to  4  lb.,  according  to 
the  depth  of  the  marl ;  the  weights  of  powder  used  for  depths  of  4  feet,  4  fset  six  inches,  and  5  feet, 
were  respectively  about  2  lb.,  3  lb.,  and  4  lb.  The  end  of  a  coil  of  Bickford's  patent  fuse  was  inserted 
to  the  centre  of  the  powder,  and  the  neck  of  the  bag  was  carefully  gathered  up  round  the  fuse,  and 
well  tied  with  small  twine.  If  the  cartridge  was  small,  it  was  then  dipped  into  melted  pitch,  which 
had  about  one-fourth  of  tallow  melted  with  it,  or  otherwise  the  melted  pitch  was  ladled  over  it,  till  it 
■was  uniformly  coated ;  in  this  state,  the  cartridges  were  hung  to  drain  and  stiffen.  When  hard,  they 
were  well  rubbed  over  with  tallow,  and  lastly  powdered  over  with  dry  whiting.  The  tallow,  whilst  it 
ensured  the  stopping  of  any  little  cracks  in  the  pitch,  facilitated  the  passage  of  the  cartridge  down  the 
hole  ;  the  whiting  also  prevented  the  pitch  from  adhering  to  any  thing. 

The  charge  was  carefully  pushed  down  into  the  hole  by  a  wooden  ramrod  of  suitable  diameter,  with 
the  end  rounded  ;  the  same  instrument  was  used  for  ramming  down  the  tamping.  The  material  found 
to  answer  best  for  this  pm-pose,  was  the  small  fragments  of  hard  marl,  separated  by  the  action  of  the 
weather  from  the  lofty  escarpment  at  each  of  these  shoals ;  this  was  gradually  filled  into  the  holes, 
and  rammed  solidly,  till  the  bore  was  full  up  to  the  surface  ;  the  timber-dogs  which  held  the  pipes  were 
then  removed,  the  pipes  were  loosened  from  the  marl,  ropes  were  attached  to  the  pipes  and  to  the  raft, 
or  to  some  loose  pieces  of  timber,  and  the  shots  were  fired. 

Mr.  Maillefert  bases  his  method  of  blasting  beneath  water  without  drilling,  on  the  great  resistance 
which  the  water  offers  to  the  passage  of  bodies  through  it,  and  which  is  as  the  squares  of  the  velocity 
and  the  mass  of  water  to  be  displaced  ;  hence  by  placing  a  charge  of  gunpowder  on  or  against  the  sur- 
face of  the  rock  to  be  blasted,  at  a  proper  depth  under  water,  and  by  firing  off  that  charge,  the  consid- 
erable volume  of  gas  which  is  almost  instantaneously  produced  by  such  an  explosion,  would,  in  forc- 
ing its  way  through  the  water,  meet  with  a  resistance  which  would  make  it  act  in  all  directions,  though 
in  a  different  degree,  somewhat  like  powder  confined  in  a  mine,  and  that  the  proportion  of  the  concus- 
tion  which  would  thus  bo  directed  against  the  rock,  would  be  sufficient  to  disintegrate  even  the  hardest 
and  most  tenacious  kinds. 

Tliis  conclusion  proved  perfectly  correct  in  all  cases  where  a  proper  proportion  existed  between  the 
depth  of  water  above  the  charge,  the  quantity  and  quality  of  the  powder  exploded,  and  the  character 
of  the  rock. 


BLAST   MACHINES. 


85 


The  mode  of  procedure  in  carrying  out  this  method  of  blasting  is  as  follows : 

Having  inserted  an  insulated  conductor  into  a  canister,  made  of  tin  or  other  suitable  material,  it  is 
filled  with  gunpowder,  and  closed  up  so  as  to  prevent  access  of  the  water.  The  cylinder  is  then  lower- 
ed on  the  rock,  from  a  boat  or  float,  and  by  means  of  a  rope  or  chain.  Sliding  along  the  guide-rod,  it 
is  placed  exactly  on  the  spot  to  be  blasted,  after  which  the  guide-rod  is  withdrawn,  the  boat  or  float 
moved  away  far  enough  not  to  be  injured  by  the  agitation  of  the  water  consequent  upon  the  explosion, 
which  is  effected  by  connecting  the  conductor  with  a  galvanic  battery,  also  placed  at  a  suitable 
distance. 

The  results  obtained  in  Hell-Gate,  where  nearly  sixteen  hundred  cubic  yards  of  the  hardest  rock 
(Gneiss)  have  been  broken  down  and  removed  under  very  difficult  circumstances,  as  an  experiment, 
in  less  than  seven  and  a  half  months,  are  sufficient  to  indicate  what  is  to  be  expected  from  this  method 
of  blasting. 

BLAST.    The  air  introduced  into  a  furnace. 

BLAST  MACHINES.  In  most  metallurgical  operations,  the  fire  is  urged  to  the  proper  degree  of 
heat  by  forcing  air  into  the  fuel.  This  is  done  by  machines  which  are  driven  by  power.  The  pressure 
of  the  blast  thus  generated,  and  the  velocity  with  which  it  enters  the  fuel,  is  greater  or  less  according 
to  the  kind  of  fuel,  and  the  effect  which  it  is  intended  to  produce.  The  most  common  blast  machines 
are  smith's  bellows :  these,  however,  are  of  limited  use  in  smelting  metals.  Cylinder  machines  are 
constructed  with  a  double  and  single  stroke ;  wooden  ones  are  generally  of  the  latter,  and  the  iron 
of  the  first  description.  In  addition,  there  are  machines  with  one,  two,  and  three  cylinders.  One  of 
the  chief  aims  in  constructing  a  blast  machine  must  be  to  produce  a  uniform  pressure.  This  is  difficult, 
even  with  a  regulator  attached.  Most  of  our  blast  machines  do  not  furnish  that  uniformity  which  is 
required.  Fig.  254  is  a  vertical  section  of  a  wooden  blast  machine  ;  A,  A,  are  two  simple  working  cyl- 
inders, in  each  of  the  pistons  of  which  there  are  two  valves.  On  the  top  of  these  cylinders  there  are 
valves  which  lead  to  the  regulator  B,  in  which  a  piston  moves  that  is  connected  by  an  iron  piston-rod 
with  the  weight  C.  A  balance  beam  D,  sets  both  pistons  A  A  in  motion,  and  is  itself  moved  by  a  crank 
pin  and  connecting-rod  from  the  wheel  E,  which,  again,  is  moved  by  a  water-wheol  or  a  steam-engine 


The  whole  machine  is  fastened  to  substantial  timbers,  which  rest  upon  a  good  foundation  of  hewn  stones. 
These  cylinders  and  the  regulator,  are  from  3^  to  5  feet  in  diameter,  and  not  often  of  more  than  3  feet 
Btroke.  The  cylinders  are  constructed  of  segments  of  circles  cut  out  of  1^  inch  plank  of  dry  ash  wood, 
and  well  nailed  and  glued  together.  The  fibre  of  the  wood  runs  then  parallel  with  the  circumference. 
This  form  secures  great  solidity,  prevents  warping,  and  affords  so  much  strength,  when  the  thickness  of 
the  sides  is  at  least  three  inches,  that  no  iron  hoops,  or  binders  of  any  kind,  are  required.  When  the 
interior  surfaces  of  the  cylinders  are  well  covered  by  a  coating  of  fine  plumbago,  there  is  not 
much  friction.  J'at,  grease,  or  oil  of  any  kind,  should  not  be  put  within  a  blast  cylinder.  Black- 
lead  and  glue,  formed  to  a  thin  paste,  is  the  best  lubrication  in  this  case.  From  15  to  16  strokes 
per  minute  ipay  be  made  with  this  machine.  The  packing  of  the  pistons  may  be  either  of  metal,  wood 
or  leather,  although  the  latter  is  generally  chosen.  The  valves  are  constructed  of  dry,  light  wood,  and 
a  close  fit  is  secured  by  a  piece  of  leather  or  of  vulcanized  rubber,  which  at  the  same  time  serves 
the  purpose  of  hinges.  In  wooden  cylinders  the  pressure  cannot  well  be  increased  above  f  of  a  pound 
to  the  square  inch. 

To  obviate  the  use  of  a  regulator,  machines  have  been  constructed  with  three  blowing  cylinders,  the 
strokes  being  made  to  lap  on  to  each  other,  as  in  fig.  255.  Two  hollow  cast-iron  beams,  A,  A,  support 
the  cylinders,  and  one  serves  in  the  mean  time  as  the  conductor  of  the  blast,  in  the  other  the  sucking 
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Valves  are  located.  At  the  top  is  a  round  pipe,  B,  running  the  length  of  the  machine  in  which  the  bl^st 
is  gathered  from  the  upper  parts  of  the  cylinders.  The  upper  and  the-  lower  pipes  are  connected  by  an 
upright  pipe,  and  from  this  the  blast  is  conducted  to  the  desired  spot  at  the  furnaces. 

255. 


Another  species  of  blowing-machine  is  the  water-bellows.  The  nature  of  these  machines  wiU  be 
readily  understood  by  the  help  of  the  following  diagram.  The  side  figure  is  a  vertical  section  of  th« 
machine,  a  is  the  fulcrum  of  the  lever  or  beam,  with 
two  inverted  vessels,  b  and  i;  suspended  from  its  ex- 
tremities ;  these  vessels  are  open  underneath,  but 
air-tight  above,  d  and  e  are  two  larger  vessels, 
filled  with  water  to  the  same  level,  in  wliich  the 
vessels  b  and  c  rise  and  fall  alternately,  g  h  i  is 
a  tube  or  pipe,  wliich  passes  through  the  vessels  d 
and  e,  and  reaches  above  the  surface  of  the  water ; 
at  the  extremities  are  two  valves,  which  respect- 
ively open  outwards  into  the  inverted  vessels,  with  a 
pipe  at  h  open  to  the  atmosplicre.  k  and  I  are  pipes 
passing  through  the  bottom  of  d  and  e,  and  extending 
a  little  above  the  surface  of  the  water;  they  are 
open  at  top,  and  have  valves  at  bottom  opening  into 
the  trunk  o,  to  which  the  pipe  is  fitted  which  con- 
ducts tlie  blast  to  the  furnace.  An  alternating  mo- 
tion being  imparted  to  the  beam  by  a  steam-engine  or  other  first  mover,  the  air  passes  up  the  tubes  r/  h  i, 
and  fills  each  inverted  vessel  as  they  are  successively  tkawu  up  out  of  the  water ;  the  descent  of  the 
inverted  vessel  closes  the  valves  at  ff  and  i,  and  opens  those  at  the  bottom  of  the  tubes  k  and  I,  through 
wliich  the  air  is  driven  forward  by  the  trimk  o,  and  thus  by  the  reciprocation  of  the  beam,  a  continual 
jlast  is  maintained  tlirough  the  trunk  o  and  the  tuyere  of  the  furnace. 

A  blast  machine  should  he  carefully  constructed,  in  order  to  obtain  the  best  results  from  it :  iron  ones 
are  in  all  cases  preferable.  The  piston  is  generally  made  similar  to  that  of  a  steam  engine.  The  form 
and  position  of  the  valves  is  one  of  the  most  important  points  connected  with  a  blast  machine.  Air 
being  elastic,  expands  when  the  pressure  upon  it  is  released ;  the  compressed  air  ought  to  be  driven  out 
altogether  at  each  stroke.  We  may  locate  the  valves  horizontally  in  the  cylinder  heads,  even  when  the 
cylinders  are  vertical,  as  has  been  shown  in  fig.  254,  but  the  weight  of  the  valve  is  an  objection  to  this. 
The  vertical  valve  has  a  decided  advantage.  In  whatever  form  the  valve  may  be  applied,  waste  room 
ought  to  be  avoided.  Valves  should  be  as  light  as  possible :  the  wooden  valve  lined  with  leather  or 
vulcanized  rubber,  is  for  these  reasons  preferable  to  one  of  metal.  In  order  to  diminish  the  bad  effects 
arising  from  the  weight  of  valves,  their  number  may  be  increased ;  this  affords  more  space  for  the  pas- 
sage of  air  without  increase  of  weight. 

The  size  of  a  blowing  cylinder  depends  upon  the  volume  of  air  whicii  is  wanted.  The.stroke  of  the 
piston  is  generally  limited  by  parts  of  the  machinery  depending  on  the  locality  and  on  the  moving 
power ;  the  number  of  strokes  is  also  subject  to  considerations  of  economy  and  locality.  A  speed  of 
3  feet  per  second  is  considered  an  average  velocity :  multiply  the  velocity  by  the  surface  of  the  piston 
in  feet,  to  obtain  the  quantity  of  air  of  the  blast  per  second ;  but  as  blast  is  lost  by  leakage  and  waste 
room,  multiply  that  result  by  J  for  iron  cylinders,  and  by  J  for  wooden  ones.  The  quantity  of  air  ne- 
cessary in  the  consumption  of  a  certain  quantity  of  fuel,  must  be  so  calculated  as  to  be  sufficient  to  ox- 
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Idize  it  to  the  highest  degree.  It  requires  100  pounds  of  air  to  convert  8-1  pounds  of  carbon  into  car- 
bonic acid,  in  case  all  the  oxygen  is  consumed.  But  this  is  not  often  accomplished;  therefore  6  pounds 
may  be  assumed  in  reverberatories,  which,  in  many  instances,  such  as  in  reheating  and  roasting  fur- 
naces, is  reduced  to  5  and  even  4  pounds  of  coal  to  100  pounds  of  air.  It  has  been  ascertained  at  blast 
furnaces,  that,  when  the  quantity  of  fuel  used  during  12  hours  in  pounds  is  divided  by  5,  it  shows  the 
number  of  cubic  feet  of  air  required  in  one  minute.  Thus,  when  a  blast  furnace  is  to  consume  twenty 
charges  of  charcoal,  of  15  bushels  each,  during  12  hours,  and  the  charcoal  weighs  20  pounds  per  bushel, 
the- quantity  of  air  which  must  be  furnished  to  the  furnace  in  each  minute,  of  atmospheric  density,  is 

l£il?2iliO^  1200  cubic  feet. 
5 

Regulators.  Piston  blowers  do  not  form  a  blast  of  uniform  density ;  but  as  this  is,  in  most  cases,  of 
the  utmost  importance,  particularly  in  blast  furnaces,  regulators  are  attached  to  these  machines.  At  pres- 
ent sheet  iron  right  cylinders,  of  from  4  to  8  ft.  in  diameter,  and  from  15  ft.  to  40  ft.  in  length,  are  gene- 
rally adopted  as  the  most  suitable  and  best  forms.  The  thickness  of  the  sheet  iron  is  not  often  more  than 
■^  of  an  inch,  frequently  less ;  the  heads  are  formed  of  cast-iron,  or  of  sheet-iron  and  stiffened  by  wood 
and  iron  screws.  This  chamber,  or  regulator,  is  provided  with  a  safety-valve,  to  insure  it  against  burst- 
ing from  excessive  pressure.  The  blast  is  introduced  at  one  end,  and  tapped  at  the  same  or  the  opposite 
end.  The  equalization  of  the  blast  is  produced  by  the  elasticity  of  the  air.  It  is  easily  understood, 
that  in  a  large  chamber  the  pulsations  of  the  blast  machine  are  not  so  strong  as  in  a  small  one,  but  the 
size  must  be  limited  for  reasons  of  economy.  As  a  general  rule,  it  is  established  that  the  capacity  of 
this  regulator  should  be  from  10  to  18  times  that  of  one  of  the  blast  cylinders ;  but  harm  ensues  if  it  is 
larger.  For  charcoal  furnaces  it  should  have  a  capacity  at  least  20  or  25  times  that  of  the  cylinder ;  it 
may  be  smaller  for  anthracite  and  coke  furnaces. 

BLOCKS,  in  the  Navy  and  Marine  Architecture,  a  species  of  pulley  very  extensively  used  for  moving 
hea%'y  weights,  by  means  of  ropes  or  chains  passing  over  the  pulleys ;  also  occasionally  in  architectural 
and  other  works.  A  block  consists  of  one  or  more  pulleys,  called  sheaves,  which  are  generally  formed 
of  lignumvita,  or  some  hard  wood  inserted  between  cheek  pieces,  forming  what  is  called  the  shell  of 
the  block,  and  turning  upon  a  pin  passing  through  the  shell  and  the  centres  of  the  sheaves.  Blocks  are 
suspended  by  straps,  either  of  rope  or  iron ;  the  latter  are  called  iron-strapped  blocks,  and  have  fre- 
quently a  swivel-hook.  A  combination  of  two  blocks,  one  of  which  is  attached  to  the  load  to  be  raised, 
is  called  a  tackle,  and  the  power  is  to  be  estimated  by  the  space  through  which  the  fall  (which  is  that 
part  of  the  rope  to  which  the  power  is  applied)  passes,  compared  with  the  space  through  which  the  load 
is  raised,  dexiucting  for  friction,  which  is  great,  owing  to  the  rigidity  of  the  ropes,  and  the  small  diame- 
ter of  the  sheaves ;  these,  for  nautical  purposes,  are  necessarily  limited  by  considerations  as  to  weight 
and  space.     26S.  2^^- 

The  shells  are  almost  inva- 
riably of  wood,  in  the  smaller 
blocks  being  made  of  a  single 
piece  of  wood,  with  a  channel 
morticed  for  the  reception  of 
the  sheave.  Formerly  almost 
all  blocks  were  made  in  this 
manner,  and  beautiful  and  ef- 
fective machines  were  made  at 
the  Woolwich  Dock,  by  Mr. 
Bennet,  for  forming  the  differ- 
ent parts  of  a  block,  but  in  this 
country  the  shells  are  now 
made  in  pieces,  and  bolted  or 
riveted  together  at  the  top  and 
bottom.  Each  block  is  furnish- 
ed with  a  strap  or  band  of  rope 
';\  or  iron,  encircling  it  and  ter- 
minating in  an  eye  or  hook. 
A  block  having  a  fixed  position 
is  called  a  standing  block,  whilst 
one  which  is  attached  to  the 
iveight  and  hoisted  with  it,  is 
called  a  running  block.  A 
Snatch  block  consists  of  a  single 
sheave  with  a  notch  cut  through 
une  side  of  the  shell  to  allow  the  rope  to  be  lifted  in  or  out  without  inserting  it  end  first.  Figs.  *266,  267, 
is  a  fonn  of  block  in  common  use  for  shipping  in  this  country.  Its  construction  is  easily  understood 
from  the  figure.  The  block  is  double,  or  with  two  sheaves,  and  the  shell  consists  of  three  large  pieces 
with  four  pieces  inserted  between  them  at  the  top  and  bottom  of  the  block.  The  whole  is  firmly 
bound  with  tin  iron  strnp.  Figs,  268,  269,  represent  the  construction  of  sheaves,  with  iron  bushings, 
the  collars  and  rivets  being  counter  sunk.  Fig.  270  is  an  elevation  of  a  sheave  showing  an  arrangement 
of  friction  pullej's  or  rolls,  to  admit  of  an  easier  motion. 

Figs.  271,  272,  represent  a  front  and  side  elevation  of  a  single  block  complete,  constructed  according  to 
Waterman  and  Russell's  Patent.f  Figs.  273,  274,  represent  a  like  view  of  a  double  block  of  the  same  Pa* 
tent  with  the  shells  removed. 


•Jas.  Carroll,  Burling  Blip. 
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The  pecnliarity  of  these  blocks  consists  in  the  iron  straps  hemcr  closely  adjusted  to  each  side  of  the 
iheave,  so  as  barely  to  have  its  discs  free  of  lateral  friction,  and  then  being  made  to  combine  in  a  solid 
iron  bar,  at  just  sufficient  distance  from  the  periphery  of  the  sheave  to  leave  the  rope  space  to  ran  with- 
out chafing,  while  the  combined  bar  or  straps  extend  sufficiently  without  the  block  to  form  the  hooks  at 
each  extremity.  These  blocks  are  in  many  respects  to  be  preferred  to  the  old-fashioned  blocks,  whose 
iron  straps  are  a  mere  hoop  around  the  wood  of  the  block,  leaving  all  the  space  of  the  wood  betwceu 
2T8.  272.  271. 


this  hoop  and  the  sheave  for  the  pin  to  spring  or  bend.  Thus  a  mucji  larger  pin  is  required,  which  of 
course  will  produce  more  friction,  and  besides,  it  cannot  be  hardened  to  inflexibility  or  be  made  of  har- 
dened steel,  lest  it  should  break ;  from  the  leverage  which  the  weight  on  the  sheave  exerts  on  the  support 
of  the  pins,  the  iron  at  the  outside  of  the  blocks.  If  the  pin  should  bend,  the  friction  it  produces  would 
not  only  be  increased  by  cutting  the  comers  at  the  discs  where  it  passes  through  the  sheave,  but  the 
sheave  is  exceedingly  liable  to  be  canted  to  the  right  or  left,  and  to  suffer  in  consequence  a  lateral  fric- 
tion, from  contact  with  the  wood  of  the  block.  But  the  patent  iron-strapped  blocks  admit  of  no  such 
leverage.  The  straps  being  close  by  the  sides  of  the  sheave,  preclude  the  bending  of  the  pin  in  the  least, 
and  give  only  the  advantage  of  dead  weight  to  the  power  that  could  be  exerted  to  break  it.  Indeed, 
this  weight  must  be  sufficient  to  cut  the  pin  square  off  by  dead  force  before  it  will  give  way,  and  this 
without  the  advantage  of  any  bend  or  twist  whatever.  The  pins  of  these  blocks  are  of  hardened  steel. 
At  their  introduction,  these  blocks  were  tested  at  the  Navy  Yard,  Washington,  and  were  fonnd  superior 
to  their  own  blocks  ;  they  are  now  much  used  in  every  service. 

There  is  a  species  of  blocks  termed  "  Dead-eyes,^'  which  are  used  for  tightening  or  setting  up,  as  it  is 
called,  thfe  standing  rigging  of  ships.  It  consists  merely  of  a  circular  block  of  wood,  with  a  groove  on 
its  circumference,  round  which  the  lower  end  of  the  shroud,  or  an  iron  strap,  is  fastened :  three  holes 
passing  through  the  face,  (ranged  in  a  triangle, )  to  receive  the  laniard  or  smaller  rope,  which  forms  a 
species  of  tackle  for  tightening  the  shrouds.  There  are  no  sheaves  in  the  dead-eye,  but  the  ed"-es  of 
the  holes  are  rounded  off  to  prevent  cutting  the  lanyard  ;  but  this  very  imperfectly  answers  the  purpose  ; 
as  from  the  roughness  of  the  grain  of  the  wood,  which  is  usually  elm,  and  from  the  sticfness  of  the 
rope,  the  laniard  renders  with  difficulty ;  and  from  the  great  strain  to  which  it  is  subjected,  it  is  fre- 
quently broken.  A  very  simple  and  eCectual  improvement  has  been  made  in  this  respect,  by  inserting 
a  half-sheave  of  lignumvitas  into  each  of  the  holes  which  causes  the  laniard  to  render  with  greater  fa- 
cility, and  the  shroud  to  be  set  up  in  half  the  usual  time. 

BLOWING  MACHINES.     See  Blast. 

BLOW-OFF  COCKS  AND  PIPES.     See  Engines. 

BLOW-PIPE.  An  instrument  for  exciting  intense  combustion  upon  a  small  scale ;  it  is  extensively 
used  in  many  branches  of  the  arts,  and  also  in  pliilosophical  experiments  upon  metallic  substances.  In 
its  simplest  form  it  is  merely  a  conical  brass  tube,  curved  at  the  small  end,  in  which  is  a  very  minute 
aperture ;  and  a  stream  of  air  bemg  m-ged  through  it  by  the  mouth  against  the  flame  of  a  lamp  or 
candle,  a  heat  equal  to  that  of  the  most  violent  furnaces  may  be  produced.  The  body  intended  to  be 
operated  upon  should  not  exceed  the  size  of  a  peppercorn,  and  should  be  supported  upon  a  piece  of 
well-burned,  close-grained  charcoal,  unless  it  be  of  such  nature  as  to  sink  into  the  pores  of  the  charcoal, 
or  to  have  its  properties  affected  by  its  inflammable  quality.  Such  bodies  may  be  placed  in  a  small 
spoon  made  of  pure  gold,  silver,  or  platinum.  Many  advantages  may  be  derived  from  the  use  of  this 
simple  and  valuable  instrument.  It  is  portable ;  the  most  expensive  materials,  and  the  minutest  speci- 
mens of  bodies,  may  be  used  in  the  experiments ;  and  the  whole  process  is  under  tlie  eye  of  the 
observer.  In  the  blow-pipes  used  by  enamellers,  glass-blowers,  and  others,  the  current  of  air  is  main- 
tained by  a  small  pair  of  double  bellows. 

Early  in  the  present  century,  Dr.  Hare,  of  Philadelphia,  made  a  most  important  improvement  in 
Ihe  blow-pipe,  by  substituting  for  the  flame  of  a  lamp  that  arising  from  a  mingled  current  of  oxygen 
and  hydrogen,  of  which  we  shall  treat  presently. 

The  Hijdrostatic  Blow-pipe  consists  of  a  cask,  divided  by  a  horizontal  diaphragm  into  two  parts  D  D. 
From  the  upper  apartment,  a  pipe  of  about  3  inches  diameter  (its  axis  coincident  witli  that  of  the  cask) 
descends,  until  within  aDout  6  inches  of  the  bottom.  On  this  is  fastened  by  screws,  a  hoUow 
tylinder  of  wood  B  B,  externally  12  inches  in  diimieter,  and  internally  8  inches.  Around  the 
nm  of  this  cylinder  a  piece  of  leather  is  nailed,  so  as  to  be  air-tight    On  one  side  a  small  groove 
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is  made  in  the  upper  surface  of  the  block,  bo  that 
a  lateral  passage  may  be  left  when  nailed  on  each 
side  of  the  groove.  This  lateral  passage  com- 
municates with  a  hole  bored  vertically  into  the 
■wood  by  a  centre-bit ;  and  a  small  strip  of  leather 
being  extended  so  as  to  cover  this  hole,  is  made, 
with  the  addition  of  some  disks  of  metal,  to  con- 
stitute a  valve  opening  upwards.  In  the  bottom 
of  the  cask  there  is  another  valve  opening  up- 
wards. A  piston-rod,  passing  perpendicularly 
through  the  pipe  from  the  handle  H,  is  fastened 
Dear  its  lower  extremity  to  a  hemispherical  mass 
of  lead  L.  The  portion  of  the  rod  beyond  this 
proceeds  through  the  centre  of  the  leather  which 
covers  the  cavity  of  the  wooden  cylinder ;  also 
through  another  mass  of  lead  Uke  the  first,  which, 
being  forced  up  by  a  screw  and  nut,  subjects  the 
leather  between  it  and  the  upper  leaden  hemis- 
phere to  a  pressure  sufficient  to  render  the  junc- 
ture air-tight.  From  the  partition,  an  eduction- 
pipe  E  is  carried  under  the  table,  where  it  is 
fastened  by  means  of  a  screw  to  a  cock  wliich 
carries  a  blow-pipe,  so  attached  by  a  small  swivel- 
joint  as  to  be  adjusted  in  any  required  direction. 
A  suction-pipe  passes  from  the  opening  covered  by 
the  lower  valve,  under  the  bottom  of  the  cask,  and 
rises  vertically  close  to  it  on  the  outside,  terminating 
in  a  union-joint  for  the  attachment  of  any  flexible 
tube  which  may  be  necessary.  The  apparatus  being 
thus  arranged,  and  the  cask  supplied  with  water 

until  the  partition  is  covered  to  about  the  depth  of  2  inches,  if  the  piston  be  lifted,  the  leather  will  be 
bulged  up,  and  will  remove  in  some  degree  the  atmospheric  pressm-e  from  the  cavity  beneath  it ;  con- 
sequently the  air  must  enter  ^.hrough  the  lower  cavity  to  restore  the  equilibrium.  When  the  piston  is 
depressed,  the  leather  being  bulged  in  an  opposite  direction,  the  cavity  beneath  it  is  diminished,  and 
the  air  beuig  thus  compressed,  farces  its  way  tlirough  the  lateral  valve  into  the  lower  compartment  ot 
the  cask,  which  compai'tment  being  previoasly  full  of  water,  a  portion  of  tJie  fluid  is  pressed  up  through 
the  pipe  into  the  upper  apartment.  The  same  result  ensues  each  time  that  the  stroke  is  repeated,  so 
that  the  lower  compartment  soon  becomes  filled  with  air,  which  is  retained  by  the  cock  imtil  its  dis 
charge  by  the  blow-pipe  is  necessary.  Dr.  Hare,  in  his  oxy-hydrogen  blow-pipe,  did  not  mix  the  gases 
in  his  gas  reservoir,  but  supported  the  flame  of  the  hydrogen  by  a  current  of  oxygen  issuing  from 
different  jets.  Subsequently,  it  was  found  that  the  heat  produced  was  materially  affected  by  the 
proportions  in  which  the  gases  were  mixed,  and  that  the  greatest  intensity  of  heat  was  obtained  by 
two  volumes  of  hydrogen  united  with  one  of  oxygen ;  and  various  attempts  were  made  to  mix  and 
burn  the  gases  in  their  due  proportion,  but  with  Uttle  success,  until  the  important  improvement  effected 
in  the  instrument  by  Dr.  Clarke,  Professor  at  Cambridge.  This  improvement  consisted  in  first  mixing 
the  gases  in  a  bladder,  in  the  exact  proportions  to  form  water,  and  afterwards  condensing  them  in  a 
strong  iron  chest,  by  means  of  a  condensing  syrmge.  To  an  opening  at  the  end  of  this  chest  he  attached 
a  great  number  of  layers  of  fine  wire  gauze,  tlirough  which  the  mixed  gases  were  driven  by  their 
elastic  force  into  a  small  tube,  at  the  end  of  which  they  were  inflamed.  By  this  arrangement  he  ob- 
tained a  much  greater  heat  tJian  had  been  effected  by  Dr.  Hare's  invention,  and  was  enabled  to  make 
a  great  number  of  experiments  highly  interestinsr  to  science.  Unfortunately,  however,  for  the  general 
adoption  of  his  plan,  it  was  soon  found  that  his  instrument  was  unsafe  to  use ;  that  the  wire  gauze 
would  not  prevent  the  explosion  of  the  gases ;  that  in  several  cases,  when  used  by  the  most  experienced 
and  cautious  operators,  the  instruments  were  burst.  The  explosions  were  tremendous,  and  resembled 
the  bursting  of  a  bomb,  the  fragments  of  the  iron  chest  being  scattered  with  great  force  in  all  direc- 
tions. After  trying  various  plans  to  render  the  invention  safe,  the  Doctor,  as  a  protection,  had  the  iron 
chest  placed  behind  a  brick  wall  at  the  back  of  the  operator,  the  gases  being  conveyed  through  a  tube 

Eassing  through  the  waU.  In  this  state  the  instrument  remained,  until  Mr.  Goldsworthy  Gurney  applied 
imself  to  its  improvement,  and  after  nmnerous  experiments,  which  are  highly  interesting,  and  are 
fuUy  detailed  in  his  pubUshed  lectures,  he  succeeded  in  producing  an  instrument  unattended  with  the 
slightest  danger  in  its  use,  and  admirably  adapted  both  for  scientific  investigation,  and  for  various 
operations  in  the  arts.  The  annexed  engraving  is  a  representation  of  the  instrument.  A  is  the  safety- 
chamber  ;  B  a  water-trough,  through  which  the  gas  is  made  to  pass  from  the  gasometer  D  by  the  cock 
C,  through  a  tube  which  reaches  to  the  bottom  of  the  water-trough ;  E  is  a  cock  fitted  into  the  neck  of 
the  same,  from  wliich  it  is  thrown  out  should  an  explosion  take  place  on  the  sm-face  of  the  water.  F 
is  a  gage,  to  mdicate  the  necessarj'  height  of  the  column  of  water  in  the  trough.  G  is  a  transferring 
bladder,  which  is  made  to  screw  and  unscrew  to  and  from  the  stop-cock  H,  for  the  purpose  of  supply 
ing  the  gasometer  with  gases,  which  may  be  charged  and  recharged  at  pleasure,  by  an  assistant, 
during  its  action,  so  as  to  keep  up  the  most  intense  flame  for  any  length  of  time.  A  valve  is  placed 
between  the  gasometer  and  the  transferrmg  bladder,  which  prevents  the  return  of  the  gas.  1 1  is  a 
light  wooden  or  stiff  pasteboard  cap,  which  combines  sufficient  strength  with  great  lightness,  so  that  in 
tase  an  explosion  of  the  gasometer  should  happen,  it  is  merely  thrown  a  short  height  into  the  air,  by 
the  force  breaking  the  strings  which  connect  the  cap  to  the  press-board.     To  these  strings  are  attached 
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Bmall  wires  "which  pass  tlirough  the  table  of  the  instrument,  as  at  L,  into  the  press-board  below,  where 
they  are  secured ;  this  press-board  is  kept  in  a  liorizontal  position  by  the  stand,  so  that  when  the  re- 
quisite pressure  is  given  to  it,  the  cap  1 1  is  brought  to  bear  equally  on  the  gasometer  D.  Tlie  gas- 
ometer bladder  (or  silk  bag)  is  tied  to  a  piece  of  bladder,  which  screws  into  a  long  tube  laid  into  and 
across  the  table,  which  permits  it  to  be  unscrewed  at  pleasure  from  the  body  of  the  instrument,  and 
immersed  in  water  when  it  requires  softening,  affording  also  the  means  of  fixing  on  another  bladder,  if 
any  accident  should  render  it  necessary.  The  stop-cock  of  the  charging  bladder  G  is  fixed  to  one  end 
of  the  tube  just  described,  and  the  stop-cock  of  the  water-trough  on  the  other  end.  To  operate  with 
this  instrument,  pressure  by  the  hand  is  apphed  to  the  press-board,  wliich  draws  down  the  cap  1 1  on 
the  gasometer  D,  and  forces  the  gas  which  it  contains  tlu-ough  the  stop-cock  C,  and  tlirough  the  water- 
tube  and  safety-chamber  A,  to  the  jet  at  the  end,  where  it  is  burned.  When  the  pressure  on  the  press- 
board  is  too  shght,  or  when  the  hand  is  taken  off,  the  flame  returns  into  the  safety-chamber,  and  is 
extingi'.isihed.  When  it  is  required  to  suspend  the  operation,  the  hand  need  only  be  taken  oft"  the 
pressiijg-board ;  the  water  in  the  trough  acts  as  a  self-acting  valve  in  preventing  the  escape  of  gas 
horn  tlie  mstrument,  and  saves  the  necessity  of  turning  the  stop-cock.  A  sUk  tube  is  attached  to  the 
end  of  the  tube  before  described,  in  the  water-trough,  wliich  prevents  the  splasliing  of  the  water, 
sometimes  occasioned  by  unskilful  management.  We  omitted  to  state  that  the  safety-chamber  A  is 
filled  with  numerous  disks  of  very  fine  wire  gauze  closely  packed,  and  should  the  flame  be  driven 
jo,  which  will  sometimes  happen,  it  will  not  enter  the  bag  or  reservoir  D,  but  will  explode  above 
the  surface  of  the  water  m  the  chamber  B,  merely  driving  out  the  cork.  An  improvement  has,  how- 
ever, been  since  introduced  in  the  construction  of  the  safety-chamber,  by  Mr.  Wilkinson,  by  which  the 
retrograde  Kiotion  of  the  flame  appears  to  be  effectually  prevented,  and  a  much  larger  jet  may  be 
employed  than  heretofore  with  perfect  safety.  Tliis  improvement  consists  in  filling  the  chamber  A 
with  alternate  layers  of  wire  gauze  and  of  asbestos,  previously  beaten  with  a  mallet,  and  pulled  out 
to  resemble  floss  silk.  Mr.  Wilkinson  received  from  the  Society  of  Arts  a  silver  medal  for  his  com- 
m'.mication  on  the  subject,  and  we  understand  that  Mr.  Hemming  has  recently  made  some  fui'ther  im- 
provements in  the  construction  of  the  instrument.  We  must  here  advert  to  the  wonderful  effects 
produced  by  the  oxy-hydrogen  blow-pipe,  which  almost  instantaneously  reduces  the  hardest  and  most 
refractory  substances.  Gun-fhiits  are  instantly  fused  by  it,  and  formed  into  a  transparent  glass  ;  china 
melts  into  a  perfect  crystal  All  kinds  of  porcelain  are  readily  fused,  previously  assuming  a  beautiful 
crystallized  appearance.  Rock  crystal  is  quickly  melted,  giving  out  a  beautiful  light.  Emerald,  sap- 
phire, topaz,  and  all  the  other  precious  stones,  melt  before  it  into  transparent  glassy  substances.  Barytes, 
etrontian,  hme,  and  alumina,  exhibit  very  striking  and  beautiful  phenomena.  Magnesia  fuses  into  hard 
granular  particles,  which  will  scratch  glass.  The  metals,  even  platina,  are  all  quickly  fused  by  it ;  and 
all  descriptions  of  stones,  slates,  and  minerals,  are  melted,  sublimed,  or  volatilized,  by  its  aU-subduing 
power. 

BLOW-PIPE.  Dr.  Haee's  Hydro-oxygen;  On  certain  improvements  in  the  Construction  and  Sup- 
ply  of  the  Hydro-oxygen  Blow-ptjjC,  by  which  Rhodinm,  Iridium,  or  the  Osmiuret  of  Iridium,  also  Plati- 
num in  the  large  way,  have  been  fused.  By  Robert  Hare,  M.  D.,  Professor  of  Chemistry  in  the  University 
of  Pennsylvania. 

While  a  pupil  of  my  predecessor,  Dr.  Woodhouse,  in  the  year  1801,  having  observed  that  a  jet  of 
hydrogen  when  inflamed  in  atmospheric  air,  of  which  only  one-fifth  is  oxygen,  was  producti  -e  of  a  heat 
of  pre-eminent  mtensity,  I  was  led  to  infer  that  in  comljining  with  pure  oxygen,  the  gas  in  question 
ought  to  produce  a  temperature  at  least  five  tunes  as  great.  This  led  to  the  contrivance  of  tAvo  modes 
of  producing  a  jet  consisting  of  a  mixture  of  hydrogen  with  oxygea  Agreeably  to  one  mode,  the 
gaseous  currents,  meeting  like  the  branches  of  a  river,  were  made  analogously  to  form  a  common 
stream.  This  object  was  accomphshed  by  means  of  perforations  drilled  in  a  conical  frustnim  of  pure 
silver,  so  as  to  converge  until  met  by  another  shorter  perforation,  commencing  at  the  opposite  surface, 
and  so  extended  as  to  join  tlieni  at  the  pouit  of  their  meeting.  The  other  mode  was  that  of  causing  one 
tube  to  be  within  anothpr,  so  as  to  be  concentric,  the  outer  tube  being  a  Httle  tlie  longer  of  tlie  two ; 
the  latter  being  employed  for  hydrogen,  the  former  for  oxygen. 

In  the  year  1814,  this  last-men;ioned  mode  was  improved,  so  as  to  have  the  means  of  securing,  by 
adjusting  screws,  the  concentricity  of  the  tubes,  and  varying  tiie  distance  of  the  orifice  of  efflux  of  the 
inner  tube  from  that  of  the  other. 

The  constructions  employea  in  1801,  were  described  and  published  in  a  pamphlet,  and  afterwanli 
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republished  in  Tillock's  Philosophical  Magazine,  vol.  xiv.,  and  in  Annals  de  Chymie,  vol.  xiv.  At  the 
same  time  an  account  was  given  of  the  fusion  of  pure  lime  and  magnesia,  and  of  the  fusion  of  platinum. 
Subsequently,  in  a  paper  published  in  the  Transactions  of  the  American  Philosophical  Society,  it  "was 
mentioned  that  I  had  volatilized  platinum. 

About  the  year  1811,  Professor  Silliman,  in  a  memoir  read  before  the  Connecticut  Academy  of 
Sciences,  gave  an  account  of  a  series  of  experiments,  in  wliich  the  experiments  which  I  had  performed 
were  repeated,  and  many  additional  fusions  made.  I  had  adverted  to  the  intensity  of  the  light  pro- 
4  iced  during  the  exposure  of  hme  to  the  flume.  Alluding  to  the  heat  and  light,  my  words  were,  "  the 
eyes  could  not  sustain  tlie  one,  nor  the  most  refractory  substances  resist  the  other."  The  intensity  of 
the  light  was  still  more  uisisted  upon  by  SUliman. 

My  experiments  were  also  repeated  by  Mr.  llubens  Peale,  diuring  many  successive  years,  at  the 
Philadelphia  Museum,  for  the  amusement  of  visiters. 

About  the  year  1813-14,  it  was  ascertained,  at  the  laboratory  of  Dr.  Parrish,  that  a  bladder  being 
supphed  with  a  mixtme  of  hydrogen  and  oxygen,  in  due  proportion,  and  punctured  by  a  pin,  while 
subjected  to  compression,  on  igniting  tlie  resulting  jet,  the  gas  within  the  bladder  did  not  explode.  Of 
course,  a  bm-ning  jet  of  flame  thus  created  was  found  competent  to  produce,  while  it  lasted,  the  same 
effect  as  when  otherwise  generated  by  the  same  gaseous  nuxtm-e. 

Soon  after  this  result  was  obtained.  Sir  Humphrey  Davy  discovered,  that  if  a  lamp  flame  be  com- 
pletely surrounded  by  a  gauze  of  fine  whe,  it  may  be  introduced  into  an  inflammable  gaseous  mixture 
without  causing  it  to  explode.  Tliis  was  ascribed  to  the  refrigeratmg  influence  of  the  metal,  keeping 
flie  gaseous  mixtiu-e  below  the  temperature  requisite  for  inflammation.  ,  Hence  it  was  inferred,  that  if 
a  mixture  of  hydrogen  and  oxygen,  while  condensed  within  a  suitable  receiver,  was  allowed  to  escape 
through  a  capillary  metallic  tube,  so  as  to  form  a  jet,  tliis  might  be  made  to  bum  without  communica- 
ting ignition  to  the  portion  remaming  in  the  receiver. 

By  means  of  an  apparatus  contrived  agreeably  to  this  idea,  Dr.  Clark,  of  Cambridge,  England,  re- 
peated the  experiments,  made  many  years  before  by  Silliman  and  myself,  without  any  other  reference 
to  ours,  than  such  as  was  of  a  nature  to  do  injustice.  An  exposition  of  the  invalidity  of  Dr.  Clark's 
pretensions  to  origmality  was  made  in  Silliman's  Journal  for  1820,  vol  ii.,  and  in  Tillock's  Philosophi- 
cal Magazine  for  1821,  vol.  Ivii 

The  light  produced  by  the  hydro-oxygen  flame  with  lime  having  been  observed  by  Lieutenant  Drum- 
mond,  of  the  British  Navy,  was  ingeniously  proposed  by  him  as  the  means  of  illumination  in  light- 
houses, and  has  been,  m  consequence,  subsequently  used  as  a  substitute  for  the  solar  rays,  in  an  instru- 
ment knoAvn  as  the  hydro-oxygen  microscope,  which  is  a  modification  of  that  wliich  has  been  called  the 
solar  microscope.  The  name  of  Drummond  light  has  consequently  been  given  to  a  mode  of  illumination, 
which  I  originally  produced  as  above  stated. 

I'he  instrument  which  was  used  by  Professor  SiUiman  and  by  Rubens  Peale,  was  that  above  described 
as  having  two  perforations  meeting  in  one.  In  this  form  if  was,  I  believe,  employed  by  Dr.  Hope,  oi 
Edinburgh,  and  Dr.  Thompson,  of  Glasgow,  who  both  treated  it  as  my  contrivance,  anteriorly  to  the 
pubhcation  of  Dr.  Cla,rk's  memoir. 

The  other  form,  consisting  of  two  concentric  pipes,  was  modified  by  a  Mr.  Mangham,  with  the  view 
of  producing  a  lime  hght  for  the  microscope  above  alluded  to.  When  I  saw  Mr.  Mangham  at  the 
Adelaide  gallery  in  1836,  he  treated  tliis  instrument  as  mine,  in  another  form.  I  was  sinprised  after 
wards  to  learn  tliat  he  had  obtained  a  premium  for  this  modification  from  the  British  Society  for  the 
Encouragement  of  Arts,  without  any  allusion  to  the  original  inventor. 

After  my  return  from  Europe  in  1836,  I  was  very  much  in  want  of  a  piece  of  platinum  of  a  certain 
weight,  while  many  more  scraps  than  were  adequate  to  form  such  a  piece  were  in  my  possession. 
This  mduced  new  efforts  to  extend  the  power  of  my  blow-pipe ;  and  after  many  experiments,  I  suc- 
ceeded so  as  to  fuse  twenty- eight  ounces  of  platinum  into  one  mass. 

Although  small  lumps  of  platinum  had  been  fused  by  many  operators,  with  the  hydro-oxygen  blow- 
pipe, as  well  as  myself,  it  had  not,  up  to  the  year  1837,  been  found  sufficiently  competent  to  enable 
artists  to  resort  to  tliis  process.  I  am  informed  by  Mr.  Saxton,  that  some  efforts  which  were  made 
wliile  he  was  in  London  were  so  little  successful,  that  the  project  was  abandoned.  There  was  an 
impression  that  the  metal  was  rendered  less  malleable  when  fused  upon  charcoal,  as  in  the  experiments 
alluded  to.  This  is  contradicted  by  my  experiments,  agreeably  to  wliich  fused  platinum  is  as  malleable 
as  the  best  specimens  obtained  by  the  WoUaston  process,  and  is  less  liable  to  flake.  The  celebrated 
Dr.  Ure,  on  seeing  the  platinum  in  the  forms  of  wire,  of  leaf,  and  plate,  said  that  there  was  no  one  in 
Europe  who  could  fuse  platinum  in  such  masses.  He  also  alleged  that  it  had  been  found  so  difficult  to 
weld  platinum,  that  no  resort  was  had  to  that  process.  In  this  I  conciu-,  having  had  the  welding  tried 
by  a  skilful  smith,  both  with  a  forge  heat,  and  with  a  heat  given  by  the  hydro-oxygen  blow-pipe.  An 
incorporation  of  two  ingots  was  effected  on  their  being  hammered  together,  when  heated  nearly  to 
fusion ;  but  on  hammering  the  resulting  mass  cold,  a  separation  took  place  along  the  joint  by  which  the 
ingots  were  luuted. 

The  difficulty  seems  to  arise  frorii  the  rapidity  with  which  the  platinum  becomes  refrigerated.  It 
seems  to  have  a  less  capacity  for  lieat  than  iron,  and,  not  burning  in  the  air  as  iron  does,  has  not  the 
benefit  of  the  heat  acquired  by  iron  from  its  own  combustion  with  atmospheric  oxygen. 

Latterly,  by  means  of  the  instrument  and  process  which  it  is  my  object  here  to  describe,  I  have  been 
enabled  to  obtain  malleable  platmum  from  the  ore  directly,  by  the  continued  appUcation  of  the  flame. 
From  some  specimens  of  platinum  I  have  procured  as  much  as  ninety  per  cent,  of  malleable  metal 
Tlie  malleabihty  is  not  inferior  to  that  of  the  best  specimens  obtained,  by  reducmg  it  to  the  state  oi 
sponge,  through  the  agency  of  aqua  regia  and  sal  ammoniac.  There  is,  however,  a  greater  liabiUty  to 
tarnish,  arising,  probably,  from  the  presence  of  a  minute  portion  of  palladium. 

Of  the  fusion  of  iridium  and  rhodium,  I  have  already  given  an  account  in  the  Bulletin  of  the  Society, 
nrhich  was  subsequently  embodied  in  an  article  prepared  for  Silliman's  Journal  for  October  last,  1846. 
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It  remains  now  to  give  an  account  of  the  apparatus  employed  in  the  fusion  of  platina  on  a  large 
scale. 

Fig.  27*7  represents  the  association  of  fifteen  jet-pipes  of  platina  witli  one  large  pipe,  D  B,  at  their 
upper  ends,  so  that  their  bores  communicate,  by  means  of  an  appropriate  brass  casting,  with  that  of  the 
large  pipe,  the  joints  secured  by  hard  solder.  Tlieir  lower  extremities  are  made  to  protrude  about  hall 
an  inch  froni  a  box  A,  of  cast  brass,  their  junctures,  with  the  appropriate  perforations  severally  made 
for  tliem,  being  secured  by  silver  solder.  They  come  out  obliquely  in  a  Ime  along  one  comer  of  the 
box,  an  interval  of  about  a  quarter  of  an  inch  alternating  with  each  orifice.  By  means  of  flanges,  the 
brass  box  is  secured  to  a  conical  frustum  of  copper,  Fig.  278,  so  as  to  form  the  bottom  thereof,  while 
tl^e  pipe,  extending  above  the  copper  case,  is  screwed  to  a  hollow  cylinder  of  brass.  A,  Fig.  279,  pro- 
vided with  two  nozzles  and  gallows  screws  gg  for  the  attachment  of  appropriate  hoUow  knobs,  to  which 
pipes  are  soldered,  proceeding  from  the  reservoirs  of  oxygen  and  hydrogea  Cocks  are  interposed  by 
wnich  to  regulate  tlie  emission  of  the  gases  in  due  proportion. 


gases 
277. 


In  connecting  the  pipes  conveying  the  gases  with  the  brass  cylinder,  A,  Fig.  279,  care  should  be 
taken  to  attach  that  conveying  oxygen  to  the  upper  nozzle,  while  the  other,  conveying  hydrogen,  should 
be  attached  to  the  lower  nozzle ;  since,  by  these  means,  their  great  difference  in  density  tends  to  pro- 
mote admixture,  which,  evidently,  it  must  be  advantageous  to  efiect. 

The  object  of  surrounding  the  jet-pipes  with  water,  by  means  of  the  copper  box,*  is  to  secure  them 
against  being  heated  to  such  a  degree  as  to  cause  the  flame  to  retrocede  and  biun  witliin  them,  so  as 
finally  to  explode  within  the  cylinder,  A,  gg,  Fig.  279,  It  is  preferable  to  add  ice  or  snow  to  the 
water,  in  order  to  prevent  undue  heat 

Fig.  280  represents  a  moveable  platform,  A,  of  cast-iron,  wholly  supported  upon  the  point  of  the  iron 
lever  D  B,  which  is  curved  towards  the  extremity  under  the  platform,  so  as  to  point  upwards,  and  to 
enter  a  small  central  conical  cavity  made  for  its  reception.  The  lever  is  supported  by  a  imiversal  joint 
upon  the  fulcrum  C,  so  that  by  means  of  tha  sliding-weight  at  one  end,  the  platform  and  its  appm-te- 
nances  are  counterpoised  at  the  other.  The  platform  is  kept  in  a  horizontal  jcsition  by  the  cannon- 
ball,  supported  in  a  sort  of  iron  sturup  temunating  in  a  ring,  in  which  the  ball  is  placed.  Upon  the 
platform  is  situated  an  iron  pan  with  a  handle,  holding  the  brick,  on  a  cavity  in  which,  as  already 


*  Since  the  engraving  was  made,  I  have  preferred  to  use  water-tight  boxes,  with  gallows  screws  and  nozzles,  situated 
»ne  near  the  boitom  on  one  side,  the  other  on  the  opposite  side  near  the  top.  By  means  of  tiie  lower  nozzle,  a  pipe  ii 
nttaciied,  cominviniciting  witti  a  head  of  cold  water,  tlie  other  being  so  situated  as  to  carry  the  water  into  a  waste  pipe,  cc 
large  tub ;  a  circulation  may  be  kept  up  during  the  whole  time  that  the  operation  is  going  on. 

As  a  support,  a  brick  of  kaolin  Is  used,  Itaving  an  oblong  eUpsoidal  depression  on  the  upper  face  for  the  reception  of  the 
metul  to  bo  fused. 
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mentioned,  the  metal  is  supported.  Tlie  apparatus  being  duly  prepared,  and  connected  wilh  the  supply 
pipes,  the  hydi'ogcQ  is  first  allowed  to  escape,  and  then  the  oxygen,  until  the  ignition  has  attained 
apparently  a  maximum.  The  accomplishment  of  this  object  may,  of  course,  require  the  adjustment  of 
either  cock  several  times,  especially  where  there  is  any  decline  in  the  pressure  either  of  the  one  or  the 
other  gas  in  its  appropriate  reservoir. 

By  means  of  the  liandles  of  the  lever  and  of  the  pan,  the  operator  is  enabled  to  bring  the  metal  into 
the  position  most  favorable  for  the  influence  of  the  heat,  while  his  hands  and  face  are  sufiicieiitly  re- 
mote to  render  the  process  supportable.  In  fusing  any  quantity,  not  being  more  than  four  ounces, 
the  platform  may  be  dispensed  with,  the  handle  of  the  pan  being  held  in  one  hand  of  the  operator, 
while  by  the  other  the  cocks  may  be  adjusted.  ^ 

When  the  blow-pipe  of  fifteen  jets,  or  any  larger,  ma;^e  employed,  and  the  platform  is  necessarily- 
resorted  to,  the  cocks  must  be  adjusted  by  an  assistant. 

Fig.  281  represents  a  cask  made  of  boiler-iron,  three-sixteenths  of  an  inch  thick,  so  as  to  resist  an 
enormous  pressure.    The  joints  are  secured  by  riveting,  as  in  constructing  high-pressure  boilers. 


Tliis  cask  communicates  with  the  hydrant-pipes,  so  called,  by  which  our  city  is  supplied  with  water, 
of  which  the  pressure  varies  from  a  half  to  more  than  two  atmospheres,  say  from  seven  to  thu-ty 
pounds  per  square  inch,  according  to  the  number  and  bore  of  the  cocks  from  which  the  water  may  be 
flowing  at  the  time,  for  the  consumption  of  the  community.  Hence,  experiments,  while  using  this 
head,  are  best  made  towards  bedtime,  or  between  that  time  and  sunrise.  The  vessel  is  filled  with 
water  by  opening  a  cock  F  on  one  side  of  the  pipe  C,  and  allowing  the  air  to  escape  through  the 
valve-cocks  B.  Being  thus  supplied,  the  cock  F  closed,  and  a  communication  with  a  bell-glass,  into 
wliich  oxygen  is  proceeding  from  a  generating  apparatus,  being  made  by  means  of  a  flexible  leaden  tube, 
on  opening  the  valve-cock  B  and  the  cock  E  the  water  wUl  run  out,  and  be  replaced  by  gas  from  the 
belL  This  process  being  continued  till  the  iron  cask  is  sufiiciently  supplied  with  gas,  the  cock  E  must 
be  shut.  AVhenever  the  gas  is  wanted  for  the  supply  of  the  blow-pipe,  it  is  only  necessary  to  establish 
a  communication  between  the  valve-cock  B  and  the  upper  gallows-screw,  Fig.  279,  of  the  cyhnder  A,  and 
to  open  the  cock  F  so  as  to  admit  the  water  to  press  upon  the  gas,  the  efflux  being  regulated  by  B,  or 
preferably  by  a  cock  of  the  ordinary  construction,  one  of  which  kind  should  be  interposed  at  a  con- 
venient position  between  the  valve-cock  B  and  cylinder  A. 

T  represents  a  glass  tube,  which,  by  due  communication  with  the  interior,  shows  the  height  of  the 
water,  and  consequently  the  quantity  of  gas  in  the  vessel. 

G  H  represents  a  gaging  apparatus,  consisting  of  a  cast-iron  flask,  of  about  a  half  a  pint  in  con- 
tent, and  a  glass  tube  of  about  a  quarter  of  an  inch  in  bore,  Avhich  should  be  at  least  five  feet  in  height. 
The  tube  is  secured  air-tight  into  the  neck  of  the  flask,  so  as  to  reach  nearly  to  the  bottom  within. 
Tlie  flask  is  nearly  full  of  mercury.  Under  these  circumstances,  when  a  commumcation  is  made,  by  a 
leaden  pipe  between  the  cavity  of  the  flask  and  that  of  tlie  reservoir,  an  equilibrium  of  pressure  re- 
sulting, the  extent  of  tlie  pressuro  is  indicated  by  the  rise  of  the  mercury  in  the  tube. 
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In  order  to  generate  hydrogen  for  the  supply  of  a  reservoir  like  that  represented  by  the  preceding 
figure,  I  have  employed  the  vessel  represented  by  Fig.  282.  This  vesrel,  by  means  of  a  suitable  aperture, 
susceptible  of  being  closed  by  a  screw-plug,  is  half  filled  with  diluted  hulphuric  acid.  Being  furnished 
iriih  a  tray  of  sheet  copper  D,  punctured  like  a  coal-sieve,  and  supported  by  a  copper  sliding-rod  E, 
strips  of  zinc  are  introduced  in  quantity  equal  to  the  capacity  of  the  tray.  Tlie  sliding-rod  passes 
through  a  stuffing-box  F,  at  top  of  the  reservoir,  so  that  the  operator  may,  by  lowering  or  raising  the 
tray,  regulate  or  suspend  the  reaction  between  the  zinc  and  its  solvent,  accordingly  as  the  supply  of 
hvdrogen  is  to  be  produced,  suspended,  increased,  or  diminished. 

'  The  communication  with  the  reservoir  is  t  pened  and  regulated  by  means  of  the  cock  P,  fiunished 
with  a  gallows-screw  G  for  the  attachmenfkf  a  leaden  pipe,  as  above  described,  in  the  process  for 
supplying  the  reservoir  with  oxygea 

ADother  apparatus  for  producing  a  supply  of  hydrogen,  is  represented  in  Fig.  000.    It  consists  of  two 


«!inilar  vessels  of  boiler-iron,  each  capable  of  holding  forty  gallons.  They  are  lined  internally  with 
sopper,  being  situated  upon  a  wooden  frame,  so  that  the  bottom  of  one  is  two-thirds  as  high  as  the  top 
of  flie  other.  Tlie  upper  portion  of  these  vessels  communicate  by  a  leaden  pipe  B,  of  about  half  an 
inch  bore,  furnished  with  a  cock,  while  the  lower  portions  communicate  by  another  leaden  pipe  of  a 
bore  of  1 J  inches.  ,       •    ,      •    j- 

The  upper  vessel  is  surmounted  by  a  globular  copper  vessel,  of  about  twelve  mches  m  diameter 
which,  from  its  construction,  renders  it  possible  to  introduce  an  additional  supply  of  concentrated  acid 
while  the  apparatus  Ls  m  operation,  without  reducing  tlie  pressure  within  the  reservoir,  by  permitting 
the  excess  above  the  pressure  of  the  atmosphere  to  escape.    Tliis  object  is  accomplished  as  follows :— 
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The  valve  at  the  end  of  the  rod,  attached  to  the  lever  L,  being  kept  shut  by  the  catch  M,  the  screw- 
plug  H  removed,  the  acid  is  introduced  through  the  aperture  thus  opened.  In  the  next  place,  the 
plug  being  replaced,  and  the  valve  depressed  by  means  of  the  lever  and  rod,  so  as  no  longer  to 
close  the  opening,  wliich  it  had  occupied,  tlie  acid  descends  from  the  chamber  into  the  cavity  of  the 
vessel  beneath  it.  The  valve  is  of  course  restored  to  its  previous  position  as  soon  as  the  acid  has 
effected  its  descen*. 

The  lowermost  vessel  is  furnished  with  a  perforated  copper  tray,  supported  by  a  copper  sliding-rod, 
in  a  way  quite  analogous  to  that  already  described  in  the  case  of  the  copper  reservoir.  It  is  also  sup- 
plied with  zinc  and  its  solvent  in  like  manner,  being  made  half  full  of  the  diluted  sulphuric  acid.  Of 
course,  on  contact  being  produced  between  the  zinc  and  its  solvent,  the  generation  of  hydrogen  will 
take  place.  So  long  as  the  communication  between  the  upper  portions  of  the  two  vessels  is  open,  the 
gas  will  extend  itself  into  botli,  occupying  the  whole  of  the  upper  vessel,  and  that  half  of  the  lower 
one  which  is  unoccupied  by  the  liquid.  But  if,  in  this  way,  the  pressure  reaches  to  two  atmospheres, 
as  indicated  by  the  gage,  on  shutting  the  communication  through  the  pipe  B,  the  pressure  in  the  in- 
ferior vessel  wiU  augment,  that  in  the  superior  vessel  remaining  as  before,  but  the  liquid  will  conse- 
quently begin  to  pass  out  of  the  inferior  vessel  through  the  pipe  A,  and  thus  may  lessen  the  contact 
between  the  acid  and  zinc,  and  finally  suspend  it  altogether.  Meanwhile  the  gas  in  the  upper  vessel 
being  condensed  to  nearly  half  its  previous  bulk,  the  pressure  will  be  nearly  four  atmospheres.  It 
will,  in  fact,  always  be  nearly  double  that  which  existed  before  the  pipe  B  was  closed. 

In  order  that  nearly  the  whole  of  the  acid  shall  be  expelled  from  the  inferior  vessel,  the  tray  must  be 
depressed  till  it  touches  the  bottom  of  that  vessel. 

The  pressure  being  four  atmospheres  at  commencement,  as  soon  as,  by  means  of  a  pipe  attached  to 
the  valve-cock  N,  an  escape  of  gas  is  allowed,  the  acid  is  forced  again  upon  the  zinc,  and  thus  prevents 
a  decline  of  pressure  to  any  extent  sufficiently  to  mterfere  with  the  process. 

The  gases  may  be  used  from  a  receiver  in  which  they  exist,  in  due  proportion,  safely  by  the  following 
means.  Two  safety-tubes  are  to  be  made,  not  by  Hemming's  process  exactly,  but  as  follows : — A  cop- 
per tube,  silver  soldered,  of  wliich  the  metal  is  about  the  eighth  of  an  inch  iji  tliickness,  is  stuffed 
with  the  finest  copper  wire,  great  care  being  taken  to  have  the  filaments  straight  and  parallel.  The 
tube  is  then  to  be  subjected  to  the  wire-drawing  apparatus,  so  as  to  compress  the  tube  on  its  contents 
until  the  draught  becomes  so  hard,  as  that  it  cannot  be  pushed  farther  without  annealing.  The  stuffed 
tube  thus  made  is  to  be  cut  into  segments,  in  lengths  about  equal  to  the  diameter,  by  a  fine  saw.  The 
€urfaces  of  the  sections  are  to  be  filed  gently  with  a  smooth  file.  By  these  means,  they  appear  to  the 
naked  eye  like  the  superfices  of  a  soUd  metallic  cylinder.  Brass  caps  being  fitted  on  these  sections, 
they  are  to  be  interposed  by  soldering,  at  the  distance  of  a  foot  or  more,  into  the  pipe  for  supplying 
tlie  jet.  Under  these  circumstances,  the  posterior  section,  becoming  hot,  may  allow  the  frame  to 
retrocede ;  but  the  anterior  section  bemg  beyond  the  reach  of  any  possible  combustion,  and  remaining 
cold,  will  not  allow  of  the  retrocession ;  and  as  soon  as  the  flame  passes  the  first  section,  the  operator, 
being  warned,  will  of  course  close  the  cock,  and  subject  the  posterior  section  to  refrigeration  before 
proceeding  again. 

But  tliis  plan  of  operating  may  be  rendered  stiU  more  secure  by  interposing  a  mercury  bottle,  or  other 
suitable  iron  vessel,  half  full  of  oil  of  turpentine,  between  the  reservoir  and  safety-tubes,  as  in  tlie 
arrangement  of  a  Woulfe's  bottle.  A  leaden  pipe  proceeding  from  the  reservoir  is,  by  a  gallows-screw, 
attached  to  an  iron  tube  which  descends  into  the  bottle,  so  as  that  its  orifice  may  be  near  the  bottom. 
The  leaden  pipe  communicating  through  the  safety-tubes  with  the  jet-pipe,  is  attached  to  the  neck  oi 
the  bottle.  Thus  the  gaseous  mixture  has  to  bubble  through  the  oil  of  turpentine  in  order  to  proceed 
through  the  safety-tubes  to  the  jet-pipe.  If,  while  tliis  process  is  going  on,  the  flame  should,  by 
retrocession,  reach  the  cavity  of  the  bottle,  exploding  in  contact  with  the  turpentine,  a  compound  is 
formed,  which  is,  per  se,  inexplosi'^'j  from  the  excess  of  carbonaceous  matter.  Meanwhile  the  shock, 
acting  on  the  surface  of  the  oil,  drives  it  into  the  bore  of  the  iron  tube,  and  thus,  both  by  its  chemical  and 
mechanical  influence,  renders  it  utterly  impossible  that  the  flame  should  reach  the  cavity  of  the  reservoir. 

BOBBINET  MACHINERY,  is  the  name  of  macliines  which  are  intended  for  manufacturing  a 
peculiar  net-like  texture,  whose  constructure  is  inferred  from  that  of  the  pillow-made  or  bo  -e-lace,  and 
which,  in  its  most  simple  intertwisting,  is  known  by  the  name  of  plain  bobbinet  and  quillings.  The 
simple  intertwisting  of  the  plain  bobbinet  has  been  altered  in  various  manners,  and  thus  have  been 
produced  new  kinds  of  te.xture,  partly  very  different  in  appearance  from  that  of  the  plain  bobbinet ; 
and  in  recent  time  furnishing  very  fine  foncy  articles,  much  in  demand.  They  are  termed  figured 
bobbinet  in  the  following  description,  which  treats  chiefly  of  the  most  common  and  most  recent  systems 
of  bobbinet  machines. 

The  macliines  for  manufacturing  quillings,  and  which  are  Imown  by  the  term  stripe-machines  work 
quillings  or  edgmgs  from  ^  to  4  and  6  inches  in  breadth,  and  of  considerable  length.  A  great  many 
edgings,  connected  with  and  by  the  side  of  each  other,  thus  forming  one  broad  piece,  are  worked 
simultaneously,  and  are  subsequently  separated.  As  the  quillings  are,  as  it  were,  to  be  edged  at  both 
borders,  for  the  sake  of  fastness  and  durability,  this  edging  and  intertwisting  of  the  several  quillings 
requu-e  particular  contrivances  in  the  machines,  which  thus,  according  to  the  different  systems  applied 
to  them,  are  more  or  less  complicated. 

Those  for  manufacturing  the  figured  bobbinet  are  in  general  narrow ;  that  is  to  say,  there  can  be 
worked  only  pieces  of  inconsiderable  breadth  by  them. 

This  is  owing  partly  to  the  circumstance,  that  older  machines,  originally  intended  for  manufocturing 
pieces  six  or  eight  quarters  of  a  yard  wide,  have  been  arranged  for  figured  bobbinet,  to  make  them 
still  fit  for  use  in  any  way ;  and  partly  to  the  fact  that  the  making  of  figm-ed  bobbinet  is  by  far  more 
difficult  than  that  of  plain  bobbinet,  and  that  it  requires  the  most  eager  attention  and  skilfulness  of  the 
operative.  To  tne  atter  it  would  be  almost  impossible  to  overlook  broad  pieces  of  this  kind,  or  the 
work  would  go  on  so  slowly  that  such  an  arrangement  could  be  of  no  great  avaU. 
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Alphabetical  Survey  and  Explanation  of  the  Letters  in  the  Figs.  284  to  894. 

A,  right  side-frame,  Figs.  285  and  286. 

A„  left  side-frame,  Figs.  284,  286,  and  287. 

B,  fore  front-frame.  Figs.  284,  303,  317. 
Bi,  back  front-frame,  Figs.  284,  303,  317. 

C,  joist  joining  the  uppermost  parts  of  the  side-frames.  Fig.  286. 

Ci,  pillars  screwed  on  C,  and  bearing  the  sockets  of  the  lace-beam  A,  Fig.  286. 
•    D,  roimded  iron  bars  across  which  the  texture  passes  on  its  way  to  the  lace-beam,  Fig.  286. 

£v'*  [  cross-beams  at  the  right  and  left  sides  of  the  frame,  Figs.  284  and  285. 

E,  front  pusher-bar,  Figs.  284,  288,  and  289. 
El,  back  pusher-bar,  Figs.  284,  288,  and  289. 

F,  a  kind  of  reed  composed  of  perforated  brasses  for  the  warp-threads.  Figs.  284  and  286. 
Fi,  steel  springs  of  the  hold-fast  contrivance,  Fig.  357. 

G,  warp-beam,  Fig.  284. 

^'  j-  lever-arms  of  the  point-bars.  Figs.  284,  285,  288,  and  289. 

H,  lever  bearing  the  weight-stone  R,  Figs.  284,  286,  and  287. 

H,,  lever  moving  the  front  point-bar,  Fig.  287. 

Ha,  lever  moving  the  back  pomt-bar.  Figs.  287,  288,  and  289. 

I,  cradle-arms,  Figs.  284,  285,  and  286. 

I,,  cradle-pieces.  Figs.  284,  285,  and  286. 

K,  front  bolt-bar.  Figs.  286,  288,  289,  300,  and  303. 

K„  back  bolt-bar.  Figs.  287,  288,  289,  and  303. 

L,  front  comb.  Figs.  284,  288,  and  289. 

L„  back  comb.  Figs.  284,  288,  and  289. 

M,  front  point-bar,  Figs.  284,  285,  288,  289. 

N,  back  point-bar.  Figs.  284,  285,  288,  and  289. 

N ,  crowbar  of  the  front  point-bar.  Figs.  286  and  287. 

Na,  crowbar  of  the  back  point-bar,  Figs.  288  and  289. 

O,  socket-frame  in  the  midst  of  the  machine.  )  Both  are  fastened  to  B  and  B',  and  bear  the  socket* 

P,  socket- frame  at  the  side  of  the  machine.    \     of  the  lockers.  Figs.  315  and  317. 

P„  forked  bars  for  both  point-bars,  Figs.  287,  288,  and  289. 

Q,  weight-stone  for  the  tension  of  the  warp.  Figs.  284,  285,  286,  and  287. 

Qi,  lifting-thumb  acting  on  the  forked  bar  P„  Figs.  288  and  289. 

R,  grooved  disks  for  the  cords  or  strings  S,  Fig.  286. 

Ri,  large  rowels.  Fig.  284. 

Ri,  shell-wheel  of  the  front  point-bar,  Fig.  286. 

Rj,  shell-wheel  of  the  back  point-bar,  Figs.  286,  288,  and  289. 

S,  cords  or  strings  for  the  tension  of  the  warp.  Figs.  284,  285,  286,  and  287. 

Sj,  support  of  the  front  point-bar.  Fig.  287. 

S-i,  support  of  the  back  point-bar.  Figs.  287,  288,  and  289. 

m'  >•  shafts  to  which  the  lever-arms  Gi  and  G2  are  fastened.  Figs.  284,  288,  and  289. 

U,  large  heart-shaped  disk  to  bring  about  the  swinging  movement  of  the  pusher-bars,  Figs.  284,  288i 
«89,  and  290. 
U],  similar  disk  in  Figs.  358  and  359. 

V,  great  spur-wheel  with  48  cogs  at  the  principal  axis  W,  Figs.  285  and  286. 
W,  principal  axis  of  the  machine,  Figs.  284,  286,  288,  and  289. 
W',  driving  axis  of  the  machinery  for  the  thong-disk  Y,  Figs.  284,  285,  and  287. 
X,  dented  wlieel  at  the  axis  W,,  with  36  cogs,  Fig.  285. 
Y,  thong-disk  at  the  axis  W,,  Fig.  286. 
Y,,  thong  of  the  disk  Y,  Fig.  286. 
Z,  the  lace-beam.  Fig.  284. 

a,  front  guide-bar.  Figs.  284,  331,  332,  303,  317,  <tc. 

Oi,  adjusting  screw  for  the  lateral  movement  of  the  front  guide-bar,  Figs.  331,  332,  and  333. 

a^  adjusting  screw  for  the  lateral  movement  of  the  back  guide-bar.  Fig.  333. 

h,  back  guide-bar.  Figs.  284,  303,  315,  317,  and  333. 

,"  [•  curved  stays  through  which  the  adjusting  screws  a  and  Oj  pass.  Figs.  331  and  333. 

63,  common  pivot  of  the  levers  H  and  Hj,  and  of  the  crowbar  If  and  Na,  Figs.  287,  288,  and  289. 

e,  front  series  of  guides,  Fig.  284. 

Ci,  projecting  bolt,  tluough  which  the  supporting  screws  d  and  di  pass,  Figs.  331  and  833. 

^'^  >  adjusting  screws  of  the  levers  Hi  and  H,,  Fig.  287. 

d,  back  series  of  guides.  Fig.  284. 

^''  [  supporting  screws  of  the  guide-bars.  Figs.  331,  333, 

e,  middle  stay  of  the  bolt-bars.  Figs.  300,  301,  302. 
/,  warpthreads.  Figs.  284,  836,  886;  and  860. 
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/,,  steel  springs  for  puslimg  back  the  guide-bars,  Figs.  285,  296. 
/j,  pivots  on  -which  the  point-bars  turn,  Figs.  285,  288,  289. 
g,  socket-irons  of  the  -warp-beam,  Fig.  284. 

^"  \  lever-bars  for  the  lockers.  Figs.  285,  288,  and  289. 

h,  lever-arm  at  the  midst  of  the  axia  w,  Figs.  358  and  359. 

j"  I  lever-arms  at  the  ends  of  the  axis  w,  Figs.  358,  359,  and  284,  285,  288,  289. 

i,  pivot  of  the  lever-bars  g,,  and  g^,  Figs.  284,  285,  288,  289. 

^'  i  -weft-threads.  Fig.  360. 

h^,  curved  arms,  to  -which  the  pivots /^  of  the  point-bars  are  fixed.  Figs.  285,  288,  289. 

1,  front  carriage-line,  Figs.  284,  288,  289. 
h,  back  carriage-hne,  Figs.  284,  288,  289. 

h,  sockets  of  tlie  shafts  T  and  T,,  Figs.  285,  286. 
/s,  sockets  of  the  shafts  w  in  Figs.  358,  359. 

'"'  \  dra-wer-bars  of  the  lever-arms  Ai  and  ht,  Figs.  358,  359,  and  284,  285,  286,  288, 

??i3,  adjusting  scre-w  for  the  lateral  movement  of  the  front  comb,  Figs.  286,  300,  301. 
m-i,  adjusting  screw  for  fixing  the  back  comb.  Figs.  286,  288,  300,  301. 
11,  pomt-pieces.  Figs.  284,  286,  288,  289. 

''  >  split  sockets  of  the  guide-bars,  Figa  304,  305  a,  in  the  midst  of  Dj  and  Dj,  and  of  the  machine. 

na,  spiral-spring  of  the  point-bars.  Fig.  285. 

o,  comb-shifting  disk  at  the  shaft  t,  Fig.  286. 

Oi,  ratchet--wheel  of  the  front  guide-bar.  Fig.  286,  left  side. 

02,  ratchet--wheel  of  the  back  guide-bar,  Figs.  285,  286. 
Os,  comb-sliifting  disk  at  the  shaft  t,  right  side,  Fig.  286. 
p,  locker-bar.  Figs.  284,  288,  289,  309. 

Pi,  bolts  or  rails  to  -which  the  adjusting  scre-ws  mj  and  ma  are  fixed,  Figs.  300,  301,  286. 

Pi,  socket-pieces  at  Di  and  Dj,  Figs.  284,  285,  286. 

q,  locker.  Figs.  284,  288,  289,  309. 

qy,  supporting  arms  or  stays  of  the  bolt-bars,  Figs.  284,  285,  287,  300,  301,  302,  303 

qi,  screws  for  supporting  &e  bolt-bars,  Fig.  317. 

r,  sliding  roller  of  the  large  heart-shaped  disk  U,  Figs.  284,  288,  289 

(r,)  sliding  roller  of  the  large  heart-shaped  disk  U„  in  Figs.  358  and  359. 

r,,  roller  of  the  locker-disk  vi,  Fig.  286. 

r^,  roUer  of  the  locker-disk  v^,  Fig.  286. 

r3,  rowels  at  the  bar  D,  Fig.  286. 

»-4,  sUding  roller  of  the  ^ell-wlieels  Rj  and  R3,  Figs.  288  and  289. 

s,  arms  by  which  the  point-bars  are  connected  with  the  supporting  bars  Sj  and  Ss,  Figs.  287,  288, 281 

*''  I  dented  wheels  at  the  axis  W,  Fig.  286. 

t,  shafts  to  which  are  fixed  all  ratchet-wheels  and  disks.  Figs.  285,  286,  288,  289. 

,"  >  dented  wheels  at  the  axis  t,  Fig.  286. 

M,  pivot  on  which  the  pushing  levers  Xi  and  x^  move.  Fig.  285. 

Ml,  angular  lever  of  the  front  guide-bars.  Fig.  295. 

?<2,  angular  lever  of  the  back  guide-bars,  Fig.  295. 

M3,  pushing  lever  of  the  front  comb,  to  the  right,  )  ^-     „£, - 

Mj,  pusliing  lever  of  the  front  comb,  to  the  left,     ^    'S-  -     • 

V,  motive  power  or  quarter-wheel  of  the  lockers,  Figs.  284,  311,  312. 

Vi,  locker-disk  for  the  back  locker,  at  the  axis  W,  Fig.  286. 

Vi,  locker-disk  for  the  front  locker,  at  the  same  axis,  Figs.  284,  286,  288,  289. 

w,  shafts  to  which  the  lever-arms  h,  hi  and  hi,  are  fixed.  Figs.  386,  289,  358  and  359. 

Wj,  shafts  to  which  the  cradle-arms  I,  and  cradle-pieces  Ij  are  fixed.  Figs.  284,  285,  286,  287. 

Wi,  dented  wheel  of  the  lace-beam.  Fig.  285. 

X,  socket  of  the  shaft  w.  Fig.  284. 

Xi,  pushing  lever  of  the  front  guide-bar,  )  -c,.       „o^       ,  „„, 

x„  pusliini  lever  of  the  back  iuide-bar;  [  ^'-'-  "^^  ^"^  295. 

^^'  V  angular  levers  for  pushing  the  bolt-bars.  Figs.  285  and  287. 

y,  bolt  or  rail,  through  which  the  common  peg  of  the  angular  levers  Mi  and  u^  are  put.  Fig.  295. 
yi,  adjusting  screw  of  the  point-bar,  on  which  tlie  ujjper  fork  of  the  bar  Si  is  acting.  Figs.  288,  289 
Vi,  adjusting  screws  of  the  point-bar,  wliich  strike  against  the  side-frame  A  and  Ai,  Fig.  285. 
2,  a  trigger.  Fig.  286. 

^^1  j- dented  bars  for  the  lockers.  Figs.  284,  287,  311,  312,  314. 

a,  foot-screws  of  the  bolt-bars,  Figs.  284,  285,  286,  287,  300,  303. 
/3,  notch  in  which  the  middle  stays  e  are  running,  Fig.  317. 

Y  ?  iron  pegs  at  the  lower  fork  of  the  bar  S„  Figs.  288  and  289. 
'  T 
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Machines  for  manufacturing  broad  plain  Bobhinet. 

Tlie  latest  and  most  approved  construction  of  these  machines  is  according  to  the  double-locker  sys 
tem.  Machines  of  this  system  can  be  arranged  for  any  breadtb  of  the  piece, .  and  are  working  foi 
weeks,  and  even  months,  with  great  precision  and  quickness,  without  any  interruption  wliich  might 
be  produced  by  irregularity  in  the  mechanism.  Being  commonly  of  considerable  breadth,  the  motive 
power  must  be  very  strong ;  therefore  it  is  driven  either  by  water  or  steam. 

In  the  following,  we  give  a  description  of  a  machine  for  webs  8  quarters  wide,  constructed  according 
to  the  double-locker  system,  and  illustrated  by  Figs.  284  to  375,  in  the  most  careful  manner.  The  illus- 
trations are  given  with  all  particulars  required,  which  may  enable  the  mechanic  to  draw  upon  a  large 
scale  from  them. 

Tlie  machine  for  manufacturing  plain  bobbinet,  though  being  the  most  simple  of  all  bobbinet 
machines,  belongs,  however,  by  its  construction  to  the  most  complicated  ones.  Its  web  is  represented 
by  Fig.  360  on  a  large  scale.  One  and  the  same  thread  is  marked  along  its  way  by  tlie  same  letter. 
The  thi'eads  f  are  extended  up  and  down,  or  proceed  downwards  in  serpentine  lines,  while  the  two 
other  sets  of  threads  Jc  and  ki  proceed  from  the  right  to  the  left,  and  from  the  left  to  the  right  in 
slanting  directions.  By  this,  the  twisting  and  interlacing  of  the  threads  is  produced.  The  perpendicular 
threads  in  the  figure,  which  are  parallel  to  the  border,  may  be  regarded  as  the  warp,  and  tlie  two  sets 
of  slanting  threads  as  the  weft,  in  comparing  bobbinet  with  a  common  web.  Tlie  straight  warp- 
threads  receive  their  twist  from  the  tension  of  the  weft-threads,  twisted  obliquely  round  them  alter- 
nately to  the  right  and  left. 

Tliis  seemingly  simple  imion  of  the  threads  requires,  however,  a  very  complicated  mechanism,  wliich 
must  be  understood  before  the  operation  of  the  machines  can  be  comprehended,  and  their  result  ex- 
amined more  closely. 

At  the  chief  fi-ame  A  A,  B  B,  C,  are  shown  aU  parts  of  the  machine.  (See  Figs.  284  to  287.)  Fig. 
284  shows  the  macliine  near  its  centre  in  ti'ansverse  section ;  Fig.  285  gives  an  end  view  of  the  right 
side  of  the  machine,  before  which  the  operative  has  liis  ordinary  place.  Fig.  286  gives  a  fi-ont  view  of 
the  fore  side,  and  Fig.  287  an  end  view  of  the  left  side. 

Two  and  two  opposite  sides  of  the  frame  are  completely  equal  to  each  other,  viz :  A  and  A„  B  and 
Bi ;  all  four  are  united  by  screw-bolts.  The  joist  C,  Figs.  284  and  286,  binds  the  upper  ends  of  A,  A' 
together. 

The  waip  of  the  web  consists,  as  has  already  been  mentioned,  of  parallel  running  warp-threads, 
which  are  coiled  round  the  warp-beam.  In  proportion  to  the  proceeding  of  the  fabrication,  the  warp  is 
imwoimd,  while  at  the  same  time  the  finished  lace  is  wound  upon  the  lace-beam.  The  lace-beam  is 
placed  above  the  warp-beam,  as  may  be  seen  by  Z  and  G  in  Fig.  284,  where  they  are  shown  in  trans- 
verse section. 

The  ends  of  the  warp-beam  (represented  in  Fig.  284,  in  transverse  section,  and  with  the  warp  woimd 
apon  it)  are  provided  with  strong  rollers  or  disks  ;  and  its  pivots  run  in  iron  sockets,  which  are  fastened 
to  B„  az.d  in  the  figure  marked  by  g.  The  disks  p,  are  grooved  to  receive  the  cord  S,  one  end  of 
which  is  laocened  at  B,  while  the  other  end  runs  vertically  downwai'ds,  and  is  fastened  to  the  lever  H. 

This  lever  turns  on  a  pivot  at  the  post  Bi,  and  its  fore  end  bears  the  weight  Q.  This  contrivance 
serves  to  keep  the  warp  in  due  tension  while  being  wound  off  the  warp-beam.  Tliis  unwinding  takes 
place  in  four  rows  of  warp-threads,  (see  Fig.  284,)  for  wliich  purpose  the  single  tlireads  pass  the  eyes 
of  a  kind  of  reed  F.  Figs.  284,  286,  and  350,  351,  consisting  of  single  pieces  of  latten-plate,  called  brasses, 
and  placed  one  by  one  into  the  grooves  of  two  long  staves,  bound  together  at  the  ends  and  in  the  midst. 
The  brasses  are  regularly  perforated  in  four  rows.  The  reed  is  oblique,  and  close  above  the  warp- 
beam  loosely  fastened,  (see  Figs.  284  and  351,)  tliat  it  (if  required)  may  be  lifted  a  little,  and  not  slip 
down.  The  warp-threads  are  marked  with/.  Fig.  350  gives  the  view  of  a  brass  ;  Fig.  350  a  trans- 
verse section  of  a  row  of  eyes ;  and  Fig.  351. 

The  fourfold  divided  warp  passes  vertically  upwards  between  two  parallel  guide-bars,  and  unites 
close  above  them  into  two  series  of  warp-threads,  two  and  two  series  of  the  warp  being  drawn  into  two 
series  of  guides.  The  guide-bars  (see  Figs.  284,  286,  330,  331,  332,  333,  334,  335,  336,  337)  are  placed 
along  the  whole  machine  and  supported  at  both  ends  and  in  the  centre,  that  they  may  retain  their 
parallel  situation  and  their  relative  position.  They  are  m  aU  figures  marked  with  a  and  6 — a  marking 
the  front  and  b  the  back  guide-bar.  Both  guide-bars  are  liable  to  lateral  movement,  by  which  a 
lateral  shifting  of  the  warp  is  effected.    The  series  of  guides  c  and  d  consist,  like  the  reed  F,  of  single 

Sieces  put  together  lengthwise.  .  The  number  of  the  pieces,  which  are  to  be  of  entirely  equal  breadth, 
epends  upon  the  number  of  the  warp-tlireads,  or  of  the  breadth  of  the  texture. 

Every  single  piece,  consisting  of  a  mixture  of  lead  and  zinc,  is  provided  with  an  equal  number  ot 
guides,  being  made  of  iron  or  steel  wire,  and  cast  together  with  the  pieces  in  uniform  distance  from 
each  other.  Fig.  334  gives  a  front  view  of  a  single  lead-piece  in  its  position  when  screwed  to  the  guide- 
bar ;  Fig.  335  a  side  view  of  it;  Fig.  336  represents  a  single  guide ;  and  Fig.  337  an  ear.  Guides  are 
almost  exclusively  used,  as  by  them  the  drawing  in  of  the  warp-threads  is  considerably  facilitated. 

The  two  series  of  guides  c  and  d  divide  the  warp  into  two  opposite  equal  paits,  of  which  the  texture 
is  to  be  made.  At  the  point  where  the  texture  begms  both  unite  in  one  warp  and  are  placed  in  one 
plane.  Each  half  extends  over  the  whole  breadth  of  the  textme,  the  tlireads  of  each  series  having 
double  the  distance  between  themselves,  apparent  in  the  texture. 

This  arrangement  is  of  the  greatest  importance.  The  lace-weaving  is  facilitated  by  it,  and  at  the 
same  time  some  parts  can  be  made  stronger,  which  is  of  great  avail  regarding  durability  and  quicknes? 
of  operation.    Moreover,  the  inconvenience  of  entangling  and  tearing  the  threads  is  removed. 

The  texture  tegins  near  M  N,  where  the  interlacing  and  twistuig  of  the  warp  and  weft  threads  ia 
accomplished. 

Fig.  360  shows  the  formation  of  the  regular  holes  or  meshes,  completed  by  the  roimd  points  of  the 
point-bars  M  and  N,  after  the  intertwisting  of  the  warp  and  weft  threads  having  been  accomplished 
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below.  The  formation  of  the  meshes  is  effected  round  the  points  of  the  point-bars,  and  simultaneously 
across  the  whole  breadth  of  the  warp  in  liorizontal  lines.  For  the  formation  of  one  row  of  meshes  only 
one  point-bar  is  required.  Both  alternate  in  this  operation,  so  that  one  point-bar  holds-the  finished  row 
of  meshes,  while  the  other  takes  up  the  next  following,  and  thus  they  relieve  each  other  continually. 

In  proportion  to  the  proceeding  of  the  formation  of  the  rows  of  meshes,  the  texture  is  wound  upon 
the  lace-beam.  Figs.  284,  285,  286,  287,  288,  289,  321,  322,  328,  and  329,  will  illustrate  what  is  saic 
here. 

The  point-bars  are  marked  with  M  and  N, — the  front  bar  with  M,  and  the  back  point-bar  with  N 
Both  are  provided  with  points  which  are  adapted  to  each  other. 

The  pomts  are  cast  in  lead-pieces  which  are  fixed  to  the  point-bars  by  screws,  (see  Figs.  321,  322 
Bnd  328,  329 ;)  the  last-mentioned  figm-e  shows  a  point-piece  N  separately.  Every  point-piece  mus 
have  exactly  the  same  breadth  -as  the  lead-pieces  of  the  series  of  guides  c  and  d,  whose  number  is  equa 
to  that  of  the  point-pieces.  The  number  of  points  in  each  point-piece  is  likewise  equal  to  that  of  tlie 
guides  in  each  lead-piece.  By  Fig.  328,  it  wiU  be  perceived  that  between  the  single  points  there  is 
room  enough  not  only  for  the  opposite  points,  but  also  for  the  intertwisting  tiyeads. 

Z  represents  the  lace-beam,  running  parallel  with  the  warp-beam,  and  being  of  equal  length,  and  ot 
equal  or  smaller  diameter.  It  turns  on  pivots,  whose  sockets  are  placed  in  similar  maimer  to  those  of 
the  warp-beam.    See  Fig.  286. 

The  successive  turning  of  the  lace-beam  is  effected  by  a  regulator,  moved  by  the  machinery. 

The  finished  lace  passes  on  its  way  from  the  point-bars  to  the  lace-beam  across  the  rounded  iron  bar 
D,  Figs.  284,  286,  352,  353,  and  354,  wliich  serves  to  support  the  texture.  At  both  ends  of  it  are 
rowels  rs  (355)  turning  on  small  pivots.  ITie  pricks  of  these  rowels  enter  tlie  meshes  close  by  the  borders 
of  the  texture,  thus  preventing  its  running  together.  The  larger  rowels  Rj,  close  above  the  smaller  ones, 
are  intended  for  the  same  purpose. 

The  lace  is,  by  its  winding  upon  the  lace-beam,  on  account  of  its  tension,  somewhat  less  broad  than  it 
is  when  lying  on  the  point-bars. 

The  union  of  the  warp  and  weft  takes  place  below  M  N,  and  is  efiected  by  two  rows  of  weft-threads, 
each  of  which  is  wound  round  a  small  bobbin,  that  passes  between  two  and  two  warp-thi-eads.  Thus 
there  are  two  rows  of  bobbins  wliich  are  moved  round  the  warps ;  and  in  this  way  the  intertwisting  is 
effected.  The  bobbin-rows  stand  parallel  with  the  breadth  of  the  warp,  and  either  both  rows  before  or 
behind  it ;  or  one  row  before  and  one  behind  it. 

That  the  bobbins  may  occupy  these  respective  positions,  they  are  pushed  from  one  side  to  the  ether 
on  carriages  and  bolts.  Each  bobbin  has  its  separate  carnage  and  bolt ;  and  two  and  two  bobbins  are 
with  their  caniages  behind  each  other,  on  one  bolt.    The  whole  series  of  bolts  is  called  a  comb. 

The  bobbins,  carnages,  and  bolts,  are  of  a  peculiar  shape,  as  may  be  seen  by  Figs.  284,  286,  288,  289 
•96,  297,  298,  306,  307,'  308,  326,  338,  339. 

Fig.  296,  gives  the  side  view  of  a  carriage  with  inserted  bobbin. 

Fig.  297,  section  of  a  bobbin. 

Fig.  298,  carriage  viewed  fi*om  the  other  side,  and  without  the  bobbuL 

Fig.  299,  section. 

Figs.  306,  307a,  and  308^,  show  a  bolt. 

Fig.  806,  gives  a  side  view  of  the  bolt,  when  placed  in  the  machine. 

Fig.  307„  represents  its  lower  edge  turned  towards  the  warp. 

Fig.  308b,  gives  a  section  of  the  bolt  at  its  opposite  end. 

The  single  bolts  are,  like  the  points  and  guides,  cast  in  lead-pieces,  each  of  wliich  contains  as  many 
bolts  as  there  are  points  and  gmdes  in  one  lead-piece.  The  breadth  of  the  comb-pieces  is  exactly  equal 
to  that  of  the  other  lead-pieces. 

Figs.  338,  (view  from  behind,)  339,  (front  view,)  and  326,  (side  view,)  represent  a  comb-piece. 

The  small  interstices  between  the  single  bolts  receive  the  carriages,  which  thus,  with  their  gi'ooves, 
are  placed  upon  the  bolts.     See  Figs.  298,  299,  306,  326,  338,  and  339. 

The  bolt-pieces  are  by  the  side  of  each  other  screwed  on  a  bar,  and  thus  form  together  the  comb. 

One  of  such  combs  is  placed  before,  and  one  behind  the  warp,  and  the  distance  between  both  is  not 
greater  than  required  for  the  easy  passage  of  the  double  row  of  warp-tlu'eads. 

The  bolts  of  both  combs  are  exactly  opposite  each  other,  that  the  carriages  may  be  pushed  from  one 
comb  to  the  other  without  obstruction. 

The  bolts  are  circular,  to  keep  the  bobbin-threads  at  an  equal  tension,  while  the  carriages  are  pushed 
to  and  fro. 

The  width  of  the  carriages,  compared  with  the  inconsiderable  distance  by  which  their  bolts  stand  off, 
on  both  sides  of  the  warp,  permits  tliis  pusliing  from  one  comb  to  the  other  without  any  difficulty.  Both 
combs  have  their  correct  mutual  position  with  reference  to  the  centre  of  the  circular  line. 

In  the  figures,  the  front  comb  is  marked  with  L,  and  the  back  comb  with  L, ;  the  bars  on  which  tlip 
btmbs  are  screwed,  and  which  are  called  bolt-bars,  are  marked  with  K  and  K,,  and  the  carriage-lines 
x.'ith  I  and  /,.  The  carriage-line  ^,  which  is  always  nearest  to  the  operative,  is  called  the  front,  and  li  the 
b&ck  line.  For  this  reason  they  use  to  say  front  and  back  carriage-thread  series,  or  briefly  front  and  back 
carriage-threads,  instead  of  bobbin-thread  series,  etc. 

The  unwinding  of  the  threads  and  turning  motion  of  the  bobbins,  is  to  be  seen  by  Figs.  296,  297,  298, 
and  299. 

The  swinging  movement  of  the  carriages  on  their  circular  bolts  is  not  a  continual  one,  but  is  made  in 
short  regular  intervals.  The  pauses  occur  as  soon  as  the  carriage-Unes,  coming  from  the  one  or  the  other 
side,  have  passed  the  warp-threads  and  stand  completely  on  their  bolts.  Meanwhile  the  sliifting  of  the 
warp-threads  (not  being  hindered  now  by  the  carriages)  to  the  right  or  to  the  left  takes  place.  As  soon 
as  the  caiTiages  pass  the  warp-threads,  the  regular  twisting  and  crossing  is  accompUshed,  and  at  the 
same  time  tlie  mesh  of  net  completed. 
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The  swinging  moTsmait  o[  the  carriages  is  effected  in  the  following  manner.  See  Figs.  284,  288,  and 
289. 

£  and  £|  are  two  bars,  parallel  to  the  carriage-lines,  but  somewhat  longer,  and  their  oblique  side 
turned  towards  them. 

Both  bars  are,  with  their  ends,  placed  so  that  they  cannot  shift  their  places.  Figs.  284,  288,  and  289 
ehow  the  diflFerent  positions  which  they  occupy.  iTiey  are  close  above  the  comb,  seize  the  carriages, 
and  push  them  from  one  comb  to  the  other,  as  soon  as  put  in  a  swinging  motion. 

Tliis  motion  is  in  consequence  of  their  moveable  sockets  being  put  in  the  rifts  of  the  cradle-pieces  I,, 
which  are  moved  backwards  and  forwards  like  a  pendulum.  See  Figs.  284,  285,  286,  287,  340  to 
344. 

By  Figs.  284  and  289,  it  may  be  seen  that  these  pu*her-bar$  never  can  pass  the  centre,  but  stop  at 
some  distance  from  the  warp  before  they  make  their  retrograde  motion.  Thus  the  pushing  of  the  car- 
riages beyond  the  midst,  cannot  be  effected  by  them ;  this  must  be  done  by  the  drawer-bars,  or  the  blades 
of  the  locker,  (here  called  double-locker.)  These  are  marked  with  q,  and  the  locker-bar  on  which  they 
are  screwed,  with  p.  Fig.  294  gives  a  transverse  section  of  the  double  locker-blades.  The  locker-bais 
I)  are  placed  at  both  sides  of  the  warps  below  the  comb,  towards  the  bolts  of  the  carriages.  The  locker- 
olades  may  be  cast  either  each  separately,  or,  more  properly,  both  together,  and  then  fastened  to  the 
locker-bar  by  screws.  Their  material  is  brass,  but  the  bars  are  made  of  wrought-iron.  The  length  of 
the  combined  locker-blades  is  somewhat  exceeding  that  of  the  comb,  and  they  therefore  can  seize  a  whole 
carriage-line  at  the  pointed  ends  of  the  carriages  projecting  from  beneath  the  comb.  See  Figs.  284,  288, 
289,  296,  and  298.  By  a  slight  angular  movement  of  the  blades,  the  carriages,  pushed  to  them  by  the 
pusher-bars,  are  seized  at  their  feet,  and  drawn  across  the  midst  of  the  machine  through  the  warp-threads. 
The  movements  of  the  pusher-bars  and  lockers  are  thus  supporting  each  other,  and  by  this,  the  swinging 
of  the  carriages  is  completely  effected.  The  lockers  serve  at  the  same  time  to  keep  back  the  carriage- 
lines  during  the  above-mentioned  pauses,  thus  prevent  them  getting  into  the  centre,  and  bringing  the 
warp-threads  out  of  order  during  their  shifting.  The  periodic  angular  movement  of  the  locker  b  effected 
by  motive  power,  dented  bars  and  eccentric  disks  acting  upon  the  axis  of  the  locker-bara.  Figs.  284^ 
288,  and  289  will  more  distinctly  explain  the  operations  of  the  single  locker-bLndes. 

In  Fig.  284,  both  carriage-lines  stand  on  the  back  comb.  The  front  Made  of  the  back  locker  holds  the 
hind-feet  of  the  front  carriage-line,  and  thus  retains  also  the  back  carriage  line.  The  front  locker  is  com- 
pletely turned  over,  so  that  its  blades  by  no  means  liinder  the  carriages  from  sliding  on  the  front  comb. 
In  Fig.  285,  the  front  blade  of  the  front  locker  has  already  drawn  over  the  front  carriage-line,  and  keeps 
it  on  the  comb.  The  back  carriage-line  is  on  the  back  comb,  and  is  retained  there  by  a  blade  of  the 
back  locker. 

In  Fig.  286,  both  carriage-lines  are  on  the  front  comb,  and  the  back  line,  together  with  the  fhrnt  car- 
riage-line, is  retained  by  tha  back  locker-blade.  The  figures  also  show  the  cotinter-movement  of  both 
lockers,  the  necessity  of  the  removal  and  height  of  the  locker-blades,  etc  This  highly  ingenious  con- 
trivance is  invented  by  Mr.  Morley. 

The  chief  parts  of  the  machine,  their  movements  and  functions  in  general,  are  now  known,  and  it  \f  ill 
hereafter  not  be  diflacult  more  to  follow  the  movements,  operations,  and  connection.  But  first,  a  stand- 
point must  be  afforded,  from  which  the  whole  progress  of  the  machine  can  be  overlooked.  For  this  pur- 
pose, it  will  be  suitable  to  commence  with  the  moment  when  a  row  of  meshes  is  completed  and  seized 
by  the  point-bars,  and  at  the  same  time  to  notice  the  partictilars  adeeming  the  rotation  of  the  shafts, 
wheels,  and  disks. 

The  great  dented  wheel  V  (with  48  cogs)  at  the  principal  axis  "W,  makes  three  rotations  during  the  two 
movement-periods,  in  which  two  rows  of  meshes  are  completed.  It  is  the  same  with  the  two  dented 
wheels  «,  and  Sj. 

The  large  heart-shaped  disk  U,  and  the  two  small  locker-disks  i-i  and  v,  make  likewise  three  rotations 
in  this  time.  Each  rotation  of  these  disks  brings  about  four  interrupted  movements  of  the  pushing  and 
locker  bars.  Every  such  movement  causes  a  carriage-line  to  cross  a  comb.  Consequently,  for  completing 
one  row  of  meshes,  six  movements  of  carriage-lines  are  required. 

The  dented  wheels  <,  and  t^  (of  the  axis  t,)  which  are  tiuned  by  s,  and  i^  have  thrice  as  many  cogs  as 
the  latter  dented  wheels,  and,  for  this  reason,  they  make  only  one  rotation,  while  the  principal  axis  W 
makes  three.  It  is  the  same  with  the  shafts  t,  and  the  pushing-wheels  and  lifting-thumbs  connected 
with  them. 

The  notches  and  elevations  of  the  pushing  or  notched  wheels,  occupy  nearly  one-t\relfth  of  the  pe- 
riphery, if  taken  together. 

In  Figs.  345, 346, 347,  and  348,  their  mutual  position  with  reference  to  their  notches  and  elevations  is 
shown,  as  they  must  be  put  on  the  shafts.  This  position  corresponds  to  the  moment  which  is  represented 
in  the  figure  of  the  machines,  in  Figs.  284,  285,  286,  and  287.  The  disks  move  in  the  direction  of  the 
arrows. 

Tlie  pushing-points  of  the  levers  are  in  a  vertical  plane  going  through  the  axis  of  the  shafts  /.  Equally 
n^arkea  points  of  the  periphery  of  the  pushing  or  ratchet  wheels  are  during  the  movement  entering  this 
vertical  plane,  and  acting  upon  their  levers  simultaneously. 

The  ratchet  wheels  in  P'igs.  345  and  346,  are,  during  a  total  rotation  of  the  axis,  (or  during  the  com 
pletion  of  two  rows  of  meshes,)  pushing  the  front  comb  twice  to  the  right  and  twice  to  the  left ;  the 
notched  wheel  o,,  Fig.  347,  pushes  in  the  same  time  the  tmai  guide-bar,  and  with  it  the  front  half  of  the 
warp,  thrice  to  the  right  and  to  the  left,  and  the  notched  wheel  o»  Fig.  348,  does  the  same  with  the 
back  guide-bar  and  the  back  half  of  the  waip. 

The  shell-wheel  R,  of  the  front  point-bar  (represented  in  Fig.  287,  but  omitted  in  Figs.  288  and  289) 
has  a  position  entirely  opposed  to  that  of  R„  so  that  the  indenture  of  the  shell-wheel  R,  stasds  deepest 
while  that  of  R,  stands  highest    (See  Fig.  289.) 

The  points  9,  10,  and  11,  of  the  Ufting-thumb  Q^  (see  Figs.  288  and  289,)  are,  with  reference  to  the 
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eimoltaneoGs  pushing  of  the  ratchet-wheels,  corresponding  about  the  points  20.  ■22.  ani  12  -.  that  is  to 
say,  as  sooo  as  the  points  9,  10,  and  11  are  active,  the  points  20.  22,  and  12  follow  tiiis  :i:..vc-n.c-a:  ia 
goocesann.  On  tiie  other  hand,  the  edge  of  the  iodenture  in  the  sbell-'a-heel  R,  ccrrespoods  r&specuvelj 
trith  10  and  about  16,  its  eentre  vith  11  and  18,  and  its  opaoate  edfga  with  19.  The  oorrespoodng 
pdntB  of  Bi  are  respectir^f  10,  and  about  SS,  then  11, 12,  and  13. 

The  reJatiTe  poeniai  of  all  parts  bdng  thns  eatnetij  stated,  we  tsbalL  fiilknr  ibe  Tarioos  moTements 
frx»n  the  moment  when  a  row  tf  meshes  has  jtKt  been  completed,  and  the  pointB  are  fcHiag  or  catcfaii^ 
in  the  m^ahpS, 

fig.  289  shows  the  poeitiaos  of  most  of  the  diief  parts  in  this  morement;  and  there  we  see  -chat 
fidhiws: — 

Hie  bade  pointrliar  is  about  to  fidl  off  Both  eaniage^ines  are  on  the  front  eomh.  The  front  half  of 
the  warp  lamne^  its  OBoal  poMtion,  (that  is  to  aaj,  its  most  frequent  positian.)  Prant  12  on  o,  is  imder 
thepoint  of  the  krer  x,,  (see  F^.  286.) 

The  back  half  <tf  the  warp  has  just  now  shifted  frnn  the  1^  to  the  li^bt,  the  lever  Xx  haag  £dlen  <^ 
from  12  on<v 

The  morement  ensues.  The  back  pointrbarN  lifts  the  row  of  meshesL  Hie  bacircaiiiage4iae /i  goes 
ap  to  the  badk  oomh. 

After  the  dialts  t  and  W  have  made  respectirely  one-twelfth  and  a  quarter  (tf  rotatioa,  a  panse 
ett3ae3L 

The  point-bars  hare  lifted  np  their  rows  of  meehea  almost  entirefy. 

The  lack  caniageJine  is  on  the  bade  oomh.    All  carnages  hare  made  moomb-moremenL 

^[ne  front  half  of  the  warp  retains  its  nsnal  position,  (see  abore ;)  the  point  13  on  oi  is  advanced  imtil 
beneath  the  point  of  the  lever. 

Ilie  back  half  of  the  warp  has  shifted  from  the  r^^  to  the  kA;  (Ae  poshmg-leva'  z,  has  i^en  above 
thepmnmienoe  at  13  on o^) and aasomes its usoal positian, (see abova) 

The  first  movement  is  aooomjdished;  and  the  dinerent  parts  are  in  the  positaon  of  Fig.  288. 

The  second  moronent  b^ins.    The  pointrbars  are  at  rest 

"Hie  front  carriage-line  goes  iq>  to  the  back  comb,  where  the  bai^  cania^e-line  moves  higher  up. 

The  shafts  t  and  W  m&ke,  resneetivi^,  one-twdfth  and  a  quarter  of  rotatian,  and  a  panse  ensues. 

Bo&  caniage-lines  are  on  the  back  comb. 

The  front  ooinb  is  poshed  from  the  rig^t  to  the  left,  the  points  14oto  and  o^  being  advanced  to  be- 
neath the  points  of  the  levo^ 

The  front  half  of  the  warp  has  shifted  from  the  r^ht  to  the  left 

The  back  half  (rf' the  warp  retains  its  usual  position. 

The  point-bars  are  at  rest 

The  second  movonent  is  aeoani]dished. 

The  positions  ci  the  diflferait  parts  repreented  in  the  figures,,  (with  the  exception  of  I^&  288  asd 
89,)  are  oorrespondii^  to  this  moment. 

The  third  movement  b^insi 

The  front  carriage-line  /  returns  to  the  front  comb. 

Tbe  front  point-bar  begins  to  leave  its  row  of  meshes.  This  curve  from  9  to  10  of  tiie  liftii^-thnmb 
acts  upon  the  im  of  the  Cock. 

The  shafts  t  make  again  one-twelfth  of  their  rotation,  and  the  paose  ensnesL 

The  front  earriage-Ime  is  on  the  front  comb,  and  has  moved  from  the  left  to  the  tight  The  bade 
sarriage-line  is  on  the  bade  comh, 

The  front  half  of  the  warp  has  shifted  from  the  left  to  the  rigb^  and  is  in  its  i»ual  position,  as  is  the 
back  half  alsa 

The  front  point-bar  is  lifted  almost  entirety  out  <^  the  meshes. 

The  third  movement  is  aooomjdished. 

The  fourth  movement  beginsL 

llie  bade  carriage-line  goes  up  to  the  front  combi 

The  front  pdnt-bar  b  lifted  out 

The  shafts  t  make  their  fourth  twelfth  of  the  rotation,  and  the  pauBe  efKuea 

Both  caniage-lines  are  on  the  front  comb,  and  move  from  the  right  to  the  left 

The  front  and  back  parts  <rf^  the  warp  are  m  their  usual  position. 

The  front  point-bar  is  about  to  lower. 

"Hie  fourth  movonent  is  acoomjdidied. 

The  fifth  movement  begins. 

The  bade  carriage-line  returns  to  the  bade  comb. 

The  point-bar  lowerai  The  fifth  twelfth  of  the  rotation  of  tiie  dtiafis  t  is  mde^  and  the  ptuoe 
eosocB. 

The  bade  carriage-line  is  on  the  bade  cranlx 

The  front  carriage-line  is  on  the  front  oomb^  and  has  moved  from  the  left  to  the  r^t 

The  froi^  half  of  the  warp  is  in  its  csoal  positian,  ai^  the  bock  half  has  shifted  from  the  left  tn 
therig^t 

Hie  fifth  morement  is  accomplished. 

The  sixth  aMnrement  begii^ 

The  front  camageJine  goes  tip  to  the  badk  comb. 

The  front  pond)4bar  is  loweriqg;  and  ax-twelfths  or  one^half  of  rotatian  of  tiie  shafts  t  etsaea.  Bod: 
caniage-lines  are  on  the  back  comb.  TTie  interdiange  or  travcrsiiK  <rf  the  carriages  is  accomplished 
The  carnages  have  advanced  to  the  right  bv  one  station. 

Th-»  front  half  rf  the  warp  is  in  its  usual  position. 

The  back  half  of  the  warp  has  diified  from  the  right  to  the  left 
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The  front  point-bar  has  lowered  It  ia  now  exactly  in  the  same  position  as  the  back  point-bar  wan 
m  the  beginning  of  tlie  first  movement,  (see  Fig.  289,)  and  is  nearly  about  to  fall  ofE 

Tlie  sixth  movement  is  accomplished,  and  therewith  a  row  of  meshes  completed. 

These  six  movements  constitute  the  first  period  of  operationj. 

Tlie  next,  or  second  period,  comprises  almost  the  same  movements,  with  the  exception  of  the  comb- 
shiftings,  as  will  be  perceived  by  the  following  explanation : — 

The  seventh  movement  begins. 

The  front  carriage-hne  goes  up  to  the  front  comb. 

The  front  point-bar  falls  ofl^  and  lifts  the  seized  row  of  meshes. 

The  shafts  t  make  the  seventh  twelfth  of  their  rotatioa 

The  front  carriage-line  is  on  the  front  comb,  and  the  back  one  on  the  back  comb. 

The  front  half  of  the  warp  has  shifted  from  the  right  to  the  left ;  the  back  half  is  in  its  usual 
position. 

The  front  point-bar  is  lifted  almost  entirely. 

Tlie  seventh  movement  is  accomplished. 

The  eiglith  movement  begins. 

The  back  carriage-line  comes  up  to  the  front  comb. 

The  front  point-bar  is  lifted. 

The  shafts  t  make  the  eighth  twelfth  of  their  rotation. 

Both  carriages  are  on  the  front  comb. 

The  front  lialf  of  the  warp  having  shifted  from  the  left  to  the  right,  assumes  iie  usual  position. 

Tlie  back  half  of  the  warp  retains  its  usual  position. 

Both  point-bars  are  at  rest. 

The  eighth  movement  is  accomplished. 

The  ninth  movement  begins. 

The  back  carriage-line  goes  up  to  the  back  comb. 

The  back  point-bar  begins  to  leave  the  meshes,  and  nine-twelfths  of  rotation  of  the  shafts  t  ar« 
made. 

The  back  carriage-line  is  on  the  back  comb,  and  the  fi'ont  line  on  the  front  comb. 

The  front  half  of  the  warp  is  in  its  usual  position.  , 

The  back  half  of  the  warp  shifts  from  the  left  to  the  right. 

The  back  point-bar  has  nearly  left  the  meshes. 

The  ninth  movement  is  accomplished. 

The  tenth  movement  begins. 

Tlie  front  carriage-line  goes  up  to  the  back  comb. 

The  back  point-bar  is  entirely  taken  out. 

The  tenth  twelfth  of  rotation  of  the  shafts  t  ensues. 

Both  carriage-lines  are  on  the  back  comb. 

The  front  half  of  the  warp  sliifts  from  the  right  to  the  left,  and  the  back  half  shifts  from  the  left  to 
the  right. 

The  back  point-bar  is  about  to  lower. 

The  tenth  movement  is  accomplished. 

The  eleventh  movement  begins. 

The  front  carriage-line  returns  to  the  front  comb. 

The  back  point-bar  lowers,  and  the  eleventh  twelfth  of  rotation  of  the  shafts  t  ensues. 

The  front  carriage-lme  is  on  the  front  comb,  and  the  back  line  on  the  back  comb. 

The  front  half  of  the  warp  shifts  from  the  left  to  the  right,  and  the  back  half  retains  its  usual 
position. 

Tlie  back  point-bar  is  near  its  deepest  standing. 

The  eleventh  movement  is  accomplished. 

The  twelfth  movement  begins. 

The  back  carriage-line  goes  up  to  the  front  comb. 

The  back  point-bar  attains  its  deepest  standing.  Tlie  last  twelfth  or  a  total  rotation  of  the  shafts  t 
is  accomplished. 

Both  carriage-lines  are  on  the  front  comb. 

The  front  half  of  the  warp  is  in  its  usual  position,  and  the  back  half  shifts  from  the  left  to  the  right. 

The  back  point-bar  is  in  its  deepest  standing,  and  about  to  fall  off. 

The  twelfth  movement  is  accomplished.  A  fresh  row  of  meshes  is  completed,  and  Is  forthwith  taken 
up  by  the  back  point-bar. 

With  the  twelfth  movement  the  second  period  of  operations  is  accomplished,  and  all  is  in  the  posi 
tion  of  Fig.  289.  Hereupon  the  same  circulation  of  movements  and  functions  of  the  different  parts 
begins,  and  so  on. 

The  following  table  will  serve  to  render  the  just-described  periods  of  movements  stiU  more  con- 
spicuous. The  superscriptions  of  the  columns  will  prove  to  be  sufficient  to  explain  tlie  signification  ol 
the  letters ;  and  it  may  only  be  remarked,  that  A  signifies  the  front  carriage-line,  and  B  the  back  car- 
riage-line. Each  column  contains  two  lines,  filled  either  with  points  or  letters,  thus  indicating  the  mutual 
position  of  the  concerning  threads  and  carriages  after  every  lateral  movement.  The  asterisks  ( * )  in 
the  column  superscribed  "  Front  comb,"  serve  to  direct  the  attention  on  the  shifting  of  the  comb. 
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Ill 


Table  ofilie  Periods  of  Movements. 
First  Period  of  Movements 


Movements. 


Front  comb, 


Front  half 
of  the 
warp. 


Back  half 
of  the 
warp. 


Back  comb. 


Movement  of  the  point-bar. 


End  of  the  12th  or  beginning 
of  the  1st 

End  of  the  1st  or  beginning 
of  the  2d 

End  of  the  2d  or  beginning 
of  the  3d 

End  of  the  3d  or  beginning 
of  the  4th 

End  of  the  4th  or  beginning 
of  the  5th 

End  of  the  5  th  or  beginning 
of  the  6th 

End  of  the  6th  or  beginning 
of  the  "7  th 


A      B 


• 

-a. 

* 

* 

• 

• 

, 

, 

* 

*A 

*A 

*B 

*    *A 


B 

A      B 

B 

B 

A      B 


The  back  point-bar  is  about  to 
fall  off. 

The  back  point-bar  has  taken  up 
the  row  of  meshes. 


Both  point-bai"s  at  rest. 

The  front  point-bar  i?  lifted  oi  v 
of  the  meshes. 

The  front  point-bar  is  about  to 
lower. 

The  front  point-bar  is  lowering 
deeper. 

The  front  point-bar  has  lowered 
deepest  and  is  about  to  fall  off. 


Second  Period  of  Movements. 


End  of  the  lih.  or  beginning 
of  the  8th 

End  of  the  8th  or  beginning 
of  the  9th 

End  of  the  9th  or  beginning 
of  the  10th 

End  of  the  10th  or  beginning 
of  the  11th 

End  of  the  1 1th  or  beginning 
of  the  12th 

End  of  the  12th  or  beginning 
of  the  1st 


• 

a 

b 

, 

A 

• 

m 

B 

^ 

b 

. 

A 

B 

a 

• 

• 

, 

, 

, 

, 

A 

a 

b 

B 

, 

a 

b 

• 

• 

• 

• 

A 

B 

. 

b 

• 

A 

a 

• 

B 

, 

• 

• 

, 

, 

A 

B 

a 

b 

. 

The  front  point-bar  has  lifted  the 
row  of  meshes. 


Both  point-bars  at  rest.      * 

The  back  point-bar  is  lifted  out 
of  the  meshes. 

Tlie  back  point-bar  is  about  to 
lower. 

The      back      point-bar     lowers 
deeper. 

The  back  point-bar  is  about  to 
faU  off. 


A  comparison  of  this  detailed  statement,  with  the  illustration  given  in  Fig.  360,  will  afford  a  still 
clearer  view  of  the  intertwisting  and  crossing  of  the  warp  and  weft  or  carriage-threads. 

In  Fig.  360  the  warp-threads  are  marked  with  /.  They  proceed  downwards  in  serpentine  lines,  and 
receive  their  contorsion  from  the  tension  of  the  weft-threads  twisted  obliquely  round  them  alternately 
to  the  right  and  the  left  hand.  Before  this  union,  and  beneath  the  point-bars,  the  warp-threads  are 
tentered  vertically.  So  that  the  front  half  of  the  warp  may  be  better  distinguished  from  the  back  half, 
the  threads  of  the  former  are  hatched. 

The  front  carriage-threads  are  marked  with  k,  and  the  back  threads  with  ki.  The  figure  shows  tlie 
texture  on  a  very  large  scale.  The  web  consists  of  nine  warp  and  nine  weft  tlu:eads.  Five  threads 
belong  to  the  back  half  of  the  warp,  and  four  tlu-eads  to  the  front  half 

Each  (horizontally  directed)  row  of  meshes  contains  fom-  holes  or  meshes. 

The  hatched  circles  within  the  meshes  represent  the  points  of  the  two  point-bars,  and  are  marked 
with  M  and  N. 

Description  of  an  eight-quarters  stripe  machine. — Machines  of  this  kind  furnish  bobbinet  stripes  or 
quillings,  forming  one  broad  piece  during  the  fabrication,  but  which  afterwards  are  separated  from 
each  other. 

As  these  quillings  or  edgings,  for  the  sake  of  beauty  and  solidity,  must  be,  as  it  were,  without  a  seam, 
this  manufacturing  requires  a  particular  contrivance  in  the  bobbinet  machines. 

The  above-described  double-loclcer  machine  may  easily  be  arranged  for  manufacturing  quillings ;  and 
the  most  practical  and  suitable  contrivances  for  this  purpose  are  those  invented  by  Mr.  Croft. 

In  Fig.  369  are  represented  two  stripes  of  equal  breadth,  and  united  in  such  manner  as  they  appear 
in  the  whole  piece  on  the  lace-beam.    The  borders  or  selvages  are  hatched  <md  marked  with  f  and  /«, 


112  BOBBINET  MACHINERY. 


The  connecting  tliread,  running  in  zigzag  from  one  mesh  to  the  other,  is  .marked  with  ks,  and  the  othei 
warp  and  carriage  threads  respectively  with /and  kki. 

Each  stripe  being  a  plain  narrow  lace  in  itself,  and  the  carriage-threads  proceeding  in  their  slanting 
directions,  separately  in  the  one  and  in  the  other,  of  course  a  contrivance  is  required  in  order  that  the 
carriages  may  turn  back  at  the  two  inner  selvages  as  well  as  at  the  two  outer  ones.  This  and  all 
other  required  arrangements  are  illustrated  by  Figs.  861  to  394. 

Fig.  378  represents  a  double-locker  stripe  machine  in  transverse  section,  in  which  latter  Figs.  385,  386, 
387,  388,  and  389,  are  also  given.    The  most  essential  parts  of  the  machine  are  to  be  seen  in  Fig.  378. 

Beginning  from  below,  there  will  be  perceived  two  warp-beams,  G  and  G3.  Roimd  the  larger  one  is 
wound  the  warp  for  the  plain  texture,  and  round  the  other  are  twisted  the  commonly  somewhat  stronger 
selvages  /$  and  /<.  In  case  the  latter  should  be  of  equal  thickness  as  the  other  warp-threads,  one 
beam  would  be  sufficient 

The  warp-threads  are  to  be  drawn  through  the  kind  of  reed  F,  and  thence  through  the  series  of  guides 
c  and  d,  which  are  fastened  to  tlie  guide-bars  a  and  b. 

The  selvage-tlireads  are  only  laid  over  the  wooden  framing-staves  of  the  reed  F,  (see  Fig.  378,)  and 
then  (on  account  of  their  peculiar  lateral  movement)  drawn  tLo-ough  particular  iron  or  brass  ears,  (one  of 
which  is  represented  by  Figs.  391  and  392,)  called  selvage-gtides,  which  are  fastened  to  the  guide-bars 
^3  and  64.  The  selvage  guide-bars  are  provided  with  similar  sockets,  supports,  adjusting  screws,  levers, 
and  springs,  as  a  and  b. 

The  warp  is  not  divided  into  two  equal  parts  as  in  the  machine  described  above,  but  is  drawn  through 
the  front  and  back  guides  c  and  d  unequally  divided,  and  this  in  such  a  manner,  that  in  the  front  warp- 
half  one,  and  in  back  half  two,  warp-threads  are  omitted  at  every  border  of  the  stripe.  The  con"e- 
sponding  guides,  in  the  series  of  guides,  are  broken  off  as  superfluous. 

The  selvage-threads,  on  the  other  hand,  are  equally  divided,  drawn  through  the  series  of  guides  Cj  and 
(Z3,  yet  those  marked  with  fs  (see  Fig.  369)  exclusively  through  the  front,  and  those  marked  with/ 
through  the  back  series. 

Between  the  combs  L  and  Li  all  warp  and  selvage  threads  are  drawn  up  in  two  rows,  and  led  to  the 
points  n  of  the  point-bars  M  and  N,  beneath  which  the  texture  is  formed,  after  which  it  proceeds  to  the 
lace-beam. 

Tlie  comb  and  the  lockers,  and  locker-bars  p  and  q,  are  set  up  in  the  usual  manner. 

The  carriages  are  likewise  put  in  with  two  lines,  odd  carriage,  etc.,  as  has  been  described  above. 
Yet  in  the  back  line,  right  opposite  to  the  selvage-threads,  there  are  also  the  turn-again  and  whipping 
carriages,  briefly  called  whipper-carriagcs,  with  the  thick  and  strong  connecting  threads  k^ ,  (see  Fig. 
309.)  The  whipper-carriages  make  upon  the  whole  the  same  movements  as  the  other  carnages,  with 
the  only  difference  that  they  do  not  shift  their  places,  but  are  running  to  and  fro  in  the  same  bolts. 
During  the  sliifting,  they  remain  in  the  back  comb,  while  the  other  carriages  change  their  places  in 
each  st:fipe-section. 

Before  their  peculiar  movement,  (illustrated  by  the  figures  from  378  to  382,)  during  the  shifting,  can 
De  explained,  some  parts  and  contrivances  connected  with  it  must  be  viewed. 

Close  beneath  the  locker-bars^  are  parallel  with  them  the  so-called^?cA:er-6ars,  to  which  \he  pickers 
Pa  are  fastened  by  screws.  The  picker-bars  have  exactly  such  sockets  aud  supports  as  the  locker-bars 
At  the  one  end  is  fixed  a  short  arm  e^,  moved  by  the  drawer-bar  e-,  by  which  the  picker-bar,  with  the 
pickers,  can  be  put  in  a  slight  angular  movement. 

The  pickers,  made  of  stiff  hammered  iron  or  brass,  Figs.  392  and  393,  are  performing  here  the  func- 
tions of  the  locker  blades  in  the  above -described  macliine,  as  they,  like  them,  seize  the  heels  or  catches 
of  the  carriages  and  push  the  latter  onward,  or  respectively  set  them  in  their  places.  They,  more- 
over, serve  to  regulate  the  movements  of  the  whipper-carriages,  and  are  to  be  advanced  as  far  as 
f)ossible  towards  the  midst,  yet  in  such  manner  that  they  may  not  impede  the  series  of  guides  in  their 
ateral  movements. 

To  retain  the  whipper-carriages  on  the  back  bolt-bar,  the  back  pusher-bar  Ei  must  be  placed  by  a 
particular  contrivance,  which  is  illustrated  by  Figs.  378  and  381,  and  especially  by  Figs.  385  and  389. 

The  pusher-bar  E 1 ,  made  of  strong  iron  or  spring  steel  plates,  is  at  its  long  outsides  strengthened  by 
a  rib  of  wrought-iron  and  provided  with  a  pivot,  by  means  of  which  tlie  bar  is  placed  in  the  sockets  oi 
the  cradle-pieces  Ii  in  Figs.  284,  285,  286,  etc.  The  bar  has  narrow  but  deep  notches,  intended  to  receive 
the  whipper-carriages  while  the  other  carriages  are  shifting  their  places ;  but  as  soon  as  tliis  shifting  is 
accomplished,  the  whipper-carriages  are  let  out,  and  the  notches  are  closed  by  the  covers  di ,  which  are 
fixed  to  the  guide-bar  g^,  and  represented  in  Figs.  388  and  889.  The  covers  are  made  of  thin  iron 
plate.  The  guide-bar  g^  is,  by  means  of  iron  pieces  Cg,  fixed  to  the  above-mentioned  rib  in  such  manner 
that  it  is  easily  to  be  moved  sidewise,  and  keeps  the  covers  close  upon  tlie  notches.  The  bar  is  con- 
stantly attracted  or  drawn  by  a  small  but  suiHciently  strong  spiral  sprbg,  fixed  with  its  end  to  the 
pusher-bar  Ei.  The  iron  pieces  ^3,  and  the  shts  of  the  guide-bar  g^,  are  squared  thus,  that  the  covere 
are  exactly  upon  the  notches  as  long  as  the  spring  is  acting.    Fig.  385  represents  tliis  movement. 

The  uncovering  of  the  notches  is  effected  by  a  lateral  movement  of  the  guide-bar  ^s  to  the  right,  and 
this  movement  is  brought  on  by  the  action  of  a  lever  on  the  pivot  or  tenon  ^4  at  the  bar. 

Figs.  390  (giving  a  side  view)  and  391  (horizontal  section  close  above  the  comb)  serve  to  illustrate 
this  movement.  K  is  the  front  bolt,  which,  in  the  moment  of  the  shifting,  moves  from  the  right  to  the 
left  with  the  comb  L.  At  its  lower  edge  is  applied  the  trigger  Ih  which  grasps  the  short  one  of  the 
two  arms  of  the  lever  Fj.  Tlie  turmng  takes  place  on  the  pivot  S3  fixed  at  a  suitable  place  in  the  frame. 
The  long  lever-arm,  bent  exactly  in  conformity  with  the  curve  of  the  comb,  and  placed  in  such  manner 
that  it  is  tight  beneath  the  bar  E„  lies  close  to  the  left  side  of  the  tenon  a^ 

Thus  as  soon  as  the  bolt-bar  K  is  moving  to  the  left,  the  long  arm  of  the  lever  F,,  moving  to  the 
right,  presses  against  the  tenon  Oj,  overcomes  the  power  of  the  spiral  spring,  pushes  the  guide-bar  g^  to 
the  right,  and  opens  the  notches  of  the  pusher-bar. 
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llie  notcliea  must  be  kept  open  until  the  sliifting  is  accomplished.  But  the  bolt-bar  turning  again 
from  tlie  left  to  the  right,  after  the  first  quarter  of  the  shifting  movement,  and,  consequently,  the  long 
arm  of  the  lever  Fj  making  the  inverse  movement,  the  covers  Vould  close  the  notches  again  and  bring 
about  confusion,  if  there  had  not  been  made  a  contrivance  for  preventing  it.  The  clxief  instrument  of 
this  contrivance  is  the  parrying-ledge  hi,  screwed  on  the  back  bolt-bar.  Its  position  relative  to  the 
lever  F3  and  the  tenon  «<  is  shown  by  the  Figs.  390  and  391.  The  tenon  a,  leans  against  the  paiTying- 
ledge  as  soon  as  it  is  pressed  by  the  lever  Fj,  and  does  not  give  way  until  the  shifting  is  accomphshed. 
The  positions  of  the  tenon  a^,  marked  with  dotted  points  in  Figs.  890  and  391,  will  sufficiently  illustrate 
tliis  statement. 

We  shall  now  take  a  view  of  the  peculiar  movements  of  the  whipper-carriages  in  the  moment  of  the 
shifting. 

Fig.  STS  represents  the  concurring  parts  in  the  movement  when  the  shifting  of  the  front  comb  begins. 
Botli  caniage-lines  are  on  the  back  comb. 

In  the  next  movement  the  comb  makes  its  lateral  movement ;  the  lever  F3  acts  upon  at,  and  the 
notches  of  the  pusher-bar  Ei  are  opened.  Simultaneously  the  back  pickers  are,  by  the  angular  move- 
ment of  the  picker-bars,  moved  upwards.  They  now  seize  the  shifted  carriages  at  their  heels  or  catches 
and  push  them  onward,  see  Fig.  379,  while  the  other  carnages  remain  at  their  places,  and  the  whipper- 
carriages  (marked  with  k^  pass  into  the  notches  of  tlie  pusher-bar  Ej. 

Now  the  movement  of  the  pusher-bar  and  locker  begins ;  Ej  pushing  onward  those  carriages,  which 
are  not  retained  by  the  pickers,  and  the  back  locker  lowering.  As  soon  as  the  outer  locker-blade  is 
within  the  back  heels  of  the  retained  carriages,  the  pickers  move  downwards,  tlie  just-mentioned 
carriages  are  seized  by  the  outer  blade  of  the  back  locker,  and  the  carriage-movement  ensues  in  the 
usual  mamier.  The  front  locker  draws  the  cari'iages,  pushed  to  it  by  the  pusher-bar  E,,  up  to  the  front 
comb,  Avhere,  opposite  to  each  whipper-carriage,  one  common  carriage  is  lacking,  (which  may  appear  a 
matter  of  course  by  the  above  given  statement,)  and  is  instead  of  this  in  the  back  Une  of  it.  The  back 
carriage-line  on  the  back  comb  is  complete,  and  has  beliind  itself  the  hue  of  the  whipper-carriages  which 
had  been  retained  in  the  notches  of  tlie  pusher-bar  E,.     (See  Fig.  380.) 

The  comb  moves  back ;  the  carriage-movement  ensues ;  the  back  pusher-bar  causes  all  carriages, 
without  any  exception,  to  move  onward ;  the  back  locker  falls  off  and  the  front  locker  seizes  the 
carriages  presented  to  it  and  draws  tliem  up  to  the  front  comb.  But  just  before  the  front  locker  seizes 
the  heels  of  tlie  carnages,  the  back  pickers  move  upwards  again,  and  consequently  retain  the  wliipper- 
carriages  on  the  back  comb.  Me.anwliile  the  other  carriages  have  been  drawn  up  to  the  front  comb, 
where  now  two  hues  are,  of  which  the  inner  one  is  complete,  while  in  the  outer  one  as  many  carriages 
are  lacking  as  there  are  whipper-carriages  on  the  opposite  side.  The  position  of  the  concurring  parts  in 
this  movement  is  represented  by  Fig.  381. 

Tlie  back  pickers  are  thus,  in  this  period  of  movements,  performing  the  function  of  the  back  locker, 
which  (as  is  shown  by  Fig.  381)  has  completely  turned  round,  and  cannot,  for  this  reason,  retain  the 
whipper-carriages. 

As  soon  as  now  the  front  comb  has  moved  again  from  the  right  to  the  left,  the  front  pickers  spring  up, 
and,  seizing  the  (not  in  pairs)  standing  carriages  on  the  front  comb  at  their  heels,  press  them  upwards 
until  their  back  heels  or  catches  are  beyond  the  outer  blade  of  the  front  locker.  (See  Fig.  382.)  The 
back  pickers  remain  in  their  position  represented  by  Fig.  381.  Then  the  usual  carriage-movement 
begins,  and  before  the  front  comb  moves  from  the  left  to  the  right,  the  front  as  well  as  the  back  pickers 
fall  off.  The  comb-shifting  ensues,  and  now  both  carriage-lines  on  the  front  and  on  the  back  comb  are 
complete.  The  interchange  or  traversing  of  the  carriages  throughout  the  whole  width  of  each  texture- 
stripe  has  occurred,  and  the  movement  of  the  carriages  of  the  complete  lines  continues  in  the  usual 
manner  until  the  shifting  takes  place  anew. 

This  shifting,  i.  e.,  the  interchange  or  traversing  of  the  carriages  in  the  texture-stripes,  is  indeed  not 
easUy  to  be  understood ;  however,  the  following  statement  will  prove  adapted  to  render  the  matter 
pretty  clear. 

The  common  carriages  are  marked  with  a,  b,  c,  d,  e,  f,  g,  h,  k,  and  the  whipper-carriages  with  ki ; 
their  number  is  in  conformity  to  the  pattern  in  Fig.  369.  The  position  of  the  carriages  and  combs  is, 
according  to  Fig.  3*78,  the  following: 


First  Position 

after  the  first  shifting  of 

the  front  comb. 

Commencement. 


a     b     c     d     ki       a     b      c     d     kt     .      .      .  )  ,     ,  , 

,      ,  .  1      T.  J.  c  back  comb. 

k     h    g     f     e        k     h     g     f     e      .      .       .  ) 


(.  front  comb. 


Tlie  big  points  represent  the  concurring  places  for  the  carriages.  As  soon  as  the  carriages  are  on 
the  front  comb,  their  position  is  the  following: 

....      7^3       .      ,      .      .  h    . 

a      b      c     d     e        a      b      c     d  e      .      . 


First  Position. 
End 


back  comb. 


L 


k     h     g     f     .        k     h     g    f 


\ 


front  comb. 
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After  the  comb's  lateral  movement  to  the  rights  the  carriages  stand  thus : 


Second  Position. 
Beginning. 


abode       a     b     c      d     e 


k     h     g     f       ,      k     h     g    f 


:  :  ■} 


back  comh 


|. 


front  comb. 


Tins  ixfiition  corresponds  to  Fig.  380 ;  yet  as  soon  as  the  back  carriage-lines  have  passed  the  front 
comb,  the  position  is  the  following : 

'j-  back  comb. 


Second  Position. 
End. 


•         •         •         •        ^'3         •         •         •         •       Z-'s 


abode       abode 
.      k     h     g     f       ,      k     Ti     g     f 


The  comb  moves  to  the  left,  and  now  the  carriages  stand  thus : 

•     •    •     •    ^'3     •    •     •     •    A^s   • 


Third  Position. 

inning. 


t  front  comb, 
ibai 


•  back  comb. 


a     b     0     d     e     a       bode 
I.      k     h     g     f     ,        k     h     g     f 


front  comb. 


Tliis  position  corresponds  to  Fig.  381.   The  carriages  move  up  to  the  back  comb,  and  their  position  u 
now  the  following : 


Third  Position, 

End. 


b      e     d     e     kz 

b     c     d     e     ki     . 

a     k     h     g    f     a 

k     h     g    f 

:  :} 


back  comb 


•  y  front  comb. 


The  comb  moves  back,  and  the  shifting  of  the  carriages  is  now  accomplished ;   for  the  position  is 
thus: 


6     e 


ki    b       0     d     e     ks 


:  ;  :l 


back  comb. 


Fourth  Position. 


a     k     h    g    f     a       k     h     g    f 
(fee,  &c.,  (fee. 


\- 


front  comb. 


This  statement  shows  at  the  same  time  clearly,  that  all  carriages,  as  for  instance,  e  in  the  first  poa- 
tion,  or  as  after  the  shifting/ in  the  fourth  position,  wliich  are  with  the  whipper-carriages  in  one  and 
the  same  bolt,  are  doing  the  business  of  whipper-carriages. 

At  the  ends  of  the  carriage-lines  no  whipper-carriages  nor  pickers  are  required,  because  the  hold- 
fast contrivance,  applied  here,  together  with  the  notches  of  the  lockers,  supply  the  action  of  tho 
pickers. 

The  above  explained  interchange  or  traversing  of  the  carriages  is  rendered  necessary  by  tlio  men- 
tioned order  of  the  warp-threads,  and  that  the  stripes  of  the  texture  may  be  provided  with  seams. 

In  manufacturing  plam  broad  pieces,  the  front  half  of  the  warp  containing  one  tliread  less  than  the 
back  half,  there  must  be  in  a  pattern  like  that  of  Fig.  369,  four  front  and  five  back  warp-threads  in 
each  stripe.  Further,  the  borders  or  selvages  of  plain  broad  pieces  being  made  of  the  end 
threads  of  the  back  warp-threads,  consequently  the  seam-threads  of  the  stripes  must  lUcewise  be 
contained  in  the  back  half  of  the  warp.  But  as  here,  on  account  of  the  connecting  thread,  (running  in 
Zigzag,)  the  left  seam-thread  of  a  stripe  must  alternately  pass  over  two  bolts,  these  threads  are  to  be 
drawn  through  particular  guides  adapted  for  this  movement. 


BOBBINET  MACHINERY,  115 


Tlie  lateral  movenaents  of  the  guide-bars  are  in  the  usual  manner  prepared  by  ratchet-wheels,  levers 
and  angular  pieces,  or  swing-bars.  But  for  effecting  the  just-mentioned  movement  for  the  particular 
guiding  of  the  seam-threads,  tlie  stripe-machine  must  be  provided  with  two  ratchet-wheels  more, 
wliich  are  fastened  at  the  axis  t,  to  the  right  of  the  machine.  Besides  these,  there  are  required  two 
other  ratchet-wheels  for  tlie  movement  of  tlie  pickers,  wliich  are  fastened  at  the  same  axis  witliin  the 
dented  wheels  ^i  and  t^  (See  Fig.  286.)  Sometimes  the  last-named  wheels  are  arranged  for  tliis  pur- 
pose in  the  manner  illustrated  by  s^  in  Fig.  390. 

The  figures  from  370  to  377  represent  all  ratchet-wheel^  of  the  double-locker  stripe-machine.  The 
dii'ections  of  the  arrows  indicate  those  of  the  movements.  The  various  acting  points  in  the  twelvo 
different  movements  of  the  concurring  parts  are  marked  with  ciphers.  Equal  marked  points  ai'e  simul 
taneously  acting.     Point  1  corresponds  to  the  acting  point  mdicated  by  Fig.  378. 

Fig.  370  represents  the  right  ratchet-wheel  for  the  lateral  movement  of  the  comb ;  Fig.  371  the  left 
one  of  this  description ;  Fig.  372  the  front  ratchet-wheel  for  the  warp-tlu'eads,  and  Fig.  374  the  back 
ratchet-wheel  for  the  same  purpose.  (These  four  wheels,  already  known  by  the  description  and  illus- 
trations of  the  broad  plain  bobbinet  machine,  are  delmeated  here  once  more,  in  order  to  facilitate  the 
view  vjf  the  whole.)  Fig.  373  represents  the  front  ratchet-wheel  for  the  seam-threads;  Fig.  375  the 
back  ratchet-wheel  for  the  same  purpose ;  Fig.  376  the  back  ratchet-wheel  for  the  pickers,  and  Fig.  37 T 
the  front  one  of  this  descriptioa 

Following  in  tlie  order  of  numbers  the  indeutments  of  the  ratchet-wheels,  it  becomes  apparent  that 
during  the  twelve  different  movements  of  the  two  principal  movement-periods,  (m  which  two  rows  of 
meshes  are  completed,)  the  shiftings  of  tlie  warp-tlireads  occur  simultaneously,  and  in  a  successive 
order.  Still  more  perspicuous  the  simultaneous  operations  of  the  ratchet-wheels  wUl  appear  by  sup- 
posing their  peripheries  to  be  stretched  out  uito  a  straight  line,  as  has  been  done  in  the  following  sketch. 

By  the  lateral  sliiftings  of  the  warp-threads,  and  by  the  interchange  or  traversing  of  the  carriages, 
the  formation  of  the  web  is  effected  ;^and  all^ie  intertwistings  and  decussations  of  the  threads  follow 
each  other  in  the  same  order,  as  has  been  sufficiently  explained  above.  The  connection  of  the  seam- 
threads  with  the  connecting  tliread  k^,  (Fig.  369,)  is  not  brought  on  by  perhaps  a  lateral  movement  of 
the  latter,  but  only  by  the  lateral  movements  of  the  seam-tlireads.  Thus  the  intertwisting  of  kz  and  / 
(in  the  midst  of  the  figure)  is  effected  by  a  single  sliifting  of  the  latter  towards  the  former  thread,  (ex' 
plained  by  Fig.  373,)  while  the  intertwisting  of  the  left  seam-thread /4  is  effected  by  its  double-shifting 
(See  Fig.  375.) 

The  positions  of  the  warp-threads  towards  each  other  and  towards  the  carriages  in  the  two  principal 
movement-periods,  are  exposed  in  the  following  statement.  In  this  a,  b,  c,  d,  e,f,  g,  h,  k  signify  the 
common  carriages,  ki  the  whipper-carriages ;  the  asterisks  (j|c)  signify  the  back  seam-threads;  the 
simple  crosses  (-{-)  the  front  seam-threads ;  the  large  points  (.)  the  common  front  and  back  warp- 
threads  ;  and  the  vertical  dashes  (  |  )  the  void  places  for  the  carriages.  The  statement  corresponds  to 
the  texture  of  Fig.  369. 


First  Movement.    Acting  point  12, 
d        ki        a         h         c        d        kj 
I  I  I  I  I  I 


[•  . . .  .back  comb. 

jje        .  .         .  .        :|c       back  seam- threads. 

,  .         .  .  back  warp-threads. 

.         .         .  ,-.  ,  front  warp-threads. 

-\-        .  .  .         .  4"  front  seam-threads. 


khgfekhgfe  ) 

I  i  I  I  I  I  I  I  I  i  ) 


.front  comb. 


Second  2fQvement.    Acting  point  1.    (Position  as  in  Fig,  378.) 

abcdkzabcdki  )         ,     ,         , 

,         T  ^  7         ,  ~  t-  •  • '  ,back  comb, 

khgfekhgfe  j 

;|e        .         .         .         ,        s|c        .         ,         ,         .        ^       back  seam-threads, 

•warp-threads, 


[ 


+        .         .         .         .        -f-  front  seam-thieads, 

I  I  I  I  I 


I  I  I 


[■  . . .  .front  comb, 


Third  Movement,    Acting  point  2. 

^3  I  11  I  ^-3 


a 


,  7  r  . . .  .back  comb, 

b  c        d  e               )                          ' 

i^:                 ,         .         .         ^        .  .         ,         .         sjc       back  seam-threads, 

[•.,.,  warp-threads, 

+        .          .  .         ,        -f                 front  seam-threads, 

\         k        h        g        f         \         k  h        g  f               I          ■■         v 

I         I          I         I          I          I          I  I          i  I                [---comb. 


M 

13* 

I' 
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Fourth  Movement.    Acting  point  3 
I         I         I         I  I  I  I  I  I  I 

I  I  I  I  ^-3  I  I  I  i  ^-3 


b  C 

a        k 
* 


I  I  I 


•              « 

+ 

:'.•*.;; 

b        c 

d 

e 

a        b         c        d         e        a 

I-     h 

1             1 

9 
1 

f 

1 

\        t^        1^       9       f        \ 

Fifth  Movement.    Acting  point  4. 
1          [          1          1          1          [ 

1        1 
b        c 

1 
d 

1 
e 

1          1          1          1          1          1 
kz        b        c         d        e         kz 

* 

•                 ■ 

' 

• 
• 

.         *         .          .          .          . 

.     +     ....+ 

h        g        f       a        k        h        fj        f 
I  i  I  I  I         I  I  I 

Sixth  Movement,.    Acting  point  5. 
d         e        kz        b        c         d        e         kz 
h        g        f       a        k        h        g        f 

*         ...         * 


+ 


I  I 


+ 


I  I  I  I 


.  .back  comb, 

.  .back  seam-threads, 

.  .waip-threads, 

. .  front  Beam-thread3, 

.  .front  comb, 

.  .back  comb, 

.  .back  seam-threads, 

.  .warp-thi-eads, 

.  .front  seam-threads, 

.  .front  comb, 

.  .back  comb. 

.  .back  seam-threads, 

.  .warp-threads. 

.  .front  seam-threads. 

.  .front  comb. 


I" 


Now  the  first  principal  movement-period  is  finished,  and  one  row  of  meshes  is  completed    TTm 
point-bars  take  up  the  completed  row. 


Seventh  Movement.    Acting  point  6. 

I  I  I  I  I         I  I  I  I 

c        d         e        kz        h        c         d        e         kz 


.back  comb. 

.back  seam-tlireadflt 


I  I  I 


+ 
9        f 


k 


+ 
9        f 


I  I         I  I 


].... 


front  comb. 


I  I  I 


Eighth  Movement.    Acting  point  *t 
I  I  I  I  I 


+ 


>•  . . .  .back  comb. 
)|(       back  seam-threada. 

[  . . .  .warp-threads, 
-f-       front  seam-threads. 

[  . . .  .front  comb. 


Ninth  Movement.    Acting  point  8. 


I  i  I 


+ 


>■  . . .  .back  comb. 
back  seam-threadsi 

J-  . . .  .warp-tlireads. 
+       front  seam-threada. 

{■ . . .  .front  comb. 
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Tenth  Movement.    Acting  point  9. 

b         c        d         e        ki        b        c         d        e         kz  )  i     ,  , 

^         7         T  /.  7         J  J.  r  •  •  •  .back  comb. 

a        k        h        g        f        a        k        h        g         f  ) 

ifi  ...3|c..  -Hi  hsick  seam-threads. 


.warp-threads. 
+        .  .         .        +  front  seam-tlireads. 


\ 


I  I  I  I  I  I  i  I  I  I 

I  I  I  I  I  I         I  I  I  1 

Eleventh  Movement.  Acting  point  10. 

I  I  I  I  i  I  I  I  I  I 


[ 


.front  comb. 


b         c 

d 

e 

ki       b        c         d 

e         ki 

4c 

* 

* 

•             < 

a        k 
1          1 

!       1 

h 

1 

I 

9 
1 

1. 

*/        a        ^•        A 
1          1          1          1 

Twelfth  Movement. 
1          III 

9        f 

Acting  point  11, 
1          1 

i       1 
* 

1 

1 

1          1          1          1 
* 
•         •         •         • 

9 

1          1 

tl           c 

d 

e 

+        .         .         . 
ki        b        c         d 

e         ki 

a        k 

h 

9 

f        a        k        h 

9        f 

j-  . . .  ,warp-thi-eads. 


back  cou  b. 

back  seam-tlireads. 


\ 


.front  seam-tlireads. 
.front  comb. 


>•  . . .  .back  comb. 

3|c back  seam-thi-eads. 

[■  . . .  .war2> threads. 

front  seam-threads. 

back  comb. 


[ 


Now  the  second  principal  movement-period  has  finished,  a  fresh  row  of  meshes  is  completed,  and  forth 
n  ith  taken  up  by  the  back  point-bar,  and  in  this  manner  the  cycle  of  movements  is  continuing. 

The  poiuts  of  the  point-bars  take  up  the  completed  meshes  in  the  usual  manner,  only  two  points  in 
the  midst  are  somewhat  bent  sidewise  to  give  room  for  the  connecting  thread.    (See  Fig.  394.) 

Tlie  breadth  of  the  stripes  is  commonly  fixed  in  conformity  with  numbers  wliich  coincide  with  the 
number  of  meshes  running  diagonally.  Thus,  for  instance,  the  stripes  in  Fig.  369  would  be  marked  with 
No.  8. 

Figured  bobbinet  (or  design  bobbinet)  is  manufactured  in  three  different  ways : — 

Tlie  common  plain  bobbinet  is  interwoven  with  embroidering  or  twistmg  threads.  This  inter- 
weaving can  be  done  at  single  spots,  as  well  as  in  continued  lines.  The  first  manner  produces  points 
or  spots  regulated  by  groups  and  figures  of  various  descriptions ;  and  the  second  manner  produces* orna- 
mental stripes  either  in  serpentine  lines,  or  in  zigzag,  or  otlierwise  arranged.  The  ornamental  or 
embroidering  threads  consist  usuaU  /  of  thick  or  colored  yam,  in  order  that  the  pattern  may  have  a 
better  relief 

Macliines  for  manufacturing  bobbinei  of  this  description,  are :  Sneath's  improved  single-locker  ma- 
chine ;  Hcathcoate's  patent  machine ;  Summer's  lever  machine ;  SeweU's  roller  macliine ;  Draper's  ma- 
chine, and  White's  improved  machine. — The  arrangements  of  these  machines  are  very  different,  and  it 
would  lead  us  too  far,  to  give  any  description  whatever  of  them  here.  Hcathcoate's  machine  is  connected 
with  a  so-called  tatting  machine,  by  which  the  interweaving  of  ornamental  tlireads  is  performed. 

The  simple  intertwisting  of  threads  in  the  plain  bobbinet  is  altered  in  such  manner,  that  at  certain 
points  of  the  web,  Larger  holes  or  meshes  are  made,  surrounded  by  common  smaller  ones.  Some  pat- 
terns of  this  description  are  called  grecian  net,  the  honey-comb  open  work,  and  the  roseau  tull. 

The  manufacturing  of  these  webs  requires,  of  course,  more  or  less  complicated  arrangements  in  the 
machinery.  Their  chief  peculiarity  is,  that  the  warp  is  to  be  divided  in  more  than  two  parts,  which  have 
tlieir  lateral  movements  independent  of  each  other.  Frequently  the  movement  of  the  carriages  is  in 
certain  movement-periods  somewhat  altered  too,  similar  to  the  case  of  the  stripe-machine,  whicli 
may  indeed  be  considered  as  producing  figm  ed  or  design  bobbinet,  if  the  zigzag  connection  be  regarded 
as  a  figure. 

The  arrangements  of  the  first  and  second  systems  are  combined,  by  which  we  obtain  patterns  with 
larger,  and  meshes  with  ornamental  threads.  Draper's  machine  is  partly  adapted  to  them.  Upon  the 
whole,  tlie  macliinery  is  very  complicated ;  and  for  this  reason,  almost  everywhere  the  lever  and  single- 
locker  systems  are  applied,  because  machines  of  this  description  can  be  more  conveniently  an-anged  and 
altered  than  double-locker  machines. 

BOILEUS,  for  the  generation  of  steam  for  engines,  may  be  divided  into  three  great  classes.  The 
and  or  etatioE.ary  boiler,  the  locomotive  boiler,  and  tljie  marine  boiler.     In  the  first  the  combustion  is 
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the  least  active,  in  the  second  excited  by  means  of  the  exhaust  or  artificial  draft.  In  the  first  the  prin- 
ciples of  combustion  and  proportion  of  parts  are  pretty  accurately  determined,  but  the  circumstance* 
under  which  the  marine  boiler  is  placed  and  the  conditions  it  is  required  to  fulfil  are  so  difibrent  that  as 
yet  no  one  form,  dimensions,  or  proportions  can  be  said  to  be  the  standard. 

Stationary  Boilers.  The  capacity  of  steam-boilers  should  at  least  equal  one  cubic  yard,  or  27  cubic  feet, 
for  each  horse-power,  being  a.  minimnm  space  of  13'5  cubic  feet  for  steam,  and  a  mammum  space  of  13-5 
cubic  feet  for  water.  In  cylindrical  boilers,  plain,  without  any  inside  flue,  and  set  upon  the  oven  plan — that 
is,  the  flame  and  smoke  passing  direct  from  the  bottom  of  the  boiler  to  the  chimney  without  any  return 
flue — the  maximum  length  in  feet  is  G  times  the  square  root  of  the  horse-power,  or,  if  with  a  wheel 
draught,  4  times  the  square  root  of  the  horse-power.  In  cylindrical  boilers  with  inside  flue  or  flues  passing 
ihrough  them,  and  with  split  draught,  3^  times.  If  flued,  and  with  inside  uptake  set  with  split  draught, 
Jhe  length  in  feet  should  be  from  3  to  Bj  times  the  square  root  of  the  horse-power ;  or,  if  with  wheel 
draught,  3  times. 

The  ash-pit  and  entrance  to  it  should  be  as  large  and  free  as  possible.  The  area  for  entrance  of  air 
to  ash-pit  never  less  than  \  the  area  of  grate ;  2  feet  6  inches  is  sufficiently  deep  for  ash-pit. 

The  fire-hars  inclining  downwards  1  inch  per  foot,  and  cast  as  thin  as  possible  consistent  with  neces- 
sary strength,  not  more  than  \  inch  thick,  and  with  |-  or  \  inch  spaces  between. 

The  furnace  should  have  3  cubic  feet  of  space  above  each  superficial  foot  of  fire-bar  surface. 

Flues. — To  determine  the  area  of  the  flue  and  chimney,  it  must  be  considered  that  150'35  cubic  feet 
of  air  are  required  for  tlie  combustion  of  1  lb.  of  coal.  Of  this  air  4464  feet  combine  with  the  gases 
ovolved  from  the  coal,  and  105 '71  feet  with  the  solid  portion  of  the  coal.  The  combination  of  the  air 
and  gases  increases  their  volume  1-lOth.  The  44-64  feet  thus  become  49|104  feet.  The  sum  of  105-35 
with  the  carbon  remains  the  same.  The  total  product  of  the  combustion  (without  considering  the  in 
crease  of  volume  resulting  from  raising  the  temperature)  of  1  lb.  of  coal,  is  therefore  105-71  -f-  49-104 
=  154-814  cubic  feet.  Assuming  the  tempersjkire  of  the  furnace  at  1000°  Fahr.,  at  which  aeriform 
bodies  are  expanded  to  about  three  times  their  original  bulk,  the  product  will  be  154-814  X  3  =  464*442 
feet.  Adopting  the  result  of  Dr.  Ure's  experiments,  viz.,  that  the  products  of  combustion  pass  off  at  a 
velocity  of  36  feet  per  second,  the  area  to  allow  this  quantity  to  pass  off  in  an  hour  will  be  "516  square 
inch.  In  a  furnace  in  which  13  lbs.  are  burnt  per  hour  on  each  square  foot  of  grate,  which  is,  according 
to  Mr.  Parkes,  the  average  consumption  throughout  England,  the  minimum  area  over  the  bridge,  or 
cf  the  flue  immediately  behind  the  furnace,  would  be  -516  X  13  =  6*709  square  inches.  In  practice, 
however,  as  a  large  surplus  of  air  is  always  admitted,  and  the  exactness  supposed  in  this  calculation 
cannot  be  secured,  it  is  found  advantageous  to  make  the  area  Square  inches  instead  of  -516.  This 
gives  26  square  inches  of  area  over  the  bridge  to  every  foot  of  grate  where  13  lbs.  of  coal  are  consumed 
per  hour  to  every  foot  of  grate.  As  the  temperature  and  bulk  become  gradually  reduced  in  proportion 
to  the  distance  from  the  fire,  the  area  of  the  flue  towards  the  chimney  may  be  narrowed ;  but  thia 
ihould  be  done  without  awkward  bends  or  sharp  angles. 

Proportion  of  heating  or  flue  surface  to  size  of  grate. — In  boilers  burning  13  lbs.  per  foot  per  hour, 
13  superficial  feet  of  heating  surface  to  each  foot  of  grate  is  a  good  proportion.  This  proportion  omits 
the  bottom  surface  of  flat  flues,  and  from  ^  to  ^  the  surface  in  circular  flues,  as  being  inoperative. 

Chimneys. — The  area  of  the  chimney  should  be  |  that  of  the  opening  over  the  bridge,  viz.,  1^  mch 
per  lb.  of  coal  consumed,  or  19J-  inches  for  each  foot  of  fire  surface  burning  13  lbs.  per  hour.  But  the 
whole  diminution  of  flue  should  be  made  gradually,  and  not  by  any  sudden  contraction.  A  common 
rule  is,  that  the  minimum  area  of  chimneys  24  to  30  yards  high,  is  4000  square  inches  for  each  20 
horse-power. 

Furnaces  and  Boilers. — From  a  careful  examination  of  some  of  the  best  constructed  boilers  and  furna- 
ces in  Manchester,  the  ratio  of  grate-bar  to  absorbing  surface  was  found  to  be  1 :  ll'l,  which,  taken 
from  fifteen  boilers  of  the  best  construction,  and  worked  with  considerable  skill,  gives  a  fair  average  of 
the  proportions  of  the  furnace  and  the  flue  surface  of  each.  On  comparing  the  above  with  the  boilers 
at  work  in  Cornwall,  it  will  be  found  that  their  relative  proportions  are  as  1  to  25  ;  and  while  6  lbs.  of 
good  coal  will  evaporate  in  the  Cornish  boiler  about  11^  lbs.  of  water,  the  utmost  that  the  best 
wagon-shaped  boiler  has  been  known  to  accomplish  is  8-7  lbs.  of  water  to  the  lb.  of  coal.  Hence  the 
advantage  of  a  small  furnace  and  large  flue  surface,  united,  however,  to  abundance  of  boiler  space,  in 
order  to  attain  a  maximum  eflfect  by  a  slow  and  progressive  rate  of  combustion. 

Taking  the  amount  of  flue  surface  in  a  boiler  exposed  to  the  passing  currents  of  heat  as  a  criterion 
of  its  economic  value,  we  shall  then  have  according  to  computation  a  summary  of  comparison  as  follows  ; 


Num- 
bers. 

Description  of  boiler. 

Cubic  con- 
tents in  feet. 

Area  of  heat- 
ed surface  in 
feet. 

Ratio  of  the  area 
of  heating  sur- 
face to  cubic  con- 
tents. 

1 
2 

3 

4 
5 

''      6 
7 

Old  hemispherical  boiler 

420 
1044 
894 
789 
579 
605 
57.S 

128 
320 
432 
225 

see 

567 

548 

1  :  3-28 
1  :  8-26 
1  :  206 
1  :  3-50 
1  :  1-65 
1  :  106 
1  :  1-01 

Common  wagon-boiler,  witliout  middle  flue 

Wagon-boiler  with  middle  flue 

Cylindrical  boiler,  with  middle  flue 

Cylindrical  boiler,  with  eight  10-inch  iron  tubes  . 

•  Armstrong  on  Steam-Boilers. 
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On  the  various  forms  of  stationary  boilers,  Fig.  395,  repre- 
sents the  wagon  toiler,  sometimes  called  the  caravan  or  oblong 
boiler.  This  boiler  succeeded  the  haystack  boiler,  but  it  is  not 
adapted  to  resist  the  pressure  of  high  steam  ;  but  up  to  5  I'eet 
diameter,  if  provided  with  one  or  two  or  three  longitudinal 
stays,  of  1|-  inch  square  from  end  to  end.  and  cross  stays  at 
every  two  feet  in  tlie  length,  it  may  be  safely  worked  up  to  10 
lbs,  per  square  inch,  and  the  evaporative  results  are  economi- 
cal. Their  length  is  commonly  from  16  to  24  feet.  They  are 
eeldom  used  in  this  country. 

Plain  cylindrical  boilers  set  in  brick  work,  are  in  very  com- 
mon use  for  stationary  engines,  and  especially  at  such  places 
as  it  is  inconvenient  to  get  workmen  to  make  repairs.  They 
are  usually  from  30  to  40  inches  in  diameter,  and  from  30  to 
40  feet  long.  The  grate  is  placed  at  one  end,  being  of  about 
the  width  of  the  boiler  and  from  3  to  5  feet  long.  The  chim- 
ney is  at  the  opposite  end.  At  the  end  of  the  grate  is  placed 
a  bridge,  as  it  is  termed,  which  forms  a  back  for  the  grate,  and 
being  bronght  within  a  few  inches  of  the  boiler,  brings  the 
flame  in  contact  with  its  under  surface. 

Cylindrical  boilers  are  often  set  in  connection  with  each  oth- 
er, side  by  side.  When  set  in  rows,  one  above  the  other,  or 
in  nesfs,  as  they  are  called,  the  upper  row  being  directly  above  the 
lower  one,  as  in  figs.  396,397,  or  better  over  the  spaces,  (there 
being  one  less  boiler  in  the  upper  than  in  the  lower  row,)  the 
evaporative  effects,  as  instanced  below,  are  excellent. 


I 


These  boilers,  which  have  now  been  in  use  by  the  Lowell  Manufacturing  Company  at  Lowell  for  two 
years,  were  constructed,  from  directions  by  Dr.  A.  A.  Hayes,  of  Boston,  by  Messrs.  Bancroft,  Nightin- 
gale &,  Co.,  of  Providence.  One  row  of  four  boilers  are  set  perpendicularly  above  another  row  of  the 
same  number,  the  fires  being  under  the  lower  tier.  The  boilers  are  plain  cylinders,  40  feet  long  and  33 
inches  diameter,  having  a  surface  exposed  to  the  fires  of  2,000  square  feet,  and  containing  about  1,200 
cubic  feet  of  water.  The  grates  are  in  two  heights  of  3  feet  2  inches  each,  with  a  width  of  12  J  feet, 
giving  a  fire  surfiwie  of  about  80  square  feet.  Each  grate  is  \\  inch  thick,  having  between  it  and  the 
next  one  a  space  of  a  quarter  of  an  inch  wide,  giving  the  whole  of  the  space  for  the  passage  of  the  air 
to  the  fires  equal  to  about  10  J  square  feet.  The  dampers  at  the  back  end  of  the  boilers  are  usually 
kept  open  about  four  inches,  giving  an  area  of  four  and  one -sixth  square  feet  for  the  exit  of  tiie  smoke. 
The  upper  and  lower  tiers  are  connected  by  thimbles  in  four  places  in  each  boiler  between  their  ends, 
while  at  the  ends  are  a  number  of  connections,  as  shown.  The  thimbles  are  of  cast-iron,  having  a  socket 
turned  in  its  upper  part,  into  which  a  tube  is  set,  reaching  to  within  eight  inches  of  the  top  of  the  upper 
boiler.  The  connections  at  the  ends  are  of  cast  composition  metal,  and  notwithstanding  their  number  no 
leakages  have  occurred.  A  steam  drum,  11  feet  long  and  33  inches  diameter,  is  connected  with  each  ol 
the  upper  boilers,  and  is  placed  above  them ;  from  this  drum  steam  is  taken  to  the  engines.  Accurate 
measurements  and  accounts  have  been  kept  of  the  amount  of  coal  used,  and  of  the  water  evaporated 
by  it,  which  show  that  for  the  last  year  together,  the  average  amount  of  water  evaporated  to  one  pound 
of  coal  consumed  was  9.66  lbs. 

The  amount  of  coal  consumed  under  each  nest  of  eight  boilers  per  day  is  about  2  J  tons,  and  by  com- 
paring the  weekly  averages  of  effect,  it  appears  that,  even  with  this  large  amount  of  boiler  compared 
to  the  fire  surface,  that  tlie  less  the  amount  of  coal  consumed  per  day  the  better  the  effect. 

For  example :  the  amount  of  coal  consumed  under  two  nests  of  these  boilers  during  the  week  ending 
Feb.  18th,  1848,  was  65  tons,  which  evaporated  8.72  lbs.  of  water  for  each  pound  of  coal  consumed,  and 
during  the  week  ending  July  14th,  184»,  21  tons  of  coal  only  were  burned,  and  10.44  lbs.  of  water  were 
evaporated  for  each  pound  of  coal  consumed.  The  best  result  from  a  week's  working  was  obtained  du- 
ring the  week  ending  May  Ith,  1849,  when  11.62  lbs.  of  water  were  evaporated  by  each  pound  of  coal 
consumed. 

The  steam  from  two  nests  of  these  boilers  is  used  at  a  pressure  of  65  lbs.  per  square  inch,  by  a 
double  high-pressure  engine  of  200-horse  power,  and  a  single  engine  of  40-liorse  power,  botli  of  wliich 
exliaust  into  pipes  under  a  pressuj-e  of  five  pounds  per  square  inch,  from  which  it  is  used  for  dying,  dry- 
ing, and  heatmg. 

Somewhat  similar  to  the  nest  boilers  are  the  elephant  and  retort  boilers.  The  former  consists  of  two 
imall  cylindrical  boilers  set  beneath  a  larger  one,  connected  by  legs  at  each  end,  hence  probably  tho 
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name :  the  upper  toiler  being  the  body,  and  the  connections  the  four  legs.  The  grate  is  placed  be- 
neath one  end,  and  the  fire  is  brought  in  contact  with  the  whole  surface  of  the  smaller  boilers,  passe* 
to  one  end,  and  returns  beneath  the  bottom  of  the  larger  boiler ;  the  legs  being  sufficiently  long  to  ad- 
mit a  division  or  arch  of  brick  between  the  upper  and  lower  boilers.  These  boilers  are  very  popular  in 
France  and  on  the  Continent,  but  have  been  used  here  in  few  instances.  A  good  proportion  for  one  of 
these  boilers  is  as  follows  : — length,  24  feet ;  upper  boiler  4  feet  diameter,  ends  egg  shaped  ;  the  lower 
tubes  2  feet  2  inches  diameter,  and  separated  from  each  other  about  3  inches;  water  legs  18  inches  di- 
ameter, and  fire  grate  5  feet  wide  by  6  feet  long.  The  ends  of  the  tubes  may  be  made  to  project  be- 
yond through  the  brick-work,  and  have  cast  iron  heads ;  but  the  ends  of  the  upper  boiler  are  usually 
in  the  flue.  At  the  "  India  Mill,"  in  Stockport,  England,  there  is  one  of  these  boilers  .35  feet  long  by 
6  feet  diameter  in  tlie  main  barrel ;  lower  tubes,  2  feet  3  inches  diameter;  water  legs,  16  inches  diam- 
eter and  2  feet  3  inches  high.  Two  of  them  are  capable  of  exerting  about  500  indicated  horse  power, 
consuming  about  3  lbs.  of  coal  per  horse  power  per  hour,  and  are  worked  under  a  pressure  of  G4  lbs. 
per  square  inch. 

The  Retort  boilers  consist  of  several  small  boilers  or  tubes,  say  from  16  to  20  inches  diameter,  ar- 
ranged in  rows  some  2  or  3  inches  apart,  the  spaces  being  filled  in  with  brick.  The  steam  spaces  of 
these  tubes  are  connected  by  legs  to  a  steam  drum  above  placed  crossways  of  the  tubes.  The  tubes  are 
short,  and  are  placed  crossways  of  the  grate,  and  the  flame  is  brought  in  contact  with  the  under  surface 
of  the  tubes  and  returned  over  the  top,  the  one  being  the  water  and  the  other  the  steam  space.  In  this 
way  the  steam  becomes  super-heated,  the  intention  of  the  boilers  being  for  the  generation  of  very  high 
steam,  as  high  as  250  lbs.  to  the  inch.  Retort  boilers  somewhat  similar  to  the  above  were  constructed 
by  Dr.  Alban  on  the  Continent,  of  smaller  tubes,  and  worked  with  much  higher  pressure. 

Flue  Boilers.  Flue  boilers  are  of  various  forms ;  the  simplest  are  cylindrical  boilers  with  single  or 
double  return  flues  passing  through  them.  In  some  the  fire  is  made  beneath  the  boiler  at  one  end,  the 
flame  passing  beneath  the  boiler  and  returning  through  flues  in  the  boiler  to  the  front  end,  where  the 
chimney  is  placed,,  or  making  one  return  through  one  flue  or  set  of  flues,  it  is  again  returned  by  another 
set  to  the  rear  to  the  chimney.  Still  in  another  the  boiler  is  made  cylindrical,  with  the  lower  half  cut 
away  at  one  end  for  the  reception  of  the  grate,  and  the  flame  passes  directly  through  the  flues,  and  re- 
turns by  one  side  of  the  boiler  and  back  by  the  other,  or  makes  but  one  return,  and  that  beneath  the 
boiler,  the  chimney  being  placed  at  the  front  end. 

Figs.    398,  399,   These  flues  may  be 
either  large  and  few,  or  more  numerous 
and  smaller;    the  latter  cImss  when  tubes 
_  are  used  are  called  locomotive  boilers,  al- 
though used  for  stationary  purposes.  The 
advantage  of  this  form  is,  that  the  hot- 
test part  of  the  flame  is  brought  in  con- 
tact with  the  top  of  the  water :  desirable 
J  whenever  the  top  of  the  fire-place  and 
flues  can  be   kept  covered   with  water 
Scale.— l-20th  in.  =  1  foot    with  certainty.     The  top  of  the  fire-box 
Transverse  Section.  being    a   flat    or   concave    surface,   it    is 

therefore  weak  unless  very  strongly  stayed. 
The  Cornish  Boiler,  similar  to  fig.  398,  is  a  cylindrical  boiler,  with  an  internal  flue  or  flues  passing 
through  the  boiler,  and  thence  being  returned  en  one  side  and  back  on  the  other ;  or  making  the  first 
return  at  the  sides,  is  brought  back  beneath  the  bottom  of  the  boiler.  The  diameter  of  the  Cornish 
boilers  is  usually  about  one-sixth  of  their  length,  a  common  proportion  is  from  36  to  40  feet  in  length, 
and  from  6  to  7  feet  in  diameter.  The  pressure  per  square  inch  is  from  15  to  35  lbs.  The  great  econ- 
omy of  the  Cornish  boiler  is  found  in  the  large  proportion  of  fire  in  the  slow  combustion,  in  the  great 
care  taken  in  firing  and  keeping  a  register  of  the  duty,  and  in  the  protection  of  the  boiler  from  radiation. 

Figs.  400,  401,  is  a 
form  of  boiler  prepar- 
ed and  patented  by 
Wm.  B.  Johnson.  The 
furnaces,  two  in  num- 
ber, are  placed,  one  at 
each  end  of  this  flue, 
and  the  gaseous  cur- 
rents therefrom  tra- 
verse— as  shown  by 
the  arrows-i-meeting 
and    mingling    w  i  t  h 

each  other  in  the  central  space  between  the  two  bridges.  There  the  gasses  are  well  mixed  and  ignited, 
prior  to  the  combined  current  passing  off  through  the  outside  bottom  flues.     Figs.  402,  and  403,  exhibit 

similar  sections  of  a 
tubular  boiler  with  a 
single  furnace.  The 
gases  here  pass  from 
the  furnace  into  the 
chamber  at  the  back 
of  the  bridge,  and 
thence  through  the 
flue  tubes  into  an  enc 


Scale.— l-20th  inch  =  1  foot. 
Longitudinal  Section. 
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smoke-box,     in   communication  with  the  chimrey  flue.     The  smoke-hox  has  an  end  door  for  cleaning, 
and  is  well  surrounded  with  water. 

Figs.  404,  405,  40G,  407,  represent  views  of  an  upright  tubular  boiler  well  adapted  in  some  situ- 
ations for  stationary  purposes. 

406.  40r. 

404.  405.  ■ 


.1.. dd.^.. 


Scciion  tlirough  Ashpit,  showing 
stsys  >f  bottom  water  space. 


Section  through  Tubes. 


33 


Scale. — l-8th  inch  =  1  foot.    No.  1. 
E"  =vation.  Perpendicular  Section 


7^e  Egg-Shaped  Boiler,  Figs.  408,  409.  This  boiler  is 
known  as  the  "  upright  egg-boiler,"  and  is  much  used  in 
Staffordshire,  from  the  circumstance  of  its  being  so  well 
adapted  to  being  worked  by  means  of  the  waste  heats 
of  the  puddling  furnaces.  It  is  not  easy  to  conceive  a 
form  of  boiler  more  suitable  for  such  an  arrangement, 
especially  where  high-pressure  steam  is  required. 

Two  of  these  boilers  at  Messrs.  Thorneycroft's  Shrubbery  Iron-Works,  each  about  9  feet  diameter 
and  18  high,  make  sufficient  steam  to  work  at  about  80  horse-power,  entirely  from  the  spare  heat  or 
heated  gases  and  smoke  proceeding  from  four  puddling  furnaces,  (two  to  each  boiler,)  which  heat  had 
previously  gone  wholly  to  waste. 

From  some  estimates  of  the  consumption  of  fuel  by  Messrs.  Thorneycroft's  engine,  (a  48  inch  cylin- 
der,) when  worked  by  boilers  of  the  ordinary  horizontal  construction,  there  is  every  reason  to  beheve 
that  a  considerable  gain  may  be  made  by  adopting  this  construction  of  boiler  generally,  for  ordinary 
stationary  or  manufacturing  purposes.  Its  great  economy  arises,  in  a  great  measure,  from  the  vertical 
inside  flue,  the  whole  of  the  interior  surface  of  which  may  be  considered  as  effective  in  generating 
steam,  in  place  of  the  upper  half  only  of  the  common  horizontal  flue.  And  this  beneficial  efficiency, 
^g  it  is  probable,  may  be  further  increased,  if  the 

lower  end  of  the  inside  flue  was  made  a  few 
inches  wider  than  the  top,  thus  giving  a  better 
position  for  the  generating  surface. 

a,  b,  c,  d,  in  the  plan  show  the  places, 
with  respect  to  the  inside  flues,  at  which  the 
hot  air  or  flame  is  discharged  from  the  pud- 


Rg.  410,  represents  a  longitudinal  section,  and  fig,  411,  a  front  view  of  a  single  return  drop  flue, 
such  as  is  used  to  drive  the  pumping  engines  at  the  Brooklyn  Dry  Dock.  The  boiler  itself  is  84  inches 
m  diameter ;  a  regular  fire-box  is  made  at  one  end,  and  the  smoke  and  flame  pass  through  a  number 
of  small  flues  at  the  upper  part  of  the  box,  and  are  returned  through  larger  and  less  numerous  ones  at 
the  bottom  of  the  boiler  nearly'  to  the  fire-box  again,  where  they  are  taken  off  laterally  into  the  chimney. 
All  the  flues,  and  boxes  at  the  end  of  the  flues,  are  included  within  the  shell  of  the  boiler ;  the  boiler 
is  covered  with  brick-work  and  ashes.  Boilers  of  this  form  give  very  excellent  evaporative  retmrns,  ^nd 
are  used  much  in  this  country  both  for  stationary  and  marine  purposes. 
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The  Locomotive  Boiler  (Fig.  412)  represents  a  section  of  a  common  locomotive  boiler,  and  fig.  413 
is  an  end  view  of  one-half  of  the  smoke  end.  The  proportions  of  locomotives  are  considerably  varied 
by  different  makers,  but  the  general  arrangement  is  always  preserved.  The  diameter  of  the  tubes  va- 
ries from  1|  to  3  inches,  and  the  length  of  the  tubes  from  7  to  14  feet.  We  give  the  investigations  of 
th«  Principles  of  the  Locomotive  Boiler,  by  Daniel  K.  Clark,  of  Edinburgh,  a  paper  read  before  the 
London  Ins.,  C.  E.,  as  the  most  extended  and  reliable  of  any  yet  published ;  but  it  must  be  observed 
that  the  engines  experimented  on  were  coke  engines,  a  fuel  little  used  in  this  country ;  the  application 
of  the  same-principles  might  not  obtain  entirely  in  wood  and  coal  engines.  For  a  comparison  of  th 
engines  of  the  different  varieties,  we  subsequently  extract  from  the  valuable  Report  of  G.  W.  Whistler 
Jr.,  to  the  Reading  R.  R.,  Pa. 


The  evaporation  of  12  lbs.  of  water  per  pound  of  pure  coke  was  found,  by  careful  laboratory  experi- 
ments, to  be  the  maximum  of  evaporative  performance  ;  in  the  best  ordinary  practice  an  actual  evap- 
oration of  9  lbs.  of  water  per  pound  of  coke,  or  75  pof  cent,  of  the  possible  maximum,  was  readily 
obtaincid,  the  balance  being  lost  by  leakage  of  air  and  by  waste  ;  and  it  was  adopted  by  the  author  at 
the  ordinary  standard  of  practical  economical  evaporation. 

A  minute  analysis  was  made  of  the  results  of  numerous  authenticated  experiments  on  the  evapo- 
rative power  of  locomotive  boilers,  of  very  various  proportio,is,  on' the  engines  of  the  Caledonian,  Ed- 
inburgh, and  Glasgow,  and  Glasgow  and  South\vBstern  Railways.  It  was  concluded,  that  the  economi- 
cal evaporative  power  of  boilers  was  materially  affected  by  the  area  of  the  fire-grate,  and  by  its  ratio 
to  the  whole  heating  surface ;  that  an  enlargement  of  the  grate  had  the  effect  of  reducing  the  economi- 
cal evaporative  power,  not  necessarily  affecting  the  quality  of  combustion  in  any  way,  but  governing 
the  absorbing  power  of  the  boiler,  as  the  lower  rate  of  combustion  per  foot  of  grate  due  to  a  larger 
area,  in  burning  the  same  total  quantity  of  fuel  per  hour,  was  accompanied  by  a  reduced  intensity  of 
combustion,  and  by  a  less  rapid  transmission  of  heat  to  the  water,  in  consequence  of  which  a  greater 
quantity  of  unabsorbed  heat  must  escape  by  the  chimney.  An  increase  of  heating  surface  again,  re- 
duced the  waste  of  heat,  promoted  economy  of  fuel,  and  added  greatly  to  the  economical  evaporative 
power.     In  short,  the  question  resolved  itself  into  the  mutual  adjustment  of  three  elements — the  neces- 
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eary  rate  of  evaporation,  the  great  area,  and  the  heating  surface,  consistent  with  the  economical  gone- 
ration  of  steam  at  the  assumed  practical  standard  of  9  lbs  of  water  per  pound  of  good  coke.  An  inves- 
ngation  of  the  cases  of  economical  evaporation,  in  the  "  Table  of  Experiments,"  conducted  the  author 
to  the  following  important  equation,  expressing  the  relation  of  the  three  elements  of  boiler-power  ;  in 
which  c  was  the  maximum  economical  evaporation,  in  feet  of  water  per  foDt  of  grate  per  hour ;  h  was 
the  total  heating  surface  in  square  feet,  measured  inside ;  and  ff  was  the  grate-area  in  square  feet  . 

c  =  -00222— 
ff 
From  this  it  followed :  1st,  that  the  economical  evaporative  power  decreased  directly  as  the  area  of 
grate  was  increased,  even  while  the  heatin  j  surface  remained  the  same ;  2d,  that  it  increased  direct- 
ly as  the  square  of  the  heating  surface,  when  the  grate  remained  the  same ;  3d,  that  the  necessary 
heating  surface  increased  only  as  the  square  root  of  the  economical  evaporative  power ;  4th,  that  the 
beating  surface  mnat  be  increased  as  the  square  root  of  the  grate-area,  for  a  given  evaporative  power. 
It  was  contended  thence,  that  the  heating  surface  would  he  economically  weakened  by  an  extension  of 
the  grate,  and  would  be  strengthened  by  its  reduction  ;  and  that  whereas  large  grates  were  commonly 
thought  to  be  an  unmixed  good,  and  being  generally  recommended  were  usually  adopted,  still  they 
might  be  made  too  large — not  that  their  extension  aifected  the  quality  of  combustion,  but  that  the  eco- 
nomical evaporative  power  might  be  reduced.  Concentrated  and  rapid  combustion  was  alike  the  true  prac- 
tice for  the  largest  and  the  smallest  boilers ;  and,  in  locomotives  where  lightness,  compactness,  and  effi- 
ciency were  primary  objects,  the  boilers  should  be  designed  for  the  highest  average  rates  of  evapora- 
tion per  foot  of  grate  that  might  be  followed  in  good  practice,  consistently  with  the  highest  average 
rate  at  which  coke  could  be  properly  consumed  ;  as,  in  this  manner,  the  smallest  grate  and  the  small- 
est amount  of  heating  surface  consistent  with  good  practice  might  be  employed.  It  was  stated  that 
150  lb.  to  160  lb.  of  good  sound  coke  could  be  consumed  per  foot  of  grate  per  hour  ;  and,  allowing  for 
inferior  fuel,  an  average  maximum  of  112  lb.  per  foot  of  grate  was  recommended  as  a  general  datura. 
This  determined  the  average  maximum  of  economical  evaporation  to  be  ]  6  feet  of  water  per  foot  of  grate 
per  houi-,  allowing  9  lb.  of  water  per  pound  of  coke  ;  for  which  85  feet  of  heating  surface  per  foot  of 
grate  should  be  provided.  It  was  accordingly  recommended  that  a  heating  surface  at  least  85  times  the 
grate-area  should  be  adopted  in  practice. 

Such  experiments  as  "  midfeathers,"  &c.,  which  were  resorted  to  for  specially  increasing  the  fire-box 
surface,  were  condemned,  as  they  were  considered  to  be  no  better  than  tubes,  whilst  practically  they 
were  inconvenient  and  costly ;  as,  among  other  reasons,  plates  of  ^V  inch  or  ^  inch  in  thickness  were 
employed  to  do  the  work  of  the  tubes,  which  were  less  than  |  inch  in  thickness. 

A  practical  rule  followed  by  some  engineers,  and  stated  to  be  founded  on  extensive  experience,  was 
to  allow  5  feet  of  heating  surface  for  1  foot  of  water  evaporated  per  hour,  and  100  feet  of  evaporating 
ecrface  per  square  foot  of  grate.  Those  results  were  found  to  agree  with  the  maximum  rates  recom- 
mended in  the  paper.  It  was  also  argued  that  the  intensity  of  combustion  materially  aflfected  the 
amount  of  heating  surface  necessary  for  economical  evaporation,  being  less  as  the  intensity  was  greater. 
It  was  contended,  on  the  other  hand,  that  the  formula  as  stated  in  the  paper  would  not  apply  to  all 
engines. 

It  was  further  argued  that,  from  various  causes,  no  formula  could  be  framed  to  be  of  service  unless  all 
the  circumstances  in  each  case  were  properly  taken  into  account. 

As  an  example  of  the  objections  to  long  tubes,  the  results  were  given  of  the  work  done  by  a  luggage 
engine  on  the  London  and  Northwestern  Railway,  before  and  after  alteration.  That  engine  originally 
had  tubes  14:  feet  long,  with  a  total  surface  of  upwards  of  800  feet ;  the  length  of  the  tubes  was  di- 
minished to  4  ft.  9  in.,  and  the  total  surface  was  reduced  to  about  500  feet,  when  it  was  found  that  a 
saving  in  fuel  of  40  per  cent,  per  ton  per  mile  moved  was  produced,  with  a  saving  of  23  per  cent,  per 
mile  run ;  the  coke  used  per  ton  per  mile,  with  long  tubes  before  alteration,  being  '504  lb.,  and  with  the 
short  tubes,  -298  lb. 

The  back  pressure  was  contended  to  be  a  serious  drawback  to  the  long-tube  engine,  and  an  example 
was  given  of  a  trial  of  a  single  engine  on  the  new  plan,  against.two  of  the  ordinary  kind,  of  170  tons 
in  both  casts,  and,  although  the  single  engine  was  43  per  cent,  less  powerful  than  the  two  engines  to- 
gether, and  had  20  per  cent,  less  heating  surface,  yet  it  had  performed  the  same  distance  of  1 1  l^iles 
in  ten  minutes  less  time,  and  with  3  lb.  per  mile  less  fuel.  This,  it  was  argued,  was  owing  to  the  en- 
gine exerting  a  greater  dynamic  force,  by  being  relieved  from  the  back  pressure  of  the  blast-pipe,  which 
in  the  case  of  the  other  two  was  applied  to  force  the  fire,  and  to  draw  the  heated  air  through  the  long 
tabes. 

By  the  mode  of  placing  the  tube  plate  some  distance  within  the  cylindrical  part  of  the  boiler,  the 
tubes  were  not  liable  to  be  choked  with  cinders,  or  the  draught  to  be  obstructed.  This  plan  also  afford- 
ed an  opportunity'  of  reducing  the  size  of  the  tubes  from  1|  inch  diameter  to  If  inch,  giving  in  the 
same  boiler  an  equal  area  of  flue  passage,  whilst  at  the  same  time  the  proportion  of  tube  heating  sur- 
face was  increased  34  per  cent,  per  foot  of  length  of  tube,  and  a  very  large  addition  of  fliame  surface 
was  gained. 

It  was  further  argued  that  although  the  evaporation  of  water  per  lb.  of  fuel  was  the  test  of  the 
boiler,  yet  up  to  this  time,  few  if  any  experiments  could  be  implicitly  relied  upon,  owing  to  the  quanti- 
ties being  estimated  by  measurement  instead  of  by  weight,  and  without  due  regard  to  the  variation  of 
the  temperature  of  the  water  in  the  tender. 

As  to  the  evaporative  powers  of  marine  boilers  as  compared  with  that  of  the  best  locomotive  boilers, 
'.f  an  investigation  was  instituted  it  would  he  found  that  the  general  features  of  the  best  tubular  marine 
boilers  now  used  in  ocean  navigation  were  nearly  identical  with  those  of  locomotive  boilers,  but  the 
circumstances  under  which  they  were  used  were  very  different.  In  the  marine  boilers,  coal  was  used 
instead  of  coke,  and  the  natural  draught  of  the  chimney  instead  of  the  urging  of  the  blast-pipe  in  a 
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locomotive,  worked  for  many  weeks  or  months  consecutively,  without  the  means  of  stopping  for  any  ex- 
tensive repair,  or  even  to  be  cleaned  except  at  long  intervals.  The  following  statement  showed  the 
comparative  proportions  and  effect  of  the  two  descriptions  of  boilers : 


In  the  Marine  Boiler, 

1  square  foot  of  firegrate  consumed  about  20  lb 

of  coal  per  hour. 
1  square    foot   of    firegrate    required    about   30 

square  feet  of  fireplace  and  tube  surface. 
I  square  foot  of  firegrate  with  the  above  surface 

would  evaporate  170  lb.  of  water  per  hour. 
1  square  foot    of    flue    surface  would   evaporate 

5*66  lb.  of  water  per  hour. 
1  lb.  of  coal  would  evaporate  8"5  lb.  of  water. 
1  H.  p.  of  33,000  lb.  lifted  1  foot  high  per  minute, 

required  about  4'25  lb.  of  coal  per  hour. 


In  the  Locomotive  Boiler, 

1  square    foot  of  firegrate    consumed  about  112 

lb.  of  coke  per  hour. 
1  sqnare   foot    of    firegrate   required    about    85 

square  feet  of  firebox  and  tube  surface. 
1  square  foot  of  firegrate  with  the  above  surface 

would  evaporate  1008  lb.  of  water  per  hom*. 
1  square  foot    of  flue    surface  would  evaporate 

11'7  lb.  of  water  per  hour. 
1  lb.  of  coke  would  evaporate  9  lb.  of  water. 
1  n.  p.  of  33,000  lb.  lifted  1  foot  high  per  min- 
ute, required  about  4  lb.  of  coke  per  hour. 

From  this  statement  it  appeared  that  although  the  proportion  between  the  firegrate  and  the  flue 
surfaces  was  widely  different,  the  quantity  of  water  evaporated,  and  the  power  obtained  by  the 
consumption  of  a  given  weight  of  fuel,  was  nearly  the  same,  when  allowance  was  made  for  the  difference 
in  the  evaporative  power  of  coal  and  coke.  The  possible  maximum  evaporative  power  of  1  lb.  of 
earbon,  was  deduced  from  the  results  of  chemical  experiments,  showing  that  1  lb.  of  carbon,  converted 
into  carbonic  acid,  developed  14,000  units  of  heat,  or  would  raise  14,000  lb.  of  water  through  1°,  which 
was  equivalent  to  the  conversion  of  12  lb.  of  water  at  60°  into  steam  of  120  lb. 

A  comparison  was  drawn  between  the  recent  experiments  of  Mr.  Marshall,  on  the  large  firebox 
engine,  and  those  on  the  long  boiler  engine,  made  during  the  Gage  Inquiry,  the  results  being  with  the 
former  a  consumption  of  40  lb.  p«r  mile  with  an  average  load  of  64  tons,  and  with  the  latter  a 
consumption  of  27  lb.  per  mile  with  a  load  of  nearly  60  tons.  The  recorded  results  of  the  work  of 
the  passenger  trains  on  the  Eastern  Counties  line,  for  the  last  half  year,  showed  an  average  consumption 
of  coke  under  18  lb.  per  mile  run. 

It  was  contended,  that  hitherto  no  advantages  had  resulted  from  the  extension  of  the  firebox  and  the 
reduction  of  the  length  of  the  tubes,  still  it  was  possible  that  this  innovation  might,  by  directing 
attention  to  the  subject,  lead  to  important  modifications  of  the  structure  of  locomotive  boilers, 
which  should  possess  compactness,  lightness,  power  of  raising  sufficient  steam  with  rapidity,  for  perform- 
ing the  required  work,  strength  to  resist  the  chance  of  explosions,  and  a  form  calculated  to  diminish 
the  disastrous  effects  of  explosions  when  they  occurred,  facility  of  repair,  especially  of  the  firebox, 
which  was  the  part  most  liable  to  deterioration,  being  most  severely  acted  on  by  the  fire,  and  also 
requiring  more  support  than  the  tubes,  the  latter  being  at  the  same  time  cheaper  and  of  thinner  metal, 
whilst  by  an  extension  of  their  length  the  diameter  of  the  external  shell  of  the  boiler  could  bo  dimin- 
ished ;  the  firegrate  should  not  be  larger  than  would  evaporate  the  required  quantity  of  water  into  steam^ 
within  a  given  time,  with  the  utmost  practical  economy  of  fuel,  and  if  that  were  accomplished,  it  waa 
*f  little  importance  whether  the  evaporating  heat  was  communicated  through  the  firebox  or  by  the 
tube  surface ;  and  that  up  to  the  present  time  the  results  of  the  experiments  upon  the  boiler  with 
enlarged  firebox  and  shortened  tubes,  exhibited  rather  a  retrograde  step  than  an  onward  progressive 
movement. 

From  the  **  Report  of  G.  W.  Whistler,  Jr.,"  upon  the  use  of  Anthracite  Coal  in  Locomotive  Engines 
on  the  Reading  Rail  Road,  made  to  the  President«and  Directors  of  that  company,  in  1849,  we  extract 
the  following : 

Tabulated  Comparison  of  Engines  on  Eeading  E.  K. — Fuel  Consumed. 


Class  of  Engines. 
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Baltimore  Anthracite  Engines. 

1^ 

o  o 

11 

15 

1^ 

1' 

8.-46  in. 

25 

450 

900 

18 

9  tons  coal. 

14,400  galls. 

Wood  Engines,  Large. 

8.-   " 

22.5 

420 

840 

18-66 

13.75  c'dsw'd 

16,200     " 

"           "          Small. 

6.-   " 

19.5 

875 

750 

19-23 

13.       "      " 

The  total  weight  of  the  Baltimore  engines  with  coal,  fuel  and  water,  27  tona ;  weight  on  eight 
Iriving  wheels,  25  tons ;  do.  on  two  small  trailing  wheels,  2  tons  ;  diameter  of  the  boiler,  42  inches 
length  of  tubes,  14  feet;  diameter  do.  2|  inches ;  area  of  grate,  18  feet ;  fire  surface,  957  feet ;  diame- 
ter of  cylinders,   16  5  inches;    length  of  stroke,  20  inches.     The  draft  is  regulated  by  the  variabU 
exhaust  in  the  smoke  stack — steam  cut  off  at  half  stroke. 

The  large  8  wheeled  wood  engines — total  weight  22-5  tons ;  cylinders  15*5  inches  in  diameter ;  20  inch 
stroke;  fire  surface  about  875  feet;  and  of  grate  about  12  feet. 

The  essential  point  in  which  the  Baltimore  engines  differ  from  the  wood  engines  is  in  their  having  a 
much  larger  fireplace  and  area  of  grate  for  the  combustion  of  coaL 
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The  principal  item  of  excess  of  cost  for  repairs  of  engines  burning  coal  over  those  burning  -wood,  is 
caused  by  the  destructive  effects  of  a  coal  fire  upon  the  inside  sheets  of  the  fire-box ;  and  when  irot, 
(the  soundness  of  which  is  always  uncertain  from  the  manner  in  which  it  is  at  present  made,)  has  been 
used  entirely  for  fire-boxes,  the  intense  local  heat  has  very  soon  blistered  and  burned  away  the  sheets  in 
the  immediate  vicinity  of  the  coal  fire.  Another  destructive  effect  from  the  use  of  coal  is  its  severity 
on  the  laps  or  joinin;;s  of  sheets  in  the  fire  place.  To  obviate  this,  copper  sheets  were  substituted  for 
iron  for  a  distance  of  two  feet  above  the  grate.  The  experience  on  the  Reading  Railroad  with  anthra- 
cite coal  has  developed  a  rapid  and  unexpected  destruction  to  the  copper  sheets,  from  the  mechanical  ac- 
tion of  sharp  particles  of  coal,  which  fleck  off  from  the  fresh  coal  when  suddenly  heated,  and  impinge 
upon  and  cut  away  the  copper  sheets  forming  the  sides  of  the  fire-place.  The  extent  of  this  mechan- 
ical action  is  very  limited,  about  fourteen  inches  in  width  through  the  entire  length  of  the  fire-place^ 
seven  inches  above  and  the  same  below  the  surface  of  the  coal  fire.  In  the  line  of  the  stay  bolts  both  ver- 
tically and  horizontally,  the  copper  retains  its  original  thickness ;  and  upon  the  copper  sheet  below  the  tube 
or  flue  sheet  there  is  no  indication  of  wear,  for  the  particles  of  coal  which  are  carried  towards  the  tubes 
bank  against,  and  protect  this  sheet.  On  the  "  Baltimore  "  the  copper  lasted  fourteen  months,  about  one 
third  of  the  time  experience  had  proved  similar  fire-places  to  last  in  engines  burning  bituminous  coal 
on  the  Baltimore  and  Ohio  Railroad.  In  addition  to  the  extra  wear  of  fire  sheets,  the  occasional  melt- 
ing of  grate  bars,  the  increased  liability  to  leakage,  the  wear  and  destruction  to  the  ends  of  the  tubes 
by  caulking,  &c.,  and  the  accumulation  and  igniting  of  fine  coal  in  the  smoke  box,  all  produce  their 
share  of  extra  expense  for  repairs  over  wood  burning  engines. 

Experience  of  the  Baltimore  and  Ohio  Railroad  in  the  use  of  coal  for  locomotive  engines. 

Table  showing  the  amount  of  Fuel  consumed  on  the  Baltimore  and  Ohio  Eailroad,  at  different  periods  from  1888 
to  184S. 


Date. 

Weight  of  Engine 
on  Driving  Wlieels. 

Position  of  Boiler. 

Grots  loads. 

JMiles  run. 

Fuel  consumed. 

1883 

4    Tons 

Upright 

23  Tons 

80 

1.15  Tons  Anthracite. 

18.34 

7.5    " 

" 

45      " 

80 

1.25      " 

ia38 

8.5   " 

" 

50      " 

60 

1.5 

1840 

10.5    " 

" 

60      " 

60 

1.25      " 

1840 

10.5    " 

" 

60      " 

60 

1.         "  Bituminous. 

1841 

9.75  " 

" 

60      " 

80 

1.65      " 

1841 

6.6    " 

Ilorizontal 

40      " 

80 

2.05  Cords  of  Wood. 

1841 

19.33  " 

Upright 

140      " 

80 

8.13  Tons  Bituminous. 

1841 

8.25  " 

Horizontal 

60      " 

80 

8.13  Cords  of  Wood. 

1845 

23.5    " 

" 

225      " 

80 

8.25  Tons  Bituminous. 

1848 

10.5    " 

Upright 

60      " 

80     . 

1.25      " 

1848 

10.     "      . 

Horizontal 

60      " 

80 

1.03      "           " 

1848 

10.      " 

" 

00      " 

80 

2.75  Cords  of  Wood. 

1848 

10.      " 

" 

60      " 

80 

1.58  Tons  of  Coke. 

1848 

23.5    " 

" 

200      " 

80 

2.25      "  Bituminous. 

1848 

23.5    " 

" 

275      " 

98 

2.5 

1  ton  of  Bituminous  coal  =  1.25  tons  Anthracite  coal. 

1  ton  of  Bituminous  coal  =  2.12  Cords  of  Wood. 

1  ton  of  Anthracite  coal  =  1.75  Cords  of  Wood. 
By  an  examination  of  this  table,  it  will  be  seen  what  experience  alone  can  do  in  reducing  expendi- 
tures ;  for  it  will  be  easy  to  detect  the  same  engine  through  a  period  of  years,  and  see  her  progressive 
economy  in  the  consumption  of  fuel.  Time  and  experience  alone  have  accomplished  this,  and  much 
may  be  expected  for  the  Reading  Railroad,  when  by  a  more  general  use  of  anthracite  coal,  it  shall  be 
regarded  less  as  a  matter  for  experiment,  than  an  important  element  of  railway  success  to  be  perfected 
with  care  and  attention. 

Extra  cost  per  year  over  Wood  Engines  for  each  23.5  ton  Coal  Engine  on  the  Baltimore  and  Ohio 
Railroad  from  the  use  of  Bituminous  Coal : 

Cost  for  renewing  fire-place $100.00 

Two  sets  cf  fire  bars,  1000  lbs.  cast  iron,  at  2^  c.  25.00 

Renewing  ends  of  Tubes,  cavJking,  &c 100.00 

Extra  work,  caulking,  &c.     • 25.00 


$250.00. 


By  these  experiments  and  dates  from  the  Reading  and  from  the  Baltimore  and  Ohio  Railroads,  it  was 
satisfactorily  proved,  even  at  the  date  of  the  report,  1849,  that  in  an  economical  point  of  view  coal  en- 
gines are  superior  to  those  burning  wood.  Since  that  time  further  improvements  have  been  made,  and 
at  present  almost  the  entire  hauling  of  the  Baltimore  and  Ohio,  the  Reading,  the  Pennsylvania  Central 
and  their  connections,  and  the  Branch  Coal  Railroads,  is  performed  by  coal  engines,  either  anthracite 
or  bituminous. 

Marine  Boilers. — We  are  very  much  in  the  dark  as  to  the  true  principles  npon  which  to  design  a 
marine  boiler,  which  shall  produce  the  greatest  effect  Tsith  the  least  stowage,  and  first  cost,  subsequent 
labor,  and  fuel.  The  best  that  can  be  done  is  to  determine  which  of  these  considerations  shall  have  the 
least  weight,  and  to  be  governed  accordingly,  looking  as  a  guide  to  practice,  rather  than  any  assumed 
theoretical  principles.  The  object  aimed  at  in  marine  boilers  is,  in  general,  to  reduce  the  space  occu- 
pied by  the  boilers  to  the  least  possible,  consistent  with  the  effect  to  he  produced,  and  at  the  same  time 
not  to  lose  sight  of  the  neces.sity  for  proper  space  for  cleaning  and  repairing.  A  certain  proportion 
between  the  area  of  the  grat<  and  the  totsil  heating  surface  has  been  found  productive  of  the  best  re- 
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suits,  with  a  given  description  of  fuel,  but  an  alteration  in  the  quality  of  the  fuel  used  will  oe  found  to 
affect  this  result  materiallj. 

Again,  the  famed  Cornish  boiler,  which  has  exhibited  the  greatest  amount  of  work  with  the  least 
fuel,  is  arranged  on  the  principle  of  slow  combustion,  and  an  extended  flue  surface,  while  the  locomo- 
tive boiler,  on  the  contrary,  is  dependent  for  its  effect  upon  a  quick  combustion  and  a  short  and  direct 
draught.  Hence  we  see  the  improbability  that  any  one  form  of  boiler  will  ever  be  likely  to  fulfil  all 
the  varied  conditions  under  which  they  may  be  placed.  As  before  remarked,  for  stationary  boilers  the 
general  proportions  have  been  measurably  determined — that  is  to  say,  for  every  cubic  yard  of  capacity 
in  the  boiler,  there  shall  be  a  sqiiare  yard  of  fire-surface,  and  a  square  foot  of  fire-grate,  and  one-half 
ilie  contents  of  boiler  to  be  water,  and  the  other  half  steam  room.  These  proportions  have  given  good 
results,  but  are  too  bulky  for  economical  stowage  on  shipboard,  and  as  constructed  for  land  use,  are  de- 
ficient in  steam  power. 

Marine  boilers  iare  of  necessity  either  flue  or  tubular  boilers,  since  the  flame  must  be  within  the  shell 
of  the  boiler  ;  but  in  this  arrangement  they  are  almost  as  various  as  the  makers.  The  evaporation  of 
marine  boilers  per  lb.  of  coal  is  considerably  less  than  that  of  stationary  boilers ;  reckoning  the  latter  at 
from  8  to  10  lbs.  of  water  evaporated  per  lb.  of  coal,  that  of  marine  boilers  will  be  from  6  to  8.  The 
proportion  of  fire  surface  to  grate,  taken  from  an  average  of  65  boilers  in  Bartol's  Marine  Boilers,  is  28 
to  1 ;  of  grate  to  area  of  chimney,  6.3  to  1 ;  the  amount  of  coal  consumed  per  hour  per  square  foot  of 
grate,  26  lbs.  The  boilers  from  which  an  average  is  thus  taken  include  about  all  the  varieties  used  on 
our  river  and  ocean  boats,  and  of  which  we  now  proceed  to  give  examples  of  some  of  the  most  im- 
portant. 

BOILERS,  American.  The  intense  heat  produced  by  anthracite  coal  cannot  be  observed  in  steam- 
boilers,  except  by  its  effect  in  the  amount  of  steam  generated. 

Many  persons,  remarking  the  much  greater  volume  of  flame  in  puddling  and  other  furnaces,  have 
attributed  the  difference  to  the  superior  arrangement  of  the  furnaces,  and  have  anticipated  great  results 
from  the  adootion  of  the  same  plan  in  steam-boilers. 


[Figr.  414.  The  steamboat ''New 
York,"  built  by  H.  R.  Dunham  aud 
Co.,  has  one  copper  boiler,  one  en- 
gine, 40-inch  cylinder,  7^  stroke ;  en- 
tire surface,  1608^,  viz. : 

Direct  or  furnace  ....     133 
Tubular    1475 


Bums  anthracite  coal,  without  a 
blower,  at  the  rate  of  half  a  ton  per 
hour;  keeps  12  inches  steam,  cuts 
off  at  i ;  250  2f-inch  tubes. 

Now  burns  wood,  on  account  of 
injuiy  to  the  copper  by  the  anthra- 
cite.] 


This  erroneous  conclusion  is  the  result  of  ignorance,  or  of  inattention  to  the  fact  that  in  steam-boilers 
the  flames  are  partially  extinguished  by  coming  in  contact  with  surfaces,  comparatively  cold,  highly  con 
ducting,  since  the  heat  of  the  metallic  plates  of  the  boiler  can  never  be  much  above  the  boiling  point 
of  water ;  whereas,  the  walls  of  the  furnace  being  non-conductors,  and  of  consequence  almost  of  the 
temperature  of  the  furnace,  inclose  all  the  heat,  and  produce  naturally  a  different  appearance  in  the 
flame.  The  intensity  of  the  heat  generated  in  any  furnace  or  boiler  by  a  given  amount  of  fuel,  depends 
alone  upon  the  velocity  of  the  current  of  air ;  or,  in  other  words,  upon  the  amount  of  oxygen  brought 
into  contact  with  it,  without  any  reference  whatever  to  the  way  in  which  the  heat  so  generated  is  dis- 
sipated or  disposed  of. 
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Stevens'  boilers. — A  complete  revolution  has  taken  place  during  the  last  ten  years  in  the  form  of  the 
boilers  of  steamboats  plying  on  the  lakes  and  rivers  of  the  Northern  States ;  this  change  is  the  result  of 
the  introduction  of  anthracite,  and  the  many,  experiments  made  to  discover  that  form  of  grate  and  boiler 
best  adapted  to  its  combustion. 

The  editor  has  collected,  with  considerable  labor  and  care,  all  the  best  forms,  selecting  such  only  as 
experience  has  approved  and  extensively  adopted.  These  are  laid  down  in  as  plain  a  manner  as  nos 
Bible,  Bections  of  each  showing  their  general  structure. 


mm 


In  the  year  1837,  Robert  L.  Stevens,  Esq.,  constructed  a  pair  of  boilers,  of  tubular  form,  for  his  steam- 
boat "Independence,"  plying  between  South  Amboy  and  New  York,  of  which  Figs.  415  and  416 
are  correct  representations,  the  form  of  which  was  well  adapted  to  the  burning  of  the  new  species  of 
fuel  by  the  assistance  of  bellows,  or  what  is  ordinarily  termed  the  fan. 

No  difficulty  was  ever  found  in  the  accomplishment  of  the  purpose  they  were  intended  to  effect,  and 
though  many  improvements  have  since  that  time  been  adopted,  tliey  are  still  working  satisf;xctoriIy. 

To  Mr.  Stevens  belongs  the  credit  of  first  establishing  the  water-bridge  ;  which  serves  the  purpose 
of  protecting  the  mouth  of  the  tubes,  and  prevejiting  the  heat  of  tlie  furnace  from  burning  them  out. 
This  is  one  of  the  most  important  features  of  Mr.  Stevens'  arrangement,  and  has  since  been  adopted  by 
many  other  engineers. 

Another  curious  and  useful  form  of  boiler  is  shown  by  Fig.  414,  two  of  which  were  built  by  Mr 
Stevens  for  the  steamboat  "  New  York." 
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The  shell  or  crown  is  nearly  of  the  form  of  a  parabola,  beautifully  adapted  to  the  end  designei 
See  Fig.  417. 

Witli  a  very  great  expansion  of  surface  and  great  breadtli  of  furnace  below,  there  being  a  small 
quantity  of  water  for  so  large  a  generating  surface,  saving  a  great  deal  of  weight,  wliich  is  of  great  im- 
portance, particularly  in  river  boats,  this  boiler  has  the  advantage  of  being  easily  braced,  and  the  centre 
of  gravity  being  very  low  down, — a  happy  and  important  arrangement  in  the  boats  on  the  Hudson,  in 
wliich  the  boilers  are  placed  on  the  guards  of  the  boat  on  deck. 

Several  examples  are  added  to  illustrate  similar  and  other  methods. 


419. 


l^/wr^/ 


">r  V  v  Y  '\(  y: 


Fig,  417  is  a  boiler,  built  by  H.  R.  Dunham  and  Co.,  for  steamboat  "New  York' 


Four  of  this.  Figs.  418  and  419,  for  steamboat  "Empire,"  built  by  T.  F.  Secor  and  Co.,  which  has 
two  engmes,  each  of  48-inch  cylinder,  12  feet  stroke,  and  uses  antliracite  oial,  with  blowers. 
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130 


BOILERS. 


Figs.  420  and  421.  Tlie  steamboat  "  Belle",  built  by  T.  F.  Secor  and  Co.,  has  1  engine  of  50-inch 
cylinder,  10  feet  stroke ;  136  cubic  feet  in  cylinder,  which  gives,  in  proportion  to  the  boiler,  llfjj  to  1 
Uses  anthracite,  with  a  blower.  .^j 


Fire  surface  in  this  boiler. 

In  the  steam  chimney 12 

"       front  connection 85 

"       return  flues 477' 

"       back  connection 114 

"       main  flues 621 

**  fnvnnno     V»ri/^nm_'«7'l11     A^n  01  ft 


422. 


Total  number  of  square  feet  in  boiler 1528081 


Two  of  this,  Figs.  422  and  423,  are  m  use  in  the  steamboat  "  Columbia,"  built  by  T.  F.  Secor  ana 
Co.  She  has  one  engine,  43-inch  cylinder,  with  11  feet  stroke.  Ill  cubic  feet  in  cylinder,  which  gives 
^^At  ^^  ^'    Uses  anthracite,  with  blowers. 

Fire  surface  in  this  boiler. 

In  the  furnace,  <tc 163028 

Main  flues 311000 

Back  end  connection 75087 

Return  fliies 241014 

Front  connection 63-107 

In  the  steam  chimney 7065 

Total  number  of  square  feet  in  boile- 860'391 
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One  of  this,  Figs.  424  and  425,  for  two  high-pressure  engines,  built  by  T.  F.  Secor  and  Co.,  in  use 
for  a  screw  propeller  boat,  with  20-inch  cylinders,  and  2  feet  stroke.  8  cubic  feet  in  cylinders,  which 
gives  68  to  1.     Uses  anthracite,  with  blowers. 

Fire  surface  in  this  boiler. 

Furnace 59-103 

Main  flues 228-081 

Back  end  connection 48-045 

Return  flues 179-072 

Front  end  connection 29-110 

Steam  chimney .' 4104 


Total  number  of  square  feet  in  boiler 547-515 


42T. 


w  ,'-■■•■ 

I 

1 

V  7   \\ 

.....  1 

! 

Two  of  this,  Figs.  426  and  427,  in  use  on  steamboat  "John  Mason,"  built  by  T.  F.  Secor  and  Co., 
has^ono  engine  of  25f  in.  cyhnder,  with  6  ft.  stroke.  Estimated  weight  of  each,  8834  lbs.  Estimated  fire 
surface,  347  square  ft.    21  cubic  ft,  in  cylinder,  which  gives  33  to  1,    Uses  antliracite,  without  blowers. 
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Two  of  this,  Figs.  428  and  429,  used  for  steamboat  "  Troy,"  built  by  T.  F.  Secor  and  Co.,  ha8  twi 
ingines  of  44-incli  cylinder,  and  10  feet  stroke.     Uses  anthracite. 

Fire  surface  in  this  boiler. 

Front  of  furnace 1890 

Sides  of  ditto 85-00 

Top  of  ditto 76-50 

Bridge--wall 1800 

Between  bridge-wall  and  flues 2000 

Between  flues,  back  and  front 17-26 

Large  flues ". 167-32 

Small  ditto 408-60 

Return  ditto 471-50 

Steam  chimney 10-40 

Back  end 2510 

Connection  around  flues 10200 

Front  of  return 5250 

Return 1120 

Fire  surface  of  this  boiler 1483-32 


429. 

iC — "^^"^ 
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Figs.   430  and  431.      The  steamboat  "Globe,"  built  by  T.  F.  Secor  and  Co.,  has  one  engine  of  41- 
inch  cylinder,  with  11  feet  stroke.     100  cubic  feet  in  the  cylinder,  -which  gives  IQJj/'j  to  1. 
Uses  antliracite  coal,  with  a  blowgr. 


Improvements  in  steam-boilers — By  James  Montgomery,  Memphis,  Tenn.  These  improvements  have 
in  view  an  economical  mode  of  using  the  fuel ;  the  establishing  of  a  perfect  circulation  of  the  wat«r 
through  the  tubes  ;  the  depositing  of  sedimentary  matter  in  a  receptacle  below  the  fire,  and  the  pre- 
venting of  the  passing  of  water,  from  foaming  or  other  causes,  into  the  steam-pipe  and  cylinder. 

Fig.  432  is  a  vertical  section  through  the  centre  of  the  boiler,  and  through  the  furnace  attached 
thereto. 

Fig.  433  is  a  view  of  a  part  of  the  boiler,  supposing  the  furnace  part  to  be  removed,  and  a  vertical 
section  to  be  made  of  the  sectional  part  in  the  line  X  X  of  Fig.   432    an  i  at  right  angles  thereto 


Fig.  434  is  a  top  view  of  the  termination  of  the  boiler-tubes,  and  of  tht,  ohell  of  case  by  which  thej 
a,re  surrounded. 

Fig.  43.5  is  a  front  view  of  the  furnace  and  boiler.  In  each  of  these  figures,  where  the  same  parts 
occur,  they  are  designated  by  the  same  letters  of  reference. 

The  boiler,  in  that  part  which  surrounds  the  tubes,  is  formed  of  two  concentric  vertical  cylinders,  ex- 
cepting where  the  heat  and  flame  from  the  furnace  is  introduced,  and  where  the  gaseous  products  of 
combustion  escape  to  be  conducted  off  by  the  flue.  A  is  the  outer,  and  A'  the  inner  shell  of  the  boiler, 
with  a  water  space  A'  betweed  them.    B  B  are  the  tubes,  which  pass  through,  and  are  made  fast  to 
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two  Leads,  C  C  and  D  D,  that  are  convex  upwards.  E  E  is  the  steam  space,  and  F  the  water  line 
G  G  is  tliat  part  of  the  boiler  which  is  below  the  lower  tube-head  C  C,  and  H  H  the  bottom  of  the 
boiler.  This  bottom  is  convex  outwards,  and  may  be  either  spherical  or  conical ;  and  as  the  direct  hea/ 
from  the  fire  is  never  applied  to  this  bottom,  the  water  contained 'between  it  and  the  lower  tube-head 
C  0  is  in  a  state  of  comparative  quiescence,  in  consequence  of  which  the  sedimentary  matter  which 
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forms  mcrustations  on  the  bottom  and  other  parts  of  boilers,  as  ordinarily  constructed,  will  settle  down 
in  this  part  in  a  loose  unaggregated  state.  At  I,  in  the  centre  of  tliis  bottom,  is  placed  a  blow-off  valve, 
denominated  a  mud-valve,  and  which  may  be  opened  when  requisite,  for  the  purpose  of  blowing  iff  the 
accumulated  sediment,  which  it  will  do  effectually  without  occasioning  any  considerable  waste  of  water. 
J  J  is  the  fire-chamber  of  the  furnace,  K  the  grate-bars,  and  L  the  ash-pit. 
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•Rie  furnace  is  placed  in  such  a  manner  as  that  the  direct  heat  from  it  shall  enter  among  the  tubes  B  B, 
it  their  upper  section,  above  a  diaphragm  or  partition  M  M,  over  which  the  draft  will  pass  as  indicated 
by  the  arrows,  and  then  int©  the  lower  flue  space  M'  M',  and  around  the  furnace  to  the  chimney  O 
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The  furnace  is  surrounded  with  a  water  space  P  P,  which  communicates  with  the  water  in  the  boil- 
ers.    Tliis  furnace  may  be  pkced  lower  down  if  desireil,  and  the  heat  be  made  to  impinge  directly  oa  ^ 
the  lower  part  of  the  tubes,  but  we  are  well  assured  that  the  arrangement  as  represented  will  be  found 

to  be  the  best. 

439. 
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Below  the  upper  head  of  the  boiler  is  placed  a  metallic  shield  Q  Q,  leaving  an  annular  steam  space 
t)f  a  few  inches  around  it,  which  will,  in  a  great  degree,  repress  the  foaming  of  the  water  when  the 
pressure  is  taken  off  by  the  admittance  of  steam  into  the  cylinder,  and  will  thereby  prevent  the  injuri- 
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ous,  and  frequently  destructive,  result  of  the  entrance  of  water  with  the  steam.     Under  tliis  arrange. 
raent  <(f  the  shield,  the  steam  is  drawn  equally  from  .ill  parts  of  the  circumfeience  of  t)ie  boiler. 

The  production  of  a  free  and  p*erfect  circulation  of  tl)e  water  in  a  boiler  has  frequently  biien  aimed 
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at,  but  has  not,  we  believe,  been  heretofore  attained.  But  by  this  plan  at  arranging  tlie  parts  of  tb« 
^  boiler  in  such  a  way  as  that  its  bottom  shall  not  be  subjected  to  the  direct  action  of  the  heat,  and  of 
introducing  it  laterally  among  the  vertical  tubes,  we  not  only  allow  of  the  depositing  of  tiie  sediment  as 
stated,  but  cause  a  decided  and  rapid  circulation,  preventing  all  incrustation  on  the  interior  of  the  tubes, 
and  augmenting  the  generation  of  steam.  To  clean  out  any  ashes  that  may  accumulate  around  the 
\o-\yiT  ends  of  the  tubes,  an  opening,  closed  in  the  manner  of  a  man-hole,  must  be  prepared,  as 
at  R,  or  in  any  other  convenient  situation.  S  S  S,  Fig.  435  are  the  ordinary  openings  into  the  fire- 
chamber. 

The  improvements  in  this  patent  consist  in  arranging  the  fire-chamber  or  furnace  of  a  tubular  boiler 
at  the  side,  so  that  the  heat  shall  act  on  the  upper  half  of  the  tubes,  in  combination  with  a  diaphragm 
or  partition,  and  flue  to  carry  off  the  flame,  heated  air,  &c.,  to  act  on  the  lower  half  of  the  tubes  after 
acting  on  the  upper  half,  as  herein  described. 

The  patentee  also  claims  the  making  of  the  bottom  of  the  boiler  o^  a  conical  or  dished  form,  with  a 
mud  or  blow-off  valve  in  the  lowest  part  of  the  concavity,  in  combination  with  the  vertical  tubes  com 
municating  with  the  bottom  in  the  manner  herein  described,  to  permit  the  deposit  of  the  sediment, 
there  being  a  water  space  surrounding  them  to  induce  a  circulation  of  the  water  up  the  tubes  and  dowr 
the  surrounding  water  space,  to  wash  the  sediment  towards  the  mud  or  blow-off  valve,  as  herein  de 
scribed. 

Steamship  Osprei/s  boilers. — These  boilers,  represented  in  Figs.  436,  437,  and  438,  were  buiH 
early  in  the  spring  of  1850,  and  are  the  same,  in  general  arrangement,  as  tliat  of  the  Earl  oi 
Dundonald. 

A  A,  fire-doors ;  B  B,  ash-pits ;  C  C,  furnaces ;  D,  vertical  tubes ;  E,  flue,  in  all  the  figures. 

Boilers  of  the  steam-ships  Atlantic,  Pacific,  Baltic,  and  Arctic — Figs.  439  and  440. — Tlie  only  dif- 
ference between  these  boilers  and  those  of"  Dundonald  is  in  the  furnaces,  which  are  here  double,  one 
being  above  the  other,  caused  by  the  necessity  of  obtaining  more  grate  surface  than  could  be  obtained 
with  one  range  of  furnaces,  the  objection  that  had  been  urged  against  allowing  the  heat  to  act  against 
the  whole  lene;th  of  the  tube  having,  by  experiment,  been  found  to  be  without  cause. 

A  A,  fire-doors ;  B  B,  ash-pits ;  C  C.  furnaces  ;  D,  vertical  tubes ;  E,  flue,  in  both  figure.^ 


Improved  steam-boiler — By  Wm.  E.  Mflmgan,  New  York  City.  Fig.  441  represents  the  botlor. 
xhe  nature  of  this  invention  consists  in  a  new  arrangement  of  flues,  tubes,  and  water  spaces  within  a 
boiler  for  generating  steam,  whereby  is  presented  a  much  enlarged  amount  of  suiface  to  tlie  action  of 
heat. 

The  construction  is  as  follows  :  Tlie  general  external  appearance  of  this  boiler  is  as  of  usual  maKe,  a? 
ts  also  the  construction  and  arrangement  of  the  furnace  within  it,  but  upon  the  upper  side  of  tho  fire- 
place a  is  placed  a  series  of  Cv.es  L,  of  a  number  and  canacitv  sulficieilt  to  carry  off  readily  the  producft 
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of  combustion  from  the  furnace.  These  flues  open  into  a  horizontal  flue  c,  wliicli  is  placed  above  the 
furnace  and  below  the  water  line  of  the  boiler.  Back  of  the  furnace  a,  and  near  to  tlie  bottom  of  the 
boiler,  is  anotiier  horizontal  flue  d,  and  between  these  horizontal  flues  is  a  series  of  vertical  flues,  similar 
tr  the  flues  6,  but  necessarily  longer,  as  shown  at  E,  and  these  flues  are  for  the  purpose  of  conveying 
the  products  of  combustion  from  the  upper  to  the  lower  horizontal  flue.  Tlirough  tiie  centre  of  each  of 
the  vertical  flues  E  is  placed  a  tube/,  of,  say,  one  half  the  diameter  of  the  flue,  and  these  tubes  extend 
from  the  upper  tube-sheet  of  the  horizontal  flue  c,  through  the  lower  tube-sheet  of  the  flue  d,  as  showiL 
The  water  passes  through  these  tubes,  and  the  purpose  of  them  is  to  present  greater  surface  for  the 
absorption  of  lieat,  as  Avell  as  to  insure  the  circulation  of  the  water  within  the  boiler.  From  the  lower 
horizontal  flue  d,  the  product  of  combustion  is  either  conveyed  directly  into  tlie  chimney,  or  it  may  be 
returned  to  another  upper  flue  c',  through  the  flues  E' ;  thence  again  to  another  lower  flue  d',  through 
the  flue  E" ;  and  tlience  into  the  chimney  by  means  of  the  flues  b',  as  shown ;  one,  two,  or  more  fur- 
naces arranged  witii  flues  and  tubes  thus  constructed,  may  be  placed  within  the  same  shell,  sufficient 
space  being  left  between  them,  as  shown,  for  the  circulation  of  the  water. 

The  practical  operation  is  tliis :  The  water  in  tiie  boiler  rising  above  the  upper  horizontal  flue  fills 
the  tubes/,  and  surrounds  all  the  flues.  The  product  of  combustion  passes  from  the  flue  c  through  the 
vertical  flues  E,  parting  with  its  beat  on  the  one  side  to  the  water  surrounding  those,  and  on  the  other 
to  the  water  within  the  tubes/.  The  water  contained  in  the  tubes  is  much  more  rapidly  heated  than 
that  surrounding  the  flues,  as  its  volume  is  less,  and  hence  by  known  laws  a  regular  and  perfect  circula- 
tion takes  place  within  the  boiler. 

The  patentee  does  not  mean  or  intend  to  limit  himself  to  the  precise  form  of  construc^on  herein  set 
forth,  as  it  is  obvious  that  if  desirable  the  flues  c  and  d  may  be  placed  vertically,  and  the  others  may 
be  liorizontal. 

What  the  patentee  claims  as  his  own  invention  is  the  general  arrangement  of  the  tubes  and  flues  of 
the  boiler  in  the  manner  described ;  that  is  to  say,  the  water  tubes  connected  with  an  upper  and  lower 
tube-sheet,  in  combination  with  the  flues  of  less  length  than  the  tlibes,  which  flues  are  also  connected 
with  an  upper  and  lower  flue-sheet,  whereby  two  horizontal  flues  are  formed  in  such  connection  with 
each  other  by  means  of  the  vertical  flues,  that  the  product  of  combustion  from  the  fireplace  shall  pass 
ir^o  the  upper  horizontal  flue,  and  thence  down  the  vertical  flues  into  the  lower  horizontal  flue,  having 
thus  the  facility  of  parting  with  its  heat  on  the  one  hand  by  radiation  through  the  flues  to  the  water 
spaces  surrounding  them,  and  on  the  other  through  the  tubes  to  the  water  circulating  through  those ; 
and  this  whether  the  said  tub^s  and  flues  are  placed  vertically  or  horizontallv 
A.  442.  B.  443.  '  C.  444. 


Boiler  invented  by  E.  A.  Bourry.     Figs.  412,  443,  444. 

The  aim  of  the  inventor  of  this  boiler  has  not  been,  like  with  many  others,  to  obtain  an  incredible 
saving  of  fuel,  but  to  insure  gi'eat  safety,  combined  with  restriction  of  space  and  cost. 

The  cylindrical  form  of  boilers  is  the  best  adapted  for  high-pressure  steam :  and  the  smaller  the 
diameter,  the  more  the  boiler  will  be  able  to  stand.  Boilers  of  small  diameter  have  been  in  use  these 
many  years  with  great  success,  for  the  working  of  stationary,  engines,  but  on  board  of  vessels  they  are 
scarcely  applicable,  because — 1st,  Boilers  are  required  with  internal  (ire  ;  'id,  such  boilers  must  be  in 
trre.it  number,  which  occasions  a  very  awkward  disposition  and  management;  and,  3d,  a  given  quantity 
of  fuel  is  burned  more  economically  on  one  large  grate,  than  on  several  small  ones,  as  with  the  former 
it  requires  less  draught,  and  the  combustion  is  more  complete.    ) 

Now,  to  combine  a  boiler  of  a  small  diameter,  with  a  large  heating  and  grate  surface  and  internal 
fire,  seems  at  the  first  sight  to  be  uext  to  impossible,  and  yet  this  .boiler  embraces  all  those  qualities. 
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A  is  a  cross-section  through  the  fire  and  smoke  box  ;  b  is  a  front  view ;  and  c  is  a  longitudinal  sec- 
tion, showing  the  whole  internal  arrangement.  The  boiler  consists  of  two  cylindrical  parts,  placed 
above  each  other:  the  lower  part  contains  the  fire-box,  bridge-wall,  and  main-flues ;  the  upper  one  con- 
tains the  return-flues,  smoke-box<  and  steam-room.  If  space  or  convenience  require  it,  the  boiler  may 
be  made  much  shorter,  in  dispensing  with  the  main-flaes,  in  which  case  the  return-flues  can  be  made 
of  a  smaller  diameter.  It  will  be  seen  in  the  drawing,  that  the  two  cylinders  are  not  entire,  but  are  as 
if  a  slit  was  cut  out  on  each  of  them,  all  the  way  along,  and  both  joined  there  together,  which  leaves  a 
free  passage  to  both  water  and  steam.  But  as,  at  the  junction  of  both  cylinders,  the  boiler  would  have 
a  tendency  to  open  outwards,  this  is  prevented  by  a  strong  iron  bar  being  placed  in  each  hollow,  and 
both  kept  securely  together  by  a  number  of  traversing  bolts  a. 

4^  The  boilers  of  the  Atlantic  and  Pacific,  of  the  Collins  line  of 

Jl^ ocean  steamers,  are  designed  from  that  of  Lord  Dundonald,  patent- 

'^  P  "^      Ip  ed  in  England,  Jan.   19,  1843,  a  longitudinal  section  of  which  ia 

here  shown,  (Fig.  445.) 

The  carl  says,  "  This  figure  shows  a  section  of  apparatus  for 
generating  steam  for  steam  engines,  constructed  according  to  this 
part  of  my  invention,  and  the  apparatus  is  composed  partly  of 
tubes  or  hollow  surfaces,  the  interior  of  which  are  open  to 
the  water  spaces  of  the  boiler,  with  which  the  tubes  are  com- 
bined. Such  boiler  or  outer  vessel  may  be  varied  in  shape  so  long  as  there  be  a  chamber  as  here- 
after described,  between  the  furnace  and  the  fire-place  and  the  chimney.  K  K  is  a  steam  boiler, 
which  may  be  of  a  square  or  cylindrical  section,  or  other  convenient  figure ;  L  is  the  fire-place, 
M  M  M  JM  is  a  rectangular  chamber,  there  being  a  number  of  tubes  or  hollow  surfaces  in  the  upright 
position,  through  Avliich  the  water  flows  in  consequence  of  the  water  therein  becoming  hotter  than 
other  parts  of  the  boiler.  The  heat  of  the  fire  passes  into  the  chamber  M  at  N,  over  the  bridge  0,  at 
the  end  of  the  furnace  or  fire-place  ;  and  the  passage  P,  from  the  chamber  M  into  the  flue  or  chimney, 
if  situated  as  low  as  possible,  in  6rder  that  the  greater  heat  of  the  vapors  may  be  retained  in  the 
chamber  ]\I  M,  for  it  will  be  readily  understood  that  the  more  highly  heated  vapors  or  products  of  com- 
bustion will  occupy  the  upper  part  of  the  chamber  M  M,  and  the  draught  into  the  chimney  will  only 
carry  off  the  cooler  parts  of  the  vapors,  the  more  highly  heated  being  comparatively  in  a  quiesc^t 
Btate,  at  the  upper  part  of  the  chamber  M ;  and  it  is  the  peculiar  arrangement  of  the  chamber  M 
within  a  steam  boiler,  when  containing  tubes  or  hollow  surfaces,  and  combined  with  the  outlet  P  into 
the  chimney,  so  as  to  leave  a  considerable  space  above  it  (for  the  more  highly  heated  vapors  to  be 
re^^ained  in  the  chamber  M),  which  constitutes  the  peculiar  character  of  my  invention.  Z  is  an  opening 
iDTo  the  chimney  at  the  upper  part  of  the  chamber  M  M,  to  facilitate  the  getting  up  of  a  draught  when 
fi'-st  lighting  a  fire,  it  being  closed  at  all  other  times;  Y  is  a  steam  pipe  in  connection  with  the  upper 
part  of  the  boiler,  having  a  stop-cock ;  this  pipe  is  drilled  with  man^r  small  holes  in  the  direction 
towards  the  chimney,  by  which  numerous  jets  of  steam  can  be  projected  amongst  the  tubes,  in  order  to 
sweep  away  the  dust  and  ashes  when  required.  I  would  remark  that  it  is  not  necessary  to  have  the 
tub^s  in  an  upright  position." 

Such  is  the  Earl  of  Dundonald's  account  of  his  invention.  This  boiler  is  superior  to  all  that  have 
preceded  it,  and  is  identical  with  those  now  in  use  on  board  the  steamer  Osprey,  with  the  exception  that 
her  boilers  have  not  the  opening  Z,  or  the  steam  pipe  Y,  both  of  which  would  be  an  improvement. 

In  December,  1845,  Jas.  Montgomery  took  out  his  patent  for  a  tubular  boiler,  of  which  a  description 
has  already  been  given,  the  distinguishing  feature  of  which  is  a  horizontal  diaphragm  placed  about 
midway  in  the  tubes.  Several  of  these  boilers  were  introduced  into  vessels  of  moderate  size,  and  several 
■were  employed  for  stationary  purposes,  and  effected  a  considerable  saving  of  fuel  when  they  had 
supplanted  otli'jr  boilers. 

The  succes.3  attending  the  Montgomery  boiler  in  this  country  called  the  ajttention  of  those  interest- 
ed in  marine  navigation  to  them ;  and  when  the  steamers  Atlantic  and  Pacific  were  begun  under  the 
direction  of  Mr.  E.  K.  Collins,  of  New  York,  he  caused  a  large  number  of  experiments  to  be  made  with 
vertical  tubular  boilers  for  use  in  salt  water.  The  performance  of  the  steamboat  Jonas  C.  Heartt,  with 
Montgomery's  boiler,  was  carefully  noted  for  several  days,  being  equal  in  time  to  a  trip  to  Europe. 

It  being  satisfactorily  ascertained  that  the  tubes  would  not  choke  up,  but,  on  the  contrary,  would 
keep  perfectly  free  from  scale,  Mr.  Collins  concluded  to  adopt  some  form  of  vertical  tubular  boiler,  and 
determined  to  test  the  use  of  vertical  tubular  boilers — in  fact,  the  boiler  of  Dundonald.  After  a  series 
of  experiments,  proving  that?  there  was  no  objection,  the  boilers  of  the  Atlantic  and  Pacific  were 
designed  by  his  chief  engineer,  John  Farron,  jr. 

The  only  difference  between  these  boilers  and  those  of  Dundonald  is  in  the  furnaces,  which  are  here 
doubled,  one  being  above  the  other,  caused  by  the  necessity  of  obtaining  more  grate  surface  than  could 
be  obtained  with  one  range  of  furnaces,  the  objection  that  had  been  urged  against  allowing  the  heat  to 
act  against  the  whole  length  of  the  tube  having,  by  experiment,  been  found  to  be  without  cause. 

Tubular  boilers  have  suffered  much  in  reputation  by  being  made  too  contracted  in  the  water-ways, 
the  tubes  too  close  together,  and  the  plates  not  sulHciently  strong  to  resist  the  increased  pressure  used 
in  them.  They  save  both  in  weight  and  space,  and  are  now  designed  quite  free  from  the  general  ob- 
jections made  to  them  ;  they  are  not  more  expensive  in  fuel  when  a  due  proportion  exists  between  the 
absorbent  surface  and  the  surface  of  the  grates  ;  and  there  is  no  reason  why  they  should  not  be  as  dura- 
ble as  the  ordinary  flue  boiler ;  they  perhaps  require  more  attention  in  blowing  off,  and  keeping  free 
from  salt  and  earthy  incrustations. 

Enrjlish  Marine  Boilers. — Figs.  44G,  447,  448  and  449  are  different  views  of  the  boilers  of  the  steamer 
Phoenix,  a  steamer  constructed  by  Messrs.  Scott,  Sinclair  &  Co.,  for  plying  between  Capetown  and  Al- 
goa  Bay,  at  the  Cape  of  Good  Hope.  This  vessel  was  provided  with  collecting  vessels  within  the  boi- 
kr  for  obviatiog  the  depositiou  ot  scale. 
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Scale.— l-16th  inch  =  1  foot. 


ScALK.— l-16th  inch  =  1  foot 

450. 


Scale. — 1-lGth  inch  =  1  foot. 
Longitudinal  Section. 


Scale. — 1-lCth  inch  =:  1  foot. 
Elevation  and  Transverse  Section. 


Figs.  4:50,  451,  and  452  represent  the  boilers  of  the  Achilles  steamer,  constructed  by  Messrs.  Caird  d 
Co.  This  vessel  plies  between  Liverpool  and  Glasgow,  and  is  well  known  for  her  numerous  exccl- 
encies. 


Scale. — 1-lGth  inch  =  1  foot. 
Longitudinal  Section  and  Exterior. 


Scale. — l-16th  inch  =  l  foot. 
Horizontal  Sections  and  BirdVEye  View. 


Fig.  453  represents  the  boilers  of  the  sister  ship,  the  Eagle,  also  by  the  same  maters.  There  is 
nothing  of  peculiar  excellence  in  these  plans ;  and,  for  steam  vessels,  we  believe  boilers  of  tliis  kind 
will  be  superseded  by  the  tubular  plan  of  boiler,  of  which  we  shall  give  all  the  best  specimens.  But 
a  good  number  of  boilers  upon  the  common  flue  plan  are  still  made,  so  that  some  specimens  of  them 
are  indispensable ;  and,  indeed,  there  are  stiU  far  more  flue-boilers  in  use  than  there  are  of  any  other  de- 
scription. In  most  of  these  boilers  it  is  a  fault  that  the  furnaces  are  made  too  long  and  naiTow,  and  the 
consequence  is,  that  it  is  impossible  to  fire  them  on  a  long  sea-voy.age,  especially  in  stormy  weather. 
It  is  much  preferable  to  restrict  the  furnaces  to  a  moderate  length,  and  give  the  bars  a  considerable 
elevation,  so  that  they  may  always  be  well  covered  with  coal  at  the  after  ends.  When  tlie  furnaces  are  vei"y 
long,  a  good  deal  of  air  generally  escapes  into  the  flues  at  the  after  end  of  the  bars,  the  effect  of  which 
is  materially  to  ]%ssen  the  generation  of  steam. 

Figs.  454,  455,  and  45G  represent  the  boilers  of  the  Thames  and  Medway,  two  vessels  of  large  size, 
constructed  by  Messrs.  Maudslay  &  Field  for  the  Mail  Steam  Packet  Company.  The  boilers  of  thest 
vessels  have  been  very  successful,  ajid  are  among  tlie  best  specimens  of  the  flue-boiler  as  tipplicable  to 
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marine  engines  hitherto  produced.  We  do  not  know 
of  any  br>iler  of  this  kind  that  engineers  may  imi- 
tate with  greater  safety,  as  regards  tiieir  power 
of  generating  steam,  though  there  are  many  speci- 
mens distinguished  by  a  greater  durability.  In 
some  of  the  boilers  recently  introduced  in  the  Mail 
Steamers,  the  furnaces  stand  athwartships,  and  the 
plan  is  attended  with  the  material  advantage  that 
the  coals  trim  more  easily ;  for  the  coal  reserve  in 
tills  arrangement  situated  behind  the  boilers,  and 
another  depot  standing  between  the  boilers  and  the 
engmes,  communicate  immediately  with  the  stoke- 
holes, whereby  an  easy  transfer  of  the  coal  becomes 
accomplishable. 

Figs.  457  and  458  are  also  views  of  the  boilers  of 
the  Thames  and  Medway.  These  views  are  per- 
pendicular sections  through  the  lines  A  B  and  C  D, 
shown  in  the  horizontal  section  through  the  furnaces, 
and  the  horizontal  section  through  the  flues.  The 
dotted  sweeps  at  the  two  upper  corners  represent 
the  ascent  of  the  flue  into  the  funnel.  The  flue 
narrows  in  width  and  rises  in  height  as  it  approaches 
the  chimney,  for  the  same  area  is  not  requu'ed  for 
the  transmission  of  the  smoke  after  its  volume  has 
been  contracted  by  the  communication  of  heat  to 
the  water,  and  a  less  depth  of  water  above  the  flue 
suffices  after  the  heat  of  the  smoke  tr/iversuig  it 
has  been  well-nigh  expended.  The  bridges  are 
water  bridges,  and  their  superior  ridges  do  not 
run  in  a  horizontal,  but  in  an  oblique  direction,  the 
design  of  which  is  to  faciUtate  the  extrication  of 
the  steam.  There  are  four  boilers  iu  all,  and  the 
boilers  are  fired  from  both  ends. 
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Horizontal  Section  through 
Flues. 


Horizontal  Section  through 
Furnaces. 


In  furnaces  with  two  lengths  of  furnace-bars,  it  is  a  good  plan  to  make  the  centre-bearer  double,  so 
that  the  ends  of  the  bars  may  have  a  space  between  them  through  which  the  ashes  will  be  precipi- 
tated ;  the  space  thus  left  enables  the  bars  to  expand  without  injury  on  the  apphcation  of  heat,  whereas, 
without  some  such  provision,  the  bars  are  very  liable  to  get  burned  out  by  their  centres  bending  up  into 
the  furnace,  or  else  the  lugs  which  carry  the  bearer-bars  will  be  perpetually  being  carried  away.  A 
similar  space  should  be  left  between  the  fore  end  of  the  bars  and  the  dead  plate  at  the  furnace  mouth, 
and  care  should  be  taken  that  not  only  the  ends  of  the  bars  do  not  touch,  but  that  the  heels  of  the  bars 
do  not  rest  against  the  furnace-bearers. 


I.ij:ii,'ilu.liii;il  .-^cclion. 


Sc.VLE. —  1-M   L     .  ■  I  I    foot. 

Section  through  A  B. 


Scale.— 1-Sth  inch  =  l  foot. 
Section  through  CD. 


The  bridge*  of  these  boilers  arf ,  it  will  be  observed,  of  brick,  atiJ  come  tolerably  close  to  the  frr- 
ajvce  top.  In  such  cases  it  i--,  expedient  to  make  the  upper  part  of  the  bridge  consist  of  one  or  two  fire- 
brick blocks,  which  may  be  lifted  off  when  a  person  requires  to  enter  the  flues  to  sweep  or  repair  them. 
The  continual  knocking  down  and  building  up  of  bridges  becomes  otherwise  very  expeiTsive.  In  boilers 
■>{  this  construction  it  is  difficult  to  liglit  one  tier  of  fires  after  the  others  have  been  thoroughly  kindled, 
its  the  fires  first  lighted  keep  the  lead  in  the  dratight.  It  might  be  anticipated  that  by  firing  th;  tiera 
of  fires  alterriately,  the  smoke  wovJd  be  burned,  but  such  is  not  found  to  be  the  effect. 
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Provision  lias  been  made  in  tliese  boilers  for  the  introduction  of  a  fan-  blast,  which  would  at  once 
cure  the  evil  of  a  defective  draught.  The  furnaces  would,  in  this  plan,  be  made  close,  and  the  blast  would 
be  introduced  into  a  chamber  at  the  back  of  the  ashpit  A,  Fig.  461,  from  whence  it  would  pass  into  the 
ashpits  by  necks  AAA,  Fig.  459.  One  inconvenience,  however,  of  a  fan-blast  thus  applied  is,  that  the 
smoke  comes  out  of  the  furnace-doors  very  much  when  thoy  are  opened. 

Almost  every  engineer  has  made  tubular  boilers  that  were  short  of  steam,  but  we  never  before  met 
with  one  who  acknowledged  it. 

The  original  boilers  of  the  Great  "Western  contained  oi  flue  surface  2950  square  feet,  and  of  furnace 
surface  890  square  feet,  making  3840  square  feet  of  heating  surface ;  area  of  fire-grate  202  square 
c'eet;  capacity  of  steam-room  1150 cubic  feet ;  weight  of  boilers  and  steam-pipes  202  tons;  weight  oi 
water  80  tons ;  average  consumption  of  coal  1000  tons  per  voyage,  out  and  home,  of  27  or  28  days. 
In  the  tubular  boilers,  Figs.  459  to  461  the  tube  surface  is  5900  square  feet,  smoke-box  surfoce  830 
square  feet;  furnaces  420  square  feet;  making  7150  square  feet  of  heating  surface ;  area  of  fire-grate 
145  square  feet ;  weight  of  boilers  56  tons;  weight  of  water  52  tons;  capacity  of  steam-room  1320 
cubic  feet :  average  consumption  of  coal  per  voyage  out  and  home,  of  29  days,  696  tons.  The  speed  of 
the  vessel,  it  will  be  observed,  has  somewhat  declined  witli  the  new  boilers,  but  there  is  a  greater  econ- 
omy in  fuel  upon  the  same  distance.  The  horse  power  of  the  Great  Western  is  about  400 ;  the  par- 
ticulars of  tbf  two  boilers  will  therefore  stand  as  follows  : — 

Old  Boiler.  New  Boiler. 

Heating  surface  per  horse  power 9'6  17"875 

Firegrate  per  horse  power '5  '3625 

Steam-room  per  horse  power 2*875  3"3 

'Joalper  hour  per  horse  power 8"333  5*6 

The  consumption  of  fuel,  as  here  set  down,  it  must  be  borne  in  mind  is  that  of  the  old  boiler  in  its  super 
annuated  state,  and  of  the  new  boiler  in  its  best  state.  The  old  boiler,  when  new,  did  not  consume 
more  than  6  lbs.  of  coal  per  horse  power  per  liour. 

The  tubes  of  these  tubular  boilers  are  of  iron  of  3  inches  internal  diameter,  and  8  feet  in  length. 
Tlie  furnaces  are  8  feet  3  inches  in  length,  which  is,  in  our  judgment,  a  greater  length  than  can  be  fired 
effectually  on  so  long  a  voyage  as  the  Great  "Western  has  to  perform.  Tlie  water  within  the  boiler 
rises  some  distance  above  the  top  tubes.  It  would  be  better,  we  think,  to- let  the  return  tubes  go  through' 
the  steam,  which  would  diy  it  very  effectually,  and  surcharge  it  in  some  degree  with  heat.  This  could 
easily  be  done  by  lowering  the  water-level,  and  tlie  hot  air  will  be  sufficiently  cooled,  after  passing 
through  the  lower  tier  of  tubes,  to  prevent  any  injury  to  the  upper  tier  from  an  excess  of  heat.  One  of 
the  advantages  of  iron  tubes  is,  that  they  can  be  subjected  to  a  degree  of  heat,  with  unpunity,  that 
would  be  unsafe  to  apply  hi  the  case  of  brass  tubes.  It  is  said,  however,  that  the  scale  adheres  to 
them  with  greater  tenacity  than  to  brass,  but  this  objection  is  not  likely  to  prove  of  much  weight  if  the 
boilers  be  well  blown  out,  for  in  that  case  very  little  scale  will  be  formed  at  all. 

Figs.  462  and  463  represent  the  boilers  of  the  British  Queen  steamer,  constructed  to  ply  between 
London  and  New  York.  Tliere  is  nothing  very  peculiar  in  this  kind  of  boiler ;  and,  indeed,  it  is  nothing 
more  than  the  common  marine  boiler,  as  used  for  the  ordinary  coasting  vessels,  constructed  upon  a  larger 
scale.  There  are  four  boilers  in  the  vessel,  ranging  athwartships,  containing  in  all  fourteen  furnaces, 
the  wing  boilers  containing  four  furnaces  each,  and  the  midship  boilers  three  furnaces  each.  The  pro- 
jection of  the  water-space  into  the  flues  at  the  after-end  of  the  wing  boiler  is  to  obviate  a  back-draught 
in  the  furnaces,  in  consequence  of  the  currents  of  hot  air  meeting  one  another  in  a  direct  antagonism  at 
the  point  where  they  coalesce,  and  which  they  would  do  but  for  this  protuberance,  which  deflects  each 
of  them  sufficiently  to  make  it  enter,  without  conflict,  the  longitudinal  flue.  These  boilers  were  kept 
supplied  with  fresh  water,  as  the  engines  are  fitted  with  Flail's  condensers,  which  return  the  condensed 
steam  to  the  boiler  to  maintain  the  water-level.  This  species  of  condenser  is  now  discontinued  in  most 
vessels,  as  its  weight  and  expense  are  formidable  objections,  and  it  does  not  act  as  a  preservative  of  the 
iron  of  the  boiler  from  corrosion.  One  government  vessel,  some  time  since,  fitted  with  Hall's  condenser, 
had  no  less  than  22  miles  of  copper  pipe  for  accomplishing  the  condensation  of  the  steam.  The  use 
of  salt  water  in  boilers  is  attended  with  very  little  inconvenience  if  they  be  often  blown  out,  and  theii 
durabiUty  is  little,  if  at  all,  increased  by  the  employment  of  fresh  water. 

Figs.  464  and  465  represent  the  boilers  of  the  City  of  London  steamer,  a  vessel  lately  con- 
structed by  ilr.  Napier,  of  Glasgow,  to  ply  between  Aberdeen  and  London.  These  boilers  are  much 
upon  the  plan  of  the  boilers  of  the  Thames  and  Medway,  and  are  fired  fiom  both  ends  instead  of  from 
one  end,  as  in  the  boilers  of  the  British  Queen.  There  is  a  hanging  water-bridge,  it  will  be  observed, 
at  the  end  of  the  furnace,  Fig.  464,  beneath  which  the  flame  has  to  descend  before  it  can  enter  the  flues. 
This  arrangement  we  look  upon  as  very  judicious.  Tlie  hot  air,  by  virtue  of  xts  spec'ific  levity,  ascends 
into  the  upper  part  of  the  furnace-chamber,  where  it  remains  until  it  has  given  out  a  considerable  por 
tion  of  its  heat,  and  it  is  only  after  its  specific  gravity  has  been  increased  by  the  extraction  of  heat  that 
it  can  overflow  into  the  flues.  It  is  also  a  good  practice  to  place  a  hanging  bridge  of  sheet-iron  at  tha 
after-end  of  the  flue,  where  it  enters  th  3  chimney. 

Figs.  466,  467,  and  468,  represent  the  original  boilers  of  tlie  steamer  Tagus,  constracted  by  Messrs. 
Scott,  Sinclair  &  Co.  Tlie  following  are  some  of  the  dimensions  of  thq  original  boilers : — Length  24 
feet  3  inches,  height  10  feet ;  breadth  of  each  boiler  7  feet  6  inches,  making  the  total  breadth  of  the 
boilers  about  22  feet  8  inches,  with  projections  of  rivet-heads.  Length  of  under  furnaces  8  feet ;  length 
of  upper  furnaces  7  feet  6  inches.  Breadth  of  furnaces  3  feet;  total  number  of  furnaces  12.  Each 
boiler  contauis  14  non  pipes  of  about  10  inches  in  diameter,  and  10  feet  in  length,  through  whicl>  the 
smoke  passes  on  its  way  to  the  cliimney.  Tliese  pipes  are  formed  of  boiler-plate,  with  turne^u  fings  or 
collars  attache^  to  eacli  end,  which  are  inserted  into  holes  in  the  smoke-box  plates,  and  then  rivetec 
orer.     These  rivets  are  liable  to  get  burned  away  by  the  action  of  the  flame,  as  the  collars  within  pre 
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•    -    -    -    24  feet.     -    A  -  A  -  A  - 
Scale.— 9-l28th  inch  =  1  foot. 
Transverse  Section. 


Scale.— 9-128th  incli  =  1  foot. 
«.  Horizontal  Section  tlirougli  Furnaces. 

b.  Horizontal  Section  above  Furnaces. 

c.  Horizontal  Section  above  Tube^ 
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Scale. — 'OTo  inch  =  1  foot, 
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vents  tlie  water  from  getting  across  to  the  angle,  and  the  plates  into  which  they  are  fixed  then  get 
pressed  out  by  the  force  of  the  steam.  It  would  he  a  good  plan  to  cover  these  rivets  with  another 
perforated  plate  placed  above  them,  the  holes  in  which  should  be  of  a  somewhat  smaller  diameter  than 
that  of  the  tubes. 

Figs.   409,  470,    471,    472,  473,  and  474,    represent  the  boilers  of  the  Queen  steamer,  a  river  ves- 
sel, constructed  by  Messrs  Renuie,  and  well  known  for  her  swiftness  and  efficiency.   The  object  this  boiler 
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seeks  to  attain  is  lightness,  and  it  is  therefore  made  so  as  to  hold  very  little  water.  It  does  not,  ho-^ver, 
appear  to  be  well  calculated  to  sustain  any  considerable  pressure,  though  this  is  an  object  of  importance 
in  vessels  intended  to  go  fast.  The  following  are  some  of  the  principal  dimensions : — Length  13'  8" ; 
breadth  12'  8" ;  height  6'  0" ;  length  of  furnaces  5'  2" ;  length  of  tubes  5'  7" ;  breadth  of  furnaces 
2'  8" ;  diameter  of  tubes  2'  6" ;  material  of  tubes  brass.  Total  number  of  tubes  228.  Diameter  of 
cylinder  of  engines  29'  3" ;  length  of  stroke  4'  6".  There  are  two  engines  on  the  direct  action  plan. 
Collective  power  76  horses. 

If  any  considerable  pressure  of  steam  be  employed  in  this  boiler,  it  will  be  necessary  to  stay  down  the 
boiler  top  very  firmly,  both  to  the  tops  of  the  furnaces  and  the  bottom  of  the  boiler ;  for  the  force  act- 
ing against  the  boiler-top,  and  tending  to  raise  it  upwards,  will  be  immense,  if  a  high  pressure  be  adopt- 
ed. To  stay  the  boiler-top  to  the  tops  of  the  furnaces  alone  would  not  be  sufficient,  for  the  tops  of  the 
furnaces  might  alter  their  form,  and  the  stays  would  then  be  of  very  little  avail.  The  stays  to  the 
bottom  of  the  boiler,  however,  if  carried  in  the  usual  way,  would  have  to  be  attached  to  the  bottoms  of 
the  water  spaces,  and  there  they  would  be  much  in  the  way  when  the  boilers  are  being  cleaned.  In- 
deed, it  would  be  almost  impossible  to  clean  out  the  water  legs  effectually  with  stays  so  situated,  and 
the  best  method,  therefore,  appears  to  be  either  to 
stay  the  boiler-top  to  a  strong  inverted  arch  spanning 
the  water  spaces,  or  to  place  a  succession  of  iron 
arches  over  the  furnace  tops,  to  keep  theruin  shape, 
after  the  fashion  practised  in  Stephenson's  locomo- 
tives, and  to  stay  the  boiler-top  to  these. 

Figs.  475  and  476  represent  a  small  tubular 
boiler  constructed  by  Messrs.  Horton  &  Son  for  a 
coasting  steamer  called  the  Zephyr.  This  boiler 
has  been  found  to  perform  well,  and  is,  in  every 
respect,  satisfactory.  The  tubes  are  of  iron,  3 
inches  in  diameter,  and  6  feet  long.  Length  of 
furnace,  6  feet;  number  of  tubes,  168.  2  engines. 
Consumption  of  coal  per  hour,  about  6  cwt.  The 
pressure  of  sUam  is  about  5  lbs.  on  the  square 
mch.         ^  Scale.— 1-lOth  inch=l  foot.         Scale.— 1-lOth  mch=l  foot 

Figs.  477  478,  and  479,  represent  a  boiler,  byFront  View  and  Transverse  Section.        Longitudinal  Seclion. 
Messrs.   Miller,   Ravenhill  &  Co.,  of  the  tubular 
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kind.  It  lias  been  found  expedient  to  introduce  a  jet  of  steam  into  the  chimney  of  this  vessel  to 
quicken  the  draught.  The  tubes  are  of  brass,  3^  inches  in  diameter,  and  the  tube-plates  are  of  iron. 
A  galvanic  action  between  the  brass  and  the  iron  has  been  found  to  arise  in  some  boilers,  wliich 
shows  itself,  not  at  the  ends  of  the  tubes,  but  at  the  ends  of  the  athwartshlp  stays  which  bind  the 
sides  of  the  boilers  together  ;  and  the  iron  plate  around  these  stays  very  soon  acquires  the  appearance 
of  having  been  scooped  out  by  a  knife  ;  but,  in  other  boilers  no  action  of  this  kind  has  been  found 
to  take  place,  and  it  has  been  doubted  whether  a  leakage  caused  by  the  inadequate  fastening  of  the 
stays  has  not  had  something  to  do  with  its  production.  The  evil  would  probably  be  obviated  by  the 
application  of  a  washer  of  zinc.  Experience  in  the  use  of  tubular  lioilers  certainly  shows  that  brais 
tubes  are  on  the  whole  the  most  eligible.  Iron  tubes  are  speedily  eaten  into  holes  by  corrosion,  and  it 
is  remarkable  that  the  corrosion  chiefly  takes  place  upon  the  under  side.  Brass  tubes,  on  the  contrary, 
are  found  to  last  many  years.  It  appears  to  be  the  best  plan  to  refrain  from  attempts  at  scaling  brass 
tubes,  but  they  may  be  withdrawTi  once  a  year,  cleaned,  and  reinserted. 

Figs.  480,  481,  and  482,  represent  the  boilers  of  the  steam  vessel  Ocean.  The  tubes  of  these  boilers 
are  of  iron,  S^  inches  in  diameter,  and  9  feet  long ;  furnaces  7  feet  long,  and  2'  1"  wide.  There  ate  three 
boilers  in  all :  the  centre  one  with  three  furnaces,  and  the  two  wing  ones  with  two  furnaces  each.  Total 
breadth  of  boilers  19. V  feet ;  total  length  14  feet ;  total  number  of  tubes,  378  ;  two  engines — diameter 
of  cylinder,  56  inches  ;  length  of  stroke,  5  J  feet ;  pressure  of  steam  about  4^  lbs. ;  consumption  of  coal 
about  18  cwt  ]}er  hour.  In  ordinary  coasting  vessels  the  plan  of  tiring  from  each  end  is  objectionable, 
as  the  length  in  the  vessel  occupied  by  an  additional  firing  space  is  a  manifest  waste  of  room ;  and 
there  will  be  no  difficulty  in  short  voyages,  about  maintaining  the  trim  of  the  ship  on  account  of  the 
Btowage  of  so  evanescent  a  cargo  as  coal  in  the  wake  of  the  furnaces. 
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Scale.— 3-20th  inch  =  1  foot. 
Front  View  one-half  in  Section. 


Scale.— 3-20th  inch  =  1  foot. 
Back  View  one-half  in  Section, 
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Figs.  483,  484,  and  485,  are  different  views  of  the  boilers  of  the  steamer  Forth,  belonging  to 
the  EngUsh  Mail  Steam-Packet  Company.  These  boilers  are  well  worthy  of  the  attention  of  the 
engineer,  as  they  have  approved  themselves  mortf  economical  than  any  of  the  other  boilers  employed 
in  those  vessels,  at  the  same  time  that  there  is  an  abundance  of  steam,  and  the  speed  of  the  vessel 
is  well  maintained.      The  following  are  some  of  tlie  more  important  particulars:    There  are   four 
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boilers,  with  tbrco  furnaces  in  each,  making  12  furnaces  in  all.  Length  of  each  holier,  13'  G" ;  breadth, 
9'  10";  height,  14'  11'.  There  is  a  fore-and  aft  passage  between  the  boilers,  2  feet  wide,  and  ar 
athwart  passage  18  inches  wide.  Length  of  furnace,  7'*4:" ;  breadth  of  furnace,  31f  inches ;  diameter 
of  chimney,  67  inches  ;  height  of  flues,  5  feet. 

Figs.  486,  487,  and  488,  represent  two  sets  of  boilers  constructed  by  Messrs.  Bury,  Curtis^  & 
Kennedy,  for  the  two  steam  vessels  Wladimir  and  Der  Greuss  Adler,  the  one  belonging  to  the  Russian 
and  the  other  to  the  Pmssian  government,  and  both  of  the  power  of  320  horses :  the  boilers  for  the 
liusaian  vessel  being  of  the  tubular  variety,  while  those  for  the  Prussian  vessel  are  on  the  common  fluo 
plan.  The  shape  and  dimensions  of  the  tubular  boiler  are  shown  in  the  figures  by  means  of  dotted 
lines ;  and  a  just  conception  may  thus  be  arrived  at  of  the  amount  of  space  occupied  by  a  tubular  and  a 
floe  boiler  of  the  same  efficacy  in  raising  steam. 
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Scale. — l-8th  inch  =  1  foot. 

a.  Horizontal  Section  tlirough  Furnaces. 

b.  Horizontal  Section  through  Flues. 
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Scale. — l-8th  inch  :=  1  foot. 

a.  Side  View. 

b.  Longitudinal  Section. 

Figs.  489,  490,  and  491,  represent  the  boi- 
lers of  the  Retribution,  a  steamer  of  800-horSe 
power  ;  the  engines  being  on  the  double  cylinder 
plan  of  Messrs  Maudslay.  There  is  nothing  very 
peculiar  in  these  boilers,  except  their  size ;  in 
other  respects  they  very  much  resemble  the  boi- 
lers of  the  Great  Western,  and  of  the  Thames 
and  Medway,  also  by  Messrs.  Maudslay  &  Field, 
of  which  we  have  already  given  delineations. 

Miscellaneous  observations  on  the  construction  and 
proportion  of  boilers,  and  the  accidents  to  which 
they  are  liable. 

The  water-spaces. — The  water-spaces  between 
the  furnaces  should  not  be  less  than  5  to  6  inches 
wide,  and  between  the  flues  4  to  5  inches.  The 
bottom  water-spaces  should  be  8  inches,  for  the 
It  is  usual  to  allow  a  space  of  1  inch  between  the  tubes  of  a  tubular  boiler, 
and  these  are  best  arranged  in  perpendicular  rows,  one  over  the  other,  by  which  means  the  steam  es- 
capes from  their  surface  more  readily  than  when  arranged  zig-zag.  When  water-bridges  are  used, 
they  should  not  be  less  than  10  to  12  inches  wide,  and  their  tops  should  incline  about  3  inches  to  the 
foot,  to  allow  of  the  steam  escaping  more  readily  from  the  interior  surface. 

Heating  surface  arranged  to  permit  the  easy  escape  of  the  steam  — Care  must  be  taken,  in  proportioning 
the  boiler,  that  no  part  of  the  heating  surface  may  be  so  situated  that  the  steam  will  not  readily  escape 
from  it  to  the  surface  of  the  water,  as  in  such  case  the  plate,  being  left  in  contact  with  steam  in  place 
of  water,  becomes  intensely  heated  and  destroyed,  and  an  explosion  is  not  an  unfrequent  result.  It  is 
found  in  practice  that  perpendicular  heating  surface,  such  as  the  sides  of  the  rectangular  flues  in  a  flue 
boiler,  is  by  no  means  so  efficient  for  raising  steam  as  an  equal  amount  of  horizontal  surHice,  such  as 
the  tops  of  the  same  flues.  The  reason  of  this  is  sufficiently  obvious ;  as  the  steam,  in  the  first  case, 
rising  perpendicularly  from  each  portion  of  the  surface  of  the  metal,  forms  a  film  or  stratum  of  vapor 
in  contact  with  the  sides  of  tlie  flue,  thus  preventing  the  free  access  of  the  water  to  the  hot  metal ;  but 
in  the  other  case,  /the  steam,  leaving  the  iron  as  soon  as  generated,  allows  the  water  to  be  constantly  in 
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contact  with  it.  From  the  same  cause,  the  flat  bottom  of  an  internal  metal  flc  ^  is  very  inefficient  a* 
heating  surface ;  and  it  is  also  Ibund  that  plates  wliich  are  liable  to  be  exposed  in  this  manner  to 
imperfect  contact  with  the  water,  either  as  side  or  bottom  surface,  are  subject  to  a  much  quicker  wear 
than  the  tops  of  the  flues  of  the  same  boilers. 

Strength  of  boilers. — 1st.  To  kuov,-  the  force  which  tends  to  burst  a  cylindrical  vessel  crossways,  or, 
in  other  words,  to  separate  the  head  from  the  curved  sides,  we  have  only  to  consider  the  actual  area  of 
the  head,  and  to  multiply  the  units  of  surface  by  the  number  of  units  o?  force  applied  to  each  super- 
ficial unit.     This  will  give  the  total  divellent  force  in  that  direction. 

2d.  The  amount  of  force  which  would  tend  to  divide  the  cylinder  in  halves  lengthways,  by  sepa- 
rating it  along  two  lines  on  opposite  sides,  would  he  represented  by  multiplying  the  diameter  by 
the  force  exerted  on  each  unit  nf  surface,  and  this  product  by  the  length  of  the  cylinder.  But  even 
withoiit  rcardino-  the  length,  we  may  consider  the  force  requisite  to  rupture  a  single  band  in  the  direc- 
tion now  supposed,  and  of  one  lineal  unit  in  breadth ;  since  it  obviously  makes  no  difference  whether 
the  cylinder  be  long  or  short,  in  respect  to  the  ease  or  difficulty  of  separating  the  sides.  The  divellent 
force  in  this  direction  is  truly  represented  by  the  diameter  multiplied  by  the  pressure  per  unit  of  sur- 
face. Hence,  the  thickness  of  the  plates  of  cijlindrical  boilers  should  be  in  proportion  to  their  diameters. 
Ordinary  boiler-plates  will  not  bear  more  than  23  tons  to  the  square  inch ;  and  as  nearly  one-third  of 
the  material  is  punched  out  for  the  reception  of  rivets,  we  must  still  further  reduce  the  strength,  and 
take  15  tons,  or  about  34,000  lbs.  on  the  square  inch,  as  the  tenacity  of  the  material,  or  the  pressure  at 
which  a  boiler  would  burst. 

Strength  of  the  plates. — A  practical  limit  is  imposed  to  increasing  the  thickness  of  the  plates  of  an  iron 
boiler,  by  the  defective  conducting  power  of  the  material ;  and  it  not  unfrequently  happens  that  boilers 
are  weakened  and  destroyed  by  the  very  means  adopted  for  securing  additional  strength,  viz.,  by  giving 
an  injudicious  thickness  to  those  plates  exposed  to  the  greatest  heat. 

It  is  now  generally  understood  that  if  the  plates  of  the  furnaces  .^re  made  thicker  than  about  f  of  an 
inch,  they  are  liable  to  be  warped  and  "burnt"  by  the  action  of  the  flame,  in  consequence  of  the  con- 
ducting power  of  the  metal  being  insufficient  to  transmit  the  heat  of  the  flame  through  the  plate  with 
such  rapidity  as  to  prevent  the  exposed  side  of  the  plate  being  softened  and  weakened  by  the  intense 
heat,  even  although  the  other  side  of  the  plate  may  be  in  perfect  contact  with  the  water.  From  this 
cause,  lapped  joints,  or  rows  of  rivet-heads,  should  be  avoided  as  much  as  possible  in  parts  of  the  boiler 
exposed  to  flame,  which  is  much  hotter  than  radiated  heat.  The  best  position  for  the  joints  of  the  plates 
in  the  fire-boxes  is  in  a  slanting  line,  just  below  the  fire-bars,  in  the  ash-pit ;  and  the  plates  for  this 
part  should  be  made  as  large  as  it  is  possible  to  have  them  rolled  sound. 

The  usual  thickness  of  iron  plates  for  boilers  is  as  follows  :  for  fire-boxes,  ^  in. ;  flues,  sides  and  tops, 
,%  (the  tops  are  sometimes  \  in.) ;  bottoms,  f ,  and  sometimes  Jg-  in.  Outside  shell  of  boiler,  f  in. 
throughout,  although  the  bottom  is  sometimes  made  -^^  in. ;  the  up-takes  to  the  bottom  of  the  funnel 
should  be  f  in.  The  tube  plates  in  tubular  boilers  are  made  from  -J^  to  -|  in.,  charcoal  iron.  The  funnel 
may  be  made  with  \  in.  plate  round  the  bottom,  then  j^  in.  and  \  in.  at  the  top.  It  should  be  divided 
by  plates  at  the  bottom,  for  6  or  8  feet,  into  as  many  divisions  as  there  are  distinct  boilers  led  into  it. 

Construclicn  of  boilers. — The  whole  of  tlie  shells  of  boilers  intended  to  withstand  any  considerable 
pressure,  should  be  double  riveted,  with  rivets  2f  inches  from  centre  to  centre,  the  weakening  effect  of 
double  riveting  being  much  less  than  that  of  single  riveting.  The  furnaces  above  the  line  of  the  bars 
should  be  of  the  very  best  plates,  three-eighths  thick,  and  each  furnace  above  the  bars  should  consist 
of  three  plates,  one  for  the  top  and  one  for  each  side,  the  underseam  of  the  side  plates  being  beneath 
the  level  of  the  furnace-bars.  The  tube  plates  of  tubular  boilers  should  be  also  of  the  best  iron,  |  to 
1  inch  thick ;  the  shells  ihould  be  of  tlie  best  iron,  and  -j-''^-  thick,  at  the  least.  Angle  iron  should  not 
be  used  in  any  part  of  a  boiler,  as  in  the  manufacture  it  becomes  reedy,  like  wire,  and  is  apt  1 1  split  in 
the  direction  of  its  length.  It  is  a  nmch  safer  dependence  to  bend  the  plates,  if  it  be  cai-efuUy  done, 
and  without  any  more  sharp  turns  than  can  be  helped ;  but  it  is  convenient  to  use  a  little  angle  iron 
about  the  furnace  mouths,  which  should  be  of  the  very  first  quality.  The  whole  of  the  plates  of 
boilers  should  be  punched  with  a  double  punch,  one  nipple  of  which  enters  the  hole  last  punched,  while 
the  other  punches  the  hole ;  and  it  is  very^  convenient  to  have  the  punching-press  provided  with  a 
travelling  table,  whereby  the  operation  of  punching  and  paring  the  edges  of  the  plates  is  made  a  self- 
acting  one.  The  use  of  drifts  and  screw-jacks  in  putting  the  parts  of  boilers  together  should  not  be 
permitted.  The  rivets  should  be  of  the  best  iron,  \l  in  diameter.  The  whole  of  the  work  should  be 
caulked  both  inside  and  outside,  so  far  as  it  is  accessible.  It  is  very  desirable  that  the  space  between 
the  furnaces  and  tubes  of  tubular  boilers  should  be  sufficiently  large  to  enable  a  man  or  boy  to  get  in. 
The  bend  joining  the  top  of  the  furnace  at  the  after  end  with  the  bottom  of  the  tube  plate  is  very  liable 
to  get  burnt  away,  and  its  repair  will  be  most  difficult,  unless  made  accessible  from  the  inside  to  hold 
on  the  rivets. 

Division  of  the  boilers. — In  the  case  of  engines  of  large  power  it  is  preferable  to  divide  the  boilers  into 
several  distinct  pieces,  each  complete  in  itseff,  and  capable  of  being  used  either  in  conjunction  with  the 
others  or  separately.  This  affords  facilities  for  esamming,  repairing,  if  necessary,  and  cleaning  the 
boilers  in  succession. 

Staying  and  tubing  of  boilers. — It  is  usual  to  stay  the  flat  portions  of  tubular  boilers  with  about  I-^ 
inch  round  rods,  from  16  to  18  inches  apart  each  way,  and  flue  boilers  not  quite  so  heavily.  It  is 
highly  injurious  to  stay  weak  plates  at  long  distances,  as  the  alternate  distension  and  contraction  of  the 
plate  between  the  stays  causes  it  to  buckle  round  each  stay  every  time  that  the  pressure  of  steam  i« 
added  or  removed.  This  action,  in  time,  wears  a  furrow  round  the  fastening  of  the  stay  by  throwing 
off  the  scale  from  the  surf^ice  cf  the  plate  and  opening  the  fibre  of  the  iron,  the  circular  piece  of  plate 
to  which  the  stay-rod  is  attached  remaining  at  the  same  time  quite  sound 
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By  the  English  method,  the  tulies  of  boilers  are  most  generally  secured  at  the  ends  by  means  of  ferulei 
driven  tight  into  them,  the  holes  in  the  end  plates  being  usually  countersunk,  and  a  corresponding  pro- 
jection being  made  on  the  ferules.  The  ferules  next  the  furnace  are  best  made  of  steel,  while,  for  the 
other  ends,  malleable-iron  ferules  answer  as  well.  The  tool  in  which  the  ferules  are  made  consists  of 
three  pieces  ;  one  piece  is  set  iu  the  anvil,  and  consists  of  a  flat  plate  with  a  nipple  on  it,  rising  to  lialf 
the  depth  of  the  ferule,  and  rounded  at  the  corners ;  the  next  piece  consists  of  a  ring  furnished  with  a 
handle,  and  with  its  lower  edge  recessed  slightly  into  the  flat  plate  so  as  to  steady  it,  and  this  ring  is 
larger  in  its  internal  diameter  than  the  nipple  by  twice  tlie  thickness  of  the  ferule  ;  the  last  piece  con- 
sists of  another  nipple  made  like  the  first,  but  formed  with  a  head  like  a  punch.  A  small  hoop  is 
formed  by  welding  a  piece  of  steel  or  iron,  and  is  dropped  into  the  space  between  the  interior  of  the 
ring  and  the  lower  nipple ;  the  upper  nipple  is  then  forced  down  by  striking  the  punch-head  with  a 
forge-hammer,  whereby  the  ferule  is  moulded  to  the  right  form ;  the  parts  are  finally  taken  asunder, 
whereby  the  ferule  is  liberated. 

In  brass  tubes  the  use  of  ferules  appears  to  be  indispensable,  but  in  the  case  of  stout  iron  tubes  they 
are  unnecessary ;  and  the  best  plan,  when  iron  tubes  are  used,  appears  to  be  to  widen  one  end  of  the 
tube  slightly,  and  to  drive  the  tube  in  from  the  front  of  the  boiler  into  both  tube  plates,  tlie  holes  in 
the  front  plate  being  made  one-sixteenth  wider  than  those  in  the  back  plate,  and  the  tube  being 
widened  correspondingly.  Before  the  tabes  are  driven  in,  the  holes  in  the  tube  plates  must  be  slightly 
countersunk,  and  the  tubes  must  finally  be  carefully  riveted  in.  It  will  be  expedient  to  screw  a  few  of 
the  tubes  into  the  tube  plates  instead  of  riveting  them,  so  as  to  serve  as  stays,  and  also  as  abutments 
to  rivet  the  rest  of  the  tubes  against.  The  screwed  tubes  should  be  left  a  little  longer  than  the  others ; 
and  thin  nuts  made  of  boiler-plate  should  be  screwed  iipon  the  projecting  ends  to  prevent  leakage,  and 
add  to  the  security  of  the  staying.  In  fitting  in  the  tubes  in  this  way,  great  care  is  necessary  to  make 
them  perfectly  tight ;  and  it  will  be  expedient  to  turn  the  ends  slightly  in  the  lathe  to  give  them  a 
trifling  taper,  and  make  them  all  precisely  of  the  same  size.  In  driving  them  in,  each  tube  should  not 
be  driven  home  at  once,  as  that  will  spring  out  the  ii-on  between  the  holes ;  but  they  should  be  all 
fitted  in  first  with  the  common  chipping  hammer,  and  when  thus  all  equally  fitted,  they  should  be 
driven  home  by  a  heavy  hammer,  or  ram.  The  countersink  in  the  holes  must  be  but  slight,  and  must 
be  filled  rather  by  riveting  up  endways  than  by  riveting  over.  In  some  cases  boilers  are  made  with 
collars  riveted  on  the  tubes  immediately  behind  the  tube  plates,  but  this  plan  is  attended  with  the 
objection  that  a  tube  cannot  be  renewed  without  taking  the  boiler  asunder ;  and  with  the  still  greater 
defect,  as  it  appears  to  us,  that  the  ends  of  the  tubes  will  be  liable  to  get  burned  away  in  consequence 
of  the  internal  collar  preventing  the  access  of  the  water.  Boilers  formed  on  this  plan,  therefore,  will, 
we  believe,  be  found  to  become  leaky  at  the  ends  of  the  tubes  ;  and  unless  stayed,  independently  of  the 
tubes,  the  tube  plates  will  be  forced  asunder  by  the  pressure  of  the  steam. 

Galvanic  Action.  It  is  very  necessary,  however,  in  designing  marine  engines  and  boilers,  to  guard 
against  the  destructive  effects  of  galvanic  action  in  all  cases  where  two  metals  of  different  degrees  of 
solubility  in  salt  water  (such  as  iron  and  brass)  are  placed  iu  juxtaposition;  when  the  iron,  being  the 
most  oxidable  metal,  suffers  a  rapid  corrosion.  To  prevent  this  action,  as  well  as  for  economy,  it  is 
now  usual  to  furnish  marine  boilers  with  iron  tubes  in  place  of  brass,  from  2J  to  3^  inches  external 
diameter,  and  about  ^^^  to  ^  inch  thick. 

Clotldng  of  boilers.  Although  it  must  be  allowed  that  in  all  cases  the  clothing  of  marine  boilers  with 
non-conducting  substances,  such  as  hair-felt,  wood,  &c.,  is  highly  advantageous  for  the  production  of 
steam,  yet  this  practice  is  alleged  in  some  instances  to  have  induced  a  rapid  wear  in  the  plates  of  the 
boiler.  This  unlooked-for  result  is  most  apparent  in  boilers  which  are  frequently  used  and  disused  alter- 
nately, the  corrosion  taking  place  on  the  interior  surface.  The  conjecture  as  to  its  cause  is,  that  owing 
to  the  alternate  wetting  and  drying  of  the  plates  of  the  clothed  boiler,  the  rust  may  be  more  apt  to 
scale  oS^,  and  thus  constantly  present  a  clean  surface  for  coiTOsion,  this  action  recurring  each  time  that 
the  water  is  blown  out  of  the  boiler ;  but  when,  on  the  other  hand,  the  boiler  is  naked,  the  internal 
surface  never  thoroughly  dries,  owing  to  the  evaporation  being  checked  by  the  low  temperature,  and 
the  saturation  of  the  confined  air.  The  clothing  of  marine  boilers  which  make  long  voyages  is  never 
attended  with  these  injurious  results,  nor  are  they  ever  experienced  in  land  boilers. 

Bedding  of  hollers.  The  manner  of  bedding  marine  boilers  is  a  point  of  much  importance,  and 
will  materially  affect  the  durability  of  the  bottom  plates.  A  good  practice,  in  the  English  serv'ice  as 
well  as  in  our  own,  is  to  forai  a  close  platform  of  2-inch  fir  deals  over  the  keelsons,  upon  which  the 
boiler  is  then  bedded  with  a  cement  or  mastic  of  lime  and  drying  oil,  laid  about  1  inch  thick  over  the 
timber.  This  sets  quite  hard,  and  pi  events  the  bilge-water  (which  in  wooden  ships  is  highly  acid)  from 
washing  up  to  and  corroding  the  plates  of  the  bottom.  The  cement  is  also  intended  to  stop  any  leaks 
which  may  break  out  in  the  bottom  of  the  boiler,  as  well  as  to  strengthen  it  in  the  event  of  a  rapid 
corrosion  taking  place  inside.  Unfortunately,  a  perfectly  close  contact  cannot  be  maintained  between 
the  iron  and  tlie  cement,  from  the  unequal  degree  of  cxpaivsion  of  the  two  materials  by  heat,  so  that 
the  effect  of  a  leak  in  the  bottom  plates  is  frequently  that  the  brine  extends  itself  for  a  large  space  be- 
tween the  two  surfaces,  and  the  wear  of  the  boiler  is  increased  instead  of  diminished.  The  best  practice 
is,  perhaps,  that  of  resting  the  boiler  on  saddHs  of  cast  iron  fixed  on  the  boiler  bearers,  which  leaces 
ihe  bottom  exposed  for  examination,  painting,  and  small  repairs  if  necessary,  the  bottom  of  the  vessel 
under  the  boilers  being  at  the  same  time  kept  clean  and  dry  by  the  bilge-pumps. 

Duration  of  iron  boilers.  As  will  be  easily  under.-tDod  from  the  preceding  remarks,  the  duration  of 
an  iron  boiler  varies  according  to  the  treatment  it  has  rcceivwl,  and  the  facilities  afforded  by  its  con- 
Btruction  for  thoroughly  examining,  cleaning,  and  repairing  the  p.irts.  Thus,  while  some  have  been 
worn  out  with  three  years'  service,  others  of  the  same  tliickness  of  plate  have  lasted  six  and  eight  years, 
A  government  steamer  is  seldom  in  commission  longer  than  three  years  at  one  time,  and  at  the  end  of 
this  period  the  boilers  very  frequently  require  renewal ;  or  if  they  are  not  much  worn,  and  if  the  ves.sei 
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be  of  such  a  class  that  she  will  probably  not  be  sent  on  foreign  service,  the  boilers  are  repaired  and 
made  to  servo  another  two,  or  it  may  be,  four  years. 

3IisceUaneous  remarks  about  boilers.  All  the  rough  nuts  about  a  steam  vessel  which  require  to  ho 
screwed  and  unscrewed  frequently,  such  as  the  bolts  of  the  man-hole  and  mud-hole  doors  of  the  boiler, 
should  have  large  square  nuts,  and  the  bolts  should  be  strong  and  have  coarse  threads.  Hexagonal  nuta 
speedily  become  round  in  the  hands  of  the  firemen,  by  whom  the  mud-hole  and  man-hole  doors  are  gen- 
erally taken  oflf,  and  fine  threads  soon  gef  stripped  and  overrun.  It  is  much  the  safest  way  to  put  on 
both  mud-hole  and  man-hole  doors  from  the  inside,  with  cross-bars  on  the  outside  to  keep  them  closed. 
The  plan  sometimes  followed  of  putting  on  mud-hole  doors  from  the  outside,  and  securing  them  by  one 
or  two  bolts,  is  a  practice  to  be  reprehended  as  full  of  danger,  as,  if  the  thread  strips  or  the  bolt  breaks, 
the  door  will  fly  off,  and  the  boiling  water  rash  out,  scalding  every  one  in  the  vicinity.  Mud-hole  doors 
of  this  kind,  even  if  they  leak,  cannot  be  screwed  up  to  tighten  them  when  the  steam  is  up,  as  there  is 
a  perpetual  risk,  in  tightening  the  doors,  of  stripping  the  thread  or  breaking  the  bolt. 

The  tops  and  steam-chests  of  boilers,  and  the  bottoms  of  the  ash-pits,  are  the  first  parts  to  give  way. 
The  steam-chest  wears  chiefly  from  internal  action  ;  in  some  cases  the  iron  exfoliates  in  the  form  of  a 
black  oxide,  which  separates  in  flakes  like  the  leaves  of  a  book  ;  while  in  other  cases  the  iron  i%  as  it 
were,  gouged  away,  and  the  heads  of  the  rivets  are  worn  off  as  if  by  an  acid.  It  is  most  important 
that  a  remedy  should  be  found  for  this  evil.  The  ash-pits  are  worn  away  chiefly  by  the  wetting  of  the 
ashes  in  the  stoke-hole,  and  it  is  expedient  to  apply  shield-plates  to  those  places  when  the  boilers  are 
made,  which  plates  only  will  be  exposed  to  wear,  and  may  be  easily  renewed,  leaving  the  ash-pits  un  • 
touched.  The  best  method  of  setting  boilers  appears  to  be  to  set  them  on  a  platform,  and  care  must  be 
taken  that  no  projecting  copper  bolts  touch  the  boilers  in  any  part,  as  they  will  be  very  likely  to  corrode 
the  points  of  contact  into  holes.  Ihe  platform  may  consist  of  3-inch  planking,  laid  across  the  keelsons, 
nailed  with  iron  nails,  and  caulked  and  puttied  like  a  deck.  The  surface  may  then  be  painted  over  with 
thin  putty,  and  fore  and  aft  boards  of  about  half  the  thickness  may  then  be  laid  down,  the  heads  of  the 
nails  being  well  punched  down.  This  platform  must  next  be  covered  with  mastic  cement,  and  the 
cement  must  be  caulked  beneath  the  boiler  by  means  of  wooden  caulking  tools,  so  as  completely  to  fill 
every  vacuity.  Coomings  of  wood  must  next  be  laid  round  the  boiler,  to  confine  the  cement ;  and  the 
space  between  the  cement  and  the  boiler  must  be  caulked  full  of  cement  and  be  smoothed  off  with  a 
slope  to  shed  the  water. 

The  large  rivets  sometimes  used  as  stays  for  the  shells  of  boilers,  are  objectionable,  as  the  heads  very 
often  come  off,  and  if  the  fracture  be  between  the  boilers  in  a  position  not  accessible  from  the  outside, 
it  will  be  necessary  to  empty  the  faulty  boiler  of  its  water,  in  order  to  repair  the  defect.  The 
sides  of  furnaces  should  always  be  made  to  incline  to  each  other,  so  that  the  crown  is  not  so 
wide  as  the  fire-bars,  and  it  is  a  good  arrangement  to  place  the  bars  adjoining  the  sides  close  against 
the  sides  throughout  their  length,  so  as  to  leave  no  air-space  in  that  situation.  By  this  arrangement, 
the  intensity  of  the  heat  acting  immediately  against  the  plates  of  the  sides  is  diminished.  A  crack  in  a  plate 
is  most  conveniently  closed  by  boring  several  holes  along  its  length,  and  closing  them  with  rivets  having 
large  heads,  which  cover  over  the  defects.  If  a  patch  be  applied  to  the  top  of  a  furnace  or  flue,  it  is 
better  to  apply  it  from  the  inside  of  the  boiler  rather  than  from  the  flue,  as  in  the  latter  case  a  recess 
is  left  into  which  deposit  falls,  and  a  hole  is  likely  then  to  be  burnt  again  in  the  same  place.  If  the 
furnace  mouth  be  contracted  by  bejiding  in  the  sides  of  the  furnace,  as  is  the  general  practice,  it  is 
necessary  to  be  very  carelul  that  scale  does  not  accumulate  in  these  corners,  else  they  will  be  very 
liable  to  be  burnt  into  holes. 

Respecting  fire-bridges,  the  preferable  practice,  on  the  whole,  appears  to  be  to  construct  them  of 
brick,  rather  than  to  make  them  water  bridges,  as  with  water  bridges  there  is  often  trouble  from  the 
cracking  of  the  plates.  If  water  bridges,  however,  be  used,  they  should  be  made  with  a  great  inclina- 
tion in  the  breadth  of  the  furnace,  to  facilitate  the  escape  of  the  steam.  Flame-bridges  have  been 
introduced  into  the  furnace  flues  of  steam  vessels  on  some  occasions,  consisting  of  a  pile  of  fire-brick, 
between  which  and  the  sides  of  the  flue  only  a  space  of  about  three  inches  is  left  for  the  flame  and 
smoke  to  pass  through,  and  the  flame  is  spread  in  a  sheet  over  the  interior  of  the  flue.  Where  the  flue 
is  very  large,  the  use  of  a  flame-bridge  appears  to  be  expedient,  and  in  land  boilers  with  large  internal 
tubes,  its  use  has  been  attended  with  beneficial  results ;  but  in  the  majority  of  marine  boilers,  we  be- 
lieve that  it  will  prove  of  but  little  service. 

£x])losion.  Most  explosions  are  found  to  arise  either  from  undue  pressure  of  the  steam,  or  from  the 
overheating  of  the  plates  composing  the  boiler.  The  plates  of  the  boiler  may  become  overheated 
either  in  consequence  of  a  want  of  water  in  the  boiler,  or  from  such  a  configui-ation  of  the  internal 
parts  of  the  boiler  that  the  steam  when  formed  cannot  escape  freely  to  the  surface.  The  bottoms  of 
large  flues  upon  which  the  flame  beats  do\vn  are  very  liable  to  injury  from  this  cause  ;  and  the  iron  in 
such  a  case  will  probably  be  softened  by  the  heat,  and  in  all  probability  will  collapse  upwards. 

The  plugs  of  fusible  metal  sometimes  introduced  into  boilers  to  obviate  explosions  by  melting  out 
before  the  steam  can  reach  any  high  temperature,  are  found  in  practice  to  be  of  little  avail.  The 
compound  metal  is  not  homogeneous,  and  the  more  fusible  of  the  metals  is  melted  first,  and  is  forced 
by  the  pressure  of  the  steam  out  of  the  interstices  of  the  less  fusible  metal,  leaving  its  place  to  be 
supplied  by  the  debris  which  all  water  supplies.  The  consequence  is  that  the  plug  ceases  to  be  fusible 
metal  of  the  kind  originally  introduced,  atid  cannot  be  melted  by  the  steam  even  at  a  pressure  and 
temperature  much  above  that  fixed  as  the  requisite  fusing  point.  In  tubular  boilers,  however,  it  is  a 
'  good  plan  to  introduce  lead  plugs  in  the  tops  of  the  fireboxes — not  with  the  idea  that  they  will  be  melt- 
ed by  the  steam  where  its  pressure  gets  high,  but  to  be  melted  out,  and  give  iiolice  of  danger,  should 
the  water  fall  too  low. 

Every  boiler  should  be  furnished  with  a  steam-gauge,  which  may  give  indication  of  danger  should 
the  pressure  become  too  great,  and  the  passages  leading  to  the  safety-vjilves  should  have  no  connection 
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with  the  pipes  leading  to  the  stop-vulves.  In  some  cases  stop-valTes  have  been  lifted  from  their  seati 
and  forced  into  the  mouth  of  the  pipe,  so  that  no  steam  could  escape  thereby ;  and  in  consequence  of 
the  safety-valve  pipe  springing  from  the  pipe  connecting  the  boilers,  the  boiler  thus  blocked  up  was  in 
great  danger  of  bursting,  and  would  have  burst  if  the  fires  had  not  been  immediately  drawn.  In  the 
case  of  any  derangement  of  the  safety-valve,  or  of  the  cone  in  the  waste  steam-pipe  of  a  steam  vessel 
getting  loose,  and  blocking  up  the  mouth  of  the  pjpe,  the  pressure  in  the  boiler  may  be  eased  by  open- 
ing the  blow-through  valves  of  the  engines,  and  the  steam-gauge  Avill  in  all  cases  tell  whether  any 
undue  pressure  exists.     See  Gauge. 

Extract  from  a  report  made  by  the  Association  in  Manchester,  for  preventing  steam  boiler  explosions, 
and  for  effecting  economy  in  the  raising  and  use  of  steam :  "  The  chief  inspector  has  reported  several 
cases  of  imperfection  tending  to  accidents,  and,  in  particular,  has  found  many  flues  so  constructed  as  to 
transmit  heat  directly  to  the  steam  in  the  boiler,  not  only  when  the  water  is  deficient,  but  when  at  its 
daily  working  level,  thus  surcharging  the  steam  with  heat,  and  endowing  it  with  one  essential  element 
of  explosive  power,  which  may  be  instantly  developed  by  the  admixture  of  water,  by  agitation  or  other- 
wise. The  fact  that  steam,  in  contact  with  water  in  a  quiescent  state,  may  be  heated  to  500"  or  up- 
wards, without  any  cori-esponding  efifect  on  the  steam  gauge,  or  proportionate  increase  of  pressure, 
appears  to  be  established  on  good  authority.  But  the  precise  condition  under  which  the  surplus  heac 
thus  accumulated  in  the  steam  may  combine  with  water  to  produce  explosion,  is  not  fully  known. 

"  Our  attention  has  been  directed — 1.  To  an  examination  of  all  boilers  placed  under  our  inspection, 
with  a  view  to  ascertain,  as  correctly  as  possible,  their  actual  condition,  and  whether  they  were  adapted 
to  their  ordinary  working  pressure ;  also,  whether  they  were  provided  with  the  requisite  mountings, 
and  if  the  same  were  kept  in  good  working  order. — 2.  In  those  cases  of  explosions  which  have  taken 
place  in  the  neighborhood,  to  an  investigation  of  the  peculiar  circumstances  connected  therewith,  in 
order,  if  possible,  to  ascertain  the  real  cause,  and  the  best  means  of  preventing  the  recurrence  of  such 
accidents. — 3.  To  ascertain  by  comparison  the  most  advantageous  construction,  dimensions,  and  work- 
ing of  boilers  in  regard  to  safety,  economy  of  fuel,  and  durability. — 4.  To  ascertain  the  most  economi- 
cal system  of  employing  steam  as  a  motive  power. 

"  The  number  and  description  of  boilers  at  present  under  our  inspection  are  as  follows,  viz. : — 

.p,        .    .  Pressure  per  square  inch. 

ijescnption.  ^^^  ^^      jg  ^         3^  ^         ^q  ^        gj  ^        ^g  ^      ^^^^_ 

Cylindrical,  with  internal       under.  to  30.  to  45.  to  60.  to  75,  to  80.  her. 

flues 83  .  274  .  144  .  GO  .  28  .  —  .  585) 

Cylindrical,  without  do.    .  .  10  .  12  .  10  .  6  .  7  .  —  .  45 

Galloway's  patent  boilers  .  2  .  35  .  48  .  12  .  —  .  —  .  97 

Multitubular              "  .  12  .  9  .  31  .  32  .  2  .  1  .  87 

Butterley                   "  ,  43  .  20  .  1  .__._,  —  .  64 

Wagon                       "  .  38  .  —  .  —.  —  .  —  .  —  .  38 

Total 188  350  234  110  37  1  920 

Of  the  above,  81,  or  nearly  nine  per  cent.,  have  been  found  to  he  in  a  dangerous  state,  from  the  follow- 
ing causes,  viz. : — ■ 

Construction  or  strength  not  adapted  to  the  working  pressure  .         .         .         .         .  24 

Defects  in  the  plates  or  tingle  iron      ....  ...  9 

Defects  in  the  boiler  mountings           ....  ...  26 

Injury 'sustained  from  deficiency  of  water    .         .  ...  19 

Ditto             "               deposit  of  scale          .         .  ...  3 

Total    .    ' ...         81 

In  additioii  to  the  above  19,  rendered  dangerous  from  deficiency  of  water,  there  are  14  others  which 
have  been  injured  to  a  less  extent  from  the  same  cause.  I'his  is  evidently  the  most  frequent  cause  of 
explosion,  as  will  be  explained  hereafter ;  and  as  it  is  important  to  provide  such  means  of  prevention 
as  will  be  effective  in  cases  of  negligence  on  the  part  of  the  fireman,  we  would  suggest,  first,  the  general 
adoption  of  open  stand-pipes,  where  applicable,  or  safety  valves,  in  connection  with  a  float,  to  allow  the 
escape  of  steam,  whenever  the  water  falls  below  the  fixed  limit. — 2.  The  use  of  fusible  metal  plugs, 
fixed  on  the  top  of  the  flues  above  the  fire.  These  should  stand  sufficiently  high  to  melt  before  any 
part  of  the  flues  could  be  imcovered  with  water.  The  usual  practice  of  inserting  a  lead  rivet  or  plug  in 
one  of  the  plates  is  worse  than  useless,  inasmuch  as  owing  to  the  inclination  usually  given  in  setting 
boilers,  a  considerable  portion  of  the  flue  must  be  exposed,  and  may  even  become  red-hot,  before  such 
lead  plug  can  be  melted ;  under  which  circumstances  an  explosion  is  the  probable  consequence. 

"  Although  the  possibility  of  surcharging  steam,  while  in  contact  with  water,  is  still  disputed  by 
many  engineers  in  this  country,  this  question  was  satisfactorily  solved  by  a  committee  of  the  Franklin 
Institute,  in  America,  above  twenty  years  ago.  In  the  report  of  this  committee,  it  is  stated  that  'the 
temperature  was  carried  to  533  degrees  Faht.,  when  the  pressure,  shown  by  the  gauge,  was  682  at- 
mospheres :  while  saturated  steam,  at  that  temperature,  would  have  had  a  pressure  of  more  than  60 
atmospheres;'  and  further,  'these  experiments,  which  lasted  more  than  two  hours,  show  that  tho  sur- 
charged steam  remained  in  contact  with  water  without  acquiring  from  it  tho  water  necessary  to  con- 
vert it  into  saturated  steam,  but  retaining  its  surcharged  state.'  Several  instances  which  have  comb 
under  our  own  observation  might  be  adduced  in  confirmation  of  the  experiments  of  these  gentlemen, 
but  we  shall  only  mention  one,  which  lately  occurred,  as  sufficient  for  our  present  purpose.     The  boilci 
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referred  to,  containcfl  two  internal  furnaces,  uniting  in  one  fluo,  and  had  been  fll'ed  witli  water  to  the 
nstial  height  hy  a  pipe  leading  from  a  reservoir.  The  end  of  this  pipe  was  about  9  inches  below  the 
top  of  the  furnaces.  About  two  hours  after  lighting  the  fires,  the  steam  (being  at  8 lb,  as  indicated  by 
the  gauge)  was  turned  into  the  mill  for  the  purpose  of  warming  it.  Shortly  after  this  the  attendant 
observed  that  the  water  had  disappeared  from  the  gauge  glass,  and  was  forced  back  into  the  reservoir, 
the  valve  on  the  feed-pipe  not  having  been  entirely  closed.  At  this  time  the  upper  part  of  the  furnaces, 
above  the  surface  of  the  water,  had  become  red-hot,  and  the  temperature  of  the  st«am  was  such  that  a 
block  of  wood,  resting  on  the  top  of  the  boiler,  was  converted  into  black  charcoal,  and  yet  the  pressure 
never  exceeded  8  th.  The  communication  with  the  reservoir  having  been  closed,  the  fire  doors  opened, 
and  the  damper  shut,  the  boiler  was  allowed  gradually  to  cool ;  and  although  the  tops  of  the  furnaces 
were  depressed,  no  explosion  took  place.  From  this  it  is  evident  that  steam  may  be  raised  to  a  high 
temperature,  while  in  contact  with  water,  and  yet  remain  at  a  low  pressure.  And  this  condition  can 
only  arise  from  a  deficiency  of  water  in  such  steam  ;  we  may  reasonably  infer,  that  if  this  could  by 
any  means  be  supplied,  we  should  have  an  almost  instantaneous  increase  of  density  and  pressure  pro- 
portionate to  the  degree  of  saturation.  This  will  fully  account  for  the  difference  in  intensity  of  many 
explosions,  and  why  these  should  so  frequently  occur  immediately  after  starting  the  engine,  admitting 
water  into  the  boiler,  or  lifting  the  safety  vnlve,  all  of  which  tend  to  produce  agitation  of  the  water, 
and  to  promote  its  diffusion  amongst  the  steam.  Although  this  theory  of  boiler  explosions,  which  was 
advanced  by  the  late  Mr.  Perkins  many  years  ago,  has  not  hitherto  been  generally  admitted,  certainly 
the  facts  which  have  come  under  our  own  observation  seem  fully  to  confirm  its  accuracy.  The  two 
last  subjects  which  have  been  proposed  for  investigation  require  a  greater  amount  of  data  than  we  have 
as  yet  been  able  to  obtain ;  and  although  we  have  had  occasion  to  remark  great  errors  in  many  of  the 
present  modes  of  employing  high-pressure  steam,  we  should  not  now  be  justified  in  expressing  a  decided 
opinion  as  to  which  system  is  po.«itively  the  best,  nor  which  is  the  best  construction  of  boiler.  In  con- 
nection with  the  working  of  boilers,  the  subject  of  smoke-prevention  has  not  been  overlooked.  Our 
experience  on  this  subject  tends  to  the  conclusion,  that  without  much  difficulty  or  expense  the  smoke 
nuisance  may  be  greatly  abated,  in  almost  every  description  of  boiler,  and  that  tliis  will  be  accompanied 
by  a  saving  of  fuel,  provided  such  attention  as  might  reasonably  be  expected  be  given  by  the  fireman." 

*  Explosions  from  Incrustations. — A  boiler  bottom  getting  red  hot  is  not  likely  to  take  place  gradually 
while  the  engine  is  at  work,  the  water-feeding  apparatus  in  order,  and  the  boiler  kept  clean.  But  if  a 
boiler  is  allowed  to  become  dirty,  or  covered  with  indurated  or  incrusted  earthy  matter,  interposed  be- 
tween the  iron  and  the  water,  there  is  then  no  difficulty  in  accounting  for  such  circumstances  producing 
an  explosion  at  any  time ;  and  the  way  in  which  it  operates  towards  that  end  appears  to  be  something 
like  the  following : 

It  is  known  that  an  internal  coating  of  incrustation,  or  boiler  scale,  is  liable  to  crack  and  separate 
into  large  pieces,  which  are  thrown  off  from  the  boiler  bottom  at  some  particular  degree  of  temperature, 
depending  upon  the  thickness  of  the  .scale  and  the  kind  of  substance  of  which  it  is  formed.  We  can 
easily  suppose  that  by  a  little  hard  firing,  and  unduly  heating  the  boiler,  a  large  portion  of  scale  may 
be  suddenly  detached,  uncovering  a  considerable  area  at  a  temperature  something  exceeding  the 
maximum  evaporating  point,  which  is  well  known  to  be  considerably  under  the  lowest  red  heat  of  iron. 
Now,  the  first  effect  produced  will  evidently  be  a  certain  amount  of  repulsion  between  the  overheated 
iron  and  the  water,  which  may  continue  for  several  seconds,  and  perhaps  for  a  ^&\v  minutes  ;  this  may 
account  for  the  sudden  decrease  in  the  supply  of  steam  that  has  sometimes  been  observed  just  before  the 
explosion  of  a  boiler  has  taken  place.  There  must  also  be  a  gradual  diminution  of  teniperature  during 
this  short  space  of  time,  in  that  part  of  the  overheated  iron  which  is  exposed  ta  the  water — creating  a 
contraction  of  the  metal — increasing  as  the  decreasing  temperature  of  the  iron  approaches  the  maximum 
evaporating  point,  which  is  at  about  350"  to  400"  Fahrenheit,  and  causing  a  corresponding  strain  on 
the  rivets  in  the  boiler  bottom.  The  direction  of  this  strain  may  generally  be  traced  on  examining  tlie 
bottom  plates  of  any  old  boiler,  and  will  be  found  to  radiate  in  lines  proceeding  from  the  part  Avhich 
has  been  most  acted  on  by  the  fire. 

The  next  and  concluding  step,  in  case  of  the  metal  not  being  able  to  withstand  the  strain  caused  by 
its  own  contraction,  will  either  be  a  sudden  crack  or  fracture  in  some  direction  across  this  exposed 
part,  or,  what  most  generally  happens  when  an  explosion  results,  the  sudden  giving  way  of  some  bad 
seam  of  rivets,  which  the  most  nearly  coincides  or  is  parallel  with  the  direction  of  what  would  otherwise 
be  the  true  line  of  fracture.  This  may  possibly  be  at  some  distance  from  the  part  which  has  been 
overheated,  thereby  giving  the  increased  effect  of  great  leverage  to  the  pressure  acting  iipon  all  that 
portion  of  the  boiler  included  between  the  overheated  part  and  the  actual  line  of  fracture.  Now  the 
consequence  is,  not  perhaps  that  this  portion  is  blown  out,  as  would  most  probably  be  the  case  with 
very  bad  iron,  but  it  will  be  bent  or  doubled  back,  the  line  of  flexure  running  across  the  hottest  or  the 
weakest  part  of  the  iron.  This  may  help  to  account  for  the  remarkable  way  in  which  we  sometimes 
find  exploded  boilers  twisted  and  doubled  up.  A  rupture  being  thus  effected,  an  explosion  is  inevitable, 
if  the  hole  be  sufficiently  large. 

When  an  incrusted  boiler  bottom  becomes  highly  heated,  and  the  water  at  the  same  time  too  low,  it 
very  commonly  happens  that  a  large  quantity  of  water  is  immediately  let  in,  when  the  consequences 
are  similar  to  those  just  described  :  for  the  internal  coating  of  scale  being  suddenly  contracted  by  the 
cooling  effect  of  the  water  admitted,  it  is  detached  in  the  same  manner  as  it  would  have  been  by  the 
expansion  of  the  iron,  and  the  same  effects  produced,  although  perhaps  more  speedily,  as  the  water 
admitted  will  reduce  the  temperature  of  the  exposed  part  of  the  boiler  bottom  more  rapidly  to  the 
maximum  evaporating  point. 

Whenever  a  boiler  bottom  is  seen,  or  supposed  to  be,  approaching  to  redness — and  that  can  only 

*  Armstrong  on  steam  boilers,  1856. 
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happen  when  the  water  is  not  boiling,  or  when  the  engine  is  standing — the  engine-man  should  be  can- 
tioned  against  allowing  a  fresh  supply  of  water  to  go  Into  the  boiler,  whether  the  boiler  is  bhort  of 
water  or  not,  until  after  the  engine  has  been  some  time  at  work.  Mj'  advice  to  engine-men  in  such 
cases  is  not  to  start  the  engine  at  all,  but  to  open  the  fire-doors  and  stand  at  a  safe  distance  until  all 
goes  cool.  I  would  not  have  liim  stop  to  pull  the  fires  out,  and  on  no  account  to  open  the  safety  valve, 
as  being  little  less  hazardous  than  starting  the  engine.  If,  indeed,  he  knows  the  safety  valve  to  be 
overloaded  or  made  fast,  and  the  steam  still  continues  to  rise  with  the  fire-doors  open,  the  fires  may 
then  be  quenched  by  a  jet  of  water  from  a  hose  pipe,  or  other  safe  means. 

Deposit  of  Sediment. — All  natural  waters  hold  various  solid  matters  in  solution  or  suspension ;  when 
in  the  latter  state  they  admit  of  being  removed  by  filtration ;  but  no  system  of  filtration,  on  a  scale 
sufiiciently  large  to  supply  a  moderate-sized  steam  engine  at  a  light  expense,  has  yet  come  into  prac- 
tical use.  However,  it  occurred  to  a  gentleman  several  years  ago  to  hit  upon  a  very  simple  and  efifectual 
substitute.  And  that  was,  instead  of  separating  the  water  from  the  dirt,  before  passing  it  into  the 
boiler,  he  separates  and  collects  the  dirt  from  the  water,  after  it  is  in  the  boiler,  by  means  of  a  series  of 
vessels,  shelves,  or  truys,  placed  up  and  down  the  boiler,  constituting,  in  fact,  so  many  portions  of  what 
collectively  might  be  considered  a  substitute  for  a  false  bottom,  upon  or  into  which  all  the  matters  held 
in  suspension  are  deposited.  This,  in  fact,  is  the  whole  of  the  principle  of  Mr.  Anthony  Scott's  patent 
of  1827,  which  has  been  so  frequently  re-patented  and  re-registered  since  that  time,  like  many  bad 
copies  of  good  pictures,  some  of  them  so  very  bad  that  the  patentee,  if  he  were  living,  would  not  know 
that  they  were  even  meant  for  imitations. 

These  sediment  vessels  operate  much  after  the  same  manner  as  certain  quiet  still  places  do  along  the 
banks  of  rivers,  in  causing  sand  or  mud  to  accumulate  in  them ;  making  so  many  places  of  shelter, 
where  any  movable  matters  being  accidentally  deposited,  they  remain  free  from  agitation  and  not  dis- 
posed' to  move  out.  In  a  boiler  containing  boiling  water,  of  course  the  same  principle  prevails  ;  the 
steam  rising  from  the  boiler  bottom — the  sole  cause  of  ebullition  in  all  cases — being  the  agitating  agent. 
In  fact  the  water  never  boils  witlxin  the  internal  vessel  or  sediment  receiver,  however  violently  it  maj 
boil  externally;  and  the  more  violently  the  water  boils  the  more  rapidly  the  internal  vessel  collects  all 
loose  sediment  floating  about  in  the  water.  Excepting  for  calcareous  incrustations,  the  process  was 
perfectly  successful  in  keeping  a  boiler  clean.  The  only  difficulty  in  its  practical  application  was  liability 
to  neglect  in  cleaning  out  the  collectors  themselves  when  they  got  filled  with  deposit,  and  the  necessity 
of  emptying  the  boiler  for  that  purpose. 

For  the  above  reasons  it  appeared  desirable  to  the  patentee  to  have  his  cleansing  apparatus  made 
sdf-acting,  that  is,  to  clean  itself  out,  without  interruption  to  the  working  of  the  engine,  or  letting 
down  the  steam  ;  which  improvement  E.  Armstrong  effected  in  1829,  when  the  first  complete  boiler- 
cleansing  machine  was  executed  and  applied  to  a  boiler  at  the  calico-printing  works  of  Messrs.  Thomas 
Marsland  and  Son,  in  Stockport,  who  afterwards  had  fifteen  boilers  so  fitted.  Since  the  above  period 
they  have  contiimed  in  general  use  in  Lancashire. 

The  general  form  of  this  apparatus  is  shown  by  fig.  492.  Many  hundreds  have  been  made  an^ 
adapted  to  various  kinds  of  boilers,  including  those  of  railway  locomotives  and  steamboats.     In  thf 

49-2. 


ouALB. — Jth  Inch  =  1  foot. 
Liongitudinal  Section  and  Elevation  of  Collectors. 

i&st-mentioned  cases,  and  in  all  cases  where  there  is  no  fire  under  the  boiler  bottom,  they  are,  generally 
speaking,  unnecessary,  except  for  the  purpose  of  preventing  priming,  which  they  most  effectually  do 
when  that  arises  from  dirty  water.  For  this  purpose  the  upper  conical-shaped  vessel  is  made  with 
the  narrow  collecting  apertures  adjusted  partly  above  and  partly  below  the  surface  of  the  water.  lu 
this  way  it  is  used  by  opening  the  valve  at  the  end  of  the  boiler,  and  putting  the  handle  of  the  agitatoi 
in  motion  for  half  a  minute,  by  which  the  contents  of  the  receiver  at  the  bottom  of  the  >ioiler  are  dis- 
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charged  upwards  through  the  pipe  on  the  right  hand.  This  operation  creates  a  current,  whicli  draws  all 
the  scum  and  froth  that  cause  the  priming,  from  all  parts  of  the  water  surface  into  the  ooUecting  vessel 
and  down  into  the  receiver,  whence  they  are  discharged  to  the  outside  of  the  boiler  by  a  repetition  of 
the  process. 

By  thus  slimming  the  dirt  from  the  top  of  the  water,  clean  dry  steam  is  supplied  to  the  cylinder  of  an 
engine  instead  of  a  mixture  of  steam  and  dirty  water,  causing,  in  ordinary  cases,  such  great  waste  of 
power  by  friction  on  the  piston  and  piston-rod,  and  unnecessary  consumption  of  tallow. 

Great  consumption  of  lubricating  material  is  always  proof  of  imperfection  in  machinery.  Instances 
are  not  wanting  of  large  stationary  engines  working  for  months  together  without  grease  of  any  kind  to 
the  piston-rod,  contrasting  greatly  with  the  lavish  use  of  that  material  in  marine  engines,  rendered 
necessary  mainly  by  the  greater  liability  to  prime.  The  old  device  of  throwing  tallow  into  a  steam- 
boat boiler,  in  order  to  prevent  priming,  is  still  without  a  satisfactory  theory.  The  only  suggestion  to 
account  for  it  worth  attention,  is  one  by  Mr.  W.  Keld  Whytehead,  C.  E.,  in  an  article  on  the  priming 
of  boilers,  in  the  "  Artizan  Journal"  for  December,  1848,  in  whicli  he  supposes  that,  as  the  tallow  re- 
quires a  very  high  temperature  to  vaporise  it,  it  "  consequently  floats  like  a  hot  plate  on  the  surface  of 
the  water,  and  tends  to  separate  the  particles  of  water  from  the  steam  as  they  rise." 

Calcareous  Incrustations.— When  the  incrustation  forming  on  the  inside  of  boilers  consists  principally 
of  argillaceous  or  silicious  matters,  it  is  easily  prevented  by  the  use  of  one  or  the  other  of  the  above 
described  apparatus.  When,  however,  any  considerable  proportion  is  either  cai'bonate  or  sulphate  of  lime, 
considerable  difficulty  is  experienced  in  preventing  its  formation  to  an  injurious  extent.  The  latter  sub- 
stance more  especially,  it  is  well  known,  has  withstood  all  attempts  at  complete  prevention  by  chemical 
means,  except  such  as  would  be  also  injurious  to  the  iron.  The  principal  remedial  agent  that  has  been 
found  beneficial  in  any  degree  to  mitigate  the  effects  of  this  substance,  is  crushed  potato,  which  does  riot 
act  cliemically,  but  mechanically,  the  pulp  of  the  potato  being  supposed  to  envelope  the  crystals  of  the 
sulphate  of  lime  as  they  form,  and  prevent  their  adhesion  to  each  other. 

With  respect  tD  the  incnistations  of  carbonate  of  lime,  the  case  is  very  different.  It  admits  of 
various  methods  of  preventing  its  formation  by  chemical  reagents.  The  most  popular  of  the  patent 
remedies  is  that  of  Dr.  Ritterbandt.  This  plan  is  to  put  into  the  boiler  daily  a  small  quantity  of  mu- 
riate of  ammonia,  or  sal-ammoniac,  the  effect  of  which  is,  that  any  bi-carbonate  of  lime  in  solution  in 
the  water  is  decomposed,  the  muriatic  acid  of  the  muriate  of  ammonia  taking  the  lime  and  keeping  it 
in  solution,  while  the  carbonic  acid  joins  the  ammonia,  forming  carbonate  of  ammonia,  which  passes  off 
along  with  the  steam.  It  need  not  be  observed  that  this  remedy  can  have  no  effect  whatever  in  pre- 
venting the  sulphate  of  lime  incrustation. 

The  theory  of  the  following  remedy  is  something  like  the  reverse  of  the  foregoing.  It  is  to  put  into 
the  boiler  daily  or  weekly  a  quantity  of  quick  or  newly-slacked  lime,  the  effect  of  wliich  is  to  convert 
the  soluble  hi-carhonate  into  the  insoluble  carbonate  of  lime,  which,  instead  of  being  kept  in  solution  as 
muriate  of  lime  is  in  Dr.  Ritterbandt's  remedy,  is  precipitated  and  collected  without  any  trouble  by 
sediment  collectors,  or  collected  and  discharged  from  the  boiler  by  the  cleansing  machine.  This  putting 
in  of  lime  to  take  out  lime  is  a  nice  application  of  Dr.  Clark's  simple  and  efficacious  method  for  purify- 
ing water  on  a  large  scale,  now  so  well  known  and  generally  approved  by  water-works  companies. 

In  Lancashire,  where  generally  a  great  portion  of  the  boiler  scale  is  sulphate  of  lime,  it  has  long 
been  a  practice  to  use  ox-feet,  or  any  animal  substance  convertible  into  jelly  by  boiling,  with  good  effect. 
But  they  are  liable  to  promote  priming,  and,  like  potatoes,  they  require  frequent  renewal.  One  Eng- 
lish patent,  now  expired,  specified  the  use  of  all  kinds  of  vegetable  matter  or  extract  without  exception, 
preferring  that  which  gives  out  the  greatest  quantity  of  coloring  matter,  as  logwood,  bark,  or  tan.  Also 
turf,  peat,  mantire,  leaves,  saw-dust,  and  charcoal.  Other  patentees  recommend  urine,  glue,  blood, 
dung,  and  night-soil.  Also  sugar,  starch,  treacle,  flour,  malt,  and  the  bottoms  or  settlings  of  beer 
barrels.  Most  of  the  above  articles  may  be  used  with  advantage  where  there  is  not  much  of  the  sul- 
phate, but  they  all  act  mechanically.  Tan  and  salt  are  the  principal  ingredients  in  some  of  the  best  of 
the  foreign  patents,  which  generally  also  contain  some  corrosive  materials  that  are  difficult  to  particular- 
ise and  hazardous  to  use. 

Incrustation. — The  incrustation  of  boilers  by  saline  deposits  was  a  much  more  important  subject  at 
one  time  than  it  is  now,  ns  nothing  has  been  more  clearly  established,  of  late  years,  than  that  boilers 
may  be  preserved  effectually  from  any  injurious  incinistation  by  abundant  blowing  off.  Brine-pumps 
are  now  in  extensive  use  for  withdrawing  a  certain  quantity  of  water  at  every  stroke  of  tlie  engine ; 
and  the  water  so  withdrawn  has  to  pass  through  or  among  pipes  carrying  the  feed-water  to  the  boiler, 
so  that  some  interchange  of  heat  is  there  effected.  These  refrigerator.?,  however,  as  they  are  grotesquely 
called,  are  in  some  respects  bad  things :  the  quantity  of  heat  they  save  is,  we  believe,  inappreciable  ; 
and  the  small  pipes  of  which  they  are  built  up  are  liable  to  get,  choked,  thereby  endangering  the  boiler 
by  the  unconscious  concentration  of  its  contents.  To  guard  against  this  danger,  every  engine  fitted  with 
brine-pumps  should  be  provided  with  an  hydrometer  for  telling  the  specific  gravity  of  the  water  in  the 
boiler,  so  that  the  engineer  may  not  be  cheated  by  the  defective  action  of  the  pumps,  or  suppose  that 
they  are  operating  when  they  are  really  inert.  In  the  case  of  blowing  out  a  boiler  in  the  usual  way, 
the  engineer  looks  at  his  glass  gauge-tube,  and  keeps  the  blow-off  cock  open  until  the  water-lev«}l  has 
descended  through  the  required  distance,  so  that,  under  these  circumstances,  no  doubt  can  arise  that  the 
boiler  has  been  emptied  of  a  certain  quantity  of  water ;  but  there  is  no  such  assurance  in  the  case  of 
the  continuous  extraction  of  the  water,  either  by  bi"ine-pumps  or  by  a  continuous  blow-off;  and  all 
boilers  using  either  of  these  expedients  should  be  fitted  with  liydrometer  gouges  as  a  precaution  against 
the  contents  of  the  boiler  being  suffered  to  reach  an  injurious  concentration.  The  prevailing  fault 
among  engineers,  however,  is  that  they  do  not  blow  off  enough,  the  idea  probably  being  that  a  consid- 
erable check  is  given  to  the  generation  of  the  steam  by  the  introduction  of  colder  water  in  lieu  of  the 
water  abstracted ;  but  the  waste  of  heat  by  effectual  blowing  off  is  very  inconsiderable — much  lesa^  in- 
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deed,  than  is  occasioned  by  the  difficulty  of  getting  steam  from  brine,  or  of  transmitting  heat  to  tha 
water  through  flues  covered  with  incrustation,  much  of  which  lieat,  in  consequence,  ascends  the  chim- 
ney. There  is  no  gain,  therefore,  in  any  respect,  by  penuriousness  in  blowing  off;  and  there  is  much 
injury  to  the  boiler,  for  incrusted  plates  become  overheated ;  they  blister,  crack,  and  get  burned  out, 
and  make  expensive  repairs  indispensable.  Proprietors  of  engines  should  accept  of  no  excuse  for  the 
accumulation  of  salt  or  incrustation  within  their  boilers ;  for  such  deposits  arise  altogether  from  insuf- 
ficient blowing  off.  * 

The  best  method  of  scaling  boilers  appears  to  be  by  lighting  a  train  of  shavmgs  in  the  furnaces  and 
flues  after  the  boilers  have  been  emptietl  of  water.  Tlie  rapid  expansion  of  the  metal,  thus  occasiont-i'. 
causes  the  scale  to  crack  off;  and,  if  the  flues  be  then  washed  down  with  a  hose,  the  scale  will  fall  to  tn<; 
bottom  of  the  boiler,  and  will  issue  out  with  the  water  on  taking  off  the  mud-hole  doors.  Tliis  plan  ol 
scaling,  however,  is  one  that  the  engineer  must  execute  liimself,  and  must  not  intrust  to  firemen  or  ofhei 
subordinates,  as  the  metal  of  the  boiler  might  be  damaged  if  the  heat  were  made  too  great.  The  safety 
valve  should,  obviously,  be  kept  open  while  the  boiler  is  being  heated  and  cooled,  to  obviate  any  pres- 
sure or  exhaustion  within  it.  Tliis  plan  of  scaling,  however,  will  seldom  be  necessary  if  due  attention 
be  paid  to  blowing  off  by  the  engineer ;  and  if  the  quantity  of  scale  be  inconsiderable,  or  partial  in  its 
attachment,  the  best  plan  will  be  to  chip  it  off  with  a  hatchet-faced  hammer,  and  then  wash  down  the 
flues  with  the  hose,  as  before  described. 

Corrosion. — The  corrosion  of  boilers  is  one  of  the  most  obscure  subjects  in  the  whole  range  of  engi- 
neering. Marine  boilers  seldom  last  more  than  four  or  five  years,  whereas  land  boilers,  made  of  the 
same  quality  of  iron,  often  last  eighteen  or  twenty  years ;  yet  the  difference  iti  durability  is  not  the 
effect  of  any  chemical  action  upon  the  iron  by  the  contact  of  sea- water,  for  the  flues  of  marine  boilers 
rarely  show  any  deterioration  from  this  cause,  and,  even  in  worn-out  marine  boilers,  the  hammer-marks 
on  the  flues  are  as  conspicuous  as  at  the  time  of  their  formation.  The  thin  film  of  scale  spread  oAer 
the  internal  parts  of  the  boiler  would,  of  itself,  preserve  that  part  of  the  iron  from  corrosion  which  is 
situated  below  the  water-level ;  but,  whatever  be  the  cause,  it  is  a  rare  thing  to  find  any  internal  cor- 
rosion of  a  boiler  using  salt  water  in  those  parts  of  the  boiler  with  which  the  water  comes  in  contact. 
The  cause,  therefore,  of  the  rapid  wearing  out  of  marine  boilers  is  not  traceable  to  the  chemical  action 
of  salt  water,  and  steamers  provided  with  Hall's  condensers,  which  supply  the  boilers  with  fresh  wa- 
ter, have  not  reaped  much  benefit  in  the  durability  of  their  boilers.  The  operation  of  the  steam  in 
corroding  the  interior  of  the  boiler  is  most  capricious — ^the  parts  which  are  most  rapidly  worn  away 
in  one  boiler  being  untouched  in  another,  and  in  some  cases  one  side  of  a  steam-chest  will  be  veiy 
much  wasted  away  while  the  opposite  side  remains  uninjured.  Sometimes  the  iron  exfoliates  in  the 
shape  of  a  black  oxide  which  comae  away  in  flakes  like  the  leaves  of  a  book,  while  in  other  cases  the 
iron  appears  as  if  eaten  away  by  a  strong  acid  which  had  a  solvent  action  upon  it.  The  application  of 
fell  to  tlie  outside  of  a  boiler,  has  in  several  cases  been  found  to  accelerate  sensibly  its  internal  corro- 
j'-^n.  Boilers  in  which  there  is  a  large  accumulation  of  scale  appear  to  be  more  corroded  than  wbeie 
there  is  no  such  deposite,  and  where  the  funnel  passes  through  the  steam-chest  the  iron  of  the  steam- 
chest  is  invariably  much  more  corroded  than  where  the  funnel  does  not  pass  through  it.  These  facts 
appear  to  indicate  that  the  internal  corrosion  of  marine  boilers  is  attributable  chiefly  to  the  existence  of 
Burcharged  steam  within  them,  which  is  steam  to  wliich  an  additional  quantity  of  heat  has  been  com- 
mnnicated  subsequently  to  its  generation,  so  that  its  temperature  is  greater  than  is  due  to  its  elastic 
force ;  and  on  this  hypothesis  the  observed  facts  relative  to  corrosion  become  easily  explicable.  Felt 
applied  to  the  outside  of  a  boiler  may  accelerate  its  internal  corrosion  by  keeping  the  steam  in  a  sur- 
charged state,  when  by  the  dispersion  of  a  part  of  the  heat  it  would  cease  to  be  in  that  state.  Boilers 
in  which  there  is  a  large  accumulation  of  scale  must  have  worked  with  the  water  very  salt,  which 
necessarily  produces  surcharged  steam  ;  for  the  temperature  of  steam  cannot  be  less  than  that  of  the 
water  from  which  it  is  generated,  and  inasmuch  as  the  boiling  point  of  water,  under  any  given  pressure, 
rises  with  the  saltness  of  the  water,  the  temperature  of  the  steam  must  rise  with  the  saltness  of  the 
water,  the  pressure  remaining  the  same ;  or  in  other  words  the  steam  must  have  a  higher  temperature 
than  is  due  to  its  elastic  force,  or  be  in  the  state  of  surcharged  steam.  The  circumstance  of  the  chim- 
ney-flue passing  tbrouah  the  steam  will  manifestly  surcharge  the  steam  with  heat,  so  that  all  the  cir- 
cumstances which  are  loand  to  accelerate  corrosion  are,  it  appears,  such  as  would  also  induce  the 
formation  of  surcharged  steam.  Besides,  the  natural  effect  of  surcharged  steam  is  to  oxidate  the  iron 
with  which  it  is  in  contact,  as  is  illustrated  by  the  familiar  process  for  making  hydrogen  gas  by  sending 
steam  through  a  red-hot  tube  filled  with  pieces  of  iron ;  and  although  the  action  of  the  surcharged 
steam  in  a  boiler  is  necessarily  very  much  weaker  than  where  the  iron  is  red-hot,  it  manifestly  must 
have  some  oxidizing  effect,  and  the  amount  of  corrosion  produced  may  be  very  material  where  the 
action  is  perpetual.  Boilers  with  a  large  extent  of  heating-surface,  or  with  descending  flues  circulating 
through  the  cooler  water  in  the  bottom  of  the  boiler  before  ascending  the  chimney,  will  be  less  corroded 
internally  than  boilers  in  which  a  large  quantity  of  the  heat  passes  away  in  the  smoke.  If  these  views 
be  correct,  then  to  prevent  the  internal  corrosion  of  marine  boilers  it  is  only  necessary  to  take  care  that 
the  water  in  the  boiler  shall  be  as  fresh  as  possible,  and  that  the  root  of  the  chimney  shal'  cither  be 
lined  with  fire-brick,  or  not  go  through  the  steam  at  all. 

Priming  is  the  tendency  of  the  water  in  the  boiler  to  foam  and  pass  in  a  state  of  spray  into  the  cylin- 
der along  with  the  steam,  and  when  in  too  great  a  quantity  to  escape  through  the  steam  port  in  the 
return  stroke,  it  infallibly  breaks  down  the  engine.  This  effect  must  invariably  follow  the  priming 
of  a  sufficient  quantity  of  water  in  the  cylinder  of  a  beam  engine  in  a  factory,  because  it  is  net  and  can- 
not be  expected  to  be  calculated  to  withstand  a  sudden  bloio,  and  s-ucli  it  is  in  reality.  For  if  the  water 
primes  into  the  cylinder  in  the  down  stroke,  it  must  remain  on  the  top  of  the  piston  until  it  strikes 
against  the  cylinder  cover  in  the  up  stroke,  with  more  or  less  violence  according  to  the  quantity.  From 
<Jie  incompressibility  of  water,  the  effect  is  the  same  as  if  a  piece  of  iron  of  equal  thickness  to   thf 


BOILER  PLATES.  155 


depth  of  water  on  the  piston  was  suddenly  inserted  in  its  place.  The  tremendous  effect  sometimes  pro- 
dnced  when  a  large  engine  breaks  down  from  this  cause,  may  easily  be  conceived  ;  for  as  the  vacant 
space  left  for  clearance  at  the  top  of  the  cylinder  is  generally  about  the  'same  depth  in  largo  as  in 
small  engines,  the  intruding  body  of  water  strilvcs  the  cylinder  cover  with  a  proportionally  greater  force. 
Generally  the  accident  does  not  end  with  merely  straining  or  breaking  the  crank-pin,  which  may  be  the 
extent  of  the  injury  in  small  engines  ;  but  the  momentum  of  the  beam  is  added  to  tliat  of  the  fly-wheel, 
and  their  combined  force  is  exerted  directly  in  splitting  the  cylinder,  or  tearing  off  the  cylinder  cover, 
thence  effectually  demolishing  all  the  rods  and  gearing.  Priming  arises  from  insuflicient  steam  room,  an 
inadequate  area  of  water-level,  or  the  use  of  dirty  water  in  the  boiler ;  the  last  of  these  instigations 
may  be  remedied  by  the  use  of  collecting  vessels,  but  the  other  defects  are  only  to  be  corrected  either 
by  a  suitable  enlargement  of  the  boiler,  or  by  increasing  the  pressure  and  working  more  expansively. 
Closing  the  throttle-valves  of  an  engine  partially  will  generally  diminish  the  amount  of  priming,  and 
opening  the  safety-valve  suddenly  will  generally  set  it  astir.  A  steam  vessel  coming  from  salt  into 
fresh  water  is  much  more  liable  to  prime  than  if  she  had  remained  in  salt  water,  or  never  ventured  out 
of  fresh.  This  is  to  be  accounted  for  by  the  higher  heat  at  which  salt  water  boils,  so  that  casting  n-esh 
water  among  it  is  in  some  measure  like  casting  water  among  molten  metal,  and  the  priming  is  in  this 
case  the  effect  of  the  rapid  production  of  steam.  One  of  the  best  palliatives  of  priming  appears  to  be 
the  interposition  of  a  perforated  plate  between  the  steam  space  and  the  water.  The  water  appears  to 
be  broken  up  in  dashing  against  a  plate  of  this  description,  and  the  steam  is  liberated  from  its  embrace. 
In  cases  in  which  an  addition  is  made  to  a  boiler  or  steam-chest,  it  will  be  the  best  way  not  to  cut  out 
a  large  hole  in  the  boiler-shell  for  establishing  a  communication  with  the  new  chamber,  but  to  bore  a 
number  of  small  holes  for  this  purpose,  so  as  to  form  a  kind  of  sieve,  through  which  a  rush  of  wator 
cannot  ascend.  In  locomotives  the  same  end  is  attained  by  the  use  of  a  perforated  steam-pipe  extend- 
ing from  end  to  end  of  the  boiler.  Such  a  contrivance  draws  the  steam  off  equally  from  the  surface 
instead  of  taking  it  from  any  one  part ;  and  boilers  provided  with  it  are  enabled  to  work  with  so  small 
a  steam-space  that  the  steam-domes  are  now  being  taken  away  from  locomotives  altogether.  This  ex- 
pedient has  not  yet  been  adopted  in  steam  vessels,  though  it  appears  to  be  applicable  to  them  also  with 
advantage.  In  some  boilers  priming  appears  to  be  mainly  caused  by  a  malformation  which  prevents 
the  water  from  circulating  freely,  and  the  steam  has  therefore  to  pass  up  through  the  water,  occasioning 
a  great  agitation,  instead  of  the  water  being  enabled  to  circulate  with  the  ascending  steam.  The  evil 
may  be  mitigated  in  such  cases  by  the  addition  of  pipes  to  the  exteri  )r  of  the  boiler,  which  will  permit 
a  descending  current  to  be  established,  to  replace  the  water  carried  upward  by  the  steam.  This  ten- 
dency of  the  water  to  rise  into  the  cylinder  is  always  considerably  promoted  by  the  very  usual  situation 
of  the  steam  induction-pipe  at  the  back  end  of  the  boiler,  and  seems  to  arise  partly  from  the  constant 
circulation  of  the  water,  which  causes  a  current  at  the  surface  to  set  in  the  direction  of  the  length  of  the 
boiler  from  the  front  end  to  the  back.  Tltis  circulaticn  of  water  takes  place  in  all  oblong  boilers,  with 
a  certain  velocity  depending  on  the  ratio  that  the  intensity  of  the  heat  in  the  furnace  bears  to  the  quantity 
cf  water  to  be  kept  heated,  and  is  entirely  independent  of  other  causes,  producing  waves,  which  take  their 
rise  over  the  fire,  and  gradually  increase  in  height  as  they  pass  towards  the  back  part  of  the  boiler. 

That  leaves  are  always  generated  within  a  long  boiler,  when  the  engine  is  about  to  prime,  is  a  sin- 
gular but  well-ascertained  fact,  as  is  shown  by  the  frequent  great  and  sudden  depressions  of  the  float  at 
such  times,  especially  if  the  latter  happens  to  be  placed  at  the  contrary  end  of  the  boiler  to  that  where 
the  steam-pipe  is  fixed.  In  watching  the  rapidly-successive  alternate  elevations  and  depressions  of  the 
indicator,  buoy,  or  float  of  a  boiler  in  this  condition,  the  priming  may  frequently  be  observed  to  recur 
periodically  after  intervals  of  a  certain  number  of  strokes,  provided  that  the  state  of  the  fire  and  the 
load  on  the  engine  continue  perfectly  uniform.  For  the  economical  combustion  of  fuel,  and  arrangement 
of  grates,  see  Fuel, 

Smoke  Prevention. — Hitherto,  the  practice  has  been  to  exclude  as  much  air  and  heap  on  as  much 
coal  as  possible,  thus  preventing  a  sufficient  quantity  of  the  common  atmosphere  getting  into  the  furnace 
to  secure  complete  combustion.  The  consequence  was  the  gases  were  too  slowly  evolved,  and  passed 
away  into  the  chimney  in  dense  black  columns,  to  poison  the  air  of  the  suiTounding  neighborhood.  This 
is  prevented  now,  however,  by  a  moderate  enlargement  of  the  fire-beds  and  flues,  and  the  introduction 
of  air  to  the  surface  of  the  fire  through  perforated  doors,  and  plates  placed  between  them  and  the  fire. 
The  furnace  itself  being  constructed  to  admit  the  quantity  of  air  required,  for  perfect  combustion,  the 
perforated  plates  secure  such  a  mechanical  division  and  distribution  of  the  common  atmosphere  as  to  in- 
sure its  becoming  instantaneously  heated,  and  promoting  instead  of  retarding,  as  a  column  of  cold  air 
does,  in  a  great  degree  the  combustion  sought.  The  whole  mystery  of  all  the  smoke-preventing  appa- 
ratuses now  in  public  favor  lies  in  this  simple  secret.  The  following  is  an  analysis  of  experiments  which 
have  been  made  with  Mr.  Williams'  Smoke  Prevention  apparatus.  With  the  air  wholly  excluded,  251 
lbs.  of  coal  were  consumed  per  hour,  1,239  lbs.  of  water  were  evaporated,  the  Pyrometrical  heat  being 
381° ;  whereas,  with  the  air  admitted,  the  consumption  of  coal  was  only  236  lbs.  per  hour,  the  water 
evaporated  1602  lbs.,  and  the  temperature,  as  indicated  by  the  Pyrometer,  901°  ;  thus  showing  an  im- 
mense saving  of  fuel  and  an  extraordinary  increase  in  the  quantity  of  water  evaporated,  as  indicated  by 
the  Pyrometric  action. 

BOILER  PLATES,  Machine  for  punching. — Fig.  493  is  an  elevation,  Fig.  494  a  plan,  and  Fig.  495  a 
side  view  of  a  punching-machine  on  a  very  improved  principle,  whereby  the  plates  required  for  boilers 
and  other  purposes  may  be  punched  with  the  greatest  possible  accuracy,  insuring  at  the  came  time  very 
superior  workmanship  and  great  dispatch.  It  is  usual  in  all  ordinary  punching-machines,  first  of  all  to 
mark  out  all  the  rivet-holes  in  the  plate,  by  a  template,  with  white  paint,  and  then  to  place  it  as  neai 
as  the  eye  will  permit  under  the  punch ;  by  the  contrivance  of  this  machine,  this  operation  is  entirely 
dispensed  with,  it  being  only  necessary  to  fix  the  plate  to  a  travelling  table,  and  then  t<?  adjust  the  va* 
tious  parts  of  the  machine  to  the  proper  distance  required  between  the  rivets. 
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Tho  large  cast-iron  frame  p  carries  the  several  parts  of  the  machinery,  and  also  the  two  pluramer 
blocks  for  supporting  the  bearings  of  the  lying  shaft  a,  running  the  whole  length  of  the  building,  for  tho 
purpose  of  working  other  machines ;  this  frame  is  securely  bolted  to  the  wail  whicli,  added  to  its  own 
weight,  gives  it  great  stability. 

On  the  shafts  a,  connected  together  by  the  two  coupling-boxes,  is  placed  the  crank  6,  the  motion 
being  communicated  through  tlie  crank-pin  to  a  connecting-rod  c,  to  which  is  attached  the  upper  lever  d, 
being  always  at  work,  while  the  sliaft  a  is  revolving ;  the  fulcrum  of  tliis  lever  is  on  tlie  frame  p.  A 
lower  lever  e  for  raising  and  depressing  the  punching  frame  /  has  also  its  fulcrum  on  the  same  frame 
this  last  lever  working  only  when  the  puncliing  operation  is  being  performed.  On  the  top  of  tli 
frame  p  is  a  lever  and  long  rods  e'  for  engaging  and  disengaging  the  machineiy.  The  side  view  »fj)re- 
sented  by  Fig.  495,  shows  the  macliine  at  work,  and  by  drawing  down  the  lever  e',  connected  by  the 
rods  to  the  counterbalance  weight,  wliich  will  allow  it  to  remain  steady  in  any  position,  they  are 
disengaged  from  the  pin  on  the  lever  d,  which  at  once  ceases  to  communicate  the  motion  to  tlie  lower 
or  pimching  lever  e ;  thus  it  will  easily  be  understood  that  those  parts  of  the  machine  constantly  at 
work,  are  the  lying  shaft  a,  the  crank  b,  tlie  connecting-rod  c,  and  the  upper  lever  d. 

The  slide  /  for  carrying  the  punches,  works  between  V's,  Fig.  494  ;  one  is  fixed  to  the  frame  p  by 
adjusting-screws,  both  on  its  face  and  sides,  and  by  the  curious  shape  given  to  the  end  of  the  lever  e, 
this  slide  is  made  to  rise  and  fall, 'the  counterbalance  weight  and  lever  ff  being  connected  by  two  short 
links ;  on  the  bottom  of  the  slide  is  screwed  a  small  frame  for  carrying  the  punches,  which  may  be 
taken  out  and  replaced  by  others.  The  dies  i,  in  which  the  punches  work,  are  placed  in  a  frame  bolted 
to  the  frame  p,  and  by  unscrewing  the  small  adjusting-screws,  these  may  be  taken  out  and  replaced  by 
others  suitable  to  the  different-sized  punches  that  may  be  requu-ed.  On  the  under  side  of  the  frame  p 
is  screwed  a  small  stop,  by  which  the  circle  punched  from  the  plate  is  forced  out  as  the  slide  rises. 

In  the  front  of  the  machine  is  placed  a  long  table,  supported  by  the  carriages  o,  consisting  of  two 
columns  and  diagonal  frame,  having  bolted  to  them  two  long  bars,  upon  which  the  moveable  table  is 
made  to  slide ;  this  table,  as  will  be  seen  by  Fig.  494,  has  a  number  of  holes  by  wliich  the  plate  to  be 
punched  is  secured  by  clamps ;  it  is  advanced  by  the  rope  or  chain  n  passing  under  the  pulley.  Figs. 
493  and  494,  and  over  a  second  one  hung  from  the  ceiling  of  the  building,  to  whicli  is  connected  a 
weight  sufficiently  heavy  to  draw  forward  the  table  and  plate  fixed  to  it ;  after  travelling  the  length  of 
the  table  o,  it  may  be  brought  back  by  turning  the  winch-handle  and  spindle  I,  on  which  is  a  pinion  fur 
working  the  rack,  fixed  to  the  under  side  of  the  moveable  table  ??i. 

By  a  very  ingenious  contrivance,  forming  part  of  this  machme,  the  rivet-holes  of  boilers  may  be 
punched  to  very  different  pitches,  a  thing  very  much  wanted  in  such  cases  as  the  repairing  of  old  boilers, 
or  replacing  an  old  plate  by  a  new  one,  where  it  is  of  the  utmost  importance  to  have  the  rivet-holes 
coinciding  with  the  greatest  accuracy,  which  may  be  better  understood  by  supposing  that  in  the  length 
of  a  plate,  one,  two,  or  tliree  additional  rivet-hcles  may  be  required,  which  distance  would  have  tc  be 
equally  divided  in  the  whole  length  of  the  plat'!.  A  description  of  this  part  of  the  macliine  will  fully 
show  how  this  operation  is  performed.  On  the  end  of  the  punching-lever  e  is  screwed  a  small  plate 
with  a  pin  _;',  adjustable  by  a  screw  working  in  the  sliort  mortise.  Fig.  495  ;  on  the  frame  p  is  bolted  a 
fulcrum  piece  for  the  lever  and  counterbalance  weight  j ;  to  this  lever  a  long  rod  is  connected  at  its 
lower  end,  passing  under  the  table  m,  and  the  lever  r  is  fixed  to  it,  as  will  be  seen  by  the  dotted  lines 
in  Fig.  494 ;  it  has  also  two  stops  or  projecting  pieces  r'  r'  on  its  surface.  A  second  lever  s  has  its 
fulcrum  fixed  to  the  table  o,  one  end  of  this  lever  being  connected  to  the  lever  r,  while  the  opposite  end 
has  on  its  surface  two  small  pins  s'  s' ;  the  fulcrum  s"  of  this  lever  is  adjustable  by  the  two  small 
screws  shown  in  the  plan,  Fig.  494.  A  long  notched  bar  k  is  fixed  to  the  under  side  of  the  table  m  by 
screws,  and  the  bar  t  has  its  fulcrum  t'  also  fixed  to  it ;  tliis  latter  bar  t  is  moveable  on  its  centre,  and 
may  be  placed  at  any  angle  by  an  adjusting-screw  working  in  a  mortise  t",  where  it  may  be  fixed  m 
any  required  position,  as  will  oe  seen ;  it  is  by  the  angle  given  to  this  bar,  that  the  regular  increase  of 
distance  is  obtained  between  the  rivets.  This  is  effected  in  tlie  following  manner : — As  tlie  lever  c 
works  on  its  centre,  the  pin  j'  to  which  it  is  fixed,  strikes  as  it  descends  on  the  end  of  the  lever  j ;  its 
motion  is  then  communicated  to  the  long  rod,  passing  under  the  table,  for  working  tlie  lever  r  back- 
wards and  forwards,  it  being  fixed  to  the  rod ;  as  the  latter  lever  moves,  it  alternately  engages  and 
disengages  the  stop  or  projecting  pieces  r'  r'  from  tlie  notched  bar,  allowing  it  at  the  same  time  to  slide 
forward  the  distance  between  tlie  rivets ;  while  the  bar  t  placed  at  the  required  angle,  and  working 
between  the  pins  s'  s'  on  the  lever  «,  immediately  effects  the  distance  travelled  by  the  lever  r,  which  it 
shortens ;  by  this  arrangement  the  machine  is  made  quite  self-acting,  but  it  may  also  be  worked  by  the 
handle  on  the  end  of  the  rod  j. 

When  it  is  required  to  change  the  punches  h  for  different-sized  holes,  it  is  necessary,  when  rc'placed, 
to  adjust  them  to  the  greatest  possible  accuracy  in  the  dies  i ;  this  could  not  be  done  without  stopping 
the  whole  line  of  shaft  a,  were  it  not  for  a  provision  made  for  that  purpose ;  in  such  i  case,  the  key  in 
the  upper  part  of  the  connecting-rod  c  is  withdrawn,  a  block  of  wood  is  then  placed  between  the  frame 
and  tlie  lever  d,  whose  fulcrum  is  on  the  side  of  the  frame  /.,  upon  which  it  rests.  It  is  of  course  under- 
stood that  the  punching-lever  d  is  at  rest,  being  disengaged  from  the  pin  e';  the  result  of  this  is  the 
working  of  the  long  mortise  of  the  connecting-rod  up  and  down  on  the  pin,  witliout  communicating  any 
motion  whatever;  and  by  the  lever  q,  worked  gently  by  hand,  and  shown  dotted  in  Figs.  494  and  495, 
the  punching-lever  e  can  be  raised  and  lowered,  communicating  its  alternate  motion  to  the  slide-frame, 
by  whicli  means  the  punches  are  with  great  facility  adjusted  in  the  dies  i. 

The  jaws  in  the  frame  p  are  much  strengthened  by  placing  a  square  wrought-iroii  bar  between  them, 
in  places  provided  for  the  purpose. 

From  the  above  description,  it  will  be  seen  that  the  advantages  possessed  by  this  machine,  more  than 
compensate  for  the  increased  number  of  its  parts,  which  are  but  few  when  compar?d  with  its  saperiorit? 
aver  those  of  ordinarv  construction. 
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a  Shaft,  running  through  building, 

b  Crank. 

c  Connecting-rod. 

d  Upper  lever  worked  by  connecting- 
rod  c. 

e  Lower  or  punching  lever  engaged 
or  disengaged  by  means  of  rods, 
levers,  and  pin  «'. 

/  Punch ing-frame  raised  or  depressed 
by  lever  c,  and  counterbalance 
weight  5". 

g  Lever  and  counterbalance  weight. 

A  Punches. 

i  Die-lrame. 

i  Self-acting  rods,  levers,  and  counter- 
balance weight,  for  engaging  and 
disengaging  notched  bar  from 
stops  r'  r',  worked  by  pin  /. 

t  Notched  bar  fixed  to  table  and 
Btopped  by  projecting  stop?  k 
alternately  on  either  side  for  each 
rivet. 
Handle,  pinion,  and  rack,  for  ad- 
vancing table  by  hand. 

M  Moveable  table  lor  carrying  plate 
to  be  punched,  drawn  along  by 
rope  or  chain  running  over  pul- 
ley 71. 

•  Fixed  tables  supported  by  column3. 

p  frame  for  carr>ing  machinery. 

{  Lever  for  raising  jjunching-lever 
when  the  punch  is  required  to 
be  changed  without  stopping  the 
leni?th  of  shaft. 


a  Shaft  running  through  building. 

b  Crank. 

e  Connecling-rod. 

d  Upper  lever  worked  by  connecting-rod  e, 

e  Lower  or  punching  lever  engaged  or  disen- 
gaged by  means  of  rods,  levers,  and  pin  e'. 

f  Punch ing-frame  raised  or  depressed  by  lever 
c,  and  counterbalance  weight  ^. 

g  Lever  and  counterbalance  weight. 

A  Punches 

»■  Die-frame. 
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j  Selfncting  rods,  levers,  and  counlerbclatics 

■weiRht,  for  engaging   and   disengaging 

notched  bar  from  stops  r  r',  worked  by 

pin/. 
k  Notched  bar  fixed  to  table  and  stoppf>d  by 

projecting  stops  k  alternately  on  either 

side  for  each  rivet. 
/  Handle,  pinion,  and  rack,  for  advancing 

table  by  hand. 
m  Moveable  table  for  carrj'ing  plate  to  be 

punched,  drawn  along  by  rope  or  choiB 

running  over  pulley  ?i. 
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Rope  and  pulley  for  drawing  along 

table  VI. 

t  Fixed  table  supported  by  columns. 

p  Frame  for  carrying  machinery. 

f  Lever  for  raising  punching-lever 

when  the  pujich  is  required  to  be 


changed  without  stopping  the 
length  of  shaft. 

r  Lever  fixed  at  one  end  to  rod  ./;  on 
this  lever  is  fixed  two  small  pro- 
jecting pieces  r'r'. 

s  Lever  with  two  guide-pins  s',  having 


a  moveable  centre  at  *". 
t  Bar  for  regulating  the  pitch  of  t\7e^ 
holes,  working  between  pins  «<'«'; 
it  has  a  fixed  centre  at  t\  and 
may  bo  plsi^ed  at  any  angle  bi 
sliding  in  groove  t". 
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BOLTING-MILL,  for  flour. — A  holtinp;-mill  is  the  general  name  of  a  place  where  meal  is  sifted. 
But  here  the  subject  in  question  is  particularly  a  dressing  or  bolting  machine  m  common  mills,  by  which 
either  the  bran  is  separated  from  the  flour  or  meai,  or  the  ground  grain,  ore,  &c.,  is  refined.  The  bolt- 
ing machines  most  in  use  are — 1st.  The  common  bolter  ;  2d.  The  rotative  cylindric  or  prismatic  bolter  ;  and 
3d.  the  brush-bolter.  Though  they  differ  from  each  other  in  structure,  the  substantial  arrangement 
consists  in  a  kind  of  sieve  of  wire  or  horsehair,  or  of  cotton  or  silk  texture,  of  bolting  cloth  or  of  silk- 
gauze,  eitlier  of  which  stuff  is  used  according  to  the  fineness  of  the  mei^l  required ;  the  meshes  or  per- 
forations of  the  one  being  smaller  than  those  of  another. 

The  peculiarity  of  the  common  bolter  is,  that  the  sifting  is  produced  by  its  shahing  motion  ;  that  of  the 
cylindrical  or  prismatic  bolter  is,  that  the  sifting  is  effected  by  its  rotative  motion,  either  alone,  or  by 
co-operation  of  the  centrifugal  power,  or  of  beaters  or  similar  apparatus. 

The  peculiarity  of  the  brush-bolter  is,  that  the  sifting  is  effected  by  brushes  placed  in  the  interior  of 
the  bolter  itself,  which  latter  discharges  its  coarser  contents  into  the  bran-chest ;  while  the  meal  or  flour 
18  taken  up  to  the  bolting-hutch. 

The  arrangement  of  the  improved  bolter  in  general  use,  will  be  perceived  by  Figs.  463,  464,  465,  and 
466,  where  Fig.  4G3  represents  the  bolting-machine  in  longitudinal  section;  Fig.  464  ground-plan,  (but 
without  tlie  lid  of  tlie  bolting-hutch  ;)  J'ig.  465  front,  and  Fig.  466  side-view  of  the  liiud  part,  together 
witli  the  mechanism  for  effecting  the  shaking  motion. 

The  oblong  and  closed  bolting-hutch,  marked  by  a  a,  is  fastened  to  the  meal-bench  b  ;  and  in  its  in- 
terior, at  an  angle  of  15,  or,  at  the  most,  30  degrees,  is  placed  the  bolter  or  sifter  cc,  whose  upper  end 
is  fastened  to  the  scuttle  d.  Figs.  463  and  464,  and  whose  lower  end  discharges  its  contents  at  the 
fore  side  of  the  hutch  a  a. 

The  bolter  consists  commonly  of  bolting-cloth  or  silk-gauze,  of  which  two  strips  from  6  to  7  feet  in 
length,  and  from  14  to  16  inches  in  breadth  each,  are  sewed  together  lengthwise.  The  seams  are 
edged,  two  inches  broad ;  and  the  two  ends  of  the  bolter  are  likewise  bordered  with  leather,  for  the 
pui'pose  of  fixing  iron  rings.  Tlie  ring  at  the  upper  end  is  quadrangular,  yet  with  rounded  corners  ;  it 
13  8  inches  broad,  and  from  5  to  6  inches  diameter.  At  about  2  feet  down  from  the  upper  end  of 
the  bolter,  two  handles,  (called  bolter-ears,  and  marked  by  the  letter  e,)  of  strong  sole-leather,  are  sewed 
-1  the  sides,  to  serve  for  the  reception  of  two  arms  ff,  of  the  apparatus  for  effecting  the  shaking  mo- 
tion. The  lower  end  of  tlie  tight-stretched  bolter  is  placed  in  tho  aperture  cut  out  in  the  slide  g  on  the 
outside  of  the  bolting-hutch;  the  shaking-arms//,  which  are  either  covered  with  tin-plate,  or  with  ends 
of  cast-iron,  are  to  be  put  through  the  two  bolter-ears  e ;  and  the  upper  end  of  the  sifter  is  to  be  placed 
on  the  outside  of  the  scuttle  d,  in  the  notch  of  the  wooden  ledge  h.  Fig.  463,  and  fixed  by  the  iron  cramp  i. 
At  the  lower  end  the  screws  k  k  of  the  slide  g  are  designed  to  stretch  the  bolter  as  required. 

The  motion  of  the  bolter  may  either  be  horizontal  or  perpendicular.  The  former  is  most  general, 
as  the  bolter  is  more  worn  by  the  jaerpendicular  motion.  But  it  may  be  asserted  that  the  case  is 
almost  entirely  the  reverse.  For  by  the  lateral  motion  the  sides  of  the  bolter  are  very  much  tossed, 
and  so  their  threads  too  much  stretched,  especially  when  the  sliaking-arms//  stand  out  straight  from  the 
shaking-axis,  forming  thus  an  acute  angle  with  the  bolter.  By  the  perpendicular  motion  the  bolter  is 
also  violently  tossed  ;  however,  this  inconvenience  may  be  removed  by  using  curved  arms,  (like  tiiat 
marked  by/ in  Fig.  463,)  instead  of  rectilinear  ones,  and  made  either  of  timber  or  iron. 

The  vertical  shaking  motion  of  the  bolter  is  produced  in  the  following  simple  way :  At  the  a.xis  /, 
placed  horizontally  beneath  the  sifter,  are  fixed  the  two  sliakii.g-arnis//;  also  at  its  projection  the  bent 
arm  m,  called  the  bolter,  in  which  the  bolter-tongue  is,  by  means  of  a  peg,  fiistened  in  a  manner  which 
allows  of  its  turning.  The  bolter-tongue  is  pressed  against  tne  horizontal  arm  o  of  a  vertical  axis  p,  by 
the  wooden  or  steel  spring  q,  so  firmly  and  continually  that  a  retrograde  motion  results  from  the  re- 
bounding of  this  spring,  while  the  advancing  motion  is  effected  by  a  second  arm  r  of  the  axis  p,  which 
beats  against  three  tenons  t,  and  is  pushed  off  again  by  them. 

Tlie  power  of  this  shaking  motion  can  be  modified  according  to  the  required  fineness  of  the  flour,  or 
to  the  more  or  less  fine  bolting-cloth;  and  this  is  effected  by  displacuig  the  bolter-tongi^  n  in  the 
wheel-scissors  m,  for  which  purpose  both  are  perforated.  However,  the  bolter  is  not  suffered  to  move 
more  than  3  inches  up  and  down,  as  this  is  sufficient  even  for  the  coarsest  grit,  Avhile  a  more  vigorous 
movement  would  wear  the  bolter  too  much. 

The  upper  millstone  in  a  common  mill,  of  3  feet  in  diameter,  making  from  140  to  180  rotations  a 
minute,  each  bolter,  brought  in  connection  with  a  set  of  such  stones,  will  be  moved  up  and  down  thrice 
80  often,  or  420  to  540  times  in  a  minute.  In  order  to  be  enabled  to  look  frequently  at  the  bolter,  there 
is  made  in  one  of  the  side  partitions  of  the  bolting-hutch  a  large  square  aperture  u  ii,  commonly  covered 
with  a  linen  cloth  v,  Fig.  464.  Another  aperture  w,  about  6  inches  high  and  wide,  at  the  bottom  of  the 
hutch,  Ls  provided  with  a  slide  of  wood  or  tin-plate,  and  serves  as  an  outlet  for  the  flour. 

Beneath  the  lower  end,  or  moutli  of  the  bolter,  is  a  small  gutter  z,  miu'.e  of  wood  or  tin-plate,  in  ordc 
to  facilitate  the  emptying  of  the  grit  or  bran  into  the  bran-chest  below.  The  mouth  of  the  bolter  is 
covered  with  a  cloth  y,  Fig."  465,  pressed  towards  the  mouth  of  the  bow  z,  to  prevent  the  flom--dust. 
/oined  to  the  grit  and  bran,  from  dusting  away.  Tlie  aperture  in  the  side-partition,  fig.  463,  u  u,  ia 
leside  the  curtain,  fig.  464,  v,  closed  with  a  door  or  slide,  while  on  the  other  hand,  the  bran-chest  is  1  i 
feet  in  length,  and  closed  tightly. 

The  bolting-cloth  used  in  bolting-mills  consists  generally  of  woollen,  more  seldom  of  silk  texture,  and 
is  glued  or  gummed  in  a  particular  manner.  According  to  the  species  of  corn  to  be  bolted,  and  to  tho 
fineness  of  tho  flour,  the  cloth  is  coarse  or  fine,  both  in  the  threads  and  the  size  of  its  perforations  or 
meshes.  There  are  more  than  a  dozen  oorts  of  cloth,  which  are  selected  according  to  the  quantity  of 
meshes  in  an  inch  square.  The  cloth  is  commonly  from  14  to  16  inches  broad,  thus  being  adapted  for 
the  use  of  bolters  from  10  to  12  inches  in  diameter.  The  English  manufacture  bolting-cloth  noted  fox 
ts  good  quality  and  durability;  there  are  also  in  Germany  superior  manufacturers  of  this  article 
especially  at  Linz,  Berlin,  and  Breslau.     The  best  quality  bolting-cloth  and  silk-gauze  is  fabricated  by 
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J)ufour  d'  Co.,  at  Thai,  in  the  Swiss  canton  of  St.  Gall,  by  Jlennecart,  at  St.  Quentin,  in  Fnince,  and  by 
Harlan  Star,  in  Holland. 

We  shall  now  describe  those  bolting-mills  where  the  cylindrical  bolter  is  used. 

Formerly,  in  England  and  the  United  States,  a  bolting-mill  of  this  description  was  used,  in  which  the 
cylindrical  bolter,  put  in  circular  motion  with  great  celerity,  consists  of  a  kind  of  reel,  framed  in  the 
following  manner : — From  a  somewhat  inclined  axis,  hke  radii,  six  arms  or  spokes  project,  whicli  are  orn- 
nected  with  each  other  by  six  laths  running  parallel  with  the  axis.  This  cylindrical  frame  is  commonly, 
at  the  upper  end,  22^  inches  diameter,  but  at  the  lower  end  only  20J  inches,  (m  this  case  it  is  called 
taper-reel ;)  sometimes  it  is  at  both  ends  22^  inches  diameter,  in  which  case  it  is  called  an  equal-reel 
The  wider  cyUndrical  bolter  encloses  the  frame,  and  is  at  both  ends  (which  are  lined  with  leather) 
fastened  to  it.  In  the  bolting-hutch  are  placed  six  wooden  beaters,  whose  points  stand  off  half  an  inch 
from  thos3  of  the  spokes.  Now,  as  soon  as  the  bolting-cloth  is  swelled  by  the  rotation  and  centrifugal 
power,  it  strikes  violently  upon  these  beaters,  and  thus  the  finer  elements  of  the  flour  are  forced 
through  the  sides  of  the  bolter,  while  the  grit  and  bran  proceed  along  the  whole  bolter  into  the  bran- 
chest  at  the  outside  of  +he  bolting-hutch. 

Yet  tliis  bolting  apparatus  was  not  much  adapted  to  the  purpose,  because  the  ends  of  the  bolter 
could  not  be  fixed  firmly  enough  to  prevent  its  unsteady,  swinging  motion,  and  its  too  violent  striking 
upon  the  beaters,  by  which  the  bolting  cloth  soon  became  defective.  However,  at  present  this  bolting- 
mill  is  substantially  improved  by  James  Ayton. 

Fig.  467  gives  a  side  view  of  this  improved  machine,  without  the  bolter,  and  without  the  front  of 
the  hutch.  In  the  frame  of  the  bolting-hutch  a  a,  the  apparatus  is  placed  obliquely.  By  the  axis  b  h, 
(made  of  forged  iron,)  and  tlie  disk  c,  the  bolting-machine  is  brought  in  rotation.  At  the  axis  6  b  are 
fixed  the  two  naves  d  and  e,  in  a  proper  manner,  and  into  both  are  placed  four  spokes//,  at  right  angles 
with  each  other.  From  each  spoke  to  the  corresponding  opposite  one,  or  from  /  to  /,  is  distended  a 
sirip  of  bolting-cloth  or  duck  ^,  5  to  6  inches  broad,  fixed  at  the  extremities  of  the  spokes.  The  strips 
m  the  interior  of  the  bol+er  form  a  kind  of  fanning-machine  of  about  20  inches  diameter.  Above 
the  nave  d  is  another  one  h,  from  which  project  six  iron  spokes,  bent  upwards,  and  connected  with  each 
other  at  theii'  points  by  the  wooden  ring  k,  whose  diameter  is  equal  to  that  of  the  fanning-machine. 
Below  the  board  partition  1 1,  that  separates  the  flour-hutch  m  from  the  bran-chest  n,  is  a  tliird  nave  o, 
from  which  project  six  steel  springs  p,  whose  points  are  bent  into  hooks,  carefully  rounded  off  and  pol- 
ished, that  the  liandles  of  the  bolter  (which  are  fixed  to  them)  may  be  spared  as  much  as  possible. 
Tliis  nave,  which  by  Fig.  468  is  twice  represented  on  a  larger  scale,  consists  of  three  hoops  oqr,  oi 
which  the  inner  q  is  fastened  to  the  square  axis  6  6;  the  middle  o  revolves  round  the  hoop  q,  and  the 
outer  r  is  fastened  to  the  hoop  q  by  four  screws. 

The  bolter  surrounding  the  fan-shaped  reel  is,  by  means  of  its  handles  at  the  lower  end,  fixed  at  the 
hooks  of  the  six  steel  springs  p ;  while  its  upper  end,  above  the  wooden  ring  k,  is  simply  drawn  to- 
gether by  a  cord  or  string.  As  soon  as  the  reel  is  in  rapid  rotation,  the  pressure  of  the  air,  produced 
by  the  fans  and  the  centrifugal  power,  will  swell  tlie  bolter,  which  at  the  same  time  is  kept  at  a  uni- 
form concentric  tension  by  the  elasticity  of  the  steel  springs  p. 

Another  substantial  improvement  of  Ayton's  bolting-mill  is,  that  the  six  beaters  .s,  lying  round  the 
bolter  may,  according  to  circumstances,  be  placed  more  or  less  near  to  it,  even  during  the  rotation. 
The  manner  of  this  arrangement  may  be  perceived  by  Fig.  469,  where  the  machinery,  Fig.  467,  is  repre- 
sented in  a  view  from  behind  or  before.  On  tlie  outside  of  each  of  the  partitions  / 1  and  1 1,  Fig.  467,  is 
a  bf  "ad  iron  ring  u.  Fig.  460,  revolving  round  the  axis  6,  in  the  small  furrows  of  the  six  cramps  marked 
with  0.  In  both  of  those  rings  (on  the  front  and  back)  are  cut  six  eccentric  slits  w  w,  behind  which,  in 
the  board  partitions,  there  are  cut  out  as  many  other  slits,  hke  radii  of  the  axis  6  6,  so  tiiat  both  kinds 
of  sslits  are  crossing  each  other.  The  beaters  .s  s,  Fig.  467,  are  (by  means  of  screws  x)  brought  into  con- 
nection with  tlie  slits  in  such  a  manner,  that  they  are  moved  to  and  fro  in  the  shts  of  the  partitions  1 1 
and  1 1,  and  thus  approach  and  turn  off  from  the  bolter,  as  soon  as  the  outside  rings  u  (whic'..  are  not 
connected  witli  the  axis  6  6  itself)  are  turned  round  by  the  dented  wlieels  y,  Fig.  469.  The  whole 
perimeter  of  the  rings  is  dented ;  only  a  part  of  it  is  shown  hi  Fig.  469.  The  dented  wheels  are  con- 
nected with  another  axis  different  from  tliat  marked  with  6  6. 

Through  the  hopper  z,  Fig.  467,  is  constantly  running  the  ground  grain  as  required  for  boltnig  ;  so 
that  from  the  other  end  of  the  bolting-hutch  only  grit  or  bran,  without  mixture  of  flour,  runs  out. 

This  improved  bolting-mill  has  this  substantial  advantage  over  the  older  one — that  the  movement  of 
the  air  witliin  the  bolter  is  produced  by  the  fans  instead  of  the  reel,  and  drives  the  flom-  towards  the 
periphery  in  a  more  complete  manner.  Thus  the  flour  gets  easily  through  the  perforations  of  the 
bolting-cloth,  whose  obstruction  is  almost  entirely  prevented  by  the  trembling  motion  of  the  steel 
springs  p.     The  beaters  are  also  arranged  so  that  they  cannot  much  wear  out  the  bolter. 

While  by  the  older  machinery  (with  170  to  200  rotations  a  minute)  only  two  and  a  half  to  three  sacks 
measuring  three  bushels  each)  of  grit  are  said  to  have  been  bolted  in  an  hour,  Ayton's  improved  mill 
bolts  four  sacks  in  the  same  time. 

Notwitkstanding  this  favorable  result,  the  improved  bolting-mill  is  not  much  used,  for  the  reason  that 
the  bolter  (as  the  weakest  and  most  expensive  part)  is  yet  damaged  by  the  beaters.  The  cylindrical 
bolter  has  recently  been  supplanted  by  a  hexagonal  or  octagonal  one,  with  great  success. 

Figs.  470  and  471  show  the  frame  of  tliis  bolting-machine  (which  is  in  very  general  use  in  this  coiui- 
try)  in  longitudinal  section  and  front  view.  The  front  partition  is  omitted,  to  get  a  better  view  of  the 
interior. 

These  bolters  are  made  exclusively  of  silk  bolting-cloth,  manufactured  by  Harlem  Star,  in  Holland. 
For  two  sets  of  five-feet  millstones  there  are  generally  made  boltei's  of  28  inches  in  diameter  and  of  9C 
feet  in  length,  and  of  three  different  sorts  of  cloth ;  that  is,  60  feet  of  the  finest  sort.  No.  10  or  11 ;  24 
feet  of  the  middling  sort.  No.  5  or  9  ;  and  the  remaining  6  feet  (60-[- 244- 6=90)  of  'he  third  or  coarsest 
sort.  No.  2,  which  latter  is  intended  for  separating  the  fino"  bran  from  the  coarser. 
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The  cloLh  is  tentered  round  wooden /rames  similar  to  the  above-described  reels,  of  hexagonal  or  oc- 
tagonal form,  20  inches  in  diameter,  and  from  18  to  20  feet  in  length.  The  cloth  is  fastened  with  pin? 
to  the  wooden  rings  at  both  ends  of  the  frame,  and  to  six  or  eight  laths  running  parallel  -with  the  axis, 
and  resting  on  spokes. 

Such  bolters,  as  a  a,  Figs.  410  and  4*71,  are  commonly  placed  four  in  one  hutch  b  b,  that  is,  two  above 
and  two  below,  as  in  Figs.  470  and  471.  They  are  placed  somewhat  obliquely,  and,  by  means  of  the  mo- 
tive power  c  c,  revolved  all  together  by  tlie  wheel  d  of  the  axis,  which  also  turns  the  wheel  e.  Each 
bolter  makes  generally  25  rotations  in  a  minute.  The  flour-conveyers,  /  and  ff,  are  commonly  put  in 
motion  by  straps,  (like  the  strap  /*,  in  Fig.  470,)  they  being  highly  adapted  to  the  purpose,  and  more- 
over simple  and  cheap.  The  conveyers  are  intended  to  remove  unmediately  the  bolted  flour  from  the 
hutch  of  each  pair  of  bolters  without  opening  the  hutch. 

The  ground  grain  passes  through  the  common  plate- iron  gutters  i  i  into  the  two  superior  bolters, 
(where  the  cloth  is  of  finer  quality,)  in  such  quantity  as  may  be  easily  bolted  by  them.  The  mechan- 
ism applied  for  this  purpose  will  be  described  below.  The  flour  bolted  in  the  upper  half  of  these  two 
bolters  is  somewhat  finer  than  that  bolted  in  tlieir  lower  half,  the  former  therefore  being  called  extra- 
superfine,  and  the  latter  superfine.  All  this  flour  falls  through  the  oblique  partitions  kk,  Fig.  471,  into 
the  trough  I  of  the  upper  conveyer.  The  wheels  mn,  Fig.  470i  moving  this  conveyer,  are  covered  by 
the  roof  o.  The  coarser  parts,  or  the  grit  and  bran,  issuing  from  the  mouth  of  the  bolter,  fall  into  the 
partition  p  of  the  bolting-hutch,  and  then,  by  means  of  the  oblique  board  partition  q,  into  the  two  lower 
bolters  of  coarser  cloth  «,.  Thence  tlie  bolted  flour  goes  into  the  trough  r  of  the  lower  conveyers  </,  and 
the  bran  goes  from  the  bolter's  mouth  through  the  gutter  s.  Fig.  470. 

Tlie  above-mentioned  extra-superfine  Hour  is,  by  means  of  the  conveyer/,  pushed  to  the  wooden  chan- 
nel t,  tlu-ough  wliich  it  then  goes  off  into  the  floiu--box,  while  the  superfine  floiu"  is,  by  the  channel  n, 
conveyed  into  the  upper  partition  of  the  hutch,  enclosing  the  two  lower  bolters  a^  cfj.  Hence,  mixed 
with  the  flour  of  these  bolters,  it  is  by  the  lower  conveyer  g  pushed  to  the  channel  v,  through  which  it 
goes  off  into  the  meal-elevator,  that  brings  it  back  to  the  hopper-boy.  Thence,  having  been  mingled  with 
grit,  it  is  conveyed  once  more  into  the  bolter.  In  the  case  when  the  middUng  flour  (or  seconds)  is  ground 
for  the  second  time,  the  flour  bolted  by  the  upper  and  lower  bolters  is  intermixed  and  not  reconveyed 
into  the  hopper-boy ;  but  the  gutter  or  channel  v  is  shut,  and  the  strap  h  (moving  the  conveyer  ^qr)  crossed, 
wliich  has  the  effect  of  conveying  the  flour  to  the  gutter  or  channel  u\  (which  then  is  to  be  shut  up,) 
jom  whence  it  goes,  together  with  the  flour  coming  from  the  upper  bolters  down  the  gutter  x,  into  the 
flour-box. 

Tlie  mechanism  by  which  the  ground  grain  or  meal  is  conveyed  into  each  of  the  two  superior  bolt^ 
ers,  is  to  be  seen  in  Fig.  472,  longitudinal  section,  and  Fig.  473,  front  view,  on  a  larger  scale.  Tlie  letter 
y  marks  a  funnel,  into  wliich  the  ground  mass  falls  down  from  a  hopper-boy  in  a  higher  story,  and  thence 
upon  the  moveable  spout  a,  resting  on  the  axis  z.  The  channel  i,  Fig.  471,  is  connected  with  this  spout. 
At  the  fore  part  of  the  spout's  side-boards  are  the  cross-rails  )3  i3,  by  which,  and  by  wedges,  the  sha- 
king-bolt y  is  fastened.  At  the  upper  mouth  of  the  bolters  is  a  cast-iron  cross  5,  Figs.  470  and  471, 
fastened  to  the  axis,  whose  points  are  provided  with  heads,  the  forms  of  which  may  be  seen  by  Figs. 
471  and,472.  During  the  rotation  of  the  bolters,  these  heads  touch  upon  the  end  point  of  the  shaking- 
bolt  y,  Fig.  472,  which  hfts  the  spout  a  up  and  down.  Thus  the  spout  is  constantly  in  a  shaking  mo- 
tion, and  the  mass  lieaped  in  the  funnel  y  is  conveyed  by  the  gutter  i  into  the  bolter  a.  By  means  of 
the  shutter  t  the  aperture  at  the  bottom  of  the  front  partition  of  the  funnel  y  can  be  widened  or  nar- 
rowed, according  to  circumstances. 

The  conveyers  f  and  g  consist  of  a  screw,  as  may  be  perceived  by  Fig-  474,  where  they  are  repre- 
sented on  a  larger  scale.  The  chief  part  is  commonly  an  octagonal  strong  wooden  axis  1,  round  which, 
in  a  helix,  are  put  small  wooden  square  tables  2,  2,  at  right  angles  to  the  axis. 

These  tables  are  generally  2J  inches  liigh  and  broad,  and  at  the  foot  end  half  an  inch  thick,  while 
the  back  lessens  to  a  sharp  edge.  The  front  sides  (wliich  retain  their  right  angle  with  the  axis)  take 
hold  of  the  flour  containetl  in  the  trough  3,  and  push  it  gradually  on  to  the  respective  gutters.  Beside 
the  slides,  shutting  the  gutters  u,  x,  t,  v,  to,  there  are  in  the  bottom  of  the  conveyer-trough  as  many 
slides  as  possible,  in  order  to  prevent  its  obstruction  during  the  movement  of  the  conveyer. 

In  the  above-described  bolters  the  pushing  of  the  flour  through  the  perforations  of  the  bolting-cloth 
is  produced  in  such  a  manner  that  the  contents  of  the  bolter  are  during  its  rotation  cast  up,  and  then  by 
their  own  weight  fall  upon  the  under  side  of  the  bolter ;  whereas,  in  the  followmg  rotative  bolters  (which 
in  all  other  respects  are  arranged  like  the  other  just  mentioned)  the  bolting  is  effected  by  beaters  or 
other  similar  instruments.  By  this  arrangement,  the  obstruction  of  the  perforations  is  prevented  with 
more  success. 

J'igs.  482  and  483  represent  a  bolter  of  this  kind  and  its  hutch  in  longitudinal  and  transverse  sec- 
tions; and  Figs.  484  and  485  represent  the  bolter  in  transverse  section,  and  in  a  side  view.  The  hex- 
agonal wooden  axis  is  marked  by  a  a.  From  each  of  its  six  flat  sides  project  sLx  cyhndrical  staves  b, 
of  hard  timber,  and  one  inch  in  diameter,  and  placed  at  the  distance  of  two  or  three  feet  from  each 
other.  Tlie  staves  of  every  row  are  at  tlieh  pomts  connected  with  each  other  by  a  lath  c,  over  wliich 
the  bolting-cloth  is  tentered,  and  to  which  it  is  fastened  with  pins.  Upon  each  staff  is  put  a  little  tube 
of  cast-iron,  IJ  to  2  pounds  weight,  3  to  4  inches  long,  2  inches  in  the  outer  diameter,  and  called  beaters. 
Durmg  the  rotation  of  the  bolter,  produced  by  the  wheels  e  and  /,  Fig.  482,  these  beaters  run  u]>  and 
down  the  staves.  Fig.  484,  and  by  their  beating  against  the  hard  wood  supports //,  Fig.  4  84,  underneath 
the  laths  c,  they  prevent  the  obstruction  of  the  perforations  of  the  bolter.  Tliat  the  laths  may  not  be 
knocked  off  by  this  beating,  there  are  commonly  laid  round  bands  either  of  leather  or  thin  hoftp-iron, 
see  h  h.  Fig.  485. 

Wlule  the  lower  end  of  the  bolter  is  left  open  to  let  out  the  grit  or  bran,  the  upper  end  is  provided 
with  a  wooden  crown  i,  Figs.  482  and  483,  whose  interior  diameter  leaves  only  as  much  room  as  is  re 
quired  for  the  plate-iron  gutter  k,  Fig.  482,  by  which  the  ground  mass  goes  into  the  ])clter.    The  crowE 
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i  is  provided  vrith  a  funnel  I  of  tin-plate,  for  the  purpose  of  retaining  tlie  grit  or  flour  within  the 
bolter. 

A  bolter  of  tliis  kind  is  commonly  from  16  to  26  feet  long,  and  24  to  30  inches  diameter,  and  inclines 
in  the  ratio  of  one-fifteentli  to  one-eighth  of  its  length.  Its  sUk  bolting-cloth  is  selected  out  of  two  to  five, 
and  even  still  more  numbers.  The  first  sort  covers  the  greatest  part  of  the  bolter  from  above,  and  then 
foUow  in  succession  the  coarser  qualities.  According  to  the  variety  of  the  flour  to  be  obtained,  there 
are  brought  into  connection  with  a  set  of  4  or  5  feet  millstones,  either  one,  or  two,  or  more  bolters, 
wliich  are  placed  in  the  above  manner,  (see  Figs.  470  and  471.)  The  most  proper  arrangement  is,  that 
the  upper  parts  of  the  bolter  (covered  with  the  finer  sorts  of  bolting-cloth)  furnish  the  floui  at  once 
completely  bolted,  while  the  less  fine  grit  of  tlie  other  parts  is  to  be  ground  and  agam  bolted. 

The  difierent  qualities  of  flour  or  grit  are  taken  up  in  separate  partitions  of  the  bolting-hutch,  of  widen 
a  simple  arrangement  is  represented  by  Figs.  482  and  483.  The  partitions  n  separate  the  lower  part 
of  the  bolting-liutch  mm  into  the  partitions  1,  2,  3,  and  4,  of  which  the  first  three  take  up  tliree  differ- 
ent sorts  of  flour,  while  the  partition  4  takes  up  the  grit  or  bran  issuing  from  the  mouth  of  the  bolter, 
and  has  on  its  outside  a  hole  (with  the  slide  o)  through  wliicli  the  grit  or  bran  comes  out.  Tlie  oblique 
tables  pp,  Fig.  483,  leave  below  an  openmg  from  6  to  12  inches  wide,  through  which  the  bolted  flour 
falls  into  the  partitions.  Each  of  the  latter,  1,  2,  and  3,  is  provided  with  a  valve,  consisting  of  a  frame 
covered  with  cloth,  (see  q,  Fig.  482,)  and  whose  lunges  ai'e  marked  by  rr.  The  valve  may  be  kept  open 
by  fastening  it  to  the  buttons  s  s,  Fig.  483. 

Another  proper  arrangement  for  taking  up  the  floiu-  or  grit,  is  shown  by  Figs.  480  and  487.  Here  the 
bottom  b  of  the  bolting-hutch  a  a,  (whicli  contains  the  same  partitions  as  the  other  ones  just  described,) 
runs  out  in  a  slope  sidewise,  tlu-ough  which  the  flour  falling  from  the  bolter  accumulates  at  the  side- 
wall  cc,  Fig.  487,  and  thus  runs  easily  through  the  opening  d,  into  the  bag/,  as  soon  as  the  slide  e  is 
shut  up.  As  many  as  convenient  are  placed  before  a  flour-partition.  Fig.  486.  They  are  put  up  and 
taken  away  in  the  following  simple  manner :  At  the  sack-mouth  i,  beneath  the  opening  d,  on  wliich 
rests  the  sloping  bottom  b,  are  put  in  two  screws  h  h.  Their  ends  are  crooked  into  hooks  wliich  grasp 
the  leather  rim  i  of  the  sack.  (See  h  beneath  the  opening  d,  Fig.  487.)  About  3  or  5  feet  above  each 
sack  projects  a  rafter  k,  from  which  hangs  down  a  thong  I,  with  forceps  m  and  n,  to  take  hold  of  the  rim 
of  the  sack. 

It  may  be  finally  remarked,  that  it  has  been  tried  to  supplant  the  beaters  above  described,  (see  Fig. 
484,)  by  another  contrivance  represented  by  Figs.  488  and  489  in  side  and  front  views.  The  chief  part 
consists  of  a  thick  steel  button  marked  b.  Fig.  488,  fixed  at  the  upper  pivot  of  the  bolter's  axis  b,  Fig. 
488.  llie  steel  button  turns  round  on  a  strong  and  well-jDoUshed  steel  plate  c,  inserted  into  the  pivot- 
base  d.  Now  the  axis  in  turning  round  is  by  the  three  protuberances  lifted  up  and  down,  and  thus 
constantly  kept  in  a  shaking  motioa  In  this  way  the  obstruction  of  the  perforations  of  the  bolting- 
cloth  is  prevented  as  well  as  by  the  beaters. 

The  brush-bolter,  or  cylinch"ical  dressmg-macliine,  as  it  is  styled,  is  in  many  mills  used  conjointly  with 
Ayton's  unproved  bolting-machine,  into  which  latter  the  grit  and  bran  is  brought  after  they  have  been 
bolted  in  the  dressing-machine. 

Fig.  475  gives  a  side  view  of  the  common  brush-bolter,  while  Figs.  476  and  477  represent  an  im- 
proved machine  of  tliis  kind  in  transverse  and  longitudinal  section,  several  parts  of  which  are  illustrated 
by  Figs.  478  and  479,  (on  a  large  scale,)  and  480  and  481. 

The  bolter,  both  of  the  common  and  improved  macliine,  is  cylindrical,  covered  by  a  bolting-cloth  made 
of  wire-texture,  and  placed  obliquely  in  the  bolting-hutcli.  (See  Figs.  475,  476,  and  477.)  The  bolting- 
cloth  in  Fig.  475  is  directly  fixed  to  the  bolting-frame ;  but  in  Figs.  476  and  477  it  is  kept  suspended 
by  long  screw-bolts  q  q,  fixed  at  the  roof  of  the  bolting-hutch.  (See  Figs.  476,  477, 480,  and  481.)  The 
cylinffrical  sieve-frame  of  the  common  macliine.  Fig.  475,  consists  of  staves  b  b,  fixed  round  the  disks 
c  c  and  at  the  felloes  d.  The  interior  periphery  of  this  frame  is  covered  Avith  wire-gauze  of  different 
fineness — tlie  first  number  fixed  at  the  upper  end,  and  the  less  fine  sorts  following  in  succession,  just  in 
the  same  way  as  has  been  mentioned. 

The  sieve-frame  of  the  improved  machine  consists  of  two  semi-cylinders,  (see  Figs.  477,  480,  and 
481,)  whose  side-boards  ee  are  laid  and  screwed  together,  thus  forming  a  full  cylinder. 

Witliin  this  cylindrical  sieve  is,  exactly  in  its  axis,  placed  the  shaft//,  (made  of  wrouglit-iron  in  the 
'  machines  represented  in  Figs.  475  and  476,)  which  is  provided  with  three  disk-wheels  g  gg.  Fig.  477.  On 
the  periphery  of  these  wheels  are  put  in  eight  brushes  of  hog's  bristles  h,  (see  Figs.  478  and  479,)  in 
the  manner  illustrated,  not  only  by  Fig.  477,  but  also  by  Fig.  478,  where  the  wheel-periphery  is  marked 
hj  gg,  and  the  brushes  by  /t/t;  while  the  outer  circle  signifies  the  inner  periphery  of  the  cylindrical 
sieve.  The  shaft//  Fig.  477,  is  turned  by  the  disk  i,  and  during  its  rotation  the  brushes  touch  the  inner 
periphery  of  the  cylindrical  sieve  as  much  as  required,  to  prevent  the  obstruction  of  the  perforations 
by  flour.     In  case  the  brushes  should  be  worn,  they  can  be  screwed  more  forward  by  boxes  k  k.  Fig.  478. 

At  the  upper  and  lower  end  of  the  cylindrical  sieve  are  the  wooden  rings  I  and  m.  Fig.  477,  fiislened 
by  means  of  screws.  They  are  in  the  periphery  somewhat  notchcil,  as  may  be  seen  by  in,  Fig.  481 
Tc  the  upper  ring  /,  Fig.  477  is  tied,  by  means  of  a  cord,  the  leather  strip  n,  wliich  is  glued  or  nailed  on 
the  bolting-hutch  a  a.  By  this  arrangement  the  ground  mass,  coming  out  by  tlie  spout  o,  is  taken  up 
liere,  and  conveyed  to  the  cylinder.  The  ring  in,  at  the  lower  end,  serves  as  a  link  between  the  parti- 
tion-boards jd  p. 

In  order  to  establish  equality  in  the  brushing  of  the  sieve,  this  latter,  or  the  cylindrical  bolter,  is,  by 
means  of  four  screw-bolts  q  q,  kept  in  suspension,  and  may,  according  to  circumstances,  be  wound  up 
and  lowered,  for  wliich  purpose  the  nuts  are  winged.  The  screw-bolts  are  at  their  ends  provided  with 
hooks  rr,  Figs.  480  and  481,  which  take  hold  of  two  side-laths  b b,  Fig.  481,  of  the  cylindrical  frame  oi 
the  sieve.  On  the  other  hand  the  brush-cylinder,  whose  shaft// rests  on  the  sliding-rail  s,  can  also  bo 
displaced,  either  up  or  downi,  by  the  nut  of  the  screw  f. 

The  hopper,  which  holds  the  groimd  grain,  is  marked  by  u.  Fig.  477,  and  the  moveable  spout  con- 
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DL'cted  with  it  by  o.  This  spout  is  shaken  by  a  nave  v,  fixed  at  the  shaft//,  wliich  beats  during  the 
rotation  against  a  tack  at  the  bottom  of  the  shoe.  By  the  slide  at  w,  the  quantity  of  ground  grain  in 
the  shoe  can  be  increased  or  decreased.    The  sUde  x,  which  in  Fig.  477  is  closed,  is  shut  up  in  Fig.  476. 

A  cylindrical  sieve  or  bolter  of  this  kind  is  commonly  covered  with  four  or  five  different  numbers  of 
wire-texture,  tlirough  which  the  different  qualities  are  bolted,  and  taken  up  by  the  corresponding  par- 
titions 1,  2,  3,  4,  and  5,  whence  the  floiu-  is  easily  taken  out  through  the  side-openings,  until  then  closed 
by  slides.     The  bran  falls  into  the  partition  6. 

The  fineness  of  the  texture  is  commonly  in  the  ratio  of  64,  60,  56,  38,  and  16  meshes  to  the  square 
inch.  Experience  has  taught,  that  the  best  aiTangement  is  to  cover  the  frame  from  above,  first  with 
gauze  or  texture  of  60  meshes,  and  to  follow  in  succession  that  of  64,  56,  38,  and  16  meshes.  The 
gauze  of  60  meshes  furnishes  as  fine  flour  as  that  of  64,  wliich  is  owing  to  the  circumstance  that  the 
flcur  in  the  uppermost  part  of  the  bolter  is  not  so  much  exposed  to  the  influence  of  the  brushes,  and 
that  the  finest  quality  of  flour  is  more  sticky  or  viscous  than  the  coarser  qualities. 

By  the  rotation  in  one  and  the  same  direction,  the  bristles  of  the  brushes  must  at  last  be  bent  to  one 
side,  and  thus  lose  their  efficacy.  To  remedy  this,  an  arrangement  is  made  by  which  the  brush-reel 
turns  alternately  to  the  right  and  left.     This  is  easily  effected  by  double  wheels  or  thong-disks. 

A  small  brush-cylinder  has  been  invented  by  James  Murphy,  of  Zanesville,  0.,  which  is  to  be  placed 
at  the  outside  of  the  above-describeu  cylindrical  sieve,  that  is,  everywhere  on  its  periphery  brushed  by 
it.  By  this  operation  the  obstruction  of  the  meshes  is  completely  prevented.  Mr.  Murphy  uses  thin 
hoops  and  ribs  of  cast-iron  for  constructing  the  sieve-frames,  instead  of  the  above-described  wooden 
felloes  and  laths. 

BOLTS,  (iron.)  The  pieces  of  iron  used  for  securing  framing  together,  and  much  employed  in  timber 
work;  they  are  formed  of  wrought-iron,  either  square  or  cylindrical,  with  a  square  head  at  one  end, 
and  a  screw  and  nut  at  the  other ;  a  plate  of  iron,  termed  a  washer,  being  interposed  between  the 
surface  of  the  wood  and  the  head  and  nut,  to  protect  the  former  from  damage  during  the  process  of 
screwing  up. 

BOLSTERS.  The  pieces  of  timber  used  in  the  construction  of  the  centres  of  arches,  and  running 
across  from  one  rib  to  another,  for  the  purpose  of  supporting  the  voussoirs.  A  piece  of  timber,  em- 
ployed in  a  somewhat  sunilar  manner  to  a  corbel,  is  also  termed  a  bctu'er  ;  which  are  much  employed 
in  timber  bridges. 

BOBTD.  The  union  or  tie  of  the  several  stones  or  bricks  forming  a  wall.  The  great  principle  in  all  bond 
is  to  provide  against  settlements :  the  vertical  joints  of  a  course  should,  therefore,  be  exactly  midway 
between  those  below — in  other  words,  break  joint  with  them ;  and  in  no  case  should  the  joints  of  ono 
course  be  carried  up  over  those  of  the  one  below  it. 

The  bricks  or  stones  lying  lengthwise,  in  the  longitudinal  direction  of  the  wall,  are  called  slrelchera  ' 
and  those  placed  lengthwise  across  the  wall,  headers. 

490  491. 


Old  English  Bond,  or  Block-bond.  Flemish  Bond. 

Bond  may  be  described  generally  to  be  of  three  kinds.  In  English  bond  the  courses  are  alternately 
all  headers  and  all  stretchers,  and  when  the  backs  of  each  course  are  laid  alternately  header  and  stretcher 
it  is  called  Flemish  Bond ;  this  description  of  tie  is  also  known  by  the  name  of  header  and  stretcher 
particularly  in  stone-work. 

493. 
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Cross-bond.  Combined  Cross  and  Block  bond. 

Tlie  cross-bond— mo5i\j  used  in  Germany  by  bricklayers — differs  from  the  old  English  or  block 
bond,  by  the  change  of  the  second  stretcher-Une,  so  that  the  joints  of  the  second  come  in  the  middle  of 
the  first,  and  the  same  position  of  stretchers  comes  back  only  every  fifth  line.  This  bond  gives  besides 
a  very  neat  appearance,  and  is  therefore  used  wherever  a  nice  building  is  to  be  erected.  The  strongest 
tie  is  given  to  a  wall  by  combining  the  block  and  cross-bond,  so  that  the  extrados  is  put  up  in  cross- 
bond,  the  intrados  in  block  bond,  as  shown  in  the  figure.  The  reason  of  it  is,  if  a  settling  of  the 
wall  happens,  so  that  the  joints  open,  all  other  bonds  give  only  in  the  vertical,  a  crooked  breakinj^ 
line ;  but  this  combined-bond  requires  a  crooked  breaking-line  in  the  horizontal  direction  besides  ;  it  v 
thereftre  applied  where  a  neat  appearance  and  great  strengUi  are  required. 
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BONES.     See  Animal  Kingdom,  materials  from  used  in  the  mechanical  and  ornamental  arts. 

BORINGr  MACHINE,  Vertical :  by  Messrs.  Nasmyth,  Gaskell  &  Co.  Tlie  many  advantages  tlcrived 
by  this  arrangement  of  a  vertical  loring  machine  over  those  where  the  work  is  placed  in  a  horizontal 
position,  may  perhaps  be  unknown  to  persons  unacquainted  with  the  general  character  of  machinery  ; 
it  may  not  be  imadvisable  to  point  out  a  few  of  tlie  principal  features  showing  the  superiority  of  this 
machii'e. 

In  tlie  first  place,  the  arrangements  of  its  parts ;  the  manner  in  which  the  cylinder  is  placetl,  namely, 
its  vertical  position,  thereby  doing  away  entirely  with  all  tlie  injurious  effects  producecl  by  the  weight 
of  the  body  being  planed  or  bored ;  thus  obviating  all  tendency  to  distort  its  figure,  which  is  tlie  case 
where  the  operation  is  performed  by  the  horizontal  system,  and  where  the  sides  are  bulged  out  from 
the  weight  of  the  upper  part ;  this  may  be  better  imderstood  by  forming  a  cylmder  of  thin  papor,  Avhicli 
will  be  found  to  widen  in  the  middle  and  assume  an  oval  form  from  its  own  weight. 

This  alteration  of  form  is  found  to  be  quite  sensible  when  the  cyhnders  are  of  large  diameters. 
Another  gi'eat  advantage  of  this  system  of  vertical  boring,  is  avoiding  all  risk  of  flexure  in  the  boring- 
bar,  upon  wliich  the  cutter  wheel  or  head  is  fixed  for  carrying  the  boring-tools ;  this  bar  has  a  tendency 
to  bend  down  in  the  centre  to  a  curve,  instead  of  keeping  a  perfectly  straight  line,  transferring  the 
figure  assumed  by  the  bar  to  the  surface  of  the  cylinder ;  but  this  will  much  depend  both  oil  its  length 
and  diameter. 

Another  advantage  of  tliis  machine  is,  that  the  cutters  are  kept  clear  of  the  borings,  which  fall  to 
the  bottom  of  the  cylinder  as  fast  as  they  are  cut.  By  this  superior  arrangement  all  these  objections 
are  entirely  removed,  thus  avoiding  all  the  tendency  gravity  has  in  altering  the  trueness  of  the  cylinder 
or  the  bar ;  added  to  these,  the  power  requisite  to  bore  the  cylinder  is  found  to  be  much  less  than  in 
those  placed  horizontally,  a  very  desirable  object  in  a  large  establishment. 

A  sliort  description  of  its  several  parts  will  enable  the  reader  more  fully  to  understand  the  advanta- 
ges already  alluded  to. 

Fig.  494  represents  a  cross-section  of  this  machine,  and  Fig.  497  a  plan  showing  its  position  in  a 
corner  of  the  buildhig  where  it  is  placed.  In  these  two  views  it  will  be  seen  that  the  driving  part  of 
the  machinery  is  situated  below  the  ground-line  on  suitably  strong  foundations,  in  wliich  it  is  enclosed. 
These  parts  are  rendered  accessible  by  the  steps  f,  which  are  found  to  be  necessary  in  cases  where  the 
machinery  is  likely  to  get  out  of  order,  a  precaution  never  to  be  neglected. 

The  two  riggers  k  k  receive  their  motion  from  the  main  shaft  by  means  of  a  leather  strap :  one  of 
these  runs  loose  on  the  shaft,  and  the  strap  is  thrown  on  it  when  the  machine  is  not  at  work  ;  this  is 
done  at  pleasure  with  the  greatest  possible  facility ;  by  a  bevel-wheel  and  pinion  j,  it  is  then  conveyed 
through  the  shaft  i  to  the  endless  worm  n,  working  in  a  large  worm-wheel  o,  Avliich  is  fixed  on  the  great 
vertical  boring-bar  a,  whereby  a  very  easy  motion  is  obtained,  and  all  jerks  avoided.  It  will  be  seen 
by  the  series  of  wheels  in  Fig.  497,  how  much  the  speed  of  the  boring-bar  is  reduced.  The  shaft  i 
is  placed  at  an  angle,  and  works  in  a  bearing  or  plummer  block  and  a  step  h,  both  of  these  being  made 
of  brass. 

The  vertical  bar  is  made  in  two  parts  a  and  c,  the  upper  one  a  for  carrying  the  cutter-head  or  boring- 
wheel  r,  while  to  the  lower  one  is  connected  the  driving  apparatus ;  they  are  coupled  together  by  the 
upper  one  resting,  as  is  shown  in  Fig.  496,  in  a  socket  on  the  top  of  the  lower  one;  a  steel  key  I  is 
tlien  driven  in,  which  entirely  prevents  it  from  turning ;  the  toe  of  the  bar  c  rests  in  a  step  or  socket 
shown  by  Fig.  498  ;  the  entire  weight  of  this  bar  and  its  appendages  is  thrown  on  the  hardened  cast- steel 
disks  s,  which  are  constantly  kept  supplied  with  oil.  Both  extremities  of  the  bar  c  are  rendered  ad- 
justable to  the  greatest  possible  accuracy  by  means  of  the  small  set-screws  q  q,  Figs.  496  and  498, 
which,  by  being  tightened,  press  against  the  conical  brass  segments,  the  upper  one  forming  part  of  the 
great  base  or  floor-plate  b,  which  is  materially  strengthened  by  six  strong  ribs  on  its  under  side.  The 
cross-beam  g  is  well  fitted  to  the  sockets/,  built  into  the  wall  of  the  building,  where  they  are  bolted  by 
strong  bolts,  Figs.  494,  495,  and  497.     It  has  an  additional  stay  in  the  bolt  u. 

There  are  four  standards  or  supports,  dd,  Fig.  494,  for  carrying  the  cylinder  to  be  bored,  which  can 
be  altered  to  any  convenient  position  by  unscrewing  the  bolts  wliich  fix  them  to  the  base-plate.  After 
the  cylinder  has  been  properly  placed  in  its  right  position,  it  is  fixed  to  these  supports  by  clamps  e  and 
bolts ;  and  thus  rendered  quite  immoveable. 

In  the  boring-bar  a  is  a  deep  socket  m,  Fig.  494,  which  allows  the  bar  to  slide  up  and  down  by 
means  of  the  screw  p  and  the  nut  I ;  upon  the  lower  side  of  this  socket  is  a  flange  m,  upon  which  the. 
cutter-head  or  wheel  r  rests,  receiving  its  motion  from  the  bar  by  means  of  a  nut,  answering  both  the 
purpose  of  nut  and  key.  By  the  different  arrangements  of  the  sun  and  planet  motion  of  the  wheels  on 
the  upper  part  of  the  laar,  any  degree  of  motion  can  b*  given  to  the  screw  €or  the  descent  of  the  cutter- 
wheel.  After  the  cylinder  has  been  once  bored  through,  the  cutter-wheel  is  raised  by  means  of  a  small 
crane,  and  the  chains.  Fig.  495,  and  by  the  peculiar  arrangement  of  the  nut  I  in  the  socket  m,  the  cutter- 
wheel  can  be  dra\vn  up  the  cylinder  without  turning  the  screw  p,  as  it  leaves  the  nut  behind,  which  is 
afterwards  screwed  up,  there  being  no  other  weight  to  raise  but  that  of  the  nut.  The  cutters  are  then 
set  afresh  to  the  new  or  finishing  cut,  after  which  the  cylinder  may  be  considered  perfectly  true.  The 
position  occupied  by  the  crane  enables  the  cylinder  to  be  placed,  and  the  bar  lifted  in  and  out  with 
most  perfect  ease ;  while  the  space  occupied  by  this  machine  is  very  small  compared  with  those  where 
the  v/ork  is  performed  horizontally ;  it  is,  however,  important  that  the  base-plate  b  should  be  well 
semired  to  the  foundations  by  strong  bolts. 

The  speed  of  this  machine  may  very  easily  be  varied,  by  having  different-sized  riggers  or  pulleys  en 
the  driving-shaft  which  conveys  the  motion  to  the  riggers  k  k,  Figs.  494  and  497. 

BORING  MACHINE,  Great.  By  Messrs.  Nasmyth,  Gaskell  and  Co.  The  machine  represented  by 
Fig.  499  is,  with  few  exceptions,  the  same  as  that  last  described,  where  the  cyhnder  to  be  bored  i? 
placed  in  a  vertical  position,  whereby  numerous  advantages  are  derived,  as  already  explained. 

The  motion  is  communicated  by  the  driving-pulley  c  to  a  bevel  pinion  working  the  bevel  wheel  d 
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X  Boring-bar. 

b  Foundation  or  base  plate. 

t  Socket  and  lower  part  of  upright 
bar. 

d  Moveable  supports  for  carrying  cyl- 
inder to  be  bored. 

(  Clamps. 

/  Socket  for  carrying  the  beam  j^. 


ff  Cross-beam. 

A  Step  or  bearing  for  driving-shaft, 
t  Driving-shaft. 
i  Bevel-wheel  and  pinion, 
k  Driving  riggers. 
/  Keys  and  nut. 
n  Socket  upon  which  the  cutter-wheel 
rests. 


n  Screw  working  in  whoel  o. 

o  Screw-wheel. 

p  Screw  for  regulating  drillitig-lMir. 

q  Adjusting-screws. 

r  Boring-whoel. 

s  Steel  disks  or  pivots 

t  Steps. 

u  Tie  bar. 
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the  shaft  on  which  this  wheel  is  fixed,  has  on  its  opposite  end  a  worm  for  communicating  the  motion 
through  the  worm-wheel  to  tlie  upright  shaft/  and  boring-bar  a,  having  on  its  circumference  the  gi-ooves 
a'  in  wliich  the  cutter-head  is  moveable,  sliding  up  and  down  according  to  the  progress  of  the  work; 
i  is  a  tool-carrier  fixed  to  the  cutter-head.  The  foundation  plate  h  forms  a  bearing  for  tiie  upright 
shaft,  the  lower  end  of  which  rests  in  the  step  g,  while  the  cylinder  I  is  secured  by  the  clamps  jj  to  the 
supports  i  i  fixed  to  the  foundation  plate.  These  parts  are  in  every  respect  similar  to  the  boring  ma- 
chme  shown  by  Fig.  494,  by  which  they  are  more  fully  described. 

Two  strong  piers  of  masonry  m'  support  the  entablature  m,  (for  carrying  the  self-acting  apparatus  for 
raising  and  lowering  the  cutter-head  b,)  to  which  it  is  bolted  by  strong  holding-down  bolts  m".  This 
apparatus  consists  of  a  rack  n  worked  by  a  pinion,  the  motion  being  transmitted  from  a  trullion-wheel 
tlirough  two  spur-wheels  and  pinions  o.  The  whole  of  this  upper  maclunery  revolves  with  the  boring- 
bar,  with  the  exception  of  the  internal  wheel  or  screwed  hoop  p  ;  the  consequence  of  which  is,  the  small 
trullion-wheel  is  made  to  turn  on  its  axis  by  the  thread  of  the  wheel  p  in  which  it  works,  and  thereby 
ultimately  raises  the  cutter-head  b,  the  two  side-slings  connecting  it_to  the  upper  frame  q',  to  which  is 
fixed  the  rack  n. 

This  machine  is  of  the  largest  dimensions,  and  was  made  for  the  purpose  of  boring  the  large  cylin- 
ders, 10  feet  in  diameter,  for  the  Great  Western  Steam  Navigation  Company's  vessel  the  Mammoth, 

ftt  tlicir  works  at  Bristol 

499. 


•  Upright  boring-bar. 

h  Cutter-head  working  up  and  down 
in  the  three  V's  a. 

e  Driving-pulleys  fixed  on  shaft  c'. 

d  Bevel-wheel  and  pinion  for  convey- 
ing the  motion  at  right  angles. 

«  Worm-wheel. 

f  Upright  shaft  for  working  boring-bar. 

£■  Step  for  shaft. 

ft  Foundation  plate  and  boring-box 
bearing;  tightened  by  conical  pieces 
and  screws  h . 


i  Supports  for  carrying  the  cylinder  to 

be  bored.  [ports  i. 

j  Clamps  for  fixing  cylinder  to  sup- 

k  Tool-carrier  fixed  to  cutter-head. 

I  Cylinder  being  bored. 

m  Entablature  for  guiding  the  upper 
part  of  bar,  bolted  to  walls  m'  by 
bolts  m". 

n  Rack  and  pinion  for  raising  the  cut- 
ter-head, worked  by  spur-wheels 
and  pinions  o. 

0  Spur-wheels  and  pinions. 


p  Internal  screw-wheel  on  the  uppei 
part  of  cutter-head  conveying  the 
self-acting  raising  motion  to  it,  by 
the  trullion-wheel  and  spur-wheels 
and  pinions  o. 

q  Side-slings  which  convey  the  eleva- 
ting or  cut-feeding  motion  from  the 
rack  n  down  to  the  cutter-head  b. 
All  revolves  with  the  boring-bar 
except  tlic  internal  screw-wheel  or 
screwed  hoop  ;),  which  is  stationa- 
ry, being  bolted  to  the  entablature. 


BORING  MACHINE,  Vertical.  By  Messrs.  Benjamin  Hick  and  Son,  Bolton.  By  this  combination 
of  three  distinct  machines,  the  following  different  operations  may  be  performed,  viz.  boring,  drilling,  and 
face-grinding :  it  is  so  contrived  that  tlie  entablature  b,  supported  by  t)ie  four  columns  aaaa.  carrier 
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a  CJolumns  for  supporting  the  entabla- 
b  Entablature.  [ture  b. 

c  Boring-bar  of. large  machine. 
d  Driving-pulleys  worked  by  leather 

strap  d'. 
e  Bevel-wheel  and  pinion  conveying 

the  motion  to  the  upright  shaft  / 

through  the  column  a. 
f  Upright  shaft  working  in  footstep  /'. 
g-  Spur  pinion  and- wheel  for  working 

the  boring-bar  c. 
k  Supports  for  carrying  the  cylinder 


to  h''  lii-iv.l  iiin\.  li;!.'  i:i  ^rooves 
^n  thu  rouadalloii  plate  n. 

i  Clamps  or  Caps  for  securing  the  cyl- 
inder to  the  supports  A. 

j  Circular  frame  or  ring  for  steadying 
the  cylinder,  which  is  adjusted  to 
its  proper  place  by  the  set-screws.;': 
this  frame  can  be  raised  or  lowered, 
and  is  secured  by  bolts  fitted  into 
grooves  in  the  back  of  columns  a. 

k  Racks  and  wheels  attached  to  the 
boring-block  (containing  the  steel 


cutters)  I'll'  'iM.,  It  1,  ked  of 
advancini;  luuUuii. 

I  Second  Iloor  of  the  building,  and  on 
which  is  placed  a  crane  for  raising 
or  lowering  the  boring-bar  when  a 
cylinder  has  to  be  placed  or  le- 
moved. 

m  Footstep  for  boring-bar. 

n  Foundation  plate. 

0  Framing  and  beds  of  the  side  ma- 
chines on  which  the  V  slides  o' 
move. 


^ravelling  tables  for  carrying  the 
work  to  be  bored,  &  c. 

I  Driving-pulleys  for  machines  B  and 
C,  worked  by  straps  a'. 

r  Cross-shaft,  levers,  and  links,  for  oc- 
casionally raising  the  grinding-plate 
r',  of  machine  C. 

i  Cross-frame  lor  carrying  the  brackets 
«'  «'  for  supporting  the  shaft  r. 


t  Guide-frame  for  boring-bar  of  ma- 
chine B,  fixed  between  the  two 
columns  a  a. 

t  Reversed  cones,  strap-shafl,  and  bev- 
el-wheels, for  giving  the  feeding 
motion  to  the  upright  boring-bar  ?t' 
by  means  of  the  icrew  u"  attached 
to  its  upper  end.    The  shall  is  sup- 


ported  by  the  two  bracket  cai^ 

riagcs  u'"  «'". 
V  Chain  i)\illeys  and  weight  for  raising 

the  boring-bar  u'  supported  by  th 

two  brackets  v'  v'. 
w  Cylinder  being  bored. 
X  Crank  being  bored. 
y  Piston  having  its  face  Kround. 
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tlie  upper  parts  of  the  tliree  different  tnacliines,  consisting  of  the  requisite  driving  macliiaery  for  com- 
municating to  them  theu"  respective  motions. 

Tliat  in  tlie  centre,  A,  is  a  vertical  boring  macliine  for  boring  cylinders  of  large  diameters,  which  are 
fixed  in  the  usual  way  on  the  six  moveable  supports  h  by  the  clamps  i ;  in  addition  to  which  it  is  ren- 
dered perfectly  steady  by  the  circular  frame  or  ring_/,  sliding  up  and  down  in  grooves  on  the  ba'.k  of 
tlie  two  middle  columns,  the  adjusting-screws  j  being  tightened  when  the  cylinder  is  properly  placed 
under  the  centre  of  the  boring-bar  c,  which  receives  its  motion  from  the  leather  strap  and  puUeys  d, 
whence  it  is  conveyed  through  the  bevel  pinion  and  wheel  e  on  the  upright  shaft  f,  upon  which  is  also 
keyed  the  spur-pinion  for  driving  the  wheel  g  fixed  to  the  lower  part  of  the  boring-bar  e,  and  working 
in  the  step  m ;  the  rack  and  wheel  k  gives  the  cutter-head  the  requisite  feed  wliile  boring  out  the 
cylinder.  The  six  supports  h  are  made  to  slide  in  grooves  on  the  foundation  plate  n,  according  to  the 
different  diameters  of  the  cylinders  being  operated  upon ;  these,  when  properly  placed,  ar^.  bolted  to 
the  plate  iu 

The  second  machine,  B,  is  a  vertical  drilling  and  boring  machine  for  work  of  smaller  dimensions  than 
the  machine  A.  It  is  shown  in  the  drawing  boring  out  the  centre  of  a  crank  ar,  fixed  to  the  travelling 
table  p,  and  slides  on  Vs  on  the  frame  o',  which  has  also  a  motion  at  right  angles,  on  the  bed  o  fixed 
to  the  foundation  plate.  The  drilling-bar  u'  is  lowered  by  the  screw  u"  according  to  the  feed,  its  mo- 
tion being  conveyed  to  it  from  the  puUey  q  and  strap  q'  to  a  spur-wheel  and  pinion  not  shown  in  the 
drawing ;  the  pinion  is  on  the  same  spindle  as  the  pulley,  and  the  wheel  on  that  of  the  reversed  cone  u, 
by  wliich  it  is  cairied  to  the  square-threaded  screw  u"  by  two  pairs  of  small  bevel-wheels  u,  fixed  on 
a  horizontal  spindle  and  working  in  suitable  bearings  on  the  carnages  ?«'"  u'".  Tlie  apparatus  for 
raising  the  drUling-bar,  Fig.  500,  consists  simply  of  two  small  chains  fixed  to  the  bar  u'  and  working 
round  the  pulleys,  its  opposite  end  being  attached  to  a  weiglit  v. 

The  third  macliine  C,  is  for  the  purpose  of  grinding  up  the  faces  of  rings  for  metaUic  pistons,  conical 
valves,  (fee. ;  the  travelling  table  p  of  this  machine  is  in  every  respect  similar  to  that  of  B,  and  upon  it  Ls 
placed  the  piston  y  to  be  ground ;  the  upriglit  rod,  receiving  its  motion  from  the  pulley  and  strap  q\  is 
kept  in  a  vertical  position  by  the  cross-frame  s,  wliile  the  shaft  r  and  grinding-plate  are  connected  to 
the  lowf.r  end  of  the  rod,  and  are  occasionally  raised  for  examining  the  surface  being  ground. 

The  different  motions  given  to  these  machines  are  quite  independent  the  one  of  the  other,  by  which 
means  any  one  of  them  can  be  worked  separately.  The  whole  is  placed  on  a  suitable  strong  founda- 
tion of  stone.  After  the  large  cylinder  is  bored,  it  is  raised  from  its  position  by  a  crane  placed  on  the 
floor  above. 

BORING  MACHINES,  for  cannon.     See  Cannon. 

BORING  FOR  WEU.S,  and  Tools  therefor.     See  Artesian  Wells. 

BORING  TOOLS.*  The  process  of  boring  holes  may  be  viewed  as  an  inversion  of  that  of  turning ; , 
generally  the  work  remains  at  rest,  and  the  tool  ia  revolved  and  advanced.  Many  of  the  boring  and 
drilling  tools  have  angular  points,  which  serve  alike  for  the  removal  of  the  material,  and  the  guidance 
of  the  instrument ;  others  have  blunt  guides  of  various  kinds  for  directing  them,  whilst  the  cutting  is 
performed  by  the  end  of  the  tool. 

Commencing  as  usual  with  the  tools  for  wood,  the  brad-awl.  Fig.  502,  may  be  noticed  as  the  most 
simple  of  its  kind ;  it  is  a  cylindrical  wire  with  a  chisel  edge,  which  rather  displaces  than  removes  the 
material ;  it  is  sometimes  sliarpened  with  three  facets  as  a  triangular  prism.  The  awl.  Fig.  503,  used 
by  the  wire- workers,  is  less  disposed  to  split  the  wood ;  it  is  square  and  sharp  on  all  four  edges,  and 
tapers  off  very  gradually  until  near  the  point,  where  the  sides  meet  rather  more  abruptly. 

The  generaUty  of  the  boring  instruments  used  in  carpentry  are  fluted,  like  reeds  split  in  two  parts, 
to  give  room  for  the  shavings,  and  they  are  sharpened  in  various  ways,  as  shown  by  Figs.  50-1  to  508. 
Fig.  504  is  known  as  the  shell-bit,  and  also  as  the 
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gouge-bit,  or  qiiill-bit ;  it  is  sharpened  at  the  end  like 
a  gouge,  and  when  revolved  it  shears  the  fibres 
around  the  margin  of  the  hole,  and  removes  the 
wood  almost  as  a  solid  core.  The  shell-bit?  are  in 
very  general  use,  and  when  made  very  small,  they 
are  used  for  boring  the  holes  in  some  brushes. 

Fig.  505,  the  spoon-bit,  is  generally  bent  up  at 
the  end  to  make  a  taper  point,  terminating  on  the 
diametrical  line ;  it  acts  something  after  the  manner 
of  a  common  pointed  drill,  except  that  it  possesses 
the  keen  edge  suitable  for  wood.  The  spoon-bit  is 
in  very  common  use ;  the  coopers^  dowel-bit,  and  the 
table-bit,  for  making  the  holes  for  the  wooden  joints 
of  tables,  are  of  this  kind.  Occasionally  the  end  is 
bent  in  a  semicircular  form ;  such  are  called  duck- 
nose-bits  from  their  resemblance,  and  also  brush- 
bits  from  their  use ;  the  diameter  of  the  hole  con- 
tinues undiminished  for  a  greater  depth  than  with  the  pointed  spoon-bit. 

The  nose-bit.  Fig.  506,  called  also  the  slit-nosc-bit,  and  auger-bit,  is  slit  up  a  small  distance  near  the 
.;entre,  and  the  larger  piece  of  the  end  is  then  bent  up  nearly  at  right  angles  to  the  shaft,  so  as  to  act 
like  a  paring-chisel ;  and  the  corner  of  the  reed,  near  the  nose,  also  cuts  slightly.  The  form  of  the 
nose-bit,  which  is  very  nearly  a  diminutive  of  the  shell-auger,  Fig.  507,  is  better  seen  in  the  latter 
instrument,  in  wh,ch  the  transverse  cutter  hes  still  more  nearly  at  right  angles,  and  is  distinctly  curved 
on  the  edge  instead  of  radial.     The  augers  are  sorietimes  made  tliree  inches  diameter,  and  upwards, 


*  lloltzapffel's  Tnrnli;g  and  Meclianical  Manipulation- 
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and  with  long  reraoveable  shanks,  for  the  purpose  of  boring  wooden  pump-barrels ;  they  aic  then  called 
pump-bits. 

There  is  some  little  uncertainty  of  the  nose-bits  entering  exactly  at  any  required  spot,  unless  a 
small  commencement  i  i  previously  made  with  another  instrument,  as  a  spoon-bit,  a  gouge,  a  brad-awl, 
a  centre-punch,  or  some  other  tool ;  with  augers  a  preparatory  hole  is  invariably  made,  either  with  u 
gouge,  or  with  a  centre-bit  exactly  of  the  size  of  the  auger.  When  tlie  nose-bits  are  used  for  making 
the  holes  in  sash  bars,  for  the  wooden  pins  or  dowels,  the  bit  is  made  exactly  parallel,  and  it  has  a 
square  brass  socket  which  fits  the  bit;  so  that  the  work  and  socket  being  fixed  in  their  respective 
situations,  the  guide-principle  is  perfectly  applied.  -A  "  (/uide-tube"  built  up  as  a  tripod,  wliich  the 
workman  steadies  with  his  foot,  has  been  recently  applied  by  Mr.  Charles  May,  of  Ipswich,  for  boring 
the  auger-holes  in  railway  sleepers  exactly  perpendicular. 

The  gimlet,  Fig.  508,  is  also  a  fluted  tool,  but  it  terminates  in  a  sharp  worm  or  screw,  beginning  as  a 
point  and  extending  to  the  full  diameter  of  the  tool,  which  is  drawn  by  the  screw  into  the  wood.  The 
principal  part  of  the  cutting  is  done  by  the  angular  corner  intermediate  between  the  worm  and  shell, 
which  acts  much  like  the  auger.  The  gimlet  is  worked  until  the  shell  is  fuU  of  wood,  when  it  is  unwound 
and  withdrawn  to  empty  it. 

The  centre-bit.  Fig.  509,  shown  in  three'views,  is  a  very  beautiful  instrmnent;  it  consists  of  three 
parts,  a  centre-point  or  pin,  filed  triangularly,  which  serves  as  a  guide  for  position ;  a  thin  shearing- 
point  or  nicker,  that  cuts  through  tlie  fibres  like  the  point  of  a  knife ;  and  a  broad  chisel-edge  or  cutter, 
placed  obliquely  to  pare  up  the  wood  witliin  the  circle  marked  out  by  the  point.  The  cutter  sliould 
liave  both  a  httle  less  radius  and  less  length  than  the  nicker,  upon  the  keen  edge  of  which  last  the 
correct  action  of  the  tool  principally  depends. 

Many  variations  are  made  from  the  ordinary  centre-bit,  Fig. 
509  ;  sometimes  the  centre-point  is  enlarged  into  a  stout  cyhn- 
drical  plug,  so  that  it  may  exactly  fill  a  hole  previously  made, 
and  cut  out  a  cylindrical  countersink  around  the  same,  as  for 
the  head  of  a  screw-bolt.  This  tool,  known  as  the  plug  centre 
bit,  is  much  used  in  making  frames  and  furniture,  held  together 
by  screw-bolts.  Similar  tools,  but  with  loose  cutters  inserted 
in  a  diametrical  mortise,  in  a  stout  shaft,  are  also  used  in  ship- 
building for  inlaying  the  heads  of  bolts  and  washers,  in  the 
timbers  and  planking. 

The  wine-cooper's  centre-bit  is  very  short,  and  is  enlarged 
behind  into  a  cone,  so  that  immediately  a  full  cask  has  been 
bored,  the  cone  plugs  up  the  hole  until  the  tap  is  inserted.  The 
centre-bit  deprived  of  its  chisel-edge,  or  possessing  only  the  pin 
and  nicker,  is  called  a  button-tool;  it  is  used  for  boring  and 
cutting  out,  at  one  process,  the  little  leatlier  disks  or  buttons, 

which  serve  as  nuts  for  the  screwed  Avkes  in  the  mechanism  connected  with  the  keys  of  the  organ  and 
pianoforte. 

The  expanding  centre-bit,  shown  on  a  much  smaller  scale  in  Fig.  5 1 2,  is  a  very  useful  instrument ;  it 
has  a  central  stem  with  a  conical  point,  and  across  the  end  of  the  stem  is  fitted  a  transverse  bar 
adjustable  for  radius.  When  the  latter  carries  only  a  lancet-shaped  cutter  it  is 
used  for  making  the  margins  of  circular  recesses,  and  also  for  cutting  out  disks  of 
wood  and  thin  materials  generally ;  when,  as  in  Mr.  James  Stone's  modification,  the 
expanding  centre-bit  has  two  shearing-points  or  nickers,  and  one  cliisel-formed 
cutter,  it  serves  for  making  grooves  for  inlaying  rings  of  metal  or  wood  in  cabinet- 
work, and  other  pin-poses. 

The  above  tools  being  generally  used  for  woods  of  the  softer  kinds,  and  the 
plankway  of  the  grain,  the  shearing-point  and  oblique  chisel  of  the  centre-bit.  Fig. 
509,  are  constantly  retained,  but  the  corresponduig  tools  used  for  the  hard  woods 
assume  the  characters  of  the  hard-wood  tools  generally.     For  instance,  a.  Fig.  610,  ' 

has  a  square  point,  also  two  cutting  edges,  wliich  are  nearly  diametrical,  and  sharpened  with  a  single 
chamfer  at  about  60  degrees ;  this  is  the  ordinary  drill  used  for  boring  tlie  finger-holes  in  flutes  and 
clarionets,  wliich  are  aftenvards  chamfered  on  tlie  uiner  side  with  a  stout  knife,  the  edge  of  wliich 
measures  about  50  degrees.  The  key-holes  are  first  scored  with  the  cup-key  tool,  b,  and  then  drilled, 
the  tools  a  and  b  being  represented  of  corresponding  sizes,  and  forming  between  them  the  annular 
ridge  which  indents  the  leatlier  of  the  v.alve  or  key. 

WTien  a.  Fig.  510,  is  made  exactly  parallel  and  sharpened  up  the  sides,- it  cuts  hard  mahogany  very 
cleanly  m  all  directions  of  the  grain,  and  is  used  for  drilling  the  various  holes  in  the  small  machinery  ol 
pianofortes ;  this  diill  (and  also  tlie  last  two)  is  put  in  motion  in  the  latlie ;  and  in  Fig.  511,  the  lathe- 
drill  for  hard  woods,  called  by  the  French  langue  de  carpe,  the  centre-point  and  the  two  sides  melt  into 
an  easy  curve,  which  is  sharpened  all  the  way  round  and  a  little  beyond  its  largest  part. 

Vanous  tools  for  boring  wood  have  been  made  with  spiral  stems,  in  order  that  the  shavings  may  be 
enabled  to  ascend  the  hollow  worm,  and  thereby  save  the  trouble  of  so  frequently  witlidrawing  tlie  bit. 
For  example,  the  shaft  of  Fig.  513,  the  single-lip  auger,  is  forged  as  a  half  round  bar,  nearly  as  in  the 
section  above ;  it  is  then  coiled  into  an  open  spiral  with  the  flat  side  outwards,  to  constitute  the  cylin- 
drical siu'face,  and  the  end  is  formed  almost  tlie  same  as  that  of  the  shcU-augcr,  Fig.  507.  Ilie  tvAslfd 
gimlet,  Fig.  514,  is  made  with  a  conical  shaft,  around  which  is  filed  a  half-round  groove,  the  one  edge  of 
wliich  becomes  thereby  sharpened,  so  as  gradually  to  enlarge  the  hole  after  tlie  first  penetration  of  the 
worm,  which,  from  being  smaller  tlian  in  the  common  gimlet,  acts  witli  less  risk  of  splitting. 

The  ordinary  screw-auger,  Fig.  515,  is  forged  as  a  parallel  blade  of  steel,  (seen  in  Fig.  516,  which 
also  refers  to  515  and  517  ;)  it  is  twisted  red-hot,  tlie  end  terminates  in  aworm  bv  which  the  aug'^r  w 
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gradually  drawn  into  the  work,  as  in  the  gimlet,  and  the  two  angles  or  lips  arc  sharpened  to  cut  at  the 
extreme  ends,  and  a  little  up  the  sides  also. 

ITie  same  Idnd  of  shaft  is  sometimes  made  as  in  Fig.  516,  witha  plain  conical  point,  with  two  scoring 
cutters  and  two  chisel  edges,  which  receive  their  obliquity  from  the  slope  of  the  worm :  it  is  as  it  were 
a  double  centre-bit,  or  oiio  with  two  lips  grafted  on  a  spiral  shaft.  The  same  shaft  has  been  also  made, 
10  in  Fig.  51Y,  with  a  common  driU-point,  and  proposed  for  metal,  but  this  seems  scarcely  called  for ; 


.<^w 


but  it  is  in  this  form  very  effective  in  Hunter's  patent  stone-boring  macliine,  intended  for  stones  not 
harder  tlian  sandstones ;  tlie  drill  is  worked  by  a  cross,  guided  by  a  tube,  and  forced  in  by  a  screw  cut 
upon  the  shaft  carrying  the  drill;  so  that  tlie  stone  is  not  ground  to  powder,  but  cast  off  in  flakes  with 
very  Uttle  injury  to  the  drill. 

Another  screw-auger,  which  is  perhaps  the  most  general  after  the  double-lipped  screw-auger.  Fig 
515,  is  known  as  the  American  screw-auger,  and  is  shown  in  Fig.  518;  this  has  a  cylindrical  shaft, 
around  which  is  brazed  a  single  fin  or  rib  ;  the  end  is  filed  into  a  worm  as  usual,  and  immediately  be- 
hind the  worm  a  small  diametrical  mortise  is  formed  for  the  reception  of  a  detached  cutter,  wliich  ex- 
actly resembles  the  nicking-point  and  cliisel-edge  of  the  centre-bit ;  it  may  be  called  a  centre-bit  for 
deep  holes.  The  parts  are  shown  detached  in  Fig.  519.  The  loose  cutter  is  kept  central  by  its  square 
notch,  embracing  the  central  shaft  of  the  auger ;  it  is  fixed  by  a  wedge  driven  in  behind,  anil  the 
chisel-edge  rests  against  the  spiral  worm.  Spare  cutters  are  added  in  case  of  accident,  and  should  the 
screw  be  broken  off,  a  new  screw  and  mortise  may  be  made  by  depriving  the  instrument  of  so  much 
of  its  length.  This  instrument  will  be  found  on  trial  extremely  effective ;  and  on  account  of  tlie  great 
space  allowed  for  the  shavings,  they  are  delivered  perfectly,  until  the  worm  is  buried  a  small  distance 
beneath  the  surface  of  the  hole. 

The  Americans  have  also  invented  an  auger,  thoroughly  applicable  to  producing  square  holes,  and 
those  of  other  forms :  the  tool  consists  of  a  steel  tube,  of  the  width  of  the  hole,  the  end  of  the  tube  is 
sharpened  from  within,  with  the  comers  in  advance,  or  with  four  hollowed  edges.  In  the  centre  of  the 
square  tube  works  a  screw-auger,  the  tliread  of  wliich  projects  a  little  beyond  the  end  of  the  tube,  so 
as  first  to  penetrate  the  wood,  and  then  to  drag  after  it  the  sheath,  and  thus  complete  tlie  hole  at  one 

{)rocess ;  the  removed  shavings  making  their  escape  up  the  worm  and  through  the  tube.  For  boring 
ong  mortises,  two  or  more  square  augers  are  to  be  placed  side  by  side,  but  they  must  necessarily  be 
worked  one  at  a  time.    The  tools  Figs.  513  to  520  are  American. 

The  screw-auger  acts  as  a  hollow  taper-bit  or  rimmer,  and  the  screw-form  point  and  shaft 
assist  in  drawing  it  into  the  wood  ;  but  the  instrument  must  pass  entirely  through  for  making  cylin- 
drical holes. 

The  most  usual  of  the  modes  of  giving  motion  to  the  various  kinds  of  boring  bits,  is  by  the  ordinary 
carpenter's  brace  with  a  crank-formed  shaft.  The  instrument  is  made  in  wood  or  metal,  and  at  the  one 
extremity  has  a  metal  socket  called  the  pad,  with  a  taper  square  hole,  and  a  spring  catch  used  for 
retaining  the  drills  in  the  brace  when  they  are  withdrawn  from  the  work ;  and  at  the  other  it  has  a  swiv- 
elled head  or  sliield,  which  is  pressed  forward  horizontally  by  the  chest  of  the  workman ;  or  when  used 
vertically,  by  the  left  hand,  which  is  then  commonly  placed 
against  the  forehead. 

The  ordinary  carpenter's  brace  is  too  familiarly  known  to 
require  further  description,  but  it  sometimes  happens,  that  in 
corners  and  other  places  there  is  not  room  to  swing  roimd  the 
handle;  the  angle  brace,  Fig.  521,  is  then  convenient.  It  is 
made  entirely  of  metal,  with  a  pair  of  bevel  pinions,  and  a 
winch-handle  that  is  placed  on  the  axis  of  one  of  these,  at 
various  distances  from  the  centre,  according  to  the  power  or 
velocity  required.  Sometimes  the  bevel-wheel  attached  to 
the  winch  handle  is  three  or  four  tunes  the  diameter  of 
the  pinion  on  the  drill;  this  gives  greater  speed,  but  less 
power. 
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Tlie  augers,  ■which  from  their  increased  size  require  more  power,  are  moved  by  transverse  handles 
Bome  augers  are  made  with  shanks,  and  are  riveted  into  the  handles  just  like  the  gimlet ;  occasionally 
the  handle  has  a  socket  or  pad,  for  receiving  several  augers,  but  the  most  common  mode  is  to  form  the 
end  of  the  shaft  into  a  ring  or  eye,  through  which  the  transverse  handle  is  tightly  driven.  The  brad- 
Hwls,  and  occasionally  the  other  tools  requiring  but  slight  force,  are  fitted  in  straight  handles ;  many  oi 
the  smaller  tools  are  attached  to  the  lathe-mandrel  by  means  of  chucks,  and  the  work  is  pressed  against 
them,  either  by  the  hand,  or  by  a  screw,  a  slide,  or  otlier  contrivance;  Figs.  610  and  511  are  always 
thus  applied.  « 

Drills  for  metal,  used  by  hand. — Tlie  frequent  necessity  in  metal  works,  for  the  operation  of  drilling 
holes,  which  are  required  of  all  sizes  and  various  degrees  of  accuracy,  has  led  to  so  very  great  a  variety 
of  modes  of  performing  the  process,  that  it  is  difficult  to  arrange  with  much  order  the  more  important 
of  these  methods  and  apparatus. 

The  ordinary  piercing  drills  for  metal  do  not  present  quite  so  much  variety  as  the  wood  drills  re- 
cently described.  The  drills  for  metal  are  mostly  pointed ;  they  consequently  make  conical  holes,  which 
cause  the  point  of  the  drill  to  pm-sue  the  original  line,  and  eventually  to  produce  the  cylindrical  hole. 
The  comparative  feebleness  of  the  drill-bow  limits  the  size  of  the  drills  employed  with  it  to  about  one- 
quarter  of  an  inch  in  diameter ;  but  as  some  of  the  tools  used  with  the  bow,  agree  in  kind  with  those 
of  much  larger  dimensions,  it  will  be  convenient  to  consider  as  one  group,  the  forms  of  the  edges  of  those 
drills  which  cut  when  moved  in  either  direction. 

Figs.  522,  523,  and  524,  represent,  of  their  largest  sizes,  the  usual  for.ms  of  drills  proper  for  the  re- 
ciprocating motion  of  the  drill-bow,  because  their  cutting  edges  being  situated  on  the  line  of  the  axis, 
and  chamfered  on  each  side,  they  cut,  or  rather  scrape,  with  equal  facility  in  both  directions  of  motion. 
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Fig.  522  is  the  ordinary  double-cutting  drill ;  the  two  facets  forming  each  edge  meet  at  an  angle  of 
about  50  to  TO  degrees,  and  the  two  edges  forming  the  point  meet  at  about  80  to  100 ;  but  the  watch- 
makers, who  constantly  employ  this  kind  of  drill,  sometimes  make  the  end  as  obtuse  as  an  angle  of 
about  1 20  degrees  ;  the  point  does  not  then  protrude  through  their  thin  works,  long  before  the  comple- 
tion of  the  hole.  Fig.  523,  with  two  cu'cular  chamfers,  bores  cast-iron  more  rapidly  than  any  other  re- 
ciprocating drill,  but  it  requires  an  entry  to  be  first  made  with  a  pointed  drill ;  by  some,  this  kind  is  also 
preferred  for  wrought-iron  and  steeL  The  flat-ended  drill.  Fig.  524,  is  used  for  flattening  the  bottoms 
of  holes.  Fig.  525  is  a  duplex  expanding  drill,  used  by  the  cutlers  for  inlaying  the  little  plates  of  metal 
in  knife-handles ;  the  ends  are  draAvn  full  size. 

Fig.  526  is  also  a  double-cutting  drill;  the  cyhndrical  wire  is  filed  to  the  diametrical  line,  and  the  end 
is  formed  with  two  facets.  This  tool  has  the  advantage  of  retaining  th?  «ame  diameter  when  it  is  sharp- 
ened ;  it  is  sometimes  called  the  Swiss  drill,  and  was  employed  by  M.  Le  Rivifere,  for  making  the  nu- 
merous small  holes  in  the  delicate  punchutg  machhiery  for  manufacturing  perforated  sheets  of  metal 
and  pasteboard ;  these  drills  are  sometimes  made  either  semicircular  or  flat  at  the  extremity,  and  aa 
they  are  commonly  employed  in  the  lathe,  they  will  be  hereafter  further  noticed. 

The  square  countersink.  Fig.  527,  is  also  used  with  the  drill-bow ;  it  is  made  cylindrical,  and  pierced 
for  the  reception  of  a  small  central  pin,  after  which  it  is  sharpened  to  a  chisel- edge,  as  shown.  Tliis 
countersink  is  in  some  measure  a  diminutive  of  the  pin-drills.  Figs.  534  to  537,  and  occasionally  circular 
collars  are  fitted  on  the  pin  for  its  temporary  enlargement,  or  around  the  larger  part  to  serve  as  a  stop, 
ind  limit  the  depth  to  which  the  countersink  is  allowed  to  penetrate,  for  inlaying  the  heads  of  screws. 
Tlie  pin  is  removed  when  the  instrument  is  sharpened. 

By  way  of  comparison  with  the  double-cutting  drills,  the  ordinary  forms  of  those  which  only  cut  in 
one  direction,  are  shown  in  Figs.  528,  529,  and  530.  Fig.  528  is  the  common  single-cutting  drill,  for  the 
drill-bow,  brace,  and  lathe ;  the  point,  as  usual,  is  nearly  a  rectangle,  but  is  formed  by  only  two  facets, 
which  meet  the  sides  at  about  80°  to  85°  ;  and  therefore  lie  very  nearly  in  contact  with  the  extremity 
of  the  hole  operated  upon,  thus  strictly  agreeing  with  the  form  of  the  turning  tools  for  brass.  Fig.  520 
is  a  similar  drill,  particularly  suitable  for  horn,  tortoise-shell,  and  substances  liable  to  agglutinate  and 
clog  the  drill;  the  chamfers  are  rather  more  acute,  and  are  continued  around  the  edge  behind  its  largest 
diameter,  so  that  if  needful,  the  dnll  may  also  cut  its  way  out  of  the  hole. 

Fig.  630,  although  never  u  5ed  with  the  drill-bow,  nor  of  so  small  a  size  as  in  the  wood-cut,  is  added 
to  show  how  completely  the  drill  proper  for  iron,  follows  the  character  of  the  turning  tools  for  that 
metal ;  the  flute  or  hollow  filed  behind  the  edge,  gives  the  hook-formed  acute  edge  required  in  this  tool, 
which  is  in  other  respects  like  Fig.  528  ;  the  form  proper  for  the  cutting  edge  i'^  showx  more  distinctly 
in  the  diagram  a,  Fig.  684. 
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Care  should  always  be  taken  to  have  a  proportional  degree  of  strength  in  the  ehafts  of  the  drills, 
otherwise  they  ti'emble  and  chatter  when  at  work,  or  they  occasionally  twist  off  in  the  neck ;  the  point 
should  be  also  ground  exactly  central,  so  that  both  edges  may  be  cut.  As  a  guide  for  tlie  proportional 
thickness  of  the  point,  it  may  measure  at  b,  Fig.  531,  the  base  of  the  cone,  about  one-fifth  tiie  diameter 
of  the  hole ;  and  at  p,  the  point,  about  one-eighth,  for  easier  penetration :  but  the  fluted  drills  are  made 
nearly  of  the  same  tJuckness  at  the  point  and  base. 
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In  all  the  drills  previously  described,  except  Fig.  526,  the  size  of  the  point  is  lessened  each  time  of 
harpening;  but  to  avoid  tliis  loss  of  size,  a  small  part  is  often  made  parallel,  as  shown  in  Fig.  5.31  In 
Fig.  532,  this  mode  is  extended  by  making  the  drill  with  a  cylindrical  lump,  so  as  to  fill  the  hole;  this 
IS  called  the  recentering-drill.  It  is  used  for  corifmencing  a  small  hole  in  a  flat-bottomed  cylindrical 
cavity ;  or  else,  in  rotation  with  the  common  piercing-drill,  and  the  half-round  bit,  in  drilling  small  and 
very  deep  holes  in  the  lathe.  Fig.  532  may  be  also  considered  to  resemble  the  stop-drill,  upon  wliich 
a  solid  lump  or  shoulder  is  formed,  or  a  collar  is  temporarily  attached  by  a  side-screw,  for  limiting  the 
depth  to  which  the  tool  can  penetrate  the  work. 

Fig.  533,  the  cone  countersink,  may  be  viewed  as  a  multiplication  of  the  common  single-cutting  drill 
Sometunes,  however,  the  tool  is  filed  with  four  equidistant  radial  furrows,  directly  upon  tlie  axis,  and 
with  several  mtermediate  parallel  furrows  sweeping  at  an  angle  around  the  cone.  This  makes  a  more 
even  distribution  of  the  teeth  than  when  all  are  radial  as  in  the  figure,  and  it  is  always  used  in  tlie 
spherical  cutters  or  countersinks  known  as  cherries,  which  are  used  in  making  bullet-moulds. 

On  comparison,  it  may  be  said,  the  single-chamfered  drill.  Fig.  528,  cuts  more  quickly  than  the  doub";?- 
chamfered.  Fig.  522,  but  that  the  former  is  also  more  disposed  of  tlie  two  to  swerve  or  run  from  its 
intended  position.  In  using  the  double-cutting  drills,  it  is  also  necessary  to  drill  the  holes  at  once  to 
Uicir  full  sizes,  as  otherwise  the  thin  edges  of  these  tools  stick  abruptly  into  the  metal,  and  are  liabl' 
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to  produce  jagged  or  groovy  surfaces,  which  destroy  the  circularity  of  the  holes  •  the  necessity  for  drill- 
ing the  entire  hole  at  once,  joined  to  the  feebleness  of  the  drill-bow,  limits  the  size  of  these  drills. 

In  using  the  single-chamfered  drills  it  is  customary,  and  on  several  accounts  desirable,  to  make  large 
holes  by  a  series  of  two  or  more  drills ;  first  the  run  of  the  drill  is  in  a  measure  proportioned  to  its 
diameter,  therefore  the  small  tool  departs  less  from  its  intended  path,  and  a  central  hole  once  obtained, 
it  is  followed,  with  little  after-risk,  by  the  single-cutting  drill,  which  is  less  penetrative.  This  mode 
likewise  throws  out  of  action  the  less  favorable  part  of  the  di-ill  near  the  point,  and  which  in  large  drills 
is  necessarily  thick  and  obtuse  ;  the  subdivision  of  the  work  enables  a  comparatively  small  power  to  ba 
used  for  drilling  large  holes,  and  also  presents  the  choice  of  the  velocity  best  suited  to  each  progressive 
diameter  operated  upon.  But  where  sufficient  power  can  be  obtained,  it  is  generally  mora  judicious  td 
enlarge  the  holes  previously  made  witli  the  pointed-drills,  by  some  of  the  group  of  pin-drills,  Figs.  534 
to  537,  in  wliich  the  guide-principle  is  very  perfectly  employed :  they  present  a  close  analogy  to  the 
plug  centre-bit  and  the  expanding  centre  bit  used  in  carpentry. 

The  ordinary  pin-drill.  Fig.  534,  is  employed  for  making  countersinks  for  the  heads  of  screw-bolts  in 
laid  flush  with  the  surface,  and  also  for  enlarging  holes  commenced  with  pointed  drills,  by  a  cut  parallel 
ivith  the  surface ;  the  pin-driU  is  also  particularly  suited  to  thin  materials,  as  ih-r  point  of  the  or.Unary 
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drill  would  soon  pierce  through,  and  leave  the  guidance  less  certain.    When  fliis  tool  is  used  for  u-on  it 
is  fluted  as  usual,  and  a  represents  the  form  of  the  one  edge  separately. 

Fig.  535  is  a  pin-drill,  principally  used  for  cutting  out  large  holes  in  cast-iron  and  other  pLites.  In 
this  case  the  narrow  cutter  removes  a  ring  of  metal,  which  is,  of  course,  a  less  laborious  process  than 
cutting  the  hole  into  shavings.  When  this  drill  is  apphed  from  both  sides  it  may  be  used  for  plates 
half  an  inch  and  upwards  in  thickness ;  as,  should  not  the  tool  penetrate  the  whole  of  the  way  through, 
the  piece  may  be  broken  out,  and  the  rough  edges  cleaned  with  a  file  or  a  broach. 

Fig.  536  is  a  tool  commonly  used  for  drilling  the  tube-plates  for  ftceiving  the  tubes  of  locomotiv<!- 
boilers :  the  material  is  about  |  inch  thick,  and  the  holes  1|  diameter.  The  loose  cutter  a  is  fitted  in  a 
transverse  mortise,  and  secured  by  a  wedge ;  it  admits  of  being  several  times  ground  before  the  notch 
wliich  guides  the  blade  for  centrality  is  obliterated.  Fig.  537  is  somewliat  similar  to  the  last  two,  but 
is  principally  intended  for  sinking  grooves ;  and  when  the  tool  is  figured,  as  shown  by  the  dotted  line, 
it  may  be  used  for  cutting  bosses  and  mouldings  on  parts  of  work  not  otherwise  accessible. 

Many  ingenious  contrivances  have  been  made  to  insure  the  dimensions  and  angles  of  tools  being  ex- 
actly retained.  In  this  class  may  be  placed  Mr.  Roberts'  pin-drill,  Figs.  538  and  539 ;  in  action  it  re- 
sembles the  fluted  pin-drill.  Fig.  534,  * 
but  the  iron  stock  is  much  heavier,  and  ^"^• 
is  attached  to  the  drilling-machine  by 

the  square  tang ;  the  stock  lias  two  --^^^™r-  .— .    c^ 

grooves  at  an  angle  of  about  10  de- [_  //'TyTH  j  [q)^)       \\     \p  \   —W^-^-'t' ~ "^'' 

grees  with  the  axis,  and  rather  deeper "  «  •">i"'v '-/yr  J\21  V^S^^  \     \      ]      M"-/.v?;;._l  — / 

behind  than  in  front.  Two  steel  cut- 
ters, or  nearly  parallel  blades,  repre- 
sented black,  are  laid  in  the  groves ; 
they  are  fixed  by  the  ring  and  two  set- 
screws  n  s,  and  are  advanced,  as  they  become  worn  away,  by  two  adjusting-screws  a  a,  (only  one  seen,) 
placed  at  tlie  angle  of  10  degrees  through  the  second  ring;  which,  for  the  convenience  of  construction, 
IS  screwed  upon  the  drill-shaft  just  beyond  the  square  tang  whereby  it  is  attached  to  the  driUing- 
machine.  The  cutters  are  ground  at  the  extreme  ends,  but  they  also  require  an  occasional  touch  on  the 
oilstone  to  restore  the  keenness  of  the  outer  angles,  which  become  somewhat  rounded  by  the  frictioa 
The  diminution  fi-om  the  trifling  exterior  sharpening,  is  allowed  for  by  the  slightly  taper  form  of  the 
blades. 

The  process  of  drilling  generally  gives  rise  to  more  friction  than  that  of  turning,  and  the  same  meth- 
ods of  lubrication  are  used,  but  rather  more  commonly  and  plentifully ;  thus  oil  is  used  for  the  generality 
of  metals — or  from  economy,  soap  and  water ;  milk  is  the  most  proper  for  copper,  gold,  and  silver ;  and 
cast-iron  and  brass  are  usually  drilled  without  lubrication.  For  all  the  above-named  metals,  and  for 
alloys  of  similar  degrees  of  hardness,  the  common-pointed  steel  drills  are  generally  used ;  but  for  lead 
and  very  soft  alloys,  the  carpenters'  spoon-bits  and  nose-bits  are  usually  employed,  with  water.  For 
hardened  steel,  and  hard  crystalline  substances,  copper  or  soft-iron  di"ills,  such  as  Figs.  529  or  530,  sup- 
plied with  emery-powder  and  oil,  are  needed;  or  the  diamond  drill-points,  Figs.  531,  532,  and  533,  are 
used  for  hardened  steel,  with  oil  alone. 

Having  considered  the  most  general  forms  of  the  cutting  parts  of  drills,  we  will  proceed  to  explain 
the  modes  in  which  they  are  put  in  action  by  hand-power,  beginning  with  those  for  the  smallest  diame- 
ters, and  proceeding  gradually  to  the  largest. 

Methods  of  Working  Drills  bi/  Hand-power. — The  smallest  holes  are  those  required  in  watch-work, 
and  the  general  form  of  the  drill  is  shown  on  a  large  scale  in  Fig.  540 ;  it  is  made  of  a  piece  of  steel 
wire,  which  is  tapered  off  at  the  one  end,  ^g 
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flattened  with  the  hammer,  and  then  filed 

up  in  the  form  shown  at  largs  in  Fig.  522  • 

lastly,  it  is  hardened  in  the  candle.     The 

re  ,'trse  end  of  the  instrument  is  made  into  '^ 

a  conical  point,  and  is  also  hardened ;  near  this  end  is  attached  a  little  brass  sheave  for  the  line  of  the 

drill-bow,  which,  in  watchmaking,  is  sometimes  a  fine  horsehau-,  stretched  by  a  piece  of  whalebone  of 

about  the  size  of  a  goose's  quill  stripped  of  its  feather. 

The  watchmaker  holds  most  of  his  works  in  the  fingers,  botli  for  fear  of  crushing  them  with  tlie 
table-vice,  and  also  that  he  may  the  more  sensibly  feel  his  operations ;  drilling  is  likewise  performed 
by  him  in  the  same  manner.  Having  passed  the  bowstring  around  the  pulley  in  a  single  loop,  (or  with 
a  round  turn,)  the  centre  of  the  drill  is  inserted  in  one  of  the  small  centre-holes  in  the  sides  of  the  table- 
vice,  and  the  point  of  the  drill  is  placed  in  the  mark  or  cavity  made  in  the  work  by  the  centre-punch ; 
the  object  is  then  pressed  forward  with  the  right  hand,  whilst  the  bow  is  moved  with  tlie  left. 

Clockmakers,  and  artisans  in  works  of  similar  scale,  fix  the  object  in  the  tail-vice,  and  use  drills,  such 
as  Fig.  540,  but  often  larger  and  longer ;  they  are  pressed  forward  by  the  chest,  which  is  defended  from 
injm"y  by  the  breastplate,  namely,  a  piece  of  wood  or  metal  about  the  size  of  the  hand,  in  the  middle 
Df  which  is  a  plate  of  steel,  with  centre-holes  for  the  drill.  Tlie  breastpLate  is  sometimes  strapped 
round  the  waist,  but  is  more  usually  supported  with  the  left  hand,  the  fingers  of  which  are  ready  to 
catch  the  drill  should  it  accidentally  shp  out  of  the  centre. 

As  the  drill  g«ts  larger  the  bow  is  proportionably  increased  in  stiffness,  and  eventually  becomes  the 
half  of  a  solid  cone,  about  one  inch  in  diameter  at  the  larger  end,  and  30  inches  long ;  the  catgut 
string  is  sometimes  nearly  an  eighth  of  an  inch  in  diameter,  or  ii  replaced  by  a  leather  thong.  The 
string  is  attached  to  the  smaller  end  of  the  bow  by  a  loop  and  notch,  much  the  same  as  in  the  archery- 
bow,  and  is  passed  through  a  hole  at  the  larger  end,  and  made  fast  with  a  knot ;  the  surplus  lengtli  ia 
wound  round  the  cane,  and  the  cord  finally  passes  tlirough  a  notch  at  the  end,  which  prevents  it  from 
incoiling. 
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Steel  bows  are  also  occasionally  used ;  these  are  made  sometliing  like  a  fencing-foil,  but  with  a  hooh 
at  the  end  for  the  knot  or  loop  of  the  cord,  and  witli  a  ferrule  or  a  ratchet,  around  which  the  spare  cord 
is  wound.  Some  variations  also  are  made  in  the  sheaves  of  the  large  drills ;  sometimes  they  are  cylin- 
drical with  a  fillet  at  each  end ;  tliis  is  desirable,  as  Jie  cord  necessarily  lies  on  the  sheave  at,  an  angle, 
ii>  fiict  in  the  path  of  a  screw,  it  pursues  that  path,  and  with  the  reciprocation  of  the  drill-bo\^'tlie 
cord  traverses,  or  screws  backwards  and  forwards  upon  the  sheave,  but  is  prevented  from  sliding  off  by 
the  fillet.  Occasionally,  indeed,  the  cylindrical  sheave  is  cut  witli  a  screw  coarse  enough  to  receive  the 
cord,  which  may  then  make  tliree  or  four  coils  for  increased  purchase,  and  have  its  natural  screw-like 
run  -without  any  fretting  whatever;  but  tills  is  only  deshable  when  the  holes  are  large  and  tl.ie  drill  is 
almost  constantly  used,  as  it  is  tedious  to  wind  on  tlie  cord  for  each  individual  hole.  The  structure  of 
the  bows,  breastplates,  and  pulleys,  although  olten  varied,  is  sufficiently  famiUar  to  be  understood 
without  figures. 

When  tlie  sliaft  of  the  drill  is  moderately  long,  the  workman  can  readily  observe  if  the  drill  is  square 
with  the  work  as  regards  the  horizontal  plane;  and  to  remove  the  necessity  for  the  observation  of  an 
assistant  as  to  the  vertical  plane,  a  trifling  weight  is  sometimes  suspended  from  the  drill-shaft  by  a 
metal  ring  or  hook ;  the  jogghng  motion  sliifts  the  weight  to  the  lower  extremity :  the  tool  is  only  hori- 
zontal when  the  weight  remains  central. 

In  many  cases,  the  necessity  for  repeating  the  shaft  and  pulley  of  the  drill  is  avoided,  by  the  em- 
ployment of  holders  of  various  lands,  or  drill-stocks,  wliich  serve  to  cairy  any  required  number  of  drill- 
points.    The  most  simple  of  the  drill- 
stocks  is  shown  in  Fig.  541 ;  it  has  p^  54j_  ^ - ^^^^^--  " 

the  centre  and  pulley  of  the  ordinary 
drill,  but  the  opposite  end  is  pierced 
with  a  nearly  cylindrical  hole,  just  at 
the  inner  extremity  of  wliich  a  dia- 
metrical notch  is  tiled.  The  drill  is 
shown  separately  at  a ;  its  shank  is 
made  cylindrical,  or  exactly  to  fit  the 
hole,  and  a  short  portion  is  nicked 
down  also  to  the  diametrical  line,  so 
as  to  slide  into  the  gap  in  the  drill-stock,  by  which  the  drill  is  prevented  from  revolving ;  the  end  serves 
also  as  an  abutment  wliereby  it  may  be  thrust  out  with  a  lever.  Sometimes  a  diametrical  transverse 
mortise,  narrower  than  the  hole,  is  made  through  the  drill-stock,  and  the  drill  is  nicked  in  on  both  sides ; 
the  cyhndrical  hole  of  541,  should  be  continued  to  the  bottom  of  the  notch,  the  end  of  the  drill  should 
be  filed  off  obliquely,  and  it  sliould  be  prevented  from  rotating,  by  a  pin  inserted  through  the  cyhndri- 
cal hole  parallel  witli  the  notch ;  the  taper  end  of  the  drill  would  then  wedge  fiist  beneath  the  pin. 

Drills  are  also  frequently  used  in  the  drilling-lathe ;  this  is  a  miniature  latlie-head,  the  frame  of 
wliich  is  fixed  in  the  table-vice ;  the  mandrel  is  pierced  for  tlie  drills,  and  has  a  pulley  for  the  bow, 
tlierein  resembling  Fig.  542,  except  that  it  is  used  as  a  fixture. 

The  Fig.  542  just  referred  to,  represents  one  variety  of  another  common  form  of  the  drill  stock,  io 
which  the  revolving  spindle  is  fitted  in  a  handle,  so  that  it  may  be  held  in  any  position,  without  the 
necessity  for  the  breastplate ;  the  handle  is  hoUowed  out  to  serve  for  containing  tlie  drills,  and  is  fluted 
to  assist  the  grasp. 
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Fig.  543  represents  the  socket  of 
a  "rmiversal  drill-stock,"  invented 
by  Sir  John  Robinson ;  it  is  pierced 
with  a  hole  as  large  as  the  largest 
of  the  wires  of  which  the  drills  are 
formed,  and  the  hole  terminates  in 
an  acute  hollow  cone.  The  end  of 
the  drill-stock  is  tapped  with  two 
holes,  placed  on  a  diameter;  the 
one  screw,  a,  is  of  a  very  fine  thread, 
and  has  at  the  end  two  shallow 
diametrica''  notches ;  the  other,  b,  is 
of  a  coarser  thread  and  quite  flat  at 
the  extremity.  The  wire-drill  is 
placed  against  the  bottom  of  the 
hole,  and  alloAved  to  lean  against  the  adjusting-screw  a,  and  if  the  drill  be  not  central,  this  screw  is 
moved  one  or  several  quarter-turns,  until  it  is  adjusted  for  centrahty ;  after  wliich  the  tool  is  strongly 
fixed  by  the  plain  set-screw  b. 

Fig.  544  is  a  drill-stock,  contrived  by  Mr.  William  Allen :  it  consists  of  a  tube,  the  one  end  of  which 
has  a  fixed  centre  and  pulley  much  the  same  as  usual ;  the  opposite  end  of  the  tube  has  a  piece  of  steel 
fixed  into  it,  which  is  first  drilled  with  a  central  hole,  and  then  turned  as  a  conical  screw,  to  wliich  is 
fitted  a  coiTesponding  screw-nut  n ;  the  socket  is  then  sawn  down  with  two  diametrical  notches,  to 
make  four  intemal  angles,  and  lastly,  the  socket  is  hardened.  When  the  four  sections  are  compressed 
by  the  nut,  their  edges  stick  into  the  drill  and  retain  it  fast,  and  provided  the  instrumenf  is  itself  con- 
centric, and  the  four  parts  are  of  equal  strength,  the  centrality  of  the  drill  is  at  once  ensured.  The  out- 
side of  the  nut,  and  the  square  hole  in  the  key  k,  are  each  taper,  for  more  ready  application ;  and  the 
drills  are  of  the  most  simple  kind,  namely,  lengtlis  of  wire  pointed  at  each  end,  as  in  Fig.  545. 

The  sketch,  Fig.  544,  is  also  intended  to  explain  another  useful  application  of  this  drill-stock,  as  an  up- 
right or  pump  drill,  a  tool  little  employed  in  this  country,  (except  in  drilUng  the  rivet-holes  for  mending 
rhina  and  glass,  with  diamond  drill,)  but  as  well  known  among  the  oriental  nations  as  the  breast-di'iU. 
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Holes  that  are  too  large  to  be  drilled  solely  by  the  breast-drill  and  drill-bow,  are  frequently  com- 
menced with  those  useful  instruments,  and  are  then  enlarged  by  means  of  the  hand-brace,  which  is  very 
similar  to  that  used  in  carpentry,  except  that  it  is  more  commonly  made  of  iron  instead  of  wood,  is 
somewhat  larger,  and  generally  made  without  the  spring -catch. 

Ift)les  may  be  extended  to  about  half  an  inch  diameter,  with  the  hand-brace ;  but  it  is  much  more 
expeditious  to  employ  still  larger  and  stronger  braces,  and  to  press  tliem  into  the  work  in  various  ways 
by  weights,  levers,  and  screws,  instead  of  by  the  muscular  effort  alone. 

Fig.  546  represents  the  old  smitli's  press-drill,  which  although  cumbrous,  and  much  less  used  than 
formerly,  is  nevertheless  simple  and  effective.  It  consists  of  two  pairs  of  wooden  standards,  between 
which  works  the  beam  ab ;  the  pin  near  a  is  placed  at  any  height,  but  tlie  weight  iJt)  is  not  usually 
changed,  as  the  greater  or  less  pressure  for  large  and  small  drills,  is  obtained  by  placing  tlie  brace  more 
or  less  near  to  the  fulcrum  o.;  and  this  part  of  the  beam  is  shod  with  an  iron  plate,  full  of  small  centre- 
holes  for  the  brace.  The  weight  is  raised  by  the  second  lever  c  d,  the  two  being  united  by  a  chain,  and 
a  light  chain  or  rope  is  also  suspended  from  d,  to  be  within  reach  of  the  one  or  two  men  engaged  in 
moving  the  brace.  It  is  necessary  to  relieve  the  weight  when  the  drill  is  nearly  through  the  hole, 
otherwise  it  might  suddenly  break  thi'ough,  and  the  drill  becoming  fixed,  might  be  twisted  off  in  the 
neck. 
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The  inconveniences  in  this  machine  are,  that  the  upper  point  of  the  brace  moves  in  an  arc  instead  of 
a  right  line ;  the  limited  path  when  strong  pressures  arc  used,  which  makes  it  necessary  to  shift  the 
fulcrum  a ;  and  also  the  necessity  for  readjusting  the  work  under  tlie  drill  for  each  different  hole, 
wliich  in  awkwardly-shaped  pieces  is  often  troublesome. 

A  portable  contrivance  of  similar  date,  is  an  iron  bow-frame  or  clamp,  shown  in  Fig.  547  ;  the  pressure 
i  s  applied  by  a  screw,  but  in  almost  all  cases,  whilst  the  one  individual  di"ills  the  hole,  the  assistance  of 
another  is  required  to  hold  the  frame ;  Fig.  547  only  applies  to  comparatively  thin  parallel  works,  and  does 
not  present  the  necessary  choice  of  position.  Another  tool  of  this  kind,  used  for  boring  the  side-holes 
in  cast-iron  pipes  for  water  and  gas,  is  doubtless  familiarly  known ;  the  cramp  or  frame  divides  into 
two  branches  about  two  feet  apart,  and  these  terminate  hke  hooks,  which  loosely  embrace  the  pipe,  so 
that  the  tool  retains  its  position  without  constraint,  and  it  may  be  used  with  great  facility  by  one 
individual. 

Fig.  548  will  secve  to  show  the  general  character  of  various  con- 
structions of  more  modern  apparatus,  to  be  used  for  supplying  the 
pressure  in  drilling  holes  witli  hand-braces.  It  consists  of  a  cylin- 
drical bar  a,  upon  which  the  horizontal  rectangular  rod  b  is  fitted 
with  a  socket,  so  that  it  may  be  fixed  at  any  height,  or  in  any- 
angular  position,  by  the  set-screw  c.  Upon  b  slides  a  socket,  wliich 
is  fixed  at  all  distances  from  a,  by  its  set-screw  d;  and  lastly,  this 
socket  has  a  long  vertical  screw  e,  by  which  the  brace  is  thrust  iilto 
the  work. 

The  object  to  be  drilled  having  been  placed  level,  either  upon  the 
ground,  on  trestles,  on  the  work-bench,  or  in  the  vice,  according  to 
circumstances,  the  screws  c  and  d  are  loosened,  and  the  brace  is  put 
in  position  for  work.  The  perpendicularity  of  the  brace  is  then 
examined  with' a  plumb-line,  applied  in  two  positions,  (the  eye 
being  first  directed  as  it  were  along  the  north  and  south  lijie,  and 
then  along  the  east  and  west,)  after  wliich  the  whole  is  made  fast 
by  the  screws  c  and  d.  Tlie  one  hole  having  been  drilled,  the 
socket  and  screws  present  great  facility  in  readjusting  the  instru- 
ment for  subsequent  holes,  without  the  necessity  for  shifting  the 
work,  which  would  generally  be  attended  with  more  trouble  than 
altering  the  drill-frame  by  its  screws. 

Sometimes  the  rod  a  is  rectangular,  and  extends  from  the  floor 
to  the  ceiling ;  it  then  traverses  in  fixed  sockets,  the  lower  of  whicli 
has  a  set-screw  for  retaining  any  required  position.  In  the  t<jol 
represented,  the  rod  a  terminates  in  a  cast-iron  base,  by  which  it 
may  be  grasped  in  the  tail-vice,  or  when  required  it  may  be  fixed 

upon  the  bench.     In  this  case  the  nut  on  a  is  unscrewed ;"  the  cast-iron  plate,  when  reversed  and  pLiccd 
on  the  bencli,  serves  as  a  pedestal ;  the  stem  is  passed  tlirough  a  hole  in  the  bench,  and  the  nut  and 
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washer,  -when  screwed  on  the  stem  beneath,  secure  all  very  strongly  together.  Even  in  establishraenta 
■where  the  most  complete  drilling  machines  driven  by  power  are  at  hand,  modifications  of  the  press-flrill 
are  among  the  indispensable  tools :  many  are  contrived  with  screws  and  clamps,  by  wliich  they  are 
attached  directly  to  such  works  as  are  sufficiently  large  and  massive  to  serve  as  a  foundation. 

Various  useful  drilling  tools  for  engineering  works,  are  fitted  with  left-hand  screws,  the  unwinding 
of  which  elongate  the  tools ;  so  that  for  these  instruments  which  supply  their  own  pressure,  it  is  only 
necessary  to  find  a  solid  support  for  the  centre.  They  apply  very  readily  in  drilling  holes  within  boxes 
and  panels,  and  the  abutment  is  often  similarly  provided  by  projecting  parts  of  tlie  castings ;  or  other- 
wise the  fixed  support  is  derived  from  the  wall  or  ceiling,  by  aid  of  props  arranged  in  the  most  conve- 
nient manner  that  presents  itself. 

Fig.  549  is  the  common  brace,  which  only  differs  from  that  in  Fig.  548  in  the  left-hand  screw ;  a  right- 
hand  screw  would  be  unwound  in  the  act  of  driUing  a  hole  when  the  brace  is  moved  round  in  the  usual 
direction,  which  agrees  with  the  path  of  a  left-hand  screw.  The  cutting  motion  produces  no  change  in 
the  length  of  the  instrument,  and  the  screw  being  held  at  rest  for  a  moment  during  the  revoluticn,  sets 
in  the  cut ;  but  towards  the  last,  the  feed  is  discontinued,  as  the  elasticity  of  the  br.ace  and  work  suffice 
for  the  reduced  pressure  required  when  the  drill  is  nearly  through,  and  sometimes  the-  sorew  is  unwouud 
BtUl  more  to  reduce  it. 

549. 


553. 


The  lever-drill,  Fig.  550,  differs  from  the  latter  figure  in  many  respects ;  it  is  much  stronger,  ana  ap- 
plicable to  larger  holes ;  the  drill-socket  is  sufficiently  long  to  be  cut  into  the  left-hand  screw,  and  the 
{)iece  serving  as  the  screwed  nut,  is  a  loop  terminating  in  the  centre  point.  The  increased  length  of  the 
ever  gives  much  greater  piu"chase  than  in  the  crank-form  brace,  and  in  addition  the  lever-brace  may 
be  appUed  close  against  a  surface  where  the  crank-brace  cannot  be  turned  round ;  in  this  case  the  lever 
is  only  moved  a  half  circle  at  a  time,  and  is  then  slid  through  for  a  new  purchase,  or  sometimes  a  span- 
ner or  wrench  is  apphed  directly  upon  the  square  drill-socket. 

The  same  end  is  more  conveniently  fulfilled  by  the  ratchet-drill,  Fig.  551,  apparently  derived  from 
the  last ;  it  is  made  by  cutting  ratchet-teeth  in  the  drill-shaft,  or  putting  on  the  ratchet  as  a  separate 
piece,  and  fixing  a  pall  or  detent  to  the  handle ;  the  latter  may  then  be  moved  backward  to  gather  up 
the  teeth,  and  forward  to  thrust  round  the  tool,  with  less  delay  than  the  lever  in  Fig.  550,  and  with  the 
same  power,  the  two  being  of  equal 
length.  This  tool  is  also  peculiarly 
applicable  to  reaching  into  angles  and 
places  in  which  neither  the  crank- 
form  brace  nor  the  lever-drill  will 
apply.  Fig.  552,  tlie  ratchet-lever,  in 
part  resembles  the  ratchet-drill,  but 
the  pressure  screw  of  the  latter  in- 
Btnmient  must  be  souglit  in  some  of 
the  other  contrivances  referred  to,  as 
the  ratchet-lever  has  simply  a  square 
aperture  to  fit  on  tlie  tang  of  the 
drill  d,  which  latter  must  be  pressed 
forward  by  some  independent  means. 
Fig.  553,  which  is  a  simple  but 
necessary  addition  to  the  braces  and 
drill  tools,  is  a  socket  having  at  the 
one  end  a  square  hole  to  receive  the 
drills,  and  at  the  opposite,  a  square 
*;ang  to  fit  the  brace;  by  this  con- 
trivance the  length  of  the  drill  can  be 
temporarily  extended  for  reaching  deeply-seated  holes.  Tlie  sockets  are  made  of  various  lengths,  and 
sometimes  two  or  three  are  used  together,  to  extend  the  length  of  the  brace  to  suit  the  position  of  the 
prop ;  but  it  must  bo  remembered,  that  with  the  additional  length  the  tortion  becomes  much  increased, 
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and  the  resistance  to  end-long  pressure  much  diminished,  therefore  the  sockets  should  have  a  bulk 
proportionate  to  their  lengtli. 

Inc  French  brace,  Fig.  521,  is  also  constructed  in  iron,  with  a  pair  of  equal  bevel-pinions,  and  a  left- 
liand  centre-screw  like  the  tools.  Figs.  549,  550,  and  551 ;  it  is  then  called  the  corner-drill.  Sometimes, 
also,  as  in  the  succeedbg  Figs.  554  and  555,  the  bevel-wheels  are  made  with  a  hollow  square  or  axis, 
as  in  the  ratchet-lever,  Fig.  552  ;  the  driver  then  hangs  loosely  on  the  square  shank  of  the  drill- tool,  or 
cutter-bar,  and  when  the  pinion  on  tlie  handle  is  only  one-third  or  fourth  of  the  size  of  the  bevel-wheel 
with  the  square  hole,  it  is  an  effective  driver  for  various  uses ;  the  long  tail  or  lever  serves  to  prevent 
the  rotation  of  the  driver,  by  resting  against  some  part  of  the  work  or  of  the  work-bencL 

All  the  before-mentioned  tools  are  commonly  found  in  a  variety  of  shapes  in  the  hands  of  the  engineer, 
but  it  will  be  observed  they  are  all  diiven  by  hand-power,  and  are  carried  to  the  work.  I  shall  conclude 
this  section  with  the  description  of  a  more  recent  drill-tool  of  the  same  kind. 

This  instrument  is  represented  of  one-eighth  size,  in  the  side  view.  Fig.  556,  in  the  front  view,  557, 
and  m  the  section,  558 ;  it  is  about  twice  as  powerful  as  Fig.  555,  and  has  the  advantage  of  feeding  Iho 


cut  by  a  differential  motion.  The  tangent-screw  moves  at  the  same  time  the  two  worm-wheels  a  and  b; 
the  former  has  fifteen  teeth,  and  serves  to  revolve  the  drill;  the  latter  has  16  teeth,  and  by  the 
difference  between  the  two,  or  the  odd  tooth,  advances  the  di'iU  slowly  and  continually,  wliich  may  be 
thus  explained. 

The  lower  wheel  a,  of  15  teeth,  is  fixed  on  the  drill-shaft,  and  this  is  tapped  to  receive  the  centre- 
screw  c,  of  four  tlu-eads  per  inch.  The  upper  wheel  of  16  teeth  is  at  the  end  of  a  socket  d,  (which  is 
represented  black  in  the  section  Fig.  558,)  and  is  connected  with  the  centre-screw  c,  by  a  collar  and 
internal  key,  which  last  fits  a  longitudinal  groove  cut  up  the  side  of  the  screw  c ;  now  therefore  the 
internal  and  external  screws  travel  constantly  round,  and  nearly  at  the  same  rate,  the  difference  of  one 
tooth  in  the  wheels  serving  continually  and  slowly  to  project  the  screw  c,  for  feeding  the  cut.  To 
shorten  or  lengthen  the  instrument  rapidly,  the  side-screw  e  is  loosened ;  this  sets  the  collar  and  key 
free  from  the  16  wheel,  and  the  centre-screw  may  for  the  time  be  moved  independently  by  a  spanner. 

The  differential  screw-drill,  having  a  double  thread  in  the  large  worm,  shoAvn  detached  at  f,  requires 
7^  turns  of  the  handle  to  move  the  drill  once  round,  and  the  feed  is  one  64th  of  an  inch  for  each  turn  of 
the  drill ;  that  being  the  sum  of  16  by  4. 

Drilling  and  Boring  Machines. — The  motion  of  the  lathe-mandrel  is  particularly  proper  for  giving 
action  to  the  various  single-cutting  drills  referred  to ;  they  are  then  fixed  in  square  or  round  hole  drill- 
chucks  which  screw  upon  the  lathe-mandrel.  The  motion  of  the  lathe  is  more  uniform  than  that  of  the 
hand-'*,ools,  and  the  popit-head,  with  its  flat  boring-flange  and  pressure-screw,  form  a  most  convenient 
arrangement,  as  the  works  are  then  canied  to  the  drill  exactly  at  right  angles  to  the  face.  But  in 
drilhng  very  small  holes  in  the  lathe,  there  is  some  risk  of  unconsciously  employing  a  greater  pressure 
with  the  screw,  than  the  slender  drills  will  bear.  Sometimes  the  cylinder  is  pressed  forward  by  a 
horizontal  lever  fixed  on  a  fulcrum ;  at  other  times  the  cylinder  is  pressed  forward  by  a  spring,  by  a 
lack  and  pinion  motion,  or  by  a  simple  lever,  and  the  best  arrangement  of  this  latter  kmd  is  tliat  next 
to  be  described. 

In  the  manufacture  of  harps  there  is  a  vast  quantity  of  small  drilling,  and  the  pressure  of  the  cylinder 
popit-head  is  given  by  means  of  a  long,  straight,  double-ended  lever,  which  moves  horizontally,  (at 
about  one-third  from  the  back  extremity,)  upon  a  fixed  post  or  fulcrum  erected  upon  the  backboard  of 
the  lathe.  The  front  of  the  lever  is  connected  with  the  sliding  cyhnder  by  a  link  or  connecting  rod,  and 
the  back  of  the  lever  is  pulled  towards  the  right  extremity  of  the  lathe,  by  a  cord  wliich  passes  over  a 
pulley  at  the  edge  of  the  backboard,  and  then  supports  a  weight  of  about  twenty  pounds. 

Both  the  weight  and  the  connecting-rod  may  be  attached  at  various  distances  from  the  fixed  fulcnr.n 
between  them.  When  they  are  fixed  at  equal  distances  from  the  axis  of  the  lever,  the  weight,  if 
twenty  pounds,  presses  forwai'd  the  drill  with  twenty  pounds,  less  a  little  friction ;  if  the  weight  be  two 
inches  from  the  fulcnim  and  the  connecting-rod  eight  inches,  the  effect  of  the  weight  is  reduced  to  five 
pounds ;  if,  on  the  other  hand,  the  weight  be  at  eight  and  the  connecting-rod  at  two  inches,  the  pressure 
IS  fourfold,  or  eighty  pounds. 

The  connecting-rod  is  full  of  holes,  so  that  the  lever  may  be  adjusted  exactly  to  reach  the  body  of 
the  workman,  who,  standing  with  his  face  to  the  mandrel,  moves  the  lever  with  his  back,  and  has 
therefore  both  hands  at  liberty  for  managing  the  work.  Sometimes  a  stop  is  fixed  on  the  cylinder,  fQ' 
drilling  holes  to  one  fixed  depth ;  gages  are  attached  to  the  flange  for  drilling  numbers  of  suuilar  pieces 
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at  any  fixed  distance  from  tlie  tjdge :  in  fact,  tliis  very  useful  apparatus  admits  of  many  little  additions 
to  facilitate  the  use  of  drills  and  revolving  cutters. 

Great  numbers  of  circular  objects,  such  as  wheels  and  pulleys,  are  chucked  to  revolve  truly  upon  the 
lathe-mandrel,  whilst  a  stationary  drill  is  tlunist  forward  against  them,  by  which  means  the  concentricity 
between  the  hole  and  the  edge  is  ensured. 

The  drills  employed  for  boring  works  chucked  on  the  lathe,  have  mostly  long  shafts,  some  parts  of 
which  are  rectangular  or  parallel,  so  that  they  may  be  prevented  from  revolving  by  a  hook-wrench,  a 
spanner,  or  a  hand-vice,  applied  as  a  radius,  or  by  other  means.  The  ends  of  the  drill-shafts  are  pierced 
with  small  centre-holes,  in  order  that  they  may  be  thrust  forward  by  the  screw  of  the  popit-head,  either 
by  hand  or  by  self-acting  motion;  namely,  a  connection  between  either  the  mandrel  or  the  prime  mover 
of  the  lathe,  and  the  screw  of  the  popit-head,  by  cords  and  pulleys,  by  wheels  and  pinions,  or  other 
contrivances. 

The  drills.  Figs.  528  and  530,  are  used  for  boring  ordinary  holes ;  but  for  those  requiring  greater 
accuracy,  or  a  more  exact  repetition  of  the  same  diameter,  the  lathe-drills,  Figs.  559  to  562,  are 
commonly  selected.  Fig.  559,  which  is  drawn  in  three  views  and  to  the  same  scale  as  the  former 
examples,  is  called  the  half-round  bit,  or  the  ci/linder-hit.  The  extremity  is  ground  a  little  inclined  to 
the  right  angle,  both  horizontally  and  vertically,  to  about  the  extent  of  three  to  five  degrees.  It  is 
necessary  to  turn  out  a  shallow  recess  exactly  to  the  diameter  of  the  end  of  the  bit  as  a  commencement , 
the  circular  part  of  the  bit  fills  the  hole,  and  is  thereby  retained  central,  whilst  the  left  angle  removes 
the  shaving.  This  tool  should  never  be  sharpened  on  its  diarc  etrical  face,  or  it  would  soon  cease  to 
deserve  its  appellation  of  half-round  bit :  some  indeed  give  it  about  one-thirtieth  more  of  the  circum- 
ference. It  is  generally  made  very  slightly  smaller  behind,  to  lessen  the  friction ;  and  the  angle,  not 
intended  to  cut,  is  a  Uttle  blunted  half-way  round  the  curve,  that  it  may  not  scratch  the  hole  from  the 
pressure  of  the  cutting  edge.  It  is  lubricated  with  oil  for  the  metals  generally,  but  is  used  dry  for  hard 
woods  and  ivory,  and  sometimes  for  brass. 

559.  560.  561.  562. 
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The  rose-bit,  Fig.  660,  is  also  very  much  used  for  light  finishing  cuts,  in  brass,  iron,  and  steel ;  the 
extremity  is  cylindrical,  or  in  the  smallest  degree  less  behmd,  and  the  end  is  cut  into  teeth  like  a 
countersink ;  the  rose-bit,  when  it  has  plenty  of  oil,  and  but  very  little  to  remove,  will  be  found  to  act 
beautifully,  but  this  tool  is  less  fit  for  cast-iron  than  the  bi<t  next  to  be  described.  The  rose-bit  may  be 
used  without  oil  for  the  hard  woods  and  ivory,  in  which  it  makes  a  very  clean  hole ;  but  as  the  end  of 
the  tool  is  chamfered,  it  does  not  leave  a  flat-bottomed  recess  the  same  as  the  half-round  bit,  and  is 
therefore  only  used  for  thoroughfare  holes. 

The  drill,  Fig.  561,  is  much  employed,  but  especially  for  cast-kon  work;  the  end  of  the  blade  is  made 
very  nearly  parallel ;  the  two  front  comers  are  ground  slightly  rounding,  and  are  chamfered ;  the 
chamfer  is  continued  at  a  reduced  angle  along  the  two  sides,  to  the  extent  of  about  two  diameters  in 
length ;  this  portion  is  not  strictly  parallel,  but  is  veiy  slightly  largest  in  the  middle,  or  bairel-shaped : 
this  drill  is  used  dry  for  cast-iron. 

Fig.  561,  in  common  with  all  drills  that  cut  on  the  side,  may,  by  improper  du-ection,  cut  sidewise, 
making  the  hole  above  the  intended  diameter;  but  when  the  hole  has  been  roughly  bored  with  a 
common  fluted  drill,  the  end  of  the  latter  is  used  as  a  tui-ning  tool,  to  make  an  accurate  chamfer ;  the  bit 
561  is  then  placed  through  the  stay  as  shown  in  Fig.  562,  and  is  lightly  supported  between  the  chamfer 
upon  the  work  and  the  centre  of  the  popit-head :  the  moment  any  pressure  comes  on  the  drill,  its 
opposite  edges  stick  into  the  inner  sides  of  the  loop,  which  thus  restrains  its  position ;  much  the  same  as 
the  point  and  edges  of  the  turning  tools  for  iron  dig  into  the  rest,  and  seciure  the  position  of  those  tools. 

It  is  requisite  the  drill  and  the  loop  should  be  exactly  centraL  Fig.  562  shows  the  common  form  ot 
the  stay  when  fitted  to  the  lathe-rest,  but  it  is  sometimes  made  as  a  swing-gate,  to  turn  aside,  whilst 
the  piece  which  has  been  drDled  is  removed,  and  the  next  piece  to  be  operated  upon  is  fixed  in  the 
lathe.  Sometunes  also  the  drill  561,  has  blocks  of  hard  wood  attached  above  and  below  it,  to  com- 
plete the  circle ;  this  is  usual  for  wrought-iron  and  steel,  and  oil  is  then  employed. 

These  three  varieties  are  exclusively  lathe-drQls,  and  are  intended  for  the  exact  repetition  of  a  number 
of  holes  of  the  particular  sizes  of  the  bits,  and  which,  on  that  account,  should  remove  only  a  thin  shaving 
to  save  the  tools  from  wear. 

The  cylinder  bits,  however,  may  be  used  for  enlarging  holes  below  half  an  inch,  to  the  extent  of  about 
one-third  their  diameter  at  one  cut;  and  for  holes  from  half  an  inch  to  one  incli,  ab^ut  one-fourth  their 
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diameter  or  less ;  and  as  the  bits  increase  in  size,  the  proportion  of  the  cut  to  the  diameter  should 
decrease. 

The  cylinder  bit  is  not  intended  to  be  used  for  drilling  holes  in  the  solid  material,  and  as  the  piercin<; 
drills  are  apt  to  swerve  in  drilling  small  and  very  deep  holes,  the  following  rotation  in  the  ta.ls  is 
sometimes  resorted  to.  A  drill,  Fig.  531,  say  three-sixteenths  diameter,  is  first  sent  in  to  the  depth  of 
an  inch  or  upwards,  and  the  hale  is  enlarged  by  a  cylinder  bit  of  one-quarter  inch  diameter.  The  centre 
at  the  end  of  the  hole  is  then  restored  to  exact  truth,  by  Fig.  532,  a  recentering  drill,  tlie  plug  of  whuOi 
exactly  fits  the  hole  made  by  the  cylinder  bit ;  the  extremity  of  the  recentering  drill  then  acts  ar,  a 
fixed  turning-tool;  and  should  the  first  drill  have  run  out  of  its  position,  532  corrects  the  centre  at  the 
end  of  the  hole.  Another  short  portion  is  then  drilled  with  528.  enlarged  with  the  half-round  bit,  and 
tlie  conical  extremity  is  again  corrected  with  the  recentering  drill;  the  three  tools  are  tlius  used  in  ro 
tation  until  the  hole  is  completed,  and  wliich  may  be  then  cleaned  out  with  one  continued  cut,  made 
with  a  half-round  bit  a  little  larger  than  that  previously  used. 

Some  of  the  large  half-round  bits  are  so  made,  that  the  one  stock  will  serve  for  several  cutters  of 
different  diameters.  In  the  bit  used  for  bormg  out  ordnance,  tlie  parallel  shaft  of  the  boring-bai 
slides  accurately  in  a  groove,  exactly  parallel  with  the  bore  of  the  gun ;  the  cutting  blade  is  a  small 
piece  of  steel  affixed  to  the  end  of  the  half-round  block,  which  is  either  entirely  of  iron,  or  partly  of 
wood  ;  and  the  cut  is  advanced  by  a  rack  and  pinion  movement,  actuated  either  by  the  descent  of  a 
constant  weight,  or  by  a  self-acting  motion  derived  from  the  prime  mover.  For  making  the  spherical, 
parabolical,  or  other  termination  to  the  bore,  cutters  of  corresponding  fonns  are  fixed  to  the  bar.* 

There  are  very  many  works  wliich,  from  their  weight  or  size,  cannot  be  drilled  in  the  lathe  in  its  or 
dinary  position,  as  it  is  scarcely  possible  to  support  them  steadily  against  the  drill ;  but  these  works 
are  readily  pierced  in  the  drilling-machine,  which  may  be  viewed  as  a  Lathe  with  a  vertical  mandrel, 
and  with  the  flange  of  the  popit-head  enlarged  into  a  table  for  the  work,  which  then  lies  in  the  hori- 
zontal position  simply  by  gravity,  or  is  occasionally  fixed  on  the  table  by  screws  and  clamps.  The 
structure  of  these  important  machines  admits  of  almost  endless  diversity,  and  in  nearly  every  manufac 
tory  some  peculiarity  of  construction  may  be  observed. 

Figs.  564  and  565  exliibit  Nasmyth's  Portable  Hand-drill,  which  is  mtroduced  as  a  simple  and  effi- 
cient example,  that  may  serve  to  convey  the  general  characters  of  the  drilling-machines.    The  spindl*" 
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ia  driven  by  a  pair  of  bevel-pinions ;  the  one  is  attached  to  the  axis  of  the  vertical  llj-wheel,  the  other 
to  the  drill-shaft,  which  is  depressed  by  a  screw  moved  by  a  small  hand-wheel 

Sometimes,  as  in  the  lathe,  the  drilling-spindle  revolves  without  endlong  motion,  and  the  table  is 
raised  by  a  treadle  or  by  a  hand-lever ;  but  more  generally  the  drill-shaft  is  cylindrical  and  revolves  in, 
and  also  slides  through,  fixed  cylindrical  bearings.  The  drill-spindle  is  then  depressed  in  a  variety  o{ 
ways  ;  sometimes  by  a  simple  lever,  at  other  times,  by  a  treadle  wliich  either  lowers  the  shaft  only  one 
suigle  sweep,  or  by  a  ratchet  that  brings  it  down  by  several  small  successive  steps,  through  a  greater 
distance ;  and  mostly  a  counterpoise  weight  restores  the  parts  to  their  first  position  when  the  liand  or 
foot  is  removed.  Friction-clutches,  trains  of  differential  wheels,  and  other  modes,  are  also  used  in  de- 
pressing the  drill-spindle,  or  in  elevating  the  table  by  self-acting  motion.  Frequently  also  the  platform 
admits  of  an  adjustment  independent  of  that  of  the  spindle,  for  the  sake  of  admitting  larger  pieces ; 
the  horizontal  position  of  the  platform  is  then  retained  by  a  slide,  to  wliich  a  rack  and  pinion  move- 
ment, or  an  elevating  screw,  is  added. 

Drilling-machines  of  these  kinds  are  generally  used  with  the  ordinary  piercing-drUls,  and  occasion- 
ally with  pin-drills ;  the  latter  instrument  appears  to  be  the  type  of  another  class  of  boring  tools, 
namely,  cutter-bars,  which  are  used  for  works  requiring  holes  of  greater  dimensions,  or  of  superior  accu- 
racy, than  can  be  attained  by  the  ordinary  pointed  drills. 

The  small  apphcation  of  this  principle,  or  of  cutter-bars,  is  sho^vn  on  the  same  scale  as  the  former 
drills,  in  Fig.  566 ;  the  cutter  c,  is  placed  in  a  diametrical  mortise  in  a  cyhndrical  boring-bar,  and  is  fixed 
by  a  wedge ;  the  cutter  c  extends  equally  on  both  sides,  as  the  two  projections  or  ears  embrace  the 
Bides  of  the  bar,  which  is  slightly  flattened  near  the  mortises. 

Cutter-bars  of  the  same  kind,  are  occasionally  employed  with  cutters  of  a  variety  of  forms,  for 

•  The  outside  of  the  gun  is  usually  turned,  whilst  the  boring  is  going  on,  by  the  hand-tools.  A  plug  of  copper  is 
icrewed  into  the  brass  guns  to  be  perforated  for  the  touch-hole,  copper  being  less  injured  by  repealed  discharges  than 
the  alloy  of  9  parts  copper  and  1  part  tin,  used  for  the  general  substance  pf  the  gun ;  the  curved  bit  smooths  otT  tlie  end  at 
the  plug. 
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©aking  grooves,  recesses,  mouldings,  and  even  screws,  upon  parts  of  heavy  works,  and  thoso  ■wbich  cas 
not  be  conveniently  fixed  in  the  ordinary  lathe.     P'ig.  567  represents  one  of  these. 

e  5C6.  568. 
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The  larger  application  of  this  principle  is  shown  in  Fig.  568,  in  which  a  cast-iron  cutter-block  is  keyea 
fast  upon  a  cylindrical  bar ;  the  block  has  four,  six,  or  more  grooves  in  its  periphery.  Sometimes  the 
work  is  done  with  only  one  cutter,  and  shovdd  the  bar  vibrate,  the  remainder  of  tlie  grooves  are  filled 
with  pieces  of  hard  wood,  so  as  to  complete  the  bearing  at  so  many  points  of  the  circle  ;  occasionally 
cuttero  are  placed  in  all  the  grooves,  and  carefully  adjusted  to  act  in  succession — that  is,  the  first  stancia 
a  little  nearer  to  the  axis  than  the  second,  and  so  on  throughout,  in  order  that  each  may  do  its  share  of 
the  work ;  but  the  last  of  the  series  takes  only  a  light  finishing  cut,  that  its  keen  edge  may  be  the  longer 
preserved.  In  all  these  cutters  the  one  face  is  radial,  the  other  differs  only  four  or  five  degrees  from  the 
right  angle,  and  the  corners  of  the  tools  are  slightly  rounded. 

These  cutter-bars,  like  the  rest  of  tlie  drilling  and  boring  machinery,  are  employed  in  a  great  variety 
of  ways,  but  which  resolve  themselves  into  three  principal  modes  : 

First.  The  cutter-bar  revolves  without  endlong  motion,  in  fixed  centres  or  bearings — in  fact,  as  a  spindle 
in  the  lathe ;  the  work  is  traversed,  or  made  to  pass  the  revolving  cutter  in  a  right  line,  for  which  end 
the  work  is  often  fixed  to  a  traversing  slide-rest.  This  mode  requii'es  the  bar  to  measure,  between  the 
supports,  twice  the  length  of  the  work  to  be  bored,  and  the  cutter  to  be  in  the  middle  of  the  bar ;  it  i? 
therefore  unfit  for  long  objects. 

Secondly.  The  cutter-bar  revolves,  and  also  slides  with  endlong  motion,  the  work  being  at  rest ;  the 
bearings  of  the  bar  are  then  frequently  attached  in  some  temporary  manner  to  the  work  to  be  bored, 
and  are  often  of  wood.* 

In  another  common  arrangement,  the  boring-bar  is  mounted  in  headstocks,  much  the  same  as  a  trav- 
ersing mandrel,  the  work  is  fixed  to  the  bearers  carrying  the  headstocks,  and  the  cutter-bar  is  advanced 
by  a  screw.  The  screw  is  then  moved  either  by  the  hand  of  the  workman,  by  a  star-wheel,  or  a  ratch- 
et-wheel, one  tooth  only  in  each  revolution,  or  else  by  a  system  of  differential  wheels,  in  which  the  ex- 
ternal screw  has  a  wheel,  say  of  50  teeth,  tlie  internal  screw  a  wheel  of  51  teeth,  and  a  pair  of  equal 
wheels  or  pinions  drives  these  two  screws  continually,  so  that  the  advance  of  the  one-fiftieth  of  a  tmn 
of  the  screw,  or  their  difference,  is  equally  divided  over  each  revolution  of  the  cutter-bar,  much  the 
same  as  in  the  differential  motion  of  the  screw-drill.  Fig.  556. 

This  second  method  only  requires  the  interval  between  the  fixed  bearings  of  the  cutter-bar  to  be  as 
much  longer  than  the  work,  as  the  length  of  the  cutter-block ;  but  the  bar  itself  must  have  more  than 
twice  the  length  of  the  work,  and  requires  to  slide  through  the  supports. 

Cutter-bars  of  this  kind  are  likewise  used  in  the  lathe ;  in  the  act  of  boring,  the  end  of  the  bar  then 
slides  like  a  piston  into  the  mandrel.  Such  bars  are  commonly  applied  to  the  vertical  boring-machines 
of  the  larger  kinds,  which  are  usually  fitted  with  a  differential  apparatus,  for  determining  the  progress 
of  the  cut ;  the  bar  then  slides  through  a  collar  fixed  in  the  bed  of  the  machine. 

In  some  of  the  large  boring-machines  either  one  or  two  horizontal  slides  are  added,  and  by  their  aid, 
series  of  holes  may  be  bored  in  any  required  arrangement.  For  instance,  the  several  holes  in  the  beams, 
or  side-levers,  and  cranks  of  steam-engines  are  bored  exactly  perpendicular,  in  a  line,  and  at  any  precise 
distances,  by  sliifting  the  work  beneath  the  revolving  spindle  upon  the  guide  or  railway ;  in  pieces  of 
other  kinds,  the  work  is  moved  laterally  during  the  revolution  of  the  cutters,  for  the  formation  of  elon- 
gated countersinks  and  grooves. 

Thirdly.  In  the  largest  applications  of  this  principle,  the  boring-bar  revolves  upon  fixed  bearings 
without  traversing  ;  and  it  is  only  needful  that  the  boring-bar  should  exceed  the  length  of  the  work,  by 
the  thickness  of  the  cutter-block,  of  which  it  has  commonly  several  of  different  diameters.  The  cutter- 
block,  now  sometimes  ten  feet  diameter,  traverses  as  a  slide  down  a  huge  boring -bar,  whose  diameter 
is  about  tlui'ty  inches.  Tliere  is  a  groove  and  key  to  couple  them  togetlier,  and  the  traverse  of  the 
cutter-block  down  the  bar  is  caused  by  a  feidescrew,  upon  the  end  of  which  is  a  large  wheel,  that  en- 
gages in  a  small  pinion,  Ji.ved  to  the  stationary  centre  or  pedestal  of  the  machine.  With  every  revolu- 
tion of  the  cutter-bar,  the  great  wheel  is  carried  around  the  fixed  pinion,  and  supposing  these  be  as  10 
to  ] ,  the  great  wheel  is  moved  one-tenth  of  a  turn,  and  therefore  moves  the  screw  one-tenth  of  a  turn 
also,  and  slowly  traverses  the  cutter-block. 

The  contrivjince  may  be  viewed  as  a  huge,  self-acting,  and  revolving  sliding-rest ;  the  cutter-bars  are 
equally  applicable  to  portions  of  circles,  such  as  the  D-valves  of  steam-engines,  as  well  as  to  the 
enormous  interior  of  the  cylinder  itself. 

All  the  preceding  boring  tools  cut  almost  exclusively  upon  the  end  alone. .  They  are  passed  entirely 
through  the  objects,  and  leave  each  part  of  their  own  particular  diameter,  and  therefore  cylindrical ; 
but  I  now  proceed  to  describe  other  boring  tools,  that  cut  only  on  their  sides,  go  but  partly  tlirough  the 


•  Cylinders  of  40  inches  diameter  for  steam-engines  have  been  thus  bored  by  attaching  a  cast-iron  cross  to  each  end  of 
the  cylinder ;  the  crosses  are  bored  exactly  to  tit  the  boring-bar,  one  of  them  carries  the  di-iving-gear,  and  the  bar  is  thrujil 
endlong  by  means  of  a  screw,  moved  by  a  ratchet  or  star  wheel. 


182 


BORING  TOOLS. 


work,  and  leave  its  section  a  counterpart  of  the  instrument.  Tliese  tools  are  generally  conical,  ami 
serve  for  the  enlargement  of  holes  to  sizes  intermediate  between  the  gradations  of  the  drills,  and  also 
for  the  formation  of  conical  holes,  as  for  valves,  stopcocks,  and  other  works,  llie  common  pointed 
drill,  or  its  multipUcation  in  the  rose  countersink,  is  the  type  of  the  series  :  but  in  general  the  broschei> 
have  sides  which  are  much  more  nearly  parallel. 

Broaches  for  making  taper  holes. — The  tools  for  making  taper  holes,  are  much  less  varied  than  the 
drills  and  boring  tools  for  cyhndrical  holes.  Thas  the  carpenter  employs  only  the  rimer,  which  is  a 
fluted  tool  like  the  generality  of  his  bits ;  it  is  sharpened  from  within,  as  shown  in  Fig.  569,  so  as  tf 
act  like  a  paring  tool.  Flutes  and  clarionets  are  first  perforated  with  the  nose-bit,  and  then  broachei" 
with  taper  holes,  by  means  of  tools  of  this  kind,  which  are  very  carefully  graduated  as  to  their  dimen 
eions.  Fig.  570  represents  a  German  rimer,  used  by  wheelwrights  for  inlaying  the  boxes  of  axletrees ; 
the  loose  blade  is  separated  from  the  shell  of  the  instrument,  by  introducing  shps  of  leather  or  wood 
between  the  two ;  the  detached  cutter  fits  on  a  pin  at  the  front,  and  is  fixed  by  a  ring  or  collar  against 
ihe  shaft 


569. 


571. 


572. 


573. 


574. 


571 


(D39#ll 


578. 


A  cunous  rimer  for  the  use  of  wine-coopers,  by  wliich  the  holes  were  made  more  truly  cu'cular,.and 
the  shavings  were  prevented  from  dropping  into  the  cask.  The  stock  of  the  instrument  consists  of  a 
hollow  brass  cone,  seen  in  section  in  Fig.  571 ;  down  one  side  there  was  a  slit  for  containing  a  narrow 
blade  or  cutter,  fixed  by  three  or  four  screws  placed  diametrically.  The  tube  was  thus  converted  into 
a  conical  plane ;  the  shavings  entered  within  the  tube,  and  were  removed  by  taking  out  a  cork  from 
the  small  end  of  the  cone. 

The  broaches  for  metal  are  made  solid,  and  of  various  sections;  as  half-round,  like  Fig.  572;  the 
edges  are  then  rectangular.  But  more  commonly  the  broaches  are  polygonal,  as  in  Fig.  573,  except  that 
they  have  3,  4,  5,  6,  and  8  sides,  and  their  edges  measure  respectively  60,  90, 108, 120,  and  135  degi-ees. 
The  four,  five,  and  six-sided  broaches  are  the  most  general,  and  the  watchmakers  employ  a  round 
broach  in  which  no  angle  exists,  and  the  tool  is  therefore  only  a  burnisher,  which  compresses  the  metal 
and  rounds  the  hole. 

Ordinary  broaches  are  very  acute,  and  Fig.  574  may  be  considered  to  represent  the  general  angle  at 
wliich  their  sides  meet — namely,  less  than  one  or  two  degrees ;  the  end  is  usually  chamfered  off  with 
as  many  facets  as  there  are  sides,  to  make  a  penetrating  point,  and  the  opposite  extremity  ends  in  a 
square  tang,  or  shank,  by  which  the  instrument  is  worked. 

Square  broaches,  after  having  been  filed  up,  are  sometimes  twisted  whilst  red-hot  Fig.  577  shows 
one  of  these ;  the  rectangular  section  is  but  httle  disturbed,  although  the  faces  become  slightly  concave. 
The  advantage  of  the  tool  appears  to  exist  in  its  screw  form :  when  it  is  turned  in  the  direction  of  the 
spiral,  it  cuts  with  avidity  and  requires  but  little  pressure,  as  it  is  almost  disposed  to  dig  too  forcibly 
into  the  metal :  when  turned  the  reverse  way,  as  m  unscrewing,  it  requires  as  much  or  more  pressure 
than  similar  broaches  not  twisted.  This  instrument,  if  bent  in  the  direction  of  its  length,  either  in  the 
act  of  twisting  or  hardening,  does  not  admit  of  correction  by  giinding,  hke  those  broaches  having  plane 
faces.     It  is  not  much  used,  and  is  almost  restricted  to  wiought-iron  and  steel. 

Large  countersinks  that  do  not  terminate  in  a  point,  are  sometimes  made  as  solid  cones ;  a  groove  is 
then  formed  up  one  side,  and  deepest  towards  the  base  of  the  cone,  for  the  insertion  of  a  cutter,  (see 
Fig.  574.)  As  the  blade  is  narrowed  by  sharpenmg,  it  is  set  a  little  forward  in  the  direction  of  its 
length,  to  cause  its  edge  to  continue  shghtly  in  advance  of  the  general  surface,  hke  the  iron  of  a  plane 
for  cutting  metaL 

Fig.  579  represents  Mr.  Richard  Roberts'  broach,  in  which  four  detachel  blades  are  introduced,  for 
the  sake  of  retaining  the  cone  or  angle  of  the  broach  witli  greater  facility     The  bar  nr  stock  has  four 


shallow  longitudinal  grooves,  which  are  nearly  radial  on  the  cutting  face,  and  slightly  undercut  on  the 
other  The  grooves  are  also  rather  deeper  behind,  and  the  blades  are  a  little  wedge-form  both  in  sec- 
tion and  in  length,  to  constitute  the  cone,  and  the  cutting  edges.     In  restoring  the  edges  of  the  blades, 

hey  are  removed  from  tlie  stock,  and  their  angles  are  then  more  easily  tested :  when  replaced,  tJ>ey  are 

et  nearer  to  the  point,  to  compensate  for  their  loss  of  thickness. 

Broaches  are  also  used  for  perfecting  cylindrical  holes,  as  well  as  for  making  those  which  are  taper 
The  broaches  are  then  made  almost  parallel,  or  a  very  Uttle  the  highest  in  the  middle  ;  they  are  fileu, 
with  two  or  three  planes  at  angles  of  90  degrees,  as  in  Fig.  575  or  576.  Tlie  circular  part  net  being 
able  to  cut,  serves  as  a  more  certain  base  for  foundation,  than  when  the  tool  is  a  complete  polygon ;  and 
the  stems  are  commonly  made  small  enough  to  pass  entirely  through  the  holes,  which  tlien  iigree  very 
exactly  as  to  size.    Sucli  tools  are  therefore  ratlier  entitled  to  the  name  of  finishing  drDls,  than  broicbes 
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The  size  of  the  parallel  broaches  is  often  slightly  increased,  by  placing  a  piece  or  two  of  paper  al 
the  convex  part ;  leather  and  thin  metal  are  also  used  for  the  same  pm-pose.  Gun-barrels  are  broached 
with  square  broaches,  the  cutting  parts  of  which  are  about  eight  to  ten  inches  long ;  they  are  packed 
on  the  four  sides  with  slips  or  spills  of  wood,  to  complete  tbe  circle,  as  in  Fig.  577,  in  wliich  the  tool  ia 
supposed  to  be  at  work.  The  size  of  the  bit  is  progressively  enlarged  by  introducing  slips  of  thin 
paper,  piece  by  piece  between  two  of  the  spills  of  wood  and  the  broach ;  the  paper  throws  the  one 
angle  more  towards  the  centre  of  the  hole,  and  causes  a  con-esponding  advance  in  the  opposite  or  the 
cutting  angle.     Sometimes,  however,  only  one  spill  of  wood  is  employed. 

A  broach  used  by  the  philosophical  instrument  makers  in  finishing  the  barrels  of  air-pumps,  consisted 
of  a  thin  plate  of  steel  inserted  diametrically  between  two  blocks  of  wood,  the  whole  constituting  a 
cylinder  with  a  scraping  edge  slightly  in  advance  of  the  wood ;  slips  of  paper  were  also  added. 

According  to  the  size  of  the  broaches,  they  are  fixed  in  handles  like  brad-awls ;  they  are  used  in  the 
brace,  or  tlie  tap-wrench — namely,  a  double-ended  lever  with  square  central  holes.  Sometimes  also 
broaches  are  used  in  the  lathe  just  like  di'ills,  and  for  large  works,  broaching  machines  are  employed ; 
these  are  little  more  than  drivuig-gear  terminating  in  a  simple  kind  of  universal  joint,  to  lead  the  power 
of  the  steam-engine  to  the  tool,  which  is  generally  left  under  the  guidance  of  its  own  edges,  according 
to  the  common  principle  of  the  instrument. 

In  drills  and  broaches,  the  penetrating  angles  are  commonly  more  obtuse  than  in  turning  tools ;  thus 
in  drills  of  limited  dimensions,  the  hook-lbrm  of  the  turning  tool  for  iron  is  inapplicable,  and  in  t)ie 
larger  examples,  the  permanence  of  the  tool  is  of  moi'e  consequence  than  the  increased  friction.  But 
on  account  of  the  additional  friction  excited  by  the  nearly  rectangular  edges,  it  is  commonly  necessary 
to  employ  a  smaller  velocity  in  boring  than  in  turning  corresponding  diameters,  in  order  to  avoid  soften- 
ing the  tool  by  the  heat  generated ;  and  in  the  ductile  fibrous  metals,  as  wrought-iron,  steel,  copper, 
and  others,  lubrication  with  oil,  water,  <fcc.,  becomes  more  necessary  than  in  turning. 

The  drills  and  broaches  form  together  a  complete  series.  First  the  cylinder-bit,  the  pin-drills,  and 
others  with  blunt  sides,  produce  cylindrical  holes  by  means  of  cutters  at  right  angles  to  the  axis ;  then 
the  cutter  becomes  inclined  at  about  45  degrees,  as  in  tbe  common  piercing-drill  and  cone  countersink ; 
the  angle  becomes  much  less  in  the  common  taper  broachea ;  and  finally  disappears  in  the  parallel 
broaches,  by  which  we  again  produce  the  cylindrical  hole,  but  with  cutters  parallel  with  the  axis  of 
the  hole. 

Still  considering  the  drills  and  broaches  as  one  group,  the  drills  have  comparatively  thin  edges,  always 
less  than  90  degrees,  yet  they  require  to  be  lu-ged  forward  by  a  screw  or  otherwise,  the  resistance  being 
sustained  in  the  line  of  their  axes.  The  broaches  have  much  more  obtuse  edges,  never  less  than  90,  and 
somethnes  extending  to  135  degrees ;  and  yet  the  greater  force  required  to  cause  the  penetration  of  their 
obtuse  edges  into  the  material,  is  supplied  without  any  screw,  because  the  pressure  in  all  these  varied  tools 
is  at  right  angles  to  the  cutting  edge. 

Thus  supposing  the  sides  of  the  broach  extended  imtil  they  meet  in  a  point,  as  in  Fig.  578,  we  shall 
find  the  length  will  veiy  many  times  exceed  the  diameter,  and  by  that  number  will  the  force  employed 
to  thrust  forward  the  tool  be  multiplied,  the  same  as  in  the  wedge,  whether  employed  in  splitting  timber 
or  otherwise ;  and  the  broach  being  confined  in  a  hole,  it  cannot  make  its  escape,  but  acts  with  great 
lateral  pressure,  directed  radially  from  each  cutting  edge ;  and  the  broach  under  proper  management 
leaves  the  holes  very  smooth  and  of  true  figure. 
BOX- WOOD.  Sec  Woods,  varieties  of. 
BRACE.     See  Boring  Tools. 

BRACKETS  .\ND  PILLOW-BLOCKS.     See  Geeeixg. 

BRAKE.  The  drag  applied  generally  to  the  wheels  of  carriages  to  check  their  velocity  in  passing 
down  hills,  by  means  of  friction.  The  brake  attached  to  railway  carriages  consists  of  a  piece  of  wood, 
which  is  pressed  upon  the  rim  of  the  wheels  of  the  carriages  by  a  hand-lever,  ^t'orked  by  the  brakeman. 
The  brake  of  the  tender  alone  aflfords  a  sufficient  resistance  to  stop  a  train  under  ordinary  circumstan- 
ces.    The  term  is  also  used  in  reference  to  the  contrivance  for  arresting  the  motion  of  machinery. 

On  English  railways  brakes  are  applied  to  the  wheels  of  a  part  only  of  the  carriages  attached  to  a 
train  ;  these  are  tei-med  guard  vans.  The  number  of  these  brake  carriages  depending  upon  the  incli- 
nations of  the  line  and  the  speeds  employed.  The  engine  also  is  generally  reversed  to  assist  the  brakes. 
It  must  be  recollected,  however,  that  by  stopping  a  train  too  rapidly,  great  injury  results  both  to  the  per- 
manent way  and  the  rolling  stock. 

The  following  considerations  should  determine  the  amount  of  brake  power  required. 
The  forces  which  act  on  the  train  after  the  steam  has  been  shut  off,  are  the  axle  friction  and  rolling 
friction  of  the  train,  and  the  pressure  of  the  wind ;  the   friction  tends  gradually  to  bring  the  train  to 
rest,  the  pressure  of  the  wind  to  accelerate  or  retard  it,  as  the  case  may  be,  and  this  will  therefore  be 
omitted  from  the  conclusions  to  be  drawn. 

To  stop  a  train  rapidly,  brakes  are  applied  to  some  of  the  wheels,  and  the  engine  is  reversed.  The 
application  of  brakes  prevents  the  wheels  from  revolving,  and  introduces  the  friction  due  to  the  weights 
on  the  wheels  to  which  brakes  are  applied.  The  act  of  reversing  the  engine  does  not  immediately  stop 
the  forward  motion  of  the  driving  wheel,  but  ibrces  it  to  revolve  at  a  somew.hat  slower  rate  than  that 
due  to  the  speed  of  the  train,  and  thus  causes  a  friction  of  surfaces  to  take  place  between  the  wheel 
and  rail. 

The  axle  and  rolling  friction  may  be  assumed  to  be  some  proportion  of  the  total  weight  of  the  train ; 
the  friction  of  the  wheels  to  which  brakes  are  applied  may  be  taken  as  some  proportion  of  the  insistent 
weights :  by  experiment  on  English  railways,  it  appears  that  the  axle  and  rolling  friction  may  be  taken 
at  -^34  part  of  the  weight  of  the  train,  and  the  friction  due  to  the  brakes  at  about  ^  of  the  weight  on 
them. 
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Hence,  if  I  represent  the  gross  load  of  the  train, 

to        "        the  weight  on  the  wheels  to  which  brakes  are  applied, 
R         *'        the  retardation  in  feet  per  second, 
ff        "        the  force  of  gravity, 
and,  if  the  train  he  on  an  incline, 

. —  represent  the  slope  of  such  incline, 
P 

IsBi    8  —  p  j  r 

the  latter  term  being  nsed  with  the  negative  sign  when  the  train  is  descending,  and  the  positive  sigo 
when  ascending  the  gradient. 

If  S  =  space  traversed  by  the  train  in  coming  to  rest, 

V  =  velocity  in  feet  per  second  at  the  moment  the  steam  is  shut  off  and  the  brakes  applied, 

2.R 

In  estimating  practically  the  space  which  wonld  be  required  for  a  train  k  rtop  in,  eight  or  ten  seconds 
should  be  allowed  for  time  lost  in  applying  the  brakes. 

Since  more  than  half  the  total  number  of  fatal  accidents  which  occur  upon  railroads  arise  from  colli- 
sion, it  is  important  that  the  attention  of  railroad  companies  should  be  specially  directed  to  precautlonn 
against  this  source  of  danger.  The  possibility  of  preventing  collision  will  depend  upon  the  proportion 
which  the  number  of  brakes  and  brakemen  upon  the  train  bears  to  its  weight  and  speed.  It  is  found 
by  experience  that  the  distance  within  which  a  train  of  given  weight  can  be  brought  to  rest  by  a  given 
number  of  brakes,  will  be  in  proportion  to  the  square  of  its  speed,  that  is  to  say,  with  a  double  speed 
it  will  require  four  times  the  number  of  brakes ;  with  a  treble  speed  nine  times  thp  number  of  brakes, 
and  so  on. 

The  means  of  stopping  a  train  are,  the  brake  on  the  tender,  the  brakes  on  the  cars,  and  in  Jine,  re- 
versing the  action  of  the  engine.  This  is  a  dangerous  process.  In  this  way  the  whole  force  of  the  steam 
is  suddenly  made  to  resist  the  progressive  motion  of  the  engine;  the  cars  are  consequently  urged  against 
the  engine,  and  against  each  other,  and  the  obvious  tendency  is  to  throw  the  cars  from  the  rails  by 
doubling  vp  tJie  train.  Before  reversing  the  engine,  or  even  applying  the  brake  to  the  tender,  it  is  there- 
fore advisable  to  warn  the  brakemen  to  apply  the  brakes  to  the  cars  composing  the  train ;  this  being 
done,  and  the  brake  being  then  applied  to  the  tender,  there  is  less  danger  in  reversing  the  steam  on  the 
engine,  the  whole  train  remaining  elongated  by  the  friction  of  the  brakes  applied  to  the  rear  cars. 

The  common  form  of  car  brake  at  present  in  use,  is  operated  by  a  brakeman  standing  on  the  plat- 
form at  either  end  of  the  car.  A  vertical  rod  turning  in  a  step  at  the  bottom  is  made  to  wind  up  by 
means  of  a  hand  wheel,  a  few  links  of  chain  connecting  by  an  iron  rod  with  a  lever  attached  to  the  bot- 
tom of  the  car.  This  lever  acts  directly  on  a  heavy  wooden  bar  suspended  from  the  car  trucks  by  hooks 
and  chains  at  either  end.  The  ends  of  these  bars  support  the  friction  blocks,  which  are  of  wood  lined 
with  metal,  and  are  made  to  bear  directly  upon  the  periphery  of  the  wheel.  By  means  of  a  small 
ratchet  wheel  and  detent  on  the  platform,  the  vertical  rod  is  held  stationary  when  the  brakes  are  put  on, 
and  is  released  when  the  motion  of  the  train  is  stopped ;  the  action  of  this  form  of  brake  is  direct,  sim- 
ple and  efficient. 

Various  forms  of  self-acting  brakes  have  been  devised,  and  much  ingenuity  has  been  displayed  in  the 
endeavour  to  obtain  this  object,  and  although  none  of  them  are  as  yet  in  general  use,  the  importance  of 
security  from  accident  in  railway  travel,  demands  a  careful  investigation  of  the  best  methods  of  pre- 
venting collisions  by  this  means. 

In  "  Loughridge's  Self-acting  Car  Brake,"  the  cars  are  stopped  by  the  friction  of  the  ordinary  brakes, 
but  the  power  actuating  them  is  derived  directly  from  a  drum  shaft  on  the  locomotive.  This  shaft,  or 
rather  pulley  keyed  thereon,  is  pressed  into  contact  with  the  flange  of  the  driving  wheels,  and  is  thus 
compelled  to  revolve  and  wind  up  a  stout  chain  running  the  length  of  the  train  beneath  the  cars.  This 
chain  applies  the  brakes  of  all  the  cars.  To  prevent  pulling  too  severely  and  fracturing  some  portion 
of  the  mechanism,  provision  is  made  for  limiting  the  extent  of  its  action  by  causing  it  to  release  its  hold 
of  the  driving  wheel  so  soon  as  a  certain  portion  of  the  chain  is  taken  up.  The  point  at  which  this  un- 
shipping movement  comes  into  play  is  previously  arranged  by  the  engineer,  so  that  however  excited  in 
view  of  danger,  or  careless  and  bungling,  he  cannot  endanger  the  integrity  of  any  important  part. 

To  cause  one  continuous  chain  to  operate  all  the  brakes,  an  ingenious  arrangement  is  adopted.  A 
stout  lever,  some  three  or  four  feet  long,  is  hung  under  each  car,  and  provided  with  sheaves  or  pulleys 
at  each  end,  around  which  the  chain  makes  a  curve  like  the  letter  S,  and  continues  on  to  the  next. 
When  the  chain  is  pulled  by  the  winding  of  the  shaft,  this  lever  is  moved  by  the  tension,  and  forces  the 
brakes  into  contact  with  the  wheels. 

The  United  States  Railroad  Car  Brake  of  Wm.  G.  Creamer,  is  an  improved  method  of  operating 
brakes,  by  bell  or  signal  cords,  as  represented  in  fig.  580. 

The  principal  features  of  this  invention  and  its  operation,  ai-e  as  follows: — To  the  ordinary  hand 
wheel  and  brake-shaft,  (for  winding  up  the  brakes,)  is  attached  a  drum  A  or  loose  pulley  containing  a 
strong  spiral  spring.  This  spring  is  wound  up  by  a  reverse  motion  of  the  brake-shaft,  to  which  is  at- 
tached an  arm  and  pawl  G,  taking  into  a  circle  of  ratchet  teeth  on  the  top  of  the  drum  A.  When  the 
spring  is  wound  ready  for  use,  it  is  held  in  check  by  a  lever  B,  from  the  extremity  of  which  passes  m 
branch  line  co  the  top  of  the  car  at  D,  and  connecting  about  three  feet  forward  to  the  bell-cord.  The 
branch  line  is  attached  to  the  lever  B  by  a  ring  in  such. a  way  that  when  the  lever  is  drawn  up  verti- 
tally  the  ring  disconnects.  This  is  rendered  necessary  to  insm-c  the  working  of  the  brakes  by  the  bell- 
lord  whether  the  train  is  extended  on  an  up  grade,  or  contracted  on  a  down  grade.     The  attachment 
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of  the  tranch  line  of  each  car,  some  three  feet  forward,  enables  the  engineer  to  apply  the  brakes  of  all 
(]io  cars  simultaneously,  by  pullinpj  the  bell-cord,  and  at  the  same  time  it  does  not  interfere  with  the 
bell-cord  as  a  means  of  enabling  the  conductor  to  signalise  the  engineer.  When  the  conductor  pulla 
the  bell-cord  it  rings  the  bell,  and  simply  makes  slack  on  the  several  branch  lines  connected  with  the 
brake,  but  does  not  operate  the  brake.  The  conductor,  brakeman,  or  even  passengers  however  can,  if 
an  emergency  arises  in  any  part  of  the  train,  instantly  close  all  the  brakes,  by  pulling  the  bell-cord,  or 
any  accidental  separation  of  the  train  produces  the  same  effect,  namely,  bringing  tha  retarding  force 
on  all  the  cars  into  instant  action. 

A  train  has  been  repeatedly  stopped  with  this  apparatus  within  350  feet  at  30  miles  per  hour  ;  tha 
brakes  being  shod  with  cast  iron  ;  with  wooden  shoes,  a  train  may  be  stopped  within  250  feet. 

The  advantages  claimed  for  this 
invention  are  as  follows  : 

FinsT. — It  enables  the  Engine- 
man  in  any  sudden  emergency  or 
premonition  of  danger,  instantly 
to  apply  the  brakes  of  every  car 
of  the  train,  {without  signals  or 
brakemen,)  with  their  utmost  pow- 
er, and  hold  each  car  by  itself, 
independent  of  each  other,  even  if 
the  engine  or  a  part  of  the  cars 
are  thrown  from  the  track. 

Second. — It  also  enables  the 
conductor,  brakeman,  or  even  pas- 
sengers of  the  train,  whether  mov- 
ing forward  or  backward,  in  front 
or  rear,  in  any  emergency,  to  ap- 
ply every  brake  of  the  entire  train 
in  an  instant,  without  reference  to 
its  length. 

Third. — It  involves  no  altera- 
tion in  the  consti-uction  or  method 
of  working  the  present  brakes, 
puts  no  additional  machinery  or 
apparatus  under  the  cars,  exposed 
to  dust  and  friction,  and  where  it 
cannot  be  seen  when  the  train  is 
in  motion,  but  places  the  entire 
mechanism  on  the  platform,  where 
it  is  constantly  under  tlie  eye  of 
the  brakeman  and  attendants  of 
the  train. 

FonRTH. — Each  car  having  an 
independent  arrangement  of  its 
own,  a  train  can  be  made  up  with 
a  part  of  the  cars  fitted  with  this 
apparatus  and  a  part  witliout. 
Those  fitted  with  the  apparatus  can 
be  connected  with  the  bell-cord, 
and  when  required,  the  brakes  can 
be  worked  as  previously  described. 
This  will  be  a  great  advantage 
where  passenger  cars  are  behind 
freight  or  cattle  trains. 

Fifth. — No  additional  machinery  or  mechanism  is  required  on  the  engine.  No  additional  responsi- 
bility is  put  upon  the  engineer.  In  case  of  danger,  instead  of  giving  the  usual  signals,  he  would  give 
the  bell-cord  a  jerk,  (which  M'ould  apply  every  brake  instantly,)  and  reverse  his  engine.  He  could 
then  jump  off  if  he  chose. 

Sixth. — This  improvement  does  not  interfere  with  the  use  of  the  signal-cord  for  transmitting  signals 
to  the  engineer,  nor  docs  it  interfere  with  the  use  of  the  brakes  by  hand,  even  when  set,  and  ready  for 
use  by  the  bell-cord.  While  the  brake  is  bemg  applied  by  hand,  tlie  engineer  can  release  the  latch  and 
finish  the  work  in  an  instant.  The  connection  of  the  brake  operator  with  the  hand- wheel  can  be 
maintained  constantly  without  interrupting  the  operation  of  either  plan. 

Seventh. — This  apparatus  being  connected  to,  and  identified  with  the  common  brake-shaft  under  the 
hand-wheel,  its  position  is  such,  that  it  is  constantly  seen  by  the  brakeman  or  attendants  of  the  train  ; 
and  if  out  of  order,  the  fact  is  immediately  known,  and  the  remedy  applied.  Thi:j  would  not  be  the 
case  if  it  were  placed  on  the  top,  or  under  the  car,  or  anywhere  out  of  constant  sight. 

Eighth. — Two  brakemen  are  all  that  is  really  necessary  in  a  train  of  any  length,  or  (not  exceeding 
eight  cars)  so  far  as  the  ordinary  stoppages  are  concerned,  while  at  the  same  time,  the  means  are  at 
hand  for  tlie  instant  and  powerful  application  of  every  brake  from  any  part  of  the  train  if  required. 
In  any  such  case  it  would  be  necessary  for  the  brakeman  to  go  to  each  car  and  release  the  brakes. 
Such  emergencies  would  not  of  course  be  of  daily  occuiTence.  and  the  time  required  would  not  exceed 
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a  minute,  ■whict  is  a  matter  of  no  consequence  whatever.  If  brakemen  are  placed  for  every  two  caraj 
as  ordinarily,  the  whole  brakes  could  be  released  in  a  moment  as  now  on  signal. 

The  damage  from  breaking  of  a  chain,  or  rail,  or  wheel,  or  axle,  will  be  greatly  mitigated  on  trains 
where  this  invention  is  used.  In  the  first  place,  in  sudden  danger  the  engineer  does  not  give  the  signals, 
or  if  given  at  all,  they  are  given  hurriedly,  and  perhaps  not  heard  or  understood,  or  if  heard  at  unex- 
pected places,  the  brakeman,  if  on  the  platform,  cannot  avoid  the  temptation  to  look  out  and  see  what 
is  the  matter  ;  if  there  is  an  impending  crash  in  view,  he  cannot  resist  the  inclination  to  jump  off,  or 
at  least  to  get  inside  the  car  ;  no  man  under  the  circumstances  can  deliberately  exert  his  whole  strength 
on  the  platform  ;  the  consequence  is,  that  little  or  nothing  can  be  done  towards  averting  an  accident  by 
the  present  brakes  as  applied  by  hand.  Trains  never  can,  or  never  will,  be  run  without  brakemen 
or  attendants ;  at  least  two  men  are  wanted  besides  the  conductor,  for  baggage  and  brakes  on  trains  of 
four  or  five  cars.  They  are  called  brakemen,  but  the  application  of  the  brakes,  for  all  ordinary  purposes, 
is  a  very  small  portion  of  their  duties.  They  have  to  clean  the  cars,  trim  the  lamps,  examine  the 
boxes,  make  the  fires,  wood  up  at  stations,  take  back  signals,  &c.,  &c.  Just  as  many  men  would  be 
wanted,  supposing  they  would  not  be  wanted  as  brakemen. 

This  apparatus  may  be  described  as  a  mechanical  connection  of  all  the  brakes  of  the  train  in  one  coidrol- 
lirtg  power,  and  that  furnishes  the  means  of  direct  and  instant  application,  perfectly  accessible  from  the  enffine 
or  any  part  of  the  train. 

Carriage  £rate.— Carriages  have  recently  been  constructed  in  a  peculiar  manner  for  a  turnpike  road 
over  the  summit  of  Mount  Washington.  They  are  made  to  stand  at  different  angles,  so  that  the  floors 
are  always  nearly  level ;  and  they  are  provided  with  brakes  operated  at  will  by  the  hand  of  the  driver, 
or  by  the  backward  strain  of  the  horses.  The  brakes  are  operated  by  a  strap  passing  around  a  pulley 
or  ring  in  the  forward  extremity  of  the  pole  or  tongue.  At  every  declivity,  the  carriage  in  crowding 
forward  upon  the  horses,  tightens  the  strap,  and  brings  the  brakes  in  contact  with  the  wheels.  When  it 
becomes  necessary  to  back  the  carriage,  a  bolt  is  dropped  by  the  driver  which  renders  the  brakes  in- 
operative. 

Fig.  581,  represents  a  convenient  form  of  "  Prony's  Friction  Brake,"  a  dynamometrical  instrumevA 
used  to  measure  the  power  applied  to,  and  mechanical  effect  produced  by  a  revolving  shaft,  or  other  re- 
volving part  of  a  machine.  It  consists  of  a  lever,  to  one  end  of  which  a  balance  scale  or  weights  may 
be  attached,  and  of  two  wooden  segments  fitted  to  a  friction  pulley,  keyed  upon  the  revolving  shaft,  and 
which  can  be  tightened  to  it  by  means  of  screw  bolts.  To  measure  by  means  of  this  arrangement, 
the  power  of  the  axis  for  a  given  number  of  revolutions,  the  extremity  of  the  lever  is  weighted,  and  the 
screw  bolts  drawn  up  until  the  shaft  makes  the  given  number  of  revolutions,  and  the  lever  maintains  a 
horizontal  position.  In  these  circumstances  the  whole  mechanical  effect  expended  is  consumed  in  over- 
coming the  friction  between  the  shaft  and  the  wooden  segments,  and  this  mechanical  effect  is  equM  to 
the  work  or  useful  effect  of  the  revolving  shaft ;  as  the  lever  has  free  movement,  it  is  only  the  fric- 
tion acting  in  the  direction  of  the  revolution  that  counterbalances  the  weight  at  the  end  of  the  lever, 
and  the  friction  may  be  deduced  from  the  weight. 

To  calculate  the  power,  multiply  together  the  length  of  the  lever  in  feet,  the  weight  in  lbs,,  the  num- 
ber of  revolutions  of  the  shaft  per  minute,  and  the  number  6.2832  (2  tt)  :  the  result  will  be  the  lbs. 
raised  1  foot  per  minute,  and  this  divided  by  33,000,  is  the  horse  power.  In  order  to  counteract  the 
tendency  of  the  end  of  the  lev«r  to  oscillate,  a  dash  pot  is  used,  having  a  piston  working  in  a  cylindfr 
filled  with  water.     See  Dynamometeb. 


In  "  Eger's  Friction  Brake"  a  cast  iron  friction  ring  is  fastened  by  three  pairs  of  screws  on  any  sized 
shaft  that  will  pass  through  the  ring.  For  the  wooden  segments  an  iron  band  is  substituted,  embracing 
half  the  circumference  of  the  iron  ring.  The  band  ends  in  two  bolts  passing  up  through  a  wooden 
beam,  and  may  be  tightened  at  will  by  means  of  screw  nuts.  To  prevent  the  firing  of  the  wood,  or 
excessive  heating  of  the  iron,  water  is  constantly  supplied  through  a  small  hole  in  the  beam. 

Example.  To  determine  the  mechanical  effect  produced  by  a  water  wheel,  a  friction  brake  was 
placed  in  the  shaft,  and  when  the  water  let  on  had  been  perfectly  regulated  for  six  revolutions  per  min- 
ute, the  weight  G,  including  the  reduced  weight  of  the  instrument,  was  530  lbs. ;  the  leverage  of  thiu 
weight  was  a  =  10.5  feet.     From  these  quantities  the  effect  given  off  by  the  water  wheel  is  deduced. 

L  =  Tr.  6.  10.5.  530  ==  3497  feel.    lbs.  =  G.S"  horse  power. 

BRAN  SEPARATOR.  This  is  the  invention  of  E.  R.  Benton,  of  Milwaukie,  Wisconsui,  and  it  hoj 
been  jdcemed  one  of  no  minor  unportance.  The  following  description  of  its  construction  and  rperatJ^T 
in  connection  with  the  accompanying  engravings,  will  enable  our  readers  fully  to  understand  it 

Fig.  581  13  a  sectional  view,  and  Fig.  5S3  a  sectional  phin,  with  tlie  top  parts  removed  ip  order  nioro 
slainly  to  show  the  parts  represented  in  Fig.  582.    A,  is  the  shaft    B,  the  cylinder,    0.  tl.e  inner  r& 
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volving  shell ;  and  D,  the  outer  or  stationary  shell.  The  cylinder  is  made  by  friiming  staves  of  the 
form,  and  in  the  position  represented  at  1,  2,  3,  &c.,  Fig.  583,  into  corresponding  cast  heads.  The  staves 
thus  forming  the  longitudinal  and  working  surface,  and  wliich  may  be  covered  with  any  kind  of  material 
that  will  make  it  rough  and  durable.  Air  is  let  into  the  cylinder,  the  best  at  tlie  lower  end,  through 
equidistant  holes  around  the  centre,  and  the  quantity  gaged  by  a  circular  revolving  slide,  and  spaces 
between  the  staves  emit  it  to  carry  the  flour  and  other  stuffs  through  the  several  qualities  of  wirecloth 
with  which  the  mner  surface  of  the  revolving  shell  is  covered.     The  cylinder  is  diiven  by  a  b<ilt  and 


pulleys,  as  is  represented  at  the  bottom  of  Fig.  582  ;  and  the  bridge  and  oilpot  for  the  point  and  step, 
and  the  fixture  for  supporting  the  upper  journal-box  of  the  shaft,  are  cast  in  a  piece  with  their  respec- 
tive heads  of  the  outer  shell,  thus  rendering  this  part  of  the  machine  perfect.  The  inner  surface  of  the 
revolving  shell  is  covered  with  the  above-named  wire-cloth.  Thus,  the  space  between  the  top  and  tlie 
bevelled  dividing  ring  E,  Fig.  582,  is  covered  with  a  quality  that  will  let  through  little  else  but  pure 
Hoiu-,  which  falls,  and  by  the  dividing  ling  is  conducted  into  an  endless  trough  I,  attached  to  the 
inner  and  sheet-iron  or  zinc-lined  surface  of  the  stationary  shell,  and  by  the  sweepers  F,  attached 
to  the  revolving  shell,  is  brought  around  and  discharged  at  tlie  spout  G.  The  space  between  the  divi- 
ding rings  E  and  H  is  covered  with  a  quality  that  wUl  discharge  an  inferior  quality  to  the  above,  which 
falls,  as  above  into  the  endless  trough  J,  and  by  the  sweepers  K,  is  brought  around  and  discharged  at 
the  spout  L.  The  space  between  the  dividing  rings  H  and  M  is  covered  with  a  quality  that  will  take 
out  the  fine  particles  of  the  bran,  called  dusting,  which  falls,  as  above,  into  the  endless  trough  N,  and  by 
the  sweepers  0,  is  discharged  at  the  spout  P.  The  space  between  the  dividing  ring  M  and  the  bottom, 
is  covered  with  a  quality  that  will  separate  the  shorts  from  the  bran,  the  shorts  falling  to  the  bottom, 
or  into  the  endless  trough  R,  and  by  the  sweepers  S  is  discharged  at  the  spout  T,  the  bran  passing  down 
inside  of  the  revolving  shell,  and  by  the  arms  U,  of  its  cast  head,  is  swept  around  to,  and  discharged 
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at  the  spout  V.     The  revolving  shell  is  driven  by  a  combination  of  gear-wheeb,  thus :   The  pinion 
above,  on  the  principal  shaft  A,  Fig.  582,  drives  the  wheel  X,  on  the  small  or  centre  shaft  Y,  and  the 

Einion  Z,  on  the  last-named  shaft,  drives  the  projecting  cogged-wheel  rim  a,  cast  in  a  piece  with  the  top 
ead,  which  will  turn  it  the  same  way  with  the  cylinder ;  and  to  turn  it  the  contrary  way,  the  project 
ing  rim  a  must  be  so  large  as  to  circumscribe  and  be  driven  by  the  phiion  Z,  working  into  cogs  upon  its 
inner  periphery,  as  seen  by  the  figures  W,  of  pitch  circles,  the  figures  denoting  the  corresponding  pitch 
cncles  of  the  wheels  and  pinions  in  Fig.  582.  6,  is  a  circular  inclined  plane,  so  calculated  as  to 
lift  a  mallet  or  hammer  to  strike  upon  the  end  of  the  revolving  shell  to  keep  the  cloth  from  clog- 
ging, the  blow  to  be  struck  upon  a  block  resting  upon  its  upper  rim,  and  projecting  up  through  a  cor- 
responding hole  in  the  stationary  head,  as  at  C.  d,  is  a  set  of  cams  on  the  shaft  Y,  which  shake  a 
wire  sieve  e,  that  receives  the  imcleaned  and  unseparated  bran,  shorts,  and  dustings  from  the. bolts,  as 
through  the  spout/,  the  sieve  carrying  off  all  coarse  extraneous  stuff  that  might  injiu-e  the  macliine, 
the  bran  falling  through  the  sieve  and  entering  the  machine  passing  between  the  arms  of  the  upper 
head  of  the  revolving  shell  on  to  the  head  of  the  cylinder. 

BRASS.     See  Metals  and  Allots. 

BRASSES.     A  term  applied  by  mechanics  to  boxes  or  bushings  of  brass. 

BRAZILETTO.     See  Woods,  varieties  of. 

BRAZIL-WOOD.     See  Woods,  varieties  of. 

BRAZING,  the  soldering  together  of  edges  of  iron,  copper,  brass,  &c.,  with  an  alloy  of  brass  and 
tine,  called  spelter  solder. 

BREAD.  The  only  substance  adapted  to  the  making  of  good  fermented  bread  is  the  flour  of  wheat. 
The  essential  constituents  of  wheat  flour  are  starch,  also  called  farina  or  fecula,  gluten,  and  a  little 
albumen.  According  to  Vogel,  100  parts  of  wheat  flour  contain,  of  starch  68  parts,  gluten  24,  gummy 
sugar  5,  and  albumen  1-5 ;  but  these  proportions  vary  with  the  goodness  of  the  wheat. 

The  starch  of  wheat  flour  is  very  nutritive.  Gluten  is  a  mixture  of  vegetable  fibrine,  and  a  small 
quantity  of  a  peculiar  matter  containing  nitrogen,  called  gliadine,  to  which  its  adhesive  properties  are 
due.  The  small  proportion  of  sugar  in  wheat  flour  enables  it  to  ferment  on  being  mixed  with  water, 
without  the  addition  of  yeast.  Thus  the  dough  of  wheat  flour,  by  spontaneous  fermentation,  becomes 
converted  into  leaven. 

During  the  rising  of  the  dough,  carbonic  acid  is  formed  at  every  part,  and  is  prevented  from  escaping 
by  the  gluten,  which  forms  a  kind  of  adhesive  web.  The  formation  of  this  gas  causes  the  dough  to 
swell  in  every  direction,  and  the  particles  of  starch  to  separate,  in  which  condition  the  process  is  arrested 
by  the  heat  of  the  oven,  so  that  when  the  bread  is  cut  open,  it  is  piled  full  of  cavities,  each  of  which  in 
the  dough  contained  a  globule  of  carbonic  acid. 

In  the  preparation  of  wheat  for  the  manufacture  of  bread,  the  ground  grain  is  usually  separated  into 
three  parts,  the ^our,  ihe pollard,  and  the  bran;  the  flour  forms,  on  an  average,  about  three-fourths  of 
the  wheat  ground.  The  white  flour  is  pleasing  both  to  the  eye  and  taste,  and  there  is  a  strong  preju- 
dice in  favor  of  white  bread ;  hence  various  methods  of  bleaching  are  resorted  to,  but  it  is  doubtful  if 
the  whitest  bread,  even  supposing  it  to  be  pure,  is  conducive  to  health  and  economy.  By  rejecting  the 
Iran,  as  we  do  when  using  only  the  finest  flour  for  bread,  we  actually  lose  a  large  amount  of  nourish- 
ment of  the  most  important  kind.  According  to  Liebig,  the  separation  of  bran  from  the  flour  is  rather 
injurious  than  useful  to  nutrition.  By  using  unbolted  flour  for  bread  the  product  is  increased  at  least  one 
fifth.  From  the  several  varieties  of  flour  obtained  by  bolting,  three  kinds  or  classes  of  bread  are  man- 
ufactured. 1.  Wheaten  bread,  or  firsts,  which  is  made  of  the  finest  flour ;  2.  household  bread,  or  seconds, 
which  is  somewhat  coarser;  3.  brown  bread,  thirds,  which  is  made  of  flour  of  various  degrees  of  coarse- 
ness. For  making  firsts,  the  flour  is  entirely  separated  from  the  bran  or  husks  ;  in  the  other  descrip- 
tions the  bran  is  not  entirely  removed,  but  the  coarse  broad  bran  is  separated  from  the  coarsest 
flour. 

The  baker  generally  takes  a  portion  only  of  the  water  which  he  intends  to  employ  in  making  the 
required  quantity  of  dough,  at  a  temperature  of  from  70°  to  100°,  and  containing  a  portion  of  salt 
necessary  to  give  the  bread  its  proper  flavor.  Yeast  is  next  mixed  with  the  water,  and  then  a  portion 
of  flour  is  added,  always  less  than  the  quantity  intended  for  the  finished  dough.  Tlie  mixture  is  cov- 
ered up  and  left  in  a  warm  situation.  In  about  an  hour  this  mixture,  termed  the  sponge,  thus  set  apart, 
begins  to  ferment.  It  swells  out  and  heaves  up,  evidently  in  consequence  of  the  generation  of  some 
internal  elastic  fluid,  which,  in  this  instance,  is  carbonic  acid  gas.  When  no  longer  capable  of  retaining 
the  pent-up  air,  it  bursts  and  subsides.  After  the  second  or  third  rising  aud  dropping  of  the  sponge, 
the  baker  interferes,  otherwise  the  bread  formed  from  this  dough  would  be  sour.  At  this  period  he 
therefore  adds  to  the  sponge  the  remaining  portions  of  flour  and  water  and  salt,  necessary  to  form  the 
dough  into  the  required  consistence  and  size,  and  next  incorporates  all  these  materials  with  the  sponge, 
by  long  and  laborious  kneading.  The  dough  is  left  to  itself  for  a  few  hours,  during  which  time  it  con- 
tinues in  an  active  state  of  fermentation  throughout  its  whole  extent.  After  a  second  kneading,  to 
distribute  the  gas  within  it  as  equally  as  possible  throughout  the  whole  mass,  the  dough  is  weighed  out 
into  portions  requisite  to  form  the  kinds  of  bread  desired.  These  loaves  are  once  more  set  aside  for  an 
hour  or  two  in  a  warm  place,  and  the  continued  fermentation  soon  expands  each  mass  to  about  double 
its  former  volume.  They  are  now  considered  fit  for  the  fire,  and  are  finally  baked  into  loaves,  which 
when  they  quit  the  oven,  are  nearly  twice  as  large  as  when  they  entered  it.  The  gas  contained  in  the 
bread  is  expanded  by  the  heat  throughout  every  part  of  the  loaf,  and  swells  out  its  whole  volume, 
giving  it  the  piled  vesicular  structure.  Thus  a  well-made  and  well-baked  loaf  is  composed  of  an  in- 
finite number  of  cellules,  each  of  which  U  ^lled  with  carbonic  acid  gas,  and  lined  with,  or  composed  of, 
a  glutinous  membrane ;  and  it  is  this  that  communicates  the  light,  elastic,  porous  texture  to  bread. 

Various  arrangements  are  in  use  for  making  bread  by  machinery.  The  usually  laborious  occupation 
of  kneading  and  mixing  the  dough  is  now  perfectly  well  performed  by  mechanical  means,  and  automatic 
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ovens  receive  the  doTip;h  and  return  it  baked  to  the  basket.  Thus  large  quantities  of  perfect  brca<l  are 
made  expeditiously  and  at  a  low  price. 

Tlie  following  is  a  description  of  Berdan's  Automatic  Oven,  in  Brooklyn,  N.  Y. : 

"  The  oven  is  of  brick,  eighteen  feet  long,  nine  feet  broad,  and  thirty-two  feet  high,  having  a  lower 
and  upper  story.  Underneath  the  oven  is  a  furnace,  from  which  the  heat  is  conducted  to,  and  through 
the  oven,  by  means  of  fire-brick  tubes ;  and  the  furnace  is  so  constructed  and  arranged  that,  by  means 
of  a  self-acting  damper  attached  to  a  piece  of  metal,  which  opens  and  shuts  as  the  metal  contracts  and 
expands,  the  heat  in  the  oven  can  be  regulated  and  kept  constantly  at  the  same  temperature.  The 
mercury  stands  at  about  292  degrees.  There  are  four  doors  or  entrances  to  this  oven ;  two  in  the 
lower,  and  two  in  the  upper  story.  Within  the  oven  is  an  eadless  chain,  to  which  arms  are  attached, 
and  upon  which  thirty-two  forms  are  laid,  about  two  feet  apart.  This  chain  can  be  moved  either  by 
hand  or  by  steam  power  (the  latter  being  used  for  convenience  and  economy  in  the  present  case,  there 
being  a  steam  engine  on  the  premises),  and  revolves  perpendicularly  through  the  oven  at  just  that  rate 
of  speed  as  is  required  to  bake  the  bread  with  a  single  revolution ;  and  by  means  of  a  conical  cylinder, 
the  time  of  the  revolution  can  be  regulated  to  the  fraction  of  a  minute.  These  thirty-two  platforms 
support  thirty-two  large  bread-pans.  Outside,  and  by  the  doors  of  the  oven,  are  two  waiting  or  tender- 
cars,  and  all  these  cars  and  oven-doors  are  moved  by  the  same  power  that  moves  the  endless  chain. 

"  When  it  is  put  in  motion,  one  of  the  oven-doors  rises  of  its  own  accord,  an  empty  pan  trundles  out 
of  the  oven,  and  is  placed  upon  the  tender-car,  by  which  it  is  carried  to  a  door  on  the  other  side  of  the 
oven.  A  pan  containing  sixty  loaves  of  dough  is  placed  on  this  car.  The  door  opposite  to  which  the 
car  is,  opens,  and  the  loaded  pan  at  once  moves  into  the  oven ;  the  door  instantly  closes  after  it,  and 
the  pan  commences  its  revolution  upon  the  endless  chain.  Immediately  after  the  close  of  this  door,  the 
other  door  opens,  and  another  empty  pan  moves  out,  is  filled  at  once  with  its  freight  of  dough,  and  then 
takes  its  station,  like  its  predecessor  at  the  first  door,  and  follows  afler  in  the  same  manner  until  the 
thirty-two  cars  are  filled — the  pans  always  entering  at  one  door  and  issuing  at  the  other.  From  the 
time  that  all  the  pans  are  loaded,  a  pan  of  baked  bread  comes  out  and  dumps  itself  at  one  door  of  the 
oven  as  fast  as  the  dough  is  put  in  at  the  other  door." 

At  present  the  ships  of  the  English  navy  are  supplied  with  ship-bread,  or  biscuit,  made  by  machinery, 
before  the  introduction  of  which  they  were  made  by  hand.  In  1833  an  apparatus  was  constructed  for 
this  purpose  by  Mr.  Grant,  of  Gospoit.  The  first  process  is  the  preparation  of  the  dough  for  baking. 
The  meal  is  convtyed  into  a  cylinder  4J  feet  long,  3  feet  2  inches  in  diameter,  and  water  is  let  in  from 
a  cistern  at  the  back  of  the  cylinder,  regulated  by  a  gauge  to  the  exact  quantity  required  for  mixing 
the  meal.  Through  the  centre  of  the  cylinder  is  fitted  a  shaft  armed  with  knives,  and  working  hori- 
zontally. The  shaft  being  set  in  motion,  the  knives  revolve  through  the  meal  and  water.  During  the 
first  half  minute  the  meal  and  water  do  not  appear  to  unite ;  but  after  this  the  dough  begins  to  assume 
a  consistency,  and  in  two  minutes  5  cwt.  of  well-mixed  dough  is  produced.  The  cylinder  is  formed  so 
that  its  lower  half  is  easily  separated  by  means  of  a  wheel  and  pinion  from  the  upper  sides,  thereby 
forming  a  trough  containing  the  dough,  from  which  it  is  removed,  and  placed  under  the  breaking- 
rollers  to  be  kneaded.  These  rollers,  two  in  number,  weigh  1500  pounds  each,  and  are  propelled  from 
off  a  two-throw  crank-shaft  by  means  of  connecting  rods  and  pendulums ;  they  pass  backwards  and 
forwards  over  the  dough  during  five  minutes,  when  the  5  cwt.  of  dough  is  brought  into  a  solid,  perfect, 
and  equal  consistency.  From  the  breaking-rollers  the  dough  is  cut  into  pieces  18  inches  square,  and 
placed  on  boards  6  feet  long  by  3  feet  wide,  which  are  conveyed,  by  means  of  a  line  of  friction-rollers 
connected  by  an  endless  chain,  under  a  second  set  of  rollers,  to  be  rolled  to  the  required  thickness  of 
the  bi.scuit.  The  square  of  dough  being  thus  pressed  out,  so  as  to  cover  the  surface  of  the  board  on 
which  it  is  transferred  under  the  cutting  and  stamping-plate,  is  at  the  same  moment  cut  and  stamped, 
or  docked,  into  42  hexagonal  biscuits,  which,  being  now  complete,  are  at  once  conveyed  to  the  oven  on 
carriages  constructed  for  the  purpose.  The  hexagonal  shape  is  preferred  in  order  that  there  may  be  no 
waste,  the  sides  of  each  biscuit  fitting  accurately  into  those  adjoining.  The  hexagonal  cutters  do  not 
completely  separate  the  biscuits,  so  that  a  whole  sheet  of  them  can  be  put  into  the  oven  at  once,  and, 
after  being  withdrawn,  they  are  broken  asunder  by  hand.  The  grain  for  the  biscuits  is  prepared  at 
the  Government  mills ;  it  is  a  mixture  of  fine  flour  and  middlings.  The  ovens  are  of  wrought  iron, 
with  an  area  of  160  square  feet.  About  112  lbs.  weight  of  biscuits  is  put  into  the  oven  at  ore  time ; 
this  is  called  a  suit,  and  is  reduced  to  about  100  lbs.  by  the  baking. 

The  bake-house  at  Gosport  was  provided  with  one  mixing  machine,  two  breaking-rollers,  four  sheet- 
rollers,  and  four  stampers ;  and  it  was  calculated  that  this  machinery  would  require  eight  men  and 
eight  boys  to  supply  the  nine  ovens ;  that  the  produce  per  hour  would  be  10,000  biscuits,  or  one  ton  of 
bread,  at  a  cost  for  labor  and  other  incidental  expences  of  5^d.  per  cwt.  It  was  found,  however,  in 
practice  that  the  machinery  could  easily  supply  eighteen  ovens,  should  it  be  advisable  to  enlarge  the 
works  to  that  extent.  With  the  exception  of  the  men  employed  in  heating  and  managing  the  ovens, 
no  professional  bakers  are  required,  ordinary  laborers  and  boys  being  fully  competent  to  every  other 
part  of  the  work. 

M.  Lecompte  De  Fontainemoreau,  of  Finsbury,  has  patented  certain  improvements  in  apparatus  for 
kneading  and  baking  bread,  &c.  The  "  apparatus  for  kneading  "  dough  consists  of  a  semi-cylindrical 
trough,  within  which  is  placed  longitudinally  an  axis  or  shaft,  to  which  are  attached  on  the  opposite 
sides  two  rows  of  radial  arms,  the  arms  on  one  side  of  the  shaft  being  placed  opposite  the  spaces  be- 
tween those  on  the  other  side.  The  ends  of  the  arms  of  each  set  are  connected  together  by  rods  parallel 
to  the  shaft  which  carry  short  arms  projeo'.ing  inwards,  and  placed  between  the  long  arms.  The 
shaft  is  driven  by  a  winch  handle,  and  the  action  of  the  arms  when  it  is  in  motion,  effectually  kneads 
the  dough  contained  in  the  trough.  The  "  apparatus  for  baking  "  consists  of  a  circular  oven  provided 
hiternally  with  a  revolving  table,  on  which  are  placed  the  articles  to  be  baked  ;  and  which  table  is  made 
to  rise  or  fail,  as  may  be  required,  to  change  the  temperature.     The  bottom  of  the  oven  is  heated  bj 


190 


BREAKWATER. 


I  tubular  flues,  under  tlie  movable  table ;  the  sides  by  vertical  flues,  which  lead  from  the  fire-place  tf 
the  top  of  the  oven,  where  space  is  left  for  the  heat  to  circulate  over  the  whole  of  it.  Above  the  top 
flue,  which  is  formed  by  two  plates  of  metal,  the  oven  is  covered  with  earth,  except  at  one  part,  where 
is  fixed  a  receptacle  to  contain  water  for  the  service  of  the  kneading  apparatus ;  such  water  being 
heated  by  the  flames,  &c.,  passing  through  the  flue  on  the  top  of  the  oven.  A  thermometer  applied  to 
the  exterior  shows  the  degree  of  heat,  and  dampers  are  provided  for  its  regulation. 

The  following  improvements  in  bread  and  biscuit  machinery  are  patented  by  Mr.  Exall,  of  Reading, 
For  kneading  flour  into  dough  he  uses  a  hollow  screw,  or  spiral  bar  of  iron,  revolving  in  a  cylinder  or 
tube.  The  materials  to  be  kneaded  are  supplied  by  a  hopper  at  one  end  of  the  cylinder,  which  is  hori- 
zontal, and  forced  out  at  the  opposite  end  through  a  mouth-piece  of  any  suitable  form  of  orifice.  The 
kneaded  dough,  previously  passed  through  a  pair  of  roughing  rolls,  is  placed  on  a  feed-table,  and  sup- 
plied in  a  sheet  of  any  desired  thickness  by  a  pair  of  rollers  to  a  travelling  web,  which  carries  it 
successively  under  the  operation  of  marking  or  stamping  dies,  and  cutters,  having  a  reciprocating  verti- 
cal motion,  by  which  the  dough  is  stamped  and  cut  into  the  form  of  biscuits,  which  are  then  transferred 
to  the  oven.  When  the  biscuits  are  round  and  cut  to  waste  from  the  sheet  of  dough,  the  apparatus  is 
80  arranged  as  to  separate  the  detached  fragments,  and  prevent  their  going  into  the  oven  with  the 
rest. 

A  new  form  of  oven  is  used,  in  which  the  baking  is  effected  in  the  interior  of  a  series  of  horizontal 
tubes,  set  like  gas  retorts  above  a  fire,  or  in  a  flue,  and  open  at  either  one  or  both  ends,  but  provided 
with  suitable  doors  for  keeping  the  same  closed  during  the  operation  of  baking. 

BREAKWATER.  A  kind  of  artificial  embankment,  dike,  or  rampart,  formed  of  large  stones,  and 
erected  for  the  purpose  of  protecting  the  entrances  of  harbors,  also  roadsteads,  from  the  effects  of 
violent  winds,  by  breaking  the  force  of  the  waves  of  the  sea ;  the  shipping,  moored  behind  them,  lying 
perfectly  secure. 

The  most  celebrated  works  of  this  description  are  those  of  Cherbourg,  in  France,  and  Plymouth,  in 
England. 

That  of  Cherbourg  was  the  first  executed,  having  been  begun  in  the  year  1183:  the  building  of  the 
wall  was  commenced  upon  upright  cones  of  timber,  and  each  cone  was  intended  to  have  been  about 
150  feet  diameter  at  the  base,  60  feet  at  the  top,  and  about  60  or  70  feet  high,  the  depth  of  water  at 
spring-tides,  in  the  line  in  which  they  were  sunk,  varying  from  56  to  10  feet;  they  were  also  intended 
to  have  been  filled  with  stones  to  the  top,  and  after  allowing  some  time  for  settlmg,  the  masonry  was 
intended  to  have  been  commenced  upon  them ;  but  a  few  of  these  cones  only  were  constructed,  when, 
in  consequence  of  the  difliculty  of  the  undertaking,  the  whole  was  covered  with  large  stones,  thrown  in 
at  random.  This  breakwater  is  10  feet  above  the  highest  tides,  and  has  a  roadway  or  platform  20  feet 
wide  on  the  side  next  the  shore,  a  parapet-wall  being  built  upon  it  on  that  next  the  sea. 

The  Plymouth  breakwater  was  commenced  in  1812.  It  is  composed  of  blocks  of  stone,  1^  to  2  and 
3  tons  weight,  and  consists  of  a  central  part,  1000  yards  long;  and  two  wings,  each  350  yards  long, 
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Plan  of  Plymouth  Breakwater. 

directed  towards  the  sea,  and  forming  angles  of  158°  with  the  centre  portion.  A  transverse  section 
taken  thi-ough  the  breakwater  shows  an  average  base  of  290  feet,  and  the  breadth  at  the  top  is  48  feet, 
with  an  average  depth  of  water,  at  low  spring-tides,  of  36  feet ;  the  side  next  the  sea  is  sloped  in  the 


Section  of  Plymouth  Breakwater.— A  A,  high-water  sprmg  tides.    B  B,  low-water  spring  tides.    D,  the  fore-shore. 

proportion  of  1  perpendicular  to  1  horizontal,  and  the  side  next  the  land  is  1  to  5 ;  these  sides  were 
not  mtcnded,  originally,  to  liave  had  so  great  a  slope,  but,  in  consequence  of  the  violence  of  the  waves 
during  its  construction,  it  was  thougBt  proper  to  increase  them,  as  executed. 

The  stone  was  raised  in  large  blocks,  some  of  which  contained  10  tons,  and  were  thrown  mto  the 
sea,  in  the  direction  set  out  lor  the  breakwater,  care  being  taken  that  the  greater  number  were  de- 
posited  upon  the  outer  slope.  After  a  number  of  these  large  masses  had  been  lowered,  a  smaller 
class  of  stones,  quarry  rubbish,  rubble,  and  lime-screenings,  were  thrown  in  to  fill  up  the  mtersticea, 
and  close  all  the  cavities ;  these  found  their  position,  by  tlie  action  of  the  sea,  and  the  great  mass  be- 
came, as  it  advanced,  perfectly  wedged  together. 
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BREAKWATER.  Fig.  58G  represents  a  form  often  given 
to  the  pavement  of  the  glacis  or  sea  slope  of  a  breakwater. 
The  stones  should  be  of  sufficient  size  to  resist  the  action  of 
the  sea. 

BREAST.     In  mining,  the  face  of  coal-virorkings. 

BREASTS.  The  name  given  to  the  bushes  connected 
with  small  shafts  or  spindles. 

BREAST  WALL.  A  wall  built  up  breast-high,  as  a  par- 
apet-wall, or  a  retaining- wall,  placed  at  the  foot  only  of  a  Section  showing  the  Breakwater  Glacis. 


BREAST  WHEEL.  A  water-wheel  which  receives  its  motion  from  a  stream  of  water  flowing  on  to 
the  breast  or  side  of  it,  and  then  descending,  bears  by  its  weight  upon  the  lower  part  of  the  wheel  See 
Water-Wheel. 

BRICK.  An  artificial  preparation  of  clay,  sand,  and  ashes,  burnt  in  a  kiln,  or  clamp,  and  used  for 
buildino-,  and  for  other  purposes  ;  good  brick  earth  is  also  sometimes  found  in  a  natural  state.  A  good 
brick  is  about  8|  inches  long,  4^  inches  wide,  and  2k  inches  thick,  when  burnt. 

Bricks  appear  to  have  been  used  for  architectural  purposes  at  a  very  remote  period,  as  we 
learn  from  the  Scriptures  that  the  Israelites  were  employed  to  make  bricks  in  Egypt ;  and  some 
of  the  most  durable  of  the  Greek  and  Roman  monuments  which  have  come  down  to  us,  are  wholly, 
or  in  great  part,  constructed  of  this  material.  In  the  East  they  bake  their  bricks  in  the  sun ;  the 
Romans  used  them  crude,  only  leaving  them  a  long  time  in  the  air  to  dry,  about  four  or  five 
years.  In  modern  times,  brick-making  is  nowhere  carried  to  greater  perfection  than  in  Holland, 
where  most  of  the  floors  of  the  houses,  and  frequently  the  streets,  are  paved  with  excellent  and  very 
durable  bricks.  Loam  and  marl  are  in  England  considered  the  best  materials  for  bricks.  The  for- 
mer is  a  natural  mixture  of  sand  and  clay,  which  may  be  converted  at  once  into  bricks ;  marl  is  a 
mixture  of  limestone  and  clay  in  various  proportions.  The  neighborhood  of  London  is  remarkably 
adapted  for  the  making  of  bricks,  the  soil  of  the  whole  surrounding  country  being  clay  at  a  certain 
depth,  generally  below  a  bed  of  gravel,  and  the  bottom  of  the  Thames  yielding  the  sand  wiiich  is  used 
in  tills  manufacture ;  but  great  practical  carelessness  seems  to  pervade  the  whole  business  as  conducted 
there.  The  following  is  a  description  of  the  process  as  it  is  usually  conducted  around  the  me- 
tropolis: The  earth  is  dug  up  in  the  autumn,  and  smTered  to  remain  in  a  heap  until  the  next 
spring,  that  it  may  be  well  penetrated  by  the  air,  and  particularly  by  the  winter  frosts,  which,  by 
pulverizing  the  more  tenacious  particles,  greatly  assists  the  operations  of  mixing  and  tempering.  In 
making  up  tliis  heap  for  the  season,  the  soil  and  ashes,  or  sand,  are  laid  in  alternate  layers  or  strata, 
each  stratum  containing  such  a  thickness  as  the  stiffness  of  the  soil  may  admit  or  require.  In  temper- 
ing the  earth,  much  judgment  is  required  as  to  the  quantity  of  sand  to  be  thrown  mto  the  mass,  for  too 
much  renders  the  bricks  heavy  and  brittle,  and  too  little  leaves  "-hem  liable  to  shrink  and  crack  in  the 
burning.  The  addition  of  sea-coal  ashes,  as  practised  about  London,  not  only  makes  it  work  easy,  but 
saves  fuel,  as  when  the  mixture  is  afterwards  suflBciently  heated  these  bricks  are  chiefly  burned  by  the 
fuel  contained  in  the  clay.  When  the  brick-making  season  arrives,  the  heap  is  dug  up,  the  stony  parti- 
cles carefully  removed,  and  the  mass  properly  tempered  by  a  thorough  incorporation  and  intermixture 
of  tlie  materials,  with  the  addition  of  as  little  water  as  possible,  so  as  to  form  a  tough  viscous  paste. 
If,  in  this  operation,  too  mucli  water  be  used,  the  paste  will  become  almost  as  dry  and  brittle  as  the  soil 
of  which  it  is  composed.  In  order  more  effectually  and  regularly  to  mix  the  loam  and  ashes,  it  is  now 
generally  performed  in  a  sort  of  mill,  named  a  pug-milL  This  consists  of  a  large  tub  or  tun,  fixed 
perpendicularly  in  the  ground,  and  having  an  upright  bar,  fitted  with  knives,  placed  obliquely.  The 
upright  bar  is  tm'ned  by  a  horizontal  lever,  to  which  a  horse  is  attached,  and  tlie  soil  bemg  put  in  at 
top,  is,  by  the  revolution  of  the  knives,  forced  tlu-ough  a  hole  in  the  side  of  the  tub  near  the  bottom, 
whence  it  is  removed  to  the  mould-table,  which  is  placed  under  a  moveable  shed,  and  is  strewed  with 
dry  sand.  A  girl  rolls  out  a  lump.somewhat  larger  than  the  mould  will  contain.  The  moulder  receives 
this  lump  from  the  girl,  throws  it  into  his  mould  previously  dipped  in  dry  sand,  and  with  a  flat  smooth 
stick  about  8  inches  long,  kept  for  the  purpose  in  a  pan  of  water,  he  strikes  off  the  overplus  of  the  soil ; 
he  then  turns  the  brick  out  of  the  mould  upon  a  thin  board  rather  larger  than  the  brick,  upon  which  it 
is  removed  by  a  boy,  who  places  it  on  a  light  barrow  of  a  particular  construction,  which  being  loaded 
with  a  certain  number  of  bricks,  they  are  sprmkled  with  sand,  and  wheeled  to  the  hacks.  The  hacks 
for  drying  are  each  wide  enough  for  two  bricks  to  be  placed  edgewise  across,  with  a  passage  between 
the  heads  for  the  admission  of  the  air,  to  facilitate  the  circulation  of  which  the  bricks  are  usually  laid 
in  an  angular  direction.  Tlie  hacks  are  usually  carried  eight  bricks  high ;  the  bottom  bricks  at  the  ends 
are  usually  old  ones.  In  showery  weather  the  hacks  must  be  carefully  covered  with  wheat  or  rye  straw, 
unless  slieds  or  roofs  be  built  over  the  hacks,  as  is  done  in  some  parts  of  tlie  country,  but  in  London 
thia  is  impracticable,  from  the  very  great  extent  of  the  grounds.  In  fine  weather  the  bricks  will  be 
ready  for  turning  in  a  few  days,  in  doing  which  they  are  reset  more  open  than  at  first,  and  in  six  or 
eight  days  more  they  will  be  ready  for  burning.  In  the  vicinity  of  London  bricks  are  commonly  burned 
in  chmips.  In  building  the  clamps,  the  bricks  are  laid  after  the  manner  of  arqlies  in  the  kilns,  with  a 
vacancy  between  every  two  bricks  for  the  fire  to  play  tlirough.  The  flue  is  about  the  widtli  of  a  brick, 
carried  straight  up  on  both  sides  for  about  three  feet ;  it  is  then  nearly  filled  with  dry  bavins  or  wood, 
.in  which  is  laid  a  covering  of  sea-coal  and  cinders,  (or,  as  they  are  termed,  breeze ;)  the  arch  is  then 
overspanned,  and  layers  of  breeze  are  strewed  over  the  clamp,  as  well  as  between  the  rows  of  bricks. 
When  the  clamp  is  about  six  feet  wide,  another  flue  is  made  in  every  respect  similar  to  the  first.  This 
is  repeated  at  every  distance  of  six  feet  throughout  the  clamp,  which,  when  completed,  is  surrounded  with 
old  bricks,  if  there  be  any  on  the  grounds,  if  not,  with  some  of  the  driest  of  the  unbaked  ones  reserved 
or  the  purpose ;  on  the  top  of  all,  a  thick  layer  of  breeze  is  laid.     The  worA  is  then  kindled  wliich  sets 


192 


BRICK-MAKING. 


fire  to  the  coal ;  and  when  all  is  consumed,  which  will  he  in  about  twenty  or  thirty  days  if  the  weather 
be  tolerable,  the  bricks  are  concluded  to  be  sufficiently  burned.  To  prevent  the  fire  burning  too  furiously, 
the  mouths  of  the  flues  are  stopped  with  old  bricks,  and  the  outside  of  the  whole  clamp  plastered  with 
clay ;  and  against  any  side  particularly  exposed  to  the  rain,  d'C,  screens  are  laid,  made  of  reeds  worked 
into  frames  about  six  feet  high,  and  of  a  width  to  admit  of  being  moved  about  with  ease.  This  is  the 
mode  of  manufacturing  the  ordinary  descriptions  of  bricks ;  but  the  superior  sort,  termed  washed  malms 
or  marls,  are  tempered  with  greater  care  'and  attention.  For  this  purpose  a  circular  recess  is  built  about 
four  feet  high,  and  from  ten  to  twelve  feet  diameter,  paved  at  bottom,  with  a  horse-wheel  placed  in  its 
centre,  from  which  a  beam  extends  to  the  outside  for  the  horse  to  turn  it  by.  The  earth  is  then  raised 
to  a  level  with  the  top  of  the  recess,  and  forms  a  platform  for  the  horse  to  walk  upon.  Contiguous  to 
the  recess  a  well  is  formed  for  supplying  the  recess  with  water,  wliich  is  raised  by  a  pump  v/orked  by 
the  horse-wheel.  A  harrow  made  to  fit  the,  interior  of  the  recess,  thick  set  with  long  ii'on  teeth,  and 
vrell  loaded,  is  chained  to  the  beam  of  the  wheel  to  which  the  horse  is  harnessed.  The  soil  prepared 
hi  the  Ijcip  in  tlie  usual  manner  is  brought  in  ban'ows,  and  distributed  regularly  round  the  recess,  and 
a  quantity  of  chalk  is  added,  and  a  certain  portion  of  water ;  and  the  horse  being  set  in  motion,  drags 
the  haiTow,  wliich  forces  its  way  into  the  soil,  admits  the  water  into  it,  and  by  tearing  and  separating 
the  particles,  not  only  mixes  the  ingredients,  but  also  afibrds  an  opportunity  for  stones  and  other  heavy 
niaiters  to  fall  to  the  bottom.  Fresh  clay,  chalk,  and  water,  continue  to  be  added  until  the  recess  is 
full.  On  one  side  of  the  recess,  and  as  near  it  as  possible,  several  hollow  square  pits  are  prepared  about 
18  inches  or  2  feet  deep.  The  soil,  reduced  to  a  kind  of  liquid  paste,  is  dischai-ged  from  tiie  recess  by 
a  sluice,  and  conveyed  by  wooden  troughs  to  the  pits.  In  these  pits  the  fluid  soil  diffuses  itself,  settUng 
of  an  equal  thickness,  and  remains  until  wanted  for  use,  the  superfluous  moisture  being  drained  or 
evaporated  away  by  exposure  to  the  atmosphere.  The  remainder  of  tlio  process  is  the  same  as  for  the 
common  sort  of  bricks.  In  the  country,  bricks  are  always  burned  in  kilns,  whereby  much  waste  is  prevented, 
less  fuel  is  consumed,  and  the  bricks  are  more  expeditiously  burned.  A  kiln  is  usually  1 3  feet  long  by  1 0 
feet  6  inches  wide,  about  12  feet  in  height,  and  will  bum  20,000  bricks  at  a  time.  The  walls  are  about 
14  inches  square,  and  incline  inwards  towards  the  top.  The  bricks  are  sot  on  flat  arches,  having  holes 
left  between  them  resembling  lattice-work.  The  bricks  being  set  in  the  kiln,  and  covered  with  pieces 
of  broken  bricks  or  tiles,  some  wood  is  put  in  and  kindled  to  dry  them  gradually;  this  is  continued  till 
the  bricks  are  pretty  dry,  which  is  known  by  the  smoke  turiang  from  a  darkish  to  a  transparent  color. 
The  burning  then  takes  place,  and  is  effected  by  putting  in  brushwood,  furze,  heath,  faggots,  &e. ;  but 
before  these  are  put  in,  the  mouths  of  the  kiln  are  stopped  with  pieces  of  brick  called  sh'inlog,  piled 
one  upon  another,  and  closed  over  with  wet  brick-earth.  This  shinlog  is  carried  just  high  enough  to 
leave  room  sufficient  to  thrust  in  a  faggot  at  a  time  ;  the  fire  is  tlien  made  up,  and  continued  till  the 
arches  assume  a  whitish  appearance,  and  the  flames  appear  through  the  top  of  the  kiln,  upon  which  the 
fire  is  slackened,  and  the  kiln  cooled  by  degrees.  This  process  is  continued,  alternately  heating  and 
slacRening,  till  the  bricks  are  thoroughly  burned,  which  is  usually  in  the  space  of  forty-eight  hours.. 
Many  attempts  harve  been  made  of  late  years  to  supersede,  by  the  aid  of  machinery,  a  portion  of  the 
manual  labor  now  employed  in  the  manufacture  of  bricks. 

BFJCK-MACHINE.     Fig.  587  is  a  representation  of  Stephen  Ustick's,  for  Moulding  aud  Pressing 
Bricks  from  untempered  clay 

587. 


A  A,  frames,  between  which  the  cams 
B  C  and  the  centre  shaft  J)  are  firmly 
bolted. 

BC,  cams  which  give  the  pressure  to 
the  outer  pistons. 

D,  centre  shaft  on  which  the  wheel  of 
moulds  revolves. 

E,  cam-wheel  on  the  centre  shaft  D, 
which  gives  the  pressure  to  the  inner 
pistons. 

F,  cam-wheel  on  side  shaft,  above  the 
cam-wheel  E,  which  gives  motion  to 
the  fillers.  The  vi(jw  of  this  cam- 
wheel  is  obstructed  by  the  receiver. 


G,  the  pinion  on  the  driving-shaft. 

G,  revolving  wheel  on  the  slr.iftD,  hav- 
ing pairs  of  parallel  arms  to  which 
the  moulds  are  bolted,  and  between 
which  the  pistons  slide. 

H,  the  moulds. 

I  f,  pistons  which  condense  the  clay. 

K,  the  fillers  which  supply  the  moulds 
with  clay. 

L,  the  hoppers  above  the  fillers. 

M,  a  light  cam,  which  brings  the  outer 
piston  out  of  the  mould  after  tho 
brick  is  pressed,  while  the  inner  one 
is  thrust  through  the  mould,  ciury- 


ing  the  brick  with  it,  !_.      ;     .         u 

of  the  cam-wheul  E. 
N,  a  perpendicular  cam  which  operates 

the  plunger  O,  to  discharge  the  bricks 

from  the  pistons. 
P  P,  cams  which  bring  the  pistons  into 

the  moulds. 
Q,  annular  receiver,  into  which  the  cL^y 

falls  from  the  pulveriser. 
It,  openings  in  the  bottc  m  of  the  re- 
ceiver commiu\ica'.ing  (vith  the  hop- 

l)crs  h. 
S,  scraper  which  fills  tbc  noppcra 
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After  the  first  pressure  is  given  to  the  clay,  which  commences  when  the  outer  piston  is  at  the  front 
end  of  the  cam  B,  the  air  is  let  off  of  the  brick  by  the  filler,  (the  front  end  of  wliich  is  a  false  top  to  the 
mould,)  moving  inwards,  leaving  the  upper  part  of  the  brick  bare  for  the  condensed  air  to  escape ;  it 
then  moves  back  to  its  place  before  the  piston  reaches  the  back  end  of  the  cam  C,  and  then  the  second 
pressure  is  given  to  the  brick,  without  any  loss  of  time,  as  a  brick  is  made  in  each  mould  in  every  rev- 
olution of  the  wheel. 

From  the  full  explanation  of  the  different  parts  of  the  machine,  and  their  functions,  and  by  reference 
to  the  figure,  it  will  readily  be  seen  that  it  is  simple  in  its  construction,  as  all  the  motions  to  the  pistons 
and  tillers  are  given  hy  stationary  cams  as  the  wheel  of  the  mould  rotates.  The  pressing  cams  give  a 
powerful  progressive  pressure — the  same  in  effect  as  that  given  by  toggle-joint  levers. 

Fig.  588  is  a  representation  of  Messrs.  Choice  and  Gibson's  brick-making  machine,  a  a  a  a  is  an 
upright  frame,  with  cross  beams  at  top  and  bottom;  6  c  "are  two  vertical  shafts,  carrying  two  hori- 
zontal spur-wheels  d  and  e,  the  teeth  of  which  take  into  one  another ;  tl;ese  are  put  in  motion  by  the 
horse-shaft  J",  or  any  other  convenient  power.  Near  the  bottom  of  the  shaft  b,  is  fixed  a  large  cast-iron 
collar  ff,  having  three  deep  mortises  ;  into  each  of  these  the  end  of  an  iron  arm  h  is  fitted,  with  a  bolt 


passing  through  them  to  form  a  centre,  as  in  avhinge-joiut.  To  the  other  extremity  of  each  of  the  arms 
//.  is  firmly  fixed,  by  screw-bolts,  a  cast-iron  mould-box  i,  having  thi-ee  divisions  for  three  bricks,  in  wliich 
work  three  stocks  or  false  bottoms,  liavlng  upright  bolts  passing  through  iioles  in  the  top.  By  the  rev- 
olution of  the  shaft,  these  mould- boxes,  with  their  arms,  are  successively  cairied  up  and  orer  the 
risers  kkJ:,  which  form  circular  cm-ves  in  the  plan,  and  appear  so  in  the  perspective,  but  arc  in  reality 
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inclined  planes.  At  /,  near  the  bottom  of  tlie  shaft,  is  a  small  bevciled  •wheel,  which  actuates  r.  pinioc 
fixed  on  the  spindle  of  the  drum-wheel  m  that  passes  under  tlie  floor  of  the  machitie ;  an  endless  strap 
passing  round  the  drum  ?«,  and  another  placed  at  the  required  distance,  continually  carries  the  bricka 
forward  to  their  destination  as  fast  as  they  are  made,  and  deposited  upon  it.  o  is  a  crank  or  lever, 
attached  by  a  joint  to  the  framing,  as  shown,  at  the  upper  end  of  wliich  is  fixed  a  roller ;  by  the  revolution 
of  the  wheel  above  the  three  circular  bars  or  cams,  rrr,  attached  to  the  wheel,  successively  act  upon 
the  roller,  and  depress  the  crank  o,  which  first  raises  the  rod  and  weight  q,  and  afterwards,  as  soon  as  the 
crank  is  relieved  of  the  pressure,  allows  it  to  drop  and  strike  the  mould-boxes,  by  which  the  bricks  are 
(hscharged  out  of  them,  s  is  a  box  of  cast-iron,  containing  water,  into  which  the  mould-boxes  dip ;  t  is 
a  cushion,  upon  which  they  next  fall  in  succession,  by  which  the  superfluous  water  is  talcen  off;  nudj  is 
a  box  of  dry  sand,  into  which  the  moidd-boxes  afterwards  fall,  their  surfaces  bcoming  in  consequence 
slightly  coated  with  sand  previous  to  becoming  charged  with  clay.  Tlie  horizontal  wheel  e  worked  by  d 
actuates  the  shaft  c  bearing  the  knives  in  the  pug-mill.  At  the  lower  end  of  the  shaft  c  is  fixed  the 
large  circular  revolving  bottom-plate  u,  the  peripliery  of  which  being  furnished  with  teeth  or  cogs,  as 
shown,  take  into  the  teeth  of  a  circular  revolving  plate  v,  over  which,  as  the  mould-box  passes,  the  lower 
surface  of  tlie  bricks  becomes  smoothed.  At  a^  is  a  small  frame,  working  up  and  down  in  a  casing,  with 
a  pulley  and  counterbalance  weight,  like  a  sash  window ;  it  is  I'aised  by  the  crank  1/  as  each  mould-box 
passes,  when  three  little  boards  are  placed  across  the  frame  by  a  boy,  for  the  reception  of  the  bricks. 
When  these  are  deposited  by  the  means  described,  the  frame  drops  below  the  level  of  the  endless  strap 
n  ;  the  latter  then  receives  them,  and  carries  them  ofl:'  to  their  destination.  At  2  is  fixed  a  flat  box, 
which  acts  as  a  gage  to  regulate  the  thickness  of  the  stratum  of  clay  revolving  upon  the  bottom  plate  n 
of  the  pug-mill.  The  operation  of  this  machine  is  as  follows :  the  clay  beuig  worked  in  the  ordinary 
manner  through  the  pug-mill,  it  passes  out  at  the  mouth,  (not  shown,  being  on  the  opposite  side,)  from 
thence  under  a  flap  which  partly  regulates  the  quantity  on  the  bottom  plate,  and  next  under  the  gage, 
which  determines  it  precisely.  A  mould-box  having  passed  over  the  highest  inclined  plane  or  riser  k, 
first  fulls  on  the  stratum  of  clay,  and  chops  out  three  bricks,  filling  the  moulds  therewith  by  the  false 
bottoms  rising  up  to  the  determhied  point  from  t^ie  pressure  of  the  clay  against  them ;  the  moulds,  with 
the  bricks  in  them,  then  slide  over  the  polishing  plate  r,  (which  is  kept  wet  by  water  constantly  dripping 
upon  it  from  a  tub ;)  from  thence  the  moulds  pass  on  to  tlie  frame  x,  when  the  weight  q  strikes  against 
the  protruded  bolts  of  the  false  bottoms,  and  pushes  out  tlie  bricks  upon  the  boards  on  the  frame ;  the 
frame  then  descends  two  or  three  inches  by  their  weight,  and  delivers  the  boards  upon  the  endless  strap, 
whicli,  being  constantly  in  motion,  carries  the  bricks  away  to  be  deposited  on  the  hacks.  The  mould-box 
being  discharged,  is  then  carried  upon  its  roller  up  the  firist  riser  k,  drops  into  the  water,  thence  rises 
again,  falls  upon  the  cushion,  next  into  the  sand-box,  whence  ascending  again,  the  highest  inclined  plane 
being  duly  prepared,  it  falls  again  upon  the'  bottom  plate  of  the  pug-mill,  and  chops  out  three  more 
bricks,  during  Avliich  period  each  mould-box  has  operated  in  a  similar  manner. 

We  shall  now  proceed  to  describe  the  brick-making  machinery  invented  by  Mr.  Leahy,  and  erected 
by  him  for  the  Patent  Brick  Company ;  it  is  represented  in  the  succeeding  figure,  a  is  the  main 
horizontal  shaft  in  direct  communication  with  the  steam-engine  or  other  first  mover ;  6  is  a  hopper- 
formed  vessel,  teciinically  termed  the  pug-mill,  in  which  the  clay  and  other  materials  are  tempered  and 
mixed  up :  it  is  for  this  purpose  furnished  with  cross  hon  bars,  or  blades  of  steel ;  part  of  those  are 
firmly  fixed  to  tlie  hollow  vertical  shaft  c,  and  the  remainder  bolted  to  the  sides  of  the  pug-mill,  and 
they  are  so  arranged,  that  those  fixed  to  the  shaft  cut  in  as  they  revolve  between  the  others.  The 
clay  is  delivered  into  the  hopper  or  pug-miU  by  an  endless  chain  of  buckets,  (in  the  same  man- 
ner as  ballast  is  raised ;)  it  is  then  cut  up  and  tempered  by  the  knives  and  bars  in  the  pug-mill,  and 
gradually  descending,  it  falls,  or  rather  is  forced  by  the  superincumbent  pressure  upon  the  circular 
inclined  plane  d,  which  consists  of  a  single  thread  or  spiral  turn  of  a  very  large  screw,  occupying  the 
whole  internal  s])ace  of  the  lower  cylindrical  end  of  the  mill,  where  it  is  exhibited  in  section.  This 
screw  or  circular  inclined  plane  is  fixed  to  the  central  shaft  passing  longitudinally  the  hollow  shaft,  and 
a  slow  reversed  motion  is  given  to  it,  by  means  of  an  intermediate  wheel  acting  upon  pinions  in  tlie 
upper  part  of  the  frame.  The  blades  on  the  hollow  shaft  revolve  in  the  pug-miU  at  the  rate  of  fifteen 
turns  in  a  minute,  griniling  and  dividing  the  materials  much  more  completely  tlian  in  tlie  ordinary'  mode 
of  brick-making.  In  tliis  attenuated  state  the  materials  are  forced  upon  the  circular  inclined  plane  of 
the  screw,  and  as  this  slowly  revolves  in  a  contrary  dii'ection  at  the  rate  of  five  turns  in  a  minute,  it 
takes  hold  of  the  clay,  (by  a  peculiar  adaptation  not  easily  described,)  and  forces  it  out  of  the  mill  in 
a  very  compact  state,  into  a  receptacle  below :  of  this,  one  side  is  always  in  immediate  contact  with  the 
moulds,  and  those  two  sides  which  are  at  right  angles  to  the  former  side  are  closed  by  iron  cheeks, 
between  which  the  lever  or  forcing  flap  n  acts  by  pressure,  and  fitting  closely,  prevents  the  escape  of 
the  clay,  so  that  it  can  only  pass  uito  the  moulds,  lliese  moulds  are  placed  roimd  the  periphery  of  a 
circular  frame  r,  made  of  flat  iron  rings,  fixed  upon  bars  or  spokes,  and  turning  upon  a  ^fixed  shaft 
Tliere  are  twenty-five  of  these  moulding-boxes  in  one  circle ;  but  as  the  frame  e  may  be  of  any  breadtli, 
it  may  contain  twice  twenty-five  or  tlirice  twenty- five  on  the  circumference  of  the  cylinder,  provided 
that  the  engine  is  capable  of  affording  sufficient  power  or  force  to  cut  or  mould  so  many  bricks  at  each 
revolution.  Each  moulding-box  is  furni>lied  with  a  false  or  moveable  lx)ttom,  to  which  rods  are 
attached,  for  the  purpose  of  pushing  out  the  brick  when  moulded,  and  drawing  back  the  bottom  to  its 
place  to  receive  a  fresh  portion  of  tlic  clay.  The  manner  in  wliich  these  operations  are  performed  is 
extremely  simple  and  ingenious.  Tlie  ends  of  each  of  the  moulding-box  rods  are  bent  at  right  angles, 
and  an  eccentric  piece  /  is  so  fixed,  that,  as  the  moulds*revolve,  and  at  the  moment  tliat  tlie  surfiice  of 
each  is  coTered  by  being  in  contact  with  the  clay,  it  gradually  draws  back  the  false  bottom,  and  with 
it  the  clay,  wliich  is  also  urged  on  by  the  circular  uiclined  plane  d;  and  to  render  the  bricks  solid  and 
compact,  a  powerful  pressure  is  applied  to  them  by  means  of  the  flap  forcer  n,  to  which  a  backward 
and  forward  motion  is  given  by  the  thrusting  of  a  rod  attached  to  a  revolving  crank.  The  moulding- 
boxes,  isrziucdtatcly  they  are  thus  filled,  are  subjected  aliernately  ^o  the  action  of  a  steel  scraper,  wlvich 
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levels  and  smooths  their  surface,  and  is  made  to  operate  by  the  pressure  of  springs.  The  bricks,  no^v 
completely  formed  and  fast  in  their  moulds,  pass  downwards  in  their  revolution,  which  brings  the  ends 
of  the  rods  under  the  operation  of  a  cylmdrical  roller,  with  grooves  made  round  it  at  equal  distances  •, 
into  these  grooves  the  ends  of  the  rods  successively  pass,  wliich,  in  their  revolution,  force  out  the  rods, 
and  thereby  push  out  the  bricks  from  the  moulds  on  to  boards  placed  underneath  to  receive  them. 
The  bricks  thus  made  are  carried  forward  to  the  hacks  or  drying-house,  upon  an  endless  web  or  chain  i  i, 
to  which  a  continued  motion  is  communicated  by  tlie  revolution  of  the  iwo  polygonal  drums  or  wheels 
it  k,  placed  at  tlie  requisite  distance  asunder.  Tlie  upper  part  of  the  engraving  shows  a  side  elevation 
of  the  machine,  and  the  lower  part  a  section  of  it ;  and  although  these  views  serve  to  give  a  general 
Idea  of  the  construction  of  the  apparatus,  it  has  been  impracticable  to  show  the  gearing  by  which  thr 
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several  motions  are  produced ;  we  will  therefore  attempt  to  describe  it  as  follows : — Upon  the  horizontal 
shaft  a,  (which  makes  2^  revolutions  per  minute,)  is  fixed  a  toothed,  bevelled  wheel,  which  drives  a 
bevelled  pinion  on  an  upright  shaft,  (not  shown ;)  nearly  at  the  top  of  this  a  spiu'-wheel  is  fixed,  which 
works  into  a  pinion  fixed  upon  the  upper  end  of  the  hoUow  shaft  c,  which  carries  the  knives  or  blades 
in  the  pug-mill.  Upon  the  upper  end  of  this  upright  shaft  is  also  fixed  a  pinion,  wliich  works  into  an 
intermediate  pinion  tiu-ning  upon  an  axis.  This  intennediate  pinion  acts  upon  another  pinion  aflSxed  to 
the  internal  shaft,  commimicating  a  slow  and  reversed  motion  to  it,  and  also  the  circular  inclined  plane 
affixed  to  it ;  at  the  lower  end,  on  the  main  horizontal  shaft,  is  fixed  a  spur-wheel  m,  which  gives 
motion  to  the  crank  and  to  the  flap  forcer  connected  to  it.  o,  in  the  separate  figure,  gives  the  form  ol 
the  shelves  comprising  the  drying  apparatus, — Mr.  Leahy  proposing  to  dry  bricks  either  by  flues  or  by 
steam,  instead  of  ranging  them  in  hacks  exposed  to  the  variations  and  inclemencies  of  the  weather, — by 
which  means  it  is  presumed  tliat  the  bricks  will  be  rendered  dry  enough  for  burning,  either  in  kilns  or 
cLimps,  in  a  much  shorter  time  than  in  the  common  metliod,  and  the  process  may  be  carried  on  in 
winter  as  well  as  in  summer.  If  drying  by  flues  be  resorted  to,  a  drying-house  must  be  furnished  with 
proper  stages,  and  shelves  must  be  provided.     Around  and  across  the  lower  part  of  these,  flues  framed 
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either  of  bricks  or  cast-iron  are  to  be  placed,  tlirough  which  flame  or  heated  air  is  to  be  conveyed.  It 
drying  by  steam,  the  vapor  is  conveyed  from  the  boiler  tlirough  cast-iron  pipes  throughout  the  drying 
house,  and  boards  are  arranged  upon  stages,  (similar  to  tliose  in  Fig.  590.")  so  as  to  leave  inteiTaJa 
between  the  rows  of  bricks,  and  to  prevent  their  touching  one  another. 

leash's  Patent  Brick-making  Machinery. 

This  invention,  which  we  have  now  to  describe,  is  not  the  only  one,  we  believe,  that  has  been  brought 
into  successful  operation.    The  leading  features  of  Mr.  Nash's  mechanism  consist  in  the  application  o 


eeparate  or  detaclied  moulds  of  a  particular  construction  to  a  series  of  mould-boxes,  which  are  consecu- 
tively brought  into  action ;  in  the  employment  of  heaters,  placed  in  contact  with,  or  contiguous  to,  thn 
fresh  bricks,  durmg  the  process  of  their  being  moulded ;  and  in  lieu  of  sand,  wliich  is  generally  used  to 
prevent  the  adhesion  of  the  bricks  to  the  moulds,  employing  elastic  absorbent  substances,  such  as  cloth 
saturated  with  water.  In  the  subjoined  engravings.  Fig.  591  represents  a  front  elevation,  and  Fig.  592 
an  end  elevation  of  the  principal  parts  of  tlie  machine.  A  vertical  sliaft  a  is  made  to  revolve  in  the 
cylinder  or  pug-mill  b,  by  any  adequate  force  acting  upon  tlie  bevelled  wheel  c.    A  number  of  broad 
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steel  or  iron  blades  ddd  are  attached  to  the  shaft  a,  their  surfaces  being  set  at  such  an  angle  as  will  cause 
them,  during  their  revolution,  to  pass  nearly  in  contact  with  the  edges  of  two  other  sets  of  knives  eee, 
fixed  on  opposite  sides  of  the  cylinder,  by  which  means  the  clay  and  other  materials  with  which  the 
mill  is  charged  are  tempered  and  amalgamated,  and  then  forced  into  the  hopper  /,  fixed  to  the  lower 
extremity  of  the  pug-mill.  This  hopper  is  divided  into  two  equal  chambers  by  a  vertical  blade  or 
knife,  which  separates  the  materials  into  equal  portions,  which  are  supplied  to  the  moulds  in  a  compact 
state.  The  moulds  are  lodged  in  rectangular  cavities  at  equal  distances  in  the  periphery  of  two 
polygonal  drums  cj  h ;  these  cavities  are  marked  1  to  12.  To  one  face  or  side  of  the  drums  are 
attached  two  toothed  wheels,  gearing  into  each  other  so  as  to  revolve  in  opposite  directions  when 
motion  is  communicated  to  one  of  them.  * 

These  wheels  lying  at  the  back  of  Fig.  591  592. 

cannot  be  seen,  but  one  of  .them  is  shown 
at  i  in  Fig.  592.  The  moulds,  after  being 
filled  with  the  plastic  material,  are  pushed 
out  livm  their  recesses  by  means  of  pistons 
at  m  m,  easily  fitting  the  recesses,  and 
sliding  upon  parallel  rods  fixed  to  the  rims 
of  each  drum.  To  each  piston  is  attached, 
by  a  short  rod,  a  cross-head,  shding  upon 
the  parallel  rods,  and  having  at  each  end 
small  anti-friction  wheels  pp,  which,  by  tlie 
motion  given  to  the  machinery,  come  in 
contact  with  a  larger  wheel  q,  placed  ec- 
centrically, which  thus  raises  the  pistons, 
and  the  moulds  which  lie  upon  them  are 
then  removed  by  hand  and  emptied.  Dur- 
ing tills  latter  process  the  emptied  mould- 
receiver  will  have  passed  over  the  centre 
of  the  eccentric  wheel  q,  and  the  piston 
will  be  descending  when  the  attendant 
places  the  emptied  mould  in  its  former  sit- 
uation, to  be  filled  again  from  the  hopper 
as  it  passes  under  it.  Between  each  of 
the  rectangular  mould-boxes  are  formed  a 
series  of  wedge-shaped  boxes,  termed  by 
the  patentees  "hollow  sectors,"  into  each 
of  which  is  placed  a  red-hot  iron,  the  object 
of  which  is  to  expel  the  superfluous  moist- 
ure from  the  newly-formed  brick,  &c.,  in 
order  that  the  manufacture  may  be  con- 
ducted in  the  winter  as  well  as  the  sum- 
mer. These  irons  are  heated  in  the  kiln- 
fires.  The  axis  of  the  polygonal  drums  re- 
volve in  plummer-blocks,  supported  upon  a 
strong  frame  s;  but  as  the  polygonal  drums 
revolve  in  close  contact,  the  plummer- 
blocks  are  free  to  slide  in  grooves  in  the 
frame,  and  the  wheels  are  kept  in  contact 
by  the  action  of  strong  helical  springs  t, 
which  press  against  the  plummer-blocks, 
the  other  end  of  the  springs  abutting 
against  a  regulating  screw.  In  the  middle 
of,  and  underneath  the  horizontal  frame  & 
is  fixed  a  knife  u,  (supported  in  its  place 
by  a  spiral  spring,)  which  separates  the 
whole  or  a  portion  of  the  superfluous  ma- 
terials from  each  mould,  as  the  latter  passes 
over  the  edge  of  the  former.  As  some  re- 
dundancy of  material  may  still  be  left  after 
the  operation  of  the  knife  u,  the  exposed 
surface  of  the  moulds  in  motion  undergoes 
a  similar  treatment  from  two  other  knives 
V  V,  fixed  to  the  foundation  plate  w  of  the 
machine.  A  trough  or  cistern  k  k,  contain- 
ing water,  is  placed  under  each  of  the 
drums,  the  lowest  sides  of  which  come  in 
contact  with  a  cylinder  y,  covered  with 
strong  coarse  cloth  or  other  suitable  absorbent  substance,  which,  as  it  revolves,  takes  up  the  water  and 
delivers  it  to  the  moulds  as  before  m^itioned.  These  cylinders  are  mounted  on  elastic  bearings,  and 
derive  their  motion  from  pinions  on  their  axes,  actuated  "by  the  toothed  wheels  on  the  drums.  In  the 
centre  of  the  foundation  plate  there  is  a  cavity,  or  pit,  for  the  reception  of  the  superfluous  clay  or  other 
materials,  which  are  removed  at  pleasure.  The  pug-mill  has  a  door  in  it,  for  the  convenience  of  cleaning 
it  out  when  requisite ;  and  the  whole  of  the  upper  part  of  the  machine  is  supported  by  throe  columns 
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zsz.  The  polygonal  drums  are  driven  by  a  set  of  wheels  lying  at  the  back  of  Fig.  591,  and  therefore 
in  that  figure  shown  by  dotted  cii-cles.  No.  L  is  a  band-wheel,  which  drives,  by  a  pinicn  II,  the  two 
wheels  III  and  IV,  on  the  axes  of  the  driving  gearing,  into  each  other,  and  turning  in  oppcsite  directions. 
Those  two  wheels  must  have  involute  teeth,  as  their  point  of  contact  becomes  variable  by  the  move- 
ment of  the  axes  of  the  drums.  In  case  of  negligence  on  the  part  of  the  boys,  or  other  attendants  of 
the  machine,  in  not  removing  the  bricks  or  tiles  after  the  moulds  containing  them  have  passed  the 
centre  of  the  eccentric  wheel,  they  fall  back  into  their  former  position,  and  pass  round  to  the  {»lace  of 
delivery,  as  before,  without  any  damage  whatever  being  done  to  the  machine. 

Having  explained  the  general  arrangement  and  operation  of  the  machine,  there  remains  to  be 
described  the  construction  of  the  detached  moulds.  Fig.  593  represents  a  side  view,  and  Fig.  594  an 
end  view  of  one  of  these.    The  ends 

of  the  mould  18,  18,  are  made  of  ^93,  504. 

wood,  plated  at  the  edges  with  iron, 
and  fastened  on  by  screws,  as  seen 
in  Fig.  593.  The  bottom  19,  is  also 
of  wood,  but  cased  in  a  strong  frame 
of  cast-iron,  and  its  two  extremi- 
ties are  jointed  to  the  ends  18,  18, 
60  as  to  open  only  a  little  way,  for 
allowing  the  brick  to  separate  freely 
from  it  upon  inverting  the  mould.  * 

This  effect  is  facihtated  by  lining  the  interior  of  the  mould  with  cloth,  which,  although  constantly  in  a 
wet  state,  admits  air  to  pass  tlu-ough  its  interstices  when  the  clay  is  forced  into  the  mould,  so  that 
when  the  brick  is  afterwards  forced  out,  the  moisture  of  tiie  cloth,  and  the  spring  of  the  confined  air, 
delivers  the  brick  uniformly  clean,  without  the  adhesion  of  any  clay.  It  will  be  observed  that  the  two 
ends  18  of  the  mould  have  each  a  cavity;  these  cavities  receive  the  fingers  of  the  workman  when  he 
takes  hold  of  the  mould,  which  he  afterwards  inverts,  drawing  back  the  ends  18  at  the  instant,  and 
pressing  with  his  thumb  upon  the  screw-heads  21, 21,  the  other  ends  of  which  are  attached  to  a  plate  22 
underneath  the  cloth  lining  of  the  bottom,  as  shown  by  dots,  causing  the  brick  to  be  immediately 
disengaged.  The  two  sides  of  the  brick  not  included  in  the  detaclied  mould  are  formed  by  the  par- 
tition between  the  mould-boxes  and  the  hollow  sectors.  The  forms  and  dimensions  of  the  detached 
moulds  are  varied  according  to  the  natm-e  of  the  articles  to  be  produced  therefrom.  For  adapting  the 
machine  to  make  tiles,  or  other  articles  of  a  greater  length  than  a  brick,  two  moveable  blocks,  which 
usually  lie  inside  the  hopper,  to  contract  its  lower  dimensions,  are  taken  out.  In  the  making  of  drain 
tiles,  and  other  articles  having  cavities  within  them,  jointed  horses  or  cores  are  employed ;  the  plastic 
matter  is  forced  around  them  by  the  action  of  the  macliine  in  the  same  manner  as  in  forming  a  brick, 
and  the  subsequent  operations  are  also  the  same,  except  tliat  in  the  removal  or  dehvery  of  such  tiles 
from  their  moulds,  suitable  adaptations  are  made  to  prevent  their  being  pressed  or  even  touched  by  the 
hand.     The  annexed  Fig.  595  exliibits 

another  arrangement  employed  by  Mr.  595- 

Nash  for  making  flat  tiles,  flooring  tiles, 
&c.,  of  any  required  breadth  and  thick- 
ness. This  cut  only  represents  the 
lower  part  of  the  machine,  the  upper 
being  the  same  as  in  the  previously- 
described  apparatus.  To  the  bottom 
of  the  pug-mill  is  fixed  a  funnel-shaped 
hopper  23,  the  materials  in  which,  after 
being  forced  through  a  mouth  24, 
formed  of  the  required  shape,  are  re- 
ceived upon  boards  25,  and  when  cut 
to  the  proper  length,  are  removed  to 
sheds  for  drying.  In  order  to  equalize 
the  surface  of  the  clay  after  it  has  come 
out  of  the  hopper,  a  roller  26,  turning 
in  bearings  on  a  curved  arm,  which  is 
fixed  to  a  hinge-joint,  gives  to  the  ma- 
terial any  pressure '  that  may  be  re- 
quired, by  loading  it  accordingly.  The 
dotted  lines  27,  27,  in  the  same  figure, 
exhibit  another  funnel-shaped  hopper, 
for  the  purpose  of  making  pipes  or 
tubes,  by  means  of  a  centre  core  28, 
between  which  and  the  cylindrical  con- 
tinuation of  the  hopper,  the  material  is 
forced  by  the  action  of  the  pug-mill, 
and  produces  a  tube,  which,  after  having 
made  a  certain  length  of,  is  cut  off,  the 
tube  being  turned  round,  to  render  the 
inside  smooth  previously  to  its  being 

removed.  Tlie  patentee  states  that  this  machine  may  be  used  with  either  one  or  two  horse  j)Ower ; 
that  when  used  with  one  horse  power,  the  product  is  about  700  per  hour,  or  8000  per  day ;  to  do  wliich 
'equircs  the  services  of  two  men  and  eight  boys,  occasioniD^  an  expense  not  exceeding  two  sliiUiugs  and 
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Bixpence  per  1000.  With  two  horse  power  employed,  the  production  is  double,  or  16,000  per  day ;  but 
the  quality  of  the  bricks,  which  the  editor  has  seen,  is  equal  to  those  which  are  usually  finished  by 
grinding  the  surfaces  by  hand,  llie  saving  of  labor  in  the  production  is  about  two  shillings  pt;r  1000; 
but  the  quality  rendering  them  worth  fiv*  shillings  per  1000  more  in  the  market,  the  advantage  ol 
making  by  the  machine,  where  good  bricks  are  required,  is  equal  to  seven  sliillings  per  1000. 

BRICKS  AND  TILES,  Machinery  for  the  manufacture  of.  The  application  of  machinery  to  the 
fabrication  of  bricks  has  met  with  considerable  opposition  in  the  diversity  of  physical  and  chemical  con- 
ditions of  the  earths  used.  Thus,  in  some  localities  the  clay  has  more  tenacity  and  aluminous  properties 
Mian  in  others ;  the  mechanical  powers  sufficient  for  tiie  last  would  be  useless  in  the  first. 

As  early  as  18.35,  M.  Terrasson  had  constructed  a  machine  surpassing  all  previous  ones  in  simplicity 
A  frame,  having  wires  stretched  across,  cuts  uito  bricks  the  earth  wliich  has  been  compressed  between 
a  roller  and  planks. 

M.  Carville  has  invented  a  machine  which  simultaneously  bruises  and  divides  the  earth,  moulds  and 
throws  off  the  bricks ;  it  may  be  applied  to  the  fabrication  of  tiles  and  other  earthen  ware. 

Dcscriptio7i  of  M.  Carville' s  Machine,  Figs.  596  to  604. 

Division  and  kneading  ok  the  Earths. — The  earths  used  are  clays,  requiring  sometimes  sand  or 
aluminous  compounds.  The  mixture  is  the  most  difficult  part  in  all  the  process  of  brick-making.  To 
this  end  M.  Carville  uses  a  cylindrical  barrel  A,  with  a  flat  bottom ;  its  upper  pai  t  is  opened  in  order  to 
introduce  the  material.  An  axis  B,  also  vertical,  to  which  a  rotary  motion  is  imparted  by  a  horse  har- 
nessed to  the  beam  C,  through  the  medium  of  the  cast-iron  socket  a,  (see  Fig.  596,  which  is  a  vertical 
section  through  the  middle  of  the  machine.)  This  axis  rests  against  two  pillows,  one  adapted  to  a  beam 
b,  which  unites  tlie  opposite  sides  of  the  machine,  and  the  other  upon  an  inferior  cross-beam.  This  axis 
is  provided  with  several  flat  iron  branches  d,  which  being  fixed  perpendicularly  to  the  axis,  their  ftioes 
have  an  inclination  of  45°.  On  these  there  are  sharp-edged  knives,  to  divide  and  knead  the  clay  during 
their  rotation ;  thus  the  earth  is  well  divided  before  reaching  the  inferior  part  of  the  barrel.  The 
branches  ef  stouter  than  the  former,  but  without  knives,  are  attached  at  the  very  extremity  of  the  axis, 
and  receive  from  it  a  rotary  motion,  duruig  which  they  press  against  the  earth,  forcing  it  out  through 
the  orifice  g.  The  size  of  this  orifice  depends  on  the  quantity  needed  to  fill  the  moulds ;  the  iron  sliding- 
door  h  regulates  this  orifice. 

This  method  for  dividing  and  kneading  is  applied  to  the  fabrication  of  earthen  ware,  porcelains,  etc. 

Moulding  and  casting  ofi'  the  Bricks. — It  is  specially  in  these  functions  that  M.  CarviUe's  machine 
excels  all  others.  He  uses  a  series  of  moulds  in  cast-iron,  forming  an  endless  chain  D,  constantly  moving ; 
these  moulds  successively  pass  beneath  the  aperture  tlirough  which  the  moistened  earth  is  pressed,  in 
order  to  receive  it.  Each  link  forms  a  rectangular  frame,  composed  of  four  moulds,  which  have  the 
precise  dimensions  of  the  bricks.     Figs.  597,  598,  599,  show  a  plan  and  transverse  section  of  this  chain. 

Two  wheels,  with  each  four  arms  E,  are  situated  on  either  side  at  the  extremity  of  the  apparatus. 
The  iron  bars  i  support  the  limbs  and  ijnpart  to  them  the  movement  of  rotation  communicated  by  the 
spur-wheel  F;  the  arrows  indicate  the  dhection  in  which  they  are  to  aiove  Fig.  596,  so  that  the  moulds 
are  carried  under  the  roller  G  after  they  are  filled  with  earth. 

This  roller  is  of  cast-iron,  turning  round  a  horizontal  iron  axis,  set  in  motion  by  the  beam  C.  Its  office 
is  to  compress  the  earth  in  the  moulds  as  it  is  received  from  the  barrel.  But  as  these  moulds  have  nc 
bottom,  a  moveable  flooring  is  adapted  to  them  to  serve  as  such ;  it  is  made  of  strong  sheet-iron  j,  the 
pieces  approaching  each  other  at  distances  proportional  to  the  length  of  the  bricks,  and  hooked  to  an 
endless  chain  passing  over  the  rollers  k ;  one  of  these  rotates,  giving  to  the  chain  a  motion  equal  to  the 
speed  of  the  moulds.  These  must  be  nearly  horizontal,  when  they  pass  beneath  the  barrel ;  to  give 
them  this  direction,  a  number  of  wooden  rollers  H  support  the  iron  plates.  The  axes  of  these  rollers  are 
of  iron,  freely  turning  on  pillows.  Fig.  600. 

The  clay  being  thus  moulded  and  pressed,  soon  meets  the  blades  I,  made  of  steel  or  cast-iron,  which 
shave  the  two  horizontal  and  parallel  faces  of  the  moulds,  levelling  and  polishing  the  bricks. 

The  clay  is  prevented  from  adliering  to  the  surface  of  the  rollers  by  the  water  slowly  falling  from  the 
vessel  I. 

A  wooden  hopper  J,  containing  fine  and  dry  sand,  sprinkles  the  bricks  as  they  pass  beneath  Z ;  a  small 
fluted  cylinder  m,  is  adapted  to  the  base  of  the  hopper  to  allow  the  sand  to  come  out — but  in  small 
quantity ;  this  cylinder  is  rotated  by  means  of  a  pulley  and  strap,  or  a  small  endless  chain. 

As  soon  as  the  bricks  have  passed  the  polishing  blades,  they  are  taken  out  of  the  moulds.  This  is 
ingeniously  done  by  the  simple  process  of  M.  Carville.  Two  pieces  of  cast-iron  K,  having  a  superficial 
dimension  equal  to  that  of  the  section  of  the  mould,  which  they  completely  fill,  are  attached  to  a  single 
vertical  beam  L,  which  is  suspended  to  another  beam  M,  the  other  extremity  of  which  being  balanced 
by  a  counterpoise,  this  is  prevented  from  falling  by  a  board  N. 

To  the  axis  of  the  beam  M  a  vertical  branch  n  is  adapted ;  this  receives  a  movement  of  oscillation, 
depending  on  the  speed  of  the  endless  chain  of  moulds.  To  this  end,  this  last  is  provided  with  httle 
knobs  o,  Fig.  598,  which  meet  and  push  successively  a  horizontal  lever  r,  Fig.  599,  fixed  to  the  vertical 
axis  g.  To  the  superior  part  of  this  axis  is  attached  the  pulley  r.  Fig.  596,  to  the  circumference  of  which 
is  hooked  the  small  chain  0,  whose  other  extremity  is  fastened  to  the  pulley  r',  freely  rotating  round 
the  iron  pin  P. 

Thus  when  one  of  the  knobs  o  is  in  contact  with  the  inferior  lever  p,  it  pushes  it  in  the  direction  oi 
the  chain,  causing  the  vertical  axis  q  to  turn;  the  pulley  attachetl  to  q  turns  also,  carrying  along  the 
chain  O,  and  since  the  extremity  of  the  vertical  branch  n  is  engaged  in  one  of  its  links,' it  is  drawn  by 
it :  therefore  the  axis  carrying  it  oscillates,  and  also  the  beam  M ;  L  descends,  pushing  the  lumps  K  into 
the  two  corresponding  moulds,  thrusting  the  1  ricks  on  a  moveable  floor,;'.  Tlie  Aveight  attached  to  tho 
beam  M  causes  L  to  rise,  as  soon  as  the  lever  is  no  onger  acted  on  bv  the  eminence  o. 
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To  bring  back  to  its  original  position  the  beam  L,  a  cord  is  attached  to  its  lower  extremity,  passing 
tlirough  the  pulleys  s  n',  and  having  a  small  counterpoise  fastened  to  its  other  end. 

The  chain,  going  all  the  time,  plunges  into  a  reservoir  of  water  Q,  wliich  extends  its  whole  lengtli,  to 
wash  the  moulds.  Followbig  the<lirection  indicated  by  tlie  arrows,  it  passes  under  the  hopper  R,  where 
the  moulds  are  sprinkled  with  sand  before  reaching  the  barrel. 

The  second  moveable  flooring  /,  which  receives  the  bricks,  is  composed  of  small  plates  formino'  an 
endless  chain ;  parallel  rollers,  such  as  H',  placed  in  a  different  direction  from  the  first,  support  this 
chain.     Their  iron  axes  are  moveable  in  pillows  resting  against  oak  beams  S. 

This  flooring  moves  only  when  the  beam  L  rises.  The  teeth  o  raise  successively  a  short  lever  «', 
which  is  attached  about  the  middle  of  the  short  vertical  axis  q' ;  to  this  is  adapted  a  second  lever  n',  fixed 
to  a  small  Jiorizontal  beam  t,  which  communicates  through  a  rope  with  the  pulley  u.  Thus,  as  soon  as 
a  tooth  acta  on  p',  its  axis  oscillates,  and  its  inferior  lever  n  forces  the  flooring  /  to  advance  a  distance 
equal  to  the  breadth  of  the  two  bricks.  The  small  rope  passing  through  ii  has  a  counterpoise  to  bring 
back  the  levers  to  their  original  position. 

The  bricks  being  taken  otf  without  any  handling,  are  put  up  to  dry.  The  plates  are  set  back  to  tho 
chain  ^'',  on  the  side  opposite  to  that  on  which  the  bricks  were. 

Description  of  the^Machine  of  M.  Capouillct,  Figs.  605,  606,  607. 

This  machine  consists  of  two  cast-iron  cylinders,  performing  the  office  of  rollers ;  one  is  perfectly 
smooth,  the  other  is  pierced  over  all  its  surface  with  cavities,  the  dimension  of  which  depends  on  the 
size  of  the  bricks  to  be  made :  pistons  are  made  to  fit  into  these  cavities.  These  pistons  receive  an 
alternative  movement  equal  to  the  thickness  of  a  brick. 

Construction  of  the  Cylinders — The  first  cylinder  A  is  solid  and  smooth;  its  diameter  is  7-31  feet, 
and  its  breadth  is  7'47  feet.  It  has  an  axis  of  wrought-iron  B,  tmning  in  pillows  with  screws  a.  It 
receives  its  motion  from  the  second  cylinder,  tlu'ough  a  straight-toothed  wheel  C,  whose  iimer  diameter 
is  precisely  that  of  the  external  cylinder. 

The  second  cylinder  A'  is  of  the  same  dimensions  with  the  first,  but  whose  circumference  contains  a  great 
nmnber  of  rectangular  cavities,  having  only  0  039  feet  between  each,  and  of  sufficient  depth  to  contain 
each  the  thickness  of  a  brick  and  of  a  metallic  piston  b.  It  has  also  a  horizontal  axis  of  wroui'ht-iron 
B',  of  equal  length  with  the  preceding.  It  also  is  provided  with  an  axis  C  of  equal  diameter  with  C, 
with  which  it  is  engaged ;  the  pinion  M  communicates  motion  to  it. 

The  pistons  b  are  rectangular,  their  dimensions  in  length  and  breadth  being  equal  to  the  bricks ; 
they  are  free  in  the  cavities,  but  closely  fitting :  a  cylindrical  rod  is  attached  to  them. 

Moulding  tue  Bricks. — The  clay  being  prepared,  is  brought  into  a  rectangular  box  D,  extending 
as  far  as  the  two  cylinders,  between  which  the  earth  falls  and  is  carried  away  by  them.  The  quantity 
is  regulated  by  a  slide  adapted  to  the  box,  whose  height  must  not  be  less  than  C'50  feet.  By  its  side 
i.s  placed  a  hopper  E,  containing  dry  fine  sand  to  be  sprinkled  on  the  cyhnder  A'  before  tlie  earth  enters 
its  cavities.  The  spout  F  regulates  the  direction  of  the  sand ;  to  it  an  oscillating  motion  is  impart ''d  by 
tlie  spokes  c. 

The  clay,  falling  between  the  two  cylinders  from  the  box  D,  is  pressed  into  the  cavities  of  A',  filling 
them  in  succession  with  so  much  more  ease  as  the  pistons  are  pusJied  in.  These  pistons  had  previously 
been  forced  in  by  the  cog,  which  is  furnished  with  the  circumference  of  a  strong  cast-iron  disk  G,  situated 
at  the  right  of  the  cylinder,  and  having  an  iron  axis.  The? e  cogs  are  disposed  as  in  a  cog-wheel,  and 
engaging  uito  the  cavities  of  the  cyhnder,  they  pusli  the  pistons  within  the  cyhnder. 

An  eccentric  of  cast-iron  H  is  contained  within  A',  freely  turning  round  on  its  axLs,  in  order  to  force 
the  pistons  from  within  out,  thus  forcing  the  bricks  away.  The  curve  of  tliis  eccentric  must  be  calcu- 
lated to  give  the  pistons  play  only  the  tiiickness  of  a  brick.  Fig.  605  gives  an  external  elevation  of  the 
apparatus,  and  also  a  part  of  the  vertical  section,  showing  the  disposition  of  the  pistons. 

Two  scrapers  dd',  adapted  to  iron  levers,  wliich  oscillate  round  the  common  axis/,  and  which  have 
counterpoise  e  e',  serve  to  keep  the  surface  of  the  cylinders  smooth  and  clean. 

Transportation  of  the  Bricks. — The  horizontal  boards  I,  receive  the  bricks  as  they  are  forced  out  of 
the  moulding  cylinder ;  they  are  moved  with  a  speed  somewhat  greater  than  the  cylinders,  in  order  to 
leave  a  small  space  between  the  bricks.     Their  direction  is  from  left  to  right. 

These  boards  are  carried  by  small  cylindrical  rollers  J  of  cast-iron,  the  axes  of  which  rest  on  collars  f, 
pinned  on  the  sleepers,  as  seen  in  the  horizontal  section.  Fig.  607.  The  toothed-wheel  k,  in  which  an 
endless  chain  h  is  engaged,  transmits  to  tliem  the  motion  communicated  to  it  by  the  wheel  which  is 
placed  on  one  of  the  rollers,  to  which  the  small  pinion  L  is  adapted.  This  last  is  engaged  in  the  prin- 
cipal pinion  M,  whose  axis  is  turned  by  the  prime  mover  which  may  be  a  hydraulic  wheel,  a  steam- 
engine,  or  a  horizontal  beam  turned  by  a  horse. 

Two  brick-making  machines  much  in  fiivor  in  England,  are  Ainslie's  and  Hunt's.  The  latter  has 
been  extensively  used  in  the  execution  of  large  contracts:  it  consists  of  two  cylinders,  each  covered  with 
an  endless  web,  which  are  so  placed  that  they  form  a  sort  of  hopper  on  their  two  upper  cylindrical  sur- 
faces, the  ends  being  enclosed  by  two  iron  plates.  The  tempered  clay  is  thrown  into  this  hopper,  and 
at  the  lower  part  it  acquires  the  form  and  dimensions  of  a  brick.  Beneath  is  worked  an  endless  chain, 
by  the  movement  of  the  cylinders,  alid  at  vari  ,us  marked  intei-vals  are  laid  the  pallet-boards  under  the 
hopper  ;  the  clay  is  brought  down  by  a  slight  pressure,  and  enters  a  frame,  which  has  a  wire  stretched 
across  it,  which  projects  through  the  mass,  and  cuts  off  the  requisite  thickness ;  this  is  immediately  re- 
moved by  the  forward  motion  of  the  endless  chain,  and  this  operation  is  renewed  as  often  as  a  new  pal- 
let-beard is  advanced  under  the  hopper.  This  machine  produces  about  1,200  bricks  per  hour,  and  is 
worked  by  two  men  and  three  boys.  By  this  plan  less  pressure  is  given  than  in  most  machines,  conso- 
quently  the  bricks  are  less  difficult  to  dry  equally. 

Machine-made  bricks  are  smoother,  heavier,  and  stronger  than  other  bricks,  but  they  do  not  adhere 
BO  well  to  the  mortar,  and  are  more  difficult  to  dry  well  than  those  made  by  hand. 
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BRICK-MAKING  MACHINE,  ROTARY  AND  LOCOMOTIVE— By  Joseph  Grant.    Fig.    603 
IS  a  plan  of  the  machine. 

Fig.  G09  is  a  side  elevation,  with  one  of  the  propelling  wheels  removed. 

Fig.  610  is  an  end  view  of  the  mould-cyliiftler. 

Fig.  611  is  a  transverse  vertical  section  of  the  machine,  seen  from  the  back,  showing  the  moiilu- 
cylinder  in  longitudinal  section. 

Fig.  612  is  a  transverse  sectional  elevation  of  the  mould  and  pressing  cylinders  in  part,  with  hoppe* 
attached,  appearing  as  in  operation. 

608. 


Fig.   613  is  a  vieAV  in  detail  of  a  grooved  channel  and  cam,  used  in  working  tlie  followers. 

The  same  letters  of  reference  denote  similar  parts  throughout  the  several  figures. 

The  nature  of  this  invention  consists  in  the  use  of  two  cylinders  set  horizontally  in  a  suitable  framing 
and  revolving  in  opposite  directions,  being  driven  by  geering,  which  also  propels  the  machine  forward' 
as  the  brick  is  being  made. 

609. 


One  of  these  cylinders  is  fitted  with  moulds,  working  in  which  %re  followers,  fomning  the  bottom  of 
the  moulds,  and  operated  by  rollers  moving  in  fi.xed  grooved  channels,  and  by  cams  producing  tlie  drop- 
motion.  The  second  or  pressing  cylinder  is  provided  with  plates  working  and  fitting  into  the  moulds  of 
the  other  cylinder,  pressing  the  clay,  which  is  fed  from  a  hopper  above  and  between  tlie  two  cylin- 
ders, the  clay  being  drawn  into  the  several  moulds  by  its  own  weight  and  the  revolving  motion  of  the 
c\  nideis,  and  the  bricks  depo-^ited  on  tlie  ground  or  surface  prepared  for  them,  in  regular  layers  or  line 
18  the  machine  moves  forwards ;  a  roller  in  front  clears  or  jjrepares  the  ground  or  surface  on  Avliich  tlie 
Dricks  are  to  lay.  The  followers  in  the  moulils  are  covered  with  cloth  or  similar  material  to  prevent 
the  clay  or  soft  bricks  from  adhering  to  them — the  machine  being  worked  by  hand  or  other  power 
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To  enable  others  skilled  in  the  art  to  make  and  use  this  invention,  the  inventor  describes  its  constmc- 
tion  and  operation  as  follows : 

A  A  is  the  fiame  of  the  machine ;  B,  the  hopper  through  which  the  clay  is  fed ;  C,  a  levelling-roUer, 
serving  to  carry  the  machine,  and  to  clear  or  prepare  the  yard  for  deposit  of  the  bricks  ■,  it  works  in  a 
strap  a,  having  a  swivel-spindle  b,  to  admit  of  the  machine  being  moved  about  in  any  direction. 

D  D  are  travelling  or  propelling  wheels  fitted  on  the  mould-cylinder  shaft  c  and  turning  with  it;  E' 
is  the  mould-cylinder  keyed  fast  to  the  shaft  c ;  it  is  made  of  iron,  or  other  suitable  material,  and  has 
on  its  circumference  or  surface  spaces  ddd  forming  the  moulds.  The  number  of  moulds  is  not  limited 
to  .two  rows,  as  shown  in  the  drawing,  but  will  be  dependent  upon  the  length  of  the  cylinders  as 
well  as  the  diameter;  each  mould  or  space  ddd  being  only  of  the  length  of  the  brick,  so  that  the 
machine  may,  if  required,  be  constructed  to  form  three  or  more  layers. 

Oil.  612. 


E'  W  E"  are  followers,  or  plungers,  working  in  and  forming  the  bottom  of  the  mould  ;  they  are  covered 
on  their  top  with  fine  cloth  eee,  and  are  of  length  and  breadth  so  as  to  fit  loose  in  the  moulds  ddd  m 
which  they  move,  motion  being  given  to  them  by  rollers  ///,  which  turn  on  spindles  ^(7  r/ running 
through  the  cylinder  E'  lengthways,  passing  through  slots  i  i  i  at  both  ends ;  the  spindles  g gg  are  con- 
nected to  the  followers  E"  E''  E*  by  pieces  h  h  h  attached  to  them,  through  which  the  spindles  gg  g  pasg, 
the  rollers  _/■//,  as  the  cylinder  E'  is  caused  to  revolve,  moving  in  fixed  grooved  channels  FF  secured 
to  the  framing  A  A,  the  interior  of  one  of  which  is  seen  in  P'ig.  3994,  being  positioned  with  relation  to 
the  cylinder  E'  in  the  manner  of  an  eccentric,  one  at  either  end,  but  differing  from  an  eccentric  in  their 
being  made  of  a  scroll  or  irregular  curve  formation.  The  rollers///,  travelling  in  the  grooved  channels 
FF,  cause  the  followers  E'E'^E^  to  move  in  the  moulds  ddd,  the  followers  at  their  bottom  stroke  leav- 
ing a  space  in  the  mould  equal  to  or  rather  exceeding  the  thickness  of  a  brick,  and  when  forced  out, 
working  nearly  to  the  outer  edge  of  the  moulds  k  k. 


In  fig.  613,  are  represented  cams  attached  to  shafts  1 1,  and  so  positioned  and  set  as  to  form  as 
many  revolutions  for  one  revolution  of  the  cylinder  E'  as  there  are  moulds  in  a  single  row,  causing  the 
cams  k  k,  one  at  either  end,  to  strike  the  rollers  fff,  two  together,  that  is,  one  at  either  end,  and  so  on 
for  all  the  rollers  successively  as  they  assume  tlie  position  of  /",  Fig.  613,  causing  the  formed  bricks  to 
be  shaken  from  their  moulds  when  arriving  at  a  perpendicular  position.  The  bottom  of  the  mould- 
cylinder  E'  is  situated  rather  more  than  the  thickness  of  a  brick  from  the  ground  or  yard  surface. 

G  is  the  pressing  cylinder  revolving  in  the  opposite  direction'  to  the  cylinder  E' ;  it  is  keyed  on  th«! 
shaft  m.    n  n  n  are  pressing- plates  fitted  on  the  circumference  or  surlace  of  the  cylinder  G,  correspond 


204  BRICK-MAKING  MACHINE. 

ing  to  t.Iie  spaces  or  moulds  ddd  in  the  cylinder  E',  into  which  they  fit  or  press  the  clay ;  they  are  made 
thicker  at  the  edge  first  entering  the  mould  than  the  finishing  or  after  edge,  as  shown  more  particularly 
in  Fig.  612. 

II  is  a  liandle  for  giving  motion  to  the  machine,  (but  the  arrangement  may  be  such  that  steam  or 
other  power  may  be  applied.)  I  is  a  pinion  turned  by  handle  H ;  it  operates  a  wheel  J,  on  the  shaft 
of  which  is  a  pinion  K  working  into  a  wheel  L  fitted  fast  to  the  side  of  the  cylinder  G ;  the  wheel  L  is 
in  geer  with  a  corresponding  wheel  M  attached  to  the  cylinder  E' ;  the  wheel  L  also  drives  a  pinion  N, 
on  the  shaft  of  which  are  wheels  0  0,  one  at  either  end,  working  into  similar  wheels  P  P  that  drive 
pinions  Q  Q  fitted  on  the  cam-shafts  1 1,  which  they  operate.  The  relativo  proportions  of  these  several 
wheels  and  pinions  are  such  as  not  only  to  obtain  additional  power,  but  to  operate  the  drop-motion 
formed  by  the  cams  k  k  at  a  proper  time — that  is,  to  strike  the  rollers  Avhen  they  assume  the  position 
of/',  Fig.  G13,  so  as  to  release  the  brick,  and  likewise  to  operate  the  propelling  or  travelling  wheels, 
which  are  of  a  suitable  relative  diameter,  so  that  the  machine  will  move  at  a  speed  proportioned  to  the 
discharge  of  brick,  causing  the  bricks  made  to  be  deposited  regularly,  side  by  side,  in  layers: 

The  operation  is  as  follows :  clay  being  put  into  the  hopper  p,  the  handle  H  is  made  to  turn,  and  by 
wheels  and  pinions  J  JKL  and  M  the  cylinders  E'G  are  made  to  revolve  in  opposite  directions,  as 
Giiown  by  arrows  in  Fig.  612,  drawing  the  clay,  partly  forced  by  its  own  weight,  into  the  moulds 
ddd;  the  pressing  plates  nnn,  entering  the  moulds  at  their  thick  edge  first,  press,  and  together  with  the 
moulds  form  the  brick ;  the  plates  n  n  n  leaving  the  moulds  at  their  thin  edge,  obviates  the  tendency 
which  the  soft  brick  has  of  being  pressed  thinner  at  the  side  or  edge,  receiving  the  last  or  latest  impres- 
eion.  While  the  cylinders  E'  G  are  performing  this  operation,  the  machine,  through  means  of  the  pro- 
pelling wheels  D  D,  is  moving  forwards,  and  the  several  followers  or  plungers  E"  E"  E'^  are  being  worked 
by  means  of  the  rollers/// trii veiling  in  the  fixed  grooved  channels  FF,  which  causes  the  followers  or 
plungers  E^  E'  E''  to  draw  in  for  receiving  the  clay,  and  when  the  brick  is  made  to  be  forced  out,  and  so 
drive  out  the  brick,  which  is  further  released  from  the  mould  by  the  action  of  the  cams  kk,  driven  by 
the  geering  N  0  0  P  P  Q  Q,  the  cams  k  k  striking  the  rollers///  when  arriving  in  the  position  of/  Fig. 
613,  and  dropping  or  shaking  the  brick  from  the  followers,  which,  being  covered  with  fine  cloth  or 
other  similar  material,  are  not  so  liable  to  retain  or  cause  the  soft  brick  to  adhere.  The  bricks  are  laid 
in  the  yard  side  by  side  and  in  perfect  layers,  in  the  manner  shown  in  Fig  612,  the  number  of 
layers  being  dependent  upon  the  size  of  the  machine  or  length  of  the  cylinders  E'  G,  which  may 
have  one,  two,  three,  or  more  rows  of  moulds  or  pressing-plates.  This  machine,  therefore,  not  only 
makes  bricks  rapidly,  but  of  an  equal  thickness,  sound  and  perfect ;  and  by  being  locomotive,  can  be 
moved  about  in  any  direction  as  convenience  suggests,  laying  in  the  yard  in  regular  order  the  brickf 
as  made. 

BRICK-MAKING  MACHINE— Whipple's  Improveynent,  patented  March  25,  1851.     Fig.   614 
a  diagram  illustrating  the  pulverizing  or  crushing  action  of  the  machine. 

Fig.  61.5   is  a  side  elevation  of  the  machine. 

Fig.   616  is  a  front  or  end  elevation.  ' 

Fig.  617  is  a  longitudinal  section. 

Fig.   618  is  a  transverse  section. 

The  same  letters  of  reference  denote  similar  parts  throughout  each  of  the  several  figures. 

The  nature  of  this  machine  consists  in  the  use  of  a  revolving 
screen  working  on  a  stationary  axis  set  at  a  slight  inclination  ^.y  "^^ 

from  a  horizontal  position,  and  having  attached  to,  or  suspended    .  . '''  ^ 

fi-om  it,  lugs  or  crushers,  which,  by  their  weight,  serve  to  pul-  ^A- 
verize  the  clay ;  the  stock  or  clay  being  fed  in  at  one  end  of  the      V\ 
screen,  which  by  its  revolving  motion  carries  or  drags  the  stock        \\\^  ..-^"^ 

under  the  lugs  or  crushers,  thereby  breaking  and  pounding  it ;  "xxT^'" ""^2^} 

the  pulverized  clay  falling  through  the  apertures  of  the  screen,             '-.^  ya^ 

and  the  waste  or  hard  lumps  and  stones  mixed  up  with  the             •   "-•-.           /  ..--'' 

stock  being  expelled  at  the  back  or  lower  end  of  the  screen.  -"■^^- '^i»^ 

A  A  are  uprights  having  cross  or  tie  pieces  bbb,  which  con- 
stitute the  framing  of  the  machine,  or  any  similar  suitable  form  of  framing  may  be  adopted;  aaa 
are  the  bars  forming  the  screen ;  they  may  be  placed  at  any  required  distance  apart,  and  are  bound, 
or  secured,  in  a  cylindrical  form,  by  hoops  B B,  into  notches  in  which  the'  ends  of  the  bars  aaa  may 
fit,  or  be  otherwise  attached.  To  the  hoops  BBai'e  nrras,  ddd,  connected  with  naves  F  F,  which 
form  the  rotary  bearings  of  the  screen  ;  the  bars  a  aaa  should  be  of  such  a  shape  in  their  cross  sec- 
tion and  so  arranged  as  that  any  particles  once  entering  the  spaces,  from  within,  between  them,  will 
readily  pass  off,  that  is,  they  should  be  broader  on  their  interior  than  their  exterior  edges,  thus 
making  the  outside  width  of  the  spaces  greater  than  the  inside,  as  is  the  Ciise  with  many  descriptions 
of  fire-grates  now  in  use  ;  and  for  which  purpose  bars  of  a  triangular,  or  any  appropriate  shape,  may 
be  used,  their  narrowest  or  curved  face  or  sides  being  set  outside  :  or  the  screen  may  be  made  of  a 
cylinder  having  slots  or  openings  corresponding  to  spaces  formed  by  the  bars  aat  i.  C  is  the  sta- 
tionary axis  on  which  the  naves  FF  of  the  screen  rotate;  it  rests  on  the  lower  cross-pieces  6  6,  and  is 
kept  or  prevented  from  turning  by  its  back  end  s  being  made  square,  and  an  arm  t  being  fitted  into 
it,  the  otiier  end  of  the  arm  t  being  fastened  to  one  of  the  uprights  A  by  a  screw  t»,  Fig.  615,  or 
any  other  simple  and  well-known  arrangement  may  be  used  for  keeping  the  axis  C  stationary ;  Avhich 
is  set,  as  will  be  seen  by  reference  to  the  drawings,  at  a  slight  inclination  from  the  horizontal  posi- 
tion, for  the  purpose  of  giving  the  screen  a  corresponding  position,  or  a  dip  at  its  b.ack  end.  D  is  a 
feed-hopper  or  trough,  which  also  is  stationary.  To  the  axis  C  are  keyed,  or  otherwise  secured,  arms 
h hi hnm,  seen  more  particularly  in  Fi^s.  617  and  618.  w  is  a  cross-bar  connecting  the  arms  A /t 
0  is  a  bar  connecting  similar  arms  H,  and  p  a  rod  connecting  the  armsmw.  c  c  c  <■  c  are  lugs  oi 
crushers  having  their  fulcrum,  or  working  as  a  hinge-joint,  on  the  rod  0,  and  at  their  other  extremitv 
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attacbod  by  cords  or  chains  iiii  to  the  bar  n,  and  resting  on  at  their  lower  edge,  or  supported,  by 
the  rodp:  either  arrangement  of  the  arms  A /«,  cords  or  chains  i « i i,  or  cross-bar^  and  nrma  mrn,, 
may  be  used  for  supporting  or  holding  the  lugs  from  touching  or  rubbing  the  screen  ;  or  both  arrange- 
ments, as  shown  and  described  in  combination,  may  be  used.  The  lugs  or  crushers  ccccc  may  be 
made  of  any  material,  size,  shape,  and  weight,  eeee  are  pickers  arranged  in  a  radial  form  round  a 
email  drum  E,  keyed  to  an  axis  r,  working  at  either  end  in  side-levers,  or  pieces  F  F.  The  pickers 
eeee  are  of  nearly  the  same  length  as  the  bars  aaaa  oi  the  screen,  and  are  of  proper  thickness  and 
width  apart  to  drop  into  the  spaces  between  the  bars  aaaa.  The  side-levers  F F  are  hung  on  a  rod 
X,  forming  a  joint  on  which  to  work,  and  their  other  end  connected  by  a  bar  G,  which  is  held  by  a 
catch  or  hook  c/,  Fig.  618,  HH  are  pulleys,  being  driven  by  a  handle  I,  attached  to  their  shaft  or 
axis.  The  pulleys  H  H  serve  to  drive  the  screen  by  straps  J  J,  which  pass  round  them  and  the 
hoops  B  B. 


I  will  now  proceed  further  to  describe  the  operation.  Tlie  stock,  or  rough  clay,  is  fed  by  tlie  hop- 
per D  into  the  screen  formed  of  bars  aaaa,  entering  under  the  lugs  ccccc,  and  b}'^  the  revolving 
motion  of  the  screen  in  the  direction  shown  by  the  arrows,  Figs.  614,  616,  and  618,  the  stock  is  carried 
under  the  luga  ccccc,  which  yield  or  give,  working  on  their  joint  o,  and  so  produce  a  pressure  by 
their  weight  on  the  clay,  whicli  serves  to  clear  the  stock,  the  fine  and  workable  portion  being  pul- 
verized and  passing  through  the  spaces  between  the  bars  aaaa,  and  the  waste  or  hard  lumps  and 
stones  mixed  up  in  the  stock,  being  worked  out  of  the  back  end  of  the  screen,  the  inclination  of  whicli 
downwards,  and  the  revolving  motion  of  the  screen  serving  to  expel  the  same.  The  object  of  the  rod 
p,  or  cords  Hi i,  is  to  prevent  tlie  lugs  from  rubbing  the  screen,  which  would  create  unnecessary 
friction.  Tlie  several  lugs  or  crushers  may  be  made  of  different  sizes,  shapes,  or  weights  ;  tliose  at 
the  mouth  of  the  screen,  if  desirable,  made  so  as  to  merely  break  the  stock,  and  the  after-crushers 
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ar  lugs  to  pulverize  the  finer  clay  wliich  is  collected  under  the  screen  formed  by  the  bars  aaaa,  und 
is  thus  tempered  or  prepared  for  making  bricks. 

The  pickers  eeee  may  be  thrown  in  or  out  of  geer  with  the  bars  a  a  a  a,  by  lowering  or  raising  the 
side-levers  F  F,  working  as  a  hinge-joint  on  the  rod  z.  By  unfastening  the  hook  </,  Fig.  8999,  the 
pickers  eeee  are  thrown  in  geer,  entering  the  spaces  of  the  bars  aaaa,  which,  as  tlie  screen  rotates, 
drives  or  causes  to  rotate  also  the  pickers  eeee,  which  pick  out  or  clear  the  screen  of  any  soft  clay  or 
dirt  which  may  clog  the  spaces  between  the  bars  aaaa.  By  the  hook  g  the  picker  is  thrown  in  or 
out  of  geer,  and  used  only  as  required. 

BRICK  PRESS.  Patented  by  John  Ridble,  Covington,  Ky.,  April,  1851.  In  order  to  the  forma- 
tion by  simple  pressure,  from  untempered  clay,  of  bricks  possessing-  the  requisite  unity  and  coherency  of 
etructure,  it  is  absolutely  essential  that  the  pressure  should  be  uniform  throughout  their  entire  mass. 

This  result  has  never,  to  our  knowledge,  been  attained,  except  by  the  application  of  pistons  on 
opposite  sides  of  the  brick ;  but  this  mode,  although  (while  the  machinery  remains  in  working  order) 
adequate  to  the  formation  of  a  good  article,  is  particularly  ineligible,  on  account  of  its  liability  to 
clog  and  become  deranged.  Tlie  fjict  is,  a  brick-machine  should  have  as  few  working  joints  as  pos'ji- 
ble,  especially  in  those  parts  which  are  in  immediate  connection  with  the  clay. 


Machines  in  which  the  bricks  are  formed  either  in  the  circumference  of  a  large  wheel  or  in  a 
«traight  bed  of  moulds,  in  connection  with  a  wheel,  by  a  simple  rolling  motion,  have  the  requisite 
simplicity,  but  the  pressure  not  being  applied  to  all  parts  of  tlie  clay  at  once,  the  mass,  while  being 
pressed  down  at  one  part,  rises  up  at  other  parts,  which  have  passed  the  point  of  pressure,  and 
cracks  and  becomes  unequal  in  consistence ;  and  having  once  taken  its  set,  no  pressure  afterwards  is 
adequate  to  rectify  the  defect.  These  difBculties  the  inventor  has  entirely  overcome  by  a  working 
machine  containing  the  following  devices,  to  wit : 

Fig.  619  is  a  longitudinal  section  through  the  mould-wheel  and  its  appurtenances. 

The  moulds  a  are  placed  around  the  perimeter  of  a  wheel  b,  and  the  pressed  brick  may  be  extruded 
by  followers  c,  wliich  may  fall  back  against  a  sohd  shoulder  in  the  wheel,  as  usual. 

The  distinguishing  features,  however,  of  this  arrangement  exist  in  the  peculiar  construction  of  the 
feed-trough  d,  and  its  appendages ;  the  trough  is  made  to  gradually  narrow  downwards,  until  it 
comes  closely  in  contact  with  the  rim  of  the  wheel,  and  is  thence  extended  forward  in  the  form  of  a 
lip  or  flange  o,  hugging  closely  the  wheel,  and  made  to  bear  liard  up  against  it,  so  that  the  clay,  after 
its  introduction  into  the  trough,  is  squeezed  into  a  smaller  and  smaller  compass,  as  it  descends,  and  by 
this  means  is  pressed  forcibly  into  the  mould,  until,  coming  in  contact  with  the  hp,  the  entire  mass 
receives  its  ultimate  compression  powerfully  and  equally  applied  in  every  part. 

BRIDGES.  Bridges  are  constructed  of  various  materials,  arranged  in  varied  forms.  Bridges  of 
iitone  or  brick  are  arched ;  of  wrought  iron,  tubular  and  trussed ;  of  cast  iron,  plain  girders  ;  of  wood, 
trussed.  Cast  and  wrought  iron  are  often  used  together;  wood  and  wrought  'vco\\  in  trussed  and  suspen- 
sion bridges. 

The  forms  of  arches  are  varied — the  semicircular,  the  segmental,  and  the  elliptic.  The  most  common 
form  in  use  in  this  country  is  the  segmental  (fig.  621),  the  arc  subtended  being  about  45°.  ^^'ithout 
going  into  the  theory  of  the  arch,  requiring  considerable  mathematical  knowledge,  we  proceed  to  give 
certain  rules  from  the  best  authors,  and  examples  of  construction,  to  enable  the  mechanic  to  propor- 
tion the  pai'ts  of  a  structure. 

That' the  voussoirs  of  an  arch  may  resist  crushing,  they  must  have  a  certain  depth  proportioned  to 
the  pressure  of  the  arch  ;  and  as  this  increases  from  the  curve  towards  the  springing,  the  depth  of  the 
^onssoirs  should  hkewise  increase  from  the  crown  to  the  springing.     Peronnot  has  given  as  a  rulo  for 
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the  depth  at  the  crown  the  formula  d  =  ,07  r  +  1  foot,  in  which  formuhi  r  is  the  pjreatest  radius  of 
curvature  of  the  intrados.  This  formula  is  applicable  to  arches  less  than  fifty  feet  radius ;  but  beyond 
this  it  gives  greater  dimensions  than  in  ordinary  practice.  In  order  to  facilitate  investigations  on  the 
stability  of  arches  of  the  more  usual  forme,  M.  Petit  calculated  a  series  of  tables,  of  which  wo  give  tho 
abstract  for  circular  arches,  as  the  class  occurring  most  frequently  in  practice. 


FiK.  620. 


Fig.  621. 


Fis.  622. 


To  find  the  thickness  of  abutment  necessary  to  support  the  thrust  of  tho  arch,  multiply  the  co-efficient 
found  in  the  table  for  the  particular  case  by  3.8,  and  the  square  root  of  the  product  multiplied  by  the 
radius,  r,  of  the  intrados,  will  give  the  extreme  thickness  of  the  abutment. 


CO-EFFICIENT  OF  HOKIZONTAL 

TIIEUST  AT  THE  CROWN. 

Fig.  620. 

Fig.  622. 

Fig.  621. 
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Eramph, — What  is  the  horizontal  thrust,  and  what  the  thickness  of  abutment  necessary  to  support 
an  arch  of  ten  feet  span  and  two  feet  rise  ? 


=  2  =  3.G2S 


«        10 

"V  —  ~2  )  therefore  5  =  oh. 

r  =  3.625 


2  =  7.25  ft. 


By  Peronnet's  formula,  d  —  0.07  x  7.25  -F  1  =  1.50. 

R  =  7.25  +  1.50 
■  _R  _  8.75 
~r  ~  fJo 


8.75 


1.20 


By  the  table  against  1.20,  under  the  column  «  =  5  A,  we  find  0.102  as  the  co-efficient  of  thrust,  150 
lbs.  being  taken  as  the  average  weight  of  a  cubic  foot  of  masonry,  the  absolute  thrust  per  square  foot 
of  surface  is 

0.102  X  150  X  7^25^  =  804  lbs. 
i^  0.102  X  3.8  x'7.25  =  4.50  feet,  thickness  of  abutment. 

The  foranula  gives  the  thickness  of  abutment,  supposing  the  height  infinite ;  for  low  abutments,  tLo 
thickness  may  be  reduced,  for  common  span.s,  about  ten  per  cent. 

In  the  loading  of  a  semicircular  arch,  especially,  the  tendency  of  a  weight  applied  at  the  crown,  is  to 
rise  the  haunches.  This  is  to  be  counteracted  by  backing  with  masonry  at  these  points  called  the 
spandrel  backing.  When  the  arch  is  to  be  covered  with  earth,  care  should  be  taken  in  loading  the 
irch  evenly  at  both  sides.  ,  Tho 'same  remark  applies  to  the  setting  of  the  arch-stones  on  the  wooden 
::entre3  whilst  in  pirocess  of  construction. 
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The  following  table  gives  tlie  dimensions  of  the  arches  of  a  selection  of  bridges  of  European  con- 
struction. 


LOCATION. 

Material. 

Form  of  Arch. 

Spam 

Rise. 

Depth 
at  crown. 

Depth         1 
at  eprin^. 

ft,  in. 

ft.  in. 

ft.  in. 

ft.  in. 

Manchester  and  Birmingham  KailroaJ, 

Brick, 

Semicircular, 

18 
G3 

a 

SI  6 

1  6 
3 

uniform. 

London  and  Brighton                    " 

" 

" 

30 

15, 

1  6 

2  3 

"             Blacl^wall                   " 

" 

Segmental, 

sr 

16 

4  1J 

uniform. 

Great  Western                              " 

" 

Elliptical, 

123 

24  3 

5 

r  u 

Orleans  and  Tours                          " 

Stone, 

Semicircular, 

27  7 

2  7i 

uniform. 

Stirling  Bridge,    .... 

'• 

Segmental, 

60 

13  6i 

3  6 

4  6 

Carlisle       "         .           .           .           . 

" 

Elliptical, 

63 

21 

3  9 

7  4 

Staines        "         .           .           .           . 

" 

Segmental, 

74 

9  3 

2  4 

5  6 

Hutcheson  "... 

" 

" 

.T9 

13  6 

S  6 

4  0 

Jena           "         .           .           .           . 

" 

" 

71  9 

10  9 

5 

1 

For  smaller  culverts  of  15  to  30  feet  span,  the  usual  construction  is  to  make  the  arch  from  1  foot  6 
inches  to  2  feet  deep.  Arches  in  stone  are  seldom  turned  less  than  1  foot  deep,  whatever  may  be  tho 
span ;  brick  arches  for  less  than  10  feet  span  are  generally  8  inches,  and  this  depth  is  required  by 
building  acts. 


Details  of  one  of  the  arches  and  cenlieing  of  Waterloo  Bridge. 


Waterloo  Bridge,  London,  by  Kennie,  is  considered  a  masterpiece.  It  was  commenced  in  1810,  it  is 
a  level  bridge,  having  nine  arches,  each  120  feet  span,  and  35  feet  rise,  and  it  is  42  feet  4  inches  wide 
between  the  parapets. 

The  bridge  across  the  Seine,  at  Neuilly,  built  between  the  years  1768  and  1780,  by  Peronett,  is  a 


Elevation  of  one  of  the  arches  of  Neuilly  Bridge. 
625. 


Transverse  section  of  Neuilly  Bridge. 


BKIDGES. 


20P 


very  celebrated  structure  ;  it  is  also  a  level  bridge,  consisting  of  five  elliptic  arches,  each  of  128  feet 
span,  and  32  feet  rise. 

Iron  bridges. — The  most  popular  form  of  wrought  iron  bridges  in  England  is  the  tubular,  applied  on  a 
large  scale,  the  travel  being  in  the  interior,  as  at  the  Conway  and  Menai  Bridge.  See  Conway  Tdbh- 
LAR  Bridge.  Or  girders  being  constructed  on  this  principle,  over  which  the  travel  passes.  See 
Strkngth  of  Materials.  The  first  bridge  of  this  latter  class,  in  this  country  at  least,  was  built  in 
1846-7,  on  tlie  Baltimore  and  Susquehanna  'Railroad,  by  James  Milholland.  Figs.  626,  627,  628, 
629,  represent  still  another  form  of  plate-iron  bridge,  as  designed  by  Mr.  Martin,  the  engineer,  to  carry 
the  railway  from  the  London  and  North-Western  Railway  to  the  East  and  West  India  Docks.  It 
carries  the  railway  over  Randolph  street,  Camden  Town. 

The   peculiarity  consists  in  constructing  the  bridge  with  two 
Fig.  626.— Side  View  of  Longitudinal    side  girders,  each  of  a  single  web,  of  plates  of  iron,  71  feet  long, 

-)  6  ft.  74-  inches  high,  and  ~  inches  thick  ;  put  together  with  plates 
5  inches  wide,  overlapping  the  vertical  joints,  and  f-inch  rivets 
placed  3  inches  apart,  and  fixed  to  the  top  and  bottom  plates  by 
angle-iron  3  inches  wide,  and  f-inch  rivets.  The  bottom  plate  is 
2  ft.  8  in.  wide,  made  with  Yft-i"ch  plates  in  lengths  of  8  feet 
each,  with  plates  overlapping  the  joints  6  in.  wide.  The  outer 
flange  is  curved  down  1  inch,  to  throw  off  the  wet ;  the  top  plate 
is  2  ft.  8  in.  girt,  made  with  ^^(,-inch  plates,  excepting  the  three 
middle  plates,  which  are  -f-inch  in  thickness ;  the  top  is  curved 
down  5  inches,  and  put  together  with  inch  rivets.  The  girders 
)  are  stiffened  by  eight  vertical  plates  on  each  side  of  the  web,  of 
j-\-inch  iroiii'  fixed  by  "angle-iron  3  inches  wide,  and  |-inch  rivets  placed  4  inches  apart.  There  are 
also  two  similar  stiffeners  at  each  end,  of  |-inch  iron.  The  top  plate  is  further  stiffened  by  stays  of 
T-irou,  5^  inches  wide  between  each  pair  of  stiffeners. 


Fig.  627.- 


-Enlarged  Section  of  Girder,  showing 
"tlie  Stitteners, 


Fig:  628. — Section  tlirouKh  Girder,  siiowing 
the  Stays  to  Stiffen  the  Top  Plate. 


__,.l^X 


The  cross  girders  are  24  ft.  6  in.  long  and  1  ft.  4  in,  high,  made  with  |-inch  plates  in  three  lengths, 

and   stiffened    by   angle-iron 
Fig.  629.— Transverse  Section.  top  and  bottom,  and  on  each 

side,  3i  inches  wide,  and  fast- 
ened  with    |-mch    rivets    4 
inches   apart.     The    ends   ol 
these  cross  girders  rest  upon 
the  two  girders  first  described. 
Fig.  629  is  a  cross   section 
of  the  bridge.     Fig.  626  is  a 
side  view  of  part   of   one  of 
the  longitudinal  girders.    Fig. 
627  is  an  enlarged  section  of 
one  of  the  girders,  showing  the  stiffeners.     Fig  628  is  a  section  through  the  same  girder,  showing  the 
tavs  to  stiffen  the  top  plate.  14 
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Cast-iron  hridges. — ^Bridges  constructed  of  this  material  alone  are  usually  of  short  span  and  simple 
girders.  See  Strength  op  Materials.  Cast  iron  as  a  material  is  not  considered  as  safe  as  wrought 
iron  or  wood ;  from  some  flaw,  from  frost,  or  from  sudden  jars,  it  gives  way  without  notice  ;  but  as  it  is 
stronger  per  square  inch  than  wrought  iron  in  resisting  a  crushing  force,  it  has  been  applied  in  connection 
with  wrought  iron  where  the  strain  is  of  this  description.  Whipple's  bridge,  figs.  630, 1,  2,  3, 4,  is  a  brid<re 
af  this  description.     c.30. 

^: ''m 


6.32. 


^2^-. 


Fig. 630  represents  the  elevation,  fig.631  the  plan,  and  figs.  632, 8  and 4,  the  details  of  framing.  This 
bridge  consists  of  two  iron  trusses  of  50  feet  span,  and  9  feet  high.  What  would  be  called  the  Kpp« 
chord  consists  of  cast-iron  pipe,  6  inches  in  diameter,  and  -J-  inch  thick;,  equal  to  9  square  inches — cast- 
.'ron  uprights  of  +  section,  and  8  feet  4  inches  apart  from  centre  to  centre,  connect  the  upper  chord  on 
which  the  track  rests,  with  the  bottom  or  tie.  This  latter  is  of  1^  round  iron,  in  loops,  two  of  which, 
side  by  side,  constitute  the  tie  between  each  pair  of  uprights.  These  loops  pass  over  shoulders  at  the 
foot  of  the  uprights,  through  wliich  shoulders  pass  the  diagonal  l^-  inch  wrought-iron  rods,  secured  and 
adjustable  by  nuts.  The  dimensions  of  all  parts  of  this  bridge  are  proportioned  to  the  strains  they  are 
to  receive,  and  were  calculated  to  withstand  a  rolling  weight  of  2,000  lbs.  per  running  foot 
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The  weight  of  one  truss  with  its  proportion  of  track  is  less  than  three  tons,  or  6,720  Ihs..  which  is 
equivalent  in  its  strain  to  3,360  lbs.  placed  on  the  centre  of  each  truss,  to  which  add  the  weight  at  the 
centre  to  a  load  of  2,000  lbs.  per  foot  run,  viz.,  25,000  lbs.,  and  we  have,  as  the  weight  on  the  centre' 
of  each  truss,  28,360  lbs. 

The  Rider  iron  bridge,  of  which  fig.  635  is  an  isometrical  view  of  the  method  of  framing,  is  also  a 
combination  of  wrought  and  cast-iron  in  the  form  of  a  truss,  but  it  is  deficient  in  strength.  The  upper 
chord  is  of  cast-iron,  in  two  parts,  bolted  together,  and  "  breaking  joint,"  and  forming  a  T  section  of 
about  12  square  inches.  The  lower  chord  is  of  wrought-iron,  composed  of  two  plates,  each  4  inches 
deep,  by  ^  inch  thick,  placed  side  by  side,  with  an  interval  of  f  inch  between  them  to  receive  the  diag- 
onal rods.  These  plates  also  "  break  joint,"  and  at  the  joints  have  an  additional  plate  of  the  same 
depth  and  thickness,  and  nearly  two  feet  in  length ;  the  whole  eecured  together  by  four  holts,  two  on 

635. 


sach  side  of  the  joints.  The  uprights  or  posts  connecting  the  chords,  and  to  which  they  are  bolted, 
are  of  cast-iron,  about  3  feet  4  inches  apart,  of  an  H  section,  and  of  8  square  inches  in  area.  Throuo-h 
a  hole  in  the  centre  of  these  pass  the  diagonal  rods,  two  in  each  pannel,  of  wrought-iron  2  by  |-  inches 
in  the  centre,  and  2^  by  5^  inches  at  the  ends ;  these  are  also  bolted  to  the  top  and  bottom  chord. 

Bollman's  Bridge  is  still  another  combination  of  the  same  sort,  but  differs  from  the  others  in 
that  there  is  no  bottom  chord  necessary.  The  top  ehord  and  posts  are  of  cast-iron,  and  the  bottom 
of  each  post  is  supported  by  rods  to  either  end  of  the  upper  chord.  It  may  be  considered  a  trussed 
cast-iron  beam.  The  principles  of  the  construction  will  be  readily  understood  from  the  description. 
The  largest  of  these  bridges  is  at  Harper's  Ferry,  and  they  are  used  considerably  on  the  line  of  the  Balti- 
more and  Ohio  Rail  Road. 

Fig.  636,  is   a    perspective  6SC. 

view  of  a  part  of  Severson's  Iron 
Bridge,  near  the  abutment ;  it 
is  cambered  about  1  in  80  or 
100 — the  whole  combined  foi-m- 
ing  a  trussed  girder.  The  sides 
or  body  of  the  truss,  when 
made  of  cast-iron,  will  be  com- 
posed of  pieces,  or  voussoirs, 
corresponding  in  all  parts  with 
the  arc  of  a  circle,  having  a 
verse  sine  of  1  to  a  chord  of 
80  or  100.  The  ends  and  joints 
between  the  voussoirs  being 
radii,  the  main  ties  made  of 
wire  cables,  and  the  lower  and 
upper  parts  of  the  voussoirs, 
will  form  three  concentric  arcs. 

In  fig.  637,  at   p   is  repre- 
sented a  portion  of  the  floor  as 


212 


BKIDGES. 


Fig.  1. 


(teen  from  nbove  ;  A,  the  upper  rail,  or  arc  ;  G  G  and  H  H  the  quarter  braces ;  E,  end  pieces.  At  B 
IS  half  the  bridge  as  seen  from  below  ;  D  D,  bottom  of  end  pieces ;  C  C,  main  cables,  or  ties.  The 
sway-braces  and  under  side  of  girders  between  C  C  at  B. 

Wooden  Bridges. — The  simplest  form  of  bridges  is  of  course  composed  of  single  beams  oi  string- 
pieces  spanning  the  opening,  on  which  are  laid  the  floor-planks.  For  the  strength  of  such  beams,  see 
Strength  of  Materials.  But  as  such  constructions  are  only  applicable  to  small  spans,  framed  struc- 
ture? become  necessary.  We  proceed  therefore  to  investigate  the  general  principles  of  trussing,  applicable 
as  well  to  iron  as  wooden  constructions. 

Commencing  with  the  simple  truss,  let  a  to,  6  «>  be  two 
equal  braces  connected  at  the  foot  by  the  tie  a  b,  and  neglect- 
ing its  own  weight  for  the  present,  suppose  the  trass  to  sustain 
a  weight  W  at  the  point  w.  Draw  w  c  perpendicularly  to  the 
tie,  and  let  it  represent  in  magnitude  the  weight  W,  that  is  to 
say,  so  many  pounds  as  there  are  in  W  ;  let  there  be  inches  or 
half-inches  or  any  convenient  unit  of  measure  in  w  c.  Draw 
c  d,  c  e,  respectively  parallel  to  m  6  and  aw;  now  by  the  com- 
position and  resolution  of  forces,  w  e,  measured  by  the  same 
''  scale  as  w  c,  will  represent  the  thrust  in  the  direction  of  w  b, 

caused  by  the  weight  w  c  or  W ;  and  w  d  likewise  eqtials  in  direction  and  magnitude  the  strain  or  thrust 
in  the  direction  of  the  brace  a  w.  We  suppose  the  framing  to  rest  at  the  points  a  &nd  b  on  immovable 
supports ;  of  course,  half  the  weight,  -|W,  will  bear  on  each  support,  a  and  b ;  and  the  action  at  these 
points  will  be  compounded  of  a  vertical  pressure  equal  to  ^W,  and  a  horizontal  strain  or  tension  in  tho 


direction  a  b,  equivalent  to  i  W  For  drawing  d  e,  parallel  to  a  b,  bisecting  in  ytZy represents  the 

tension  on  the  tie  a  b.  For  when  three  forces  are  in  equilibria  about  a  point,  if  two  of  them 
are  represented  in  direction  and  magnitude  by  the  two  sides  of  a  triangle,  the  third  side  of  this  triangle 
must  represent  in  direction  and  magnitude  the  third  force.  Now,  the  point  a  is  acted  upon  by 
three  forces :  an  upward  resistance  equivalent  to  \  W,  a  pressure  in  the  direction  w  a  equal  to  d  lu,  and 
the  tension  of  the  tie  a  b  which  will  be  the  third  side  of  the  triangle  of  which  the  other  two  are  d  w  and 
f  w,  that  is,  df ;  and  in  the  similar  triangles  w  df,  w  a  c,  d  w:  fw.  :  aw:  c  w  ;  and  df:  f  w:  :  ac: 
c  w;  or  the  strain  in  the  direction  of  a  w  bears  the  same  relation  to  -J-  W  that  a  w  bears  to  c  w,  and  the 

a   c 
tension  on  the  tie  bears  the  same  relation  to  -J  W  that  a  c  bears  to  c  w,  or  tension  =  -J-  W  On  the 

supposition  that  the  braces  are  of  different  lengths,  or  the  weight  not  immediately  over  the  centre  of  the 
tie  a  b,  we  should  still  have  the  respective  strains  determined  in  the  same  manner.  Thus  w  c  represent- 
ing the  weight  tv,  sustained  by  the  braces  a  w  and  6  w.  Completing  the  parallelogram  on  this  as  a 
diagonal  with  the  direction  of  the  forces  for  the  sides,  and  drawing  d  f  parallel  to  the  tie  a  b,  we  have 
as  the  result  of  this  arrangement  an  inequality  in  the  action  of  the  weight  on  the  points  a  and  b.  w  f 
Ficr.  2.  represents  the  weight  on  the  point  a,  and  f  c  represents  the  weight 

u>  on  the  point  b ;  and  the  side  of  the  triangle  w  d  f  as  in  the  first 

case,  represents  all  the  forces  in  operation  on  the  point  a — viz. :  w  f 
(the  weight  on  a)  which  bears  the  same  relation  to  w  c  (or  the 
whole  weight)  that  c  b  bears  to  the  whole  tie  a  b.  d  w,  the  strain 
on  the  brace  a  w,  and  df,  the  horizontal  tension  in  the  direction  of 
the  tie  a  b. 

To  determine  these  strains  in  terms  of  the  given  dimensions,  as 
in  the  first  example,  we  have  (taking  for  convenience  of  calculation 
a  c  as  some  rnultiple  of  a  b,  say  j)  by  similar  triangles,  d  w:  fw: 
'°  "  "      a  w.  cw,  and  df:  fw:  :  ac:  cw;  or  the  strain  in  the  direction  of 

^a  w  a  c 

a  w  bears  the  same  relation  to  I  io  that  a  w  bears  to  c  to ;  or  d  w  =  |  W and  d  f  =.  3  W  ■ —  or 

^  '  ^       c   w  ''        *       c  w 

the  strain  on  any  brace,  will  be  as  the  length  of  the  brace,  divided  by  its  height,  and  the  tensions  on  the  tie  will 
he  inversely  as  the  height  of  the  braces. 

The  first  expression,  of  the  strain  on  the  brace,  is  the  cosecant  of  the  angle  of  inclination  of  the 
brace  ;  and  the  tension  on  the  tie  is  the  cotangent  of  the  same  angle. 

We  have  shown  the  method  to  be  pursued  in  calculating  the  strains  on  the  respective  braces  or  raft- 
ers, and  ties  or  chords  of  a  piece*  of  framing,  which  may  be  either  a  truss  for  a  roof,  or  for  a  bi-idge  in 
its  simplest  form. 

Fig.  8.  For  short  spans  of  either  roof  or  bridge,  say  from  thirty 

to  forty  feet,  either  of  the  two  following  forms  may  be 
used  :  The  simplest  is  that  shown  in  fig.  ,  the  truss 
resting  on  the  points  a  a,  and  the  roadway  bearing  on 
those  points,  and  on  cross  bearers  at  the  points  c  and  d. 
This  form  of  truss  is,  however,  less  economical  than  that 
of  fig.        ,  and  less  rigid. 

For  the  purpose  of  comparison,  take  a  a',  in  figs. 
,  divided   into  three  equal  parts  at  the  points  c  and 
d,  and  suppose,   with  the  same  height  6  c  to  the  two 
trusses,  the  points  b'  b  to  be  loaded  with  a  weight,  w. 
Now  it  is  clear  that  the  weight  on  the  ^oi^ts  a  and  a'  is  the  same  in  each  truss,  but  the  tension  on 
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a  c 
b~c 


the  tie  is  in  the  case  of  fig.    4,    at  a,  —  w ;  but  the  tension  on  the  tie  of  fig.     3  is,  as  before  shown 


w  -I-  _    -^  w.     Substituting  in  this  expression  the  value  of  a  d,  which  =  2  a  c,  and  of  b'  d,  which 

36c         xib'  d  i  a  c 

w,  which  is  J  greater  than  in  tlie  case  of  fig.     i,    of  course  re- 


^  b  c,  we  have  the  tension  ■■ —  „  , 
o  0  c 

quiring  ^  more  material ;  which  excess  is  not  offsetted  by  the   additional  material  required  in  the 

braces  b  d,  b'  c,  of  fig.   4,     which  is  the  preferable  form,  4 

unless  the  abutments  sustain  the  thrust ;  for  in  the  latter  7  j' 

case  in  fig.    4,     the  braces  b'  c.,  b  d  cannot  act  directly  on 

the  abutments,  as  they  may  do  in  the  case  of  fig.  3. 

Extending  our  investigation  to  longer  spans,  of  say  from 
40  to  80  feet,  the  number  of  bearing  points  for  the  distri- 
bution of  the  weight  being  increased  in  the  proportion  of 
the  length,  a  comparison  analogous  to  the  preceding,  will 
show  the  most  economical  arrangement  for  the  timber  of 
such  a  bridge.     The  independent  brace  for  each  point  of 

support,  throwing  their  weight  directly  on  the  abutments,  is  found  not  to  be  so  economical  as  the  intro- 
duction of  a  straining  piece  between  the  heads  of  the  verticals. 


of  the  same  span  and  rise,  and  divided  into  five  equal 
5. 


Taking  the  two  trusses  fig.  5  and  6, 
spaces,  giving  four  points  of  support  for  the 
load,  whicli  we  will  suppose  to  be  distributed 
equally  at  the  several  points. 

In  truss  fig.  5,  let  a  a'  =  5  and  ab,bc 
each  =  1.  Let  w  c  ^  h  and  to  b  =  ^  h. 
The  points  a  w  w  w  w  a'  may  be  considered 
as  points  in  a  circular  arch,  and  in  equilibrio 
under  the  weights  w  w  w  w. 

The  horizontal  thrust  on  the  tie,  produced 
.         3  w;. 
by  the  weights  w  w  &c.,  is  ==  — -— 
h 

For,  as  already  shown,  the  action  of  ten- 
sion in  .  this  case  will  be  represented  by 
a  b  ab      3w 3w 

Yh  ih  fh        li' 

In  th-e  case  of  the  independent  braces,  fig.    6     bemg  an  equal  space  and  rise,  a  a  and  //,  and  loaded 

with  the  same  weight  at  the  point,  w  w,  &c.     Each  pair  of  braces  will  exert  a  certain  thrust,  and  the 

tension  on  the  tie  will  be  expressed  by  the  sum  of  the  several  thrusts  produced  by  all  the  weights,  or 

w      o  2  w      ^  S  11)      .  4:  w       4  w  1     ,   ■  I       .    n 

I  —  +  I  -7-  +  s  -7-  +3    r-  ^^  -7-  is  the  tension  on  the  tie,  which  is  -J-  greater  than  in  fig.    5,     hence 
h       '     h  h  h  h 

this  latter  form  of  truss  would  require  more  timber  than  that  of  fig,  5,  to  bear  the  same  load ;  and 
attended  with  the  inconvenience  of  the  long  braces,  which  would  not  bear  the  tlirust  communicated  to 
them  as  advantageously,  as  the  shorter  pieces  in  fig.  5,  but  on  the  other  hand  the  condition  of  equi- 
librium may  be  disregarded,  as  the  weight  may  be  removed  from  any  of  the  braces  without  destroying 
the  stability  of  the  structure,  whereas  in  fig.  6,  to  remove  the  weight  from  either  of  the  points  w, 
would  destroy  the  equilibrium,  and  the  truss  would  yield  at  once;  to  prevent  this  a  system  of  bracing 
is  introduced  between  the  verticals  (on  the  dotted  lines),  making  the  whole  amount  of  timber  about  the 
same,  probably,  as  in  fig.  6,  yet  the  truss  with  diagonal  braces  between  the  verticals,  is  preferable 
to  that  in  which  independent  pairs  of  braces  sustain  the  points  at  which  the  weight  is  applied,  although 
the  latter,  as  before  remarked,  is  less  liable  to  change  of  shape  by  a  variable  load ;  the  practical  incon- 
veniences attending  the  construction  of  this  form  of  truss,  however,  render  it  every  way  inferior  to  the 
other  for  long  spans. 

This  form  of  diagonal  bracing  is  the  key  to  almost  all  our 
bridge  constructions ;  we  therefore  extract  from  Haupt  the 
principles  of  bracing  and  counter-bracing. 

If  the  truss,  fig.  7,  be  loaded  at  c',  the  effect  of  the  oblique 
force  c  a  upon  the  angle  0,  evidently,  is  to  force  it  upwards, 
and  this  would  be  the  diagonal  of  a  parallelogram  constructed  upon  a  c  and  c  c. 

This  result  is  of  the  greatest  practical  importance,  and  the  existence  of  a  force  acting  upwards  appears 
to  have  been  overlooked  by  many  practical  builders,  as  in  some  very  important  structures  no  means 
have  been  used  to  guard  against  its  effects. 

The  consequence  is,  that  in  a  straight  as  well  as  in  an  arched  trass,  a  weight  at  one  side  produces  a 
tendency  to  rise  at  the  other  side. 

The  effect  of  this  upward  force  is  to  compress  the  diagonals  in 
the  direction  of  the  dotted  lines,  and  extend  them  in  the  direction 
cf  the  braces;  but  as  the  braces,  from  the  manner  in  which 
they  are  usually  connected  with  the  frame,  are  not  capable  of 
opposing  any  force  of  extension,  it  follows  that  the  only  resist- 
ance is  that   which  is  due  to  the  weight  and  inertia  of  a  part 

of  the  structure.  When  the  load  is  uniform  this  is  sufficient,  because  the  weight  on  one  side  is 
balanced  by  an  equal  weight  upon  the  other,  and  every  part  is  in  equilibrium.     But  when  the  bridge 
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is  subjected  to  the  action  of  a  heavy  weight,  as  a  locomotive  encrine  or  a  loaded  car  rapidlj'  passing 
over  it,  and  acting  with  impulsive  energy  upon  every  part  at  different  instants,  it  is  obvious  that  no 
adequate  resistance  is  ofiR?red  by  a  truss  composed  of  only  the  three  series  of  timbers  already  described. 
Yet  we  find  that  such  a  truss  has  been  used  for  a  large  proportion  of  the  bridges  that  have  been  erected, 
sometimes  with,  and  sometimes  without  the  addition  of  an  arch,  an  appendage  which,  although  it  adds 
to  the  vertical  strength,  diminishes  but  little  the  effect  of  the  force  under  consideration.  No  one  who 
has  had  an  opportunity  of  observing  it,  can  have  failed  to  notice  the  great  vibration  produced  in  such 
bridges  by  the  passage  of  a  loaded  vehicle.  In  long  bridges,  the  undulations  produced  by  the  passage 
of  a  car  can  be  felt  at  the  distance  of  several  spans. 

The  remedy  for  this  defect  is  obvious ;  it  is  only  necessary  to  prevent  the  diagonal,  in  the  direction 
of  the  dotted  line,  from  shortening,  or  in  the  direction  of  the  brace  from  lengthening,  and  the  upward 
force  will  be  effectually  resisted. 

This  requires  either  that  counter-braces  should  be  introduced  in  the  direction  of  the  dotted  diagonals 
of  the  last  figure,  or  that  the  braces  themselves  should  be  capable  of  acting  as  ties,  or  additional  ties 
placed  in  the  direction  of  the  braces. 

It  follows,  from  the  preceding  exhibition  of  the  effect  of  a  variable  load,  that  no  bridge,  either  straight 
or  arched,  which  is  designed  for  the  passage  of  vehicles,  and  particularly  of  railroad  trains,  should  be 
constructed  without  counter-bracing  or  di^igonal  ties.  It  is  only  in  aqueducts,  when  the  load  is  always 
uniform,  that  they  can  with  any  proprietj'  be  omitted. 

Effects  of  counter-tracing. — The  consideration  cf  the  action  of  counter-braces  leads  to  some  very 
Bingular  but  important  results. 

Let  the  truss  be  loaded  with  a  weight  so  as  to  produce  some  deflection,  it  has  been  shown  that  the 
diagonals  in  the  direction  of  the  braces  will  be  compressed,  and  in  the  direction  of  the  counter-braces 
extended.  Suppose  that  the  extension  of  the  last  named  diagonals  is  sufficient  to  leave  an  appreciable 
interval  between  the  end  of  the  counter-brace  and  the  joint  against  which  it  abuts,  and  that  into  this 
inter^-aj  a  key,  or  wedge  of  hard  wood  or  iron,  is  tightly  introduced  ;  it  is  evident  that,  upon  the  re- 
moval of  the  weight,  the  truss,  by  virtue  of  its  elasticity,  would  tend  to  regain  its  original  position ;  but 
this  it  cannot  do,  in  consequence  of  the  wedges  at  the  ends  of  the  counter-braces,  which  prevent  the 
dotted  diagonals  from  recovering  their  original  length,  and  the  truss  is  therefore  forcibly  held  in  the 
position  in  which  the  weight  left  it ;  the  reaction  of  the  counter-braces  producing  the  same  effect  that 
was  produced  by  the  weight,  and  continuing  the  same  strain  upon  the  ties  and  braces. 

The  singular  consequence  necessarily  results  from  this,  that  the  passage  of  a  load  produces  no  addi- 
tional strain  upon  any  of  the  timbers,  but  actually  leaves  some  of  them  without  any  strain  at  all. 

To  render  the  truth  of  this  assertion  more  clear,  we  will  confine  our- 
selves  to  the  consideration  of  a  single  rectangle,   and  suppose  that  the 
effect  of  the  flexure  caused  by  an  applied  weight  has  been  to  extend  the 
diagonal  A  C  by  a  length  equal  A  p,  and  to  compress  the  brace  B  D  by 
^ij  an  equal  amount. 

The  point  p  will  evidently  be  drawn  away  from  A,  leaving  the  interval 
Xp.  If  a  wedge  be  tightly  fitted  into  this  interval,  without  being  forci- 
bly driven,  it  evidently  can  have  no  action  upon  the  frame  so  long  as  the 
weight  continues  ;  but  upon  the  removal  of  the  weight  it  becomes  forcibly 
compressed,  in  consequence  of  the  effort  of  the  truss,  by  virtue  of  its  elas- 
ticity, to  return  to  its  former  position.  This  effort  is  resisted  by  the  reaction  of  the  wedge,  which  causes 
a  strain  upon  the  counter-brace  A  C  suffi-cient  to  counteract  the  elasticity  of  the  truss  ;  and  as  no  change 
cf  figure  can  take  place,  it  follows  that  the  brace  B  D  cannot  recover  its  original  length,  and  therefore 
continues  as  much  compressed  as  it  was  by  the  action  of  the  weight. 

The  effect  of  a  weight  equal  to  that  first  applied  will  be  to  relieve  the  counter-brace  A  C,  without 
adding  in  the  slightest  degree  to  the  strain  upon  B  D. 

As  regards  the  effects  upon  the  chords,  it  is  evident  that  the  strains  are  only  partial,  and  tend  to 
counteract  each  other.  The  maximum  strain  in  the  centre  is  estimated  by  the  force  which  would  be 
required  to  hold  the  half  truss  in  equilibrium  if  the  other  half  be  removed ;  and  this  is  dependent  only 
on  the  weight  and  dimensions  of  tlie  truss.  In  fact,  if  we  examine  the  parallelogram  A  B  C  D,  we 
find  that  the  effect  of  wedging  the  diagonals  will  be  to  produce  strains  acting  in  opposite  directions  at 
A  and  B,  and  destroying  each  other's  effects ;  the  strains  produced  by  wedging  any  rectangle  cannot 
therefore  be  continued  to  the  next,  and  of  course  can  have  no  influence  upon  the  maximum  forces  at  the 
centre. 

As  the  vibration  of  a  bridge  is  caused  principally  by  the  effort  to  recover  its  original  figure  after  the 
compression  produced  by  a  passing  load,  it  follows  that  if  this  effort  is  resisted,  the  vibration  must  be 
greatly  diminished,  or  almost  entirely  destroyed. 

This  accounts  for  the  surprising  stiffness  which  is  found  to  result  from. a  well-arranged  system  of 
counter-braces. 

Inclination  of  braces. — 1.  The  braces  must  not  be  so  long  as  to  yield  by  lateral  flexure. 

2.  The  chords  being  unsupported  in  the  intervals  between  the  ties,  these  intervals  must  be  limited 
by  the  condition  that  no  injurious  flexure  shall  be  produced  by  the  passage  of  a  load.  Ou  the  other 
hand,  as  the  ties  approach  each  other,  the  angle  of  the  brace  increases,  and  when  the  intervals  become 
small,  the  number  of  ties  and  braces  is  greatly  increased,  and  with  them  the  weight  of  the  structure. 

The  true  limit  of  the  intervals  can  be  readily  determined  when  the  size  of  the  chords  and  the  max- 
imum load  are  known;  for  it  should  evidently  be  such  that  when  the  load  is  at  the  middle,  the  flexure 
should  not  exceed  a  given  amount. 

Figs.  638  and  639  represent  bridges  of  which  the  braces,  posts  and  chords  are  entirely  of  wood,  bul 
in  more  common  forms  wrought  iron  is  used  for  such  parts  as  are  subjected  to  tension. 
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The  most  popular  form  of  bridge  in  use  in  this  country  is  Howe's  truss,  similar  in  fonn  to  fig.  8,  the 
bottom  and  top  chords  being  composed  of  timber  in  several  thicknesses,  the  main  braces  being  double, 
and  the  counter-braces  single,  the  tension  rod  or  post  being  of  iron.  The  braces  abut  on  an  angula' 
block  either  of  wood  or  iron,  and  the  tension  rods  pass  through  the  centre  of  the  block. 

In  Pratt's  bridge  the  posts  are  wood,  and  suspension  rods  supply  the  place  of  braces. 

The  peculiari'y  of  McCallum's  bridge,  is  in  the  arrangement  through  which  the  arched  upper  chord 
by  means  of  the  arch-braces  bearing  on  the  abutment,  together  witli  the  counter-brace  tension-rod.' 
acting  on  the  lower  chord,  conduce  to  a  uniformity  of  action  highly  advantageous  to  the  durability  of 
the  bridgj. 

Suspension  Bridges. — Various  opinions  have  been  entertained  as  to  the  form  best  adapted  for  the  ob- 
jects of  a  suspension  bridge.  These  objects  are, — 1st,  the  obtaining  a  roadway  across  a  river  in  a  po- 
sition where  it  is  necessary  to  allow  the  passage  of  vessels  beneath  it,  and  where  it  is  not  possible  to 
form  piers  or  abutments  sufficiently  close  together  to  allow  of  an  ordinary  arch  being  constructed.  2d. 
the  judicious  ari-angement  of  the  suspending  chains,  rods,  and  roadway  bearers,  to  effect  the  greates< 
firmness  and  rigidity  with  the  least  expenditure  of  material. 

The  different  forms  may  be  arranged  under  the  following  heads.  First, — those  in  which  the  plank- 
ing of  the  roadway,  (except  a  small  portion  near  the  abutments,)  rests  solely  on  the  main  suspending? 
chains,  as  in  Chinese  bridges  generally,  and  some  ju  South  America. 

Second, — those  in  which  the  roadway  side  beams,  carrying  the  planking,  railing,  &c.,  are  only  con- 
nected with  the  main  suspending  chains  by  vertical  rods,  as  in  the  Menai  Bridge  and  numerous  others. 

Third, — those  in  which  the  roadway  platform  is  entirely  supported  by  ropes,  chiJns,  or  wires  proceed- 
ing obliquely  from  the  top  of  the  abutments,  as  in  some  bridges  of  rope,  canes,  or  bamboos  in  Asia,  and 
light  wire  bridges  in  Europe. 

Fourth, — those  in  which  the  roadway  platform  is  partly  supported  by  ropes,  chains,  or  wiijes  proceed- 
ing obliquely  from  the  top  of  the  abutments,  partly  by  rods  descending  obliquely  from  the  main  chains, 
and  partly  by  the  main  suspending  chains  themselves ;  which  last  diminishing  in  weight  as  they  ap- 
proach the  middle  of  the  span,  are  linked  to  the  central  portion  of  the  roadway  by  short  rods,  which 
beinof  nearly  in  contiimation  of  the  upper  parts  of  the  main  chains,  would,  if  strong  enough,  support 
that  part  of  the  roadway,  and  complete  the  curve,  rendering  the  central  link  of  the  chain  nearly  unne- 
cessary. 

In  all  suspension  bridges,  chains  are  carried  from  the  top  of  the  abutments  to  the  rear,  and  called 
back  chains.  There  is  one  of  these  to  each  of  the  bridge  chains,  whether  they  carry  the  rods  on  each 
side,  as  in  those  of  the  second  class,  or  go  directly  to  the  platform,  as  in  the  third  and  fourth  classes. 
These  back  chains  are  connected  with  links  secured  on  the  top  of  cast  iron  saddles  on  the  abutments  at 
one  end,  and  firmly  bolted  to  cast  iron  anchor  plates  or  blocks  of  masonry  in  the  solid  ground  or  rock 
at  the  other. 

In  the  annexed  plate  is  shown  an  elevation  of  the  Niagara  Falls  Suspension  Bridge,  constructed  by 
John  Roebling,  C.  E.  of  the  United  States.  This  bridge  has  a  span  of  821  feet  4  inches,  from  centre  to 
centre  of  towers.  Its  form  is  a  slightly  cun-ed  hollow  beam  or  box,  of  a  depth  of  18  feet;  Avidth  of 
bottom  24  feet,  and  of  top  25  feet.  The  lower  floor  is  used  for  common  travel,  while  the  upper  is  ap- 
propriated to  railway  business  and  sidewalks.  The  two  floors  are  connected  by  two  trusses  of  a  simple 
construction,  so  arranged  that  its  resisting  action  operates  both  waj's,  up  as  well  as  down.  The  suspen- 
ders  are  5  feet  apart.  The  beams  of  the  upper  and  lower  floor  are  connected  by  posts  arranged  in 
pairs,  leaving  a  space  between  for  the  admission  of  the  truss  rods,  which  extend  each  way  to  the  fourth 
pair  of  posts  at  an  angle  of  45°.  These  rods  therefore  cross  each  other  and  form  a  diamond  work. 
They  are  1  inch  diameter,  their  screw  ends  1^  inch. 

There  are  4  cables  of  10  inches  diameter,  each  composed  of  3,640  wires  of  small  No.  9  gauge,  60  wires 
forming  one  square  inch  of  solid  section,  making  the  solid  section  of  each  cable  60.40  square  inches, 
wrapping  not  included.  Each  of  the  four  large  cables  is  composed  of  seven  smaller  ones,  which  are 
called  strands.  Each  strand  contains  520  wires ;  one  of  these  forms  the  centre,  the  six  others  being 
placed  around  it ;  the  ends  of  the  strands  are  passed  around  and  confined  in  cast-iron  shoes,  which  also 
receive  the  wrought  iron  pin  that  forms  a  connection  with  the  anchor  chains.  During  the  wrapping 
process  the  whole  mass  of  wire  was  saturated  with  oil  and  paint,  which,  together  with  the  wrapper,  will 
protect  the  cables  effectually  against  all  oxidation.  There  are  64  diagonal  stays,  of  If  inch  diameter 
rope,  above  tlie  floors,  equally  distributed  amonrf  the  four  cables.  They  are  fastened  to  the  suspenders 
by  small  wrappings,  so  as  to  form  staight  lines ;  they  are  not  continued  over  the  towers  to  the  anchor- 
ao-e,  but  are  secured  to  the  saddles,  and  allowed  to  move  with  them.  To  tlie  under  side  of  the  lower 
floor  56  stays  are  attached,  which  are  anchored  in  the  rocks  below,  and  occupy  positions  calculated  to 
insure  a^rainst  horizontal  as  well  as  vertical  motions.  The  anchorage  of  the  back  chains  was  formed 
by  sinldng  8  shafts  into  the  solid  limestone  rock  that  here  composes  the  uppermost  stratum  of  the 
ciiffs.  Three  of  the  pits  on  the  New  York  side  are  sunk  to  a  depth  of  25  feet.  The  fourtli  one, 
south-east,  was  sunk  only  18  feet,  on  account  of  the  great  influx  of  water,  and  difficulty  of  baling. 
The  surface  of  the  rock  on  the  Canada  side  being  10  feet  higher  than  on  the  New  York  side,  the  depth 
of  the  shafts  was  increased  that  much,  and  the  height  of  the  towers  above  reduced  in  proportion.  Each 
shaft  has  a  cross  section  of  3  x  7  feet,  enlarged  at  the  bottom  to  a  chamber  of  8  feet  square.  The 
anchor  chains  are  composed  of  9  links,  all  of  which  are  7  feet  long,  except  the  uppermost  or  last  one, 
which  is  10  feet.  The  first  or  lowest  link  is  composed  of  7  bars,  7  x  14  inches,  and  is  secured  to  a 
cast-iron  anchor  plate  by  a  pin  of  3.}  inches  diameter  ground  upon  its  seat.  Tlie  next  link  is  com- 
posed of  6  bars  of  the  same  size,  and  2  half  bars  on  the  outside.  The  aggregate  section  of  each  is  69 
superficial  inches ;  from  the  fourth  link  up,  the  link  on  the  chain  curves  and  the  section  is  gradually 
Dcreased  to  93  superficial  inches. 
On  the  top  of  each  column  a  cast-iron  plate  was  laid  down,  well  bedded  i»  cement,  8  feet  square 
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and  2i  inches  thick,  and  strengthened  by  three  porallel  flanges  for  the  reception  of  two  independent  sad- 
dles. Each  saddle  rests  on  ten  cast-iron  rollers,  5  inches  in  diameter  and  25^  inches  long,  placed  close 
together  The  ordinary  pressure  upon  each  tower  being  about  500  ton«,  makes  each  roller  bear  25 
tons.  These  nillers  admit  of  a  slight  movement  of  the  saddles,  whenever  the  equilibrium  between 
the  land  and  the  suspension  cables  is  disturbed,  either  by  changes  of  temperature  or  by  passing  trains. 
The  success  of  this  extraordinary  bridge  may  now  be  considered  as  established.  The  trains  of  thp 
New  York  Central,  and  of  the  Great  Western  Rail  Road  in  Canada,  have  beon  crossing  regularly  since 
its  completion,  averaging  over  thirty  trips  per  day.  .  c  /-n,     i 

BRONZING.  Improvemmts  in  the  Brassing  and  Bronzing  the  surfaces  of  steel,  iron,  ac,  by  Charles 
de  la  Salzede  of  Paris.  This  invention  consists  in  coating  cast-iron,  steel,  lead,  zinc,  and  tin,  with 
brass  or  bronze,  by  means  of  a  galvanic  battery.  The  solution  to  be  used 
consists  of  5,000  "parts,  by  weight,  of  distilled  water,  610  parts  subcar- 
bonate  of  potass.  25  parts  chloride  of  copper,  48  parts  of_  sulphate  of  zinc, 
i?05  parts  of  nitrate  of  ammonia,  and  12  parts  of  cyanide  of  potassium 
Thec7anide  of  potassium  is  dissolved  by  itself,  in  about  120  parts  of  dis 
tilled  water  taken  from  the  above  quantity  The  other  salts  above  men 
tioned  (except  the  nitrate  of  ammonia)  are  then  added  to  the  remainder  ol 
the  water,  and  the  mixture  is  heated  to  from  144"  to  172°  Fahrenheit, 
■when  they  are  ct.tiroly  dissolved  the  nitrate  of  ammonia  is  added,  and  the 
solution  allowec'  to  stand  24  hours;  the  solution  of  the  cyanide  of  potas- 
sium is  then  addeci,  and  the  whole  allowed  to  stand  till  it  is  quite  clear  ;  the 
clear  solution  is  then  to  be  drawn  off  with  a  siphon,  and  put  in  the  decom- 
posing trough.  The  subject  to  be  coverea  •».  ith  brass  is  then  to  be  attach- 
to  the  zinc  pole  of  a  battery ;  and  to  the  other  pole  of  the  battery  a  large 
plate  of  brass  is  to  be  attached,  which  must  be  also  immersed  in  the  solu- 
tion. The  battery  must,  the  patentee  says,  be  a  powerful  one :  he  advises 
to  use  Bunsen's  or  Grove's.  When  it  is  intended  to  bronze,  instead  of  the 
48  parts  of  sulphate  of  zinc,  25  parts  of  chloride  of  tin  must  be  used  ;  the 
other  ingredients  are  to  remain  the  same.  Another  solution  recommended 
by  the  patentee,  consists  of  5,000  parts  of  distilled  water,  15  parts  of  chlo- 
ride of  copper,  35  parts  of  sulphate  of  zinc,  500  parts  of  subcarbonnte  of 
potass,  and  50  parts  of  cyanide  of  potassium  for  brassing;  and  for  bronz- 
ing. 12  parts  of  chloride  of  tin,  instead  of  the  35  parts  of  .sulphate  of  zinc  ; 
this  solution,  the  patentee  says,  must  be  used  at  a  temperature  of  from  25° 
to  36°  cent.  The  proportions,  the  patentee  says,  may  be  varied  within 
certain  limits. 

BUCKET-WHEELS.     See  Water-wheels. 

BUFFING  APPARATUS.  A  contrivance  for  receiving  the  shock  of  a 
collision  between  railway  carriages,  consisting  of  powerful  springs  and 
framing. 

The  buffing  app.aratus  first  used  upon  the  Liverpool  and  Manchester 
Railway  consisted  of  elliptic  iron  springs,  or  bows,  of  several  thicknesses, 
placed  transversely  across  the  middle  of  the  frame-work  of  the  carriage 
•which  received  the  shock  of  whatever  blows  or  jerks  the  bufFer-hends  might 
receive,  by  the  aid  of  rods  communicating  with  the  same.  Mr.  Bergin,  of 
Dublin,  contrived  an  improved  buffing  apparatus  for  the  carriages  of  the 
Dublin  and  Kingstown  Railway. 

It  is  supported  upon  the  axles  of  the  wheels,  and  is  totally  unconnected 
with  the  frame  of  the  carriage,  whereby  it  does  not  partake  of  the  rise  and 
fall  of  the  latter,  according  to  the  weight  acting  upon  the  vertical  springs  ; 
and  two  strong  iron  rods  are  passed  through  the  v  hole  length  of  the  car- 
riage, which  rest  upon  small  rollers,  to  which  the  buffer-heads  are  attached, 
spiral  springs  being  wound  round  them,  which  receive  the  effect  of  all 
shocks,  by  the  help  of  collars  formed  upon  the  rods,  and  the  introduction 
of  stops  to  the  springs. 

On  American  Rail  Road  Cars  the  coupling  and  buffing  apparatuses  are 
usually  combined  in  one.  The  cars  are  attached  to  each  other  by  a  single 
link  of  cji.'iin,  inserted  in  the  jaws  of  the  buffer-heads,  and  retained  by  iron 
pins  passing  down  through  the  buffer-heads  and  links.  This  arrangement  ia 
sometimes  made  self-acting,  to  obviate  the  necessity  of  standing  between 
the  cars  to  insert  the  links  and  pins.  The  buffing  bars  are  of  iron,  with 
convex  heads  at  their  points  of  junction,  and  bear  against  springs,  attached 
to  the  bottom  of  the  car,  the  draught  acting  from  the  centre. 

To  obviate  the  oscillations  of  cars  and  wagons,  which  praluce  strains 
on  the  axles  and  other  parts,  injury  to  the  road-way,   and   deterioration 
Section  of  Bers?iii's  Buffing        ^'^  freight ;  the  connection  between  the  parts  of  a  train  should   resemble 
Appai-atus.  as  much  as  possible  the  jointing  of  the  vertebrce  in  an  animal's  back-bone 

oy  .which  means  the  lateral  action  of  a  car  would  be  neutralized  by  the  support  of  the  neighboring 
ones.  The  methods  at  present  adopted  for  coupling  and  drawing  trains  are  open  to  great  improvement. 
The  mode  of  coupling  cars  in  freight  trains  without  spring-buffers  or  draw-bars  is  liable  to  lead  to 
accidents  from  the  play  which  must  necessarily  be  allowed  between  the  cars  to  admit  of  their  going 
round  curves,  since  each  time  the  speed  is  slackened,  the  cars  close  up,  and  at  a  fresh  start  the  chains 
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are  exposed  to  a  sudden  .ierk.  The  best  mode  of  connection  is  the  coupling  screw,  by  means  of  which 
the  ca:s  are  drawn  tocretlier  so  that  the  buffers  are  pressed  into  close  contact,  and  their  springs  a  little 
compressed.  In  this  manner  the  train  is  formed  into  one  complete  column,  and  the  change  of  speed  to 
which  it  is  subject  does  not  produce  the  partial  collision  mentioned. 

BUHL- WORK,  OR  BOOL-WORK.  The  terms  appear  to  be  corrupted  from  Boule,  the  name  of  the 
original  inventor,  and  now  refer  to  any  two  materials  of  contrasted  colors  inlaid  with  the  saw.  In 
France  this  kind  of  inlaid  work  is  called  marqueterie.  It  consists  in  representing  flowers,  animals, 
landscapes,  and  other  objects,  in  their  proper  tints,  by  inlaying.  It  also  includes  geometrical  patterns 
composed  of  angular  pieces  laid  dawn  in  succession,  as  in  ordinary  veneering,  and  is  chiefly  used  in  or- 
namenting cabinet  work.  In  buhl-work  the  patterns  generally  consist  of  continuous  lines,  as  in  the 
honey-suckle  ornament.  Two  pieces  of  veneer  of  equal  size,  such  as  ebony  and  holly,  are  scraped 
evenly  on  both  sides,  and  glued  together,  with  a  piece  of  paper  between.  Another  piece  of  paper  is 
also  glued  outside  one  of  the  veneers,  and  on  this  the  pattern  is  drawn.  A  small  hole  is  then  made 
for  the  introduction  of  the  saw,  a  spot  being  chosen  where  the  puncture  will  not  be  noticed. 

The  saws  used  in  buhl-work  are  of  peculiar  construction,  and  of  different  sizes.  The  frames  are  of 
wood  or  metal ;  three  pieces  of  wood  halved  and  glued  together  constitute  the  three  sides  of  a  rectangle ; 
two  pieces  are  then  glued  upon  each  side,  each  at  an  angle  of  45°  across  the  corners ;  the  whole  when 
thoroughly  dry  is  then  cut  round  to  the  desired  curve.  Screws  for  giving  tension  to  the  blade  are 
commonly  added,  but  seldom  used,  as  the  frame  is  only  sprung  together  at  the  moment  of  fixing  the 
saw,  and  by  its  reaction  stiffens  the  blade.  A  handle  is  attached  to  the  saw  frame  at  the  bottom.  In 
the  piercing  saw  of  metal  the  height  from  the  blade  to  the  frame  is  usually  eight  inches,  and  in  the 
ordinary  buhl-saw  of  wood  from  twelve  to  twenty  inches,  to  avoid  the  angles  of  large  work. 

The  buhl-cutter  sits  astride  a  horse  or  long  narrow  stool  ;  the  work  held  in  the  left  hand,  is  placed 
in  a  vice  at  one  extremity  of  the  horse,  having  a  flexible  jaw  under  the  control  of  the  foot ;  the  saw, 
which  has  been  previously  inserted  into  the  hole  in  the  veneers,  and  fixed  in  its  frame,  is  grasped  in  the 
right  hand,  with  the  fore-finger  extended,  to  support  and  guide  the  frame.  "  The  several  lines  of  the 
work  are  now  followed  by  short,  qiiick  strokes  of  the  saw,  the  blade  of  which  is  always  horizontal ;  but 
the  frame  and  work  are  rapidly  twisted  about  at  all  angles,  ti  place  the  saw  in  the  direction  of  the  sev- 
eral lines.  Considerable  art  is  required  in  designing  and  sawing  these  ornaments,  so  that  the  saw  may 
continue  to  ramble  uninterruptedly  through  the  pattern,  whilst  the  position  of  the  work  is  as  constantly 
shifted  about  in  the  vice,  with  that  which  appears  to  be  a  strange  and  perplexing  restlessness.  When 
the  sawing  is  completed,  the  several  parts  are  laid  flat  on  a  table,  and  any  removed  pieces  are  replaced. 
The  entire  work  is  then  pressed  down  with  the  hand,  the  holly  is  stripped  off  in  one  layer  with  a  paint- 
er's palette  knife,  which  splits  the  paper,  and  the  layer  of  holly  is  laid  on  the  table  with  the  paper  down- 
wards, or  without  being  inverted.  The  honey-suckle  is  now  pushed  out  of  the  ebony  with  the  end  of 
the  scriber,  and  any  minute  pieces  are  picked  out  with  the  moistened  finger ;  these  are  all  laid  aside; 
the  cavity  thus  produced  in  the  ebony  is  now  entirely  filled  up  with  the  honey-suckle  of  holly,  and  a 
piece  of  paper  smeared  with  thick  glue,  is  then  rubbed  on  the  two  to  retain  them  in  contact.  They  are 
immediately  turned  over,  and  the  toothings  or  fine  dust  of  the  ebony  are  rubbed  in  to  fill  up  the  inter- 
stices; a  little  thick  glue  is  then  applied,  and  rubbed  in,  first  with  the  finger,  and  then  with  the  pane  of 
the  hammer,  after  which  the  work  is  laid  aside  to  dry."  When  dry  it  is  scraped  at  the  bottom,  and  is 
then  ready  to  be  glued  on  the  box  or  furniture  to  be  ornamented,  as  in  ordinary  veneerins; ;  it  is  after- 
wards scraped  and  polished.  An  ebony  honey-suckle  may  be  inserted  in  a  ground  of  holly  in  the  same 
manner ;  and  these  form  the  counter  or  counterpart-buhl,  in  which  the  pattern  is  the  same,  but  the  color 
reversed. 

Three  thicknesses  of  wood  may  be  glued  together,  as  rosewood,  mahogany,  and  satin-wood,  which, 
when  cut  through,  split  asunder,  and  recombined  would  produce  three  pieces  of  buhl-work,  the  grounds 
of  which  would  be  of  either  kind  with  the  honey-suckle  and  centre  of  the  two  other  colors  respective- 
ly. These  are  called  "  works  in  three  woods,"  and  constitute  the  general  limit  of  the  thicknesses. 
Buhl-works  of  brass  and  wood  are  also  sometimes  made  by  stamping  instead  of  sawing. 

BULLETS,  Manufacture  of  hy  Boiling.  At  the  Arsenal,  at  Woolwich  in  England,  they  now  manu- 
facture leaden  bulletsby  drawing  and  compression.  These  bullets  have  the  advantage  of  being  without 
Hows  or  air  cavities,  and  are  rolled  out  of  round  bars  of  lead,  which  are  passed  between  rolls  fonned 
like  the  roulettes  used  for  ornamental  work  on  the  lathe.  The  rolls  are  constructed  with  hemispherical 
cavities,  each  one  of  which  forms  one-half  of  the  ball,  whilst  the  corresponding  ca\'ity  forms  the  other 
half;  the  bullets  are  then  finished  by  removing  the  extra  metal,  and  being  rolled  together  in  a  barrel. 

The  bars  of  lead  from  which  the  balls  are  compressed  are  cast  in  moulds,  36  inches  in  length  by  75 
in  diameter.  These  bars  are  then  brought  to  the  machinery,  and  are  first  passed  through  a  roller,  which 
condenses  the  lead,  and  prepares  it  for  the  second  operation,  that  of  compressing  it  into  shape  or  form 
for  the  die.  Thirdly  comes  the  die.  which  by  its  regular  movement  forward  is  brought  into  contact  with 
the  masses  of  lead  prepared,  and  as  the  die  recedes,  a  boy  moves  up  the  bar  for  its  next  movement, 
and  80  on ;  following  it  up  with  other  bars  of  lead  arranged  at  his  right  hand,  so  that  the  die  in  its  for- 
ward movement  always  finds  its  work  prepared,  and  leaves  the  balls  formed  in  a  belt  of  lead.  The 
fourth  and  last  operation  is  that  of  cutting  the  balls  out  of  the  belt,  which  is  done  by  a  punch,  exactly 
the  diameter  of  the  bullet,  and  which  is  brought  over  it  and  worked  by  a  boy  with  his  foot.  The  ad- 
vantage of  the  compressed  over  the  cast  bullet  is  its  perfect  solidity ;  whereas  the  cast  has  a  flaw, 
more  or  less,  in  every  bullet.  The  belted  or  rifle  ball  should,  therefore,  always  be  made  by  com- 
pression. The  following  is  a  description  of  a  machine  invented  by  Wm  H.  Ward,  of  Auburn,  N.  Y., 
for  manufacturing  bullets  from  lead  wire.  The  wire  is  coiled  upon  rests  at  the  top  of  the  machine,  and 
suspended  by  means  of  arches,  from  which  the  lead  is  fed  downwards  into  the  machine,  where  it  is 
measTired  and  cut  off  as  required  for  each  bullet,  after  which  it  is  forced  forward  into  dies,  and  formed 
into  the  desired  shape  by  compression.     This  machine  is  capable  of  making  musket,  rifle,  and  pistcl, 


BUNG-CUTTING  MACHINE. 


21£ 


elongated,  hollow,  and  conical  expansion  bullets  ;  also  round  or  shell  halls,  all  at  the  same  time.  Eacb 
corner  being  double  witli  two  sets  of  dies  and  punches,  gives  eight  bullets  to  one  revolution  of  the  ma- 
chine. The  machine  may  be  worked  up  to  twenty-five  turns  in  a  minute,  which  is  equal  to  200  bullets 
per  minute,  or  12,000  per  hour. 

BULLET-WOOD.     See  Woods,  varieties  of. 

BUNG-CUTTING  MACHINE.  We  here  present  two  views  of  a  machine  invented  by  Messrs 
Dowdy  &  Sweet,  No.  35  Cross-street,  of  this  city.     Fig.  is  a  side  elevation,  and  fig.  a  view 

of  the  cutter-stock  and  cutters.  A  is  a  stout  table.  H  is  a  strong  upright-post  in  the  middle  of  the 
table.  To  this  post  the  cutter-shaft  C  is  secured  by  proper  bearings  D  D,  to  allow  it  to  revolve.  F  ia 
a  screw  which  passes  through  a  beai'ing  G,  into  an  opening  in  the  head  of  N.  J  is  an  elevating  bed  or 
rest  for  the  plitnk  that  is  to  be  cut  into  bungs.  It  is  fixed  on  a  treadle  J,  by  a  foot-spring  K; 
when  pressed  upon  towards  L,  tlie  bung-bed  is  elevated  through  an  opening  in  the  middle  of  the 


table,  and  as  the  foot  presses  K,  so  is  the  plank  fed  up  to  the  cutter  till  the  bung  is  cut,  when  the  fool 
being  released,  the  bung  is  driven  out  by  a  spiral  spring,  which  will  be  better  understood  by  Fig.  621. 

A  IS  the  cutter-stock.  It  is  of  a  cylindrical  form,  with  an  opening  through  tlie 
centre,  and  a  thread  a  short  distance  at  the  upper  end  to  screw  in  the  shaft  C. 
In  the  centre  of  the  cutter-stock  is  a  spindle  witli  a  spiral  spring  on  it,  represented 
by  D.  Tlie  spring  does  not  reach  to  the  ends  of  the  spindle.  By  an  open- 
ing in  C,  the  shaft  is  allowed  to  pass  into  it,  when  the  plank  is  fed  into  the 
cutters ;  but  when  the  bung  is  cut,  this  spiral  spring  in  the  centre  of  the  cutter- 
stock  recoils  as  the  feed-table  is  lowered,  and  throws  out  the  cut  bung.  This  is 
the  object  and  use  of  the  interior  spiral  spring  and  spindle.  G  F  H  are  the  cut- 
ters. Each  is  a  distinct  piece,  and  each  performs  a  different  office.  They  are  all 
set  on  to  the  cutter-stock,  which  is  turned  on  the  outside,  leaving  them  to  sit 
around  it  like  a  ring,  where  they  are  covered  with  a  snug  collar  B,  and  a  screw 
E  E,  for  each  cutter,  secures  them  to  the  cutter-stock.  The  inside  of  the  cutters 
is  hke  a  cup,  and  they  are  arranged  almost  Uke  screws  of  different  pitch.  F  has 
two  little  spurs  on  it ;  one  on  the  imier  side,  and  the  otlier  on  tlie  outer.  These 
cut  the  cresses  of  the  groove  in  the  plank  for  the  bung,  wlien  H  follows  after  and 
scoops  it  out,  cutting  on  the  outside  of  the  bung.  Both  of  these  cut  straiglit  witli- 
out  any  taper.  G  is  the  taper  cutter.  It  is  graduated  in  tlie  edge  to  the  bottom 
of  the  cutter-stock ;  therefore  it  gradually  planes  the  taper  of  the  bung,  after  the 
other  two  cutters  have  done  the  rough  work.  This  makes  the  Avork  easy  on  the 
raacliine,  wliich  cuts  out  about  20  bungs  per  minute,  hand  fed,  with  great  ease. 
On  the  bottom  of  the  stock,  in  the  inside  of  the  cutters,  there  is  a  small  knife 
that  rims  off  the  edge  of  the  bung.  This  machine  has  been  in  operation  suc- 
tessfuUy  for  some  time. 
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BURNETTIZING,  the  process  for  preventing  the  rapid  decay  of  timber,  by  the  use  of  chloride  of 
rinc.  The  liability  of  nearly  all  kinds  of  timber  in  common  use  to  rapid  decay,  when  exposed  to  alter- 
nate wet  and  dry,  or  when  placed  in  damp  and  badly  ventilated  situations,  has  led  to  various  devices  foi 
the  purpose  of  increasing  its  durability  under  such  circnmstances. 

In  1838,  a  patent  was  granted  in  England  to  Sir  William  Burnett,  for  a  process  for  preventing  decay 
in  certain  vegetable  and  animal  substances  by  the  use  of  chloride  of  zinc.  Tliis  process,  called  Burnet- 
tizing,  has  lieen  extensively  used  in  England  as  a  preventive  of  tlie  decay  of  timber  ;  and  it  has  been 
more  extensively  used  in  this  country  for  the  same  purpose  than  any  other  process.  No  patent  was 
taken  out  for  the  United  States.  It  was  first  introduced  at  Lowell,  Massachusetts,  where,  ih  1850,  the 
Proprietors  of  the  Locks  and  Canals  on  Merrimac  River,  at  the  joint  expense  of  the  manufacturing 
companies,  erected  the  necessary  apparatus  for  carrying  on  the  process.  Although  it  is  not  in  all  cases  a 
preventive  of  decay,  the  advantages  are  more  than  sufficient  to  justify  its  application  to  most  kinds  of 
timber  in  common  use,  when  placed  in  situations  favorable  to  rapid  decay.  It  has  also  a  distinct  effect 
in  rendering  wood  less  liable  to  warp  and  crack  when  placed  in  drj'  situations. 

The  apparatus  at  Lowell  consists  of  a  cast-iron  cylinder,  in  which  the  timber  to  be  prepared  is 
placed  ;  this  cylinder  is  sixty  feet  long,  and  five  feet  diameter  inside,  with  one  head  movable  ;  the  iron 
generally  an  inch  thick.  A  pair  of  rails,  about  two  feet  gauge,  are  laid  in  the  bottom  of  the  cylinder, 
and  also  on  the  same  line  and  level,  about  seventy-five  feet  outside  the  cylinder  ;  a  low  tnick,  about 
sixty  feet  long,  runs  on  these  rails.  When  it  is  required  to  charge  the  cylinder  with  timber,  this  truck 
is  drawn  out,  loaded,  the  load  chained  down  to  prevent  its  floating,  and  the  truck  then,  drawn  into  the 
cylinder. 

A  little  below  the  level  of  the  cylinder,  and  parallel  to  it,  is  placed  a  wooden  cistern,  to  hold  the  so- 
lution while  the  cylinder  is  being  loaded  and  unloaded,  and  at  times  when  the  apparatus  is  not  in  use  ; 
this  cistern  is  about  fifty  feet  long,  seven  feet  wide,  and  four  feet  deep,  and  was  originally  constructed 
for  Kyanizing  by  immersion.  The  air-pump  is  twelve  inches  in  diameter,  and  three  feet  stroke.  The 
force-pump  four  inches  in  diameter,  and  two  feet  stroke.  The  pumps  are  worked  by  a  small  steam 
engine  of  about  fifteen  horse-power,  which  also  works  the  windhiss  by  which  the  truck  is  drawn  in  and 
out  of  the  cylinder.  The  boiler  of  the  engine  is  also  used  in  winter  to  supply  steam  to  thaw  frozen 
timber ;  this  is  done  by  admitting  steam  into  the  cylinder,  charged  with  the  frozen  timber,  for  several 
hours  before  the  vacuum  is  obtained.  The  steam  engine  and  boiler  are  both  much  larger  than  necessary 
for  these  purposes. 

The  process  is  as  follows  : — 

"  The  truck  being  outside  the  cylinder,  is  unloaded  and  reloaded  with  about  seven 
Lhousand  feet,  board  measure,  of  lumber,  usually  of  various  kinds  and  dimensions ; 
from  one  to  two  hours  is  usually  thus  occupied,  depending  upon  the  dimensions  and 
variety  of  sizes, — average,  say  ___.____. 

'*  Drawing  in  the  truck  and  packing  cylinder  head        ------ 

"  Exhausting  the  air,  and  maintaining  a  vacuum  of  twenty-seven  or  twenty-eight 
inches  of  mercury    ------------ 

"  Changing  pumps,  and  at  the  same  time  filling  the  cistern  by  atmospheric  pressure 
from  the  cistern,  with  a  solution  of  one  hundred  parts  of  water  and  one  and  a  half  parts 
of  dry  chloride  of  zinc  by  weight,  and  getting  up  the  pressure  in  the  cylinder  to  one 
hundred  and  thirty  pounds  to  the  square  inch  above  the  atmosphere  _         -         - 

"  The  pressure  of  one  hundred  and  thirty  pounds  to  the  square  inch  above  the  at- 
mosphere is  maintained     ----------- 

"  Draining  off  the  surplus  solution  by  gravitation  from  the  cylinder  to  the  cistern     - 

"  Unpacking  head  and  drawing  out  truck        ------- 


"  Time  occupied  in  preparing  one  batch," 


Time  occupied. 

Hours. 

Min. 

1 

30 

15 

45 

20 

2 

30 

1 

45 

15 

7 

20 

By  allowing  the  solution  to  drain  off  during  the  night,  two  batches  per  day  are  easily  done. 

Whenever  it  is  required  to  prepare  largo  quantities  of  timber,  uniform  in  kind  and  dimension,  such 
as  railroad  sleepers,  an  improvement  in  the  above  process  would  be,  to  maintain  the  pressure  until  a 
certain  quantity  of  the  solution  was  taken  up  ;  but  with  the  great  variety  in  kind  and  dimension  usually 
prepared  at  the  same  time,  this  is  impracticable ;  as  the  lumber  of  small  thickness  gets  more  than  its 
due  proportion,  and  the  pressure  is  kept  up  so  long  in  order  that  the  larger  sizes  may  be  sufficiently  sat- 
urated. The  chloride  of  zinc  is  received  from  the  manufacturers  in  the  form  of  concentrated  solution 
containing  about  55  per  cent,  of  the  dry  chloride.  The  amount  taken  up  by  the  wood  varies  very  much, 
depending  upon  the  kind,  dimensions,  and  dryness  of  the  wood  ;  as  the  process  is  conducted  at  Lowell, 
it  varies  from  about  ten  pounds  to  forty  pounds  of  the  concentrated  solution  to  a  thousand  feet  board 
measure,  or  from  two  to  eight  ounces  to  a  cubic  foot. 

BUSH.  A  piece  of  metal,  usually  made  of  hard  brass,  and  fitted  into  a 
plumber-block,  m  which  the  journal  turns ;  they  are  also  sometimes  termed 
pillows,  and  the  blocks,  pillow-blocks.  The  guicle  of  a  sliding-rod  is  also  term- 
ed a  busk.    Thus,  in  Fig.  G22,  A  is  the  piston-rod,  B  B  the  bush. 

BUSHES,  metal  for  lining.    See  Detaii^  of  Engines. 

BUTTON  MACHINERY.  Buttons  may  be  divided  into  two  general 
classes, — those  w^ith  shanks,  or  loops  of  metal,  for  the  purpose  of  attaching 
them  to  garments,  and  those  witiiout  shanks;  and  each  class  is  manu- 
factured from  a  great  variety  of  materials,  and  by  a  variety  of  tnethoiis.  Of 
buttons  with  shanks  the  greater  number  are  composed  of  metal,  altliough  glass  and  mother-of-pearl 
are  also  employed  for  the  purpose.  Metal  buttons  are  formed  in  two  different  ways,  tlie  blanks  or  bases 
of  the  buttons  being  eitlicr  cast  in  a  mould,  or  stamped  out  of  a  sheet  of  metal ;  the  former  method  ia 
generally  employed  for  making  white  metal-buttons,  and  tlie  latter  for  plated  and  gilt  buttons.    To  cas( 
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buttons,  a  great  number  of  impressions  of  the  pattern  of  the  button  are  taken  in  sand,  and  in  the  cen 
tre  of  each  impression  is  mserted  a  shank,  the  ends  of  whioli  project  a  little  above  the  surface  of  the 
sand,  and  fused  metal  is  poured  over  the  mould.  When  cool,  the  buttons  are  taken  from  tlie  moulds, 
and  after  being  cleansed  from  sand  by  brushing,  are  placed  in  lathes,  the  edges  are  turned,  the  face  and 
back  smoothed,  and  the  projecting  part  of  tiie  shank  also  turned.  The  buttons  are  then  polished  by 
rubbing  the  faces  ujx)n  a  board  spread  with  rotten-stone  of  different  degrees  of  fineness,  and  afterwards  by- 
being  held  against  a  revolving  board  covered  with  leather,  upon  which  is  spread  a  very  fine  powder  of 
tlie  same  material ;  finally,  they  are  arranged  on  a  sieve  or  grating  of  wire,  and  immersed  in  a  boiling 
solution  of  granulated  tin  and  cream  of  tartar,  by  which  n^eans  their  surfiices  become  covered  with  a 
ihin  layer  or  wash  of  the  metal,  which  improves  their  whiteness  without  injuring  their  polisli.  The 
blanks  of  plated  buttons  are  cut  by  a  fly-press  out  of  copperplate,  coated  on  one  side  with  silver. 
They  are  tlien  annealed  in  a  furnace,  and  afterwards  stamped  by  the  descent  of  a  weight,  as  in  a  pile- 
driving  machine,  the  die  being  fixed  in  the  lower  surfiice  of  the  weight.  The  soldering  of  the  shank  is 
performed  on  each  button  separately,  by  the  flame  of  a  lamp  and  a  blowpipe :  the  edges  of  plain  but- 
tons are  next  filed  smooth  in  a  lathe,  and  the  buttons  are  afterwards  boiled  in  a  solution  of  cream  oJ 
tartar  and  silver  ;  they  are  then  placed  in  a  lathe,  and  the  backs  brushed,  and  afterwards  burnished 
with  blood-stone.  The  metal  used  for  gilt  buttons  is  an  alloy  of  copper  and  zinc.  This  metal  is  rolled 
out  into  sheets,  and  the  blanks  stamped  out,  which  are  then  planished,  if  intended  for  plain  buttons ;  but 
if  for  figured  buttons,  the  impression  is  now  given.  The  shanks  are  next  attached,  wliicii  is  effected  as 
follows  :  each  blank  is  furnished  witli  a  pair  of  small  spring  tweezers,  wliich  hold  the  shank  down  upon 
it  on  the  proper  place,  and  a  small  quantity  of  solder  and  resin  is  applied  to  each.  They  are  then  ex- 
posed upon  an  iron  plate  to  a  heat  sufficient  to  melt  the  solder,  by  whicli  the  shank  becomes  fixed  to 
tlie  button ;  and  whilst  still  warm  they  are  plunged  into  nitric  acid,  to  remove  the  oxide  formed  on  the 
surface  by  the  heat  employed  in  soldering  the  shanks.  They  are  then  placed  in  a  lathe,  the  edges  rounded, 
and  the  surfaces  rough-biu-nished,  which  renders  tliem  ready  for  gilding.  Five  grains  of  gold  are  fixed  by 
act  of  parliament,  in  England,  as  the  least  quantity  to  be  employed  in  gilding  a  gross  of  buttons  of  one 
inch  in  diameter.  An  amalgam  is  formed  of  gold  and  mercury,  and  the  buttons  are  placed  in  an  earth- 
en vessel  along  with  the  amalgam,  together  with  as  much  aquafortis  as  will  moisten  the  whole,  and  the 
mixture  is  stirred  with  a  brush  until  the  buttons  are  completely  whitened.  To  dissipate  the  quicksilver 
the  buttons  are  shaken  in  an  iron  pan,  placed  over  a  fire,  until  the  quicksUver  begins  to  melt,  when  they 
are  tlu'own  into  a  felt  cap,  and  stirred  with  a  brush,  to  spread  the  amalgam  equally  over  their  surfaces ; 
after  which,  they  are  retm-ned  to  the  pan,  and  the  mercury  volatilized  completely  by  the  increased  heat, 
leivnig  the  gold  evenly  spread  in  a  thin  film  over  the  surface  of  tlie  buttons;  they  are  then  burnished 
in  a  lathe,  wliich  completes  the  operation.  The  better  sort  of  buttons  imdergo  the  gilding  process 
twice  or  tlirice,  and  are  distinguished  accordingly  as  "  double"  or  "  treble  gilt."  Glass  buttons  are 
formed  of  glass  compressed,  while  in  the  fluid  state,  in  moulds,  in  which  the  shank  is  inserted,  and  when 
the  glass  becomes  cold,  the  sliank  is  firmly  retained  in  its  place.  In  mother  of-pearl  buttons  the  meth- 
od of  inserting  the  shank  is  extremely  ingenious :  a  hole  is  drilled  at  the  back,  and  undercut — that  is, 
larger  at  the  bottom  than  at  top ;  and  the  shank  being  driven  in  by  a  steady  stroke,  its  extremity  ex- 
pands ;  on  striking  against  the  bottom  of  the  hole,  it  becomes  firmly  riveted  into  the  button,  forming  a 
kind  of  dove-tail  jomt. 

Buttons  without  shanks  are  of  two  kinds ;  the  first  are  simply  disks  of  horn,  bone,  wood,  or  other 
material,  with  four  holes  drilled  through  the  face,  for  the  purpose  of  sewing  them  to  the  garment. 
Horn  buttons  of  this  description  are  made  from  cow-hoofs  by  pressing  them  into  heated  moulds.  The 
hoofs  having  been  boiled  in  water  until  they  are  soft,  are  first  cut  hito  plates  of  the  requisite  thickness, 
and  after  into  squares  of  the  size  of  the  diameter  of  the  button,  and  afterwards  reduced  to  an  octag- 
onal form  by  cutting  off  the  corners.  They  are  then  dyed  black  by  immersing  them  in  a  caldron  of 
logwood  and  copperas  mixed.  A  quantity  of  moulds  somewhat  resembling  bullet-moulds,  and  each 
furnished  with  a  number  of  steel  dies,  are  then  lieated  a  little  above  the  point  of  boiling  water,  and 
one  of  the  octagonal  pieces  of  horn  is  placed  between  each  pair  of  dies,  and  the  mould  being  shut  is 
compressed  in  a  small  screw-press,  and  in  a  few  minutes,  the  horn  becoming  softened  by  the  heat, 
receives  the  impression  of  the  die,  after  which  the  edges  are  clipped  off  by  shears,  and  then  rounded 
in  a  lathe.  The  holes  in  buttons  of  this  description  are  drilled  by  means  of  a  lathe,  represented  in  the 
acnexed  engraving.     Four  spindles,  of  which  two  only,  a  a,  can  be  seen,  are  supported  in  bearings  at  b, 


and  by  the  centre  points  c  c  are  made  to  revolve  with  great  velocity  by  means  of  two  bands  dd  passing 
over  pulleys  ee  fixed  upon  each  of  the  spindles,  each  band  driving  two  spindles,  and  receiving  motion 
from  a  wheel  worked  by  a  treadle.  At  the  end  of  each  of  the  spindles  a,  is  a  hook  uniting  them  to 
lour  other  spindles //by  similar  hooks  at  one  end,  the  other  end  of  the  spindles  passing  through  four 
small  holes  in  the  plate  g,  and  the-  projecting  points  being  formed  into  small  drills.  The  button  is  placed 
in  a  concave  rest  /t,  and  pushed  forward  against  the  drills  by  a  piece  of  wood.     The  standard  g  can  be 
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exchanged  for  another  with  holes  more  or  less  apart,  and  the  rest  h  can  be  set  at  any  height  to  sui* 
different-sized  buttons.  As  the  spindle-holes  in  tlie  plate  g  are  nearer  together  than  tlie  lioles  in  the 
standard  b,  the  spindles  ff  converge ;  the  hooks  in  the  spindles  are  therefore  necessary  to  form  a  uni- 
versal joint.  The  second  description  of  buttons  without  shanks  consists  of  thin  disks  of  wood  or  bone, 
called  moulds,  covered  witli  silk,  cloth,  or  other  similar  materials.  Tlie  hone  for  the  moulds  is  made 
from  refuse  chips  of  bone  sawed  into  thin  flakes,  and  brought  into  a  circular  form  by  two  operations, 
illustrated  by  the  accompanying  engraving.    On  one  end  of  the  spindle  «,  wliich  revolves  in  bearinero 


/_ 


at  b  b,  is  screwed  a  tool  c,  and  on  the  other  are  two  collars  dd,  between  which  a  forked  level  e  embraces 
the  shaft,  the  fulcrum  of  which  is  at/.  The  spindle  a  is  put  in  rapid  motion  by  a  band  g  fussing  over 
the  pulley  h,  and  over  a  baud-wheel  worked  by  a  treadle ;  and  the  workman,  holding  the  material  i  for 
the  mould  in  his  right  hand,  against  a  piece  of  wood  k  firmly  held  down  in  the  iron  standard  I  by  two 
screws,  by  means  of  the  lever  held  in  his  left  hand,  he  advances  the  tool  c  against  the  material  i  of 
the  mould ;  the  central  pin  of  the  tool  drills  a  hole  through  the  centre  of  the  intended  mould,  whilst 
the  other  two  points  describe  a  deep  circle  cutting  half  through  the  thickness  of  the  material,  and  the 
flat  surface  is  cut  smooth  by  the  intermediate  parts  of  the  tool.  The  tool  is  then  drawn  back  a  little 
by  the  lever  e,  and  the  material  shifted  to  bring  a  fresh  portion  of  the  surface  opposite  the  tool,  and 
when  as  many  moulds  as  the  plate  of  the  material  will  atibrd,  are  thus  half  cut  tlu-ough,  the  other  side 
is  presented  to  the  tool,  and  the  central  point  of  it  being  inserted  in  the  hole  made  in  the  first  part  of 
the  operation,  the  other  two  teeth  cut  another  deep  circle  exactly  opposite  the  former  one  thi'ough  the 
remaining  substance  of  the  material,  and  the  mould  is  left  sticking  on  the  tool ;  by  drawing  back  the 
lover  e  the  tool  recedes,  and  the  mould,  meeting  a  fixed  iron  plate,  is  pushed  off  the  tool,  and  falls  into 
a  small  box  m. 

Covered  buttons  having  come  into  very  general  use,  various  improvements  have  been  introduced 
in  the  manufacture  of  them,  and  patents  for  this  pm-pose 
have  been  granted  to  various  parties.  The  following  is  Mr. 
Sanders'  method  of  making  covered  buttons :  a  piece  of  the 
material  with  which  the  mould  is  to  be  covered  is  cut  of  a 
circular  shape,  somewhat  larger  than  the  intended  button ;  upon 
this  is  placed  a  disk  of  card  of  the  exact  size  of  the  button,  and 
next  a  disk  of  paper  coated  with  an  adhesive  composition,  which 
will  become  soft  and  sticky  by  heat ;  and  upon  these  is  laid  a 
button-mould  e,  having  four  holes,  through  which  threads  or 
strings  have  been  passed  to  form  the  flexible  shank.  These 
circular  disks  being  put  together,  are  then  laid  over  a  cylindrical 
hole  in  a  metal  block  a ;  tliis  hole  being  exactly  the  size  of  the 
intended  button,  and  the  covering  of  the  button  being  larger 

than  the  hole,  when  the  disks  are  pushed  down  into  the  hole,  the  material  of  the  covering  will  wrinkle 
up  on  the  edges  round  the  other  disks.  The  tube  6  6  is  then  introduced  into  the  cylindrical  hole,  and 
its  lower  edge  being  bevelled  inwards,  will,  as  it  is  pressed  down,  gather  the  plaits  of  the  cloth  on  the 
edge  of  the  button ;  towards  the  centre  is  a  metal  ring  or  collar  c,  having  teeth  round  its  edge,  some- 
what like  a  crown-saw,  which  is  now  passed  down  the  tube  h,  and  driven  with  considerable  force  by  the 
punch  d,  and  the  block  a  having  been  previously  heated,  the  adhesive  matter  will  be  softened,  and  cause 
the  several  disks  to  stick  together,  wliich,  when  taken  out  and  become  cold,  will  be  very  firm  and  retain 
its  shape. 

Button  shanks  are  made  by  hand  from  brass  or  iron  wire,  bent  and  cut  in  the  following  manner : 
The  wire  is  lapped  spirally  round  a  piece  of.steel  bar.  The  steel  is  tnmed  round  by  screwing  it  into 
the  end  of  the  spindle  of  a  lathe,  and  the  wire  by  this  means  lapped  close  round  it  till  it  is  covered.  The 
coil  of  wire  thus  formed  is  slipped  off,  and  a  wire  fork  or  staple  with  parallel  legs  put  into  it.  It  is  now 
laid  upon  an  anvil,  and  by  a  punch  the  coil  of  wire  is  struck  down  between  the  two  prongs  of  the 
fork,  so  as  to  form  a  figure  8,  a  little  open  in  the  middle.  The  punch  has  on  edge  which  marks  the 
middle  of  the  8,  and  the  coil  being  cut  open  by  a  pair  of  shears  along  this  mark,  divides  each  turn  of 
the  coil  into  two  perfect  button  shanks  or  eyes, 

Ilardinffi  Improvements. — These  improvements  in  the  manufacture  of  buttons  and  other  dress  fasten- 
ings, consist  in  the  arrangement  and  construction  of  the  parts  whereby  they  are  secured  to  the  dress,  for 
which  two  separate  methods  are  given.  According  to  the  first  method,  the  button  is  formed  with  a 
siiank  of  a  single  wire,  which  after  projecting  a  sufficient  length  from  the  back  of  the  button  to  pass 
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thronfrh  the  garment,  is  turned  at  n'ght  angles,  and  coiled  in  the  form  of  a  spiral  in  a  plane  parallel  to 
that  of  the  button.  The  spiral  consists  simply  of  about  two  turns,  and  terminates  abruptly.  On  se- 
curing this  button  to  the  garment,  the  end  of  the  spiral  is  inserted  through  a  small  eyelet  hole  just  suf- 
ficient to  admit  the  entrance  of  the  wire;  the  button  is  then  turned  round,  and  the  wire  screwed  through 
the  hole  in  the  garirient  until  the  whole  of  the  spiral  passes  underneath  the  vertical  shank  then  occupy- 
ing the  hole,  and  the  button  is  thereby  secured,  in  which  position  it  is  held  until  the  button  is  drawn 
from  the  garment  and  turned  in  the  contrary  direction.  This  mode  of  securing  dress  fastenings  is  also 
applicable  to  other  fastenings,  such  as  clasps,  &c.,  the  mode  of  attachment  of  which  is  precisely  similar, 
the  spiral  and  shank  being  attached  to  the  article  in  any  suitable  manner  to  occupy  the  proper  position' 
for  the  purpose.  ^ 

The  second  fastening  is  for  a  similar  purpose,  but  for  securing  the  ordinary  description  of  shank  but- 
ton, or  other  dress  fastening  having  a  suitable  shank.  It  merely  consists  of  a  piece  of  doubled  wire,  so 
as  to  form  an  eye ;  the  continuations  of  the  wire  form  a  hook  and  clasp  pin  after  being  threaded  through 
the  shank  of  the  button ;  the  pin  portion  is  sprung  into  the  hook  part  whereby  the  wire  is  securely  re- 
tained in  its  position.  The  button  shank  is  first  introduced  through  an  eyelet  hole,  and  the  fastening 
placed  at  the  back  as  described. 

BUTTON-WOOD.     See  Woods,  varieties  of. 

BUTTRESS.  A  piece  of  strong  wall  that  stands  on  the  outside  of  another  wall  to  support  it,  or  ap- 
plied as  an  ornament. 

CABLE.     See  Chain  Cable. 

CALCINATION.  The  chemical  process  of  subjecting  metallic  bodies  to  heat  with  access  of  air, 
whereby  they  are  converted  into  a  pulverulent  matter,  somewhat  like  lime  in  appearance.  The  term 
calcined,  is,  however,  now  applied  to  any  substance  which  has  been  exposed  to  a  roasting  heat. 

CALCULATING  MACHINES.  Machines  of  this  kind  are  designed  to  produce  arithmetical  and 
other  tables,  which  shall  be  rigorously  correct.  In  navigation  and  the  higher  branches  of  astronomy  the 
use  of  such  tables  is  very  great,  and  being  constructed  by  human  heads  and  hands,  they  all  contain  er- 
rors of  greater  or  less  magnitude.  The  principle  upon  which  these  machines  are  constructed  may  be 
described  as  follows.  In  the  manner  in  which  quantities  are  combined  in  the  common  system  of  nume- 
ration, the  value  of  each  figure  is  ten  times  greater  than  it  would  be  if  it  occupied  a  position  one  place 
to  tlie  right.  Thus,  in  the  number  1 829,  although  9  is  greater  than  2,  yet  the  2  in  this  position  repi-e- 
sents  a  larger  sum  than  the  9,  because  it  occupies  a  place  to  the  left  of  the  9.  The  quantities  really 
expressed  by  the  figures  1829  are  1000,  800,  20,  9  ;  but  in  practice  we  omit  the  cyphers,  and  place 
the  significant  figures  side  by  side,  preserving  their  proper  position  from  the  right  hand.  If  a  wheel 
be  constructed  on  whose  axis  is  a  pinion  with  leaves  or  teeth ;  if  these  teeth  work  into  another  set  of 
teeth  or  cogs  on  the  periphery  of  another  wheel,  and  if  the  teeth  on  the  latter  wheel  are  just  ten 
times  as  numerous  as  those  on  the  pinion,  this  system  being  made  to  revolve,  the  pinioned  wheel 
will  revolve  just  ten  times  as  fast  as  the  other.  This  produces  a  kind  of  analogy  between  the  decimal 
notation  and  the  working  of  the  wheels,  for  it  takes  10  units  to  make  up  one  figure  or  unit  in  the  sec- 
ond place  in  cfcmmon  numeration,  and  it  requires  10  revolutions  of  the  pinioned  wheel  to  impart  1 
revolution  to  the  larger  wheel.  This  is  the  fundamental  principle  in  calculating  machines.  In  such 
machines  there  are  a  number  of  dial-faces,  each  marked  with  figures  from  1  to  10;  these  dial-faces  are 
fixed  upon  wheels,  the  teeth  of  which  work  into  the  pinions  of  other  wheels,  on  which  are  similarly 
divided  faces  or  discs,  so  that  while  one  face  indicates  units,  another  indicates  tens,  a  third  hundreds, 
and  so  on.  These  wheels  and  dial-faces  may  he  differently  arranged  in  different  machines,  but  the  prin- 
ciple is  the  same  in  all. 

A  calculating  machine,  called  the  Difference  Engine,  was  constructed  by  M.  Babbage  for  the  English 
government  at  an  expense  of  £20,000,  to  be  used  in  preparing  logarithmical  and  trigonometi-ical  tables. 
A  valuable  feature  introduced  into  this  machine  is  the  power  of  printing  the  tables  as  fost  as  it  calcu 
latcs  them.  Another  machine,  called  the  Analytical  Engine,  was  invented  by  the  same  gentleman,  of 
greater  power  than  the  first.  This  contains  a  hundred  variables,  or  numbers,  susceptible  of  changing, 
and  each  of  these  numbers  may  consist  of  twenty-five  figures.  Tlsfi  distinctive  characteristic  of  this 
machine,  is  the  introduction  into  it  of  the  principle  which  Jacquard  devised  for  regulating,  by  means 
of  punched  cards,  the  complicated  patterns  of  brocaded  stuff.     See  Abacus. 

CALEMBERG.     See  Woods,  varieties  of. 

CALENDER.  A  machine  used  in  the  manufacture  of  cotton  and  linen  goods.  Calendering  is  the 
finishing  process  by  which  the  goods  are  passed  between  cylinders  or  rollers,  and  made  of  a  level  uni- 
form surface.  The  machine  consists  of  a  number  of  rollei-s  contained  in  a  massive  frame-work ;  the 
rollers  are  connected  witli  a  long  lever  loaded  with  weights  at  the  further  extremity,  by  which  or  by 
means  of  screws  almost  any  amount  of  force  may  be  applied,  and  the  surface  texture  of  the  cloth  va- 
ried at  pleasure.  With  considerable  pressure  between  smooth  rollers,  a  soft  silky  lustre  is  given  by 
equal  flattening  of  the  threads.  By  passing  two  folds  at  the  same  time  between  the  rollers,  the  threads 
of  one  make  an  impression  o*  the  other,  and  give  a  wiry  appearance  with  hollows  between  the  threads. 
The  rollers  are  made  of  cast-iron,  wood,  paper,  or  calico,  according  to  the  uses  for  which  they  are  de- 
signed. The  iron  rollers  are  sometimes  made  hollow  for  the  purpose  of  admitting  either  a  hot  roller  of 
iron,  or  steam  when  hot  calendering  is  required.  The  other  cylinders  were  formerly  made  of  wood,  but 
it  was  liable  to  many  defects.  The  advantage  of  the  paper  roller  consists  in  its  being  devoid  of  an;j 
tendency  to  split,  crack,  or  warp,  especially  when  exposed  to  a  considerable  heat  from  the  contact  and 
pressure  of  the  hot  iron  rollers.  The  paper  takes  a  fine  polish,  and  being  of  an  elastic  nature,  presses 
into  every  pore  of  the  cloth,  and  smooths  Us  surface  more  effectually  than  any  wooden  cylinder,  how- 
ever ti-uly  turned,  could  possibly  do. 

In  a  five  rollered  machine,  the  cloth  coming  from  behind,  above  the  uppermost  or  1st  cylinder,  passei 
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between  the  1st  and  2d;  proceeding  behind  the  2d,  it  again  comes  to  the  front  between  the  2d  and  3d; 
between  the  3d  and  4th  it  is  once  more  carried  behind,  and  Instly  brought  in  front  be«-ween  the  4th  and 
5th,  where  it  is  received  and  smoothly  folded.  At  this  time  the  cloth  should  be  folded  loosely,  so  that 
no  mark  may  appear  until  it  is  finally  folded  in  the  precise  length  and  form  into  which  the  piece  is  to  be 
made  up,  which  varies  with  the  different  kinds  of  goods,  or  the  particular  market  for  which  the  goods 
are  designed.  When  the  pieces  have  received  the  proper  fold,  they  are  pressed  in  a  hydraulic  press  pre- 
vious to  being  packed. 

From  the  great  weight  of  calendering  machines  it  is  necessary  that  they  should  be  P.xed  on  the  base- 
ment floor.  After  the  cloth  has  received  its  final  gloss  from  these  machines,  it  is  taken  to  the  cloth- 
room  to  be  measured  preparatory  to  being  folded  and  pa(^d  for  sale  or 'transportation. 

CALENDER  WITH  FIVE  ROLLERS,  Designed  and  Constructed  by  Messrs.  A.  More  and  Son, 
Glasgow.  Fig.  644,  an  end  view;  Fig.  643,  a  side  elevation;  the  same  letters  of  reference  denote  the 
tame  parts  in  each  view. 

A  A  A,  three  cylinders  or  rollers  made  of  paper,  the  construction  of  which  will  be  noticed  afterwards. 

B  B,  two  cast-iron  cylinders,  made  hollow  to  allow  of  the  introduction  of  hot  bolts  of  iron  witliin  (hem ; 
or  of  steam,  when  it  is  required  or  preferred. 


Scale.— l-4th  inch  =  1  toot. 


Scale.— l-5th  inch  =:  1  foot 


C  C,  the  two  side-frames  or  cheeks,  into  which  are  fitted  the  several  brass  bushes  for  tlie  cyliadcra  «> 
turn  upon. 
D  D,  top  guides,  into  which  the  cross-head  G,  and  elevating  screws  II  H,  work. 
E  E,  top-pressure  levers,  connected  by  a  strong  rod  of  iron  with  the  vmder-pressure  levcwiR    This 
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system  of  levers  is  connected  with  the  cross-head  G,  by  two  strong  links  of  iron.  The  elevating  screws 
S  H  pass  through  the  cross-head,  and  rest  upon  a  strong  cast-iron  block,  into  which  is  fitted  the  brass 
bush  of  the  top  paper  roller.  By  means  of  the  screws,  the  cross-head  and  levers  can  be  raised  or 
depressed  as  requii-ed,  and  when  the  calender  is  working  warm  and  requires  to  be  stopped,  tlie  elevating 
screws  are  screwed  up  for  the  purpose  of  lifting  the  paper  rollers  off  the  hot  cyUnders,  to  prevent  their 
being  injured  by  the  heat. 

The  construction  of  the  paper  rollers  or  cylinders  is  as  follows :  Upon  each  end  of  an  arbor  of  malle- 
able iron,  of  sufficient  strength  to  withstand  the  necessary  pressure  without  yielding,  is  fastened  a 
strong  plate  of  cast-iron,  of  the  same  diameter  as  the  roller  to  be  riiade ;  the  plate  is  secured  in  its 
proper  place  by  a  ring  of  iron,  cut  in  two,  and  let  into  a  groove  or  check  turned  in  the  arbor.  When 
the  roller  is  finished,  the  annular  pieces  are  kept  in  their  groove  by  a  hot  hoop  put  upon  the  outside 
of  them,  and  allowed  to  cooL  A  plate  is  fitted  on  the  other  end,  of  exactly  the  same  size,  and  in  the 
same  manner. 

In  building  the  rollers,  one  of  the  plates  is  taken  off  the  arbor,  but  the  other  is  allowed  to  remain  in 
its  place.  The  paper  sheets  of  which  the  rollers  are  to  be  made,  have  each  a  circular  hole  cut  in  the 
centre  of  it,  of  exactly  the  same  diameter  as  the  arbor.  The  sheets  are  then  put  upon  the  arbor,  and 
pressed  hard  against  the  fixed  plate.  When  the  arbor  is  filled  with  paper,  it  is  put  into  a  strong 
hydrauHc-press,  and  pressed  together, — always  adding  more  paper  to  make  up  the  deficiency  caused  by 
the  compression,  untU  the  mass  will  press  it  no  harder.  The  half  rings  are  then  put  in  their  place,  to 
prevent  the  ^jlate  from  being  pressed  back  by  the  elasticity  of  the  paper.  Tlie  roller  is  now  to  be  dried 
sufficiently  in  a  stove,  the  heat  of  which  causes  the  paper  to  contract  so  as  to  be  quite  loose.  The  roller 
is  then  again  taken  to  the  press,  and  the  unfixed  plate  being  removed,  more  paper  is  added,  and  the 
whole  again  compressed,  until  the  roller  is  hard  enough  for  the  purpose  to  wlaich  it  is  to  be  applied.  It 
is  next  turned  truly  in  the  lathe  till  it  acquires  a  very  smooth  surface. 

The  wood-cut,  Fig.  641,  shows  the  manner  in  which  the  calender  is  geered  to  make  it  a  glazing 
calender.  In  this  cut,  a  marks  the  top  cylinder  of  the  calender,  upon  which  is  keyed  a  spur-wheel  b ; 
and  G  is  the  under  cylinder,  upon  wliich  is  also  keyed  a  spur-wheel  d.  The  intermediate  or  carrier- 
wheel  e  e,  when  drawn  into  geer,  reduces  the  speed  of  the  imder  cylinder  c,  one-fourtli.  Now,  the  cylinder 
a,  being  the  one  that  gives  motion  to  all  the  roUers,  and  revolving  always  at  the  same  speed,  the  cloth 


in  its  passage  through  all  the  rollers  below  the  cylinder  a,  is  carried  through  at  a  speed  one-fourth  less 
than  if  it  passed  only  below  the  cyhnder  a ;  consequently,  when  it  comes  into  contact  with  a,  it  is 
rubbed,  and  thereby  glazed,  in  consequence  of  the  cylinder  a  moving  one-fourth  quicker  than  the  cloth, 
as  above  stated.  i- 

Tlie  wood-cut,  Fig.  648,  shows  the  manner  in  which  the  rollers  are  lifted  clear  of  each  other  when  the 
machine  is  stopped.  In  this,  ee  are  two  rods  of  iron,  attached  to  the  block  or  seat  of  the  top  roller; 
ifg,  three  bridges  of  malleable  iron,' capable  of  sliding  upon  the  rods  ee ;  but  held  fast  upon  the  rods 
when  once  they  are  adjusted  to  their  proper  places  by  pincliing  screws.  The  bridge  b  is  placed  half  an 
inch  clear  of  the  bearing  of  the  cylinder  a,  when  all  the  rollers  are  resting  upon  each  other ;  the  bridge  / 
is  placed  one  inch  below  the  bearing  of  the  paper  roller  h ;  and  the .  bridge  g  is  placed  one  inch  and  a 
half  below  the  bearing  of  the  cylmder  c.  When  the  pressure  screws  of  the  calender  are  lifted,  the 
blocks  of  the  top  roller  being  attached  to  them,  the  rods  e  e  are  lifted  also,  and  along  with  them  the 
different  rollers  as  the  bridges  successively  come  into  contact  with  their  respective  bearings. 

The  manner  of  passing  the  cloth  through  the  calender  varies  very  much,  according  to  the  amoimt  of 
finish  required  upon  it.  The  various  methods  are  accompUshed  by  different  arrangements  of  the 
geering,  so  that  a  calender  calculated  to  do  all  the  different  kinds  of  finishing  becomes  a  very  compli- 
cated macliine,  on  account  of  the  quantity  of  geering  required.  For  common  finishing,  the  method  of 
passing  the  cloth  through  the  calender  is  as  follows : — The  cloth  is  passed  alternately  over  and  under  a 
series  of  rails  placed  in  front  of  the  machine,  so  as  to  remove  any  creases  that  may  be  in  it,  and  is  then 
introduced  between  the  lower  roller  A  and  cylinder  B ;  returns  between  the  lower  cylinder  B  and  the 
centre  roller  A ;  passes  again  between  the  central  A  and  the  upper  B,  and  again  returns  between  the 
top  pair  A,  B,  where  it  is  wound  off  on  a  small  roller,  (hid  in  the  drawings  by  the  framing  of  the 
machine,)  pressing  against  the  surface  of  the  top  roller  A.  When  this  small  roller  is  filled  Avith  cloth  it 
is  removed,  and  its  pkce  supphed  by  another,  to  be  in  succession  filled  as  the  motion  of  the  macliine 
progresses.' y' 
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Water-Mangle  with  two  copper,  and  three  wooden  rollers ;  designed  and  constructed  hy  Messrs.  A, 
More  and  Son. — lliis  machine,  Figs.  645  and  646,  differs  nothing  in  principle,  and  little  in  general 
construction,  from  the  five-rollered  calender  above  described,  except  in  this — that  it  is  intended 
for  -wet  goods.  It  is  drawn  to  a  scale  slightly  less,  but  the  views  given  and  the  lettering  of  the  parts 
coiTespond  to  those  of  the  preceding  figures. 

AAA,  the  three  wooden  rollers,  and  B B,  the  two  copper  rollers  of  the  mangle.  These  last  consist 
of  a  copper  cover  upon  a  cast-iron  body,  through  which  passes  a  wrought-iron  arbor,  differing  from  those 
of  the  wooden  rollers  in  being  round,  whereas  these  are  square  between  the  bearuigs.  The  smaller  of 
the  two  copper  rollers,  namely,  the  third  in  order,  is  in  this  airangement  the  driver,  the  mangle  being 
driven  like  the  calender,  by  a  system  of  reversing  geer  not  shown  in  the  drawings. 

The  pressure  in  the  mangle  is  brought  on  by  a  system  of  levers,  which  differ  slightly  from  that 
described.  In  this,  indeed,  there  are  strictly  two  distinct  pressures :  that  brought  on  the  axis  of  the 
middle  roller  by  the  lever  E,  which  is  connected  by  a  link  with  the  weighted  lever  F ;  and  that 
transmitted  through  the  whole  system  of  rollers  by  the  single-weighted  lever  D.  The  weight  of  this 
last  is  regulated  by  means  of  a  set-screw,  which  turns  in  a  nut  in  the  jaws  of  the  lever  D,  and  bears 
upon  the  set-block  which  rests  upon  the  arbor  of  the  top  roller.  This  pressure  is  thus  transmitted 
downwards  from  the  top  roller  throughout  the  whole  set,  and  at  the  middle  roller  B  is  added  to  the 
pressure  obtained  by  the  lever  E.  By  this  arrangement,  the  pressure  between  the  three  under  rollers 
is  greater  by  the  pressure  of  E,  than  it  is  between  the  upper  pair ;  but,  for  very  high  pressure  the  lever 
D  may  be  locked  by  set-pins  and  the  set-screws  turned  down  by  the  hand-wheel  G,  until  the  requisite 
degree  of  pressure  is  obtained. 

The  manner  of  passing  the  cloth  through  this  machine  is  the  same  as  that  already  described  in  the 
calender,  with  this  single  exception,  that  before  the  cloth  enters  between  the  lowest  roller  A,  and  the 
small  cylinder  B,  jets  of  water  from  a  pipe,  perforated  with  small  holes,  extending  the  whole  width  of 
the  machine,  are  allowed  to  play  upon  the  cloth,  so  as  to  impart  to  it  sufficient  moisture  for  causing  it  to 
receive  the  requisite  degree  of  smoothness  preparatory  to  the  starching  process,  and  at  the  same  time 
allow  the  cylinder  B  to  free  it  from  any  impm-ities  that  may  be  remaining  in  it,  by  forcing  them  back 
with  the  expressed  water. 

CALENDER.  Description.  A,  two  cast-iron  frames.  BCD,  three  cylinders.  EFG,  three  cog 
wheels.    H  I,  two  force-screws.    K  L,  two  fly-wheels  with  handles. 


The  cylmder  B,  which  is  in  cast-iron,  and  hollow,  is  heated  by  another  iron  cylinder  heated  red  hot 
The  material  of  the  cylinder  C  is  pasteboard,  its  axle  is  of  wrought-iron.  These  three  cylinders  must 
06  perfectly  round  and  parallel.  ,-  ^      ,  .  ,        ,  x,.        v  j       -o      j  r> 

The  wheel  F  forms  the  commimication  between  E  and  G,  which  rest  upon  the  cyhnders  B  and  yy 
The  relation  of  F  to  the  circumference  of  the  cylinders  is  such,  that  when  the  maclunc  is  set  to  woik 
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these  cylinders  slide,  causing  friction,  and  thus  give  a  gloss  to  the  cloth.    The  friction  is  vairiable  ao 
cordinef  to  the  nature  of  the  tissue. 


In  order  to  set  the  machine  in  motion,  the  Hy-wheels  K  and  L  being  turned  in  order  to  press  the 
screws  H  and  I  against  the  pillows  of  the  first  cylinder  B,  the  cloth  is  placed  between  the  rollers  in  the 
du-ection  indicated  by  the  arrows. 

CALICO  PRINTING.  The  art  of  producing  a  colored  patttern  on  cloth  by  the  application  of  col- 
oring substances.  The  processes  employed  are  applicable  to  linen,  sillc,  worsted,  or  mixed  fabrics, 
although  they  are  usually  referred  to  cotton  cloth  or  calico. 

The  invention  of  cylinder  or  roller  prinling,  is  attributed  to  two  persons,  one  a  Scotchman  named  Bell, . 
the  other  named  Oberkampf,  a  calico  printer  at  Jouy  in  France. 

The  cylinders  upon  which  the  pattern  is  engraved,  one  cylinder  for  each  color,  are  mounted  on  a 
strong  frame-work,  so  that  each  cylinder  revolves  against  two  other  cylinders,  one  of  which  is  covered 
with  woollen  cloth,  and  dips  into  a  trough  containing  coloring  matter  properly  thickened,  so  that,  as  it 
revolves,  it  takes  up  a  coating  of  color  and  distributes  it  over  the  engraved  roller,  which  transfers  the 
pattern  to  the  cloth.  The  cloth  to  be  printed  passes  over  a  large  iron  drum  covered  with  several  folds 
of  woollen  cloth,  so  as  to  form  a  somewhat  elastic  printing  surface :  an  endless  web  of  blanketing  is 
made  to  pass  roimd  this  drum,  which  serves  as  a  sort  of  guide,  and  defence,  and  printing  surface  to  the 
calico  which  is  being  printed.  The  superfluous  color  is  removed  from  the  engraved  roller  by  a  sharp- 
edged  knife  or  plate  usually  of  steel  or  gun-metal,  called  the  color  doctor,  so  arranged,  that  the  color 
scraped  oflF  shall  fall  back  into  the  trough ;  another  plate  of  steel  removes  the  fibres  which  the  roller 
acquires  from  the  calico. 

As  many  as  eight  colors  may  be  printed  at  once  by  one  machine,  but  very  great  nicety  of  arrange- 
ment is  required  to  bring  all  these  rollers  to  bear  upon  the  cloth,  so  as  to  print  at  the  exact  spots  re- 
quired for  forming  a  complicated  pattern. 

The  printing  cylinders  are  of  copper,  and  vary  in  length  from  30  to  40  inches,  according  to  the  width 
of  the  calico ;  the  diameter  varies  from  4  to  12  inches.  Each  cylinder  is  bored  through  the  axis,  and 
accurately  turned  from  a  solid  piece  of  metal.  To  engrave  a  copper  cylinder  by  hand  with  the  multi- 
tude of  minute  figures  which  exist  in  many  patterns,  would  be  a  very  laborious  and  expensive  oper*. 
tion,  and  the  invention  of  Mr.  Jacob  Perkins  in  America,  for  transferring  engravings  from  one  surface 
to  another  by  means  of  steel  roller  dies,  has  long  been  applied  to  calico  printing  with  perfect  success. 
The  pattern  is  first  drawn  upon  a  scale  of  about  3  inches  square,  so  that  this  size  of  figure  being  repeated 
a  number  of  times  will  cover  the  printing  cylinder.  This  pattern  is  next  engraved  in  intaglio  upon  a 
roller  of  softened  steel,  about  1  inch  in  diameter  and  3  inches  long,  so  that  it  will  exactly  occupy  its 
surface.  This  small  roller  which  is  called  the  die,  is  next  hardened  by  heating  it  to  redness  in  an  iron 
case  containing  pounded  bone-ash,  and  then  plunging  it  into  cold  water,  its  surface  being  protected  by  a 
chalk  paste.  This  hardened  roller  is  put  into  a  rotatory  press,  and  made  to  transfer  its  design  to  a  sim- 
ilar roller  in  a  soft  state  called  the  mill;  the  design  which  was  sunk  in  the  die  now  appears  in  relief  on 
the  mill.  The  mill  in  its  turn  is  hardened,  and  being  put  into  a  rotatory  press,  engraves  or  indents 
upon  the  large  copper  cylinder,  the  whole  of  the  intended  pattern. 
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It  is  often  necessary  to  apply  some  substances  to  the  cloth  which  shall  act  as  a  bond  of  union  betweei 
it  and  the  coloring  matter.  These  substances  are  usually  metallic  salts  called  mordants,  •which  have  an 
affinity  for  the  tissue  of  the  cloth  as  well  as  for  the  coloring  matter  when  in  a  state  of  solution,  and 
form  with  the  latter  an  insoluble  compound.  The  usual  mordants  are  alum,  and  several  salts  of  alu- 
mina, peroxide  of  iron,  peroxide  of  tin,  protoxide  of  tin,  and  oxide  of  chrome.  Mordants  arc  usefu' 
for  all  vegetable  and  animal  coloring  matters  which  are  soluble  in  water,  but  have  not  a  strong  affi^iit^ 
for  tissues.  The  action  of  the  mordant  withdraws  them  from  solution,  and  forms  with  them  upon  the 
cloth  certain  compounds  which  are  insoluble  in  water. 

To  prevent  the  mordant  or  the  coloring  matter  from  spreading  beyond  the  proper  limits  of  the  de- 
sign, thickeners  are  used  to  bring  it  to  the  required  consistency ;  the  most  useful  are  v^'heat  starch  and 
flour,  but  many  other  materials  are  used  for  this  purpose.  The  colors,  with  the  proper  thickeners,  are 
prepared  in  vessels  furnished  with  steam  jackets,  for  raising  the  contents  to  the  required  temperature. 

There  are  eight  different  styles  of  calico  printing,  each  requiring  different  methods  of  manipulation, 
and  peculiar  processes. 

1.  The  madder  style,  (so  called  from  its  being  chiefly  practised  with  madder,)  to  which  the  best 
chintzes  belong,  in  which  the  .mordants  are  applied  to  the  white  cloth  with  many  precautions,  and  the 
colors  are  afterwards  brought  up  in  the  dye-bath.  These  constitute  permanent  prints.  2.  The  paddiwj 
style,  in  which  the  whole  surface  of  the  calico  is  imbued  with  a  mordant,  upon  which  afterwards  dif- 
ferent colored  figures  may  be  raised,  by  the  topical  application  of  other  mordants  joined  to  the  action 
of  the  dye-bath.  3.  The  resist  style,  where  the  white  cloth  is  impressed  with  figures  in  resist  paste, 
and  is  afterwards  subjected  first  to  a  cold  dye,  as  the  indigo  vat,  and  then  to  a  hot  dye-bath,  with  the 
effect  of  producing  white  or  colored  spots  upon  blue  ground.  4.  The  discharge  style,  in  which  thickened 
acidulous  matter,  either  pure  or  mixed  with  mordants,  is  imprinted  in  certain  points  upon  the  cloth, 
which  is  afterwards  padded  with  a  dark  colored  mordant,  and  then  dyed,  with  the  effect  of  showing 
bright  figures  on  a  dark  ground.  5.  China  blues ;  a  style  resembling  blue  stone  ware,  practised  Avith 
indigo  only.  6.  The  decoloring  style,  by  the  topical  application  of  chlorine  or  chromic  acid  to  dyed  goods. 
This  is  sometimes  called  a  discharge.  7.  Printing  by  steam,  a  style  in  which  a  mixture  of  dye  extracts 
and  mordants  is  topically  applied  to  calico,  while  the  chemical  reaction  which  fixes  the  colors  to  the  fibre 
is  produced  by  steam.  8.  Spirit  colors ;  produced  by  a  mixture  of  dye  extracts,  and  a  solution  of  tin. 
These  colors  are  brilliant  but  fugitive. 

The  processes  actually  required  for  finishing  a  piece  of  cloth  in  the  madder  style,  as  for  example,  in 
producing  a  red  stripe  upon  a  white  ground,  are  numerous.  The  bleached  cloth  is  submitted  to  nine- 
teen operations,  as  follows : — 1.  Printing  on  mordant  of  red  liquor,  (a  preparation  of  alumina,)  thick- 
ened with  flour  and  dyeing ;  2.  Ageing  for  three  days ;  3.  Dunging ;  4.  Wincing  in  cold  water ;  5. 
Washing  at  the  dash  wheel ;  6.  Wincing  in  dung-substitute  and  size  ;  7.  Wincing  in  cold  water ;  8.  Dye- 
ing in  madder ;  9.  Wincing  in  cold  water ;  10.  Washing  at  the  dash  wheel ;  11.  Wincing  in  soap  water 
containing  a  salt  of  tin;  12.  Washing  at  the  dash  wheel;  13.  Wincing  in  soap  water;  14.  Wincing  in  a 
solution  of  bleaching  powder;  15.  Washing  at  the  dash  wheel;  16.  Drying  by  the  hydro- extractor ;  17. 
Folding;  18.  Starching;  19.  Drying  by  steam. 

CALICO :  Machine  for  printing  in  four  colors.  In  this  machine  the  pressure  is  normal,  in  all  the 
engraved  rollers,  by  the  means  of  the  levers  P.  These  rollers  are  turned  by  a  belt  communicating  with 
the  prime  mover.  The  regulators  are  adjusted  by  screws,  to  which  are  attached  hands,  indicating,  upon 
dials,  the  space  to  be  run  by  the  rollers  in  order  to  reach  the  regulators :  this  is  known  without  stopping 
the  works. 

Tlie  engraved  rollers  can  be  brought  up  to  the  pressing  cylinder,  or  withdrawn  from  it,  without 
changing  the  places  of  the  color-vessels  or  of  the  scrapers,  for  all  the  different  pieces  fixed  against  the 
pillows  on  the  turning  pieces  of  the  engraved  rollers,  move  with  these  last.  Finally,  there  is  an  appa- 
ratus placed  behind  the  under  cloth,  the  intermediate  cloth,  and  the  stuff  to  be  engraved,  by  which  the 
workman  governs  these  three  pieces  at  will. 

The  engraved  rollers  are  sometimes  made  of  copper,  sometimes  of  brass,  or  of  copper  and  tiru  The 
first  are  to  be  prefeiTed,  being  less  apt  to  be  injured;  with  such  a  cylinder  30,000  pieces  can  be 
printed  with  the  most  delicate  patterns. 

The  brass  cylinders  will  be  injured  in  proportion  to  the  acidity  of  the  printing-mixture,  the  zinc  being 
attacked.  Those  in  whose  composition  tin  is  introduced  are  more  hard,  but  also  more  difficult  to  en- 
grave.    Some  of  these  cylinders  are  hollow,  others  are  massive :  either  may  be  used. 

The  diameter  of  the  cylinders  varies  from  0-23  to  0-82  feet,  according  to  the  option  of  the  manufiic- 
tiirer,  and  also  to  the  dimensions  of  the  pattern. 

The  dimensions  of  the  pressing-rollers  make  no  difference  in  the  impression :  the  lesser  ones  should,  ok 
certain  considerations,  be  preferred,  for  the  engraved  rollers  always  yield  under  the  pressure  of  tlie  fii-st, 
so  that  it  becomes  necessary  to  give  a  curve  to  the  pressing-roller  equal  to  that  of  the  engraved ;  and 
as  the  pressure  it  exercises  is  inversely  to  the  augmentation  of  its  diameter,  it  becomes  necessary  to 
increase  the  weight  on  the  subterraneous  levers,  thus  giving  still  more  chance  to  the  engraved  cylinders 
to  bend. 

'M.  Huguenin  thinks  that  a  pressing-roller  having  only  a  diameter  of  0"856  feet,  for  machines  printing 
only  one  color,  and  that  of  those  printing  several  colors,  the  smallest  possible  must  be  used.  In  some 
manufactures  these  rollers  are  wrapped  with  a  band  of  a  tissue,  the  warp  of  wliich  is  flax,  and  the  weft 
of  worsted,  having  the  property  of  not  lengthening  under  pressure ;  at  the  centre  of  the  roller,  this 
envelope  is  0-062  feet  thick,  at  the  extremities  0032  feet.  Tlie  most  modern  improvement  in  tliis  respect 
is  the  mtroduction  of  a  tissue  of  cotton  and  caoutchouc. 

The  furnisliing  rollers  have  their  circumference  enveloped  in  a  woollen  cloth ;  their  speed  is  inferior 
to  that  of  the  engraved  cylinders ;  their  diameter  is  generally  about  0-328  feet. 
The  vessels  in  which  the  rollers  dip  are  made  of  copper  or  wood.    It  is  necessary  to  keep  them  sup 
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plied  with  a  constant  quantity  of  printing  material,  for  the  rollers  would  soon  only  skim  over  the  sur- 
face of  the  fluid  and  leave  but  a  feeble  impression ;  to  this  end  a  reservoir  pours  a  continual  supply.  A 
partition  is  placed  in  a  position  which  enables  it  to  clear  the  roller  of  the  froth  with  whicli  its  surfac<> 
may  be  covered. 


A  A.  frame-work. 

R  IS  B  B,  pressing  cylinder. 

C  C  C  C,  engraved  cylinder. 

D  D  I)  D,  scrapers, 

E  E  E  E,  vessels  containing  the  color- 
ing matter:  they  are  raised  and 
lowered  at  pleasure,  by  the  screws 

G  G  (i  G,  endless  screw,  guiding  the 

regulators. 
H  H  H  H,  pinions  and  wheels  which 

turn  all  the  machinery. 


I,  a  shaft  communicating  with  the 
moving  power. 

K  K  K  K,j  wheels  adapted  to  the  fe- 
male screws  LLLL,  which  put 
the  levers  in  communication  with 
the  pillows  of  the  rollers. 

M,  a  wheel  commimicating  with  the 
driving  power,  whose  office  is  to 
press  the  rollers ;  it  also  moves  the 
wlieel  N,  and  tlie  endless  screws 
OOOO,  which  are  engaged  with 
the  wheels  KKKK. 


PPPP,  levers  which  are  loaded  with 
weights  in  proportion  with  the 
pressure  required :  they  are  situ- 
ated beneath  the  floor. 

3,  the  cylinder  round  which  the  cloth 
to  be  printed  is  rolled. 

R,  the  cylinder  round  which  the  in- 
termediate cloth  is  wound. 

S,  a  weight  which  keeps  the  cloth 
stretched  on  the  cylinders  QR. 

T,  a  roller  used  to  give  an  inclination 
to  the  cloth  when  printed,  and  ror; 
ulate  the  speed 
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CALORIC  ENGINE,  Ericsson's  Patent.  The  invention  consists  in  producing  motive  power  by  th« 
application  of  caloric  to  atmospheric  air  or  other  permanent  gases  or  fluids  susceptible  of  considerable 
expansion  by  the  increase  of  temperature.  The  mode  of  applying  the  caloric  being  such,  that  after 
having  caused  the  expansion  or  dilatation  -which  produces  the  motive  power,  the  caloric  is  transferred  to 
certain  metallic  substances,  and  again  retransferred  from  these  substances  to  the  acting  medium  at  cer- 
tain intervals,  or  at  each  successive  stroke  of  the  motive  engine,  the  principal  supply  of  caloric  being 
thereby  rendered  independent  of  combustion  or  consumption  of  fuel ;  accordingly,  whilst  in  the  steam- 
engine  the  caloric  is  constantly  wasted  by  being  passed  into  the  condenser,  or  by  being  carried  off  into 
the  atmosphere,  in  the  improved  engine,  the  caloric  is  employed  over  and  over  again,  thereby  dispens- 
ing with  the  employment  of  combustibles,  excepting  for  the  purposes  of  restoring  the  heat  lost  by  the 
expansion  of  the  acting  medium  and  that  lost  by  radiation,  also  for  the  purpose  of  making  good  the 
small  deficiency  unavoidable  in  the  transfer  of  the  caloric. 

We  now  proceed  to  describe  the  structure  of  the  improved  engine  for  producing  motive  power,  refer- 
ence being  had  to  fig  652,  A  and  B  are  two  cylinders  of  unequal  diameter,  accurately  bored  and  provided 


Fig.  662 


with  pistons  a  and  6,  the  latter  having  air-tight  metallic  packing  rings  inserted  at  their  circumferences. 
A  is  the  supply  cylinder,  and  B  the  working  cylinder,  a'  piston-rod  attached  to  the  piston  a  working 
through  a  stufiuig-box  in  the  cover  of  tlie  supply  cylinder.  C  is  a  cylinder  with  a  spherical  bottom  at- 
tached to  the  working  cylinder  at  c  c ;  this  vessel  is  called  the  expansion  heater.  I)  D,  rods  or  braces 
connecting  together  the  supply  piston  a,  and  the  working  piston  b.  E  is  a  self-acting  valve  opening  in- 
wards to  the  supply  cylinder ;  F,  a  similar  valve,  opening  outwards  from  said  cylinder,  and  contained 
within  the  valve-boxy.  G  is  a  cylindrical  vessel,  which  is  called  the  receiver,  connected  to  the  valve- 
box  _^  by  means  of  the  pipe  g.  H,  a  cylindrical  vessel  with  an  inverted  spherical  bottom,  is  called  the 
heater.  J,  a  conical  valve  supported  by  the  valve  stem  j,  and  working  in  the  valve-chamber  J',  which 
chamber  also  forms  a  communication  between  the  expansion  heater  C  and  heater  H,  by  means  of  the 
passage  h,  K  is  another  conical  valve,  supported  by  the  hollow  valve-stem  Ic,  and  contained  within  the 
valve  chamber  h'.  L  and  M,  two  vessels  of  cubical  form  filled  to  their  utmost  capacity,  excepting  small 
spaces  at  top  and  bottom,  with  disks  of  wire  net,  or  straight  wires  closely  packed,  or  with  other  small 
metallic  substances,  or  mineral  substances,  such  as  asbestos,  so  arranged  as  to  have  minute  channels 
running  up  and  down.  Tliese  vessels,  L  and  M,  with  their  contents,  are  termed  regenerators.  11,1X1  m, 
pipes  forming  a  direct  communication  between  the  receiver  G,  and  the  heater  H,  through  the  regenera- 
tors. N  N,  two  ordinary  slide-valves,  arranged  to  form  alternate  communications  between  the  pipes  / 1 
and  m  m,  and  the  exhaust  chambers,  0  and  P,  on  the  principle  of  the  valves  of  ordinary  high-pressure 
rteam-engines  ;  n  n,  valve-stems  working  through  stuffing-boxes  n'  n' ;  p,  pipe  communicating  between 
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ihe  valve  chamber  h'  and  exhaust  chamber  P ;  o',  pipe  leading  from  exhaust  chamber  0 ;  Q,  pipe  leadma 
.nto  the  receiver  G,  provided  with  a  stop-cock  q.  R  R,  fire-places  for  heating  the  vessels  H  and  C ;  r  r 
r  r,  flues  leading  from  said  fire-places,  and  terminating  at  r'.  S,  a  cylindrical  vessel  attached  to  iha 
working  piston  h,  having  a  spherical  bottom  corresponding  to  the  expansion  vessel  C.  This  vessel,  S, 
which  is  the  heat-intercepting  vessel,  is  to  be  fiUed  with  fire-clay  at  the  bottom,  and  ashes,  charcoal  or 
other  non-conducting  substances  towards  the  top,  its  object  being  to  prevent  any  intense  or  injurious  heat 
from  reaching  the  working  piston  and  cylinder.  T  T,  brick- work  or  other  fire-proof  material  suiTomid- 
ing  the  fire-places  and  heaters.    Fig.  653  represents  a  sectional  plan  of  fig,  1. 

Fig  6.53. 


Before  describing  the  operation  of  the  improved  engine,  it  will  be  proper  to  observe  that  the  piston- 
rod  a'  only  receives  and  transmits  the  difierential  force  of  the  piston  b,  viz.,  the  excess  of  its  acting 
force  over  the  reacting  force  of  piston  a.  This  differential  force  imparted  to  said  piston-rod  may  be 
communicated  to  machinery  by  any  of  the  ordinary  means,  such  as  links,  connecting-rods  and  cranks, 
or  it  may  be  transmitted  directly  for  such  purposes  as  pumping  or  blowing.  The  conical  valves  K  and 
J  may  be  worked  by  any  of  the  ordinary  means,  such  as  eccentrics  or  cams,  provided  the  means  adopt- 
ed be  so  arranged  that  the  valve  K  will  commence  to  open  the  instant  that  the  piston  b  arrives  at  the 
full  up-stroke,  and  be  again  closed  the  instant  the  piston  arrives  at  full  down-stroke,  whilst  the  valve  J 
is  made  to  open  at  the  same  moment,  and  to  close  shortly  before,  or  at  the  termination  of  the  up-stroke. 
In  like  manner,  the  slide-valve  N'  is  to  open  and  close  as  the  piston  b  arrives  respectively  at  its  up  and 
down  stroke,  similar  to  the  slide-valve  of  an  ordinary  high-pressure  engine. 

Before  starting  the  engine,  fuel  is  put  into  the  fire-places  R  R,  and  ignited,  a  slow  combustion  being 
kept  up  until  the  heaters  and  lower  parts  of  the  regenerators  shall  have  Ijeen  brought  to  a  temperature  of 
about  500°.  By  means  of  a  hand-pump,  or  other  simple  means,  atmospheric  air  is  then  forced  into  the 
receiver  G  through  the  pip^  Q,  until  there  is  an  internal  pressure  of  some  8  or  10  pounds  to  the  square 
inch.  The  valve  J  is  then  opened,  as  shown  in  the  figure ;  the  pressure  entering  under  the  piston  b  will 
cause  the  same  to  move  upwards,  and  the  air  contained  in  A  will  be  forced  through  the  valve  F  into  the 
receiver.  The  slide-valves  N  N  being,  by  means  of  the  two  stems  n  n,  previously  so  placed  that  the  pas- 
sages 1 1  are  open,  the  air  from  the  receiver  will  pass  through  the  wires  in  L  into  the  heater  H,  and  further 
into  C,  the  temperature  of  the  air  augmenting,  and  its  volume  increasing  as  it  passes  through  the  heated 
wires  and  heaters.  The  smaller  volume  forced  from  A  will,  in  consequence  thereof,  suffice  to  fill  the  larger 
space  in  C.  Before  the  piston  arrives  at  the  top  stroke,  the  valve  J  will  be  closed,  and  at  the  termination 
of  the  stroke  the  valve  K  will  be  opened ;  the  pressure  from  below  being  thus  removed,  the  piston  will 
descend  and  the  heated  air  in  C  will  pass  through  k'p  P  and  m  into  tlie  regenerator  M,  and  in  its  passage 
through  the  numerous  small  spaces  or  cells  formed  between  the  wires,  part  with  the  caloric,  gradually 
falling  in  temperature  vmtil  it  passes  off  at  o',  nearly  deprived  of  all  its  caloric.  The  commencement  of 
the  descent  of  the  piston  a  will  cause  the  valve  F  to  close  and  the  valve  E  to  open,  by  which  a  fresh 
charge  ot  atmospheric  air  is  taken  into  the  cylinder  A.  At  the  termination' of  the  full  down-stroke,  the 
valve  K  is  closed  and  the  valve  J  again  opened,  and  thus  a  continued  reciprocating  motion  kept  up.  It 
will  be  evident  that  after  a  oertain  number  of  strokes  the  temperature  of  the  wires  or  other  matter  con- 
tained in  the  regenerators  will  change  ;  that  of  M  will  become  gradually  increased,  and  that  of  L  di- 
minished. The  position  of  the  side  valves  N  N  should,  therefore,  be  reversed  at  the  termination  of 
every  fifty  strokes  of  the  engine,  more  or  less,  which  may  be  effected  either  by  hand,  or  by  a  suitable 
connection  to  the  engine.  The  position  being,  by  either  of  these  means,  accordingly  reversed  to  that 
represented  in  the  drawing,  the  heated  air  or  other  medium  passing  off  from  C  will  now  pass  through 
the  partially  cooled  wires  in  L,  whilst  the  cold  medium  from  the  receiver  will  pass  through  the  heated 
wires  of  M,  and  on  entering  H  will  have  attained  nearly  the  desired  working  temperature.  In  this  manner 
the  regenerators  will  alternately  take  up  and  give  out  caloric,  whereby  the  circulating  medium  will  prin- 
cipally become  heated,  independently  of  any  combustion,  after  the  engine  shall  have  been  once  put  in 
motion. 

The  relative  diameter  of  the  supply  and  workmg  cylinder  will  depend  on  the  expansibility  of  the 
acting  medium  employed ;  thus,  in  using  atmospheric  air  or  other  permanent  gases,  the  difference  of 
the  area  of  the  pistons  may  be  nearly  as  2  to  1,  whilst  in  using  fluids,  such  as  oils,  which  dilate  but 
slightly,  the  diffei-ence  of  area  should  not  much  exceed  one-tenth.  In  employing  any  other  medium 
than  atmospheric  air,  it  br  comes  indispensable  to  connect  the  outlet  pipe  o'  and  the  valve-box  e  of  th« 
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OTitlet  valve  E,  as  indicated  by  dotted  lines  in  the  drawing,  these  dotted  lines  representing  the  requisite 
connecting-pipe.  The  escaping  air  or  fluid  at  o  ■will,  -when  such  a  connecting-pipe  has  been  applied, 
furnish  the  supply  cylinder  independently  of  other  external  communication,  and  the  acting  medium  will 
perform  a  continuous  circuit  through  the  machine  under  this  arrangement ;  the  operation  being  in  other 
respects  as  before  described.  The  working  cylinder  may  be  placed  horizontally  or  otherwise,  and  it 
may  be  made  double  acting  ;  a  heat-intercepting  vessel  may  be  applied  at  each  end  of  the  working  pis- 
ton, as  also  an  expansion  heater  at  each  end  of  the  working  cylinder. 

Stirlinrfs  Air  Engine.  Mr.  Robert  Stirling,  a  Presbyterian  clergyman  in  Scotland,  and  an  amateur 
in  mechanical  matters,  made  an  engine  the  subject  of  a  patent  dated  Oct.  1,  1840,  which  was  described 
before  the  Institution  of  Civil  Engineers,  in  1846,  by  his  brother,  John  Stirling.  We  present  the  de- 
scription by  Mr.  S.,  as  it  appeared  in  the  English  mechanical  magazines  at  the  time.  It  will  be  seen 
that  the  Ericsson  engine  is  but  a  slight  advance  on  the  engine  of  Stirling,  the  principal  features  being 
substantially  the  same  in  each :  Stirling  used  the  same  air,  as  well  as  the  same  heat,  over  and  over, 
while  Ericsson  takes  fresh  air  every  stroke.  By  the  latter  arrangement,  cold  air  is  obtained  for  the 
■  pump  without  taking  trouble  to  cool  the  air  of  the  exhaust  for  that  purpose,  but  it  involves  the  neces- 
sity of  continually  compressing  a  fresh  quantity,  a  loss  which  can  be  but  imperfectly  compensated  for 
by  allowing  the  air  to  act  expansively.  Whether  the  gain  or  loss  is  greater  in  this  arrangement  has 
not  yet  been  satisfactorily  shown,  either  in  theory  or  practice. 

The  principle  tipon  which  the  movements  of  thisair-engine-depend,  is  the  well-kxiCwn  one  in  pneu- 
matics, that  air  has  its  bulk  or  pressure  increased  when  its  temperature  is  raised,  and  diminished  when 
its  temperature  is  lowered. 

Two  strong  air-tight  vessels  are  connected  with  the  opposite  ends  of  a  cylinder,  in  Avhich  a  piston 
works  in  the  usual  manner.  About  four-fifths  of  the  interior  space  in  these  vessels  is  occupied  by  two 
similar  air-tight  vessels  or  plungers,!  which  are  suspended  to  the  opposite  extremities  of  a  beam,  and  ca- 
pable of  being  alternately  moved  up  and  down  to  the  extent  of  the  remaining  fifth.  By  the  motion  of 
these  interior  vessels,  which  are  filled  with  non-conducting  substances,  the  air  to  be  operated  upon  is 
moved  from  one  end  of  the  exterior  vessels  to  the  other,  and  as  one  end  is  kept  at  a  high  temperature, 
and  the  other  as  cold  as  possible,  when  the  air  is  brought  to  the  hot  end,  it  becomes  heated  and  has  its 
pressure  increased,  and  when  it  is  brought  to  the  cold  end,  its  heat  and  pressure  are  diminished.  Now, 
as  the  interior  vessels  necessarily  move  in  opposite  directions,  it  follows,  that  the  pressure  of  the  in- 
closed air  in  the  one  vessel  is  increased,  while  that  of  the  other  is  diminished.  A  difference  of  pressure 
is  thus  produced  upon  the  opposite  sides  of  the  piston,  which  is  thereby  made  to  move  from  the  one  end 
of  the  cylinder  to  the  other,  and  by  continually  reversing  the  motion  of  the  suspendnd  bodies  or  plung- 
ers, the  greater  pressure  is  successively  thrown  upon  a  different  side,  and  a  reciprocating  motion  of  the 
piston  is  kept  up.  The  piston  is  connected  with  a  fly-wheel  in  any  of  the  usual  modes,  and  the  plung- 
ers, liy  whose  motion  the  air  is  heated  and  cooled,  are  moved  in  the  same  manner,  and  nearly  at  the 
same  relative  time  with  the  valves  of  a  steam  engine. 

The  power  is  greatly  increased  and  made  more  economical  by  using  somewhat  highly-compressed  air, 
which  is  at  first  introduced,  and  is  afterwards  maintained,  by  the  continual  action  of  an  air-pump.  The 
pump  is  employed  in  filling  a  separate  magazine  with  compressed  air,  from  which  the  engine  can  be  at 
once  charged  to  the  working  pressure. 

If  all  tlie  heat,  however,  which  is  necessary  to  raise  the  air  to  the  required  temperature,  were  to  be 
thrown  away  or  lost  every  time  that  the  air  is  cooled,  the  power  produced  by  its  expansion  and  contraction 
would  be  much  more  expensive  than  that  which  is  gained  by  the  use  of  steam.  In  order,  therefore,  to 
understand  how  the  work  of  a  good  steam-engine  has  been  done,  with  about  one-third  of  the  fuel  con- 
sumed by  it,  it  is  necessary  to  point  out  the  method  by  which  the  greater  part  of  the  heat  is  preserved, 
and  is  used  repeatedly,  in  expanding  the  air,  before  it  is  finally  wasted  or  lo?t, 

P'or  this  purpose,  when  it  is  necessary  to  cool  the  air,  after  it  has  been  brought  to  its  gi-eatest  heat, 
it  is  not  at  once  brought  into  contact  with  the  coldest  part  of  the  vessels.  This  would  indeed  effectually 
cool  it,  but  the  heat  when  thus  extracted  would  be  entirely  lost,  because  it  could  never  again  be  taken 
up  by  a  body  warmer  than  itself  Instead  of  this,  therefore,  the  air  is  made  to  pass  from  the  hot  to  the 
cold  end  of  the  air-vessel  through  a  multitude  of  narrow  passages,  whose  temperature  is  at  first  nearly 
as  great  as  that  of  the  hot  air,  but  gradually  declines  till  it  becomes  nearly  as  low  as  the  coldest  part 
of  the  air-vessel.  Now,  as  every  body  by  contact  will  give  out  heat  to  one  that  is  colder  than  itself,  the 
air,  when  it  enters  the  narrow  passages,  must  give  out  a  portion  of  its  heat,  even  to  the  hottest  part  of 
these  passages,  and  must  continue  in  its  progress  to  give  out  more  and  more,  as  the  temperature  of  the 
passages  is  diminished,  tiU  at  last  when  it  is  ready  to  escape  into  the  cold  part  of  the  vessel,  there  is 
only  a  small  portion  of  the  heat  to  be  extracted,  in  order  to  bring  it  to  the  lowest  temperature  required. 
By  i'ar  the  greater  part  of  the  heat,  therefore,  has  been  left  behind,  in  the  metal  which  forms  the  pas- 
sages, and  which  is  so  contrived  and  an-anged,  as  to  retain  that  heat  until  it  is  again  required  for  heating 
the  air.  It  must  be  evident  also,  from  the  manner  in  which  the  heat  has  been  distributed,  or  spread 
out,  over  the  whole  length  of  those  passages,  that  it  is  capable  of  being  again  employed  in  heating  and 
expanding  the  air  ;  for  when  the  cold  air  is  again  made  to  enter  the  passages  for  the  purpose  of  being 
heated,  it  immediately  comes  into  contact  with  matter  that  is  hotter  than  itself,  and  consequently  be- 
gins to  acquire  heat,  even  at  its  first  entrance ;  and  as  it  is  successively  applied  to  surfaces  of  a  gi-cater 
temperature,  it  continues  to  receive  more  and  more  heat,  so  that  when  it  comes  at  last  to  the  hot  end 
of  the  vessel,  it  requires  but  a  small  addition  to  its  temperature  to  give  it  the  elasticity  which  is  neces- 
sary to  move  the  piston.  Thus,  instead  of  being  obliged  to  supply,  at  every  stroke  of  the  engine,  aa 
much  heat  as  would  be  sufiicient  to  raise  the  air  from  its  lowest  to  its  highest  temperature,  it  is  neces- 
Bary  to  furnish  only  as  much  as  will  heat  it  the  same  number  of  degrees,  by  which  the  hottest  part  of 
Jie  air-vessel  exceeds  the  hottest  part  of  the  intermediate  passages. 

This  arrangement  or  contrivance  for  the  heating  and  cooling  of  air  and  other. fluids,  which  may  b« 
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termed  the  economical  process,  forms  the  foundation  of  all  the  success  which  has  been  attained  in  pro- 
ducing power,  with  a  small  expenditure  of  fuel. 

This  principle  was  devised  and  acted  upon  by  Mr.  R.  Stirling  nearly  thirty  years  ago,  but  until  the 
present  time  it  could  not  be  said  to  have  been  beneficially  applied  to  the  production  of  power.  The  sev- 
eral means  by  which  the  principle  is  at  last  rendered  effective,  consist,  chiefly,  in  the  employment  of 
various  means  for  keeping  the  piston-rods  air-tight,  and  enabling  the  pressure  of  the  air  to  be  raised 
to  such  an  extent  as  to  bring  the  engine  into  a  small  compass,  and  in  the  introduction  of  an  effective 
refrigerating  apparatus  for  extracting  the  waste  heat  and  bringing  the  air  to  a  lower  temperature  than 
could  otherwise  have  been  attained. 

The  greatest  difficulty  which  was  encountered,  consisted  in  the  proper  application  of  the  heat  to  the 
outside  of  the  air-vessels.  When  applied  directly  by  radiation  from  the  fire  to  the  spherical  bottom  of 
the  vessels,  it  necessarily  heated  one  part  too  much  and  another  part  too  little,  and  the  overheated  part 
was  not  only  liable  to  rapid  oxidation,  but  by  its  expansion  the  other  parts  were  strained  and  cracked. 
The  heat  is  now  applied  chiefly  by  means  of  the  hot-air  which  passes  through  the  furnace ;  and  it  is 
found  that,  instead  of  requiring  more  fuel  to  keep  up  the  heat,  by  this  method  it  is  accomplished  with  a 
considerable  less  quantity.  It  is  found  also  that  when  the  flues  for  disti-ibuting  the  heat  over  the  sur- 
face are  properly  constructed,  the  air-vessels  are  very  equally  heated,  and  neither  show  a  hurtful  ten- 
dency to  oxidation,  nor  to  that  unequal  expansion  by  which  the  air-vessels  might  be  destroyed. 

The  first  engine  of  this  kind  which,  after  various  modifications,  was  efficiently  constructed  and  heat- 
ed, had  a  cylinder  of  12  inches  in  diameter,  with  a  length  of  stroke  of  2  feet,  and  made  40  strokes  or 
revolutions  in  a  minute.  This  engine  moved  all  the  machinery  at  the  Dundee  Foundry  Company's 
works  for  eight  or  ten  months,  and  was  previously  ascertained  to  be  capable  of  raising  700,000  lbs.  one 
foot  in  a  minute.  Finding  this  power  to  be  too  small  for  their  works,  the  Dundee  Foundry  Company 
erected  their  present  engine,  with  a  cylinder  of  16  inches  in  diameter,  a  stroke  of  4  feet,  and  making  28 
strokes  in  a  minute.  This  engine  has  now  been  in  continual  operation  for  upwards  of  two  years,  and 
has  not  only  performed  the  work  of  the  foimdry  in  the  most  satisfactory  manner,  but  has  been  tested 
(by  a  friction  brake  on  a  third  mover)  to  the  extent  of  lifting  nearly  1,500,000  lbs.  It  was  found  diffi- 
cult to  keep  this  load  steadily  applied  for  any  length  of  time,  owing  to  the  strap  becoming  heated  ;  but 
the  engine  has  been  worked  for  a  whole  day  with  a  measured  burden  of  1,250,000  lbs.,  besides  driving 
three  extensive  lines  of  shafting  370  feet  in  length  ;  and  this  work  is  performed  with  an  expenditure  of 
1000  lbs.  of  Scotch  Chew  coals,  including  the  quantity  necessary  to  raise  the  heat  in  the  morning,  and 
to  maintain  it  during  the  two  hours  for  meals,  when  the  work  was  usually  stopped.  The  coals  used  in 
this  case  were  of  inferior  quality,  and  at  least  one-fourth  less  capable  of  producing  heat  than  ordinary 
English  coals.  Taking  this  into  account,  and  deducting  150  lbs.,  the  quantity  which  was  ascertained 
to  be  necessary  for  raising  the  heat  in  the  morning,  leaves  a  consumption  of  600  lbs.  in  12  hours. 
But  little  has  yet  been  done  in  improving  the  furnaces,  the  principal  attention  having  hitherto  been  de- 
voted to  ascertain  the  best  method  of  heating  the  air-vessels,  without  regard  to  the  economy  of  fuel,. 
This  result,  although  not  so  favorable  as  might  be  expected,  is  given  to  show  the  early  capabilities  of 
the  engine.  This  engine  reqrfres  only  about  a  cubic  inch  of  oil  to  keep  the  piston  and  the  rod  in  order 
for  two  days,  and  in  consequence  of  this,  the  friction  of  the  cylinder  and  piston  is  decidedly  less  than  it 
is  in  a  steam-engine.  In  like  manner  the  valves  of  the  air-pump  and  safety-valves  being  free  from 
moisture,  do  not  show  any  tendency  to  get  out  of  order.  The  leather  collars  are  also  very  durable, 
tliat  of  the  piston-rod  usually  lasting  about  three  months,  and  the  others  six  or  nine  months ;  and  upon 
the  whole,  the  working  of  the  machine,  besides  the  saving  of  fuel,  is  altogether  more  economical  and 
less  troublesome  than  that  of  a  steam-engine. 

It  was  perceived  from  the  beginning,  that  in  order  to  render  the  heating  and  cooling  of  the  air  com- 
plete and  economical,  it  would  be  necessary  to  make  the  passages  through  which  it  is  conveyed  from 
one  end  of  the  air-vessels  to  the  other,  as  narrow  as  possible.  This  is  rendered  necessary  by  the  very 
defective  conducting  power  of  air,  and  the  consequent  difficulty  of  heating  and  cooling  it.  But  on  the 
other  hand,  the  contraction  of  the  passages,  in  which  the  air  is  heated  and  cooled,  greatly  increases 
the  force  which  is  necessary  to  pass  it  through  them  ;  so  that,  if  they  were  made  extremely  narrow, 
the  whole  power  of  the  engine  might  be  consumed  in  transferring  the  air. 

Mr.  Stirling  exhibited  the  model  of  the  engine,  and  explained  that  the  object  was  to  raise  the  tem- 
perature of  the  air  in  the  air-vessel,  to  such  an  extent  as  to  obtain  a  difference  of  500°  between  the 
heated  and  the  cooled  states.  The  air  when  heated  might  be  taken  at  650°,  and  after  it  had  passed 
through  the  capillary  passages,  and  the  refrigerator,  its  temperature  was  150°.  The  working  pressure 
varied  during  each  stroke  from  160  lbs.  to  240  lbs.  per  square  inch. 

CAM.  If  the  axle  of  a  wheel  be  situated  in  any  other  point  than  its  centre,  the  wheel  thus  rendered 
eccentric,  may  produce  by  its  revolution  an  alternate  motion  in  any  part  exposed  to  its  action.  Circles, 
hearts,  ellipses,  parts  of  circles,  and  projecting  parts  of  various  forms,  are  made  to  produce  alternate  mo- 
tion, by  continually  altering  the  distance  of  some  movable  part  of  the  machine  from  the  axis  about 
which  they  revolve.     Such  projecting  parts  are  called  cams.     See  Eccentrics. 

CAMBER.     The  convexity  of  a  beam,  frame  or  girder. 

CAMERA  OBSCURA.  A  converging  object-glass  adjusted  to  the  shutter  of  a  dark  room,  will  con- 
centrate the  rays  which  come  from  external  objects ;  and  if  these  objects  are  very  distant,  compared  with 
the  focal  distance  of  the  glass,  and  situated  nearly  in  the  direction  of  its  axis,  it  wiU  give  distinct  images 
which  may  be  received  upon  a  white  screen.  These  images  are  inverted ;  but  in  order  to  render  them 
erect,  it  is  sufficient  to  bring  to  the  object-glass,  instead  of  the  direct  light  of  the  object,  that  of  the  image, 
already  reflected  and  inverted  by  a  metallic  mirror.  This  apparatus  is  called  a  camera  obscura.  A  plate 
of  ground  glass  may  be  substituted  for  the  screen,  and  for  the  room,  a  box  fitted  by  means  of  a  curtain 
to  receive  the  head.     It  can  then  be  transported  with  ease,  for  the  purpose  of  landscape  sketching. 

Camera  Liicida.     If  a  quadrangular  prism  be  cut  in  such  a  manner  that  the  rays  coming  from  neigh- 
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boring  objects,  and  falling  nearly  perpendicularly  upon  its  first  surface,  shall  twice  experience  total  reflec- 
tion at  its  interior  faces,  and  then,  emerging  perpendicularly  through  its  last  surface,  arrive  at  the  eye,  an 
erect  and  horizontal  image  of  the  object,  ■will  appear  to  come  through  the  prism.  But  if  the  pupil  of  the 
eye  be  so  placed,  that  the  rays  thus  reflected  shall  occupy  only  half  of  it,  the  other  half  jutting  a  little 
oyer  the  edge  of  the  prism  so  as  to  admit  the  rays  coming  directly  from  a  piece  of  pasteboard  placed 
below  ;  it  is  evident,  that  in  this  manner  the  spectator  wiU  see  at  once,  with  the  same  eye,  the  imago 
and  the  screen  upon  which  it  appears  to  be  thrown.  If  then  he  wishes  to  sketch  the  outlines  with  a  fine 
pointed  pencil,  be  will  see  at  the  same  time  the  point  of  this  pencil  and  the  image,  and  there  will  be 
nothing  to  prevent  his  delineating  it.  This  ingenious  instrument  was  invented  by  Dr.  Wollaston,  and 
is  frequently  used  by  draughtsmen  in  copying  details  from  Topographical  Drawings. 

CAMPHOR  WOOD.     See  Woods,  varieties  of. 

CAMWOODS.     See  Woods,  varieties  of. 

CANALS.  Canals  are  open  channels  of  water  for  the  purposes  of  navigation,  water  supply  fo'  cities 
and  manufactories,  for  drainage,  for  irrigation,  &c.  The  form  and  siz<>  of  the  canal  will  depend  upon 
the  purposes  to  which  it  is  to  be  applied.  For  navigation,  on  the  size  of  the  boats  and  the  amount  of 
trafiic.     For  water  supply,  drainage,  &c.,  on  the  amount  of  water  to  be  supplied  or  discharged. 

I'he  following  Table  is  from  Wm.  J.  Me  Alpine's  Report  to  the  N.  Y.  Legislature,  in  1853. 


NAME. 

State. 

S 

1' 

Cost. 

Coit  per 
mile. 

^  i 

"3  £ 

Locks. 

1 

4^ 

Number. 

Lift. 
Feet. 

Erie 

Champlain, 

Oswego 

Cayuga  and  Seneca,  .    . 

Chemung, 

Crooked  Lake,  .... 
Chenango, 

Total, 

Central  Division,  .    ,    . 
Western    do     .... 
Susquehanna  Division, . 
North  Branch,  .... 
North  Branch  Exten.,  . 
West  Branch,    .... 
Delaware  Division,   .    . 
Beaver           do     .    .    . 

Total, 

Schuylkill, 

Lehigh, 

Union, 

Delaware  and  Hudson, . 
do      enlarged, 

Del.  &Earitan  &  feeder, 
Morris  and  Essex,     .    . 

Total, 

New  York,  .    . 
do      .    .    . 
do      .    .    . 
do      .    .    . 
do      .    .    . 
do      .    .    . 
do      .    .    . 

do 

Penn.,  public,  . 
do      .    .    . 
do      .    .    . 
do      .    .    . 
do      .    .    . 
do      ,    .    . 
do      ... 
do      .    .    . 

do 

Penn.,  private., 
do      .    .    . 

Penn., .... 
N.  Y.  and  Penn., 
do      ,    .    . 

New  Jersey,     , 
do     .    .    . 

363 
63 

88. 
21 
23 
8 
97 

$7,143,789 
1,257,604 
525,115 
236,986 
648,600 
150,776 
2,419,956 

$19,679 
19,962 
13,818 
11,285 
28,200 
19,597 
24,948 

40 
40 

4 
4 

90 
100 
90 

90 

16 
15 

84 
10 
24 
12 
54 
28 
117 

110 
70 
12 
8 
29 
19 
23 
17 

120 
81 

95 

107 

18 
29  locks  1 
22  planes  J 

4 

152 
102 

2 

i7 
6 
T 
9 
C 
9 

'194 
388 
73 
616 
280 

1,009 

671 
471 
86* 
69 
189i 
13S1 
164 
132 

610 
1,289 

519 
950 

116 
1,674 

'eoo 

1,185 

781 

1,916 

20 

846 

80 
48 
82 
45 
74 

80 

513 

178 
104 
89 
73 
90 
78 
60 
81 

|;12,.888,915 

$24,150 
$30,677 

$5,307,252 
8,096,522 
1,039,256 
1,096,178 
8,528,802 

927,888 
1,275,715 

512,360 

80 

26,647 
15,016 
89,203 
12,703 
21,261 
16,662 

40 

86 
60 

36 
82 
44 

75 
82 

66 
70 

40 

40 

60) 
46[ 

60 

71 
90 
150 
190 
120 
60 

'5' 

f 

4 

4 
6 

7 
4 

10 
6 

4 
4 

t\ 

6 

10 
10 
10 
10 
10 
8 

■90 
'90 

80 
100 

75 

76 

100 

110 

100 

90 
90 

100 

160 
200 
200 
200 
200 
120 

15' 
11  ■ 

17 
20 

H 

i\ 

24 

22 

15' 
1*5* 

16 

26f 

46 

56 

46 

66 

24 

80'  ' 

643 

$16,782,973 

$2,500,176 
4,455,099 

$26,100 

108 
85 

$28,149 
51,208 

160'  " 

$6,955,275 

$86,000 

82 
108 
108 

$2,500,000 
■     6,500,000 

$23,150 
60,200 

50    1 

140    J 
228 

43 
101 

$2,844,103 
3,100,000 

$66,150 
30,693 

144 

13+ 
191 

$5,944,103 

$41,300 

(Chesapeake  and  Del.,    • 
Chesapeake  and  Ohio,  . 

Total 

Del.  and  Md.,  . 
do     ... 

$2,750,000 
10,000,000 

$203,703 
52,856 

150"  ' 

204* 

$12,750,000 

$62,850 

Ohio  and  Erie,      ... 

Miami, 

Mahoning, 

Sandy  and  Beaver,    .    . 

Total, 

Ohio 

do    ...    . 
do     ...    . 
do     .... 

807 

178 

85 

76 

$4,695,824 

3,750,000 

764,372 

1,500,000 

$15,300 

21,067 

8,992 

19,722 

SO  ■ 

646 

$10,710,196 

$16,600 

■lames  B.  and  Kanawha, 

Wabash  and  Erie.     .    . 
do     .... 

111.  and  Michigan,     .    . 

Welland, 

St.  Lawrence,   .... 
Cornwall,     ..... 
Beauharnois,     .... 

Lachine, 

Chambly, 

Total, 

"Virginia,  .    .    . 

Indiana,  .    .    . 
do      ... 

Illinois,    .    .    . 

Canada,    .    .    . 
do      .    .    . 
do      .    .    . 
do      .    .    . 
do      .    .    . 
do      .    .    . 

147 

$5,020,050 

$34,150 

879 
90 

$8,067,120 

$83,968 

102 

$8,654,887 

$84,846 

160 

86 
10 
12 
11 

8* 
12 

$7,000,000 
1,000,000 
2,000,000 
1,600,000 
2,000,000 
400,000 

$194,444 
100,000 
166,666 
186,868 
285,934 
88,888 

500 

891 

$18,900,000 

$165,800 

I 



CANALS.  23£ 

For  the  enlargement  of  the  Erie  canal,  the  following  dimensions  have  heen  adopted : — ^Width  at  wa- 
ter-line, 70  feet.     Width  at  bottom,  28  feet.     Depth  of  water,  7  feet.     Width  of  tow-path,  14  feet. 

The  Caledonian  canal  in  Scotland  is  remarkable  for  its  size,  which  will  admit  of  the  passage  of 
frigates  of  the  second  class.  Its  principal  dimensions  are  as  follows : — Width  at  water-line,  1 00  feet. 
At  bottom,  50  feet.  Depth  of  water,  20  feet^  Length  of  locks  between  mitresills,  180  feet.  Width  of 
chamber  at  top,  40  feet.     Lift  of  lock,  8  feet. 

Crossection.  In  canals  of  this  country  the  interior  slopes  are  generally  uniform,  from  1^  to  1^  hori 
zontal,  to  1  perpendicuhir,  the  slopes  being  paved  or  rubbled  near  the  top,  to  prevent  the  wash.  The 
tow-paths  are  about  two  feet  above  the  level  of  the  water,  and  from  6  to  12  feet  wide.  The  path  should 
slope  outwards  from  the  canal  so  that  the  surface  water  and  earth  may  not  be  carried  into  the  channel. 
With  regard  to  the  supply  of  water  necessary  for  a  canal,  or  for  a  level  of  canal,  it  embraces  the  quantity 
required  for  the  service  of  the  navigation,  that  is,  the  number  of  times  the  chambers  of  the  locks  will  re- 
quire to  be  used  in  the  passage  of  boats,  and  the  losses  arising  from  evaporation,  from  leakage  through 
the  soil  and  through  the  lock  gates,  the  necessary  first  fillings  of  the  levels  and  the  chance  of  accidents 
or  breaches,  and  the  emptying  of  the  levels  for  repairs.  In  estimating  the  quantity  expended  for  the 
service  of  navigation  the  problem  is  simple,  knowing  the  capacity,  form  and  number  of  locks,  the  size  of 
boats  and  the  contemplated  amount  of  traffic.  With  regard  to  the  other  losses  it  must  be  a  great  deal  a 
matter  of  conjecture.  From  experiments  made  by  Mr.  J.  B.  Jervis  on  the  Erie  canal,  the  total  loss  from 
evaporation,  filtration,  and  leakage  through  the  gates,  is  about  100  cubic  feet  per  minute  for  each  mile. 
Having  determined  the  amount  of  water  required,  the  source  of  the  supply  must  be  guaged,  and  if  the 
m.inimum  flow  of  the  stream  be  not  sufficient,  reservoirs  must  be  constructed  to  equalize  the  supply.  For 
the  forms  and  dimension  of  locks,  see  "  Locks  of  Canals." 

On  the  cost  of  transportation  on  canals,  we  again  extract  from  the  able  Report  of  Mr.  Mc  Alpine. 

The  cost  of  transportation  of  coal  in  1848  on  the  Chesapeake  and  Ohio  canal  from  Cumberland  to 
Georgetown,  a  distance  of  184.4  miles,  was  $78.06,  or  4^  mills  per  ton  per  mile,  including  the  interest 
on  the  cost  of  the  boats  and  fixtures,  annual  repairs  and  depreciation  on  the  same,  cost  of  towing,  wages 
of  men,  cost  of  loading  and  unloading. 

The  cost  of  transportation  of  coal  on  the  Schuylkill  canal  is  $44.54  for  108  miles,  or  4  ,'q  mills  per  ton 
per  mile ;  the  cost  on  the  Delaware  and  Hudson  canal  is  about  the  same. 

The  cost  of  all  expenses  of  running,  towing,  and  decrease  of  value  of  horses,  office  and  personal  ex- 
penses, and  part  cost  of  loading  and  unloading  on  the  Erie  canal  in  1852,  was  2^^  mills  per  ton  per 
mile.  Mr.  Seymour,  the  late  State  engineer,  estimated  the  whole  cost  at  3^  mills  per  ton  per  mile.  The 
charges  for  transportation  on  the  Erie  canal  in  1851  and  1852  (except  late  in  the  season)  have  averaged 
$2.50  per  ton  for  down,  and  $2.35  per  ton  for  up  freight  (exclusive  of  the  charge  for  State  tolls),  being 
at  the  rate  of  6.9  "fend  6.5  mills  per  ton  per  mile. 

The  charges  for  transportation  of  coal  on  the  Schuylkill  canal  in  1852,  was  $0.65  for  108  miles,  or  6 
mills  per  ton  per  mile ;  and  on  the  Delaware  and  Hudson  canal,  about  5^  mills  per  ton  per  mile.  On 
the  latter  canal  they  have  ascertained  that  the  cost  of  transportation  has  been  reduced  more  than  forty 
per  cent,  by  enlarging  the  canal  from  a  capacity  for  boats  of  50  tons  to  that  of  115  tons. 

In  1848,  tha  Delaware  and  Hudson  Canal  Company  determined  to  enlarge  the  dimensions  of  their 
canal  for  the  purpose  of  accommodating  the  increased  amount  of  trade,  and  to  cheapen  the  cost  of 
transportation.     This  has  been  accomplished  at  an  expense  of  about  2\  millions  of  dollars. 

The  engineer  of  that  work,  R.  F.  Lord,  Esq.,  prepared  very  careful  estimates  of  the  saving  in  the  cost 
of  transportation  which  the  enlargement  would  effect,  as  follows:  "The  charge  for  freight  on  the  old 
canal  which  was  competent  for  boats  of  60  tons,  was  $1  per  ton  for  108  miles,  or  nearly  one  cent  pei 
ton  per  mile.  The  estimated  charge  for  freighting  with  the  canal  enlarged  for  boats  of  the  following 
tonnages,  was: 

"  For  100  tons,  65  cents,  equal  to  5  j^^  mills  per  ton  per  mile. 
116  tons,  58  cents,  equal  to  51*,,  mills  per  ton  per  mile. 
136  tons,  50  cents,  equal  to  4,''(,  mills  per  ton  per  mile. 

The  company  determined  to  enlarge  the  canal  to  the  last  mentioned  capacity,  which  has  been  done,  and 
boats  now  carry  from  115  to  141  tons,  at  a  saving  in  the  cost  of  transportation  equal  to  that  estimated. 

Canals  for  the  supply  of  water  to  cities  or  to  manufactories,  are  generally  walled  at  the  sides,  and 
are  deeper  in  proportion  to  their  width  than  those  used  for  the  purposes  of  navigation.  The  area  of  their  sec- 
tion is  to  be  proportioned  to  the  quantity  to  be  supplied.  The  mean  velocity  is  usually  from  1  to  2  feet 
per  second.  The  greater  the  velocity  the  more  the  inclination  of  the  surface  and  the  consequent  loss  of 
head  and  fall.  It  becomes  then  a  matter  of  calculation,  how  much  may  be  saved  by  the  first  invest- 
ment by  the  construction  of  a  canal  of  small  area,  and  a  consequent  continual  loss  of  available  power. 
For  the  rules  for  calculating  the  flow  of  water  in  canals,  see  Hydraulics. 

The  velocity  of  the  water  in  a  water-course  should  be  neither  too  slow,  for  then  the  course  chokes  with 
weeds,  nor  too  fast,  for  then  the  bed  of  the  channel  may  be  disturbed,  and  besides,  too  much  fall  must 
not  be  lost  in  the  inclination  of  the  course. 

A  velocity  of  7  to  8  inches  per  second  is  necessary  to  prevent  deposit  of  slime  and  growth  of  weeds,  and 
1^  feet  per  second  is  necessary  to  prevent  deposit  of  sand.  The  maximum  velocity  of  water  in  canals 
depends  on  the  nature  of  the  channels'  bed. 

On  a  slimy  bed  the  velocity  should  not  exceed  \  ft, 
"     clay  "  "...     I  " 

"     sandy  "  "...     1 


gravelly  "  "...     2 


On  a  shingle  bed  the  velocity  should  not  exceed  4  ft 
"     conglomerate         "  "...     5  " 

"     hard  stone  "  "...  10  " 

This  applies  to  the  mean  velocity. 


The  water-courses  for  water-wheels  and  general  uses  of  the  Freyberg  mining  district  have  inclinations 
varying  from  15  inches  to  30  inches  per  mile.  The  New  River  which  supplies  a  great  part  of  London, 
Bas  an  inclination  of  j^^  per  mile. 
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CAN  ART- WOOD.     See  "Woods,  varieties  of. 

CANGICA  WOOD.    See  Woods,  varieties  of. 

CANDLES,  Wax.  Next  to  tallow,  tlie  substance  most  employed  in  the  manufacture  of  candles  U 
wax.  Wax  candles  are  made  eitlier  by  the  hand  or  ■ndth  a  ladle.  In  the  former  case,  the  wax  being 
kept  soft  in  hot  water,  is  applied  bit  by  bit  to  the  wick,  which  is  hung  from  a  hook  in  the  wall ;  in  the 
latter,  the  wicks  are  hung  round  an  iron  circle,  placed  immediately  over  a  large  copper-tinned  basin 
full  of  melted  wax,  wliich  is  poured  upon  their  tops,  one  after  another,  by  means  of  a  large  ladle. 
When  the  candles  have,  by  either  process,  acquired  the  proper  size,  they  are  taken  from  tlie  hooks, 
and  rolled  upon  a  table,  usually  of  walnut-tree,  with  a  long  square  instrimient  of  box,  smooth  at 
the  bottom. 

CANDLES,  Stearic — Manufacture  of.  Among  the  tallows  which  are  best  adapted  for  the  prepara- 
tion of  stearic  candles,  are  those  of  beef  and  mutton.  All  other  fatty  matter  is  poor  in  solid  acid, 
or  of  too  considerable  a  price.  It  is,  then,  the  quantity  of  acid,  stearic  or  margaric,  which  is  found  in  a 
given  weight  of  beef  or  mutton,  and  the  facility  in  working  the  same,  which  ought  to  determine  in 
civing  preference  to  this  or  that  quality  of  tallow.  The  mutton  tallow  contains  the  greater  quantity  of 
solid  acid,  and  is  the  more  easily  worked.  That  of  beef  is,  generally  speaking,  to  be  procured  a  httle 
cheaper. 

The  manufacturers  of  stearic  candles,  to  free  themselves  from  the  inconvenience  of  melting,  are  gen- 
erally in  the  habit  of  buying  from  the  butchers  fat  already  melted.  This  method  is  far  from  being 
the  best,  as  it  is  almost  impossible  to  judge  the  purity  of  the  tallow  when  it  has  been  melted,  and  at 
the  same  time  gives  an  opening  for  imposition  to  a  considerable  extent.  Thus  it  would  be  most  im- 
portant to  the  manufactuter  to  purchase  the  tallow  m  lumps,  in  such  manner  as  it  is  taken  from  the 
animal,  covered  with  its  membranes,  and  bound  in  its  cellular  tissue,  and  to  melt  it  liimself. 

This  operation  of  melting  is  performed  in  the  slaughter-houses  of  Paris  in  a  very  simple  manner. 
Tliey  have  a  great  copper,  from  6'56  feet  to  7"21  feet  diameter,  and  from  3'28  feet  to  3.93  feet  in 
depth,  swelling  at  the  bottom  as  in  a  stewpan,  and  widening  at  the  top,  so  as  to  be  enabled  to  rest 
upon  a  circular  oven.  This  is  constructed  in  such  manner  that  the  hearth,  of  a  breadth  of  1'32  feet,  is 
exactly  under  the  copper,  from  its  circumference  to  its  centre.  The  flame  and  hot  air  heat  at  first  the 
whole  of  the  bottom  surface,  and  then  ckculate  twice  round  the  cylindrical  part  of  the  copper  before 
passing  up  the  chimney.  They  throw  the  fat  in  this  copper  by  an  inclined  plane,  which  proceeds  from 
the  upper  story,  and  during  the  melting  they  stir  it  with  a  long  rod.  When  they  have  reached  a 
proper  degree  of  fusion,  wliich  is  generally  obtained  in  about  four  or  six  hours,  accor(fing  to  the  nature 
of  the  fat,  they  turn  it  out,  first  into  a  large  iron-plate  reservoir,  of  the  same  size  as  the  copper,  and 
which  is  furnished  with  two  cocks,  from  which  it  is  drawn  off  into  slightly  conical  vessels,  so  as  to  forac 
large  lumps  of  a  conical  shape. 

It  is  well  to  place  uuder  the  copper  a  large  funnel,  the  same  as  in  a  forge,  to  conduct  the  gas  wliicl 
escapes  from  the  fat  during  the  operation  to  the  chimney.  There  should  be  also  in  the  same  fac- 
tory  a  screw-press,  for  compressing  the  membranous  part,  in  order  that  no  portion  of  fat  may  be 
lost. 

The  different  operations  in  general  use  for  the  manufacture  of  such  candles  are  generally  divided  aa 
follows : 

1st.  The  formation  of  soap;  the  object  of  which  is  to  combine  the  acidulated  fat  with  the  lime,  to 
produce  the  glycerine,  and  obtain  the  stearate,  margarate,  and  oleate  of  lime.  The  glycerine  dissolves 
itself  in  the  water  necessary  for  this  preparation. 

2d.  The  pulverizing  of  the  lime  soaps. 

3d.  The  decomposition  of  these  same  soaps  by  sulphuric  acid  diluted  with  water. 

4tL  The  cleansing  of  these  stearic,  margaric,  and  oleic  acids — first,  by  water  slightly  acidulated,  and 
secondly,  by  pure  water. 

5th.  ilie  moulding  and  crystallization  of  the  now  obtained  acid  fats. 

6th.  The  melting  of  the  crystalline  masses  into  small  layers  instead  of  large  roUs. 

7tL  The  cold-pressure  of  the  acids  thus  formed  into  layers. 

8tL  The  hot-pressure  of  these  layers  now  reduced. 

9th.  ITie  purification  of  the  solid  acids  by  water  slightly  acidulated  at  first,  and  secondly  by  pure 
water. 

10th.  The  melting  and  moulding  of  the  solid  acids  into  moulds ;  then  the  clipping  of  the  candles. 

11th.  The  bleaching  of  the  candles. 

12th.  The  polishing,  packing,  tfec,  for  removal. 

Description  of  the  Machinery. — Fig.  652  represents  the  general  plan  of  a  manufactory,  indicating  the 
utensils  which  are  employed. 

Fig.  653  is  a  sectional  view  of  this  manufactory,  vertically  and  longitudinally;  and  the  figures  654, 
655,  656,  and  657,  represent  in  elevation,  or  sectionally,  the  details  of  the  principal  utensils,  and  the 
means  of  communicating  the  movement. 

The  Formation  of  Soap. — This  operation  is  performed  in  a  large  vat,  generally  constructed  of  wood, 
sUghtly  conical  in  form,  and  provi  aed  with  several  frets  all  the  way  up.  The  bottom  and  the  lid  are 
of  wood,  and  its  capacity  is  sufficiently  great  to  contain,  easily,  more  than  70-58  cubic  feet  They  gen- 
erally place  about  1100  lbs.  of  tallow,  with  a  proportion  of  water  rather  more  than  enough  to  easily 
dissolve  the  same,  and  which  would  be  about  200  gallons.  This  is  heated  by  steam  from  a  leaden 
pipe  g,  winding  in  a  serpentine  manner,  and  placed  at  the  bottom  of  this  trough.  This  pipe  is  per- 
forated with  a  number  of  small  holes,  across  Avhich  the  steam  passes  as  it  proceeds  from  the  coppers 
A  or  A',  with  which  it  is  in  communication.  When  this  is  melted,  they  add,  by  degrees,  165  lbs.  of 
lime  well  mixed ;  and  they  allow  this  preparation  time  to  mingle,  taking,  at  the  same  time,  great  care 
to  stir  it  by  means  of  an  agitator  j»,  composed  of  many  branches  luiited  by  a  cross-piece,  and  having  a 


CANDLES.  237 


kind  of  knife  fixed  at  each  of  the  four  arms.  This  contrivance  is  mounted  upon  a  vertical  beam  o 
to  which  is  given  a  rotary  movement  by  the  wheel  n  fixed  to  the  upper  part  of  the  beam. 

This  wheel  is  acted  upon  by  a  pinion  n'  adjusted  upon  the  horizontal  beam,  which  comraimicates  with 
tlie  prime  mover  by  the  two  pair  of  cog-wheels  1 1'  and  jf,  mounted  on  one  part  upon  the  vertical  beam 
k,  and  on  the  other  part  upon  the  horizontal  beam  ¥,  as  seen  in  Figs.  652  and  653.  An  energetic  stir- 
ring is  most  important,  because  it  more  fully  completes  the  formation  of  soap,  and  economizes,  conse- 
quently, the  sulphuric  acid. 

Generally,  in  the  greater  part  of  the  manufactories,  says  Mons.  Dumas,  they  use,  perhaps,  33  lbs., 
and  sometimes  more,  of  sulphuric  acid,  to  the  220  lbs.  of  tallow,  wliile  they  ought  only  to  use  from  19 
to  22  lbs.  to  220  lbs.  of  tallow.  It  is  often,  then,  a  third  too  much,  and  an  experienced  manufacturer 
would  do  well  to  pay  attention  to  tliis. 

They  had  proposed  to  give  tlie  movement  to  this  agitator  by  means  of  a  cord,  but  they  found  they 
were  obliged  to  give  up  this,  as  they  could  not  obtain  a  regular  movement — during  one  part  of  the 
operation  the  matter,  being  very  compact,  would  present  a  great  resistance,  and  the  rope  would  give. 

The  time  for  the  formation  of  soap  is  generally  from  6  to  8  hours.  At  the  end  of  this  period  they 
draw  off,  by  means  of  a  tap  q'  placed  in  the  bottom  of  the  trough,  the  liquid  part  which  has  absorbed 
the  glycerine,  and  they  take  from  the  trough  all  the  solid  which  remains  there,  which  is  now  a  forma- 
tion of  stearate,  margarate,  and  oleate  of  hme,  in  the  form  of  a  very  hard  soap ;  this  they  throw  upon 
the  floor,  upon  wliich  rests  the  trough  J. 

Pvlverizing. — To  pulverize  the  soap,  they  use,  in  many  manufactories,  a  roller  of  cast-iron  K,  which 
they  pass  to  and  fro  in  an  alternate  movement,  and  generally  by  manual  labor.  Mons.  Dumas  proposes 
to  have  the  soap  pass  between  two  cylinders  moistened  by  a  stream  of  cold  water,  which  should  bathe 
it ;  a  precaution  most  indispensable,  because  the  soap,  heated  by  the  pressure,  would  soften,  and  render 
itself  more  often  in  cakes  than  in  powder. 

Troughs  for  Decomposition. — Tlie  two  troughs  J'  and  J^,  into  which  is  conveyed  the  solid  matter  after 
it  has  been  broken,  are  designed  for  the  decomposition  of  these  matters  by  the  action  of  sulphmic  acid 
much  diluted  with  water.  Like  the  former,  in  shape  they  are  slightly  conical,  and  nearly  of  the  same 
dimensions,  heated  by  steam  by  a  serpentine  pipe  q'.  They  ought,  also,  as  with  the  former  troughs 
for  the  formation  of  soap,  to  be  cased  with  lead,  so  as  to  be  protected  from  the  action  of  the  sulphuric 
acid.  It  would  be  quite  as  well  to  fit  up  both  with  a  mechanical  agitator,  though  in  many  manufac- 
tories they  are  not  so.  These  troughs  are  generally  on  a  lower  floor,  under  the  trough  for  the  forma- 
tion of  soap,  so  that  they  can  easily  dispose  of  the  matter. 

The  quantity  of  sulphuric  acid  necessary  for  the  decomposition  of  these  lime  soaps  can  be  easily  de- 
termined. For  1100  lbs.  of  tallow,  according  to  Mons.  Dumas,  they  would  use  165  lbs.  of  Mme;  or  for 
220  lbs.  of  lime  the  equivalent  in  sulphuric  acid  is  equal  to  36*7  lbs.,  at  66°  centigrade.  Consequently, 
for  165  lbs.  of  lime  will  be  necessary  2*75  lbs.  of  this  acid.  In  practice  they  add  from  10  to  15  per 
cent,  to  this  quantity,  and  the  acid  being,  we  suppose,  at  66°,  they  dilute  it  by  twenty  times  its  quan- 
tity of  water.  At  the  end  of  about  three  hours  the  decomposition  of  these  soaps  is  efiiected.  They 
then  displace  the  mass.  The  fat  acid  comes  to  the  surface,  and  the  sulphate  of  lime  is  precipitated  to 
the  bottom. 

Cleansing  the  Acids. — For  this  purpose  they  withdraw,  by  means  of  a  tap  q',  which  is  placed  un- 
derneath, and  which,  Hke  the  preceding  ones,  is  cased  in  lead,  and  equally  heated  by  steam  by  a  ser- 
pentine pipe  placed  in  the  bottom.  It  is  as  well  to  liave  a  second  trough  L,  similar  to  the  preceding 
one,  to  complete  the  cleansing,  in  which  they  work  only  with  pure  water.  The  passages  R,  inserted  in 
the  interior  of  the  roof,  serve  to  estabUsh  a  communication  with  the  two  troughs  of  decomposition  J  J', 
and  with  those  of  cleansing  L  L',  and  to  carry  the  liquid  off  or  into  the  lower  reservoirs.  As  much  as 
possible  of  sulphuric  acid  and  lime  are  drawn  off  into  a  series  of  zinc  moulds  M,  which  are  aiTanged 
in  rows  along  the  entire  length  of  the  workshop!,  in  such  manner,  that  in  drawing  it  off  into  the  first 
mould  it  flows  gently  into  the  adjoining  moulds,  which  is  easily  done  by  attaching  to  each  brim  of  the 
moulds  a  gutter,  wliich  carries  off  the  superfluous  matter  at  its  proper  height. 

These  moulds  present  the  form  of  a  rectangular  prism  from  27  to  39  inches  in  length,  from  6}  to  7 
inches  in  breadtli,  and  about  16^  feet  only  in  height.  Thus  are  formed  layers  of  soUdified  acid,  which 
are  taken  away  (after  being  wrapped  in  woollen  serge)  to  tlie  vertical  hydraulic  press  N,  which  is  con- 
structed exactly  similar  to  the  ordinary  presses,  of  which  it  is  easy  to  see  the  construction  by  reference 
to  the  design.  Fig.  653,  where  it  is  shown  in  vertical  section. 

The  drawing  off  into  these  moulds,  such  as  we  have  endeavored  to  show,  is  only  a  modem  apphcation. 
Previously  the  acids  were  drawn  off  into  larger  moulds,  which  could  contain  about  7  gallons,  and  which 
were  a  little  wider  at  the  top,  so  that  the  matter  could  be  the  more  easily  extracted.  These  rolls  were 
broken  into  smaller  pieces  by  the  action  of  a  knife  with  an  alternate  movement,  similar  to  a  knife  for 
cutting  straw  into  small  parts.  Since  the  use  of  these  newly-invented  moulds,  they  economize  nearly 
one-horse  power  in  the  impelling  force. 

Cold  Pressure. — The  vertical  hydraulic  press  ought  to  be  constructed  to  obtain  a  pressure  of 
440,000  lbs.  A  great  part  of  the  oleic  acid  flows  cool  to  the  action  of  this  press,  but,  however,  the  lat- 
ter portions  can  only  be  extracted  by  the  aid  of  a  certain  temperature.  Other  presses  of  liorizontal 
constraction,  and  which  are  heated  by  steam,  arc  employed.  Such  is  the  press  represented  in  P  P', 
upon  the  plan.  Fig.  652,  and  upon  the  vertical  section.  Fig.  658. 

Hot  Pressure. — This  press  is  heated ;  also  the  wrought-iron  plates  P',  between  which  are  placed 
the  links  which  proceed  from  the  vertical  press,  and  which,  in  issuing  from  this  press,  are  enveloped  in 
liorse-hair  material,  in  place  of  wooUen  serge. 

On  the  opposite  side  to  the  piston  of  the  press  is  a  cast-iron  rectangular  chest  P^  airtight,  in  which 
is  enclosed  a  similar  action  of  plates.  The  steam  proceeding  from  the  generators  A  or  A',  passes  by 
the  pipes  e,  e\  e^,  t,  finds  its  way  into  the  double  sides,  as  also  into  the  double  bottom  of  the  press,  to 
heat  it.     It  afterwards  passes  by  the  pipes  t',  which  carry  it  into  tlie  chest  P^  where  there  is  a  full 
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action  of  plates  P'  to  be  employed  as  soon  as  the  press  will  have  ceased  to  work,  and  where  they  may 
take  away  those  that  they  have  used.  They  can  still  heat  these  plates  by  boiling  water  in  a  trougli, 
also  in  cast-iron.  It  is  shown  by  Fig.  653  m  what  manner  these  plates  can  be  raised  to  furnish  heat  to 
the  press,  or  reciprocally. 

They  have  provided  for  this  purpose,  in  the  upper  part  of  each  of  them,  an  eye,  which  permits  the 
introduction  of  a  hook  fixed  to  the  extremity  of  the  cord  u,  which  passes  into  a  throat  of  cast-iron  to  the 
pulley.  The  upper  part  of  the  locket  of  tliis  pulley  ends  with  an  elongated  eye,  to  enable  it  to  ghde 
easily  the  entire  length  of  an  iron  way  fixed  to  the  plank,  and  below  tlie  press,  lengthwise — so  that 
one  of  the  plates  being  raised,  they  can  advance  the  locket  in  a  perpendicular  line.  They  can  transport 
them  in  succession  either  from  the  press  to  the  chest,  (which  serves  as  a  heater,)  or  from  the  chest  to 
tlie  press. 

The  pressHre  of  the  piston  of  the  press  often  ranges  from  880,000  lbs.  to  1,100,000.  Some,  after  a 
certain  time  of  working,  have  had  the  bottom  of  the  cy Under  carried  away  by  the  pressure ;  and,  in  cer- 
tain factories,  others  have  been  destroyed  by  the  ruptm'e  of  the  long  braces,  wliich  comiect  the  heads  of 
these  presses,  and  which  were  not  sufficiently  strong  in  themselves. 

The  oleic  acid  which  flows  from  the  vertical  press,  or  from  the  horizontal  one,  into  a  lower  receptacle 
0,  by  the  pipes  S'  S^  from  which  it  is  drawn  for  the  receiver  into  the  flat  vessels,  by  the  cooling,  de- 
posites  the  stearic  acid  that  it  had  absorbed  in  consequence  of  the  increased  temperature  which  it 
underwent  during  the  action  of  the  horizontal  press. 

The  two  pressures  completed,  the  oleic  acid  is  regarded  as  sufficiently  separated,  and  the  residual 
matter,  formed  by  the  stearic  and  margaric  acids,  is  of  brilliant  whiteness ;  they  only  equal  about  45  to 
50  per  cent,  of  the  tallow  employed. 

The  injecting-pumps  are  shown  by  H  and  H,  Figs.  652  and  653,  which  clear  the  two  horizontal  and 
vertical  jjresses.  They  are  put  into  action  by  the  horizontal  beam  F,  which  communicates  with  the 
impelling  power,  which  is  an  engine  of  about  4-horse  power — a  power  more  than  sufficient  to  put  in 
motion  the  necessary  apparatus  of  this  manufactory. 

Upon  the  horizontal  beam  E  is  a  cast-iron  upright  wheel/,  which  commands  the  wheel /\  fixed  upon 
the  horizontal  beam  g.  This  has,  at  its  extremity,  two  small  winches,  wliich,  by  the  accession  of  two 
rods  h,  impart  to  the  pistons  of  the  injection-pumps  i  i^  the  movement  for  casting  the  water  that  they 
draw  into  the  great  bodies  of  the  presses  JN',  P'.  The  heads  of  the  vertical  press  are  supported  at  a 
convenient  distance  by  four  cast-ii-on  columns,  interlaced  by  large  iron  bolts  all  the  way  up,  and  the 
liquid  matter  falls  upon  the  lower  plate,  wliich  unites  with  the  piston,  and  upon  wliich  they  have 
adjusted  a  small  trench  or  gutter,  to  allow  it  to  flow  by  the  pipe  s',  finished  in  its  upper  part  in  form 
of  a  funnel,  and  which  conducts  it  into  the  reservoir  0. 

Purification  of  the  Solid  Acids. — The  lumps  of  stearic  and  margaric  acids  wliich  are  taken  from  the 
horizontal  press,  are  carried  to  the  trough  R,  to  be  there  purified  by  dilute  sulphuric  acid. 

This  trough  is  constructed  exactly  similar  to  the  preceding — cased  in  lead,  and  heated  by  steam,  by 
the  pipe  g'',  wliich  conducts  the  same  in  the  serpentine  q,  which  liquefies  the  acids.  It  must  be  under- 
stood that  this  cleansing  has  for  its  object  to  disengage  the  fat  acids  from  the  remotest  trace  of  lime 
that  they  may  contain.  After  this  operation,  it  only  remains  to  free  them  also  from  the  acid  itself,  by 
purifying  with  water.  They  then  allow  this  to  remain,  or  decant  it  into  another  trough  R',  situated  upon 
a  lower  floor,  and  which  only  contains  pure  water,  and  which  should  be  occasionally  replenished. 
They  then  allow  it  to  cool,  draw  it  off  into  moulds,  and  at  length  is  obtained  rolls  perfectly  fit  for  work- 
ing into  candles. 

Melting  and  Moulding  the  White  Solid  Acids. — They  use  for  this  purpose  a  copper,  T,  (see  Figs. 
652,  654,  655,)  which  are  in  the  interior  silver-plated,  to  prevent  the  discoloration  of  the  acids.  This 
copper  is  double-bottomed,  to  be  heated  by  steam  at  a  temperature  wliich  should  not  ordinarily 
exceed  100  degrees.  • 

The  steam  proceeds  from  the  generators  into  the  double  bottom  by  the  pipe  v,  and  this,  condensed 
flows  off  by  a  pipe  d\  A  tap  v^,  attached  to  the  pipe  wliich  issues  from  the  bottom  of  the  copper, 
serves  to  empty  it  completely.  It  is  surrounded  by  a  coat  of  wooden  staves  U,  to  prevent  the  cooling 
of  the  trough.  By  the  side  of  this  copper  they  have  placed  a  table  V,  upon  which  rests  the  vessel  T', 
which  serves  to  receive  the  melted  matter  to  be  carried  into  the  moulds. 

In  order  to  make  the  candles  and  the  stalactites  which  form  upon  them  less  powdery,  they  generally 
add  10  per  cent,  of  sulphuric  acid,  when  they  throw  in  tliis  copper  the  rolls  of  stearine.  They  cool 
these  candles  in  moulds  similar  to  those  represented  in  plan  and  in  section.  Figs.  658  and  659.  These 
moulds  are  formed  of  an  alloy,  composed  of  one-third  pewter  and  two-thii-ds  lead.  It  will  be  perceived 
that  they  are  slightly  conical,  and  terminated  by  a  kind  of  funnel. 

They  fix  the  wick  to  the  upper  part  by  a  bent  pin  y\  and  to  the  lower  by  a  Uttle  wooden  peg  y, 
which  closes  against  the  sides  of  the  orifice.  These  wicks  are  matted,  which  prevents  the  necessity  of 
constantly  snuffing  the  candles ;  for  this  purpose,  says  Mons.  Dumas,  it  wUl  be  necessary  to  dip  them 
in  a  solution  of  borax,  which  forms  with  the  lime  a  borate  which  fixes  ijbself  in  the  wick,  and  serves  to 
consume  it. 

To  fix  the  wicks,  the  moulds  are  placed  vertically  in  the  holes  of  the  wooden  tables  S,  conveniently 
arranged  in  the  workshop,  and  upon  which  they  allow  the  candles  to  cool,  after  they  are  drawn  off. 
For  this  purpose,  after  the  Avicks  are  fixed  in  the  centre  of  the  moulds,  they  carry  them  to  the  hot- 
water  basins,  which  are  brought  up  to  the  temperature  of  boiling  water. 

Tills  system  of  heating  is  brought  about  by  several  basins  V,  represented  in  plan  and  section,  (see 
Figs.  656,  657,  and  652.)  They  are  entirely  surrounded  by  water,  heated  by  a  current  of  steam  com- 
ing from  the  generators  by  the  pipe  x  ui  the  serpentine  a;*,  placed  in  the  bottom  of  the  apparatus. 

When  the  moulds  are  sufficiently  hot,  they  are  filled  by  the  aid  of  a  small  vessel  T',  which  they 
plunge  in  the  copper  T.  It  should  be  first  ascertained  that  the  acid  has  commenced  to  crystallize; 
iliis  ])recaution,  as  much  as  that  of  heating  the  moulds,  is  very  essential  to  neutraUze  the  crystaUi- 
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nation  of  tho  fat  acids — a  crystallization  ■wliich  would  give  to  the  candles  a  very  disagreeable  appear 
ance. 

After  the  cooling  of  the  moulds,  they  remove  the  small  wooden  peg  which  holds  the  wick,  and  by 
means  of  a  punch,  they  extract  the  candle.  The  roll  must  also  be  cut,  and  the  candles  be  put  length- 
wise. For  this  purpose  many  meclianical  means  have  been  tried,  and  which  have  not  produced  very 
satisfactory  results ;  the  difficulty  to  avoid  breaking  the  candle  being  so  great.  However,  they  are  at 
this  moment  trying  the  effect  of  a  certain  mechanical  knife  or  circular  saw,  from  which  much  is 
expected.  For  this  process  we  beheve  it  is  most  important  that  the  cutting-blade  should  possess  great 
rapidity  and  very  Uttle  pressure. 

Bleaching  the  Candles. — When  the  candles  are  moulded,  they  should  be  exposed  for  some  time  to 
the  air,  to  the  light,  and  to  a  humid  atmosphere,  that  they  may  possess  as  white  an  appearance  as 
possible.  This  is  generally  done  upon  the  roof  of  the  workshop  itself,  which  should  be  constructed  in 
the  form  of  a  terrace,  where  the  candles  z  can  be  arranged  upon  the  trays  Y.  Space  should  be  econo- 
mized as  much  as  possible. 

Polishing  the  Candles. — The  last  two  processes  wliich  the  candles  have  to  undergo,  after  they  have 
been  exposed  to  tlie  air  some  time,  are  the  polishing  and  the  packing.  The  polishirig  is  done  by  rub- 
bhig  the  candle  briskly  witli  a  piece  of  clotli,  damped  with  alcohol  or  ammonia ;  and  this  is  generally 
done  by  women  or  children.  They  have  also  tried  to  produce  the  pohsh  by  a  mechanical  process, 
having  a  kind  of  cylindrical  plug  or  bung  of  wool  or  cloth,  to  which  was  imparted  a  regular  to-and-fro 
movement,  whilst  the  candles  were  immediately  placed  under  the  same,  and  by  the  means  of  endless 
chains,  wliich  advanced  gradually  upon  a  horizontal  table,  the  candles  rested  and  turned  equally  at  the 
same  time.  This  process  is  the  invention  of  a  Mons.  Davison,  of  Paris,  who  has  taken  a  patent  out  for 
it  for  five  years.  The  packing  consists  in  arranging  them  to  form  packets  of  one  poimd,  and  they  are 
carefully  and  neatly  secured  ready  for  use. 

Boiler.'i,  or  Steam-coppers  of  the  3Iachine. — Tlie  two  boilers  A  and  A',  represented  in  Fig.  652, 
are  for  the  purpose  of  feeding  not  only  the  engine,  (of  4-liorse  power,)  but  also  for  heating  the  dif- 
ferent trouglis ;  for  the  formation  of  soap ;  for  decomposition  and  cleansing  the  horizontal  press ;  the 
copper  for  melting,  and  the  warmer.  These  boilers  are  of  16-horse  power.  There  are  some  factories 
which  have  them  as  large  as  20-horse  power.  Fig.  652  represents  a  horizontal  projection  seen,  from 
the  top,  and  shows  the  disposition  of  these  boilers,  with  their  safety-valves,  and  also  the  pipes  for 
conducting  steam.  In  B  will  be  perceived  tlie  brick  fmnace,  in  which  the  boilers  are  imbedded ;  in 
b  the  safety-valves ;  and  in  b'  the  floats :  c  shows  the  pipe  communications  with  alimentary  pump ;  e'  e' 
the  pipes  for  conducting  the  steam  to  the  different  apparatus  of  the  machine ;  and  d  d'  the  pipes  which 
furnish  the  steam-engine.     AU  these  pipes  are  of  copper,  and  provided  with  taps. 

Application  of  the  Oleic  Acid. — This  acid,  for  a  long  time  in  the  different  factories  for  the  manufac- 
ture of  stearic  candles,  was  regarded  as  a  superfluous  residue,  and  you  may  say  completely  lost,  with 
respect  to  any  advantage  that  could  be  derived  from  it.  Messrs.  Pelicot  &  Alcan  have  been  success- 
ful in  applying  it  to  the  purpose  of  greasing  the  wool  employed  in  silk-yarn  manufactories,  or  in  scour- 
ing it. 

It  is  well  known,  in  the  picking  or  combing  of  wool,  that  a  nap  as  homogeneous  as  possible  is  neces- 
sary. It  is  first  prepared  with  a  certain  quantity  of  fat  matter.  This  preparation  is  so  far  necessary, 
that  without  it  the  twisting  and  stretching  of  the  wool  would  only  be  accompUshed  indifferently,  and 
the  loss  would  be  greater.  The  thread  thus  obtained  would  be  more  unequal,  and  would  not  possess, 
for  weaving,  the  quality  required  for  tlie  production  of  stuffs.  Until  within  the  last  few  years  they 
have  employed,  for  this  pmpose,  vegetable  oils,  in  most  of  the  principal  factories  at  llheims,  Sedan, 
Elbeuf,  (fee.  In  the  factories  of  the  south,  olive  oil  was  almost  always  used,  whilst  in  the  suburbs  of 
Paris  they  have  given  the  preference  to  the  oil  from  grains,  which  was  cheaper,  and  in  some  cases  a 
mixture  of  water  and  oil  is  used,  brought  to  a  state  of  emulsion  by  the  addition  of  a  small  quantity  of 
potass. 

The  oil  with  which  wool  is  impregnated  should  only  remain  until  immediately  after  the  spinning  or 
weaving.  Scouring  should  commence  at  that  period.  The  process  of  scom-ing  varies  with  the  nature 
of  the  stuff  they  propose  to  manufacture.  For  cloths  and  felt  stuffs  it  is  done  after  the  weaving,  and  be- 
fore fulUng.     For  light  and  rase  stuffs  it  is  generally  done  upon  the  thi-ead,  and  before  the  weaving. 

At  Elbeuf,  Louviers,  and  other  places,  scouring  is  accomplished  by  means  of  potters'  clay  saturated 
with  water.  The  thread  being  impregnated  with  this  substance,  they  pass  it  between  two  compressing 
cyhnders,  which  brings  it  in  contact  with  the  greasy  matter ;  this  is  consequently  displaced,  mechan- 
ically, and  is  drawn  ofi"  by  the  water,  which  flows  in  gi-eat  quantities.  This  process  will  take  from 
eight  to  twelve  hours,  and  it  will  affect  the  soundness  and  color  of  the  tissue  ;  besides,  the  accidental 
presence  of  any  small  stone  in  the  clay  will  occasion  a  I'cnt  or  imperfection  in  the  same.  It  is  also  very 
uncertain ;  and  if  in  the  first  process  there  is  a  failure,  it  becomes  more  difficult  again  in  the  second,  in 
consequence  of  tlie  deposite  of  insoluble  salts,  arising  from  the  application  of  water.  An  imperfect 
scouring  prevents  the  stuff  receiving  the  color  as  effectively  as  it  should. 

The  oil  which  has  been  used  for  the  greasing  becomes  entirely  unfit  for  any  otlier  purpose ;  for,  on 
reference  to  experienced  men  upon  the  subject,  the  result  is  nearly  as  follows :  88  lbs.  of  woollen  cloth 
will  imbibe  18  lbs.  of  oil,  and  they  are  diluted  by  2843  gallons  of  water. 

In  the  south,  where  they  manufacture  large  quantities  of  common  cloth  foi*  troops,  or  for  exportation, 
the  vegetable  is  not  always  entirely  lost  in  the  scouring.  To  extract  this,  they  employ  water  mixed 
with  soap  and  alkaU :  this  is  absorbed  by  heat,  and  then  employed  in  the  fulling  of  the  stuff  already 
Bcoured.  This  scouring,  although  very  imperfect,  stdl  is,  however,  more  economical  than  the  former. 
In  Sedan,  for  the  manufacture  of  black  cloths,  Ac,  the  greasing  and  the  fulling  are  generally  done  at 
the  same  time.  For  tliis  purpose  they  use  a  solution  of  soap  or  urine,  and  sometimes  a  combination  of 
both.     When  they  wish  to  scour  the  wool  in  thread,  they  use  soap  solution  sufficiently  powerful. 

Messrs.  Peligot  and  Alcan,  to  remove  many  of  the  inconveniences  attending  these  processes,  thought 
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to  remedy  them  by  the  use  of  the  acid  stearic,  instead  of  the  vegetable  oils.  We  hare  seen  thai 
the  tallow  formed  into  soap  is  transformed  into  two  fat  acids,  the  one  solid  and  the  other  hquid.  The 
first  is  the  acid  stearic  for  the  manufacture  of  candles,  and  the  second  is  the  acid  oleic.  Tliis  last,  until 
within  the  last  three  years,  was  not  employed  for  any  special  purpose.  These  chemists,  in  applying  il 
to  the  woollen  factory,  havr  not  only  rendered  a  great  service  to  this  last,  but  also  to  the  manufacture] 
of  stearic  candles,  in  augmenting  the  value  of  a  portion  of  their  residue. 

The  employment  of  the  acid  oleic,  besides  economizing  the  actual  price  of  purchase  upon  tliat  of 
olive  oil,  or  that  from  grain,  offers  this  very  important  advantage — tliat  it  is  immediately  soluble  in  tho 
cai'bonate  of  potash,  with  which  it  combines  in  the  formation  of  soap.  The  scouring  becomes  a  cliemi- 
cal  process — for  it  consists  in  immerging  the  stuff  for  some  instants  in  an  alkaline  water,  and  then 
washing  it  in  an  ordinary  apparatus. 

The  scouring  of  the  threads  by  this  process  has  a  still  greater  advantage,  because  it  can  be  effected 
simply  by  an  alkaline  solution,  instead!^  of  the  more  costly  employment  of  a  considerable  quantity  of 
soap,  and  equally  in  employing  the  fresh  residues  as  in  former  ones. 

This  process  is  again  very  economical,  as  it  furnishes  itself  the  soap  to  be  employed  in  the  fulling, 
an  operatton  which  generally  follows  the  scouruig.  The  oleic  acid  having  the  direct  property  of  a 
true  soap,  by  its  combmation  with  carbonate  of  potash,  a  property  that  none  of  the  vegetable  oils  pos- 
sess in  any  degree  or  sliape  whatsoever,  (and  of  which  an  exclusive  use  was  made,)  they  now  obtain, 
OS  a  consequent  residue  from  the  scouring,  a  liquid  combining  the  properties  of  soap  and  alkali,  wluch 
before  they  had  to  provide  for  the  fuUing  of  the  stuffs. 

Besides  the  waste  in  picking,  of  little  moment  when  they  employ  the  ordinary  oils,  this  is  completely 
saved  by  the  facility  of  scouring  offered  by  the  use  of  the  acid  oleic. 

From  numberless  experiments  it  is  proved,  that  tlie  wool  greased  by  the  acid  oleic  does  not  become 
heated,  neitlier  does  it  ignite  even  when  placed  in  circumstances  most  favorable  for  combustion. 

The  acid  oleic,  such  as  is  left  by  many  factories  of  candles,  could  not  be  employed  for  the  pm^pose  of 
greasing  wool  until  it  has  undergone  a  complete  purification,  or  been  brought  into  a  homogeneous  sub- 
stance possessing  all  the  above-mentioned  characteristics.  That  wliich  they  employ  at  this  time  in  the 
cloth  factories  can  only  be  compared,  by  its  clearness  and  color,  to  the  finest  olive  oU  employed  in  the 
same  factories. 

In  certain  factories  of  the  stearic  candles  they  manufacture  with  the  acid  oleic  a  hard  soap,  which  is 
sold  to  the  dealers  in  large  lumps. 

Apparatus  necessary  for  the  manufacture  of  Stearic  Candles. — Horizontal  press,  or  hot  press,  as  rep- 
resented in  Fig.  653,  including  injectingpump. 

Vertical,  or  cold  press,  with  iron  columns  and  injecting-pump. 

Cast-iron  chest,  as  in  Fig.  655,  for  the  heating  of  the  plates. 

The  troughs  (deal)  for  cleansing  and  decomposing,  with  the  iron  frets  which  surround  them. 

The  pipes  and  lead  casing — the  agitators  and  their  movement. 

Steam-engine,  high-pressure,  4  horse  power. 

Two  boilers,  each  from  16  to  18  horse  power.  Also  many  other  indispensable  accessories,  tuch  a« 
moulds,  heaters,  transmitters  of  movements,  and  pipes. 

CANNON.       See  Ordnance. 

CANNON.  The  Machinery  for  the  Boring  of.  The  manufacture  of  cannons  is  divided  into  two 
branches,  the  founding  and  the  loring.  Hero  we  only  treat  of  the  latter  branch,  and  restrict  ourselves, 
concerning  the  fbuudiug,  to  the  remark,  that  formerly  the  cannons  were  founded  over  the  core,  (as  it 
is  called,)  or  with  the  bore,  which  then  was  perfectly  regulated  by  means  of  the  borer ;  while  at  present 
they  are  generally  founded  massive,  and  afterwards  bored  in  boring-mills. 

These  boring-mills  work  either  vertically  or  horizontally.  The  former  were  exclusively  tised  until  the 
middle  of  the  last  century ;  the  boring  consisted  only  in  the  enlargement  of  the  founded  bore  conforma- 
ble to  the  calibre,  and  the  opinion  prevailed  that  brass  cannons  could  be  bored  in  no  other  manner  than 
this.  But  since  then  the  advantages  of  the  horizontally- working  boring-mills  have  become  so  apparent, 
that  but  few  of  those  working  vertically  are  still  extant  A  short  description  of  the  three  principal 
systems  of  the  latter  will  therefore  be  sufficient  here. 

In  the  machines  constructed  according  to  the  oldest  and  most  imperfect  system,  the  cannon  rests 
vertically,  and  with  the  grape  upwards,  in  a  wooden  sledge  wliich  runs  in  the  furrows  of  two  side- 
beams,  and  can  be  moved  up  and  down  by  means  of  long  tackles.  Beneatli  tlie  cannon,  and  in  the 
direction  of  its  axis,  is  the  borer  running  in  a  steel  pan  and  crossed  by  a  beam,  by  means  of  which  it  is 
turned  round  by  horses.  The  pressure  required  while  boring,  is  effected  by  the  weight  of  the  sledge 
and  cannon,  and  can  be  regulated  by  counterbalances.  But  as  the  borer  is  to  have  some  scope,  the 
borer  can  easily  be  brought  "out  of  its  vertical  position,  and  thus  the  boring  assume  a  false  direction 
without  its  being  noticed  instantly. 

According  to  the  second  system,  the  cannon  rests  with  its  muzzle-fiice  on  rollers,  wliile  its  grape  is 
inserted  into  the  shaft  of  a  dented  wheel  connected  with  a  moving  power,  and  thus  the  cannon  is  tmiied 
round  its  axis.  The  vertically  standing  borer  is  fastened  at  a  sledge,  which  runs  in  tlie  furrows  of  two 
beams,  and  can  be  pressed  onwards  against  the  cannon  during  the  operation  of  the  boring,  by  a  lever 
drawn  upwards  by  a  string  provided  with  weight-stones,  and  passing  over  a  pulle3^  Both  the  exact 
direction  of  the  borer  and  its  uniform  pressure  against  the  cannon  is  hard  to  be  effected ;  yet  tlie  ad- 
vantage is  here,  that  a  false  direction  of  the  borer  can  instantly  be  noticed  by  the  trembling  motion  ol 
the  cannon  and  borer. 

The  third  and  best  system  of  boring-milll  working  vertically,  is  represented  by  Figs.  660  and  661,  in 
front  view,  and  section  through  the  axis  of  the  cannon  and  boring-bar.  Here  the  borer  is  fixed,  while 
the  cannon  turns  round  its  axis,  and  moves  up  and  down  in  a  sledge,  and  by  its  weight  the  required 
constant  pressure  against  the  borer  is  effected.  The  square  piece  of  tlie  cannon's  grape  is  clamped  into 
Uie  imiff  marked  with  T,  and  which  at  the  same  time  takes  up  the  lower  squai-e  part  of  the  boriog- 
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spindle  S.  The  latter  is,  together  witli  the  cannon,  turned  round  their  common  axis  by  a  motive  powei 
between  the  fixed  rails  Ci  and  C,,  by  means  of  the  cog-wheel  U,  the  spring-wheel  V,  and  a  cog-wheel 
at  the  vertical  shaft  W.  The  boring-spindle  is  provided  with  a  bell-shaped  runner  of  brass,  whose  feet 
turn  on  a  steel  plate  inserted  into  the  rail  G.  In  order  to  secure  the  position  of  the  boring-spindle,  tbo 
latter  has  at  its  upper  end  an  indentation  for  receiving  the  steel  point  of  the  bolt  F.  The  cannon  is  kept 
in  a  vertical  direction  by  the  slides  of  the  rails  Ej  and  Ej,  provided  with  adjusting  screAVs.  The  hitlierto 
described  contrivance  moves,  Avith  the  exception  of  the  moving  power  between  the  side-beams  A,  right 
up  and  down,  the  directing-beams  I,  together  with  the  rails  F,  G,  E,  and  E^,  forming  a  sledge,  which  by 
means  of  the  drawing-machines  N,  the  disks  L,  their  shaft  F,  and  the  long  tackles  fastened  to  the  upper 
bolt  B,  can  be  lifted  or  lowered  at  pleasure.  Fig.  664  shows  the  rail  Ei  in  the  upper  view,  and  illus- 
trates the  working  of  the  directing  and  running  beams  one  into  the  other,  and  at  tlie  same  time  the 
fastening  of  the  rails  to  the  directing-beams.  The  boring-bar  is  fixed  in  tlie  sill  D,  and  is  kept  in  its 
vertical  position  by  the  rails  C3  and  C4.  The  upper  rail  C3  is  taken  off,  as  soon  as  the  cannon  sinks 
down  into  its  vicinity.  The  drawing-machine  is,  during  tlie  boring,  slackened,  so  as  to  allow  the  weight 
of  the  cannon  to  act  freely.  With  larger  calibres,  counterbalances  may  be  applied  to  decrease  tlie 
pressure. 

The  first  horizontally  working  machine  was  constructed  in  1*744  at  Strasburg,  by  Maritz,  inspector- 
general  of  the  foundries  in  France ;  and  since  these  were  constructed,  other  machines  on  the  same 
principle  in  Spain,  Sweden,  and  England.     The  boring-mill  at  Chaillot,  in  France,  is  the  first  where  the 

Eower  of  steam  was  applied ;  and  that  of  Liege,  in  Belgium,  is  the  most  extensive,  comprising  twelve 
orizontal  boring-benches  put  in  motion  by  four  steam-engines.  In  both,  the  system  is  that  of  the  can- 
non turning  round  its  axis,  while  the  borer  presses  straight  onwards  against  it.  Another  system  pre- 
vails in  EngUsh  boring-mUls,  according  to  which  the  borer  is  not  only  pressing  agauist  the  cannon,  but 
at  the  same  time  rotating  in  a  direction  opposed  to  that  of  the  cannon.  Machines  constructed  on  this 
system  are  called  cylindrical  boring-machines.  A  third  system  unites  with  the  contrivance  for  the 
movement  of  the  boring-sledge  a  uniformly  advancing  support  for  turning  off  tbe  cannon. 

We  sliall  first  describe  the  machinery  according  to  the  above-mentioned  system,  ipplied  in  the  boring- 
mills  of  Chaillot  and  Liege. 

Figs.  669  to  677  represent  a  boring-bench  and  its  single  parts.  In  the  mill  of  Liege  three  of  such 
benches  are  placed  by  the  side  of  each  other,  and  are  put  in  motion  by  a  steam-engine,  Avhich  is  directly 
connected  with  the  shaft  of  the  middle  boring-bench,  wliile  the  dented  Avheels  B  are  acting  upon  those 
of  the  side-benches.  If  two  boring-benches  be  placed  at  the  end  of  each  other,  so  as  to  have  one 
common  axis,  they  form  Avhat  is  called  a  boring-road  that  is  connected  with  the  prime  mover  in  tlie  way 
of  running  boring-machines,  which  shall  be  described  beloAV. 

Each  bench.  Figs.  669  and  670,  consists  of  two  long  beams  joined  by  cross-beams.  Tlie  first  Iavo 
cross-beams  bear  the  sockets  A  and  C  of  the  axis,  the  next  following  tAvo  boar  the  saddles  for  the  grape 
and  the  mouth  of  the  cannon,  and  the  fifth  and  sixth  serve  as  supports  for  tlie  dented  bar  of  the  boring- 
sledge,  so  that  the  beams  can  be  placed  and  kept  exactly  in  the  same  level :  the  timber  must  be  com- 
pletely diy.  The  cross-beams  are  firm  with  the  exception  of  the  fourth  one,  which  by  double  springs 
moves  in  the  furrows  of  the  side-beams,  as  the  different  length  of  the  cannons  requkes  a  corresponding 
position  of  the  saddle  for  the  mouth.  * 

For  connecting  the  cannon  with  the  axis,  the  square  adjoined  piece  of  the  grape  is  to  be  put,  together 
with  tlie  square  of  the  axis,  in  the  muff  D,  which  is  fastened  by  small  metallic  wedges,  driven  in  at  both 
sides.  The  cannon  rests  horizontally  in  two  collars  E  and  F,  wliichin  Figs.  673  and  676  are  represented 
in  double  scale.  The  socket  of  the  grape  E  supports  the  latter  only  on  the  lower  side,  and  can  be 
moved  forwards  and  backwards  on  the  beam.  The  socket  F  of  the  mouth  embraces  the  cannon  entirely 
near  its  head-moulding,  and  alloAvs  it  no  other  movement  than  the  rotation  round  its  axis.  The  con  ■ 
struction  of  these  sockets  (which  are  to  be  provided  Avitli  copper  standard-disks  a,  conformable  to  the 
cahbre)  may  easily  be  comprehended  by  the  figm'es.  The  kon  boring-bar  a,  (Fig.  670,)  is  put  Avith  its 
back-squared  end  tlirough  the  bow  G  of  the  carriage-framcf,  and  held  fast  by  a  peg.  The  dented  bar 
H  is  fastened  in  simihir  Avay  to  the  carriage,  being  put  through  the  bow  b  to  G,  and  held  fast  by  a  fore- 
lock-bolt Tlie  carriage-frame  (Fig.  674)  is  made  of  cast-iron,  and  is  moved  by  means  of  four  wheels,  run- 
ning on  the  rails  c  of  the  long  beams.  The  carriage  must  be  of  such  weight,  tliat  it  is  not  subjected  to 
vacillation ;  while  the  boring-bars  are  made  as  light  as  possible,  yet  at  the  same  time  strong  enough  to 
prevent  them  from  bending. 

The  means- for  the  movement  of  the  boring-sledge  are  very  various.  In  the  first  boring-mills  working 
horizontally  a  dented  bar  was  applied,  put  in  motion  by  an  endless  scrcAV  or  winch ;  then  by  means  ot 
chains  passing  over  rollers,  and  moved  by  a  lever  and  weight-stones ;  and  by  a  screw-spindle,  Avhose 
box  was  fixed  in  a  Avlieel.  Yet  all  these  means  of  movement  require  either  an  experienced  operative, 
or  they  do  not  produce  a  uniform  pressure.  For  this  reason  the  manner  of  movement  represented  in  the 
delineation  was  applied  in  the  bonng-mills  of  Chaillot  and  Liege.  It  consists  of  a  dented  bar  F,  moved 
onwards  by  the  moving  poAver  I,  at  the  axis  of  the  dented  wheel  R,  and  by  the  action  of  the  lever  K, 
charged  with  weight-stones.  The  lever  K  is  at  both  ends  provided  witli  the  segments  IS^  and  0.  in 
whose  grooves  the  string  of  the  Aveight-stone  P  (which  brings  about  the  pressure)  and  the  chain  of  the 
iron  hinge  M  are  placed.  The  hinge  (Fig.  677)  consists  of  two  parallel  iron  bars  joined  below  by  tAA'o 
tenons,  wliicli  latter  stand  asunder  at  equal  distance,  as  two  cogs  of  the  obhquely  dented  Avheel  R  da 
By  this  contrivance  a  uniform  pressure  of  the  borer  against  the  cannon  is  brought  on,  but  at  the  same 
time  it  has  the  inconvenience  of  frequent  shifting  of  the  hinge.  For  this  purpose,  first  the  lever  L  is  to 
be  laid  in  to  prevent  the  retrogression  of  the  dented  wheel,  and  then  the  Aveight-stone  P  is  to  be  drawn 
up  by  means  of  the  rope  fixed  at  the  segment  0,  and  passing  over  the  roller  Q  to  the  axis  T  ;  a  cat«h 
V  preventing  the  retrogression  of  this  axis,  turned  by  the  moving  poAver  U.  As  soon  as  the  hinge  M  is 
ehifted,  and  the  catch  V  lifted,  the  Avcight-slone  P  begms  its  action  again.  In  order  to  cause  less  inter- 
ruption, ill  the  most  modem  French  boring-mills,  the  dented  wheel  is  provided  with  a  barrel  over  wliich 
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passes  a  string  with  a  weight-stone  at  its  end.  The  string  must  also  pass  over  a  roller,  wldch  is  to  b« 
tixed  as  high  as  possible,  to  prevent  a  frequent  hanging  of  tlie  weights.  It  is  Avell  to  provide  the  string 
with  ruigs,  one  foot  asunder,  so  as  to  be  enabled  either  to  increase  or  decrease  the  pressure,  by  hang- 
ing several  weights  one  above  the  other,  llie  movement  of  the  boriug-carriage  must  above  all  be  imi- 
form,  without  any  start  or  pull.  For  this  reason  the  screw-spindle  is  to  be  preferred  to  the  dented  bar , 
but  the  difficulty  to  make  it  exactly  in  these  dimensions,  and  its  expense,  have  prevented  its  general 
ajiplication. 

Fig.  675  represents  the  frame  forming  the  socket  for  the  moving  power  of  the  dented  bar,  and  at  the 
same  time  holding  in  its  lower  part  a  roller  with  projecting  edges,  to  facilitate  the  movement  of  the 
dented  bar,  and  to  keep  the  latter  in  the  direction  of  the  cannon-axis,  conjointly  Avith  the  notch  in  the 
back  cross-beam.  « 

A  boring-bench  arranged  in  this  manner  is  adapted  to  great  gunf?  of  every  calibre  ;  however,  in  more 
extensive  boring-mills,  there  are  several  benches  of  inferior  length  for  the  boring  of  howitzers  and 
mortars. 

The  second  system  of  the  horizontally  working  machines  is  an  imitation  of  the  above-mentioned  cylin- 
drical boring  machines.  Two  boring-benches  at  the  side  of  each  other  are  represented  in  Figs.  662,  663, 
and  665,  plan  and  side  view.  The  prime  mover  being  here  either  the  power  of  steam,  water,  or  animal 
power,  the  toothed  wheel  of  the  principal  axis  m  grasps  the  cog-wheels  A  of  the  two  shafts  n,  which 
belong  to  the  boring-benches,  and  puts  the  whole  boring  contrivance  in  motion.  Sometimes  each  of  the 
shafts  n  is  arranged  for  two  boring-benches,  in  which  case  the  second  ones  are  placed  in  the  king-pieces 
of  the  represented  boring-benches,  at  the  other  side  of  the  spring-wheels.  The  cast-ii'on  sockets  of  these 
shafts  rest  on  a  foimdation  X,  made  of  square  stones,  and  covered  with  plates  of  cast-iron.  These  plates 
Y  are  firmly  fixed  to  the  foundation  by  screw-bolts,  and  are  kept  together  at  the  edges  by  other  bolts. 
At  each  boring-bench  in  the  socket-plates  are  two  long  and  well-polished  grooves  p  p,  for  receiving  the 
screw-bolts  of  the  cast-iron  saddles  and  tressels  T,  U,  V,  W,  Z,  as  well  as  the  support  for  the  tm-ning 
off.  Along  the  grooves  are  cut  out  in  the  foundation,  channels  for  the  reception  of  the  bolt-heads  which 
are  wider  than  the  grooves.  By  this  contrivance  the  tressels  can  be  moved  'and  adjusted  by  the  screws. 
The  screw-bolts  are  altogether  of  the  same  dimensions,  and  can  be  taken  out  at  proper  places,  which 
enlargements  of  the  grooves  are  to  be  closed  by  stops  of  iron.  By  taking  down  a  tressel  from  the 
boring-bench,  the  female  screws  need  only  be  unscrewed,  and  the  tressel  to  be  hfted  a  little,  to  free  it 
from  the  bolt. 

The  socket  of  the  shafts  is  formed  of  six  iron  posts,  resting  on  a  strong  cast-iron  plate,  fixed  by  means 
of  screws.  The  two  mitldle  posts  enclose  the  spring-wheel  of  the  principal  axis,  wliile  the  other,  R  and 
S,  leave  sufficient  room  for  the  wheels  A,  the  pinion  B,  and  the  pillow-block  a.  The  pinions  B  are 
screwed  on  the  wheels  A,  and  grasp  in  the  cogs  of  the  moving  power  ff.  C  may  be  in  equal  direction 
with  the  wheals  A.  The  caimon  is,  with  its  grape,  connected- with  the  shaft  n  by  a  muff;  it  turns  round 
its  axis,  and  is  at  its  mouth  supported  by  the  saddle  U.  The  squared  shaft  /  of  the  lower  wheel  G 
passes  tlu-ough  the  post  S  and  the  saddle  U,  between  which  it  is  supported  by  a  tressel  T,  and  is  im- 
mediately behind  the  resting  tressel  V  and  the  winding  tressel  Z,  provided  with  the  cog-wheels  E  and 
G,  which  are  fixed  by  means  of  wedges.  The  cog-wheel  E  grasps  in  D,  placed  above  it,  and  causes  the 
boring-bar  c  and  its  screw-spindle  d,  to  turn  on  their  axis  in  a  reverse  direction  to  the  I'otation  of  the 
cannon,  by  wliich  the  acting  of  the  borer  is  strengthened.  In  order  to  produce  a  uniform  and  properly 
measured  advance  of  the  boring-bar,  the  system  of  the  screw  with  moveable  box  is  applied,  the  cog- 
wheel G  working  in  the  teeth  of  another  one  F,  which  contains  the  box  of  the  screw-spindle  d,  and  turns 
round  this  latter  with  somewhat  less  celerity  than  the  screw-spindle  itself,  by  the  working  of  the  cog- 
wheel D  upon  it.  In  this  manner  a  slow,  but  uniform  advance  of  the  boring-bar  is  effected.  The  extent 
of  the  pressure  of  the  borer  against  the  cannon  depends  upon  the  number  of  the  wheel-teeth,  as  well  as 
upon  the  length  of  a  screw-worm  of  the  spindle,  and  may  consequently  be  altered  by  a  sliifting  of  the 
wheels. 

In  order  to  afford  a  clearer  idea  of  the  whole  machine,  we  shall  give  a  more  circumstantial  description 
of  its  several  parts,  in  whose  construction  various  alterations  can  be  made. 

The  shafts  n  and/ are  provided  with  moving-out  apparatus,  which  are  not  constructed  like  the  com- 
mon claw-boxes ;  one  of  them  is  represented  in  Figs.  680  and  681.  The  shaft  n  n„  is  cut  through  at  x, 
and  consists  of  two  parts,  of  which  the  front  one  bears  the  spring-wheel,  wliile  the  back  one,  Ui,  passes 
through  the  post  S,  and  terminates  in  a  square  for  the  connection  with  the  cannon.  Both  shaft-parts 
are  connected  with  each  other  by  a  case,  embraced  at  its  front  collar  by  a  barnacle-ring/,  which  presses 
against  the  knobs  dd  of  the  wheel,  and  causes  a  simultaneous  rotation  of  the  box  and  shaft.  The  front 
part  of  the  shaft  rii  is  squared,  and  thus  put  in  motion  directly  by  the  box,  wliile  the  part  of  the  shaft 
n,  inserted  in  the  box,  must  be  cyUndrical,  so  that  the  box  be  put  in  again,  by  means  of  the  fork  a,  at 
every  movement  of  the  rotation.  Suppose  both  shaft-ends  inserted  in  the  box  were  square,  it  would  be 
not  only  difficult  to  watch  the  moment  wlien  both  shafts  are  in  congruity,  but  also  impossible  to  pre- 
vent a  bliaking  movement.  The  fork  a  moving  round  the  support  b  c,  fixed  to  the  post  S,  embraces  the 
box  at  the  groove  of  its  weaker  back-part,  and  leans  against  the  projecting  edges.  Thus,  if  the  handle 
of  the  fork  be  pressed  to  the  left,  the  box  is  moved  out  to  the  right,  i.  e.  the  barnacle-ring/ leaves  the 
knobs  d,  and  the  movement  of  the  shaft  n  is  not  connected  witli  its  other  half  Mj. 

The  saddle  U  is  represented  in  Figs.  684  and  685  ;  it  has,  like  all  other  tressels,  in  its  lower  part  a 
socket  for  the  shaft/.  TJie  slide  o,  foi-ming  the  holder  for  the  cannon-mouth,  is  adapted  to  every  length 
and  diameter  of  the  cannon,  and  is  provided  with  adjusting  disks  polished  with  emery.  The  lower 
part  of  the  slide  is  cut  off  obliquely,  and  in  conformity  with  the  inchnation  of  the  wedge,  moved  by  the 
ticrews  m  n.  Consequently  by  drawing  the  female  screw  m,  the  cannon  can  be  lifted  exactly  to  tbe 
required  height. 

The  supporting  tressel  T  of  the  shaft/  is  represented  in  Fig.  686  ;  it  contains  the  semicircular  sockel 
in  its  upper  part.    The  squared  shaft /is  at  all  points,  where  it  rests  on  the  tressels,  provided  with 
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brass  boxes,  ■which  are  circular  at  their  outsides,  and  fastened  at  the  shaft  by  means  of  small  metallic 
wedges. 

Figs.  666  and  667  repi-esent  the  resting  tressel  V,  whose  upper  part  contains  the  holder  of  the  boring- 
.  bar  c.  Tlie  latter  being  squaied,  it  is  provided  with  a  box  'pp.  Fig.  668,  circular  at  its  outside,  and 
turning  round  in  the  holder,  together  with  the  bar,  yet  not  advancing  like  this.  To  the  projecting 
squared  part  of  the  box  the  toothed  wheel  D  is  fixed,  which  puts  the  boring-bar  and  screw-spindle  in 
a  rotative  movement.  To  the  lower  shaft/  is  fixed  the  wheel  E,  which  can  be  kept  in  constant  gear- 
ing with  the  Avheel  D  by  the  edge  oo  ;  otherwise  the  box  might,  together  with  the  upper  wheel,  slip 
out  of  the  socket. 

The  tressel  W,  Figs.  682  and  683,  supporting  the  spindle  and  lower  shaft,  has  at  its  upper  part  the 
slide  h,  and  is  cut  out  conformqjjle  to  the  diameter  of  the  screw-spindle. 

The  hindmost  part  of  the  maclune  is  formed  by  the  tressel  Z,  Figs.  6*78  and  679,  which  allows  a  free 
passage  to  the  screw-spindle,  and  is  for  this  reason  perforated  according  to  its  widest  diameter.  Above, 
the  tressel  contains  the  holder  for  the  shaft  of  the  wheel  e,  which  allows  to  draw  back  the  boring-bar 
by  means  of  the  winch  x,  and  at  the  same  time  to  increase  or  decrease  the  pressure  against  the  cannon, 
if  required.  The  wheel  e  works  in  the  teeth  of  the  cog-wheel  F,  which  contains  the  female  screw  of 
the  screw-spindle,  and  is  kept  in  constant  gearing  with  the  wheel  G,  by  the  edge  jo/j.  Thus,  whenever 
the  boring-bar  is  to  be  drawn  back,  the  wheel  G  is  drawn  off,  and  the  lower  shaft /moved  out. 

Should  it  seem  preferable  to  allow  a  spring-like  movement  to  the  boring-bar,  the  tressel  V  may  be 
entirely  removed,  and  then  the  wheel  D  is  to  be  fastened  at  the  square  end  of  the  ^crew-spindle,  which 
now,  together  with  the  boring-bar,  is  moving  onwards  against  the  cannon. 

The  third  system  of  the  horizontally-working  machines  is  a  combination  of  the  two  other  ones.  The 
aiTangement  of  the  wheel-work  and  shaft-sockets  A  and  B  is  in  substance  the  same  as  the  above  de- 
scribed. The  boring-shafts  are  provided  with  apparatus  to  move  them  out  and  in ;  yet  the  connection 
of  the  cannon  with  the  principal  axis  is  arranged  in  an  improved  manner.  The  adjoined  piece  of  the 
grape  has  the  shape  'of  a  regular  prism,  and  is  inserted  into  a  box  cylindrical  at  its  outside  ;  at  the  end 
of  the  axis  is  fastened  a  ring.  In  the  cylindrical  excavation,  D,  the  inserted  box,  has  a  play  of  some 
few  lines.  Thi-ee  strong  adjusting  screws  pass  tlirough  the  adjoined  piece  into  the  box,  and  by  means 
of  them  the  cannon  can  be  centred,  if  required.- 

In  general  the  cannon  is  only  supported  at  its  mouth  by  the  saddle  G  with  the  disk  a  ;  with  great 
caUbres,  however,  a  second  saddle  Gi  may  be  applied  at  the  bottom  piece  or  grape.  The  saddles  are 
made  of  cast-iron,  and  moveable  in  the  grooves  of  the  ii-on  plates. 

The  sledge  L,  made  of  brass,  terminates  below  in  a  guide,  which  is  advancing  in  the  excavation  Y, 
and  cut  out  in  such  manner  that  it  forms  beneath  the  screw-spindles,  two  feet  armed  at  the  edges  with 
steel  rails.  At  the  middlemost  and  higher  part  of  the  sledge,  the  boring-bar  is  fixed  either  by  means 
of  a  bow  and  pin,  or  of  two  steel  rails  R,  ihat  are  to  be  screwed  on,  and  between  which  the  square  of 
the  bar  is  pressed  fast  by  the  screw  d.  The  shifting  of  the  borers  and  the  taking  out  of  the  bore-chips 
ij  so  facilitated.  The  sledge  is  pressed  against  the  cannon  by  two  screw-spindles  E  and  E,,  passing 
through  the  side  projections  of  the  sledge,  and  having  their  sockets  in  tlie  iron  posts  B  and  N.  The  fe- 
male screws  are  cut  out  in  the  brass  of  the  sledge,  and  at  both  ends  provided  with  steel  armaments. 
The  back  ends  of  the  spmdles,  terminating  in  squares,  bear  the  toothed  wheels  0  and  Oj,  being  in  gear- 
ing with  each  other  by  the  equal  wheel  Oj,  and  thus  turning  in  the  same  direction,  and  with  the  same 
celerity.  The  spindle  E  passes  through  the  post  N,  and  is  provided  with  a  handspike-wheel  P,  for  the 
movement  of  the  machine. 

Simultaneously  with  the  sledge,  a  support  K,  for  the  turning  off,  moves  along  the  cannon,  and  is  pro- 
vided with  a  female  screw  for  the  spindle.  It  has,  hke  the  sledge,  a  guide  sliding  on  the  hon  plates  or 
special  bolts,  and  through  the  upper  part  of  which  a  brass  wing  H  is  moving,  and  terminates  in  a  foot 
gliding  on  the  steel  rails  c  c  of  the  iron  plate  Q.  The  latter  is,  according  to  the  various  descriptions  and 
calibres  of  the  cannon,  fixed  at  the  screw-holes  x  x,  so  that  the  rails  c  c  run  parallel  with  the  cannon, 
while  the  turner's  chisel  is  always  kept  in  a  proper  distance  from  the  cannon's  axis  during  the  move- 
ment of  the  support.  At  the  front  end  of  the  wing  H  is  a  moveable  rail  or  peg,  for  supporting  the 
turner's  chisel ;  by  means  of  an  endless  screw  it  can  be  put  back  or  forward,  and  an  index  at  its  upper 
side  indicates  the  extent  of  the  change. 

At  Douai,  in  France,  a  steam-engine,  12-horse  power,  moves  four  boring-benches,  whose  shafts  make 
10  or  12  revolutions  a  minute;  at  Toulouse,  a  water-wheel,  12  or  13-horse  power,  moves  four  boring- 
benches  ;  and  at  Strasbourg,  one  boring-bench  is  put  in  motion  by  four  horses. 

The  movement  of  the  cannon  on  the  boring-bench,  and  the  pres.?ure  required  against  the  borer,  de- 
pend generally  upon  the  material  and  calibre  of  the  cannon.  Is  the  rotation  decreased,  the  pressure 
may  be  increased,  as  otherwise  the  bit  might  generate  a  too  great  heat,  and  thus  become  weak.  Iron 
cannon  and  wide  caUbres  must  revolve  more  slowly  than  brass  cannon  and  smaller  calibres.  In  the 
boring-mill  of  Liege,  the  cannon  revolves  once  in  8  seconds,  and  in  that  of  Douai  it  revolves  at  the  rate 
of  10  or  12  times  a  minute.    It  seems  that  12  times  a  minute  is  considered  as  the  maximum. 

The  pressure,  depending  chiefly  upon  the  hardness  of  the  metal,  cannot  be  mdicated  precisely.  In 
the  second  of  the  horizontally-working  machines,  above  described,  the  advance  of  the  boring-bar  de- 
pends upon  the  number  of  teeth  of  the  several  wheels.  If,  for  instance,  the  wheels  B,  C,  D,  E,  and  F 
have  36  teeth  each,  while  the  wheel  G  has  only  34  teeth,  the  wheel  F,  together  with  the  female  screw 
of  the  spindle,  will  make  ^%  of  one  complete  rotation  of  the  spindle  ;  and  thus  the  boring-bar  will  ad- 
vance only  by  ^^  of  that  distance,  by  wliich  it  would  liave  moved  onwards,  if  the  female  screw  were 
fixed.  If  the  length  of  a  screw-worm  be  half  an  inch,  the  spindle  wiU  advance  by  ^^  X  \=.  ^V  i"*^^^ 
Should  the  wheels  B,  C,  E,  and  F  have  36  teeth  each,  while  the  wheel  D  has  35,  and  G  only  84,  the 
spindle  will  revolve  at  the  rate  of  2|,  and  the  female  screw  at  that  of  ^^  of  one  complete  rotation  of 
the  cannon,  while  the  boring-bar  is  advancing  by  ^f  X  t^  X  ^  =  00286  inch. 
The  following  table  gives  the  nimiber  of  teeth  both  of  the  spring-wheels  and  of  the  wheels  E  and  F 
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The  middle  -wheel  of  the  lower  axis,  and  that  with  the  female  screw,  are  at  all  events  provided  with  86 
teeth ;  by  inserting  a  fresh  boring-bar,  the  proportion  of  the  advance  can  be  altered  without  much 
ti  »uble. 


The  Material,  Description,  and  Calibre  of  the 
Cannon. 

Number  of  teeth 
of  the  wheels. 

Advance  of  the  bo- 
ring bar  by  inches. 

Remarks. 

Borer. 

B,C. 

Eand 

F. 

D. 

G. 

During  one 
rotation  of  In  an  hour, 
the  cannon.! 

.1 

1 

•a  •- 
S 

n 

From  48  to  24  pound  cannon,  mortars, ) 
carronades,  and  howitzers,  of  wide  - 
calibre i 

36 

36 
36 

35 

35 
34 

34 

33 
33 

0-0286 

0-0428 
0-0441 

10-29 

15-41 
15-88 

The  length 
of  a  screw- 
worm  is  i 
an  inch. 

The  cannon 
revolves  at 
the  rate  of 
6  times  a 
minute. 

From  18  to   12  poimd  cannon   and  ) 
howitzers  of  small  calibre C 

From  6  to  4  pound  cannon 

i 

o 

a 

O 

From  48  to  24  pound  cannon,  mortars,  ) 

and  howitzers  of  wide  calibre  ) 

From  18   to  12  pound    cannon   and  ) 

36 

36 
36 

36 

34 
36 

33 

33 
•32 

0-0416 

0-0441 
0-0554 

14:97 

15-88 
19-44 

From  6  to  4  pound  cannon 

Fly-borer  of    the  mortar-pieces  and  ) 
auger  of  the  carronades,  and  from  >■ 
48  to  24  poimdiron  carmon J 

36 
36 

36 
36 

35 

34 

0-0139 
0-0277 

5-00 
9-97 

Chamber-auger  of  the  howitzers,  and  ) 
auger  for  all  other  great  guns  ..'....  J 

EC 

o  ? 

P 

CQ 

Bottom-borer  of  the  cannon,  chamber' 
bottom-borer  of  the  mortar-pieces, 
and  vault-borer  for  the  holes  of  the 

36 

35 

35 

0-0143 

5-148 

To  convey  the  cannon  from  the  foundry  to  the  boring-mill,  a  crane-carriar/e  can  be  applied  in  case  o{ 
their  being  connected  with  each  other  by  a  railway ;  whicli,  of  course,  is  to  be  held  aloft  by  supporting- 
posts,  that  the  cannon  can  be  lowered  down  to  the  boring-bench.  The  carriage  runs  on  four  cast-iron 
wheels  X,  on  the  rail  a.  (See  Figs.  671  and  672.)  Its  upper  frame,  made  of  solid  timber,  bears  two 
shafts  Wji  and  Wj,  Tj  and  T^,  moved  by  winches  Y.  The  shaft  Wj  serves  to  move  the  carriage  onward, 
and  the  end  of  the  rope  cast  round  it  is  fixed  to  a  hook  in  the  intended  direction  of  the  canuage. 
Sometimes  tliis  shaft  is  left  out  entirely,  and  the  carriage  provided  at  both  ends  with  hooks  to  hang 
ropes,  which  either  are  fastened  to  windlasses  at  both  sides  of  the  railway,  or  are  connected  with  the 
principal  axis  of  the  boring-mill  by  rollers.  To  the  ropes  of  the  second  shaft  is  attached  the  draw-beam 
Z  by  means  of  strong  iron  hooks,  to  which  the  cannon  is  fixed  with  ropes.  The  axle  Ti  is  provided 
with  double  ratchets. 

By  means  of  this  crane-carriage  the  cannon  is  hfted  from  the  pit,  freed  from  the  mould,  and  then 
conveyed  to  the  boring-bench,  on  which  it  is  placed  horizontally.  In  a  similar  manner  it  can  be  removed 
as  soon  as  the  boring  operation  is  accomplished. 

Before  the  cannon  is  encased  on  the  boring-bench,  its  eccentricity  must  be  examined;  for  which 
purpose  it  is  to  be  placed  on  two  separate  saddles,  where  it  is,  by  means  of  the  trunnions,  turned  round 
its  axis  and  meanwhile  examined.  If  the  eccentricity  nowhere  exceeds  four  lines,  the  cannon  may 
forthwith  be  encased ;  but  in  the  contrary  case  its  centre  must  previously  be  precisely  regulated. 

For  the  purpose  of  severing  or  turning  off  the  lost  head,  the  lever  A,  Fig.  676,  centred  on  a  pin  at  the 
front  saddle  or  tressel  F,  or  at  a  particular  post,  moves  in  a  plane  vertical  to  tlie  cannon,  and  has  in  its 
lower  part  A  hole,  mto  which  is  inserted  the  chisel-shaped  blade  C.  At  the  lever's  end  is  the  weight  P, 
and  above  it  a  moveable  ear  or  handle,  serving  as  box  for  the  Bupport  T,  which,  at  its  upper  part  is 
provided  with  screw-threads.  By  means  of  this  screw  the  chisel  can  be  approached  to  the  axis  of  the 
cannon,  while  the  weight  prevents  the  rising  of  the  apparatus.  The  boring-mill  being  put  in  motion,  the 
lost  head  is  turned  off  to  a  minute  remnant,  whereupon  a  stroke  completes  the  severing. 

For  the  purpose  of  the  cannon  being  centered,  near  the  cannon  a  cross-piece  of  timber  is  put  beneath 
the  boring-bar,  which  is  then,  by  means  of  small  wedges,  to  be  brought  to  the  required  height  and 
direction.  This  done,  and  the  front  ftice  of  the  cannon  having  been  chalked,  the  borer  is  slightly  pressed 
against  it,  while  the  cannon  revolves.  If  no  shaking  of  the  boring-bar  be  perceived,  even  by  increasing 
the  pressure,  the  borer  is  correctly  centred ;  but  if  it  be  the  case,  the  bormg-bar  must,  by  the  wedges, 
be  adjusted  till  no  shaking  is  perceivable.     Now  the  boring  may  commence. 

The  shape  of  the  borer  has  in  the  course  of  time  greatly  varied.  Formerly  a  hollow  borer  or  wimble 
was  used  for  boring  massively  founded  cannon  over  the  core,  as  it  was  called.  Having  bored  to  a 
certain  depth,  the  core  was,  by  a  peculiar  contrivance,  pushed  off,  and  upon  this  the  boring  operation 
completed  with  borers.     Tliis  was  performed  in  boring-mills,  working  vertically. 

At  present  there  are  chiefly  four  descriptions  of  borers  in  use,  viz : — The  auger,  the  hottom-borer,  the 
plain  or  calibre  borer,  and  the  widening-borer. 

The  terras  of  cross-borer,  disk-borer,  bore-knife,  chamber  and  fi/  borer,  vwlt-borer,  &c.,  have  relation 
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nr.rtly  to  peculiar  positions  and  shapes  of  the  bits,  partly  to  the  place  and  manner  of  their  application, 
and  can  be  ranged  in  the  above-named  descriptions. 

The  auger  consists  commonly  of  a  bit  of  steel  as  broad  as  the  first  boring  requires.  Frequently 
hardened  iron  is  used  instead  of  steel.  Tliis  auger  is  used  in  the  boring-mill  of  Liege.  It  has  two 
edges  and  an  angular  form  in  the  fore  part.  The  angle  must  be  the  more  obtuse,  the  greater  the  motive 
power,  the  pressure,  and  the  hardness  of  the  metal  By  this  bit  the  first  boring  is  preserved  to  the  dis- 
tance of  four  lines  from  the  cannon's  bottom,  where  it  ends  in  a  conical  form.  With  middle  calibres 
the  bore  of  the  cannon  is  now  only  to  be  somewhat  widened  and  polished,  by  means  of  the  plain  borer, 
while  with  larger  caMbres  one  or  more  widening  b.orers  are  still  to  be  applied. 

J  The  older  French  auger,  here  and  there  still  in  use,  consists  of  three  blades,  the  first  of  wliich  hav- 
ing the  form  of  the  auger  and  widening  the  bore  to  two-thirds  of  the  whole  boring  diameter.  Behind 
it,  in  the  bit-head,  is  a  hole,  through  which  the  second  blade  is  put,  that  cuts  onward  and  sidewise,  and 
widens  the  bore  by  eight  lines.  Behind,  and  in  a  right  angle  with  this  blade,  is  a  third,  which  widens 
tlie  bore  to  the  diameter  required  for  its  being  polished. 

In  German  boring-mills,  augers  are  used ;  they  leave  four  lines  of  the  bore,  and  penetrate  to  near  the 
bottom  of  the  cannon  or  howitzer.  In  recent  time  the  form  of  a  saw,  like  that  of  the  bore-knives,  ha" 
been  adapted  to  the  auger ;  and  thus,  by  one  single  boring,  the  operation  can  be  completed  so  far  tha 
only  the  plain  borer  is  still  to  be  applied.  In  Vienna  the  augers  have  not  only  this  form,  but  are  als^ 
provided  with  shovel-edges. 

In  order  to  be  assured  of  the  correctness  of  the  first  boring,  a  strong  wv  odto  rule  as  broad  as  the 
bore,  is  to  be  put  in ;  and  in  case  it  can  jjenetrate  to  the  bottom,  and  be  turned  without  any  obstacle, 
the  boring  is  faultless  and  can  be  pursued. 

The  boring  with  the  auger  is  immediately  followed  by  that  with  the  bottom-borer,  though  with  larger 
calibres,  an  application  of  some  widening  borers  is  to  be  made  previously.  The  bottom-borer  is  intended 
to  widen  the  cone  made  by  the  auger,  and  give  the  required  shape  to  the  bottom.  Its  boring-blade  is 
three  or  four  lines  thick,  and  forms  a  rectangle,  roimded  off  in  the  fore  part,  which  at  the  same  time  is 
the  cutting  part.  The  frame  or  head  of  the  borer  is,  by  means  of  its  tail  and  by  two  screws,  fixed 
to  the  boring-bar. 

The  next  is  a  bottom-borer,  as  constructed  in  France; "and  another  one  intended  for  giving  a  hemi- 
spherical form  to  the  bottom.  The  latter  can  be  forthwith  applied,  in  which  case  it  consists  of  a 
metallic  head  provided  with  two  side-blades,  and  an  upper  rounded  edge ;  four  wooden  prisms  secm-e 
the  run  of  the  borer.  Frequently  the  head  receives  a  cylindrical  form,  and  the  boring-blade  is  inserted, 
in  the  way  of  a  plane-iron ;  in  which  case  the  borer  is  called  a  disk-borer. 

The  bottom-borer  is  followed  by  the  polishing  or  plain  borer,  which  commonly  only  takes  away  the 
two  last  lines  of  metal  and  polishes  the  bore,  by  freeing  it  from  boring-rings.  Its  head  forms  a  cylin- 
der a  quaitcr  of  which  is  cut  out,  and  on  the  level  of  its  edge  an  oblique  steel  blade  is  screwed  fast 
Tlie  screw-holes  in  the  blade  are  elliptically  formed,  as  the  boring  is  to  be  repeated  several  tunes, 
and  meanwhile  the  discharge  of  the  blades  is  gradually  increased  until  the  normal  calibre  is  at- 
tained. 

The  plain  borer  is  used  in  the  boring-mill  of  Liege.  It  consists  of  two  small  boring-blades,  which, 
in  the  fore  part,  have  exactly  the  form  of  the  bottom,  and  are  fixed  to  the  tongue  of  the  boring-head 
by  means  of  three  screw-bolts.  The  discharge  of  the  blades  is  effected  by  strips  of  tin-plate  inserted 
behind  their  back. 

The  boring  of  the  howitzers  and  mortars  is  in  general  done  in  the  same  manner  as  that  of  the  cannon, 
with  the  only  exception  that  a  greater  number  of  borers  is  applied.  The  auger  is  succeeded  by  the 
calibre-borer  of  the  chamber ;  it  is  intended  to  polish  the  chamber ;  and  as  its  blades  are  crossing  each 
other,  it  is  also  called  the  cross-borer.  The  tliird  and  fourth  borers  have  the  same  frame,  into  which 
the  blades  are  inserted  one  after  the  other.  At  last  follows  a  polishing-borer.  The  gradual  discharge 
of  its  two  blades  is  effected  by  inserted  small  strips  of  tin-plate. 

Field-howitzers,  with  spherical  chambers,  are  in  France  bored  with  borers  of  the  following  descrip- 
tion : — A  common  auger  makes  a  bore,  which  is  by  two  lines  less  wide  than  the  chamber.  Next  fol- 
lows the  borer  which  bores  out  the  fly  or  middle  part  of  the  bore  to  two  lines  of  its  diameter ;  a  cylin- 
der of  the  same  diameter  as  the  first  bore  serves  as  guide  to  it.  The  third  borer  has  a  similar  guide, 
and  is  intended  for  boring  out  the  spherical  chamber.     Then  follow  the  polishing-borers 

The  mortars  are,  in  the  boring-mill  of  Liege,  bored  in  the  following  manner : — First  is  applied  the 
small  auger,  which  makes  the  bore  by  four  lines  less  wide  than  the  chamber.  Next  follows  the  great 
auger,  which  is  inserted  into  a  particular  boring-bar,  and  penetrates  to  the  fore  part  of  the  chamber.  Its 
blade  can  either  be  formed  single,  or  be  composed  of  three  blades ;  the  joined  piece  of  the  boring- head 
serves  as  support.     After  this  the  chamber-borers  are  applied. 

In  case  the  chamber  is  to  be  conically  formed,  the  bore-knives  are  commonly  used,  wliich  are  con- 
structed in  the  following  manner : — At  the  boring-bar  is  a  long  groove  for  receiving  the  dented  ii-on  rail, 
which  is  held  by  the  bands.  The  bar  is  moved  by  the  axle,  and  by  means  of  the  lever,  and  at  its 
front  end  is  a  notch,  into  which  the  boring-blade  is  inserted  after  the  plate  has  been  removed.  The 
lever  is  worked  by  an  operative.  The  first  bore-knife  to  be  inserted  is  in  the  form  of  a  saw,  and  brings 
about  an  undulatory  surface  in  the  chamber ;  yet  with  the  advantage  of  taking  away  much  metal.  The 
second  one  is  plain,  and  cuts  away  all  elevations  completely. 

Another  instrument  for  boring  conical  chambers  is  represented  by  Figs.  68Y  and  688.  The  blade  a  is, 
by  means  of  the  bar  b,  moved  onwards  in  grooves  formed  by  the  lists  pp,  and  is,  like  the  bar  b,  screwed 
m  the  plates  )n  and  n.  The  surface  of  the  instrument  is  plain,  whereas  the  lower  base  is  rounded 
according  to  the  form  of  the  chamber,  (see  Fig.  691.) 

The  boring  of  si)herical  chambers  is  veiy  different ;  it  requires  a  great  number  of  borers.  To  show 
their  contrivance  and  application,  we  will  shortly  describe  the  boring  of  a  French  foot-mortar.  First 
&n  auger  is  applied,  whose  diameter  is  by  4  lines  less  than  the  neck  of  tlie  chamber.     Next  follows  tha 
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blade,  together  with  another  rounded  in  accordance  with  the  form  of  tlie  chamber.  Fig.  699  illustrates 
the  shape  of  the  borings,  -which  are  marked  with  ciphers  in  their  order  of  succession.  All  these  blades 
are  inserted  into  the  head  of  a  particular  boring-bar.  Tlie  chief  part  of  the  head  is  provided  with  a 
tongue,  and  a  cover  or  moveable  lip  B,  on  which  all  blades  are  screwed.  The  grooves  of  the  blades 
are  adjusted  to  the  lists.  Now  as  soon  as  they  have  attained  the  bottom  of  the  chamber,  they  glide 
backwards  in  consequence  of  the  pressure,  and  commence  at  the  same  time  the  operation  of  boring  out 
the  chamber.  Fu-st,  the  blades  C,  then  the  blades  D,  and  at  last  the  blades  E,  are  applied,  and  thus 
the  parts  4,  5,  and  6  of  the  chamber,  (see  Fig.  699,)  are  successively  cut  away.  Finally,  to  complete 
the  Wing,  the  blades  and  the  polishing-borer  are  applied. 

Figs.  689,  690,  and  691  represent  a  borer  for  giving  to  the  chambei  the  form  of  a  pear.  It  is  applier 
after  a  bore  as  wide  as  the  chamber-neck  having  been  made.  The  boring-head  has  a  groove  q  to  let 
out  the  bore-chips ;  and  in  another  groove,  partly  cdvered  by  the  rails  pp,  run  the  plates  m  and  n,  roimd 
wliich  the  blade  a,  and  the  bar  b  are  fixed.  It  may  finally  be  remarked  that  the  pear-formed  chambers 
are  at  present  out  of  use. 

The  turning  off  is  at  present  commonly  done  conjointly  with  the  boring  of  the  cannons.  Only  in 
boring-mills  working  vertically,  a  separate  turning-lathe  is  required,  which  consists  of  two  long  beams 
6  or  8  inches  asunder,  and  short  cross-beams.  In  the  inside  grooves  of  the  long  beams  are  inserted  two 
moveable  strong  oak  blocks,  provided  with  knobs  or  bunchings  at  the  front,  to  be  inserted  into  holes 
of  the  front  and  back  pieces  of  the  cannon.  Near  the  trunnions  is  a  disk,  consisting  of  two  halves,  fixed 
and  connected  by  an  endless  thong,  with  a  fly-wheel  of  five  or  six  times  greater  diameter.  Li  tliis 
way  the  cannon  is  turned  on  its  axis. 

The  turning  off  can  be  done  either  off  hand,  or  by  clamped  chisels.  The  first  method  has  many  ad- 
vantages, yet  requires  great  labor,  and  an  experienced  operative ;  and  the  apparatus  for  working  by 
clamped  chisels  on  moveable  supports  is  very  expensive,  however  applied  to  brass  cannons.  The  common 
method  is  the  working  off  hand  combined  ■with  fast  supports. 

The  turner's  chisels  are  provided  with  long  wooden  handles,  and  are  either  crooked  (as  the  French) 
or  straight,  (as  the  English.)  The  French  chisels  are  dented  at  the  back  of  the  incurvation,  to  prevent 
their  slipping  from  the  support.  There  are  especially  two  descriptions  of  them,  the  one  intended  to 
rough-turn  with,  and  the  other  for  planing,  (see  Figs.  701,  102,  T03,  and  704.)  The  English  chisels  are 
straight,  and  mounted  with  either  triangular  or  quadrangular  pommels ;  the  handles  are  fastened  to 
them  in  right-angular  direction. 

A  moveable  support  according  to  the  old  French  system  is  represented  by  Figs.  692  to  695,  and  worthy 
of  description  here,  as  it  can  yet  be  applied  with  some  modifications.  The  chisels,  Fig.  696,  are  by 
means  of  a  bolt  fixed  in  the  iron  rail  A,  which  in  the  wuigs  of  the  brass  support  N  can  be  moved  on- 
wards and  backwards  by  the  screw  13.  The  latter  passes  through  the  back  part  of  the  support, 
Btrengthened  by  the  steel  plates  q.  To  prevent  the  rail  A  from  lifting,  the  two  cross-pieces  a  a  on  the 
support,  are  provided  with  female  screws  for  the  pressing-screws  C.  The  support  N  rests  on  the  brass 
plate  M,  and  is  moved  on  it  by  the  screw-spindle  13,  which  passes  tlirough  its  midst,  where  the  two  ends 
of  the  screw-worm  are  armed  with  the  steel  plates  Y.  The  lowest  part  of  the  support  consists  of  a 
foot  running  in  a  furrow  of  the  plate,  and  regulating  the  progress.  For  the  purpose  of  facilitating  the 
movement,  and  maintaining  a  uniform  and  easy  progress,  the  steel  raUs  z  z  are  inserted  along  the  plate. 
At  one  end  the  screw-spindle  is  provided  with  a  toothed  wheel  in  gearing  with  the  winch  P,  by  means 
of  the  endless  screw  L.  According  to  the  older  system,  the  plate  was  fixed  to  the  boring-bench  by  two 
screw-bolts  passing  through  the  cuts  X  X ;  but  at  present  one  single  bolt  is  applied,  and  passes  through 
the  middle  of  the  plate.  The  chisels  used  with  the  moveable  supports  are  in  general  shaped  as  is  shown 
by  Fig.  696,  a  and  b.  For  turning  off  the  moulding  and  grape  of  the  cannon,  particular  chisels  are 
used,  such  as  represented  by  Fig.  696,  b  and  k. 

Before  the  turning  off  begins,  the  cannon  is  placed  so  that  the  trunnions  lie  exactly  in  a  horizontal 
plane,  and  then,  by  means  of  the  instrument,  the  middle  line  of  the  cannon's  surface  is  to  be  as- 
certained. Upon  this  the  moulding,  edge-rings,  and  vent  are  pointed  out  and  marked,  so  as  to 
prevent  the  chisel  from  planing  these  points.  In  turning  off  hand,  the  beginning  is  commonly 
made  with  the  bottom  moulding,  next  follows  the  edge-ring,  and  then  the  grape,  and  thus  the  opera- 
tion proceeds  to  the  head-moulding,  while  successively  the  chisels  c,  d,  e,  f,  g,  a,  b,  h,  and  i,  Fig.  696, 
are  applied.  The  trunnions  are  to  be  rounded  off,  either  off  hand,  or  by  a  particular  contrivance 
of  the  machine,  illustrated  by  Figs.  135  to  139.  The  cannon  rests  in  cross-blocks  or  standards,  and  the 
machinery  in  the  frames  B.  The  spindle  ?»  consists  of  two  parts,  one  of  which  bears  the  roller  r,  round 
which  the  string  d  of  the  weight  Q  is  coiled.  The  screw  of  the  spindle  is  adapted  to  the  female  screw 
in  the  capsule  P,  to  which  is  fixed  the  fly-wheel  D.  Another  machine  is  represented  by  Figs.  131,  132, 
133,  and  134,  and  all  its  parts  are  made  of  cast-iron  or  steel.  The  sockets  D  and  E  for  the  cannon  are 
by  screw-bolts  fixed  in  slits  of  the  iron  plates  of  the  boring-bench.  Each  of  the  standards  E.  Fig.  133, 
consists  of  two  parts,  whose  projections  v  and  t  grasp  one  into  the  other.  The  screw  g  serves  for  ad- 
justing the  required  height  of  the  upper  part.  The  standards  A  A  are,  like  the  tressels  of  the  boring- 
bench,  fixed  by  screw-bolts  in  the  long  slits  pp,  (see  Fig.  663.)  Through  the  lower  part  of  both  stand- 
ards passes  the  squared  axis  /  of  the  boring-bench,  bearing  the  round  boxes  d  d,  and  the  wheels  C. 
Through  the  upper  part  of  the  standards  passes  the  spindle  m,  on  which  are  screwed  the  blade-baskets 
n,  and  which  bears  at  the  same  time  the  wheels  B,  tliat,  conjointly  with  the  wheels  C,  bring  about  the 
simultaneous  movement  of  both  spindles.  Each  spindle  is  perforated  in  its  axis  for  the  reception  oi 
the  steel  rod  q,  which  at  its  back  end  is  provided  with  a  screw-turn,  and  at  its  front  end  with  a  small 
female  screw.  The  pressure  against  the  cannon  is  effected  by  a  strong  spring  x.  The  basket  n  con 
tains  four  blades  b,  (see  Fig.  134,)  which  by  the  pressing-screws  s  are  pressed  against  the  trunnions. 

Those  parts  of  the  the  cannon  wliich  cannot  be  turned  oft'  in  the  above-described  manner,  because  the 
trunnions  and  handles  liinder  it,  are  elaborated  by  the  chaser  or  engraver.  The  instruments  he  makes 
ase  of  are  represented  by  Figs.  120  to  121.  Fkst,  he  applies  the  gouge,  (Fig.  123,)  carving  furrows,  whose 
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edges  he  then  takes  away  by  the  plain  chisels,  (Figs.  120  and  '721,)  upon  which  the  surface  is  freed 
from  all  uiequalities  by  means  of  the  vaulted  mallet,  (Fig.  128,)  and  of  the  instruments  represented  by 
Figs.  724  and  126.  The  elaboration  of  the  angles  and  ornaments  is  accomplished  by  means  of  the 
burin,  (Fig.  122.)  Finally,  the  chaser  elaborates  the  written  characters,  using  the  instrument,  Fig.  121, 
called  in  French  tra5oir,  and  the  common  gravers.  Fig.  125  represents  a  scalper  or  raspatory  for  dim- 
ming tlie  metal  between  letters  working  in  relievo. 

We  will  give  here  some  statements  about  the  difference  in  time  between  tlie  older  and  modern  boring 
systems.  Formerly  it  was  computed  that  the  boring  of  a  24-pounder  might  take  up  8  or  10  days,  its 
turning  off  the  same  space  of  time,  and  the  transport  from  one  machine  to  the  other  4  days ;  conse- 
quently in  total  from  20  to  24  days,  or  from  200  to  240  hom's.  At  present  a  24-pounder  is  bored  in  50 
hours,  the  simultaneous  turning  off  prolongs  this  time  to  60  hours  at  the  most,  and  the  transport 
takes  scarcely  10  hours ;  thus  the  whole  work  is  done  in  10  hours.  The  boring  of  smaller  caUbres  is 
at  present  completed  in  14  hours,  and  that  of  the  mortar-pieces  in  from  20  to  60  hours.  In  the  Froncli 
boring-mills  the  auger  advances  |  of  an  inch  in  an  hour ;  the  bottom-bomr  completes  its  work  m  an 
hour,  and  the  plain  borer  advances  one  inch  in  an  houi",  as  also  the  widening  borer.  Li  the  modern 
German  boring-mills  the  borers  advance  1^  inches  in  an  hour.* 

To  make  the  cannon  completely  ready  for  service,  the  boring  of  the  vent,  the  placing  of  the  aimmg 
ruler,  and  the  fixing  of  the  priming  contrivance  remain  to  be  done.  For  placing  the  aiming  ruler,  either 
a  deepening  is  made  in  the  back  edge-ring,  or  a  hole  bored  in  the  bottom-piece  of  the  cannon,  in  the 
performance  of  which  is  used  the  borer  represented  by  Fig.  144.  The  frame  required  for  tliis  opera- 
tion consists  of  a  standard  A,  of  whose  four  feet  C,  only  the  two  back  ones  are  to  be  seen  in  tlie  figure. 
The  cannon  rests  on  this  standard  in  a  horizontal  position,  is  at  its  ends  supported  by  the  Avedges  C, 
and  at  the  trannions  by  the  blocks  b  and  wedges  a,  and  is  fixed  by  means  of  the  bands  /  and  cross- 
pieces  ff.  Between  the  posts  0,  P,  Q,  and  R,  is  the  beam  D,  serving  as  a  lever,  having  its  fulcrum  at  m, 
and  being  pressed  down  by  the  weiglit  P,  by  which  its  front  end  with  the  blade  G  lifts  the  guide  I. 
Between  the  cross-rails  of  the  bench  F,  the  guide  I  can  only  move  vertically  up  and  down  ;  at  its  upper 
end  it  is  armed  witli  an  iron  frame  o,  which  can  be  adjusted  by  the  screws  i  i.  It  is  at  the  same  time 
provided  with  a  steel  j^late,  tlu-ough  the  conical  deepening  of  which  the  borer  T  is  put. 

The  boring  of  the  vcnf  of  the  cannon  is  performed  either  by  a  drill  (which  is  tm-ned  to  the  right  and 
left  alternately)  or  by  the  borer  T,  (see  Fig.  144,)  which  latter  is  turned  in  one  and  the  same  direction. 
Commonly  the  former  is  used,  esj^ecially  m  the  boring-mill  of  Liege,  where  tlie  machine  for  this  pur- 
pose, represented  by  Figs.  129  and  130,  comprises  two  frames,  one  for  the  cannon,  and  the  other  for 
the  drill.  The  frame  for  the  cannon  consists  of  two  cross-beams  a  a,  luiited  by  a  long  beam  b ;  in  the 
former  the  iron  rails  v  are  inserted  and  fastened  by  tlie  wedges  r  ;  the  cross-pieces  c  c  are  moveable. 
The  tressels  m.  m,  with  the  disks  o  o,  are  supporting  the  cannon  at  both  ends,  and  can  be  moved  aside, 
if  required,  on  the  cross-pieces  c.  The  cannon  is  placed  in  such  a  manner,  that  while  the  axis  of  the 
bore  lays  horizontally,  that  of  the  trunnions  is  vertical.  The  boring-apparatus  consists  of  a  bench  d, 
fixed,  by  means  of  tlie  bolt  e,  to  a  plate,  wliich  rests  on  the  posts  q  and  p,  and  on  which  the  bench 
turns  on  tht,  bolt  e.  The  drill  /  is  moved  onwards  against  the  cannon  by  a  spindle,  or  by  a  dented  bar 
and  winch,  and  is  turned  by  means  of  a  bow,  Fig.  140,  made  of  bamboo  or  old  steel  blades,  and  whose 
string  (of  catgut  or  horsehair)  is  coiled  round  tlie  boring-roll.  By  moving  the  bow  to  and  fro,  the  bore? 
turns  alternately  to  the  right  and  left.  J'or  adjusting  the  bench,  the  ruler.  Fig.  148,  is  applied.  The 
line  a  b  marks  the  axis  of  the  vent,  and  the  hue  c  d  indicates  the  length  of  the  cannon's  bore.  To  this 
latter  Ime  the  notch  x  extends.  The  line  fg  corresponds  to  the  notch  y.  By  means  of  this  ruler  the 
point  for  the  vent  can  be  exactly  fixed.  As  regards  the  borers,  in  Liege  first  the  auger  C  (Fig.  141) 
is  applied,  then  the  plain  borer  B,  and  finally  the  borer  C.     The  bits  are  of  the  best  steel. 

To  prevent  the  deterioration  of  the  vent  by  the  violent  (hscharge  of- gas  from  it  in  the  moment  of  the 
explosion,  there  must  be  inserted  in  it  a  pipe  of  iron,  or  of  refined  copper,  wliich  is  replaced  by  a  fresh 
one  as  soon  as  it  is  worn  out.  For  tliis  purpose  the  pipe  has  on  its  outside  a  male,  and  the  vent  is  pro- 
vided with  a  female  screw.  On  the  lathe  the  pipe  receives  the  form  a  in  Fig.  691.  The  lower  part  is  made 
conical,  the  next  following  cylindiical,  and  the  ujjper  part  squared.  Tlie  Isoring  out  of  the  vent  in  the 
French  foundries  is  performed  by  means  of  a  machine  represented  by  Figs.  691  and  698.  The  cheeks 
B,  resting  on  two  standards  A,  receive  the  rails  C,  D,  and  E,  of  which  tlie  two  latter  are  fixed  by  the 
wedges  n  n.  The  pressure  of  the  drill  p  is  effected  by  the  pressing-screw  Q.  The  cutting  of  the  screw- 
worm  is  performed  on  the  block  x,  Fig.  100,  by  means  of  barnacles  or  pincers.  Figs.  141,  142,  and  143. 
The  pipe  or  core  a  is  clamped  in  the  vice  b,  fixed  to  the  block  x,  wliich  in  its  lower  part  is  finnly  im- 
mured. The  fork-shaped  body  A  of  the  pincers  runs  out  in  a  long  arm ;  the  cheeks  D  and  E  are 
inserted  into  the  fm-rows  of  the  arms  F ;  the  cross-piece  B  is  held  fast  by  the  screws  x  x,  and  forms  the 
female  screw  for  the  end  of  the  lever  C.  The  pincers  are  turned  horizontally  round  the  pipe  by 
two  operatives,  while  a  tliird  one  is  watcliing  the  operation.     To  form  the  female  screw  in  the  vent, 


Field-^ins  cannot  be  conveniently  served  when  they  have  less  than  one  hundred  iind  fifty  pounds  of  metal  to  each 
pound  of  shot,  and  battering-guns  require  at  least  two  hundred  pounds  of  metal  to  each  poimd  of  the  shot.  With  luiy 
lt«s  weight  the  service  of  the  gun  is  very  difficult,  from  its  excessive  recoil ;  therefore,  lighUiess  is  not  a  desirable  poii  t 
in  the  construction  of  cannon. 

Strength  is  always  desirable;  it  should  be  secured,  but  not  at  the  expense  of  any  other  important  point.  If  it  wero  pos- 
sible to  fabricate  sound  and  strong  guns  of  wrought-iron,  they  would  be  found  delicicnt  in  hardness.  The  projectiles  used 
are  of  cast-iron,  a  material  much  harder  than  wrought-iron  ;  consequently,  the  wrought-iron  gun  is  soon  uidented  and  worn 
BO  much  as  to  prevent  all  accuracy  in  firing,  and  it  then  is  worth  little  or  nolliing. 

Leaden  balls  are  used  in  small-arms ;  but  they  are  Inadmissible  in  cannon,  as  the  great  heat  of  the  exploded  gunpowde* 
melts  the  lead,  more  or  less,  and  changes  the  form  of  the  ball,  thereby  reducing  its  range ;  besides,  lead  has  not  sullicient 
tenacity  to  enter  hard  substances,  and  therefore  is  not  a  suitable  material  to  be  used  against  ships  and  batteries.  Wrought- 
!'"''"  .'^."'™  '""'■^  \}a.h\e  to  injury  from  rust,  than  bronze,  or  cast-iron;  ayd  the  smallest  crack  admitting  moisture,  would,  <rf 
Itself,  in  time,  seriously  injure  the  gun.  The  first  cost  of  wrought-iron  cannon  is  the  same  as  that  of  bronze,  and  more  thai 
»ixtimes  that  of  cast-iron.  Bronze  guns,  it  may  be  remarked,  after  being  too  much  worn  for  service,  can  be  easily  reca*S, 
Wliereas  the  old  wrought-iron  is  useless  for  refabrication,  aijd  of  little  value,  in  such  lai-ge  raa.sses,  for  any  puij)osc. 
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tlio  horizontally- working  boring-bench,  represented  by  Fig.  719,  formerly  was  used,  and  is  in  some 
places  still  in  use.  But  at  present  the  vertically-working  machine  (Fig.  745)  prevails.  It  consists  ot 
the  frame  A,  B,  C,  D,  E,  a  screw-spindle  T,  (whose  female  screws  are  in  A  and  C,)  and  the  borer  S. 
The  cannon  rests  on  the  beam  E. 

The  borers  commonly  applied  are,  first  the  auger,  (Fig.  715,)  then  some  widening  borers,  and  a  pol- 
ishing-borer  of  the  shape  in  712.  With  old  battering-trains,  or  cannon  of  fortresses,  in  which  the  pipes 
are  inserted  in  a  heated  state,  a  greater  number  of  borers  are  required.  In  France,  first  an  auger  is 
ai)plied,  and  then  six  others  in  the  ensuing  order  of  succession :  Figs.  708,  709,  710,  711,  712,  and  713. 

CAPSTAN.  A  machine  employed  on  board  large  vessels  to  assist  the  mechanical  power  of  the  crew, 
in  the  operation  of  weighing  the  anchor.  It  is  a  vertical  windlass,  consisting  of  a  drum  or  barrel  re- 
volving on  a  vertical  spindle,  with  holes  near  its  top  for  the  reception  of  horizontal  levers,  or  capstan 
bars,  to  which  the  force  of  the  crew  is  applied  to  turn  it  round.  The  cable  is  coiled  two  or  three  times 
round  the  barrel,  and  as  the  capstan  is  turned  round  by  one  part  of  the  crew,  another  part  is  engaged  in 
coiling  away  the  slack  of  the  cable  as  it  unwinds  from  the  barrel.     See  Crab. 

CAIIDS.  In  preparing  cotton  or  other  materials  for  spinning,  they  are  subjected  to  the  carding  pro- 
cess, by  which  the  fibres  of  cotton  or  wool  are  disentangled,  and  arranged  in  a  regular  parallel  form 
called  a  lap. 

This  is  an  important  process,  as  regularity  and  perfection  in  carding  are  essential  to  the  fineness  and 
beauty  of  the  cloth.  Cards  are  formed  of  strips  of  leather,  in  which  are  inserted  small  staples  of  wire 
called  teeth,  having  the  projecting  ends  slightly  bent  in  one  direction.  The  strips  cf  leather  are  fastened 
to  flat  surfaces  or  cylinders  of  Avood  or  metal,  and  the  cotton  is  passed  between  tvvo  or  more  of  these 
surfaces.  The  teeth  of  cards  are  of  various  sizes,  being  thicker  or  slenderer,  to  adapt  them  to  coarse  or 
fine  materials.  It  is  essential  that  the  teeth  should  be  all  alike,  equally  distributed,  and  equally  inclined 
over  the  surface  of  the  leather.  The  teeth  are  implanted  by  pairs,  and  retained  in  it  by  the  cross  part 
c  d,  (fig.  778,)  at  right  angles 
with  the  teeth.  The  leather 
must  therefore  be  pierced 
with  twin  holes  at  the  dis- 
tance c  d,  and  in  such  a  man- 
ner, that  the  slope  of  the 
holes  in  reference  to  the  plane 
of  the  leather,  be  invariably 
the  same  ;  for  otherwise,  the  teeth  would  vary  with  the  angle  of  inclination,  and  the  card  would  be  ir- 
regular. The  leather  should  be  of  the  same  thickness  throughout,  so  that  all  the  teeth  may  project  an 
equal  distance.  Card  making  requires  a  degree  of  precision  wliich  is  hardly  possible  with  hand  work, 
and  they  are  now  manufactured  exclusively  by  machinery.     • 

The  following  is  a  description  of  the  card-making  machine  invented  by  Mr.  Whittemore.  Long 
sheets  or  fillets  of  leather  of  suitable  length,  breadth  and  thickness  for  making  cards,  are  stretched  by 
winding  the  fillet  upon  a  roller  or  drum,  from  which  it  is  conducted  upwards  between  guide  rollers,  to 
a  receiving  roller  at  the  top  of  the  machine,  where  it  is  held  by  a  cramp,  by  which  means  the  leather  is 
kept  stretched. 

The  holes  are  pierced  in  the  leather  to  receive  the  wire  staples  or  teeth  of  the  card,  by  means  of  a 
sliding  fork,  the  points  of  which  are  presented  to  the  face  of  the  leather ;  while  the  fork  is  made  to  ad- 
vance and  recede  continually  by  the  agency  of  levers,  operated  by  rotatory  cams  upon  a  revolving  main 
shaft.  The  leather  fillet  is  shifted  so  as  to  bring  different  parts  of  its  surface  opposite  to  the  points  of 
the  sliding  fork,  so  that  the  holes  shall  be  pierced  at  regular  distances.  This  is  done  by  cams,  which 
shift  the  guide  rollers  and  confining  drums  laterally,  as  they  revolve,  and  consequently  move  the  fillet 
of  leather  at  intervals  to  the  distance  required  between  the  holes. 

The  wire  of  which  the  teeth  of  the  card  are  made,  is  fed  from  a  coil  on  one  side  of  the  machine,  and 
brought  forward  at  intervals  by  a  pair  of  sliding  pincers,  moving  to  and  fro  through  the  agency  of  levers, 
operated  by  rotatory  cams  upon  the  main  shaft.  The  pincers  having  advanced  a  distance  equal  to  the 
length  of  wire  intended  to  form  one  staple  or  tvvo  points,  this  length  of  wire  is  pressed  upon  exactly  in 
the  middle  by  a  square  piece  of  steel,  and  being  there  confined,  a  cutter  is  brought  forward  which  cuts 
it  off  from  that  part  of  the  wire  held  in  the  pincers.  The  length  of  wire  thus  separated  and  confined, 
is  now,  by  a  movement  of  the  machine,  bent  up  along  the  sides  of  the  square  steeUholder,  and  shaped 
to  three  edges  of  the  square,  that  is,  formed  into  a  staple ;  aud  in  the  same  way  the  wire  is  cut  and 
bent  into  staples,  as  long  as  the  machine  is  in  operation. 

The  wire  staple  is  held  with  its  points  or  ends  outwards,  in  close  proximity  to  the  forked  piercer  be- 
fore described,  and  by  another  movement  the  staple  is  moved  forward,  its  points  entering  the  two  holes 
previously  made  in  the  leather  by  the  sliding  fork. 

While  the  wire  staple  is  being  thus  introduced,  into  the  leather,  its  legs  or  points  are  to  be  bent,  that 
is,  formed  with  a  knee  or  angle.  This  is  done  by  a  bar  or  bed  which  bears  up  against  the  under  side  of 
Ihe  wire  staple  when  it  has  been  passed  half  way  into  the  holes  in  the  leather,  and  another  bar  above  it 
being  brought  down  behind  the  staple,  bonds  it  over  the  resisting  bar  to  the  angle  required,  forming  the 
knee  in  each  leg  A  pusher  now  acts  behind  the  staple,  and  drives  it  home  into  the  leather,  which 
completes  the  operation. 

la  this  manner  a  sheet  of  card  cometimes  called  card  clothing  is  made,  of  the  kind  usually  employed 
for  carding  wool,  cotton  or  other  fibrous  materials.  The  wire  staples  are  set  in  the  leather,  sometimes 
in  lines  crossing  the  sheets,  which  is  called  ribbed,  or  in  oblique  lines,  called  twilled,  which  variations 
are  produced  by  the  positions  of  the  notches  or  step  on  the  periphery  of  the  cam  or  indented  wheel, 
which  shifts  the  guide  rollers,  that  hold  the  leather  fillet  as  described. 

CARDING.   In  the  manufacture  of  cotton,  the  carding  process  is  designed  to  disentangle  the  fibres  of 
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the  cotton,  and  lay  them  lengthwse,  instead  of  doubled  up  as  they  usually  are  in  leaving  the  pick- 
ers or  blowing  machines  ;  this  is  effected  by  the  mutual  action  of  two  opposite  surfaces  of  card  clothing 
in  the  carding  engine.  This  machine  consists  of  one  or  more  cylinders,  covered  with  card  leather  oi 
clothing,  and  a  set  of  plane  surfaces  similarly  covered,  made  to  work  against  each  other,  but  so  tha 
their  points  do  not  come  into  absolute  contact. 

In  cotton  mills  making  fine  work,   two  carding  machines  are  always  used ;  one  coarser  called  a 
breaker,  which  forms  a  broad  thin  lap,  which  is  then  passed  through  the  finisher  which  has  finer  teeth. 
Fig.  779  is  a  sectional  elevation  of  a  carding  machine  of  English  construction,  and  780  a  side  eleva 

tionof  the  same  machine, 
(by  a  mistake  in  the 
drawing  reversed)  show- 
ing the  driving  pullies 
and  geers  ;  a  is  one  of 
two  upright  slots  which 
receive  the  ends  of  the 
lap  rolls;  the  circumfer- 
ence of  the  lap  rests  upon 
a  roller  b,  which  assists 
the  unfolding  of  the  lap. 
The  fluted  cylinders  e, 
receive  the  lap  which 
passes  over  the  table  at 
c ;  these  fluted  rollers  are 
1^  inch  diameter,  and 
have  28  flutes  in  their 
circumference  ;  jr  is  a 
weight  hung  upon  the 
axis  of  the  upper  fluted  roller,  causing  it  to  press  upon  the  under  one;  yis  the  main  card  dram,  gggthe 
flat  top  cards,  h  the  small  cylinder  card  for  stripping  off  the  cotton,  called  the  doffer  ;  i  the  doffer  knife  or 
comb  lor  stripping  the  fleecy  web  from  the  doffer,  operated  by  the  lever  mechanism,  it,  I,  g,  m. 

The  flat  top  cards,  are  long  narrow  strips  of  wood  lined  on  their  under  surfaces  with  card  clothing, 
they  are  attached  over  the  main  card  drum  by  holes  at  each  end,  which  fit  dowTi  upon  strong  iron  pins 
upon  the  arched  cast-iron  frame  of  the  engine,  as  shown  at  k  h,  fig.  780 ;  1 1  are  screws  which  come  in 


contact  with  the  bottom  of  the  holes,  and  by  these  the  pins  are  lengthened  or  shortened  so  as  to  adjust 
the  tops  very  truly  with  the  drum  teeth  revolving  beneath  them  ;  A,  is  a  small  cylinder,  and  i  another 
cylinder,  both  of  which  are  covered  from  end  to  end  with  narrow  strips  of  card  laid  on  spirally.  Tlie 
main  drum  is  covered  with  card  clothing  in  strips  laid  to  the  axis,  with  smooth  leather  borders  between. 
The  arrows  in  the  figure  show  the  direction  in  which  the  cylinders  revolve. 

The  card  end  or  fleece  taken  off  the  doffer  h,  by  the  crank  and  comb  i  k  m,  passes  through  a  tin  plate 
or  brass  funnel  w,  (fig  779,)  by  which  it  is  condensed  into  a  riband,  which  is  then  passed  through  the 
drawing  rollers  o,  thence  it  is  conducted  by  the  rollers  u  v  into  tin  cans  placed  below. 

The  band,  p  p,  (fig.  780,)  drives  by  means  of  the  pulley  g  the  drum  f,  (fig.  779,)  with  a  velocity  of 
from  120  to  140  revolutions  per  minute.  The  drawing  rollers  o  and  u  v,  are  operated  by  the  system  of 
geering  shown  at  p'  o  and  v,  fig.  780,  to  which  motion  is  imparted  by  the  pinion  m'  on  the  axis  of  the 
pulley  a  belted  to  the  pulley  i/  on  the  main  dram  shaft. 

The  wheel  h  on  the  doffer  cylinder  also  derives  its  motion  from  the  pinion  m'  by  means  of  the  pinion 
n'  and  intermediate  wheel  o'.  The  wheel  n  turns  by  the  carrier  wheel  p'  a  wheel  x,  whose  axis  is 
shown  at  x  (fig,  779.)  The  axis  of  x  carries,  towards  the  middle  /  the  engine  a  very  broad  wheel, 
which  is  represented  by  a  dotted  circle.  The  toothed  wheel  v  of  the  smooth  roller  v',  and  the  two  toothed 
wheels  o  o.  of  the  under  rollers  o  o.  work  into  this  broad  wheel.     The  large  runner  i  is  driven  from  tlie 
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main  drum  pulley,  by  the  band  «',  and  the  pulley  w'  fig.  779.  The  motion  of  the  fluted  rollers  c  which 
feed  in  the  lap,  is  effected  by  means  of  a  bevel  wheel  b'  on  the  end  of  the  doffer,  which  works  into  a 
similar  wheel  c'  on  tlie  oblique  axis  d',  (shown  by  dotted  lines)  of  the  pinion  e'  upon  the  lower  end  of  the 
same  axis  which  turns  the  wheel  /',  upon  the  under  ieed  roller.  The  lever  mechanism  of  the  stripper 
knife  i,  is  operated  by  the  pulley  i  driven  by  the  band  s  from  the  pulley  r  on  the  drum  shaft.  The  ope- 
ration of  the  cylinders  /*  and  i,  will  be  understood  by  comparing  their  speed  with  one  another  and  with 
that  of  the  main  drum,  and  taking  into  account  the  direction  in  which  the  carding  cylinders  revolve. 

781. 


I 

I 


Front  View.     Scale. — 5  inches  =  8  feet. 


Driving-end.     Scale. — 5  inches =8  feet. 

The  cotton  which  is  delivered  to  the  drum  by  the  feed  rollers  is  caught  by  the  opposite  teeth  of  th» 
large  runner  i,  which  on  account  of  its  slow  speed  (98  inches  per  minute,)  may  be  considered  at  rest 
with  reference  to  the  drum,  and  retaining  the  cotton  in  its  teeth,  will  commence  the  carding  or  separa- 
tion of  the  fibres.  The  small  runner  h,  revolves  at  a  much  greater  velocity,  (5170  inches  per  minute,) 
and  combs  the  cotton  out  of  the  teeth  of  the  large  runner  i,  giving  it  up  in  its  turn  to  the  swifter  teeth 
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of  the  drum,  which  hrings  it  in  contact  with  the  teeth  of  the  top  cards,  hy  which  the  fibres  are  finallj 
arranged  in  their  proper  position.  The  quantity  of  cotton,  or  the  thickness  of  the  lap,  tlie  velocity  of 
the  cards,  and  of  the  drawing  rollers,  must  be  carefully  adjusted  to  the  number  or  size  of  the  yam  in- 
tended to  be  spun. 

Figs.  781-2-3-4,  represent  the  front,  sides,  and  rear  elevation  of  a  carding  machine  as  manufactured 
at  the  machine-shop,  Lowell,  Mass.,  intended  for  a  Breaker  card ;  the  Finishers  are  in  general  con- 
sfj-ucted  with  more  top  cards. 


Geai^nd.    Scale. — 5  inches  =  8  feet. 


riiere  are  but  few  mills  in  the  United  States  that  use  single  carding ;  the  greater  part  use  Breakers  and 
Finishers,  even  those  that  manufacture  the  coarsest  goods.  In  the  Eastern  district  the  general  breadth 
of  the  cards  is  37  inches,  and  diameter  of  main  cylinder  36";  doffing  cylinder  13";  feeding  rollers  1^' 


T84. 


Back  View.    Scale.— 5  inches = 8  feet. 

The  main  cylinders  are  made  of  cast-iron,  and  covered  with  broad  filleting,  instead  of  sheets.  The 
average  speed  of  the  main  cylinders  is  about  100  revolutions  per  minute.  In  the  Rhode  Island  district 
the  Oiu-ds  are  made  of  various  breadths,  from  18  to  36  inches,  and  are  principally  wooden  cylinders 
covered  with  sheets.     In  the  Southern  district  the  general  breadth  of  the  cards  is  24"  to  30".     There 
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are  some  cast-iron  cylinders  covered  with  sheets.  The  average  speed  of  the  cylinders  in  the  two  latter 
districts  is  110  revolutions  a  minute,  and  diameter  36  inches.  The  stripping  is  performed  by  two  per- 
sons ;  one,  the  top-stripper,  hegins  at  the  first  cards  in  the  series,  and  strips  every  second  top  all  over ; 
that  is,  the  1st,  3d,  5th,  7th,  9th,  11th,  &c.,  until  the  whole  of  the  tops  are  stripped  in  two  or  three 
courses.  The  cylinder  is  also  stripped  by  the  cylinder-stripper,  thus  keeping  up  a  constant  system  of 
stripping  all  the  time  the  machinery  is  in  motion. 

For  the  purpose  oi  sharpening  the.  teeth,  when  a  carding-engine  is  first  filled  with  new  sheets,  fillets,  &c. 
the  cylinders  are  put  in  motion  the  right  way,  and  a  light  emery-board,  about  4  inches  broad,  is  traversed 
over  the  top  of  the  cylinders,  with  a  very  delicate  hand  ;  this  is  called  facing  up  the  teeth,  because  the 
points  of  the  wires  are  running  against  the  board,  and  is  intended  to  cut  down  any  single  wires  that  may 
be  too  long.  After  running  the  cylinders  in  this  way  a])Out  fifteen  minutes,  their  motions  are  reversed, 
and  are  mounted  on  the  main  and  dofBng  cylinders ;  these  are  denominated  the  fast-grinders,  and  which, 
after  being  properly  set,  are  caused  to  revolve  in  an  opposite  direction  to  the  card  cylinders.  This 
operation  is  contiimed  until  the  whole  of  the  teeth  on  both  cylinders  are  ground  down  to  one  uniform 
length ;  but  during  the  process  of  grinding,  the  emery  cylinders  are  made  to  traverse  a  little  each  way, 
60  as  to  grind  the  wires  to  a  round  point,  and  prevent  them  from  being  hooked.  The  cards  are  then 
dressed  up— first  with  a  brush  dusted  with  challt,  and  then  with  emery -boards,  called  strickles ;  this 
latter  process  is  called  sharpening,  and  is  continued  daily  to  the  Breakers,  and  every  second  day  to  the 
Finishers,  The,  fast-grinders  are  not  applied  above  once  a  year,  or  only  when  the  cylinders  on  some 
parts  of  the  surface  have  become  higher  than  on  the  other  parts,  or,  technically,  "  off  the  truth"  By  ■^his 
method  of  grinding  the  cards  when  necessary,  and  sharpening  them  every  working  day,  they  are  alwa}' « 
in  good  order,  and  consequently  produce  more  perfect  work :  also,  when  the  practice  of  sharpening  is 
continued  daily,  it  can  be  done  in  much  less  time ;  two  men  can  easily  sharpen  thirty  carding-engines 
in  the  space  of  four  hours.  The  card-belts  being  all  fitted  with  buckles,  no  time  is  lost  in  making  them 
long  or  short,  for  the  purpose  of  reversing  the  motion  of  the  cylinders.  The  tops  are  also  brushed  out 
and  sharpened  once  a  week. 

CARPET  SHAKING  MACHINE.  A  machine  is  in  successful  operation  in  the  upper  part  of  the  city* 
for  beating  and  brushing  dusty  carpets.  The  machine  consists  of  a  wooden  frame  22  feet  long,  8  feet 
liigji  and  5  feet  wide,  built  of  2000  superficial  feet  of  yellow  pine  timber.  It  is  driven  by  steam  of  two 
hor,se  power,  and  cleanses  the  largest  carpet  in  15  minutes,  by  running  it  through  the  machine  twice. 
Four  heavy  carpets  can  be  operated  on  at  one  time.  If  the  carpet  is  very  dirty,  large,  and  heavy,  it 
takes  a  few  minutes  longer,  and  2000  yards  of  carpet  can  be  beaten  per  day.  The  carpet  to  be  operated 
upon  is  attached  to  a  canvas  which  is  already  tacked  to  and  wound  vipon  a  windlass ;  the  machine  is 
put  in  motion  and  the  carpet  passes  under  a  set  of  wooden  flails  attached  to  steel  springs,  which  thoroughly 
beat  it  as  it  ascends.  The  beating  is  performed  by  the  middle  of  the  sticks,  obviating  the  risk  of  tearing 
the  fabric ;  in  hand  work,  on  the  contrary,  the  carpet  is  struck  with  the  end  of  the  rod  used,  and  this  is 
liable  to  start  the  warp.  When  the  carpet  passes  near  the  top  of  the  machine,  it  is  operated  upon  by  5G 
corn  brooms  of  large  size,  which  revolve  rapidly  on  a  shaft,  and  sweep  the  carpet  as  it  moves  by  them 
slowly,  on  its  way  over  another  roller  at  the  top  of  the  machine,  whence  it  passes  to  another  cylinder  and 
is  wound  up.  If  necessary,  the  carpet  can  be  run  back  again  over  the  four  rollers,  and  so  on.  It  takes 
two  men  to  watch  the  machine  and  engine.  The  flail-like  sticks  that  beat  the  carpet  are  acted  upon  by 
cast-iron  flyers,  and  a  number  of  taut  ropes  that  react. 

CARS.     See  "  Rolling  Stock"  of  Railroads. 

CASE  HARDENING.     See  Tempering.       . 

CASK-MAKING  MACHINERY — Rosenborg  and  Montgomery's  patent.  The  patent  of  Messrs. 
Rosenborg  and  Montgomery  comprehends  a  number  of  processes  or  mechanical  arrangements  relating 
to  cask-making,  all  of  which  are  more  or  less  new  and  valuable.  First,  there  is  a  method  of  sawing 
wood  into  pieces  or  blanks  suitable  for  staves  ;  second,  a  method  of  converting  these  blanks  into  staves ; 
third,  one  for  combining  the  staves  into  casks ;  and  fourth,  an  apparatus  for  drilling  the  holes  or  sockets 
in  the  heads  of  casks  for  the  reception  of  the  dowels  necessary  for  keeping  the  parts  together.  It  is 
the  machine  comprehended  under  the  second  of  these  heads  which  has  particularly  struck  us  for  its 
ingenuity,  and  which  we  here  propose  to  describe.  A  simple  statement  of  the  problem  of  which  it  is 
the  practical  solution  will  suffice  to  convey  to  the  reader  a  clear  idea  of  the  difficulties  which  the  in- 
ventors had  to  overcome.  The  problem  was  this : — To  take  any  given  number  of  flat  rectangular 
staves,  and  so  shape  the  whole  at  one  operation  that  when  built  up  together  into  a  cask,  they  shall 
every  one  have  the  exact  bevel,  bulge,  and  taper,  which  is  requisite  for  the  formation  of  the  cask.  The 
new  machinery  by  -which  Messrs.  Rosenborg  and  Montgomery  have  accomplished  this  rare  combination 
of  difficult  achievements  is  represented  in  the  accompanying  figures,  of  which  the  following  is  their  own 
description : 

Fig.  4005  represents  a  front  elevation.  Fig.  4006  a  back  elevation,  Fig.  400*7  an  end  view,  and  Fig. 
4008  a  cross  section  of  this  machine.  A  is  the  framework ;  B  B  the  loose  and  fast-driving  pulleys  on 
the  main-shaft  C ;  D  D  bevel-wheels  which  run  loose  on  the  shaft ;  E  E  vertical  shafts  which  revolve 
at  right  angles  to  the  main-shaft  C,  and  are  put  in  motion  by  bevel-wheels  F  F.  G  and  H  are  spur- 
wheels  which  communicate  motion  to  the  vertical  shafts  II  at  the  front  of  the  machine  ;  K  is  a  frame 
which  slides  An  the  framework  A,  and  carries  tiie  blank  which  is  to  be  formed  into  a  stave.  M'  is  a 
pressing-block,  which  is  made  of  a  convex  form  on  its  under  surfiice,  corresponding  exactly  with  the 
interior  curve  of  the  intended  stave.  M^  is  a  screw  Avhich  is  passed  through  the  top  bar  of  the  frame 
K,  and  acts  upon  the  block  M' ;  N  is  a  lever  centred  at  n,  which  has  a  toothed  segment  0  on  one  end, 
and  a  counter-weight  P  on  the  other.  Q  is  a  pinion  which  works  into  the  toothed  segment  0 ;  R  (see 
Fig.  430*7,  the  end  view  of  the  machine)  is  another  pinion  on  the  same  shaft  as  Q,  which  works  into 
another  toothed  segment  S,  and  thereby  gives  motion  to  the  tumbler  T.     U  is  a  cord-wheel,  by  means 

*  Bourne  &  Emery,  139  and  J44  Bank  stioct. 
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of  wliich  motion  is  given  to  the  toothed  segment  0  and  lever  N",  and  also  to  the  tumbler  T.  V  is  a 
loose  socket  on  the  vertical  shaft  I,  wliich  socket  is  kept  in  its  place  by  means  of  two  collars  W  W,  and 
has  two  pins  projecting  from  it  at  right  angles,  which  work  through  slots  in  the  eye-piece  X  of  the 
lever  N,  which  eye-piece  fits  on  to  the  shaft  I.  Y  is  a  drum  which  carries  the  chain  Z  over  the  rollers 
1,  and  being  fastened  to  the  sliding- frame  K,  gives  motion  to  the  same.  The  chain-drum  Y  receives 
its  motion  through  the  bevel-wheel  2,  which  works  into  the  bevel-wheels  D'  D'  on  the  main-shaft  C 
on  the  other  end  of  the  shaft  which  carries  the  bevel-wheel  2  is  a  pinion  3,  which  works  into  the  spur 
wheel  4,  to  which  spur-wheel  is  attached  the  pinion  5,  which  works  into  the  spur-wheel  6  on  the  shaft 


of  the  cuasn-drum  Y.  11  are  clutch-boxes  which  slide  on  keys  on  the  main-shaft  C,  and  are  workea 
by  forked  levers  8  8,  which  again  are  actuated  by  the  handles  9  9,  as  seen  in  the  front  view  of  the  ma- 
chine, Fig.  4005.  a  a  are  circular  saws  which  are  fixed  to  the  shafts  h  b,  to  which  shafts  motion  is  given 
by  the  strap-pulleys ;  c  d  are  loose  strap-pulleys  on  the  same  shafts  b  b.  The  shafts  b  b  are  mounted  in 
frames  e  e,  which  are  made  to  slide  on  the  plates  /  by  means  of  V-champs ;  g  g  are  screws  by  which 
Blidino-  motion  is  given  to  the  frames  e,  the  screws  working  in  the  nuts  h  affixed  to  the  frames  e  e.  The 
BpindTes  of  the  screws  gg  are  mounted  on  the  plates  //,  and  carry  at  their  outer  ends  hand-Avheels  1 1 ; 
*■  k  are  swivel-joints  fastened  underneath  the  plates  //;  1 1  are  screws,  the  upper  and  plain  ends  oi 


CASK-MAKING  MACHINERY. 


261 


which  work  into  the  swivels  h  k,  and  are  so  kept  in  their  places  by  means  of  pins  which  fit  into  circu- 
lar grooves  cut  in  the  ends  thereof.  The  screws  1 1  are  also  tapped  through  a  swivel -nut  m,  which  has 
its  bearings  in  plummer-blocks  attached  to  the  -frame  A,  and  have  hand-wheels  n  w  at  their  lower  ends. 
The  plates  yy  have  lugs  o  o  fastened  on  their  inner  ends,  which  lugs  work  upon  shafts  jOj9,  and  so  form 
centres  for  the  circular  motion  of  the  j^ates  ff.  The  plates  //  are  provided  also  underneath  with 
guides  q  q,  which  work  tight  in  the  framework  A.  Tlie  guides  q  q  have  two  screws  r  r  tapped  intc 
them  on  each  side,  which  work  thi'ough  slots  s  s  in  the  framework  A.  The  machine  is  worked  in  the 
following  manner :  • 


The  sliding-frame  K  being  placed  at  one  end  of  the  machine,  so  that  the  screw  M'  :b  in  the  samo 
vertical  line  with  the  shaft  I,  the  pressing-block  M'  being  raised  close  under  the  top  of  the  frame  K, 
(see  dotted  lines  in  Fig.  4005,)  the  blank  required  to  be  shaped  into  a  stave  is  placed  in  the  frame  K. 
The  handle  9"  is  moved  towards  the  left,  so  as  to  couple  the  clutch-box  7  with  one  of  the  bevel-wheels 
D.  Motion  being  communicated  to  the  vertical  shaft  I,  in  the  front  of  the  machine  the  man  takes  hold 
of  the  cord-handle  nearest  to  the  shaft  I,  and  turns  the  cord-wheel  U.  By  doing  so,  the  vertical  shaft 
I  will  be  lowered  down  upon  the  square  part  of  the  screw  M^,  (the  socket  of  the  vertical  shaft  I  fitting 
over  the  square  top  of  the  screw,)  and  the  tumbler  T  being  moved  over  to  the  other  side,  will  keep  the. 
ebaft  I  close  upon  the  screw  M^  The  screw  will  now  turn  round,  and  thereby  bring  the  pressing-block 
M'  down  upon  the  blank  piece  of  wood,  and  by  the  motion  being  continued  will  press  it  down  in  a 
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curved  position  close  against  the  bed  of  the  frame  K.  The  wood  will  now  have  the  shape  given  to  ii 
which  it  is  required  to  possess  when  put  into  its  place  as  a  stave  in  the  formation  of  a  cask.  "When 
the  blank  has  thus  been  bent,  the  same  handle  9°  is  moved  towards  the  right,  whereby  the  clutch-box 
7  is  disengaged  from  the  bevel-wlieel  D.  The  motion  of  the  screw  is  thus  stopped,  and  the  workman, 
by  taking  hold  of  the  corded  handle  farthest  from  the  shaft  I,  causes  the  cord-wheel  U  to  turn  round, 
by  means  of  which  tlie  shaft  I  is  disengaged  from  the  screw  M'"*,  and  raised  to  its  former  position.  Tlic 
workman  now  takes  hold  of  the  handle  9",  which  couples  the  chain  motion,  and  by  moving  that  handle 
po  as  to  bring  the  corresponding  clutch-box  into  geer,  the  chain-drum  Y  will  turn  round,  by  means  of 
which  the  slide  K  will  be  put  in  motion.  The  circular  saws  a  a,  being  always  in  motion  when  this  ma- 
chine is  at  work,  the  blank  will  now  be  brought  into  contact  with  them,  and  both  the  sides  of  the  blank 
will  thereby  be  cut  as  the  slide  continues  to  move  betwixt  the  saws  a  a.  When  the  slide  K  arrives  at 
the  other  end  of  tlie  machine,  the  handle  9'  for  the  chain-coupling  is  moved  by  the  workman,  so  as  to 
detach  the  clutch-box  from  the  bevel-wheel  D,  and  thereby  stop  the  motion  of  the  slide,  which  will  now 
be  in  the  same  position  at  this  end  of  the  machine  as  it  was  before  at  the  other  end,  that  is  to  say,  the 
screw  M"  will  be  in  the  same  line  with  the  vertical  shaft  I  at  this  end  of  the  machuie.  One  of  the  han- 
dles 9'  is  now  moved  by  the  workman  putting  the  shaft  I  at  tliis  end  of  the  machine  in  motion  in  the 
reverse  direction,  which  being  done,  the  workman  takes  hold  of  the  corded  handle  nearest  to  the  shaft 
I,  and  by  twining  round  the  cord-wheel  U,  causes  the  shaft  I  to  descend  upon  the  screw  M^  and  there- 
by puts  that  screw  in  motion,  which  causes  the  pressing-block  M'  to  rise  up  under  the  top  of  tlie  frame 


K.  The  workman  now  stops  the  motion  of  the  shaft  I,  but  he  does  not  disengage  that  shaft  from  tlio 
Bcrew  M^  The  stave,  being  now  completed,  is  removed  from  the  frame  K,  a  fresh  blank  put  in,  and 
the  preceding  operation  repeated,  but  in  the  reverse  direction  of  the  machine.  In  order  to  enable  the 
workman  to  vary  the  width  of  the  cut  staves,  and  also  to  enable  him  to  alter  the  position  of  the  saws 
to  cut  the  various  bevels  required  for  different-sized  casks,  the  saws  are  adjusted  in  the  following  man- 
ner : — Having  determined  upon  the  required  width  of  the  stave,  he  moves  the  hand- wheels  i  i,  and  by 
means  of  the  screw  ^r^;,  adjusts  the  frames  ee,  and  the  saws  a  a,  to  the  requisite  distance  from  the  cen- 
tral line  of  the  framework  K.  Having  done  this,  he  moves  round  tlie  liand-wheels  nn,  on  the  scre\ys 
I },  and  thereby  causes  the  outer  ends  of  the  plates  ff  to  rise  or  fall,  in  order  to  place  the  saws  a  a  in 
a  position  to  form  the  radii,  or  nearly  so,  of  tlie  circle  of  the  cask  to  be  made,  (see  the  dotted  lines  1 1, 
Fig.  4008 )  He  now  tightens  the  bolts  r  r  on  both  sides  of  the  guides  q  q,  outside  the  frame  A,  where- 
by the  angular  position  of  the  plates  ff  is  secured.  With  such  modifications  as  will  readily  suggest 
themselves  to  a  competent  workman,  ttie  blank  in  its  longitudinally  curved  state  may  be  submitted  to 
a  circular  saw-bench,  to  a  planing  or  other  cutting  machine,  or  to  suitable  cutting-tools,  in  order  to  pro- 
duce a  stave  with  the  bevel  bulge  and  taper  requisite  for  its  formation  into  a  cask  ;  a  stave  may  thus 
be  formed  either  by  machine  or  hand-power,  and  one  or  both  sides  m.<iy  be  completed  in  one  operatioa 
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The  improved  machinery  of  Messrs.  Rosenborg  and  Montgomery  has  not  been  as  yet  many  monthg 
in  operation,  but  ah-eady  a  very  considerable  number  of  casks  of  nearly  all  descriptions  have  been 
manufactured  by  them ;  viz.,  oil-butts  for  the  fisheries,  water-butts  for  emigrants,  rum  puncheons,  sher- 
ry pipes,  hogsheads,  and  quarter-casks,  beer  hogsheads,  and  barrels  for  exportation  and  inland  trade, 
spirit  puncheons,  etc.,  etc.  Of  these,  some  have  been  sent  to  the  Hudson  Bay  Company's  settlements, 
some  to  Spain,  to  the  West  Indies,  to  the  coast  of  Africa,  to  the  East  Indies,  to  Australia,  and  to  New 
Zealand. 

All  these  casks  have  given  the  utmost  satisfaction,  with  the  exception  of  a  very  few  of  those  first  put 
together,  before  the  machinery  was  in  perfect  working  order.  Certainly  casks  cannot  be  made  by  hand 
to  equal  those  which  were  turned  out  the  other  day.  The  mathematical  correctness  with  which  the  staves 
are  shaped  (or  "jointed,"  as  the  coopers  call  it)  by  these  machines,  gives  much  greater  strength  and 
tightness  to  the  casks  than  ever  has  been  witnessed  before.  The  hand-cooper's  art,  in  giving  form  to  the 
stave,  is  a  very  difficult  one,  and  requires  long  practice.  He  works  entirely  by  measure  of  the  eye ; 
but  however  well  instructed  he  may  have  been — however  expert  he  may  have  become  in  hitting  an- 
gles— still  he  cuts  away  to  a  certain  extent  at  random,  and  it  is  therefore  impossible  that  he  can  attain 
to  that  accuracy  which  is  necessary  to  make  a  stave  a  perfect  part  of  a  cask.  Besides,  casks  of  differ- 
ent shapes  and  sizes  require  staves  of  different  fornis,  depending  upon  the  greater  or  lesser  "  bilge" 
and  length,  by  which  the  curvature  of  the  lines  of  the  staves  must  be  determined.  Another  most  diffi- 
cult and  important  matter  to  be  attended  to  is  the  bevelling  of  the  edges.  As  the  cask  varies  in  diame- 
ter from  the  middle  or  highest  point  of  the  bilge  to  tiie  end  or  "  head,"  so  must  the  bevel  of  the  edges 
of  each  stave  vary  accordingly,  in  order  to  produce  a  good  or  "  tight  joint,"  or  to  make  the  stave  fit 
well  in  its  place.  It  is  no  doubt  this  latter  circumstance  which  has  presented  to  inventors  hitherto  the 
principal  difficulty  in  the  way  of  constructing  machines  for  jointing  staves.  By  the  machinery  of 
Messrs.  Rosenborg  and  Montgomery,  the  curvature  of  the  lines,  as  well  as  the  varied  bevel  of  the 
edges,  are  given  to  the  staves  with  unerring  correctness,  whatever  may  be  the  shapes  and  sizes  of  the 

CAST-IRON.     See  Iron. 

CASTINGS,  how  to  make  fine.    See  Details  of  Engines,  and  Casting  and  Founding. 
_  CASTING  AND  FOUNDING.     We  are  indebted  to  the  fusibility  of  the  metals  for  the  power  of 
giving  them,  with  great  facility  and  perfection,  any  required  form,  by  pouring  them,  whilst  in  the  fluid 
state,  into  moulds  of  various  kinds,  of  which  the  castings  become,  in  general,  the  exact  counterparts. 
This  property  is  of  great  value. 

Some  few  objects  are  cast  in  open  moulds,  so  that  the  upper  surface  of  the  fluid  metal  assumes  the 
horizontal  position  the  same  as  other  liquids,  as  in  casting  ingots,  flat  plates,  and  some  few  other  ob- 
jects ;  but  in  general  the  metals  are  cast  in  close  moulds,  so  that  it  becomes  necessary  to  provide  one 
or  more  apertures  or  ingates  for  pouring  in  the  metal,  and  for  allowing  the  escape  of  the  air  which 
previously  filled  the  moulds. 

When  these  moulds  are  made  of  metal,  they  must  be  sufficiently  hot  not  to  cliill  or  solidify  the 
fluid  metal  before  it  has  time  to  adapt  itself  thoroughly  to  every  part  of  the  mould ;  and  when  the 
moulds  are  made  of  earthy  matters,  although  moisture  is  essentjal  to  their  formation,  little  or  none 
should  remain  at  the  time  they  are  filled. 

The  eaiihen  moulds  must  be  also  sufficiently  pervious  to  air,  that  any  vapor  or  gases  which  may  be 
formed,  either  at  the  moment  of  pom-ing  in  the  metal  or  during  its  solidification,  may  have  free  vent 
to  escape ;  otherwise,  if  these  gases  are  rapidly  formed,  there  is  great  danger  of  the  metal  being 
driven  out  of  the  mould  with  a  violent  explosion,  or  when  more  slowly  formed  and  locked  up  without 
sufficient  freedom  for  escape,  the  casting  will  be  said  to  be  blown,  as  some  of  the  bubbles  of  air  will 
displace  the  fluid  metal  and  render  it  spongy  or  porous.  It  not  vmfrequently  happens  that  castings 
which  appear  externally  good  and  sound,  are 
full  of  hidden  defects,  because  the  surface 
being  first  cooled,  the  bubbles  of  air  will  at- 
tempt to  break  their  way  through  the  cen- 
tral and  still  soft  parts  of  the  casting. 

The  explanatory  diagram,  Fig.  788,  is  in- 
tended to  elucidate  some  of  the  circumstances 
concerning  the  construction  of  moulds,  which 
in  the  greater  number  of  cases  are  made  only 
in  two  parts,  but  in  other  cases  are  divided 
into  several  The  figure  to  be  moulded  is 
supposed  to  be  a  rod  of  elliptical  section,  the 
mould  for  which  might  be  divided  into  two 
parts  through  the  line  A  B,  because  no  part 
of  the  figure  projects  beyond  the  lines  a  b, 
drawn  from  the  margin  of  the  model  at  right 
angles  to  the  line  of  division,  and  in  which 

direction  the  half  of  the  mould  would  be  removed  or  lifted ;  the  model  could  be  afterwards  drawn  out 
from  the  second  half  of  the  mould  in  a  similar  manner. 

The  mould  could  be  also  parted  upon  the  line  C  D,  because  in  that  direction  likewise,  no  part  of  the 
model  extends  beyond  the  lines  c  d,  which  show  the  direction  in  Avhich  the  mould  Avould  be  then  lifted. 

The  mould,  however  complex,  could  be  also  parted  either  upon  A  B  or  upon  C  D,  provided  no  part 
of  the  model  outstepped  the  rectangle  formed  by  the  dotted  lines  b  c,  or  was  undercut. 

But,  considering  the  figure  188  to  be  turned  bottom  upwards,  and  with  the  line  E  F  horizontal,  the 
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removal  of  the  entire  half  of  the  mould  upon  the  lines  cf  would  be  impossible,  because  in  raising  tha 
mould  perpendicularly  to  E  F,  that  portion  of  the  mould  situated  within  the  one  perpendicular  c,  would 
catch  against  the  overhanging  part  of  the  oval  towards  A.  Were  tlie  mould  of  metal,  and  therefore 
rigid,  it  would  be  entirely  locked  fast,  or  it  would  not  "deliver ;"  were  the  mould  of  sand,  and  there- 
fore yielding,  it  would  break  and  leave  behind  that  part  between  A  and  E  which  caused  the  obstruc- 
tion. Consequently,  in  such  a  case,  tlie  mould  would  be  made  witli  a  small  loose  part  between  A  and 
E,  so  that  when  the  principal  portion,  from  A  to  F,  liad  been  Ufted  perpendicularly  or  in  the  direction 
of  the  line  e,  the  small  undercut  piece  A  to  E  might  be  withdrawn  sidewise,  on  wliich  account  it  would 
be  designated  by  the  iron-founder  a  drawback,  by  the  brass-founder  a  false  core. 

All  the  patterns  in  the  mould,  Fig.  189,  could  be  extracted  from  each  half  of  the  mould,  because 
none  of  them  encroach  beyond  the  perpendicular  line,  or  that  in  which  the  mould  is  lifted ;  a  and  6 
could  be  laid  in  exactly  upon  the  diagonal,  or  upon  one  flat  side,  or  partly  imbedded ;  and  in  like  man- 
ner/^ h  might  be  sunk  more  or  less  into  the  mould,  their  sides  being  perpendicular ;  but  the  patterns 

789. 


m  Fig.  790  being  undercut,  the  division  of  the  mould  into  two  parts  owZj/ would  be  impracticable,  and 
false  cores  or  subdivisions  would  be  required  in  the  manner  represented,  the  construction  of  which  will 
be  hereafter  detailed. 

Extending  these  same  views  to  a  more  complex  object,  such  as  u  bust,  it  will  be  conceived  that 
the  mould  must  be  divided  into  so  many  pieces,  that  none  of  them  will  be  required  to  embrace  any 

79J. 
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overhanging  part  of  the  figure.  For  instance,  were  it  attempted  to  mould  a  human  head  so  that 
the  parting  might  pass  through  the  central  Une  of  the  face  and  down  the  back ;  the  two  halves  could 
not  bo  separated  if  they  were  made  each  in  a  single  piece,  as  the  inner  angles  of  the  eyes,  tlie  spaces 
behind  the  ears,  and  the  curls  of  the  liak  would  obstruct  it,  and  the  liead  could  be  only  thus  moulded 
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by  making  false  cores  or  loose  pieces  at  these  particular  places,  in  the  manner  illustrated  by  the 
former  figures.  These,  would  require  to  be  accurately  adapted  to  the  surrounding  parts  by  puis,  or 
contrivances  to  ensure  their  retaking  their  true  positions.  These  remarks,  however,  are  only  advanced 
by  way  of  general  illustration,,  as  figure-casting  is  the  most  refined  part  of  tlie  art  of  moulding. 

Metal  moulds  are  employed  for  many  works  in  the  easily-fused  metals,  which  are  required  to  be 
produced  in  large  quantities,  and  with  great  similitude  and  economy :  the  examination  of  which  moulds 
will  serve  to  demonstrate  many  of  the  points  of  construction  and  proceeding.  Thus  the  common 
bullet-mould  is  made  like  a  pair  of  pliers,  the  jaws  of  which  are  conjointly  pierced  with  a  hole  or 
passage  leading  mto  a  spherical  cavity  ;  the  aperture  is  equally  divided  between  the  two  halves  of  the 
mould,  so  that  in  fact  the  division  is  truly  upon  the  diametrical  line  both  of  the  sphere  and  the  runner, 
or  the  largest  part  of  each ;  othei^wise  the  phers  could  not  be  opened  to  remove  the  bullet  when  cast. 
Iron  shot  for  great  guns  are  likewise  cast  in  iron  moulds,  by  which  they  also  possess  great  accuracy 
of  form  and  size. 

Figs.  791  to  7 9i  represent  the  moulds  for  casting  pewter  inkstands.  Tliese  moulds  are  a  little  more 
complex,  and  are  each  made  in  four  parts ;  the  black  portions  represent  the  sections  of  the  inkstands 
to  be  cast.  The  moulds  each  consist  of  a  top-piece  or  cap  t,  a  bottom  or  core  b,  and  two  sides  or  cottles 
8  s.  In  Fig.  794  the  one  side  is  removed,  in  order  to  expose  the  castings,  and  the  top-piece  t  is  supposed 
to  be  sawn  through  to  make  the  whole  more  distinct.  It  will  be  seen  the  top  and  bottom  parts  have 
each  a  rebate  like  the  lid  of  a  snuffbox,  which  embrace  the  external  edges  of  the  two  side-pieces  s  s, 
and  the  latter  divide,  as  in  tlie  bidlet-mould,  exactly  upon  the  diametrical  line  of  the  inkstand,  which  in 
a  circular  object  is,  of  course,  the  largest  part ;  the  positions  of  the  parts  are  therefore  strictly  main- 
tained. 

When  the  mould  has  been  put  together,  laid  upon  its  side,  and  fiUed  through  x  the  ingate,  or  as  it  is 
technically  called,  the  fedge,  it  is  allowed  to  stand  about  a  minute  or  two,  and  then  the  top  t  is  knocked 
off  by  one  or  two  light  blows  of  a  pewter  mallet ;  the  mould  is  then  held  in  the  hand,  aiid  the  bottom 
part  or  core  is  knocked  out  of  the  casting  by  the  edge ;  lastly,  the  two  sides  are  pulled  asunder  by 
their  handles,  and  the  casting  is  removed  from  the  one  in  which  it  happens  to  stick  fiist ;  but  it  requires 
cautious  handUng  not  to  break  it.  The  face  of  the  mould  is  slightly  coated  with  red  ochre  and  white 
of  egg,  to  prevent  the  casting  adliering  to  the  same,  and  to  give  the  works  a  better  face.  The  first  few 
castings  are  generally  spoiled,  until  in  fact  the  mould  becomes  properly  warmed. 


799. 


798. 


797. 


Most  of  the  works  made  in  the  very  useful  material,  pewter,  are  cast  in  gun-metal  moulds,  which  re- 
quire much  skill  in  their  construction  ;  thus,  a  pewter  tankard,  with  a  hinged  cover  and  spout,  consists 
of  six  pieces,  every  one  of  which  requires  a  diflferent  mould.     Thus : — 

1.  The  body  has  a  mould  in  four  parts,  like  that  for  the  inkstand,  but  it  is  filled  in  the  erect  position 
through  two  ingates,  which  are  made  through  the  top-piece  t  of  the  mould. 

2.  The  bottom  requires  a  mould  in  two  parts,  and  is  poured  at  the  edge. 

3.  The  cover  is  cast  in  the  same  manner ;  and  thus  far  the  moulds  are  all  made  in  the  lathe,  in  which 
useful  machine  these  castings  are  also  finished  before  being  soldered  together. 

4.  The  spout  requires  a  mould  in  two  parts. 

5.  The  piece.  Fig.  796,  by  which  the  cover  is  hinged  to  the  handle,  requires  a  much  more  complex 
mould,  which  divides  in  four  parts,  as  shown  in  Fig.  795,  and  much  resembles,  except  in  external  form, 
the  remaining  mould :  namely, 

6.  For  the  handle,  which  mould,  like  the  last,  consists  of  four  pieces,  fitted  together  with  various  ears 
and  projections.  They  are  represented  in  their  relative  positions  in  Fig.  798,  with  the  exception  of  the 
piece  a,  Fig.  799,  which  is  detached  and  shown  bottom  upwards.  Fig.  797  shows  the  pewter  handle 
separately,  with  the  three  knuckles  for  joining  on  the  cover;  and  on  reference  to  Fig.  798,  of  tlie  five 
parts  through  wliicli  the  pin  p  is  thrust,  the  two  external  pieces  belong  respectively  to  the  sides  c  and  d 
of  the  mould ;  the  others  are  parts  of  the  casting,  and  the  two  hollows  are  formed  by  the  two  soUd 
knuckles  fixed  to  the  detached  piece  of  the  mould  a^  Fig.  799.    At  the  time  of  pouring,  the  pin  p  serves 
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to  connect  the  three  parts  acd  together,  and  also  to  form  the  hole  in  the  casting  for  the  pin  of  the 
joint. . 

Fig.  800  shows  the  section  of  the  mould  upon  the  dotted  line  s.  By  this  it  -will  beseen  the  handle 
is  cast  hollow,  as  almost  immediately  the  mould  has  been  filled  through  t,  all  but  the  thin  external 
shell  is  poured  out  again,  and  the  weight  is  reduced  to  less  than  half.  To  extract  the  handle,  the  pin  p 
is  first  twisted  out ;  then  the  joint-piece  a  is  removed ;  next  the  back-piece  h  ;  and  lastly,  tlie  two  sides 
e  d  are  pulled  asunder. 

Tin  or  pewter  bearings  for  locomotive  carriages  have  been  cast  in  appropriate  metal  moulds  ;  and 
such  materials  are  very  useful  to  the  mechanist  for  many  temporary  purj^oses,  such  as  collars,  bearings, 
screws,  and  nuts,  either  for  diflacult  positions,  or  where  no  screw-tap  is  at  hand  and  the  resistance  is 
moderate ;  in  such  cases  the  parts  of  the  machine  constitute  one  portion  of  the  mould,  the  apertures 
being  closed  with  moist  loam.  Tlie  processes  are  most  successful  when  the  parts  can  be  made  warm 
and  the  clay  is  nearly  dry. 

The  most  important,  exact,  and  interesting  example  of  casting  in  metallic  moulds  is  that  of  type- 
founding,  the  description  of  which,  as  well  as  drawings  of  the  mould,  have  been  repeatedly  given ;  some 
of  the  peculiarities  only  of  tliis  art,  will  be  therefore  noticed.  Each  complete  set  of  types  consists  of  five 
alphabets.  A,  a,  a.  A,  a,  besides  many  other  characters,  in  all  about  two  hundred,  and  which  are  re- 
quired to  be  most  strictly  alike  in  every  respect,  except  in  device  and  width ;  the  width  is  the  greatest 
for  the  W  and  M,  and  the  least  for  the  i  and  !.  Every  required  measure  of  the  types,  (represented  oi 
*n  enlarged  scale  in  Fig.  801,)  is  determined  by  the  mould  alone,  and  not  by  any  after  correction. 


TYPE-rOUNDING. 


If  the  moulds  for  the  rectangular  shafts  of  the  types  were  made  as  in  Figs.  802  or  803,  the  usual 
forms  of  square  moulds,  they  would  not  admit  of  alteration  in  width,  as  shifting  a.  Fig.  802,  would  pro- 
duce no  cliange,  and  Fig.  803  would  thereby  produce  the  form  b.  The  mould  which  is  used,  is  made  in 
two  L-formed  parts,  as  in  Fig.  804 ;  whence  it  follows  that  shifting  the  part  a  to  the  right  or  left,  in- 
creases or  decreases  tlie  width  of  the  type  without  interfering  witli  its  thickness,  or  as  it  is  technically 
called,  its  body,  (B,  Fig.  801 ;)  the  width,  W,  is  adjusted  by  a  piece  caUed  the  register,  fixed  at  the  bottom 
of  the  mould. 

The  device  is  changed  by  placing  across  the  bottom  of  the  mould  one  of  the  two  hundred  little  pieces 
of  copper.  Fig.  805,  called  matrices,  into  which  the  face  of  the  letter  is  impressed  by  very  beautifully- 
formed  punches.  The  length  of  the  letter  is  determined  by  a  contraction  at  the  upper  part  of  the 
mould,  as  shown  at  c.  Fig.  806,  which  represents  the  type  as  it  leaves  the  mould ;  the  metal  is  poured 
with  a  jerk,  to  make  a  sharp  impression  of  the  matrix, — the  mould,  which  is  held  in  the  left  hand,  and 
the  ladle  in  the  right,  being  jerked  simultaneously  upwards,  at  the  moment  of  filling  the  mould,  and 
without  which  the  fiice  of  the  type  would  be  rounded  and  quite  imperfect.  The  breaks  c,  or  the  run- 
ners of  the  types  are  first  broken  off,  and  after  a  slight  correction  of  the  sides,  the  hollows  or  cliannels 
in  the  feet  are  planed  out  of  a  whole  column  of  them,  fixed  between  bars  of  wood,  without  touching  the 
square  shoulders  which  determine  the  lengths  of  the  types,  and  are  left  as  originally  cast. 

In  some  types  with  a  large  face  and  much  detail,  such  as  the  illustrations  given  above,  the 
motion  of  the  hand  is  barely  suflScient  to  give  the  momentum  required  to  throw  the  metal  into  the 
matrix,  and  produce  a  clean,  sharp  impression.  A  macliine  is  then  used,  which  may  be  compared  to  a 
small  forcing-pump,  by  which  the  mould  is  filled  with  the  fluid  metal ;  but  from  the  greater  difficulty 
of  allowing  the  air  to  escape,  such  types  are  in  general  considerably  more  unsound  in  the  shaft  or  body ; 
60  that  an  equal  bulk  of  them  only  weigh  about  three-fourths  as  much  as  types  cast  in  the  ordinary 
way  by  hand,  and  which  for  general  purposes  is  preferable  and  more  economical. 

Some  other  variations  are  resorted  to  in  type-founding ;  sometimes  the  mould  is  filled  at  twice,  at 
other  times  the  feces  of  the  types  are  dabbed,  (the  clichee  process ;)  many  of  the  large  types  and  orna- 
ments are  stereotyped,  and  either  soldered  to  metal  bodies,  or  fixed  by  nails  to  those  of  wood.  The 
music  type,  and  ornamental  borders  and  dashes,  display  much  very  curious  power  of  combination. 

The  clicMe  process  is  rather  stamping  than  casting.    The  melted  aUoy  is  placed  in  a  paper  tray,  an-i 
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stirred  with  a  card  until  it  assumes  the  pasty  condition.  The  metal  die,  or  mould,  is  then  "  dabbed" 
upon  the  soft  metal,  as  in  sealing  a  letter,  but  with  a  little  more  of  sluggish  force. 

Plaster  of  Paris  Moulds,  and  Sand  Moulds. — Other  examples  of  metallic  moulds  might  be  given, 
but  there  are  far  more  frequent  cases  in  which  one  single  casting  is  alone  required ;  or  else  the  number 
is  so  small,  or  the  pieces  themselves  are  so  large  or  peculiar,  that  the  construction  of  metal  moulds 
would  be  found  almost  or  quite  impracticable,  even  without  reference  to  an  equally  fatal  barrier,  the 
expense. 

In  making  these  shigle  copies  in  the  metals  of  considerable  fusibility,  plaster  of  Paris  is  sometimes 
employed :  thus,  after  the  printer  has  arranged  the  loose  types  into  a  page,  and  the  requisite  correc- 
tions have  been  made,  a  stereotype,  or  solid  type,  is  taken  of  the  whole  as  a  thin  sheet  of  metal,  which 
serves  to  be  printed  from  almost  as  well  as  the  original  letters ;  and  its  small  cost  enables  the  printer 
to  retain  it  for  future  use,  after  the  types  themselves  have  served  perhaps  for  a  hundred  similar  regen- 
erations, and  are  ultimately  worn  out. 

The  stereotype-founder  takes  a  copy  of  the  entire  mass  of  type  in  plaster  of  Paris ;  this  is  dried  in 
an  oven,  and  placed  face  downwards  within  a  cast-iron  mould,  like  a  covered  box,  open  at  the  four  top- 
corners.  The  mould  and  plaster-cast  are  heated  to  the  fusing  temperature  of  the  type-metal,  and 
gradually  lowered  into  a  pan  or  bath  of  the  same  by  means  of  a  crane ;  the  hot  fluid  metal  runs  in  at 
the  corners  of  the  mould,  and  raises  the  inverted  plaster,  which  latter  would  rise  entkely  to  the  surface 
but  for  the  restraint  of  tlie  cover  of  the  mould. 

Type-metal  is  about  eleven  times  as  heavy  as  water ;  and  if  the  mould  be  immersed  four  inches  be- 
low the  surface,  it  is  subjected  to  a  pressure  equal  to  that  of  a  column  of  water  forty-four  inches  high, 
or  of  above  two  pounds  upon  every  square  inch. 

The  necessity  of  tliis  arrangement  is  shown  when  a  few  ounces  of  type-metal  are  poured  from  a  ladle 
on  the  fiice  of  the  plaster ;  the  metal  looks  like  a  dump,  almost  without  any  mark  oJ  the  letters,  where- 
as the  stereotype-cast  is  nearly  as  sharp  as  the  original  type.  The  immersion  fulfils  the  same  end  as 
the  jerk  of  the  hand-caster,  or  of  the  pump  occasionally  employed ;  and  the  long  continuance  of  the 
mould  in  the  fluid  metal  allows  ample  time  for  the  air  to  escape  in  bubbles  to  the  surface  ;  after  which 
the  mould  is  raised  and  cooled  in  a  vessel  of  water,  and  the  plaster  is  mostly  destroyed  in  its  removal. 

Plaster  of  Paris,  although  it  may  be,  and  frequently  is  used  for  the  fusible  metals,  such  as  lead,  tin, 
and  pewter,  cannot  be  employed  alone  for  iron,  copper,  brass,  and  many  other  metals,  the  intense 
melting  heats  of  which  would  calcine  the  material,  and  cause  it  to  crumble ;  even  the  soft  metals  should 
not  be  very  hot,  or  they  will  make  the  plaster  of  Paris  blister  off  in  flakes  or  dust.  We  must  there- 
fore seek  a  substitute  better  capable  of  enduring  the  heat,  and  likewise  susceptible  of  receiving  definite 
forms ;  for  which  purpose  damp  sand,  with  a  small  natural  or  subsequent  admixture  of  clay  or  loam,  is 
found  to  be  perfectly  adapted, 

The  moulding-sand  cannot,  however,  be  used  without  external  support,  and  which  is  given  by  shal- 
low iron  frames,  without  tops  or  bottoms,  called  flasks,  represented  in  Figs.  801  and  808.  The  bottom 
part,  4,  5,  is  supposed  to  have  been  rammed  full  of  sand,  and  to  stand  upon  a  flat  board,  6.  The  model 
of  the  plain  flat  bar  which  is  to  be  cast,  is  now  laid  on  the  surface  of  the  sand,  that  of  the  round  bar  is 
imbedded  half  way  in  the  same,  and  the  mould  is  dusted  with  dry  parting  sand. 

807.  808. 


The  top  part  of  the  flask  2,  3,  is  shown  still  empty,  and  in  the  act  of  being  attached  to  4,  5  by  its 
pins,  which  enter  corresponding  holes  ui  the  latter,  easily  but  without  shake :  2,  3  is  also  rammed  full 
of  sand,  and  covered  with  a  top  board,  1,  not  represented  to  avoid  conr:sion.  Tlie  mould  is  now 
opened,  the  models  are  removed,  and  channels  are  scooped  out  from  the  ends  of  the  cavities  left  by  the 
models,  to  the  hollows  or  pouring-holes  at  the  end  of  the  flask ;  the  parts  are  all  replaced  in  the  order 
1  to  6,  represented  in  Fig.  808,  and  the  whole  are  fixed  together  by  screw-clamps,  so  as  to  assume  the 
condition  of  Fig.  807. 

The  flask  is  now  placed  almost  perpendicularly  beside  the  pouring-trough,  and  the  metal  is  poured 
into  it  from  the  crucible ;  but  the  flask,  if  small,  is  put  on  the  sm-face  of  the  pouring  or  spill  trough,  and 
propped  up  with  a  short  bar. 

Tliis  brief  sketch  of  the  entire  process  of  moulding  and  casting  in  sand  moulds,  will  be  now  followed 
by  some  remarks  in  greater  detail :  first,  on  the  patterns  of  the  objects  to  be  cast ;  secondly,  on  the 
•onditions  requked  in  the  sand ;  and  thirdly,  the  process  of  moulding  simple  and  solid  bodies.    The 
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section  then  following  will  be  devoted  to  moulding  cored  works  and  figui'cs,  after  which  a  fuw  linos 
will  be  given  v.pon  the  subject  of  filling  the  moulds. 

Patterns,  Motdds,  and  moulding  simple  objects. — The  perfection  of  castings  depends  much  on  the 
skill  of  the  pattern-maker,  who  should  thoroughly  understand  the  practice  of  the  moulder,  or  he  is 
liable  to  make  the  patterns  in  such  a  manner  that  they  cannot  be  used,  or  at  any  rate  be  well  used. 

Straight-grained  deal,  pine,  and  mahogany,  are  the  best  woods  for  making  patterns,  as  they  stand 
the  best :  screws  should  be  used  in  preference  to  nails,  as  alterations  are  then  more  easily  made  in  the 
models ;  and  glue  joints,  such  as  dovetails,  tenons,  and  dowels,  are  also  good  as  regards  the  after  use  of 
the  saw  and  plane  for  corrections  and  alterations. 

Foundry  patterns  should  be  always  made  a  little  taper  in  the  parts  which  enter  most  deeply  into  the 
sand,  in  order  to  assist  their  removal  from  the  same,  when  their  purposes  will  not  be  materially  inter- 
fered with  by  such  tapering.  Tlie  pattern-maker,  therefore,  works  most  of  the  tliicknesses,  and  the 
sides  or  edges,  both  internal  and  external,  a  Uttle  out  of  parallel  or  square — ^perhaps  as  much  as  about 
one-sixteenth  to  one-eighth  of  an  inch  in  the  foot,  sometimes  much  more. 

When  foundry  patterns  are  exactly  parallel,  the  friction  of  the  sand  against  their  sides  is  so  great  when 
they  penetrate  deeply,  that  it  requires  considerable  force  to  extract  them ;  and  which  violence  tears  down 
the  sand,  unless  the  patterns  are  much  knocked  about  in  the  mould,  to  enlarge  the  space  around  them. 
This  rough  usage  frequently  injures  the  patterns,  and  causes  the  castings  to  become  irregularly  larger 
than  intended,  and  also  defective  in  point  of  shape,  from  the  mischief  sustamed  by  the  moulds ;  all 
which  evils  are  much  lessened  when  the  patterns  are  made  consistently  taper  and  very  smooth. 

It  must  be  distinctly  and  constantly  borne  in  mind,  that  although  patterns  require  aU  the  methods, 
care,  and  skill,  of  good  joinery  or  cabinet-making,  they  must  not,  like  such  works,  be  made  quite  square 
and  parallel,  for  the  reasons  stated.  Sharp  internal  angles  should  in  general  be  also  avoided,  as  they 
leave  a  sharp  edge  or  arris  in  the  sand,  which  is  liable  to  be  broken  down  in  the  removal  of  the  pat- 
tern, or  to  be  washed  down  on  the  entry  of  the  metal  into  the  mould.  Either  the  angle  of  the  model 
should  be  filled  with  wood,  wax,  or  putty,  or  the  sharp  edges  of  the  sand  should  be  chamfered  off  with 
the  knife  or  trowel.  Sharp  internal  angles  are  very  injudicious  in  respect  also  to  the  strength  of  cast- 
ings, as  they  seem  to  denote  where  they  wiU  be  likely  to  break ;  and  more  resemble  carpentry  than 
good  metallic  construction. 

Before  the  patterns  reach  the  founder's  hands,  all  the  glue  that  may  have  been  used  in  their  con- 
struction should  be  carefully  scraped  off,  or  it  will  adhere  to  and  pull  down  the  sand.  The  best  way  is 
to  paint  or  varnish  wooden  patterns,  so  as  to  prevent  them  from  absorbing  moisture,  as  they  will  then 
hang  to  the  sand  much  less,  and  will  retain  their  forms  much  better.  Whether  painted  or  not,  they 
deliver  more  freely  from  the  mould  when  they  are  well  brushed  with  black-lead,  like  a  stove. 

In  patterns  made  in  the  lathe,  exactly  the  same  conditions  are  required ;  the  parts  which  enter 
deeply  into  the  sand  should  be  neither  exactly  cylindrical  nor  plane  surfaces,  but  either  a  little  coned, 
or  rounding,  as  the  case  may  be ;  and  the  internal  angles  should  not  be  turned  exactly  to  their  ultimate 
fonn,  but  rather  filled  in,  or  rounded,  to  save  the  breaking  down  of  the  sharp  edges  of  the  mould. 

Foundry  patterns  are  also  made  in  metal ;  these  are  very  excellent,  as  they  are  permanent ;  and 
when  very  small  are  less  apt  to  be  blown  away  by  the  bellows  used  for  removing  the  loose  sand  and 
dust  from  the  moulds.  To  preserve  kon  patterns  from  rusting,  and  to  make  them  deUver  more  easily, 
they  should  be  allowed  to  get  slightly  rusty,  by  lying  one  night  on  the  damp  sand ;  next,  they  should 
be  warmed  sufficiently  to  melt  bees'-wax,  which  is  then  rubbed  all  over  them,  and  in  great  part  re- 
moved, and  then  polished  with  a  hard  brush  when  cold.  Wax  is  also  used  by  the  founder  for  stopping 
up  any  Uttle  holes  in  the  wooden  patterns ;  whitening  is  likewise  employed,  as  a  quicker  but  less  care- 
ful expedient ;  and  very  rough  patterns  are  seared  with  a  hot  iron.  The  good  workman,  however, 
leaves  no  necessity  for  these  corrections,  and  the  perfection  of  the  pattern  is  well  repaid  by  the  supe- 
rior character  of  the  castings. 

Metal  patterns  frequently  require  to  have  holes  tapped  into  them,  for  receiving  screwed  wires,  by 
way  of  handles  for  liftmg  them  out  of  the  sand ;  and  in  like  manner,  large  wooden  patterns  should  hare 
screwed  metal  plates  let  into  them  for  the  same  purpose,  or  the  founder  is  compelled  to  drive  pointed 
wires  into  them,  to  serve  as  handles,  which  is  an  injurious  practice. 

The  flasks  or  casting-boxes  for  containing  the  sand,  are  made  of  various  sizes ;  each  side  is  about  2  to 
3  inches  deep.    They  are  poured  at  the  edge  when  placed  nearly  vertical ;  but  for  large  brass  works  the 

Eractice  of  the  iron-founder  is  generally  followed,  who  mostly  pours  his  work  horizontally,  through  a 
ole  in  the  top,  as  will  be  explained.  The  pins  of  the  flask  should  fit  easily  but  without  shake,  or  the 
two  halves  will  shift  about  and  cause  a  disagreement  or  slip  in  the  casting.  The  tools  used  m  making 
the  moulds  are  few  and  simple ;  namely,  a  sieve,  shovel,  rammer,  strike,  mallet,  a  knife,  and  two  or  three 
loosening  wires  and  little  trowels,  which  it  is  unnecessary  to  describe. 

The  principal  materials  for  making  foundry-moulds  are  very  fine  sand  and  loam ;  they  are  found  mixed 
in  various  proportions,  so  that  the  respective  quantities  proper  for  different  uses  cannot  be  well  defined ; 
but  it  is  always  judicious  to  employ  the  least  quantity  of  loam  that  will  suffice.*  These  materials  are' 
seldom  used  in  tlieir  new  or  recent  states  for  brass  castings,  although  more  so  for  iron ;  and  the  moulds 
made  of  fresh  sand  are  always  dried,  as  will  be  explained. 

The  ordinary  moulds  are  made  of  the  old  damp  sand,  and  they  are  generally  poured  immediately  or 
whilst  they  are  green;  sometimes  they  are  more  or  less  dried  upon  the  face.  The  old  working  sand  is 
considerably  less  adhesive  than  the  new,  and  of  a  dark-brown  color ;  tliis  arises  from  the  brickduat, 
flour,  and  charcoal-dust,  used  in  moulding,  becoming  mixed  witli  the  general  stock,  which  therefore 
requires  occasional  additions  of  new  sand  or  loam,  so  that  when  slightly  moist  and  pressed  firmly  in 
the  hand,  it  may  form  a  moderately  hard  compact  lump. 

•  The  iron  and  brass  founders'  sand  and  loam  used  in  this  city  are  principally  obtained  from  Long  Isliuid ;  and  sue  found 
in  great  abundance  in  almost  every  stale  of  the  Union. 
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Red  brickdust  is  generally  used  to  make  the  partings  of  the  mould,  or  to  prevent  the  damp  sand  in 
the  separate  parts  of  the  flask  from  adhering  togetlier. 

Tlie  face  of  the  mould  which  receives  the  metal,  is  generally  dusted  with  meal-dust,  or  waste  flour ; 
but  in  large  works,  powdered  chalk,  and  also  wood  or  tan  ashes,  are  used,  from  being  cheaper.  Tha 
moulds  for  the  finest  brass  castings  are  faced  either  with  charcoal,  loamstone,  rottenstone,  or  a  mixture 
of  the  same :  the  moulds  are  frequently  inverted  aiid  dried  over  a  dull  fire  of  cork  shavings ;  or  when 
dried,  tliey  are  smoked  over  pitch  or  black  resin  lighted  in  an  iron  ladle.* 

The  cores  or  loose  internal  parts  of  the  moulds  for  forming  holes  and  recesses,  are  made  of  various 
proportions  of  new  sand,  loam,  and  horse-dimg,  as  will  be  explained  in  treating  of  cored  works. 
They  all  require  to  be  thoroughly  dried,  and  those  containing  horse-dung  must  be  well  burned  at  a  red 
heat ;  this  consumes  the  straw,  and  makes  them  porous  and  of  a  brick-red. 

In  making  the  various  moulds,  it  becomes  necessary  to  pursue  a  medium  course  between  the  conditions 
best  suited  to  the  formation  of  the  mould,  and  those  best  suited  to  filling  them  with  the  red-hot  metal, 
without  risk  of  failure  or  accident.  _  Thus,  within  certain  hmits,  the  more  loam  and  moisture  the  sand 
contains,  and  the  more  closely  it  is  rammed,  the  better  wiU  be  the  impression  of  the  model ;  but  at  the 
same  time,  the  moist  and  impervious  condition  of  the  mould  would  then  incur  the  greater  risk  of  acci- 
dent, both  from  the  moistm-e  and  from  the  non-escape  of  the  air ;  therefore  the  policy,  on  tlie  score  of 
Bafety,  is  to  use  the  sand  as  dry  as  practicable,  so  as  to  avoid  the  delay  of  after-drying,  and  also  to  keep 
'he  mould  porous. 

The  founder,  therefore,  compromises  the  matter  by  using  i  little /acira^'  sand  containing  rather  more 
loam,  for  the  face  of  the  green  moulds  for  general  work ;  and  in  tliose  cases  where  much  loam  is 
used,  the  moulds  are  thoroughly  dried  by  heat,  wliich  is  not  generally  necessary  with  ordinary  sand 
moulds. 

The  power  of  conducting  heat  is  considerably  less  in  red-hot  iron  than  in  copper  and  brass,  and  there- 
fore the  moulds  for  the  latter  require  to  be  in  a  drier  condition  than  those  wliich  may  be  used  for  iron ; 
but  in  either  case  the  presence  of  superfluous  moisture  is  always  attended  with  some  danger  to  the 
individual  as  well  as  to  the  work.f 

Another  point  has  also  to  be  considered :  as  castings  contract  considerably  in  cooling,  in  moulding 
large  and  slight  works  the  face  of  the  mould  must  not  be  too  strongly  rammed,  nor  too  much  di'ied,  or 
its  strength  may  exceed  that  of  the  red-hot  metal,  whilst  in  the  act  of  shrinking.  The  result  would 
be,  that  in  contracting,  the  casting  would  be  rent  or  torn  asunder  from  the  restraint  of  tlie  mould ; 
whereas  it  should  have  the  preponderance  of  strength,  so  as  to  pull  down  the  face  of  the  sand  instead 
of  being  itself  destroyed.  But  the  exact  condition  both  of  the  mould  and  of  the  melted  metal,  must 
be  determined  by  the  nature  of  the  object  to  be  cast ;  matters  which  can  be  only  referred  to  with  the 
development  of  the  practice  of  the  foundry,  and  upon  wliich  we  shall  now  commence. 

The  sand  having  been  prepared,  and  the  appropriate  flask  and  boards  selected,  "the  moulder  first 
examines  every  pattern  separately,  to  determine  the  most  appropriate  way  of  inserting  it  in  the  flask, 
as  explained  by  Fig.  '789  ;  also  to  see  that  patterns,  such  as  /  and  /t,  therein  shown,  are  smallest  at  the 
parts  entering  the  most  deeply  into  tlie  sand,  in  order  that  they  may  deliver  well.  It  sliould  also  be 
noticed  whether  they  are  perfectly  smooth,  and  that  there  is  no  glue  .hanging  about  them,  which  would 
cause  them  to  adhere  and  to  pull  down  the  moist  sand. 

The  bottom  flask,  4  and  5,  Fig.  808,  is  placed  on  a  board  not  less  than  an  inch  or  two  longer  and  wider  thaa 
itself,  with  the  face  4  downwards,  and  it  is  filled  from  the  side  5.  A  small  portion  of  the  strong  facing- 
sand  is  rubbed  through  a  fine  sieve ;  the  remainder  is  thrown  in  from  tlie  trough  with  the  shovel,  and 
the  moulder  drives  the  whole  moderately  hard  into  the  flask,  either  with  a  mallet,  the  handle  of  the 
spade,  or  other  rammer ;  or  else  he  jumps  up  by  aid  of  the  rope  suspended  from  the  ceihng,  and  treads 
the  sand  in  with  his  feet.  The  surface  is  then  struck  off  level  with  a  straight  metal  bar  or  scraper,  a 
little  loose  sand  is  sprinkled  on  the  surface,  upon  which  another  board  is  placed,  and  rubbed  down 
close. 

Tlie  two  boards  and  the  flask  contained  between  them,  are  then  all  three  turned  over  together ;  this 
requires  them  to  be  brought  to  the  iiront  of  the  moulding-trough,  so  that  the  individual  may  rest  his 
chest  against  them,  and  his  fore-arms  upon  the  edges  of  the  top  board;  lie  then  grasps  the  tliree 
together  at  the  back  j>art  with  his  outstretched  hands,  and  thus  retained  in  contact,  the  whole  are  quickly 
turned  over  upon  the  front  edgi  of  the  moulding-trough,  and  then  slid  back  upon  the  transverse  bearers 
or  blocks,  to  the  usual  jDosition 

The  top  board  is  aftenvards  taken  off";  the  clean  surface  of  moist  sand,  then  exposed,  is  well  dusted 
over  with  red  brickdust  crushed  fine,  and  contained  in  a  linen  bag ;  the  mouth  of  the  bag  is  held  in  the 
right  hand,  and  the  bottom  corner  in  the  left,  and  both  hands  are  shaken  up  and  down  together,  to  scatter 
the  dry  powder  uniformly  over  the  flask ;  a  part  of  the  loose  powder  is  removed  with  the  hand-beUows, 
and  the  bottom  half  of  the  mould  is  then  ready  for  receiving  the  patterns. 

The  models  are  next  arranged  upon  the  face  of  the  sand  at  4,  so  as  to  leave  space  enougli  to  prevent 
flie  parts  breaking  one  into  the  otlier,  and  also  for  the  passages  by  which  the  metal  is  to  be  introduced, 
and  the  air  allowed  to  escape.  When  there  are  only  two  or  three  pieces  to  be  cast,  a  separate  runner 
is  often  made  to  each  of  them  from  one  of  the  holes  in  the  end  of  the  flask ;  when  several  small  patterns 
are  to  be  moulded,  they  are  arranged  on  both  sides  a  central  runner,  or  ridge,  from  which  small  passages 


•  The  gold  and  silver  castors  frequently  use  a  lighted  link  for  facing  their  sand-moulds,  and  some  of  the  type-founders' 
metallic  moulds  are  smoked  over  a  lamp :  all  these  modes  deposite  a  Hne  layer  of  soot  upon  the  moulds. 

+  llie  above  is  the  reason  generally  assigned  for  the  fact,  that  the  iron-founders  may  and  do  use  their  moulds  with  safety 
when  sensibly  more  moist  than  is  admissible  for  brass  and  copper  castings.  It  is  confirmatory  of  the  fact,  that  the  more 
dense  the  mould,  the  drier  it  must  be;  as  the  sand  used  by  iron-founders  is  also  coarser  and  therefore  more  porous  tbaa 
that  employed  by  brass-founders. 
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lead  into  every  section  of  the  mould.  Tlie  whole  mass  when  poured  has  been  compared  to  a  great- fern- 
leaf  with  its  leaflets,  and  is  usually  called  a  spray. 

Those  patterns  which  are  cylindrical  or  thick,  are  partly  sunk  in  the  sand,  by  scraping  out  hollow 
recesses  with  the  bowl  of  an  old  copper  spoon,  and  knocking  the  model  into  the  sand  with  a  mallet , 
afterwards  the  general  siu-fixce  is  repaired  to  agreement  with  the  diametrical  line  of  the  model,  or  its 
largest  section,  as  the  case  may  be,  by  means  of  a  knife  or  a  little  piece  of  sheet  steel,  sometliing  like 
the  worn-out  blade  of  a  dessert-knife  bent  up  a  little  at  the  end,  or  else  with  very  small  trowels. 

After  the  sand  is  made  good  to  the  edges  of  th«  patterns,  the  brickdust  is  again  shaken  over  them, 
so  that  the  patterns  may  receive  a  slight  share  as  well  as  the  general  surfiice  of  the  sand.  The  upper 
part  of  the  flask  2,  3,  is  then  fitted  to  the  lower,  or  4,  5,  by  the  pins,  and  this  half  hkewise  is  made  up : 
first  a  little  strong  sand  is  sifted  in ;  it  is  then  filled  up  from  the  trough,  rammed  down,  and  struck  off 
as  before,  the  dry  powder  serving  to  prevent  the  two  halves  from  sticking  together. 

In  order  to  open  the  mould  for  the  extraction  of  the  models,  a  board  is  j^laced  on  the  top  of  flask 
2,  3,  and  struck  smartly  at  different  parts  with  the  mallet ;  the  tool  is  then  laid  aside,  and  the  upper 

Eart  of  the  flask  and  its  board  are  lifted  up  very  gently  and  quite  level ;  after  which  it  is  inverted  on  its 
oard,  and  now  each  of  the  inner  faces  of  the  mould  is  exposed.  Should  it  happen  that  any  considera- 
ble portion  of  the  mould,  say  a  part  as  large  as  a  cent,  is  broken  down  in  one  piece,  the  cavity  is 
moistened  with  the  end  of  the  knife,  the  mould  is  again  carefully  closed,  and  lightly  struck  before  the 
removal  of  the  patterns ;  it  is  probable  on  the  second  lifting  such  piece  will  be  picked  up. 

The  breaks  are  carefully  repaired  before  the  extraction  of  the  patterns,  to  effect  which  they  are  driven 
slightly  sidewise  Avith  blows  of  the  mallet,  given  on  a  short  wire  or  punch,  so  as  to  loosen  them  by 
enlarging  the  space  around  them ;  the  jiatterns  are  then  lifted  out  very  carefully  with  the  finger-nails, 
or  sometimes  a  pointed  wire  is  driven  a  little  way  into  tlie  pattern  to  serve  as  a  handle  to  lift  it  by  :* 
this  pi'ocess  requu-es  some  delicacy  not  to  tear  away  the  sand,  which  accident  must  be  carefully  re- 
paired, sometimes  by  replacing  the  loose  pieces,  at  other  times  with  a  little  new  sand  picked  out  of  any 
unused  part  of  the  mould. 

Should  the  flask  only  contain  one  or  two  objects,  the  ingate  or  runner  is  now  scooped  out  of  the  sand, 
30  as  to  lead  from, the  object  to  the  pouring-hole ;  and  when  several  objects  are  contained,  a  large  central 
channel,  and  lesser  passages  sidewise,  are  made  as  before  mentioned.  The  entrance  round  about  the 
pouring-hole  is  smoothed  and  compressed  with  the  thumb,  that  it  may  not  break  down  when  the  metal 
IS  poured ;  and  all  the  loose  sand  is  carefully  blown  out  of  the  mould,  both  parts  of  which  may  be  placed 
edgewise  for  the  more  convenient  application  of  the  bellows,  if  necessary. 

The  succeeding  processes  are  to  dust  the  faces  of  both  halves  of  the  mould  with  meal-dust  or  waste 
flour,  as  explained  with  regard  to  the  brickdust,  and  to  replace  the  mould  and  boards :  the  whole  of 
them  are  then  car;-ied  to  the  spill-trough,  upon  the  edge  of  which  they  are  rested  whilst  the  one  board 
is  placed  exactly  level  with  the  end  of  the  flask ;  but  the  board  on  the  side  from  which  the  crucible  will 
be  poured,  is  placed  about  two  inches  below,  as  in  Fig.  807,  and  the  hand-screws  are  fixed  on  as  shown. 
The  mould  is  now  held  mouth  downwards,  that  any  sand  loosened  in  the  screwing  down  may  be  allowed 
to  fall  out,  and  the  flask,  according  to  its  size,  is  supported  either  on  the  ground  or  on  the  surface  of  the 
trough  by  aid  of  a  little  bar  resting  against  the  clamp :  it  is  now  quite  ready  to  be  filled,  the  particulars 
of  which  process  will  be  described  when  the  remarks  on  moulding  are  concluded. 

In  works  that  require  the  first  side,  or  3,  4,  to  be  cut  away  for  imbedding  the  models,  it  is  usual  when 
the  second  part,  or  2,  3,  has  been  made,  to  destroy  the  first  or  false  side,  (wliich  is  only  hastily  made,) 
and  to  repeat  it  in  a  more  careful  manner  by  inverting  the  lower  flask  upon  2,  3,  proceeding  in  all  other 
respects  as  before,  by  which  means  a  mucli  more  accurate  and  sound  mould  is  produced. 

When  many  copies  of  the  same  patterns  are  required,  an  odd  side  is  prepared ;  that  is,  a  flask  is 
chosen  to  which  there  are  two  bottom  sides,  4,  5.  One  of  these  latter  is  very  carefully  arranged  with 
all  the  patterns,  but  which  are  only  imbedded  barely  half  way,  so  that  when  2,  3  is  filled,  and  both  are 
tiuTied  over,  the  whole  of  the  patterns  are  left  in  the  new  side ;  a  second  side,  4,  5,  is  moulded  to  serve 
for  receiving  the  metal,  as  the  mould  is  destroyed  every  time  the  metal  is  poured  in.  By  this  plan  the 
trouble  of  rearranging  the  patterns  for  every  separate  mould  is  saved,  as  they  are  merely  replaced  m 
the  odd  side,  and  the  routine  of  forming  the  two  working  sides  is  repeated. 

Moiddlng  Cored  Works. — If  the  objects  to  be  cast  require  to  be  so  moulded  that  when  they  leave  the 
sand  they  may  contajn  one  or  several  holes,  they  are  said  to  be  cored,  and  in  such  cases,  a  variety  of 
methods  are  practised  for  introducing  internal  moulds  or  cores,  which  shall  intercept  the  flow  of  the 
metal,  and  prevent  it  from  forming  one  solid  mass  at  those  respective  parts.  For  example,  the  pins 
inserted  in  the  pewterers'  moulds.  Figs.  YOa  and  798,  for  producing  the  holes  in  the  joints,  are  essentially 
cores.  Various  other  methods  are  pursued,  the  three  most  usual  of  which  are  represented  in  Figs.  809, 
810,  and  811 ;  tlie  upper  figures  show  the  exact  sections  of  the  three  models  or  casting  patterns;  the 
lower  figure  represents  the  two  halves  of  the  mould,  which  are  respectively  shaded  with  perpendicular 
and  horizontal  Lines,  the  cores  are  shaded  obliquely;  and  the  white  open  spaces  show  the  nollows  to  be 
occupied  by  the  metal  when  it  is  poured  in. 

First.  Many  works  are  said  to  deliver  their  own  cores ;  of  such  kind  is  Fig.  809,  in  which  the  cavity 
extends  through  the  model,  and  exactly  represents  that  which  is  required  in  the  casting ;  the  hole  is 
either  made  quite  parallel,  or  a  little  larger  one  side  than  the  other,  and  gradually  taper  between  the 
two.  In  some  cases,  wlien  the  hole  is  sufficiently  taper,  it  delivers  its  own  core  as  a  continuation  of  the 
general  mass  of  sand  filling  the  one  side  of  the  flask ;  but  in  many  or  most  cases,  the  space  in  the  model 
is  rammed  full  of  strong  sand  at  first,  and  it  is  then  moulded  as  if  to  produce  a  plain  soUd  casting. 
Before  the  mould  is  finally  closed  for  pouring,  the  sand  core  is  pushed  carefully  out  of  the  pattern,  and 

•  A  steel  wire,  pointed  nnd  Imrdened,  is  convenient  as  apickei^out ;  and  when  flxad  in  the  pattern  and  struck  sidewise 
It  serves  as  a  looscninjr  i,ar  likewise. 
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inserted  in  the  mould ;  to  denote  its  precise  position,  one  side  of  the  core  is  scored  with  one  or  two  deep 
marks  in  the  first  instance,  wliich  cause  similar  ridges  or  guides  in  the  mould. 

Secondly.  When  tlie  hole  extends  only  part  way  througli,  the  hole  of  the  pattern.  Fig.  810,  is  fitted 
witli  a  solid  plug,  sawn  and  filed  out  of  soft  unburnt  brick,  principally  sand,  (or  the  common  Flanders 
brick ;)  the  core  is  made  long  enough  to  project  about  as  much  as  its  own  diameter,  and  tlie  work  is 
moulded  as  if  to  be  cast  with  a  solid  pin,  instead  of  a  hole.  The  last  step  is  to  extract  the  filed  core, 
and  to  insert  it  into  the  hollow  formed  by  itself  in  the  flask. 


811. 


810. 


809. 


Thirdly.  The  patterns  for  iron-work  and  some  others  are  mostly  made  with  prints  instead  of  holes, 
as  in  Fig.  811 ;  that  is,  the  pattern-maker  places  square  or  round  pieces  on  one  or  both  sides  of  the 
pattern,  where  the  square  or  round  holes  are  respectively  required ;  and  the  founder  has  moulds  for 
forming  cores  of  corresponding  diameters  or  sections,  and  in  lengths  of  about  two  to  twelve  inches, 
short  pieces  of  which  are  cut  off  as  may  be  required. 

For  example,  some  core-boxes  are  made  like  Fig.  812,  for  cylindrical  cores ;  these  divide  through  the 
axis,  and  are  kept  m  position  by  pins ;  at  the  time  when  they  are  rammed  they  are  fixed  together  by 
wood  or  iron  staples,  embracing  three  sides  of  the  mould,  or  else  by  screw-clamps.  For  straight  cores, 
say  one  inch  wide,  twelve  incjbes  long,  and  half-inch  thick,  the  pieces  of  wood.  Fig.  813,  are  also  one  inch 
thick,  with  an  opening  between  them  of  twelve  inches  long  and  half-inch  wide.  This  core-box  is  laid 
on  a  flat  board ;  it  is  also  held  together  with  clamps,  but  without  pins  in  the  core-box,  as  the  projection 
at  the  one  end  gives  the  position ;  it  is  rammed  flush  with  both  sides,  and  the  two  parts  can  be  then 
separated  obliquely.  If  it  is  preferred  to  make  the  cores  to  the  precise  lengths  instead  of  cutting  them 
off,  this  core-box  admits  of  contraction  in  length,  in  the  manner  of  the  type-mould.  Fig.  804 ;  and  by 
placing  thin  slips  between  the  two  halves  it  may  be  temporarily  increased  in  width,  but  not  in  thick- 
ness. Fig.  814  is  a  similar  core-box  for  a  casting  with  ckcular  mortises;  this  requires  either  pins  or 
projections  at  each  end,  as  it  cannot  be  opened  obliquely.  Core-boxes  are  sometimes  made  of  plaster 
of  Paris  ;  wood  is  much  better,  and  metal  the  best  of  all. 


813. 


812. 


Many  works  require  core-boxes  to  be  made  expressly  for  them;  thus  the  dotted  line  in  Fig.  812 
shows  an  enlargement  in  tlie  centre  for  coring  a  hole  of  tliat  particular  section.  Figs.  815  and  816 
represent  the  two  halves  of  a  brass  or  lead  core-box  suitable  to  the  stop-cock.  Fig.  817  ;  and  Fig.  819 
shows  the  core  itself  after  its  removal  from  the  part  816,  in  which  it  is  also  figured.  In  817,  the  model 
from  which  the  object  is  moulded,  the  shaded  parts  represent  the  projections,  or  core-prints,  wliich 
imprint  within  the  mould  the  places  where  the  extremities  of  the  core,  Fig.  819,  are  supported  when 
placed  therein. 

The  various  kinds  of  core-boxes  are  rammed  full  of  new  sand,  sometimes  with  extra  loam ;  the  long 
cores  are  strengthened  by  wu-cs ;  they  are  carefully  removed  from  the  boxes,  and  thoroughly  dried 
before  use,  in  the  oven  prepared  for  the  purpose.* 

Fig.  820  represents  several  examples  of  coring:  in  this  view  the  works  are  represented  of  their  ulti- 
mate forms,  that  is,  with  the  holes  in  them;  ,in  Fig.  821,  the  models  are  arranged  in  the  flask,  with  the 
runners  all  prepared,  the  prints  of  the  cores  being  in  every  case  shaded  for  distmction.     Thus  a  is  the 


•  Others  prefer  sand,  hoi-se-dung,  and  a  very  little  loam,  for  makini?  cores ;  these  are  dried,  and  then  well  burned,  for 
which  jnu-pose  they  are  put  into  an  empty  crucible  within  the  fire,  the  last  thing  at  night,  and  allowed  to  remain  until  the 
raoruing.  This  consumes  the  small  particles  of  straw,  and  renders  them  more  porous,  in  consequence  of  which  the  worka 
beocme  sounder  from  the  free  escape  of  air,  the  necessity  of  which  was  adverted  to  in  the  earlier  piu^  of  this  subject,  and  can- 
aot  be  too  much  insisted  upon. 
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Btop-cock,  of  wliich  explanation  has  been  already  given ;  b  has  a  straight  and  a  circular  mortise ;  this 

Eattem  delivers  its  own  core,  in  the  manner  referred  to  in  Fig.  809,  as  the  model  is  made  with  mortises 
ke  the  finished  work :  c  only  requires  a  perpendicular  square  core ;  d  a  round  core  parallel  with  the 
face  of  the  flask,  and  in  this  manner  all  tubes  and  sockets  are  cast,  whether  of  uniform  or  irregular  bore, 
see  Fig.  812;  e  has  two  rectangular  cores  crossing  each  other  at  right  angles;  and  /  is  the  cap  of  a 
double-acting  pump,  the  core  for  which  is  shown  in  section  by  the  white  part  of  Fig.  822,  the  shaded 
portions  being  the  met:xl ;  the  great  aperture  leads  to  the  piston,  the  two  smaller  are  for  values  opening 
inwards  and  outwards ;  this  of  course  requires  a  metal  core-box  capable  of  division  in  two  parts,  and 
made  exiictly  to  the  particular  form. 


In  addition  to  the  cores  used  for  making  holes  and  mortises,  much  ingenious  contrivance  is  displayed 
in  the  cores  employed  for  other  works  of  every-day  occurrence,  the  imdercut  parts  of  which  w:  uld 
retain  them  in  the  sand  but  for  the  employment  of  these  and  analogous  contrivances.  It  will  now  be 
readily  \inderstood  tliat  if,  in  the  Fig.  790,  the  parts  shaded  obliquely  were  separate,  there  would  be  no 
difficulty  in  removing  first  the  upper  half  of  the  flask,  then  the  fa'lse  cores,  after  which  the  patterns 
would  be  quite  free.*  By  such  a  method,  however,  the  circular  edge  of  a  sheave  would  require  at  least 
three  such  pieces ;  but  Fig.  823  shows  a  different  way  of  accomplisliing  the  same  thing,  when  the  pattern 
is  made  in  two  parts  in  the  manner  represented. 

The  entire  model  is  first  knocked  into  the  side  A,  the  sand  is  cut  away  to  the  inner  margin  of  the 

f)attern  which  terminates  upon  the  dotted  line  a,  and  the  side  A  of  the  mould  is  then  well  austed ;  a 
ayer  of  sand  is  now  thrown  on,  and  rammed  tolerably  firm  to  form  an  annular  core,  which  is  made 
exactly  level  with  the  inner  margin  b  of  the  pattern,  and  the  core  is  well  dusted ;  lastly,  the  side  B  is 
put  on  and  rammed  as  usual.  To  extract  the  model,  the  sfde  B  is  first  Mfted,  the  half  pattern  b,  b, 
(wliich  is  shaded,)  is  removed,  and  the  ingate  is  cut  in  the  side  B,  to  the  edge  of  the  pulley ;  the  mould 
is  well  dusted  with  flour  and  replaced.  , 

823. 


The  entire  mould  is  now  turned  over ;  A  is  first  removed,  then  the  remaining  half  pattern  a,  a,  which 
must  be  touched  very  tenderly  or  it  will  break  down  the  core ;  and  the  runner  (wliich  divides  in  two 
branches  around  the  core)  is  also  scooped  out  in  the  side  A,  which  is  dusted  with  flour  and  replaced, 
ready  for  pouring.  Common  patterns  not  requuing  cores,  are  frequently  divided  into  two  parts  in  the 
above  manner,  so  that  when  the  mould  is  opened  tlie  pattern  may  divide  and  remain  half  in  each  side ; 
tliis  lessens  the  risk  of  breaking  down  the  mould  and  the  attendant  trouble  of  afterwards  repairing  it. 

Heversing  and  Fifjure  Casting. — Supposing  that  an  ornament,  represented  in  section  m  Fig.  824, 
has  been  modelled  in  relief,  eitlier  in  clay  or  wax  upon  a  flat  bonrd,  from  which  a  thin  casting  in  brass 
is  wanted  without  the  tablet,  the  process  is  called  reversing,  and  is  to  be  accomplished  in  any  of  three 
ways. 

•  The  term  falst-cort  is  employed  by  the  bm.s»-founder  to  express  Hie  same  thing  as  the  drawback  of  the  iron-foundef 
The  former  calls  every  loose  piece  of  the  mould  not  Intended  for  holes,  a  falses^ore. 
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826. 


827. 


First,  an  empty  fliisk  is  placed  upon  the  board,  824,  and  rammed  full  of  sand;  it  assumes  the 
appearance  of  825 ;  the  second  part  of  the  flask  is  attaclied  to  825,  and  filled  to  make  the  part  826, 
which  is  called  the  back-mould;  some  clay  is  Jlien  rolled  out 
to  the  intended  thickness  of  the  casting,  with  a  cylindrical 
roller  running  on  two  slips  of  wood  or  on  two  wires,  and  a  g^^^ 
narrow  band  of  this  clay  is  placed  on  826,  around  the  figure, 
that  it  may  separate  825  and  826,  exactly  to  the  required 
distance,  ready  for  receiving  tlie  metal. 

By  the  second  mode,  825  is  first  made,  then  826,  and  from  go5_ 
the  latter  827  is  moulded,  which  is  a  counterpart  of  825.  A 
tlxin  sheet  of  clay  is  then  pressed  all  over  827,  into  every  cavity, 
and  cut  off  flush  with  the  plane  surface  of  the  moidd,  by  which 
it  assumes  the  appearance  denoted  by  the  double  hne  in  827. 
After  this  826  is  destroyed,  and  made  over  again  in  827,  but 
so  much  smaller  than  before  as  the  thickness  of  the  clay  lining ; 
wlien  the  new  back-mould  826  is  placed  in  contact  with  825, 
it  leaves  the  required  space  for  the  intended  casting.  This 
mode  is  only  preferable  to  the  first,  when  many  parts  of  the 
work  are  nearly  perpendicular ;   in  which  case,  if  the  first 

mode  be  adopted,  a  portion  of  the  back-mould  825,  must  be  pared  away  at  the  perpendicular  parts, 
and  if  incautiously  performed  there  will  be  a  risk  of  irregularity  of  tliickness,  or  even  of  holes  in  tho 
casting. 

The  third  mode,  is  to  take  a  casting  of  824  in  plaster  of  Paris ;  when  this  is  thoroughly  dry  it  is  oiled, 
and  poured  full  of  a  cement  of  wax,  grease,  and  red  ochre,  which  is  poured  out  again  when  partially 
set,  leaving  a  tliin  crust  behind,  (as  in  the  pewter  handle.)  A  second,  a  third,  or  more  layers  of  wax 
are  thus  added  until  the  whole  is  sufficiently  thick,  when  the  wax  shell  is  extracted,  and  tlien  moulded 
from  in  the  ordinary  manner ;  the  first  brass  casthig  is  finished  and  chased  to  serve  as  the  permanent 
pattern.     The  management  of  the  wax  requires  practice. 

In  constructing  such  moulds  additional  care  is  given  to  every  part  of  the  work ;  for  example,  the 
sand  is  sifted  much  finer,  the  parting  is  made  with  fine  charcoal  dust,  and  the  fachig  with  charcoal  and 
rottenstone  mixed  together  in  about  equal  parts,  the  mixture  being  of  a  slaty  color ;  sometimes  the 
loamstone,  which  is  found  in  the  pits  where  clay  for  making  tiles  is  dug,  is  used  instead  of  rottenstone. 
The  moulds  are  well  dried  in  an  oven,  or  over  the  mouth  of  the  furnace,  and  the  fiices  are  afterwards 
smoked  over  a  dull  fire  of  cork  shavings ;  this  deposites  a  very  fine  layer  of  soot  over  the  face  of  ihe 
niould,  which  greatly  assists  the  running  of  the  metid ;  when  this  additional  care  is  taken  the  works  are 
known  as  fine-castings. 

In  casting  figures,  such  as  busts,  animals,  and  ornaments  consisting  of  branches  and  foliage,  consider- 
ably more  skill  is  required :  the  originals  are  generally  solid,  but  the  moulds  necessarily  divide  into  very 
many  parts.  Most  persons  will  have  had  the  opportunity  of  judging  of  the  complexity  of  tliese  moulds, 
from  similar  works  in  plaster  of  Paris,  which  are  frequently  purchased  by  artists  and  the  virtuosi  before 
the  seams  of  the  mould  are  removed. 

A  glance  at  these  plaster-casts,  at  the  complex  and  undercut  form  of  many  of  these  ornamental  works, 
and  at  the  explanatory  diagram.  Fig.  788,  will  convey  some  notion  of  the  method  to  be  pursued  as  well 
as  of  the  trouble  attending  them.  It  is  shown,  for  example,  by  the  diagram  just  referred  to,  that  all 
figured  works  approachmg  to  the  circular  or  elliptical  section,  require  that  the  mould  should  be  divided 
into  at  least  three  parts,  except  under  most  favorable  circumstances.  In  the  human  figure  and  quad- 
rupeds, the  four  limbs  and  the  trunk  require  at  least  three  parts  each,  and  often  many  more ;  it  will  be 
easily  conceived,  therefore,  that  such  moulded  works  require  considerable  skill  and  patience. 

Piece  after  piece  of  the  mould  is  successively  produced,  just  as  in  making  the  core,  Fig.  823,  every 
piece  embracing  only  so  much  of  the  figure,  as  in  no  part  to  require  any  core  to  overhang  tlie  line  in 
Avhich  it  is  withdrawn.  The  side  of  the  mould  in  which  the  figure  is  partly  imbedded  is  first  dusted 
with  charcoal,  and  then  the  first  core  is  very  carefully  rammed  into  the  nook,  and  pared  down  to  the 
new  line  of  division ;  the  green  or  wet  sand-core  is  then  dusted,  and  the  second  core  is  made,  and  after- 
wards dusted,  when  the  moulder  proceeds  with  the  third  core,  and  so  on ;  every  one  being  carefully 
adapted  to  its  neighbor  and  withdrawn,  to  see  that  all  is  right,  before  the  succeeding  core  is  proceeded 
with.  The  relative  positions  of  the  cores  amongst  themselves  are  readily  recognised  and  maintained 
by  the  irregularity  of  then-  forms,  as  in  a  child's  dissected  map,  or  by  making  a  notch  or  two  here  and 
there,  wliich  are  faithfully  copied  in  the  succeeding  piece.  It  is  frequently  necessary  to  thrust  two  or 
more  broken  needles  through  the  green  cores  into  the  neighboring  parts  to  connect  them  together,  in 
imitation  of  the  pins  in  the  flasks. 

All  the  parts  of  the  mould  are  dried  in  the  oven,  and  the  facings  are  smoked  over  a  cork  fire  as  be- 
fore explained ;  the  perfection  of  the  casting  is  augmented  by  pouring  whilst  the  mould  is  still  slightly 
warm,  as  otherwise  on  cooling  it  has  an  increased  affinity  for  damp ;  but  the  mould  when  hot  is  more  or 
less  filled  with  aqueous  vapor,  which  is  equally  prejudicial. 

When  a  figure,  such  as  a  bust,  is  required  to  be  cast  hollow  from  a  solid  model,  it  is  first  moulded 
exactly  as  above.  The  core  is  now  produced  as  follows :  At  the  foot  of  the  bust  a  large  space,  nearly 
cqtial  in  length  and  bulk  to  the  bust,  is  cut  away  in  the  sand,  to  serve  for  fixing  the  core  in  the  mould, 
or  for  the  balance,  as  it  is  called,  as  the  core  cannot  be  propped  up  at  both  ends.  The  entire  hollow, 
that  is,  for  the  bust  and  the  balance,  is  filled  with  a  composition  of  about  one  part  of  plaster  of  Paris 
and  two  of  sand  or  fine  brickdust,  mixed  with  a  little  water  and  poured  in  fluid,  a  few  wires  being 
placed  amidst  the  same  for  additional  support. 

The  mould  is  now  taken  to  pieces  to  extract  the  core,  which  is  then  dried,  thoroughly  burned,  and 
allowed  to  cool  si  jwly,  (which  the  founder  calls  annealing,  from  a  similar  method  being  employed  in 

IS 


274  CASTING  AND  FOUNDING. 


annealing  or  softening  the  metals  and  glass  :)  the  core  is  then  returned  to  the  mould,  to  see  that  it  has 
not  become  distorted.  If  needful,  the  fitting  around  the  balance  is  made  good  to  suit  the  reduced 
magnitude  of  the  core,  which  latter  is  then  so  far  parad  away  as  to  leave  room  for  the  thickness  of 
metal ;  this  is  frequently  regulated  by  boring  holes  at  many  parts  of  the  core  with  a  stop-drill,  having 
a  collar  to  prevent  its  penetrating  beyond  the  determined  depth ;  the  surfiice  of  the  core  is  now  pared 
down  to  the  bottoms  of  the  holes,  as  uniformly  as  possible.  When  the  mould  has  been  faced,  dried, 
and  smoked,  the  whole  is  put  together  for  pouring,  for  which  purpose  the  figure  is  inverted  and  filled 
from  the  pedestal. 

Equestrian  and  other  figures  are  sometimes  cast  in  two,  three,  or  more  pieces,  and  joined  together 
by  solder,  screws,  or  wires ;  but  in  all  such  works  the  aim  of  the  founder  is  to  leave  little  or  notliing  for 
the  finisher  or  chaser  to  do. 

Some  objects  which  are  either  exceedingly  complex  in  their  form,  or  soft  and  flexible  in  their  sub- 
stance, and  wliich  do  not  therefore  admit  of  being  moulded  in  sand,  in  the  ordinary  manner  of  figure- 
casting,  may  be  moulded  for  a  single  copy,  provided  the  originals  consist  of  sv  bstances  which  may  be 
either  readily  melted  or  burned  into  ashes. 

A  cavity  is  made  in  the  sand  of  the  moulding-trough,  a,  little  larger  and  longer  than  the  object,  oi 
else  a  wooden  box  of  appropriate  size  is  procured,  in  the  midst  of  which  the  wax  model  may  be  placed ; 
to  tlie  end  of  the  model  is  added  a  piece  to  represent  the  runner,  which  will  be  required  for  introducing 
the  metal.  The  composition  of  one-third  plaster  of  Paris  and  two-thirds  brickdust,  mixed  with  water, 
the  same  as  for  the  core  of  the  bust,  is  then  poured  in,  entirely  to  surround  the  model  The  mould  is 
first  slowly  dried ;  it  is  then  inverted  and  made  warm  to  allow  the  wax  to  run  out,  after  which  it  is  an- 
nealed, or  burned  to  redness ;  and  lastly,  when  cooled,  it  is  buried  in  sand  and  filled  with  metal.  The 
method  necessarily  throws  the  chance  of  success  upon  a  single  trial,  as  tlie  model  is  destroyed. 

Should  the  face  of  the  casting  be  required  to  be  particularly  smooth,  a  small  quantity  of  brickdust 
is  washed,  (in  the  manner  practised  with  emery,  and  to  be  explained,)  and  mixed  with  very  fine  plas 
ter ;  a  coat  of  this  is  brushed  over  the  model,  which  excludes  air-bubbles,  the  model  is  quickly  placed  in 
its  cavity,  and  the  coarser  mixture  is  poured  in  as  before. 

Tlie  above  method  exactly  corroborates  a  mode  long  since  described  as  being  suitable  to  casting 
copies  of  small  animals  or  insects,  parts  of  vegetables,  and  similar  objects  ;  these  ai-e  to  be  fixed  m  the 
centre  of  a  small  box,  by  means  of  a  few  threads  attached  to  any  convenient  parts,  one  or  two  wires 
being  added  to  make  air-holes  and  ingates  for  the  metal.  A  small  quantity  of  river  silt  or  mud,  which 
had  been  carefully  washed,  was  first  thrown  in  and  spread  around  the  object  by  swinging  the  box  about ; 
and  when  partly  dry,  successive  but  coarser  coats  were  tlirown  in,  so  as  ultimately  to  fill  up  the  box. 
When  it  had  become  thoroughly  dry,  the  wires  were  first  removed  from  the  earthy  mould ;  it  was  then" 
burned  to  reduce  the  object  to  ashes,  and  when  every  particle  of  the  model  had  been  blown  out,  it  was 
ready  to  be  filled  with  metal. 

Filling  the  moulds. — Having  traced  the  formation  of  various  kinds  of  moulds  for  brass  work,  we  must 
now  return  to  the  furnace  to  see  if  the  metal  is  in  condition  to  be  poured,  which  is  indicated  by  the 
slight  wasting  of  the  zjnc  from  its  surface  with  a  lambent  flame.  When  this  condition  is  observed,  the 
large  cokes  are  first  removed  from  the  mouth  of  the  pot.  and  a  long  pair  of  crucible  tongs  are  thrust 
down  beside  the  same  to  embrace  it  securely,  after  which  a  coupler  is  dropped  upon  the  handles  of  the 
tongs ;  the  pot  is  now  lifted  out  with  both  hands  and  carried  to  the  skinmiing-place,  where  the  loose 
dross  is  skimmed  off  with  an  u-on  rod,  and  the  pot  is  rested  upon  the  spill-trough,  against  or  upon  which 
the  flasks  are  arranged. 

The  temperature  at  which  the  metal  is  poiu-ed  must  be  proportioned  to  the  magnitude  of  the  works ; 
thus  large,  straggling,  and  thin  castings,  require  the  metal  to  be  very  hot,  otherwise  it  will  be  chilled 
from  coming  in  contact  with  the  extended  surface  of  sand  before  having  entirely  filled  the  mould :  tliick 
massive  castings  if  filled  with  such  hot  metal  would  be  sand-burned,  as  the  long  continuance  of  the  heat 
would  destroy  the  face  of  the  mould  before  the  metal  would  be  solidified. 

The  line  of  policy  seems  therefore  to  be,  to  pour  the  metals  at  that  period  when  they  shall  be  suffi- 
ciently fluid  to  fill  the  moulds  perfectly  and  produce  distinct  and  sharp  impressions,  but  that  the  metal 
shall  become  externally  congealed  as  soon  as  possible  afterwards. 

For  slight  moulds  the  carbonaceous  facings,  whether  meal-dust,  charcoal,  or  soot,  are  good,  as  these 
substances  are  bad  conductors  of  heat,  and  rather  aid  than  otherwise  by  their  ignition ;  it  is  also  proper 
to  air  these  moulds  for  thin  works,  or  slightly  warm  them  before  a  grate  containing  a  coke  fire.  But  in 
massive  works  these  precautions  are  less  required,  and  the  facing  of  common  brickdust,  which  is  in- 
combustible and  more  binding,  succeeds  better. 

The  founder  therefore  fills  the  moulds  having  the  slightest  works  first,  and  gradually  proceeds  to  the 
heaviest ;  if  needful,  he  will  wait  a  little  to  cool  the  metal,  or  will  effect  the  same  purpose  by  stirring 
it  with  one  of  the  ridges  or  waste  runners,  which  thereby  becomes  partially  melted.  He  judges  of  the 
temperature  of  tiie  melted  brass  principally  by  the  eye,  as  when  out  of  the  furnace  and  very  hot,  the 
surface  emits  a  brilliant  bluish  wlute  flame,  and  gives  off  clouds  of  the  white  oxide  of  zinc,  a  consid- 
erable portion  of  Avhich  floats  in  the  air  like  snow ;  the  light  decreases  w^ith  tlie  temperature,  and  but 
little  zinc  is  then  fumed  away. 

Gun-metal  and  pot-metal,  do  not  flare  away  in  the  manner  of  brass,  the  tin  and  lead  being  far  less 
volatile  than  zinc ;  neither  should  they  be  poured  so  hot  or  fluid  as  yellow  brass,  or  they  will  become 
eand-bumed  in  a  greater  degree,  or  rather  the  tin  and  lead  will  strike  to  the  surfivce.  Gun-metal 
and  the  much-used  alloys  of  copper,  tin,  and  zinc,  are  sometimes  mixed  at  the  time  of  pouring ;  the 
alloy  of  lead  and  copper  is  never  so  treated,  but  always  contains  old  metal  ;*  and  copper  is  seldom 

•  When  the  founder  is  in  doubt  as  to  the  quality  of  the  metal,  from  its  containinc;  old  metal  of  unlcnown  character,  or 
that  he  desires  to  be  very  exact,  Ixo  will  either  pour  a  sample  from  the  pot  into  an  inc;ot  mould,  or  extract  a  little  with  a 
long  rod  terminating  in  a  spoon  lieated  to  redness.  The  lump  is  cooled  and  tried  with  the  file,  saw,  liammer,  or  drill,  lo 
learn  its  quality. 
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cast  alone,  but  a  trifling  portion  of  zinc  is  added  to  it,  othenvise  the  work  becomes  nearly  full  of  little 
air-bubbles  throughout  its  siu-fiice.* 

Some  persons  judge  of  the  heat  proper  for  pouring,  by  applying  the  skimmer  to  the  surface  of  the 
metal,  which  when  very  hot  has  a  motion  like  that  of  boiling  water ;  this  dies  away  and  becomes  more 
languid  as  the  metal  cools.  Many  works  are  spoiled  from  being  poured  too  hot,  and  the  management 
of  the  heat  is  much  more  difficult  when  the  quantity  of  metal  is  small. 

The  mixture  and  temperature  of  the  metal  being  found  to  be  proper,  it  is  poured  in  the  manner 
represented  in  Fig.  788 ;  the  tongs  are  gradually  lowered  from  the  shoulder  down  the  left  arm,  and  the 
i-ight  hand  is  employed  in  keepuig  back  the  dross  from  the  lip  of  the  melting-pot.  A  crucible  contain- 
ing the  general  quantity  of  40  or  50  lbs.  of  metal,  can  be  very  conveniently  managed  by  one  individual; 
but  for  larger  quantities,  sometimes  amounting  to  one  hundred  weight,  an  assistant  aids  in  supporting 
the  crucible,  by  catching  hold  of  the  shoulder  of  the  tongs  with  a  grunter,  an  iron  rod  bent  like  a 
hook. 

Whilst  the  mould  is  being  filled,  there  is  a  rushing  or  liissing  sound  from  the  flow  of  the  metal  and 
the  escape  of  the  air ;  the  effect  is  less  violent  when  there  are  two  or  more  passages,  as  in  heavy  pieces, 
and  then  the  jet  can  be  kept  entirely  full,  which  is  desirable.  Immediately  after  the  mould  is  filled, 
there  are  generally  small  but  harmless  explosions  of  the  gases,  which  escape  through  the  seams  of  the 
mould  ;  they  ignite  from  the  runners,  and  burn  quietly ;  but  when  the  metal  blows,  from  the  after-escape 
of  any  confined  air,  it  makes  a  gurgling,  bubbling  noiss,  like  the  boiling  of  water,  but  much  louder,  and 
it  wiU  sometimes  throw  the  fluid  metal  out  of  the  runner  in  three  or  four  separate  spirts.  This  effect, 
which  mostly  spoils  the  castings,  is  mucli  the  most  likely  to  occur  with  cored  works,  and  with  such  an 
are  rammed  injudiciously  hard,  without  being,  like  the  moulds  for  fine  castings,  subsequently  well 
dried. 

The  moulds  are  generally  opened  before  the  castings  are  cold,  and  the  founder's  duty  is  ended  when 
he  has  sawn  off  the  ingates  or  ridges,  and  filed  away  the  ragged  edges  where  the  metal  has  entered 
the  seams  of  the  moidd ;  small  works  are  additionally  cleaned  in  a  rumble,  or  revolving  cask,  where 
they  soon  scrub  each  other  clean. 

Nearly  all  small  brass  works  are  poured  vertically,  and  the  runners  must  be  proportioned  to  the  size 
of  the  castings,  that  they  may  serve  to  fill  the  mould  quickly,  and  supply  at  the  top  a  mass  of  still  fluid 
metal,  to  serve  as  a  head  or  pressure  for  compressing  that  which  is  beneath,  to  increase  the  density  and 
soundness  of  the  casting.  Most  large  works  in  brass,  and  the  greater  part  of  those  in  iron,  are  moulded 
and  poured  horizontally,  and  the  process  being  exactly  alike  for  both  metals,  we  must  refer  the  reader 
to  the  following. 

Iron- Founders'  Flasks,  and  Sand-^moulds. — The  process  of  moulding  works  in  sand  is  essentially  the 
same  both  for  brass  and  iron  castings  ;  but  the  very  great  magnitude  of  many  of  the  latter  give  rise  to 
several  differences  in  the  methods :  it  will  suffice,  however,  to  advert  to  the  more  important  points  in 
which  the  two  practices  differ,  or  to  those  which  have  not  been  already  noticed ;  I  shall  therefore  com- 
mence with  a  few  remarks  upon  the  flasks  and  the  sand. 

In  the  greater  number  of  cases,  the  iron-founder  moulds  and  casts  his  works  horizontally,  with  the 
flasks  lying  upon  the  ground ;  frequently  the  top  part  only  is  lifted ;  and  in  the  largest  works  the 
lower  part  of  the  flask  is  altogether  omitted,  such  pieces  being  moulded  in  the  sand  constituting  the 
floor  of  the  foundry ;  in  these  cases  the  position  of  the  upper  flask  is  denoted  by  driving  a  few  iron 
stakes  into  the  earth,  in  contact  with  the  internal  angles  of  the  lugs,  or  projecting  ears  of  the  flasks. 

The  sand  would  drop  out  of  such  large  flasks,  if  only  supported  around  the  margm ;  they  are  con- 
sequently made  with  cross-bars,  or  wooden  stays,  a  few  inches  asunder,  which,  unless  the  entire  flask 
is  made  of  wood,  are  fixed  by  little  fillets  cast  in  the  solid  with  the  sides  of  the  iron  flasks.  A  great 
number  of  hooks  in  the  form  of  the  letter  S,  but  less  crooked  at  the  ends,  are  driven  into  the  bars,  and 
both  the  bars  and  hooks  are  wetted  with  thick  clay-water,  so  that  the  sand  becomes  entangled  amidst 
them,  and  is  sustained  when  the  flask  is  lifted.  Some  flasks  require  the  force  of  either  two  or  several 
men,  who  raise  them  up  by  iron  pins  or  handles  projecting  from  the  sides  of  the  flask ;  they  are  then 
placed  upon  one  edge,  and  allowed  to  rest  against  any  convenient  support  whilst  they  are  repaired,  or 
they  are  sustained  by  a  prop. 

The  very  heavy  flasks  are  lifted  with  the  crane,  by  means  of  a  transverse  beam  and  two  long  hang- 
ers, called  clutches,  which  take  hold  of  two  gudgeons  in  the  centres  of  the  ends  of  the  flask ;  it  can  be 
then  turned  round  in  the  slings,  just  the  same  as  a  dressing-glass,  to  enable  it  to  be  repaired. 

The  modern  iion-founders'  flasks  are  entirely  of  iron,  and  do  not  require  the  wooden  stays,  as 
they  are  made  full  of  cross-ribs  nearly  as  deep  as  the  flask  itself,  and  which  divide  its  entire  surface 
into  compartments  four  or  five  inches  wide,  and  one  to  two  feet  long.  On  the  sides  of  every  compart- 
ment are  little  fillets,  sloping  opposite  ways,  so  as  to  lock  in  the  small  bodies  of  sand  -etry  effectually. 
When  these  top  flasks  are  placed  upon  middle  flasks  without  ribs,  as  in  moulding  tliick  objects,  the 
two  parts  are  cottered  or  keyed  together,  by  transverse  wedges  fixed  in  the  steady  pins  of  tjfie  flask ; 
lifters  or  gaggers  are  then  placed  amidst  the  sand ;  these  are  light  T-shaped  pieces  of  irui,  wetted  and 
placed  head  downwards,  the  tails  of  which  are  largest  at  top,  so  as  to  hold  themselves  in  the  sand,  the 
same  as  the  keystone  of  an  arch  is  supported.  The  gaggers  are  placed  at  various  parts  to  combine 
the  sand  in  the  two  flasks,  and  they  fulfil  the  same  end  as  the  iron  hooks  and  nails  driven  into  the 
wooden  stays  of  the  old-fashioned  flasks. 

The  bottom  flask,  or  drag,  has  sometimes  plain  flat  cross-ribs,  two  inches  wide,  (like  a  flat  bottom 
with  square  holes,)  that  it  may  be  turned  over  without  a  bottom-board ;  and  unless  the  flasks  have 
Bwivels  for  the  crane,  they  have  two  cast-iron  pins  at  each  end,  and  one  or  more  large  wrought-iron 
handles  at  each  side,  by  which  they  may  be  Ufted  and  turned  over  by  a  proportionate  number  of  men. 

•  The  engraved  cylinders  for  calico-printing  are  required  to  be  of  pure  copper,  and  their  unsoundness  when  cast  in  the 
usual  way  was  found  to  be  so  serious  an  evil,  that  it  gave  rise,  in  1819,  to  Holingrake's  patent  for  casting  the  metals  ua- 
Oer  pressure. 


276 


CASTING  AND  FOUNDING. 


The  sand  of  tlie  iron-founder  is  marser  and  less  adhesive  than  that  used  by  the  brass-founder 
The  parting-sand  is  the  burned  sand  which  is  scraped  off  the  castings ;  it  loses  its  sharp,  crystalhue 
character  from  being  exposed  to  the  red  heat.  Tlie  facing-sand  is  sometimes  only  about  equal  parts  ol 
coal-dust  and  charcoal-dust,  ground  very  fine ;  at  other  times,  either  old  or  new  sand  is  added,  and  for 
large,  thick  works  a  little  road-tlrift  is  introduced.  All  these  substances  get  largely  mixed  with  the  sand 
of  the  floor,  and  lessen  its  binding  quality,  whicli  is  compensated  for  by  occasional  additions  of  new 
sand,  and  by  using  more  moisture  with  the  sand,  as  before  extracting  the  patterns,  the  iron-founder 
wets  the  edges  of  the  sand  with  a  sponge,  which  has  sometimes  a  nail  tied  to  it  to  direct  the  water 
in  a  fine  stream  ;  for  heavy  works  a  watering-pot  is  used. 

The  green-sand  moulds  are  made  as  in  the  brass-foundiy,  of  the  ordinary  stock  of  old  moist  sand  ; 
these  are  often  filled  as  soon  as  they  have  been  made. 

The  dry-sand  moulds  are  made  in  the  same  manner,  but  with  new  sand  containing  its  full  proportion 
of  loam ;  these  moulds  are  thoroughly  dried  in  a  large  oven  or  stove,  and  then  blackwashed  or  painted, 
with  thin  clay -water  containing  finely -ground  charcoal ;  tliis  facing  is  also  thoroughly  dried  before  the 
moulds  are  poured.  " 

The  loam-moulds,  which  are  much  used  for  iron-castings,  and  somewhat  also  for  those  of  brass,  are 
made  of  wet  loam  with  a  little  sand,  ground  together  in  a  mill  to  the  consistence  of  mortar ;  the  moulds 
are  made  partly  after  tlie  manner  of  the  bricklayer  and  plasterer,  as  will  be  explained ;  the  loam  moulds 
also  are  thoroughly  dried,  blackwashed,  and  again  dried,  as  from  their  greater  compactness  they  allow 
less  efficient  escape  for  the  vapor  or  air,  and  therefore  they  must  be  put  into  the  condition  not  to  gener- 
ate much  vapor  when  they  are  filled. 

Iron  moulds  are  also  employed  for  a  small  proportional  number  of  works  which  are  then  called 
chilled  eastings ;  and  occasionally  the  methods  of  sand-casting  and  chilUng  are  combined,  as  in  some 
axletree-boxes,  which  are  moulded  from  wooden  patterns  in  sand,  and  are  cast  upon  an  iron  core.  To 
form  the  annular  recess  for  oil,  a  ring  of  sand,  made  in  an  appropriate  core-box,  is  slipped  upon  the  iron 
mandrel,  and  is  left  behind  when  the  latter  is  driven  out  of  the  casting. 

It  would  be  a  useless  repetition  to  enter  into  the  details  of  moulding  ordinary  iron-works ;  but  from 
the  horizontal  position  of  the  flasks,  it  is  necessary  that  the  part  of  the  work  wliich  is  required  to  be 
the  soundest,  and  most  free  from  defects,  should  be  placed  downwards,  as  the  r.ietal  is  more  condensed 
at  the  lower  part,  and  free  fi'om  the  scoria  or  sullage  which  sometimes  renders  tlie  upper  surface  very 
rough  and  full  of  minute  holes.  As  the  flasks  almost  always  lie  on  the  ground,  it  is  also  found  the 
most  convenient  to  retain  them  in  contact  by  phicing  heavy  weights  upon  them ;  the  foundry  should  in 
consequence  have  an  abundant  supply  of  these. 

The  flasks  require  to  be  poured  through  a  hole  in  the  upper  half,  as  seen  at  r,  Fig.  837,  which  hole  is 
formed  by  placing  a  wooden  runner-stick  in  the  top  part  A,  whilst  it  is  being  rammed  ;  and  a  small 
channel  is  afterwards  cut  sidewise  into  the  mould.  Sometimes  two,  tlu'ee,  or  even  half-a-dozen  or  more 
runners  are  put  to  one  single  casting,  either  when  it  requires  a  great  weight  of  metal,  or  wlion  it  is  large 
but  slight,  as  in  trellis-work,  in  which  case  the  metal  might  cool  before  filling  the  mould,  if  only  intro- 
duced at  one  single  runner. 

When  the  runners  are  required  to  be  lofty,  either  to  supply  pressure  to  the  metal,  or  as  a  reserve 
to  fill  up  the  space  left  by  its  contraction  in  coohng,  iron  rings  of  six  or  eight  inches  diameter  are  piled 
up  to  the  required  height,  to  support  the  tube  of  sand  contained  within  them.  Small  objects  that  are 
poured  from  one  hole,  are  frequently  moulded  witli  two  runners,  that  the  metal  may  Jiow  tlu-ough 
the  mould,  and  that  there  may  be  a  suificient  supply  to  meet  the  shrinkage,  and  also  to  supply 
head  or  pressure  ;  another  advantage  also  results,  as  it  assists  in  caiTying  off  the  scoria  or  spillage. 

The  u-on-founder  employs  all  the  methods  of  coring  explained  at  pages  246  to  248,  and  also  others 
of  an  entirely  different  kind  but  httle  required  in  brass-works ;  namely,  for  lateral  holes  in  the  parts 
of  the  castings  buried  beneath  the  general  surface  of  the  mould,  and  which  are  explained  by  the 
Figs.  828  to  831.  Thus,  828  represents  the  finished  casting,  829  the  model  of  the  same,  830  the  ap- 
pearance of  the  bottom  flask  or  drag  when  the  pattern  is  first  removed,  and  831  the  flask  and  cores 
when  closed  ready  for  pouring ;  the  moulds  are  inverted,  and  the  same  letters  of  reference  refer  to 
fiimilar  parts  of  all  these  figures. 


The  core-print  a  would  deliver  from  the  sand,  and  leave  the  cavity  at  a.  Fig.  830,  to  be  afterwaraa 
filled  by  the  core  shown  in  Fig.  831,  the  same  as  formerly  explained  at  Fig.  811.  But  the  core-print 
b.  Fig.  829,  (which  has  reference  to  the  stud  b.  Fig.  831,)  would  tear  away  the  sand  above  it  in  with- 
drawing the  pattern  ;  therefore  the  print  b  should,  like  d,  Fig.  829,  extend  to  the  face  of  the  pattern,  or 
the  parting  line,  represented  by  c.  Fig.  831.  This  being  tlie  case,  the  pattern  would  leave  the  space 
denoted  at  d,  Fig.  830 ;  the  core  is  put  down  sidewise  to  the  bottom  of  the  recess,  and  extends  entirely 
across  the  same ;  the  small  open  space  above  is  made  good  with  the  general  surface,  as  shown  by  the 
shade  lines  in  Fig.  831,  and  this  filling  in,  at  the  same  time  fixes  the  core  precisely  where  denoted  by 
the  print  d,  which  latter  has  a  mark  to  show  to  the  moulder  where  the  core  is  to  end.     The  circulai 
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hole  requires  the  core- print  shown  at  c,  Fig.  829  ;  the  cores  themselves  are  made  in  the  core-boxes, 
812  ancl  813,  before  explained. 

Fig.  832  represents  the  model  and  core-print,  from  which  the  finished  casting  shown  at  Fig.  832  might 
be  made  from  a  soUd  pattern  in  a  two-part  flask ;  it  would  be  inverted,  and  the  parting  would  be  made 

833. 


upon  the  line  x.  Tlie  prints  for  tlie  four  holes  a  a,  would  be  placed  in  the  top  flask,  and  those  for  the 
great  apertures  or  panels  d,  would  be  made  in  a  core-box  of  the  express  form,  and  as  thick  as  the  pat- 
tern and  core-print  measured  together.  The  core  would  be  deposited  edgewise  into  the  core-print,  and 
the  upper  corners  of  the  mould  will  be  made  good,  as  explained  in  Fig.  831. 

By  the  same  method,  a  mortise-wheel,  or  one  with  spaces  around  its  edge,  as  ..t  m  m.,  Fig.  833,  to  be 
filled  with  wooden  cogs,  might  be  made  with  a  series  of  core-prints,  as  at  c,  brought  up  flush  with  the 
parting  of  the  mould  ;  if  every  print  were  filled  with  a  core  such  as  Fig.  833,  made  in  an  appropriate 
core-box,  the  matter  would  be  accomplished  with  great  facility  and  truth. 

The  iron-founder  makes  frequent  use  of  flasks  which  divide  in  tlu'ee  or  four  parts ;  this  is  done  in 
many  cases  simply  to  increase  the  depth  of  the  contained  space  ;  in  which  case,  when  wooden  flasks 
were  employed,  they  admitted  of  being  temporarily  fixed  together  by  dogs,  or  large  iron  staples,  driven 
a  little  way  into  the  neighboring  flasks,  but  the  modern  iron  flasks  are  fixed  by  cotters.  Tlie  following 
examples  will  show  the  nature  of  some  other  uses  to  which  the  flasks  with  several  partings  are  applied. 

835. 


A  casting,  such  as  Fig.  834,  which  represents  the  top  of  a  sliding-rest  for  a  lathe,  might  be  moulded 
in  a  very  deep  two-part  flask,  if  tlie  parting  were  made  upon  the  dotted  line  aa;  but  there  would  be 
very  great  risk  of  tearing  down  the  mould  in  drawing  out  the  pattern  ;  and  from  the  depth,  there  would 
be  scarcely  a  possibility  of  repairing  it,  and  the  metal  would  probably  be  strained.  It  would  be  also 
possible  to  mould  it  with  the  joining  upon  the  line  6,  provided  several  cores  were  employed ;  but  the 
mode  adopted  is  more  convenient  than  either  of  these,  when  the  pattern  is  made  in  two  parts,  and 
the  flask  in  three,  as  in  Fig.  835. 

A  and  B  are  first  united  and  partly  filled  with  sand,  the  pattern  is  knocked  in  as  represented,  and  the 
whole  well  rammed,  especially  in  the  groove,  the  parting  being  made  on  the  line  1 1,  and  dusted.  C  is 
now  put  on,  filled,  and  struck  off  level ;  a  board  is  put  above  it,  and  ABC  are  all  turned  over  together, 
A  becoming  the  top. 

A  is  now  removed,  and  the  sand  is  cut  away  to  make  the  second  parting  on  the  line  2  2,  after  which 
A  is  replaced,  and  the  runner-stick  is  inserted"  to  make  the  runner  r.  On  removing  the  pattern,  the 
runner-stick  r  is  first  taken  out.  A,  or  the  top  part  of  the  flask,  is  lifted  off',  and  the  white  part  of  the 
pattern  is  drawn  out ;  B,  or  the  middle  part,  is  then  lifted,  and  the  last  or  shaded  piece  of  tlie  pattern 
is  drawn  out  of  the  mould,  which  is  now  put  together  again,  and  poured  through  r  ;  so  that  the  top- 
surface  of  the  pattern,  as  seen  in  both  views,  becomes  the  face,  from  being  cast  downwards,  or  upon 
the  lowest  piece  C,  of  the  flask,  called  the  di-ag. 

The  part  e,  Fig.  834,  might  be  cast  with  a  chamfer  in  three  different  ways  ;  although,  in  small  cast- 
ings, it  is  more  usual  to  cast  it  square  and  plane  it  out  of  the  solid.  First,  the  pattern  might  be  moulded 
square,  and  the  top  A,  after  removal,  might  be  worked  to  the  angle  by  aid  of  the  trowel  and  a  cham- 
fered slip  of  wood,  used  as  a  gage ;  or  secondly,  by  the  employment  of  a  core,  the  print  of  which  is 
represented  by  the  dotted  lines  terminating  at  the  angle  d.  Fig.  834 ;  or  thirdly,  by  having  a  loose 
slip  on  the  pattern  sliding  on  the  line  c,  Fig.  834,  so  as  to  be  drawn  off  when  the  top  A  had  been  lifted 
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This  last  method  is  analogous  to  that  represented  in  Fig.  836,  also  intended  for  a  sliding-rest,  and  which 
might  be  cast  in  a  two-part  flask,  if  the  two  clianifers  c  c  were  fitted  loosely  upon  slides,  as  shown ;  bu< 
a  three-part  flask  is  more  convenient,  as  explained  by  Fig.  837,  in  which  the  pattern  is  invertet* 


Tlie  lowest  piece  C,  or  the  drag,  is  parted  upon  the  line  1  1,  but  its  sand  extends  upwards  between 
the  two  sides  of  the  pattern,  as  shown  by  the  shade  lines.  The  middle  piece  B  is  parted  through  the 
line  2  2 ;  and  lastly  A,  the  top,  is  fiUed  up  level,  the  runner-stick  at  r  beuig  inserted  at  the  time ;  A  is 
first  lifted,  and  all  the  pattern  is  then  removed,  excepting  the  chamfered  bars  and  their  slides,  which 
are  represented  black  ;  this  pattern  delivers  its  own  cores  for  the  circular  mortises  mm,  the  sand  form- 
ing them  being  a  part  of  that  in  B,  or  the  middle  flask ;  lastly,  B  is  lifted,  and  the  chamfer-slips  are 
picked  off  from  C.  This  pattern  may  consequently  be  moulded  without  turning  over  the  flask,  and 
every  part  of  the  mould  is  quite  accessible  for  repair. 

The  pedestal  of  the  swage-block,  is  another  good  example  of  moulding  in  a  three-part  flask. 
The  model  is  made  with  the  upper  fillet  loose,  also  with  the  sides  solid,  or  without  the  lioles,  and 
the  object  is  moulded  as  it  stands.  The  top  part  of  the  flask  opens  at  the  upper  moulding,  and 
which  latter  is  then  removed  from  the  pattern ;  the  middle  flask  divides  at  the  plintli  or  flange,  so 
that  when  this  has  been  lifted,  the  pattern  also  may  be  withdrawn,  leaving  a  square  pedestal  of  sand, 
as  large  as  the  interior  of  the  model,  standing  upon  the  bottom  part  or  drag,  as  in  Fig.  837.  The  panels 
are  made  by  means  of  a  core-box,  of  the  kind  Fig.  814;  the  box  is  exactly  as  thick  as  the  metal  to  be 
cast ;  and  the  circular  cores  are  then  fixed  upon  the  pedestal  of  sand  by  means  of  a  few  wires  or  nails, 
after  which  the  flask  is  put  together,  ready  for  pouring. 

If  the  casting  here  referred  to,  had  four  fluted  columns  at  the  four  angles,  either  with  a  large  cap  to 
each,«or  Avith  a  square  entablature  connecting  the  whole  of  theni,  the  object  might  be  also  cast  in  one 
piece,  if  moulded  in  a  three-part  flask.  After  removing  the  top  flask,  tlie  entablature  and  capitals 
would  be  first  withdrawn,  the  columns  being  divided  througli  their  smallest  diameters ;  tlie  mould 
would  be  then  turned  over,  and  upon  lifting  off  the  drag,  or  bottom  piece,  the  remainder  of  tlie  pattern 
could  be  drawn,  either  in  one  single  piece,  or  if  the  pillars  were  loose,  the  five  parts  could  be  more 
safely  extracted  ;  the  three-part  mould  would  be  put  together  again,  and  reversed  for  pouring.  In  this 
general  manner,  by  making  either  the  mould  or  the  pattern,  or  both,  in  different  pieces,  and  by  the 
judicious  employment  of  cores  and  drawbacks,  objects  apparently  the  most  untractable  are  cast  with 
very  great  perfection. 

The  u-onfounders  are  likewise  very  dexterous  in  making  castings  in  some  respects  different  from 
the  patterns  from  whicli  they  are  moulded  :  thus,  if  the  pattern  be  too  long,  or  tliat  it  be  temporarily 
desired  to  obliterate  some  few  parts,  the  mould  is  made  of  the  full  size  and  stopped-off,  additional  sand 
being  worked  into  the  mould,  by  aid  of  the  trowel  and  some  temporary  piece  of  wood,  to  represent 
the  imagined  termination  of  the  pattern.  On  tlie  other  hand,  any  simple  enlargement  or  addition  is 
not  always  added  to  the  pattern,  but  it  is  frequently  cut  out  of  the  mould  with  the  trowel,  in  a  similar 
manner. 

Many  common  works,  such  as  plates,  gratings,  parts  of  ordinary  stoves,  and  simple  objects,  are  made 
to  written  measures,  and  without  patterns,  as  a  few  parallel  slips  of  wood  to  represent  the  margin  of 
the  castuig  are  arranged  for  the  purpose  upon  a  flat  body  of  sand,  which  is  modelled  up  almost  entirely 
by  liand ;  but  for  all  accurate  purposes  and  for  machinery,  good  and  well-made  patterns  are  indispen 
sable,  and  to  some  particulars  of  which  a  little  attention  will  be  now  devoted. 

Remarks  on  Patterns  for  Iron  Castings. — Tlie  construction  of  patterns  for  iron  castings  requires  not 
only  the  observance  of  all  the  particulars  conveyed,  but  in  addition,  the  large  size  of  the  models,  the 
peculiar  methods  employed  in  moulding  them,  and  the  nearly  inflexible  nature  of  tlie  iron  castings 
when  produced,  call  for  some  other  and  important  considerations ;  and  which  sliould  not  be  entirely 
overlooked,  even  in  works  of  comparatively  small  size,  or  it  may  lead  to  failure  and  disappointment. 

Tlius,  it  becomes  necessary  to  make  patterns  in  some  degree  larger  than  the  intended  iron  castings, 
to  allow  for  their  contraction  in  cooling,  which  equals  from  about  the  ninety-fiftli  to  the  ninety-eighth 
part  of  tlieir  length,  or  nearly  one  per  cent.  This  allowance  is  very  easily  and  correctly  managed  by 
the  employment  of  a  contraction-rule,  wliich  is  made  like  a  surveyor's  rod,  but  one-eighth  of  an  inch 
longer  in  every  foot  than  ordinary  standard  measure.  By  the  employment  of  such  contraction-rules, 
every  measurement  of  the  pattern  is  made  proportionally  larger  without  any  trouble  of  calculation. 

When  a  wood  pattern  is  made,  from  which  an  iron  pattern  is  to  be  cast,  the  latter  being  intended  to 
serve  as  the  permanent  foundry  pattern,  as  there  are  two  shrinkages  to  allow  for,  a  double  contraction- 
rule  is  employed,  or  one  the  length  of  which  Is  one  quarter  of  an  inch  in  excess  in  every  foot.  These 
rules  are  particularly  important  in  setting  out  alterations  in,  or  additions  to,  existing  machiuciy ;  tha 
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lattor  is  measured  ■with  the  common  rule,  and  the  new  patterns  are  set  out,  to  the  same  nominal 
pleasures,  with  a  single  or  double  contraction-rule  as  the  case  may  be,  tlie  three  being  made  in  some  re 
spects  dissimilar  to  avoid  confusion  in  their  use ;  the  entire  neglect  of  contraction-rules  incurs  ad- 
ditional trouble  and  uncertainty.* 

Patterns  for  iron  castings  are  much  more  frequently  divided  into  several  parts  than  those  for  brass ; 
for  instance,  tlie  division  into  two  equal  parts,  after  the  manner  of  Fig.  823,  (but  without  reference  to 
the  under-cutting,)  is  very  common,  as  both  the  pattern  and  flask  separate  when  the  top  part  is  lifted, 
and  the  halves  of  the  pattern  can  then  be  drawn  out  from  the  halves  of  the  flask  with  much  less  risk 
of  tearing  down  the  sand. 

Fig.  790,  if  small,  would  be  moulded  as  represented,  with  false  cores  or  drawbacks  ;  but  if  it  were 
a  large  fluted  column,  the  iron-founder  would  employ  a  soUd  two-part  flask  ;  the  sliaded  parts  would 
together  represent  tlie  body  of  sand  in  the  drag,  and  the  pattern  would  be  made  in  three  parts, 
Bometliing  like  a  boot-tree.  When  the  top  flask  had  been  lifted,  the  central  slice  of  the  pattern,  ex- 
tending from  the  two  upper  to  the  two  lower  angles,  would  be  withdrawn  vertically,  and  the  two  outer 
pieces  would  be  released  sidewise.  The  general  rule  is  to  divide  the  circumference  of  the  pattern 
mto  six  equal  parts,  and  to  let  the  central  slice  equal  one  of  them  in  width. 

The  figures  835  and  837,  representing  two  parts  of  a  slide-rest,  and  the  pedestal,  are  some 
amongst  many  of  the  common  examples  of  the  division  of-  the  patterns  ;  and  with  which  may  be  asso- 
ciated the  numerous  subdivisions  of  the  mould  instead  of  the  pattern,  by  the  employment  of  cores, 
many  applications  of  which  have  been  also  explained.  All  these  matters  display  much  interesting  and 
ingenious  contrivance,  resorted  to  either  to  render  possible  tlie  operation  of  moulding,  or  to  faciUtate  its 
performance. 

To  lessen  the  distortion  of  castings  from  their  unequal  contraction  in  cooling,  it  is  important  that 
the  models  should  be  nearly  symmetrical.  For  example,  bars  or  rods  of  all  tlie  sections  in  Fig.  789 
may  be  expected  to  remain  straight ;  perhaps  g  is  the  most  uncertain,  but  if  the  lower  fins  of  e  and  h 
were  removed,  their  flat  surfoces  then  exposed  to  the  sand  would  become  rounding  or  convex  in  length, 
from  the  contraction  of  the  upper  rib  being  unopposed  by  that  of  a  similar  piece  on  the  under  side. 
Bars  and  beams,  the  sections  of  which  resemble  the  letter  I,  are  of  the  most  favorable  kind  for  general 
permanence,  and  also  for  strength,  and  large  panels  may  be  cut  out  from  their  central  plates  to  diminish 
their  weight  without  materially  reducing  their  stability.  They  are  much  used,  not  only  in  building, 
but  also  in  the  framing  of  machinery,  which  is  in  a  great  measure  based  upon  the  same  general  rules. 

It  is  also  of  great  importance,  especially  in  castings  of  large  size,  that  the  thickness  of  the  metal 
uhould  be  nearly  alike  throughout,  so  that  it  may  cool  at  all  parts  in  about  the  same  time.  Should  it 
happen  that  one  part  is  set  or  rigid,  whilst  anotlicr  is  semi-fluid,  or  in  the  act  of  crystallizing,  there  is 
great  risk  of  the  one  part  being  altogether  torn  from  the  other  and  producing  fracture.  Or  should  the 
disturbing  force  be  insufficient  to  break  the  casting,  it  may  strain  the  metal  nearly  to  its  limit  of  tenacity 
or  elasticity ;  so  that  a  force  fiir  below  that  which  the  casting  should  propei^  bear  may  break  it  in 
pieces.  * 

An  example  of  this  is  seen  in  wheels  with  very  light  arms  and  heavy  rims  or  bosses.  The  arms 
sometimes  cool  so  quickly  as  to  tear  themselves  away  from  the  still  hot  rim  or  nave  ;  or  when  the  arms 
are  solidified  without  fracture,  the  contraction  of  the  rim  may  so  compress  the  spokes  endwise  as  to 
dish  the  wheel,  (in  the  manner  of  an  ordinary  carriage-wheel,)  and  thereby  strain  the  casting  nearly  or 
quite  to  the  point  of  fracture.  The  arms  are  sometimes  curved  like  the  letter  S,  mstead  of  being 
straight  and  i-adial ;  the  contraction  then  increases  their  curvature  with  less  risk  of  accident  than  to 
straight  arms.f  A  more  elegant  way  of  avoiding  the  mischief  was  invented  by  Mr.  Isaac  Dodd,  of 
the  Horsley  Iron  "Works,  by  placing  the  spokes  as  tangents  to  the  central  boss,  in  which  case  the  con- 
traction of  the  rim  makes  a  small  angular  change  of  position  in  the  boss ;  for  the  rim  in  thrusting  the 
spokes  inwards,  causes  the  boss  to  twist  round  a  little  way  with  far  less  risk  of  fracture.:): 

The  destructive  irregularity  of  thick  and  thin  works  is  partly  averted  by  uncovering  the  thick  parts 
of  the  casting,  or  even  cooling  them  still  more  hastily,  by  tlirowing  on  water  from  watering-pots.  In 
wheels  this  has  been  done  by  a  hose,  the  axis  of  which  is  concentric  with  the  wheel,  the  arms  being  all 
the  time  surrounded  by  the  sand  to  retard  their  cooling ;  but  it  is  the  most  judicious  in  all  patterns,  to 
make  the  substance  for  tlie  metal  as  nearly  uniform  throughout  as  circumstances  will  admit,  so  as  not 
to  require  these  modes  of  partial  treatment,  which  often  compromise  the  ultimate  strength  of  the 
casting. 

Another  mode  sometimes  adopted  for  avoiding  the  fracture  of  wheel?,  from  the  great  dissimilarity 
t'f  their  proportions,  is  by  inserting  wrought-iron  arms  in  the  mould,  but  they  do  not  ulways  unite 
lindly  with  the  iron  of  tlie  rim  and  the  nave.  The  same  inconvenience  occurs  when  iron  pins  are  in- 
s".rted  in  the  ends  of  either  ii'on  or  brass  castings,  to  serve  for  their  attachment  to  tlieir  respective 
places.  In  iron  castings  it  frequently  produces  the  effect  of  chill  casting,  so  as  to  render  the  works 
difiicult  to  be  turned  or  filed  at  the  junction,  and  there  is  risk  of  the  casting  becoming  blown  or  un- 

*  The  contraction  of  brass  is  nearly  three-sixteenths  of  an  inch  in  every  foot,  but  from  the  small  size  of  brass  castings 
the  contraclioiwule  is  less  required  for  them,  as  the  differences  may  be  easily  allowed  for  without  it. 

Iron  castings  weigli  about  fourteen  times  as  much  as  the  ordinary  deal  and  fir  patterns  from  which  they  are  made,  thai 
beinx  nearly  the  ratio  of  the  specific  gravities  of  those  materials.  All  these  matters  are  entered  into  in  the  pam- 
phlet, ''A  New  System  of  Scales  of  Equal  Parts,"  and  the  paper  "On  a  Scale  of  Geometrical  Equivalents  for  Engiueei^ 
ing  and  other  Purposes,"  Lond.  and  Edin.  Philos.  Mag.,  .July,  1838,  wherein  are  described  numerous  applications  of  scales 
of  equal  parts  to  the  purposes  of  drawing  and  calculation,  and  to  the  comparison  and  conversion  of  all  kinds  of  measui-es, 
weights,  and  other  quantities. 

t  It  appears  to  be  often  desirable  to  supersede  the  straight  diagonal  braces  of  iron  castings  by  curved  lines,  which  are 
both  more  ornamental,  and  better  disposed  to  yield  to  compression  or  extension  by  a  slight  alteration  in  their  curvature. 

X  Mr.  Dodd  had  to  contend  with  the  shi'inkiiig  of  the  mwe,  which  was  the  last  to  cool ;  the  accidents  therefore  occurred 
from  the  tension,  instead  of  the  compression  of  the  spokes  ^  this  equally  tiital  effect  was  completely  remedied  by  placing 
Ihe  arms  as  tangents. —  Trans.  Soc.  of  Arts,  vol.  li.  p.  6li. 
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sound  in  cither  case.  When  the  pins  are  heated  before  being  placed  in  the  mould,  they  become  nearlj 
cold  before  the  metal  can  be  poured,  and  they  also  endanger  the  presence  of  a  little  steam  or  vapor, 
wliich  is  detrimental ;  therefore  they  are  more  generally  put  in  cold,  notwitlistanding  the  sudden  check 
they  then  give  to  the  fluid  metal. 

The  patterns  for  iron  castings  of  large  size  are  necessarily  very  expensive,  especially  those  for  hol- 
low cylinders  and  pans,  many  of  which  are  so  large  that  it  would  be  impossible  to  find  solid  pieces  ol 
wood  from  Avliich  the  patterns  could  be  made  ;  either  with  sufiicient  strength  for  present  use,  or  with 
the  necessary  permanence  or  form  for  a  subsequent  period,  as  they  would  be  almost  sure  either  to 
break,  or  to  become  distorted  from  the  effects  of  unequal  shrinking.  Such  patterns,  therefore,  require 
to  be  made  of  a  great  many  thui  layers  or  rings  of  wood,  each  consisting  of  6,  8,  or  12  pieces,  like  the 
felloes  of  wheels,  so  that  in  all  parts  the  grain  may  be  nearly  in  the  direction  of  a  tangent. 

As  they  are  glued  up,  every  succeeding  layer  is  connected  with  the  former,  by  glue  and  wooden  pins 
or  dowels,  and  the  whole  is  afterwards  turned  to  the  tubular  or  hemisplierical  form,  as  the  case  may 
be.  As  the  castings  are  generally  required  to  be  rather  thin,  such  models  are  not  only  very  expensive, 
but  also  very  liable  to  accident ;  and  besides,  it  frequently  occurs  that  only  one  or  two  castings  of  a 
kind  may  be  required,  which  makes  the  proportional  cost  of  the  patterns  excessive. 

It  fortunately  happens,  however,  that  this  case,  which  is  one  of  the  nost  costly  and  uncertain  by  the 
employment  of  ordinary  wood  or  metal  patterns,  becomes  exceedingly  manageable  by  a  peculiar  and 
simple  application  of  the  art  of  turning,  (the  one  great  centre  of  the  constructive  arts,  to  which  these 
pages  are  intended  immediately  and  collaterally  to  apply ;)  and  by  which  process,  or  one  branch  of 
loam  moulding,  to  be  explained  in  the  following  section,  patterns  are  not  generally  required. 

Loam  Moiiiding. — Figs.  838,  8S9,  and  840,  are  intended  to  illustrate  this  process  as  regards  a  steam 
cylinder.  Fig.  838  is  the  entire  section  of  the  mould  in  its  first  stage ;  Figs.  839  and  840  are  the  half 
sections  of  the  second  and  third  stages,  preparatory  to  burying  the  mould  in  the  pit  in  which  it  is  to  be 
filled. 

The  inner  part  of  the  loam-mould  is  called  the  core  when  small,  but  the  nowel  when  large ;  the  outer 
is  called  tlie  case  or  the  cope.  Eacli  part  is  built  upon  an  iron  loam-plate,  or  a  ring  cast  rough  on  the 
face,  and  with  four  ears  by  which  it  may  be  lifted.  The  mould  is  occasionally  erected  upon  four  shal- 
low pedestals  of  bricks  for  tlie  convenience  of  making  a  fire  beneath  it  to  dry  the  loam  ;  at  other  times 
it  is  made  upon  a  low  truck  upon  which  it  may  be  wheeled  into  the  loam-stove,  which  is  heated  to 
about  the  temperature  of  SCO  to  400  degrees  P'ahrenheit. 

A  vertical  axis  a,  is  mounted  in  any  convenient  manner,  frequently  in  two  holes  in  the  truck  itself,  or 
a."  shown  in  Fig.  838,  in  a  pedestal  or  socket  erected  upon  the  truck ;  at  other  times  the  axis  is  mounted 
'lo  a  hole  in  the  loam-plate,  and  in  any  bearing  attached  either  to  the  building,  or  its  roof. 


ine  tirst  step  is  to  fix  upon  the  spindle  the  templet  b  b,  at  the  distance  of  the  radius  of  the  cylinder, 
either  by  one  or  two  clutches,  with  various  binding  screws.  An  inner  cylinder  of  brickwork  is  then 
built  up,  plastered  by  the  hands  with  soft  loam,  (which  is  represented  black  in  all  the  figures,)  and 
scraped  into  the  cylindrical  form  by  the  radius  board,  whicli  is  moved  round  on  its  axis  by  a  boy. 
When  the  surface  is  smooth  and  fair  it  is  thoroughly  dried,  after  which  it  is  brushed  over  with  black- 
wash,  and  again  dried.  The  charcoal-dust  in  the  blackwash  serves  as  a  parting,  to  prevent  the  suc- 
ceeding portions  of  the  loam-mould  from  adhering  to  tlie  first. 

The  templet  cc.  Fig.  839,  cut  exactly  to  the  external  form  of  the  cylinder,  is  now  attached  to  the 
axis  at  the  distance  from  the  core  required  for  the  thickness  of  tlie  metal :  some  additional  loam  is 
Uirown  on  to  form  the  thickness,  which  is  smoothed  in  the  same  Ciireful  manner  as  the  centre,  after 
which  the  templet  and  spindle  are  dismounted,  and  the  thickness,  which  is  represented  white  in  Figs. 
839  and  840,  is  also  dried  and  blackwashed. 

The  ring  for  tlie  outer  case  or  cope  is  now  laid  down,  and  its  position  is  denoted  either  by  fixed  studs 
or  by  marks ;  and  the  outer  case  represented  in  Fig.  840.  is  built  up  of  bricks  and  loam,  with  an  inner 
fiicing  of  loam  worked  very  accurately  to  the  turned  thickness,  'llie  new  work  or  the  cope  is  also 
thoroughly  dried,  and  afterwards  lifted  ofif  very  cjirefully  by  means  of  the  crane  and  a  cross-beam  with 
four  chains,    lliis  process  likewise  drags  off  the  thickness,  which  usually  breaks  in  the  removal ;  its 
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remains  are  carefully  picked  out  of  the  cope,  both  parts  of  tlie  mould  are  repaired,  and  again  black- 
waslied  and  dried. 

When  tlie  cylinder  requires  joor^s  at  the  ends,  or  the  short  tubes  with  flanges  for  attaching  the  steam 
passages,  models  of  the  tubes  are  worked  into  the  cope,  and  are  afterwards  withdrawn ;  the  cores  are 
made  in  core-boxes,  and  are  partly  supported  by  the  outer  extremity,  and  partly  upon  grains,  or  two 
little  plates  of  siieet-iron  connected  by  a  central  wire,  the  whole  being  equal  to  the  thickness  of  the 
metal  at  the  part.  When  steam  passages  are  wanted,  either  along  the  side,  or  around  the  cylinder 
they  are  worked  up  in  clay  upon  the  thickness,  and  duly  covered  in  by  the  cope ;  their  cores  are  sup- 
ported, partly  by  their  loose  ends,  and  partly  by  grains,  which  become  entirely  surrounded  by,  and  fixed 
in  the  metal,  when  it  is  poured.* 

The  mould  is  now  put  together  in  a  pit  sunk  in  the  floor  of  the  foundry,  and  the  two  iron  plates  are 
screwed  together ;  the  surrounding  space  being  rammed  hard  to  prevent  the  mould  from  bursting  open, 
but  tlie  inner  part  is  left  much  more  loose  for  the  escape  of  the  air.  The  top  edges  of  the  mould  are 
covered  over  with  a  loam-cake,  (wliich  has  been  previously  made  and  dried,)  or  a  ring  three  or  four 
inches  thick,  strengthened  with  iron  bars  amidst  the  clay,  the  joining  being  made  air-tight  by  a  little 
cow's  hair,  and  by  the  pressure  of  a  quantity  of  iron  weights ;  the  loam-cake  is  generally  perforated 
with  many  holes,  as  shown  at  d,  for  the  entry  of  the  metal  and  the  escape  of  the  air.  But  provision 
must  always  be  made  in  casting  thin  cylinders,  boxes,  and  such  like  forms,  for  the  breaking  up  of  the 
core  as  soon  as  the  metal  is  set,  to  prevent  the  metal  scoring  or  rending  from  its  contraction  upon  a 
rigid,  unyielding  centre.f 

Large  pans,  and  various  other  circular  works,  are  moulded  precisely  in  the  same  way  as  cylindoi-s, 
except  that  curved  templets  are  used,  and  that  towards  the  conclusion,  the  apertures  tlu'ough  which  the 
spindle  passjd  are  filled  in  and  worked  by  hand  to  the  general  surface. 

Water-pipes  are  made  much  in  the  same  mode,  but  the  cores  for  these  are  turned  upon  an  iron  tube 
pierced  full  of  holes,  which  is  laid  horizontally  across  two  iron  trestles  with  notches,  and  is  kept  in  rota- 
tion by  a  winch-handle  at  the  end;  tliere  is  also  a  shaper-board  or  scraper  fi.xed  parallel  with  the  axis: 
this  primitive  apparatus  is  called  a  founder^ s  lathe. 

The  perforated  tube  (serving  as  the  mandrel)  is  first  wound  round  with  haybands,  then  covered 
witii  loam,  and  the  core  is  turned,  dried,  and  blackwashed ;  tlie  thickness  is  now  laid  on  and  also  black- 
Avashed,  after  which  the  object  is  moulded  in  sand.  The  thickness  is  next  removed  from  the  core, 
which  latter  is  inserted  in  the  mould,  and  supported  therein  by  the  two  prints  at  the  extremities,  and 
by  grains  with  long  wires,  the  positions  of  which  may  be  seen  by  the  little  bosses  on  the  pipe,  the 
metal  being  there  made  purposely  thicker  to  avoid  any  accidental  leakage  at  those  parts.  When 
pipes  are  cast  in  large  quantities,  they  are  moulded  from  wooden  patterns  in  halves,  so  that  it  only 
becomes  necessary  to  tm-n  the  core ;  and  this,  when  made  in  the  above  manner,  is  sufiiciently  porous  for 
the  escape  of  the  air. 

The  moulds  for  crooked  pipes  and  branches  are  frequently  made  in  halves,  upon  a  flat  iron  plate. 
An  iron  bar  or  templet  of  the  curve  required  is  fixed  down,  and  a  semicircular  piece  of  wood,  called  a 
strickle,  is  used  for  working  and  smoothing  the  half  core ;  next  a  larger  strickle  is  used  for  laying  on 
the  thickness,  the  two  halves  are  then  fixed  together  by  wires,  and  moulded  from  in  the  sand-flask ;  the 
thickness  is  now  stripped  off  the  core,  which  is  fixed  in  the  mould  by  its  extremities,  and  if  needful,  is 
supported  also  upon  grains. 

By  the  employment  of  these  means,  although  the  loam-work  requires  time  for  the  drying,  yet  with 
ordinary  care  an  equality  of  thickness  may  be  maintained,  notwithstanding  the  complexity  of  the  out- 
line, and  without  the  necessity  for  wooden  patterns.  ^ 

Very  many  of  the  large  works  in  brass  are  also  moulded  in  loam,  the  management  being  in  most 
respects  exactly  the  same  as  for  iron,  except  that  in  some  ornamental  works  wax  is  more  or  less  em- 
ployed, and  is  melted  out  of  tlie  moulds  before  the  entry  of  the  metal ;  a  very  slight  view  of  the 
methods  will  serve  as  a  sequel  to  the  subject  of  brass-founding. 

Large  bells  are  turned  in  almost  the  same  manner  as  iron  cylinders  or  pans,  by  means  of  wooden 
templets,  edged  with  metal,  and  shaped  to  tiie  inner  and  outer  contour  of  the  core  and  thickness.  The 
inscription  and  ornaments  are  either  impressed  within  the  cope,  the  clay  of  which  is  partially  softened 
for  the  purpose,  or  the  ornaments  are  moulded  in  wax,  and  fixed  on  the  clay  thickness  before  making 
the  cope.  Less  generally  the  whole  exterior  face  of  tlie  bell,  or  indeed  its  entire  substance,  is  modelled 
in  wax,  and  melted  out  before  pouring.  In  any  case,  the  concluding  steps  in  filling  up  the  apertures 
where  the  spindle  passed,  are  to  attach  a  dissected  wooden  pattern  of  the  central  stem  and  of  the  six 
cannons  or  ears  by  wliich  the  bell  is  slung,  which  parts  are  moulded  in  soft  loam ;  and  then,  the  parts 

*  There  is  always  some  uncertainty  of  the  sound  union  of  the  grains,  or  other  pieces  of  ii-on,  with  the  cast-metal.  Some 
cast  them  in  iron  and  file  them  quite  bright ;  others  also  tin  them,  apparently  to  preserve  them  from  rust,  aa  the  tin  must 
De  instantly  dissipated  by  the  hot  metal.  Grains  should  always  present  clean  metallic  surfacts,  and  when  used  for  very 
thin  castings,  to  prevent  them  from  dropping  out,  the  wires  are  nicked  with  a  (ile  that  they  may  be  keyed  in  the  metal.  It 
is,  however,  better  to  avoid  the  use  of  grains,  which  may  be  generiUly  done  by  giving  the  core  sand,  bearings,  and  aftet^ 
wards  plugging  up  the  holes  in  the  castuig. 

t  The  largest  cylinders,  such  as  those  of  the  Cornish  pumping-engines,  of  80,  90,  and  95  inches  bore,  and  12  or  14  feet  iu 
length,  and  the  blowing  cylinders  of  blast  furnaces,  somethnes  1U5  inches  bore,  are  made  without  the  employment  of  the 
thickness.  The  case  or  cope  is  built  up  In  the  pit,  and  turned  inside,  with  a  railius  bar,  and  the  core  is  erected  on  a  plate 
on  the  floor,  and  turned  outside  to  a  gage ;  when  dried,  It  is  lowered  into  the  other  by  the  crane.  The  cylindure  are  cast  one 
f'.^ot  or  upwards  longer  than  required,  to  serve  as  a  head  of  metal  and  make  the  top  edge  sound,  and  thus  much  is  cut  off 
before  they  are  bored. 

To  enable  the  mould  to  resist  the  ereat  pressure  of  the  lofty  column  of  fluid  metal,  (equal  at  the  base  to  near  60  pounds 
on  every  square  inch,)  the  core  is  strengthened  by  diametrical  iron  bars  entering  slightly  into  the  brickwork:  tlie  outer 
cylinder  is  surrounded  at  a  small  distance  by  iron  rings  piled  one  on  the  other,  the  interval  being  rammed  with  sand;  and 
8ta)s  are  placed  in  all  directions  from  the  rings  to  the  sides  of  the  pit,  which  is  either  lined  with  brickwork,  or  wheu  liable 
to  be  inundated  with  water,  it  is  made  of  iron  like  a  water-tight  caisson. 

Small  cylinders  are  moulded  in  sani.'  from  wooden  models,  and  only  the  cores  are  turned  in  loara;  for  cyllndcra  of  tha 
smallest  size  tlie  cores  are  riiade  of  sau  I  iu  core-bores,  aa  ah-eady  lixplained. 
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having  been  dried  and  replaced,  and  the  iron  ring  for  the  clapper  inserted,  the  Avhole  is  ready  for  the 
pouring-pit.    The  heaviest  beils  are  moulded  within  the  pit  the  same  as  huge  cyUnders. 

Brass  guns  are  also  moulded  in  loam,  and  in  a  somewhat  peculiar  manner ;  a  taper  rod  of  wood,  much 
longer  than  the  gun,  is  wound  round  with  a  peculiar  kind  of  soft  rope,  upon  which  the  loam  is  put  for 
making  tlie  rough  casting-model  of  the  gun,  which  is  turned  to  a  templet ;  the  work  is  executed  over  a 
long  fire,  to  dry  it  as  it  proceeds,  and  the  model  is  made  about  one-third  longer  than  the  gun  itself. 
The  model,  when  dried  and  blackwashed  all  over,  is  covered  with  a  shell  of  loam,  not  less  tlxan  three 
inches  thick,  secured  by  iron  bands ;  the  shell  is  also  carefully  dried ;  after  this  the  taper  bar  is  cau- 
tiously diiven  out  from  its  smaU  end,  the  coil  of  rope  is  pulled  out,  and  so  likewise  is  every  piece  of  the 
clay  model  of  the  gun. 

llie  parts  for  the  cascable  and  trunnions,  which  should  have  been  worked  separately  upon  appropri- 
ate wooden  models,  are  then  attached  to  the  shell.  Should  the  gun  have  dolphins,  or  any  other  orna- 
mental figures,  they  are  modelled  in  wax  and  fixed  on  the  clay  model  before  the  shell  is  formed,  and  are 
then  melted  out  to  make  the  required  space  for  the  metal. 

When  aU  is-  ready  and  dried,  six,  eight,  or  more  of  these  loam  cases,  or  shells,  are  sunk  perpendicu- 
larly in  a  pit  at  the  mouth  of  the  reverberatory  furnace,  and  tlie  earth  is  carefully  rammed  aroimd 
them ;  at  the  same  time  a  vertical  runner  is  made  to  every  mould,  to  enter  either  at  the  bottom  or  not 
higher  than  the  trunnion :  the  upper  ends  of  the  runners  terminate  in  the  bottom  of  a  long  trough  or 
gutter,  at  the  for  end  of  which  is  a  square  hole,  to  receive  the  excess  of  r.ietal. 

In  castmg  brass  guns,  tapping  the  furnace  is  rather  a  ceremony,  and  cen^inly  an  imposing  sight :  the 
middle  and  the  end  of  the  trough  are  each  stopped  by  a  shovel  or  gate  held  across  the  same ;  and  the 
runners  are  all  stopped  by  long  iron  rods,  held  by  as  many  men.  When  aU  is  pronounced  to  be  ready, 
the  stopper  of  the  furnace  is  driven  inwards  with  a  long  heavy  bar  swung  horizontally  by  two  or  three 
men,  and  the  metal  quickly  fills  the  trougli ;  on  the  word  of  command,  "  number  one,  draw"  the  metal 
flows  into  the  first  mould,  and  fills  it  quickly  but  quietly  from  the  bottom ;  the  mould  being  open  at 
the  top,  no  air  can  be  accidentally  enclosed.  Numbers  two,  three,  and  four  are  successively  ordered  to 
draw.  The  first  shovel  is  then  removed  from  the  great  channel,  and  now  the  guns,  five  to  eight  or  ten, 
as  the  case  may  be,  are  similarly  poured  and  filled  to  the  level  of  the  trough ;  after  which  the  last 
shovel  is  withdrawn,  and  the  residue  of  the  metal  is  allowed  to  run  into  the  square  bed  or  pit  prepared 
for  it.  The  flow  of  metal  from  the  furnace  is  regulated  by  the  tapping-bar,  the  end  of  which  is  taper, 
and  is  thrust  more  or  less  mto  the  mouth  of  the  furnace  as  required ;  the  trough  and  runners  are  thus 
kept  exactly  full,  which  is  an  important  point  in  most  cases  of  pouring,  as  it  prevents  a  cun-ent  of  air 
being  can-ied  down  along  with  the  metal. 

Large  bells  are  poured  much  in  the  same  manner,  except  that  the  runners  are  at  the  top,  and  the 
metal  runs  from  the  gi-eat  channel,  through  smaller  gutters,  to  every  svmk  mould,  the  stoppers  for  which 
are  successively  drawn.  For  quantities  of  brass  intermediate  between  the  charge  of  an  ordinary 
CTucible,  and  such  as  require  the  reverberatory  furnace,  the  large  ladles  or  shanks  of  the  iron-founder  are 
used ;  the  contents  of  four  or  six  crucibles  being  poured  into  the  shank  as  quickly  as  possible,  and  thence 
in  one  stream  into  the  mould. 

The  author  of  the  article  Founding,  in  the  Encyclopedia  Metropolitana,  minutely  describes  three  ways 
of  casting  large  hollow  statues,  which  are  briefly  as  follows : 

First ;  a  rough  model  of  the  figure  is  made  in  clay,  but  somewhat  smaller  than  its  intended  size ;  it  is 
covered  over  with  wax,  which  is  modelled  to  the  required  form,  or  the  wax  is  worked  up  in  separate 
pieces  and  afterwards  attached :  various  rods  or  cylinders  of  wax  to  make  the  apertures  for  the  runners 
and  air-holes,  are  fixed  about  the  figure  and  led  upwards.  The  whole  is  now  surrounded  with  a  coating 
of  loam  and  similar  materials,  the  inner  portion  of  which  is  ground  very  fine  and  laid  on  with  a  brush, 
like  paint ;  and  tlie  outer  part  is  secured  with  iron  bands.  When  all  has  been  partially  dried,  a  fire  is 
lighted  beneath  the  grating  on  which  the  figure  is  built,  to  cause  the  wax  to  run  out  through  one  or 
more  apertures  ■at  the  base,  which  are  afterwards  stopped,  and  all  is  thoroughly  dried  and  secured  in 
the  pit,  after  which  the  charge  of  the  furnace  is  let  into  the  cavity  left  by  the  wax. 

Secondly ;  the  finished  figure  is  modelled  in  clay,  and  stuck  full  of  brass  pins  just  flush  with  its  sur- 
face, which  surface  is  now  scraped  away  as  much  as  the  thickness  required  iia  tlie  metal ;  the  reduced 
figure  is  now  covered  with  wax  mixed  with  pitch  or  rosin,  which  is  worked  to  the  original  size  with 
all  the  exactness  possible.  The  other  stages  are  the  same  as  in  the  foregoing ;  the  metal  studs  or  pins 
prevent  the  mould  and  core  from  falling  together,  and  they  afterwards  melt,  beconung  a  part  of  the 
metal  constituting  the  figure. 

Thirdly ;  the  finished  figure  is  modelled  in  plaster,  and  a  piece-mould  is  made  around  it,  the  blocks 
of  which  consist  internally  of  a  layer  of  sand  and  loam,  1^  incli  thick,  and  externally  of  plaster  one  foot 
thick.  The  mould  when  completed  is  taken  to  pieces,  dried,  and  rebuilt  in  the  casting  pit ;  it  is  now 
poured  full  of  a  composition  suitable  for  the  core,  the  mould  is  again  taken  to  pieces,  the  core  is  dried 
and  scraped  to  leave  room  for  the  metal,  and  all  is  then  put  together  for  the  last  time,  secured  in  the 
pit,  and  the  statue  is  cast. 

The  first  plan  is  the  most  wasteful  of  metal ;  the  third,  the  least  so,  although  it  is  the  most  costly 
when  the  time  occupied  is  also  taken  into  account ;  but  it  has  the  advantage  of  savuig  the  original  work 
of  the  artist. 

MeUing  and  Pouring  Iron. — Iron  is  usually  melted  in  a  blast-furnace,  or,  as  it  is  more  commonly 
called,  a  cupola ;  although  the  cupola  or  dome  leading  to  the  chimney,  from  which  it  would  appear  to 
liave  derived  its  name,  is  frequently  omitted,  the  two  or  three  furnaces  being  often  built  side  by  side  in 
the  open  foundry. 

At  the  basement  there  is  a  pedestal  of  brickwork  about  20  to  30  inches  high,  upon  which  stands  a 
cast-iron  cylinder  from  30  to  40  inches  diameter,  and  5  to  8  feet  high ;  this  is  lined  with  road-drift,  wliich 
contracts  its  internal  diameter  to  1 8  or  24  inches.  The  furnace  is  open  at  tlie  top  for  the  escape  of  tlie 
flame  and  gases,  and  for  the  admission  of  the  charge,  consisting  of  pig-ii'on,  waste  or  old  metal,  coke  jmd 
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lime,  in  due  proportion.  The  lime  acts  as  a  flux,  and  much  assists  the  fusion ;  chalk  i3  considered  t« 
answer  the  best,  but  oyster  shells  are  very  commonly  used  where  they  are  abundant. 

At  the  back  of  the  furnace  there  are  three  or  four  holes  one  above  tiic  other  for  the  blast,  which  is 
urged  by  bellows  or  by  a  revolving  fan.  No  crucible  is  used,  and  as  tlie  fluid  metal  collects  at  the 
bottom  of  the  furnace,  the  blast-pipe  is  successively  removed  to  a  higher  hole,  and  the  lower  blast-hole 
IS  stopped  with  sand,  which  partly  fuses  and  secures  the  blast-hole  very  cftectually. 

The  front  aperture  of  the  furnace  through  which  the  metal  is  allowed  to  flow  into  the  ladles  or 
trough,  is  usually  made  sufficiently  large  for  the  purpose  of  clearing  or  raking  out  rapidly  the  fuel  and 
slag,  as  the  process  is  most  laborious,  owuig  to  the  excessive  heat.  This  aperture  is  closed  by  a  guard- 
plate,  fixed  on  by  stajDles  attached  to  the  iron-case  of  the  furnace,  in  the  centre  of  which  plate  the 
tapping-hole  is  made :  during  the  time  the  metal  is  fusing,  the  tap-hole  is  closed  by  sand  well  rammed 
in,  and  this  if  well  done  is  never  found  to  fail. 

Many  iron  furnaces  are  made  octangular,  and  in  separate  parts  bound  together  by  hoops,  so  that  in 
the  event  of  the  charge  becoming  accidentally  soUdified  in  the  cupola,  the  latter  may  be  taken  to 
pieces  for  its  removal,  and  thus  avoid  the  necessity  of  destroying  the  furnace.  There  is  frequently  a 
light  framing  or  grating  above  the  furnace,  upon  which  the  small  cores  are  placed  that  requij-e  to  be 
dried. 

In  some  foundries  the  cupolas  are  built  just  outside  the  moulding  shop,  beneath  one  or  more  chimneys 
or  shafts,  which  carry  off  the  fumes ;  in  such  cases  the  fronts  of  the  furnaces  are  accessible  through  an 
r.perture  in  the  foundry  wall,  with  which  they  are  nearly  flush ;  when  the  furnaces  are  lofty  there  is  a 
feeding  stage  at  the  back,  from  which  the  charge  is  thrown  in. 

For  heavy  iron  castings,  which  sometimes  amount  to  thirty  tons  and  upwards  in  one  piece,  rever- 
)>eratory  or  air  furnaces  are  also  commonly  used ;  the  ordinary  charge  for  these  is  four  to  six  tons  of 
iron,  and  five  or  six  furnaces  are  commoiily  built  close  together,  so  that  they  may  be  simultaneously 
tapped  in  the  production  of  such  enormous  works* 

For  melting  kon  in  the  small  way,  good  air-furnaces  may  be  used,  and  also  some  of  the  blacklead 
furnaces,  which  are  blown  wi(i  bellows,  but  this  is  one  of  the  processes  that  is  not  successful  upon  a 
limited  scale. 

Considerable  judgment  is  required  in  proportioning  the  charge  for  the  iron  furnace,  which  always 
consists  of  at  least  two,  and  often  of  half-a-dozen  kinds  of  new  pig-iron  mixed  together,  and  to  which 
new  iron,  a  small  proportion  of  old  cast-iron  is  usually  added.  The  kinds  and  quantities  used  are 
greatly  influenced  by  local  and  other  circumstances,  so  that  nothing  can  be  said  beyond  a  few  general 
remarks. 

When  the  principal  object  is  to  obtain  sound  castings  with  a  very  smooth  face,  as  for  ornamental 
works  not  afterwards  wrought,  the  soft  kinds  of  u"on  containing  most  carbon,  which  are  most  fusible  and 
flow  easily,  are  principally  used.  But  such  metal  would  neither  possess  sufficient  hardness,  durability, 
nor  strength,  for  many  of  the  castings  employed  in  the  construction  of  edifices  and  machinery. 

If  the  cupola  contained  a  little  hard  pig-iron,  but  were  in  great  measure  filled  with  old  cast-iron, 
which  had  been  repeatedly  melted,  and  had  become  successively  harder  from  the  loss  of  carbon  at  every 
fusion,  such  castings  would  be  brittle,  and  sometimes  so  hard  as  scarcely  to  admit  of  being  cut ;  these 
would  be  equally  unfit  for  the  generality  of  machinery  from  the  opposite  causes. 

But  the  same  mixture  of  iron  will  be  found  to  differ  very  much  according  to  the  size  of  the  objects  in 
which  it  is  cast ;  iron,  wliich  in  a  plate  one-fourth  of  an  inch  thick,  may  be  quite  brittle  and  hard,  will 
mostly  be  of  good,  soft,  and  useful  quality,  in  a  stout  bar  or  plate  of  two  or  three  inches  tliick.  Thick 
castings  are  necessarily  slow  in  cooling,  and  are  seldom  very  hard,  unless  intentionally  made  so. 

Between  the  extremes,  (say  three  parts  of  pig-iron  to  one  of  old,  or  three  parts  of  old  iron  to  one  of 
pig-iron,)  various  qualities  may  be  selected ;  in  castings  for  machinery  the  general  aim  is  to  obtain  a 
strong,  sound,  and  tough  iron ;  mixtm-es  of  tliis  nature  which  are  used  for  iron  ordnance,  are  called  gun- 
metal  amongst  the  gun-founders. 

The  fireman,  or  the  individual  having  the  management  of  the  furnace,  therefore  always  employs  the 
scales  in  mingling  the  different  kinds  of  iron,  according  to  the  magnitude  and  character  of  the  works  to 
be  cast ;  and  until  the  sorts  in  use  are  familiarly  known,  it  is  partly  a  matter  of  trial,  and  requires  the 
same  attention  as  the  making  of  aUoys  properly  so  considered.-]- 

•  A  few  of  the  modem  cupolas  greatly  e-xceed  the  air-fumaces  in  effect,  as  they  are  calculated  to  contain  upwards  of 
twelve  tons  of  melted  iron.  One  of  tliese,  at  the  worka  of  Messrs.  Nasmyths,  near  Manchester,  is  six  feet  two  inchea 
diameter  externally,  and  lined  with  Stourbridge  bricks.  It  has  three  sheet-iron  tuyeres,  nine  inches  diameter  at  the  mouth, 
the  blasts  from  which  enter  the  furnace  at  three  points  of  the  circle,  and  they  may  be  slid  like  telescope-tubes  to  either  of 
the  four  series  of  holes,  as  the  furnace  becomes  gradually  filled. 

There  are  three  other  furnaces  progressively  smaller,  arranged  beside  the  first ;  all  of  which  may  be  used  separately  or  in 
combination,  accoi'ding  to  circumstances.  The  blast,  which  is  under  corresponding  control,  is  obtained  from  two  revolving 
fans,  five  feet  diameter,  making  above  1000  revolutions  per  minute. 

Messrs.  Acramans,  of  Bristol,  have  likewise  enormous  cupola  power ;  they  have  a  series  c».'  four  cupolas,  in  which 
collectively  from  forty  to  forty-five  tons  of  iron  may  be  melted  at  one  time. 

In  some  cupolas  the  top  is  contracted  by  a  cone  made  of  iron  plate ;  in  Yates's  patent,  a  brick  trunk  is  built  upon  the 
cupola,  with  narrow  arches  crossing  the  trunk  at  right  angles:  this  economizes  the  heat  by  causing  the  flame  and  gaseoua 
maltcrs  to  be  retarded,  from  pursuing  a  serpentine  coui-se  in  their  escape. 

t  When  the  management  of  cast-iron  was  less  efliciently  understood,  it  was  occasionally  alloyed  with  five  or  six  per  cent, 
of  shreds  of  copper,  thrown  into  the  ladle  full  of  ii'on  to  produce  a  close,  sound,  strong  metal,  suitable  to  thi-ee-throw 
cranks  for  pumping  machinery,  and  other  purposes.  It  is  said  tliat  ten  per  cent,  of  copper  renders  cast-iron  malleable, 
and  that  alloyed  with  copper  or  tin  it  is  less  disposed  to  rust:  all  these  alloys  may  be  now  viewed  as  matters  oi 
cxiM^riuient  alone. 

It  is  much  to  be  regretted  that  no  ))rotection  has  yet  been  found  to  prevent  the  conversion  of  cast-iron  into  plumbago,  or 
the  carburet  of  iron,  from  long  immersion  in  sea-watei-,  or  the  water  of  copper-mines,  sewers,  and  other  iilaces.  This, 
Which  is  a  most  serious  inconvenience  in  dock-works,  sea-w^lls,  and  mines,  aiises,  says  Dr.  Faraday,  from  the  circumstance 
that  the  proto.\ide  of  iron,  formed  beneath  salt-water,  is  Bhible,  and  becomes  washed  away,  thus  robbinc;  the  original 
mass  of  its  iron ;  whereas  the  peroxide,  or  ordinai-y  rust  formed  by  exposure  to  the  air,  is  insoluble,  anil  serves  partly  as  a 
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When  enough  iron  is  melted,  (the  common  charge  being  two  and  a  half  to  four  cwi,  but  sometimea 
above  twelve  tons,)  the  cupola  is  tapped  in  front,  at  a  hole  close  to  tlie  bottom,  which  allows  the 
whole  contents  to  run  out,  either  into  ladles,  or,  in  very  large  works,  into  channels  leading  directly  to  the 
moulds.* 

In  pouring  iron,  the  means  of  conveying  the  melted  metal  to  the  flasks,  differ  with  the  quantity.  One 
man  will  carry  from  fifty  to  seventy  pounds  in  a  hand-ladle;  three  to  five  men  wUl  carry  from  two  to 
four  cwt.  in  a  double  hand-ladle,  or  a  shank ;  larger  quantities,  amounting  sometimes  from  three  to  six 
tons,  are  carried  in  tlie  crane-ladle.  These  all  possess  one  feature  in  common,  namely,  their  handles  or 
pivots  are  placed  but  slightly  above  the  centre  of  gravity  of  the  ladles  ;  they  may  therefore  be  tilted 
very  readily,  as  their  fluid  contents,  m  obeying  the  law  of  gravitation,  are  almost  neutral  in  the  operation 
of  tilting,  wliich  they  scarcely  assist  or  retard,  unless  by  mismanagement  the  ladle  is  over-filled,  and 
thus  rendered  top-heavy. 

All  these  ladles  are  coated  with  a  thin  layer  of  loam,  and  every  time  before  use,  they  are  brushed 
over  with  blackwash,  and  carefully  dried.  The  hand-ladle  has  a  handle  three  or  four  feet  long,  with  a 
crutch  or  cross-piece  at  the  end,  which  is  mostly  held  in  the  left  hand  ;  frequently  the  contents  of  half 
a  dozen  or  more  hand-ladles  are  poured  simultaneously  into  the  same  flask.  The  shank  has  a  single 
handle  on  the  one  side,  and  one  made  in  two  branches  at  the  other,  and  togetlier  they  measure  six  to 
eight  feet  in  length ;  the  tilting  is  completely  under  the  command  of  the  one  or  two  men  at  the  double 
handle. 

The  crane-ladle  is  carried  from  the  furnace  to  the  mould  by  the  swinging  and  traversing  motions  of 
the  crane,  which  is  similar  to  those  used  at  the  iron-forges,  Ac,  and  in  very  large  foundries,  the  plan  of 
the  building  is  divided  into  imaginary  squares  Avith  a  crane  in  the  centre  of  every  square,  so  that  the 
ladle  is  walked  from  one  to  the  other,  even  to  the  far  end  of  the  shop,  with  great  facility  and  expeditioa 

The  bail,  or  handle  of  the  crane-ladle,  is  fixed  in  its  perpendicular  position  by  the  guard,  a  simple 
bolt  which  prevents  the  ladle  from  being  overset  by  accident  imtil  it  has  reached  its  destination.  Two 
long  handles,  terminating  in  forked  branches,  are  now  fitted  by  their  square  sockets  upon  the  swivels  or 
pivots  of  the  crane-ladle,  and  secured  by  transverse  keys,  after  whicli  we  guard  is  withdrawn ;  and 
then  two  men  at  the  ladle,  two  others  at  the  crane,  and  one  to  skim  the  dross  from  the  lip  of  the 
ladle,  commonly  suffice  to  manage  two  or  three  tons  and  upwards  of  fluid  iron,  with  great  ease  and 
dexterity.f 

The  observations  offered  on  page  250,  respecting  the  temperature  of  the  metal  suitable  to  different 
brass  works,  might  be  here  in  a  great  measure  repeated ;  namely,  that  the  smallest  castings  requu'e 
very  hot  metal,  and  a  gradually  lower  temperature  is  more  suitable  to  works  progressively  heavier,  to 
avoid  their  becoming  sand-burned  or  rough  on  the  face,  from  the  partial  destruction  of  the  mould. 

When  cast-iron  is  very  hot,  the  metal  scintillates  most  beautifully,  far  more  vividly  than  a  mass  of 
wrought-iron  raised  above  the  welding  heat ;  as  the  metal  cools,  the  sparks  become  intermittent,  and  at 
last  the  metal  remains  entirely  quiet,  excepting  a  multitude  of  lines  vibrating  in  all  directions,  as  if  tlie 
surface  were  covered  with  thousands  of  wire-worms  in  great  activity ;  this  effect  lessens  until  the  metal 
Bolidifies.     The  softest  iron  shows  most  of  this  play  of  lines,  or  is  said  to  break  the  best. 

Iron  castings  are  generally  much  heavier  than  those  of  brass,  and  the  melting  heat  of  the  metal 
being  considerably  higher,  the  quantity  of  gas  generated  is  very  much  greater ;  additional  care  is 
consequently  required  to  provide  for  its  escape,  or  the  explosions  are  much  more  violent.  The  sand  is 
punctured  at  many  places  with  a  fine  wire,  before  the  removal  of  the  patterns ;  sometimes  also  more 
coarsely  as  soon  as  the  metal  has  become  solidified.  The  gases  issuing  from  the  filled  moulds  are  often 
lighted,  either  by  the  red-hot  skimmer,  or  by  a  torch  of  straw  with  which  the  moulds  are  flogged :  tliis 
lessens  the  accumulation  of  gas  and  the  consequent  risk  of  accident. 

The  pouring  of  very  large  objects  in  open  moulds,  such  as  plates,  beams,  and  girders,  is  a  very  beautiful 
and  grand  sight.  The  metal  is  led  from  the  furnace,  through  a  gutter  lined  with  sand,  into  a  large 
trough  or  sow,  the  end  of  which  is  closed  with  a  shuttle ;  when  the  sow  is  full,  the  shuttle  is  raised; 
this  allows  the  metal  to  flow  very  quickly  into  the  mould,  but  enables  it  to  be  kept  back  should  it  be 
unnecessarily  hot ;  the  castings  made  in  open  moulds  are  generally  covered  up  with  sand  as  soon  as 
the  metal  is  set 

The  above,  an '  the  casting  of  smaller  objects,  such  as  flat  plates  in  open  moulds,  may  appear  amongst 
the  most  certain  modes  of  procuring  sound  castings ;  but  unless  the  air  be  well  drawn  from  the  lower 
Burfaces,  they  wiU  become  honey-combed  or  full  of  air-bubbles.  This  defect  is  avoided  by  making  tha 
sand-bed  sufficiently  porous,  and  pricking  it  with  many  holes  just  below  the  surface,  to  serve  as 
horizontal  ajr-drains.:j: 

defence  to  the  metal  beneath.  When  first  raised  from  the  sea-water,  the  plumbic  becomes  exceedingly  liot  from  the 
iiclion  of  the  atmosphere ;  it  may  be  cut  with  a  knife  lilte  an  ordinary  pencil.— Minutes  of  Conversation,  Inst.  Civ.  Engineers, 
6th  Feb.  184.J. 

•  The  furnace  is  not  imfrequently  tapped  whilst  the  charge  of  metal  is  being  melted,  and  in  such  cases  when  the 
required  quantity  has  been  removed  into  the  ladles,  the  fireman  restops  the  tap-liole  by  a  conic-il  plug  of  clay  on  the 
end  of  a  wooden  bai- ;  the  process  is  allied  bolting,  and  requires  a  dexterous  hand,  or  the  whole  contents  of  the  furnace 
may  escape. 

t  Mr.  Na.smyth  has  added  to  the  pivot  of  the  large  crane-handle,  a  tangent-screw  and  worm-wheel,  by  which  it  may  be 
gradually  tilted  by  one  man  standing  directly  in  front  at  any  convenient  distiuice;  and  another  man  skims  the  metal  by  a 
kind  of  tlirottle-viilve  coated  with  clay,  which  sweeps  into  the  lip  of  the  ladle,  and  keeps  back  the  sullage:  the  axis  of  tLe 
ikimmer  is  continued  as  a  long  rod,  at  right  angles  .«  the  fii-st,  and  also  terminating  in  a  cross.  By  these  arrangements  any 
precise  quantity  of  metal  can  be  delivered,  and  the  risk  of  accident  sau-cely  exists. 

%  In  casting  lead,  tin,  &,c.  on  a  fiat  metjillic  plate,  the  fonnation  of  air-bubbles  is  lessened  by  placing  a  sheet  of  dry 
paper  on  the  plate ;  it  appears  to  keep  down  any  little  bubbles  of  air  or  vapor,  and  to  provide  u  thin  channel  for  Uieir 
oacape. 

But  the  most  perfect  example  of  a  porous  mould  is  thalAivented  by  Lord  Eosse,  to  avoid  the  formation  of  air- 
bubbles  in  those  speculums  wliich  are  cast  in  open  moulds.  The  plale,  or  bed  of  the  raouIJ,  consists  of  a  great  n\nnber 
of  Blips  of  hoop-iron  placed  edgewise  and  in  contact ;  they  are  screwed  tignt  wiUim  a  frame,  mid  are  then  turned  iu  a 
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A  fav  greater  number  of  works  are  cast  in  close  moulds,  and  in  the  horizontal  position ;  the  propor- 
tionate quantity  of  metal  is  carried  to  them  in  ladles :  skimmers  are  held  to  the  lips  of  the  moulds  at 
the  time  of  pouring,  to  keep  back  all  the  sullage  or  dross.  The  number,  position,  and  height  of  the 
runners,  are  determined  by  circumstances;  generally  not  less  than  two  apertures  are  provided,  the 
first  for  the  entry 'of  the  metal,  the  second  for  the  escape  of  the  air,  and  to  allow  the  metal  to  flote 
through  the  mould  and  carry  off  the  sullage. 

Sometimes  in  heavy  castings,  in  addition  to  the  runners,  one  or  more  large  heads  or  feeds  are  made 
at  the  upper  part,  to  supply  fluid  iron  as  the  metal  shrinks  in  the  act  of  solidifying ;  and  in  some  such 
cases  the  iecd  h  pumped,  by  moving  an  iron  rod  up  and  down  in  the  feed  to  keep  the  metal  in  motion, 
so  that  for  a  time  the  metal  may  freely  enter  and  the  air  escape,  to  increase  the  general  soundness  of 
the  mass.  The  pumping  should,  however,  be  discontinued  the  moment  the  metal  begins  to  stiffen  and 
clog  the  iron  rod,  or  in  other  words  to  crystallize,  otherwise  mischief  instead  of  benefit  will  accrue. 

Works  which  are  required  to  be  particularly  sound,  as  some  cylinders,  pipes,  shafts,  and  plungers, 
are  cast  vertically ;  the  moulds  are  sunk  in  the  earth,  and  well  rammed  to  enable  them  to  withstand  the 
great  pressure  of  the  fluid  column,  without  becoming  strained  or  bursting  open.  Such  objects  are 
moulded  and  poured  with  a  head,  or  an  additional  portion  about  one-third  the  length  of  the  finished 
casting,  as  mentioned  in  respect  to  brass  guns. 

In  pouring  cylinders  of  tolerably  large  size,  the  metal  is  conducted  :i;in  the  sow  through  two  sunk 
passages  with  side  branches,  entering  the  mould  in  the  direction  of  tangents  about  one-third  from  the 
bottom  ;  these  keep  the  metal  in  circulation,  and  assist  the  rise  of  the  sullage.  Cylinders  are  also  poured 
through  holes  in  the  loam-cake,  other  apertures  being  always  provided  in  it  for  the  escape  of  the  air. 
Beneath  the  iron  plate  upon  which  the  mould  is  built,  is  placed  a  central  mass  of  haybands,  in  order 
that  the  air  may  have  free  passage  to  collect,  and  then  to  escape  upwards  to  the  surface  of  the  earth, 
through  one,  two,  three,  or  more  internal  or  external  tubes,  as  the  case  may  be.  The  thick  cylinders 
for  hydrostatic  presses  are  closed  at  one  end,  and  those  cast  with  the  mouth  downwards  require  an 
air  tube  bent  at  each  end,  to  lead  from  the  core  beneath  the  casting  to  the  surface  of  the  earth ;  the 
gas  drives  out  in  a  stream,  and  is  immediately  ignited  like  a  great  torch :  others  prefer  casting  them 
with  the  mouth  upwards,  in  order  that  less  risk  may  exist  of  locking  up  air  within  the  casting. 

For  the  very  heaviest  works,  the  three  or  four  furnaces  are  usually  tapped  at  the  same  moment ;  the 
stream  from  every  one  is  conducted  through  a  sand-trough,  and  they  all  unite  in  one  great  trunk  leading 
to  the  mould. 

In  pom-ing  some  of  the  largest  cylinders,  the  trough  is  led  entirely  round  the  top  of  the  loam-mould ; 
and  from  the  circular  channel,  sometimes  as  many  as  thirty  runners,  every  one  of  which  is  stt>pped  by 
a  shovel  held  by  a  man  or  a  boy,  descend  to  the  mould,  and  as  many  air-holes  are  made  between  the 
ingates.  When  the  foreman  sees  that  all  the  furnaces  are  ui  full  run,  and  that  the  channels  are  well 
supplied,  he  gives  the  word,  "  up  shovels ;"  they  rise  at  the  instant,  and  allow  the  molten  stream  to 
deposite  itself  in  its  temporary  resting-place. 

At  the  time  the  cylinder  is  poured,  all  the  precautions  explained  in  the  note,  p.  25*7,  are  necessary  to 
give  the  mould  sufficient  strength  to  resist  the  pressure  of  the  fluid  metal ;  but  as  soon  as  it  becomes 
set,  the  conditions  are  altered,  and  this  resistance  must  be  removed  from  the  inner  surface,  that  the 
cylinder  may  shrink,  hi  cooling,  without  restraint  or  fracture.  Accordingly,  after  three  or  four  hours' 
time,  all  the  diametrical  kon  stays  are  knocked  away  by  a  vertical  weight  or  monkey,  and  men  descend 
by  iron  ladders  into  the  cylinder,  to  break  down  the  brick  core.  The  heat  is  so  terrific,  that  they  can 
only  endure  it  for  a  minute  or  so  at  a  time,  but  still  the  precaution  is  imperative :  and  even  in  com- 
paratively small  castings  of  hollow  objects,  such  as  cylinders,  pans,  and  boxes,  it  is  desirable  to  break 
down  the  cores,  to  prevent  the  castings  from  scoring  or  breaking. 

Although  some  iron  castings  employed  for  bridges,  girders,  and  even  for  machinery,  require  the 
enormous  quantities  of  iron  referred  to,  on  the  other  hand  this  useful  metal  is  employed  for  exceedinglj 
light  and  beautiful  castings,  abundant  examples  of  which  may  be  seen  in  the  Berlin  ornaments  and 
chains.*  The  finks  of  most  of  the  Berlin  chains  are  connected  with  wrought-iron  wire,  but  Figs.  841, 
842,  represent  a  chain  made  entirely  by  the  process  of  casting. 


lathe  to  the  required  curve  ;  by  this  arrangement  intei-stices  exist  at  nearly  every  point  through  which  the  air  may  escape 
downwards. 

Speculum  metal  isjierhaps  the  most  untractable  of  any  of  the  alloys,  and  it  serves  to  illustrate  in  a  most  striking  manner 
many  of  the  effects  that  occur  in  castings  generally.  Small  speculums  are  cast  in  sand;  as  soon  as  they  are  set,  the  sand- 
core  is  pushed  out  of  the  ajjertui'e,  in  such  lus  are  intended  for  (iregorian  telescopes,  to  enable  them  to  contract  without 
fracture,  and  the  led-hot  disk  is  suiTounded  by  ignited  wood-iishes  or  any  very  bad  conductor,  to  delay  the  cooling. 

These  precautions  entirely  fail  with  large  s|)ecuUims,  as  their  margins  solidify  the  first,  and  from  the  absence  of  ductility, 
the  centriU  parts  tear  away  in  the  act  of  contraction,  and  the  mass  becomes  rent  or  flawed.  I^ord  Uosse  considered 
this  fracture  would  be  avoided  by  cooling  the  speculums  in  uniform  layers  from  below  upwards,  or  as  it  were  in  infinitely 
thin  lamina;,  and  he  therefore  first  employed  iron  moulds  which  were  cooled  by  a  stream  of  water  projected  against  their 
under  surfaces;  this  partially  answered  with  small  speculums,  but  with  those  of  18  inches  diameter  it  ahnost  always  failed, 
as  the  mould  cracked  before  the  metal  was  congealed.  A  general  source  of  failure  was  the  non-escape  of  air;  this  caused 
the  lower  surface  to  be  full  of  air-bubbles,  which  it  was  tedious  to  grind  out. 

The  plan  ultimately  adopted  was  the  porous  hoop-iron  mould,  with  a  marginal  ring  of  sand;  the  mould  was  lieatcd  to 
about  '21'i°  K. ;  it  was  filled  very  quickly,  and  the  moment  the  metal  was  solidified,  it  wfis  drawn  into  an  annealing  oveu 
previously  heated  to  about  the  same  temperature  as  the  casting;  so  that  for  small  reflectors  of  nine  inches  diameter,  the 
cooling  might  he  extended  over  about  three  days,  and  for  large  ones  of  thirty-six  inches  diameter,  over  about  fourteen  days ; 
with  these  precautions  the  process  was  uniformly  successluL — .See  Trans.  Royal  Soc,  1840,  pp.  510,  II.  The  whole  of  the 
paper  "On  the  Reflecting  Telescope,"  i)p.  503  to  527,  is  quite  a  study  for  those  interested  in  the  construction  of  telescopes, 
and  possesses  nearly  the  same  interest  for  the  general  mechanist. 

*  Wo  have  seen  some  of  these  gems  of  art  in  the  condition  in  which  they  left  the  moulder's  hands,  and  also  a  portion 
of  the  sand  employed :  notwithstanding  the  minute  size  of  the  castings,  some  of  them  are  quite  hollow,  as  if  stanii)ed 
out  of  thin  steel  metal. 

Professor  Ehrenberg  says,  that  the  iron  employed  for  them  is  made  from  a  bog-iron  ore,  and  that  the  sand  is  a  kind  of 
tripoU,  also  containing  iron:  both  are  entirely  constituted  of  various  kinds  of  animalcules,  several  of  which  are  foim-.i, 
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CENTRE   OF  GRAVITY. 


Its  length  is  4  feet  10  inches,  it  consists  of  about  180  links,  and  weighs  1|^  oz.  avoirdupois.  It  .vas  thus 
made  ;  the  larger  links  a  a  were  first  cast  separately ;  a  solid  model  of  the  chain  about  eight  inches  long, 
with  core  prints,  as  in  fig.  842,  was  then  moulded  ;  the  links  a,  previously  smoked  to  prevent  the  adhe- 


842. 


sion  of  the  metal,  were  first  laid  in  the  mould,  and  afterwards  the  sand-cores  6  b,  and  a  separate  runner 
was  made  to  every  one  of  the  small  links  c  c,  so  as  to  unite  the  whole  when  poured. 

CEMENT,     See  Mortak. 

CENTRES.     See  Bridges. 

CENTRE  OF  GRAVITY.  The  forces  with  which  all  bodies  tend  to  fall  to  the  earth  may  be  considered 
parallel;  hence,  every  body  may  be  considered  as  acted  on  by  a  system  of  parallel  forces,  whose  re- 
sultant may  be  found;  and  these  forces,  in  all  positions  of  the  body,  act  on  the  same  points  in  the  same 
vertical  direction.  There  is,  therefore,  in  every  body  a  point,  through  which  the  resultant  always  passes, 
in  whatever  position  it  is  placed.  This  point  is  called  the  centre  of  gravUy  of  the  body.  The  centre  of 
gravity  of  a  uniform  cylinder  or  prism  is  in  its  axis,  and  at  the  middle  of  its  length ;  of  a  right  cone  or 
pyramid  it  is  also  in  the  axis,  but  at  one-fourth' of  the  height  from  the  base. 

To  ascertain  mechanically  the  position  of  the  centre  of  gravity  of  a  body  (Figs.  843,  844).  Suspend 
the  body  by  a  string  from  the  point  Q  (fig.  843),  and  let  Q  R  be  the  direction  of  the  line  when  plumb  ; 
now  the  only  forces  by  which  the  body  is  acted  on  are  the  weights  of  its  different  parts  and  the  tension  of 
the  string  ;  the  former  may  be  replaced  by  their  resultant.  Since  the  body  is  in  equilibrium,  the  resultant 
and  the  tension  must  act  in  opposite  directions,  and  in  the  same  straight  line  Q  II.  But  as  the  resultant 
must  always  pass  through  the  centre  of  gravity,  the  centre  of  gravity  must  be  in  the  line  Q.  R.  Mark  the 
direction  Q  R,  and  suspend  from  another  point  ?.     The  centre  of  gravity,  by  similar  reasoning,  must  be 


Fig.  843, 


Fig.  &M. 


Fig.  845. 


in  the  line  P  M,  and  can  only  be,  therefore,  at  the  intersection  C  of  the  two  lines.  Or,  balance  the  body 
upon  the  edge  of  a  bench  till  it  be  just  on  the  point  of  falling  off;  then  mark  a  line  along  it  by  the  edge 
of  the  bench ;  do  the  same  in  another  position  of  the  body,  and  the  centre  of  gravity  in  the  body  will  bo 
in  a  line  and  perpendicular  to  the  point  of  intersection.  The  centre  of  gravity  of  a  straight  line  lies  in 
its  middle.  For  bodies  whose  points  are  regular  and  the  substance  homogeneous,  the  centre  of  gravity 
is  determined  by  certain  geometrical  rules.  The  centre  of  gravity  of  a  cylinde^  is  evidently  the 
middle  of  its  axis;  and  whenever  a  body  possesses  a  centre  of  figure^  i.  e.  a  point  so  situated  that  every 
plane  which  can  be  conceived  to  pass  tlirough  it  must  bisect  the  body,  this  point  is  the  centre  of  gravity 
(supposing  the  body  to  be  of  uniform  density).  Moreover,  whenever  a  body  has  an  axis  of  figure,  that 
is,  a  line,  every  plane  passing  through  which  bisects  the  body,  then  the  centre  of  gravity  must  be  some- 
where in  that  line.  Consequently,  when  the  body  has  more  than  one  such  axis,  the  centre  must  be  found 
at  their  intersection.  Every  pyramid  or  cone  has  its  centre  of  gravity  at  i  of  its  height,  from  the  base, — 
every  paraboloid  at  J  of  its  height, — every  hemisphere  or  hemispheroid  at  g, — a  hemicylinder  at  -4244  of  its 
radius  from  the  axis  of  the  cylinder.  To  find  the  distance  of  the  centre  of  gravity  of  any  segment  of 
a  disc  or  cylinder,  from  the  axis,  divide  the  cube  of  the  chord  by  12  times  the  area  of  the  segment.  To 
find  the  same  in  a  sector,  multiply  twice  the  chord  by  the  radius  and  divide  by  three  times  the  arc.  The 
centre  of  gravity  is  not  necessarily  in  the  body,  but  may  be  in  some  adjoining  space.  This  is  obviously 
the  case  with  a  ring,  an  empty  box,  and,  in  general,  any  hollow  vessel. 

Ccntrobaryc  theorem,  or  Method  of  Guldinus.  These  centres  of  gravity  of  lines  or  surfaces  (which  can 
be  found  approximately  by  experiments  on  thin  wires  or  plates)  afford  an  easy  means  of  solving  certain 
useful  problems  in  mensuration,  the  solution  of  which  deductively  (or  by  pure  mathematics)  would  be 
extremely  difficult,  if  not  impossible.     For  instance,  any  solid  of  revolution,  however  complex  or  irregu 
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lar  its  outline,  may  have  both  its  solidity  and  its  superficial  contents  found  by  the  following  very  simple 
methods.  Let  847  be  the  solid,  and  ABDE  its  half  sections,  or  that 
plane  figure  which,  in  rcvolvinji  round  the  line  AE  as  an  axis,  would 
require  a  space  equal  and  similar  to  the  solid — or,  as  it  is  commonly 
expressed,  would  generate  the  solid.  Cut  out  this  figure  in  some  thin 
substance  of  uniform  thickness,  and  by  suspending  it  as  above  de- 
scribed, find  its  centre  of  gravity,  which  we  will  suppose  to  be  C.  Now 
the  volume  of  this  solid  is  equal  to  the  product  of  the  area  ABED  + 
into  the  circumference  described  by  the  point  C,  (which  circumference 
will  of  course  be  found  by  applying  the  well-knoVn  multiplier, 
3-14159,  &c.  to  twice  the  4istance  of  C  from  the  axisc.  Again,  to  find 
the  surface  of  the  solid  or  of  any  portion  of  it,  as  formed  by  the 
revolution  of  the  whole  or  any  portion  of  the  curve  ABED,  bend  a 

wire  into  the  form  of  that  portion  required.  Find  its  centre  of  gravity,  then  the  surface  generated  by  the 
revolution  —  its  length  +  the  path  described  by  its  centre  of  gravity.  A  body,  when  placed  on  a  hori- 
zontal plane,  will  fall  over  unless  the  vertical  line  passing  through  its  centre  of  gravity  fall  within  the 
base  ;  thus  in  Fig.  845,  the  body  will  stand  firmly,  whereas  in  Fig.  846  it  must  manifestly  tumble  over 
Persons  who  carry  loads  adjust  their  position  so  that  the  common  centre  of  gravity  of  the  load  and  of  the 
body  shall  fall  within  the  area  bounded  by  their  feet.  The  lower  the  centre  of  gravity,  and  the  more 
extended  the  base,  the  more  stable  the  position  of  the  body,  and  the  more  dilBcult  to  be  overturned. 

CHAIN,  in  sur^^eying,  is  a  lineal  measure,  consisting  of  a  certain  number  of  iron  links,  usually  100, 
serving  to  take  the  dimensions  of  fields,  &c. :  at  every  tenth  link  is  usually  fastened  a  small  brass  plate, 
with  a  figure  engraved  upon  it,  or  else,  cut  into  different  shapes,  to  show  how  many  links  it  is  from  one 
end  of  the  chain. 

CPIAIN  CABLE.  Iron  cables  were  first  proposed  as  a  substitute  for  hempen  cables  by  Mr.  Slater  in 
1808,  but  they  were  first  employed  by  Capt.  Brown  of  the  W.  L  Service,  in  1811.  It  was  at  first  sup- 
posed by  the  inventor,  that  a  certain  degree  of  elasticity  must  be  given  to  the  chain  cable,  so  that  a  sudden 
strain  shovild  not  break  it.  With  this  view  the  links  of  the  chain  were  twisted  about  halfway  round,  so 
that  when  the  strain  took  place,  the  links  by  yielding  a  little,  or  partly  untwisting,  might  produce  an 
effect  somewhat  similar  to  the  natural  elasticity  of  hemp.  It  is  found,  however,  that  when  a  certain 
length  is  let  out,  the  weight  of  the  long  catenary  curve  affords  an  elastic  tension,  or  play  to  the  ship, 
under  the  pressure  of  the  wind.  The  dead  strain  upon  the  anchor  is  thus  reduced,  and  sudden  strains 
upon  the  flukes  or  arms,  thus  in  a  great  measure  obviated.  The  best  iron  cables  are  chains  made  of 
links,  bound  and  braced  by  rods  across  the  middle.  It  is  found  that  the  ends  of  the  links  wear  out 
much  quicker  than  the  sides,  and  they  are  therefore  made  considerably  stouter  at  the  ends  than  in  the 
middle.  Mr.  Hawkes,  iron  manufacturer,  patented  an  invention  in  1828,  for  thickening  the  ends  of  the 
links  at  the  point  where  the  greatest  friction,  and  wear  takes  place.  The  improved  links  are  formed 
from  cylindrical  bars,  formed  either  by  rolling,  swageing,  or  stamping  with  projections  or  swells  placed 
at  such  distances  on  the  bar,  as  to  come  exactly  opposite  each  other  when  the  bar  is  turned  into  a  link, 
by  which  means  the  ends  are  made  thicker  than  the  sides.  The  best  form  of  links  is  an  oval  with  a 
broad  headed  stay  in  the  middle,  to  prevent  it  from  collapsing  or  shutting  up,  under  a  heavy  strain. 
Another  advantage  of  this  stay  is,  that  it  prevents  the  different  links  from  entering  each  other,  and 
thereby  entangling  the  cable. 

As  it  is  frequently  necessary  to  sever  the  cable,  provision  is  made 
for  the  purpose,  by  means  of  a  bolt  and  shackle  at  every  one  or  two 
fathoms,  so  that  by  sti-iking  out  the  bolt  the  cable  is  parted  with 
ease.     See  Proving  Machine. 

The  accompanying  is  a  table  of  the  breaking  proof  of  chain  cables, 
and  o''  the  iron  used  in  their  construction. 

CHAIKS.     See  Railroads. 

CHARCOAL.     See  Iron. 

CHIMNEYS.     See  Boilkrs. 

CHISELS.     See  Cutting  Tooi^, 

CHRONOMETERS.     See  Watches. 

CHAIN  PUMP.  A  machine  for  raising  water ;  it  consists  of  a  series 
of  pistons  or  round  plates  of  metal,  set  at  certain  and  regular  intervals 
on  an  endless  chain,  which  nearly  fit  the  calibre  of  the  tubes  in  which 
they  work.  Putting  the  chain  in  motion,  supposing  the  bottom  of 
it  to  dip  into  the  water  of  a  well,  each  piston  will  enclose  above  it  a 
certain  quantity  of  water,  and  bear  this  water  to  the  top,  where  it  overflows  into  a  cistern  prepared  to 
receive  it. 

CHAMFER.   An  edge  or  arris,  taken  off  equally  on  the  two  sides  which  form  it,  leaves  what  is  called 
a  chamfered  edge.     If  taken  off  more  on  one  side  than  the  other,  it  is  said  to  be  splayed  or  bevelled, 
CIRCULAR  SAWS.     See  S.ws. 

CIRCULAR  SAW  for  Cutting  Veneers.  The  object  of  this  machine  is  to  cut  up  logs  of  fine  wood 
into  slices  or  leaves  for  purposes  of  veneering.  From  ten  to  sixteen  of  these  slices  may  be  cut  from 
an  inch  of  wood ;  and  considermg  that  the  logs  are  from  9  to  36  inches  broad,  some  idea  may  be  formea 
of  the  nicety  of  the  operation,  and  of  the  steadiness  and  rigidity  of  parts  required  in  the  machine  for 
the  efficient  discharge  of  its  fiuictions. 

The  principal  feature  of  the  machine  is  a  cu-cular  saw,  marked  bb  in  the  cuts,  which  is  built  in  seg- 
ments upon  a  strong,  rigid,  cast-iron  frame  A,  which,  it  will  be  observed  from  the  sections  and  the  plan, 
consists  of  a  series  of  arms  radiating  from  a  central  eye,  dished  in  form,  like  an  ordinary  carriage- 
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CIRCULAR  SAW. 


■wheel,  and  flanged  on  the  hollow  side,  to  secure  rigidity ;  these  arms  terminate  in  a  broad,  flat  ring, 
upon  -which  the  segments  of  the  saw  are  fastened  by  means  of  sliort  countersunk  screws,  as  exhibited 
in  Fig.  882.  The  saw-frame,  as  it  may  be  termed,  is  hung  upon  a  strong  shaft  P,  wliich  runs  in  bear- 
ings located  on  waU-plates,  secured  to  a  foundation  by  liolding-down  bolts.  Upon  the  same  shaft  are 
hung  the  driving-pulleys  B  B,  ■whence  the  motion  of  the  macliine  is  derived. 

While  the  axis  of  the  saw-frame  remains  stationary  during  the  operation  of  the  machine,  the  log  of 
wood  C,  which  is  being  cut  up,  is  urged  forward  against  the  saw  by  a  gradual  progressive  motion, 
being  fixed  for  the  piu-pose  on  a  sliding  carriage  D  E  G,  moved  by  a  self-acting  apparatus. 

First  of  all,  the  carriage  runs  upon  two  parallel  rails  T  R,  bedded  on  two  longitudinal  square  tim- 


bers, and  firmly  bolted  down  to  them.  The  lower  part  of  the  carriage  G,  slides  on  these  rails  at  tliree 
surfixces  of  contact  on  each  rail,  as  may  be  seen  in  Fig.  882.  The  upper  part  of  the  carriage  E  is  held 
down  to  the  part  G  by  means  of  dovetail  bevel  surfaces,  where  a  broad  piece  of  metal  is  introduced 
between  the  snug  cast  on  the  end  of  the  piece  G  and  the  bevel  edge  of  the  piece  E,  and  bolted  down 
to  G,  thereby  holding  do-wn  the  piece  E  to  G — admitting  also  of  a  transverse  sliding  motion  of  the 
piece  E ;  (see  Fig.  882.)  From  the  piece  E,  three  flanged  arms  are  erected,  to  whicli  is  bolted  the 
timber  frame  D,  on  which  is  immediately  sustained  the  log  C.  Tlie  frame  D  consists  of  two  longitudinal 
square  timbers,  the  lower  one  of  which,  as  shown  in  Fig.  880,  rests  upon  short  flanges  projecting  from 
the  faces  of  the  arms  of  the  piece  E,  and  is  thus  prevented  from  sliding  down ;  these  timbers  are 
connected  by  a  series  of  spars,  checked  at  both  ends  into  the  timbers.  The  spars  are  finished  flush 
on  their  exteiior  surface,  on  which  they  receive  tlie  log  C,  which  adheres  to  them  by  mean"  of  a  film 
of  glue  interposed.  The  spars  are  set  at  an  inchnation  backwards,  as  they  are  thus  more  directly  in 
tlio  line  in  ■which  the  strain  comes  upon  them. 

The  self-acting  motion  for  moving  tlie  sliding  carriage,  and  thereby  feeding  the  saw,  is  driven  from 
tl-e  main  shaft.  A  rack  H  fixed  on  the  under  side  of  the  carriage,  is  driven  by  a  pinion  on  the  end  of 
the  horizontal  shaft  T,  Fig.  880,  upon  which  the  triple-grooved  pulleys  M  0  run  loose,  ready  to  be 
catched  alternately  by  tlie  shding-clutch  V.  The  pulleys  M  are  driven  by  tlie  pulleys  K  on  the  end 
of  the  main  shaft,  tlie  motion  being  reduced  by  means  of  the  intermediate  pulleys  L.  The  pulleys  0 
are  driven  directly  by  the  pulleys  N  on  the  main  shaft.  Tlie  pulleys  K  L  M  are  those  which  feed  the 
«iw,  the  band  KL  crossing  itself,  and  LM  being  an  open  band.     The  pulleys  N  0  reverse  the  motion 
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of  the  log-frame,  and  carry  back  the  log  to  prepare  it  for  a  succeeding  cut.     Three  different  speeds  are 
provided  in  these  pulleys. 

The  motion  for  feeding  the  saw  transversely — that  is,  for  shifting  the  log  in  the  direction  of  its 
breadth,  in  setting  it  for  another  cut — is  effected  by  the  screws  S  S,  the  bearings  of  which  are  fixed 
■jn  the  sole  G,  and  their  screwed  parts  working  iu  nuts  fixed  on  the  piece  E.  On  these  screws,  worm- 
wheels  are  fixed,  driven  by  worms  on  a  horizontal  shaft,  wliich  again  is  driven  by  hand,  by  means  of  a 
pah"  of  small  meter  wheels — all  which  is  represented  in  the  plan,  Fig.  881.  The  lateral  motion  of  tha 
[liece  E  is  directed  by  the  bevel  surfaces  between  wliich  it  is  confined. 


Jetton  of  the  Ifaclnne— Tim  log  being  fixed  to  the  fi-ame  D E,  and  the  end  ot  it  adjusted  in  contact 
with  the  edge  of  the  saw,  by  means  of  the  longitudinal  and  transverse  sliding-surfaces  already  described, 
the  clutch  V  is  geered  with  the  pulleys  M,  the  driving-bands  being  shifted  to  the  proper  speeds.  The 
driving-belt  is  then  shifted  to  the  driving-pulley  B,  and  the  saw  is  caused  to  revolve  at  a  high  speed, 
the  self-acting  motion  at  the  same  time  urging  forward  the  log.  The  veneer,  as  it  separates,  glides  off 
the  back  of  the  saw-frame,  as  shown  at  F  in  Fig.  881,  and,  when  cut  off,  is  carried  away.  The  clutch 
V  IS  then  reversed  into  geer  with  tlie  pullevs  0  :  tlius  the  motion  of  the  sliding-carriage  is  reversed, 
and  the  log  is  returned  to  its  first  position  in  front  of  the  saw.  The  clutch  is  then  entirely  disengaged, 
and  the  transverse  motion  is  applied  to  the  frame  D  E,  by  wliich  the  log  is  sliifted  in  front  of  the  saw, 
in  readmess  for  the  next  cut.  The  clutch  V  is  now  engaged  with  the  pulleys  M,  and  the  process  is  re- 
peated as  already  described.  r       j       >  r 
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The  speed  at  wliich  the  saw  is  driven  is  about  180  revolutions  per  minute,  which  with  a  diameter  of 
twelve  feet,  gives  a  velocity  of  6784  feet  in  tliat  unit  of  time.  The  feed-motion  for  that  velocity  is 
about  I  inch  for  every  revolution  of  the  saw,  making  11  ^  feet  per  minute  of  veneer  cut  The  feed- 
motion  is,  however,  modified  according  to  the  quality  of  the  log  under  operation :  often  it  does  not 
exceed  a  lialf  of  that  stated ;  and  in  some  mills  the  velocity  of  the  saw  is  also  less. 
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Literal  References. — A,  the  saw-frame,  with  the  saw  h  b  attached  to  it 
B  B,  the  fast  and  loose  pulleys  on  the  saw-frame  shaft 

C,  the  log  which  is  to  be  cut  into  veneers. 

D,  the  timber-frame  to  which  the  log  is  attached. 

E,  the  cast-iron  frame  to  which  D  is  bolted,  wliich  slides  Laterally  under  dovetail  surfaceo. 

F,  the  veneer  as  it  comes  from  the  saw,  gliding  off  the  saw-frame. 

G,  the   l»wer   part  of   the  sliding-carriage,   which   slides  longitudinally   on   rails   laid   mi  tini 
oers. 

H,  the  rack  attached  to  the  sliding-carriage,  and  driven  by  a  pinion  on  the  shaft  of  the  feeding 
apparatus. 
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K,  grooved  pulleys  on  the  end  of  the  main  shaft, 
for  driving  the  feed-motion. 

L,  intermediate  pulleys,  driven  by  the  pulleys 
K. 

M,  pulleys  loose  on  the  pinion  shaft,  driven  by 
the  pulleys  L. 

N,  pulleys  on  the  main  shaft,  for  reversing  the 
motion  of  the  log. 

0,  pulleys  loose  on  the  pinion  shaft,  driven  by 
the  pulleys  N. 

P,  the  saw-frame  shaft. 

11 T,  longitudinal  sUdes  on  which  the  sliding- 
frame  is  moved. 

•    S,  screw  and  wheel  motion  for  shifting  the  log- 
frame  laterally. 

V,  the  clutch  carried  round  with  the  shaft  on 
which  it  slides,  so  that  it  may  be  put  in  geer 
with  the  loose  pulleys  M  0,  alternately. 

Saw-mill  Rollers  for  Flanks. — Fig.  883  repre- 
sents an  arrangement  for  steadying  the  planks 
or  logs  as  they  are  moved  forward  in  saw-mills. 

A  A,  are  adjusting-screws,  working  in  nuts 
fixed  on  the  frame  of  the  machine,  for  setting  the 
roller-frame  against  tlie  logs. 

B  B,  are  adjusting-screws  for  setting  the  plank- 
frame  H  S. 

C  0,  pinching-screws,  acting  by  the  intervention 
of  levers  upon  the  rollers. 

D  D,  levers  jointed  to  the  roller-frame,  trans- 
mitting the  pressure  of  the  screws  C  C  to  the 
rollers. 

E  E,  spring-levers  intermediate  between  the 
screws  C  and  the  levers  D. 

F  G-,  F  G,  the  soles  of  the  roller-frames,  guided 
in  their  traverse  motion  by  dovetail  surfaces  upon 
HH. 

H  H,  the  plank-frames,  into  the  ends  of  which 
arc  inserted  the  screws  B  B. 

1 1,  clutch-frames,  through  which  the  journals 
of  the  rollers  pass ;  they  transnut  the  pressure  of 
the  levers  D  D  to  the  rollers. 

R  R,  the  rollers  which  press  tlie  planks  against 
the  uprights  S  S,  and  steady  their  motion ;  the 
ends  of  their  journals  move  in  grooves  in  the 
framing  F  G,  F  G. 

S  S,  uprights  rising  from  the  plank-frames 
H  H,  against  which  the  planks'  are  held  by  the 
rollers. 

CLOTHING  BOILERS  AND  CYLINDERS, 
saving  fuel  from.     See  Management  of  Engines. 

CLOTH-SHEARING  MACHINE.  Invented 
by  Milton  D.  Whipple,  of  LoweU,  Mass.,  for 
shearing  cotton  cloth,  or  preparmg  it  for  being 
printed. 

Fig.  884  denotes  a  top  view  of  the  machine ; 
Fig.  885  is  an  elevation  of  one  side  of  it ;  Fig. 

886  is  an  elevation  of  the  other  side  of  it ;  Fig.  887  is  a  central  vertical  and  longitudinal  section  of  it ; 
Fig.  888  is  an  elevation  of  the  front  end ;   and  Fig.  889  is  an  elevation  of  the  rear  end. 

The  machine  to  be  described  is  calculated  to  remove  from  the  surface  of  calico  or  cotton  cloth  the 
furze,  nap,  knots,  or  other  matters  which  are  usually  taken  off  by  the  process  of  picking  by  hand,  and 
singeing  by  hot  rolls  or  plates,  or  the  flame  of  gas. 

Mr.  Wliipple  does  not  confine  liis  invention  to  the  shearing  of  cotton  cloth  alone,  as  it  may  often  be 
used  to  good  advantage  on  many  other  thin  cloths,  such  as  mouslin  de  laine,  for  instance. 

In  the  drawing,  A  denotes  the  frame-work  of  the  machine  constructed  of  iron,  wood,  or  any  other 
suitable  material ;  B  is  the  driving-shaft  extending  across  the  frame,  and  made  to  run  in  proper  boxes ; 
C  is  a  fast  pulley,  and  D  a  loose  pulley  arranged  on  the  shaft,  motion  being  given  to  said  shaft  by  the 
belt,  from  the  driving  powei-  being  made  to  operate  on  the  fast  puUey ;  E  F  G  H  are  four  series  of 
revolving  helical  shearing-cutters  applied  to,  or  arranged  respectively  on  horizontal,  shafts  IKLM, 
whose  journals  are  supported  in  boxes  N  N  N,  &c.  Beneath  each  of  these  series  of  cutters  is  one  of  a 
series  of  blades  or  horizontal  knives  0  0  0,  etc.,  which  is  attached  to  a  head-piece  or  holder  P.  The  ends 
of  the  said  head-piece  have  adjusting-screws  QR,  QR,  applied  to  them  in  such  manner  as  to  admit  of 
the  correct  adjustment  of  the  holder  P,  and  blade  O,  with  respect  to  the  rotating  helical  cutters  over  and 
in  advance  of  them.     At  some     ."stance  in  front  of  each  of  the  blades  0 O,  is  a  rule  or  ledge  S,  whos* 
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upper  edge  is  placed  soarewhat  above  the  under  surface  of  the  knife  or  blade  0 ;  the  position  of  said 
rule  S,  and  the  top  of  it  with  respect  to  the  cutters  and  blades,  being  as  seen  in  the  drawings.  Each  of 
the  series  of  revolving  cutters  has  a  pulley  T  fixed  on  it.  There  is  a  driving-pulley  V  on  the  driving 
shaft.  A  belt  V  passes  around  the  said  pulley  V,  and  the  two  middle  pulleys  T  T,  as  seen  in  P'ig.  885. 
It  is  hy  means  of  the  said  pulleys  and  belts,  that  the  several  series  of  helical  cutters  are  put  in 
revolution. 

A  cylindrical  brush  X  is  placed  in  advance  of  tlie  first  rule  S,  and  so  as  to  bear  against  the  cloth  Y 


as  It  passes  from  the  under  surface  of  a  fiiction-roll  on  cylinder  Z  to  the  top  of  the  first  rule  S ;  the  said 
brush  is  revolved  by  a  belt,  which  passes  around  two  pulleys  b  c,  the  former  of  which  is  fixed  on  the 
driving-shaft,  and  <he  latter  on  tlie  shaft  of  the  brush  x.  In  the  rear  of  each  blade  0,  and  between  it 
and  the  rule  or  ledge  S,  directly  in  rear  of  it,  is  a  long  transverse  horizontal  brush  z,  which  rests  On  the 
cloth,  and  removes  any  superfluous  lint,  and  lays  the  nap  of  the  cloth  as  it  passes  underneath  in  the 
proper  direction  to  be  acted  upon  by  the  cutters  in  rear  of  it ;  e  and  /  are  a  pair  of  drawing-rollers 
arranged  at  the  rear  end  of  the  machine,  as  seen  in  Fig.  887.    The  lower  one  has  its  journals  sustained 
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in  boxes,  applied  to  the  ends  of  two  •weighted  levers  g,  11,  by  the  action  of  which  it  is  pressed  against 
or  towards  the  upper  roller. 

The  upper  roller  has  a  geer-wheel  i  fixed  on  its  shaft ;  the  said  geer-wheel  is  made  to  engage  with  a 
toothed  pinion  K  fixed  on  a  shaft  i ;  on  said  shaft  i  is  a  pulley  iii,  around  wliich  a  band  n  passes  to 
a  pulley  0  fixed  on  the  driving-shaft.  By  means  of  the  pulley,  belt,  and  geers,  the  upper  drawing- 
roller  receives  the  motion. 

A  stretching-bar  P  is  arranged  at  the  front  end  of  tlie  machine,  and  directly  over  the  roller  z.  The 
upper  edge  or  surface  of  the  bar  has  grooves  or  flutes  made  diagonally  across  it,  those  on  the  side  of  the 
centre  of  tlie  bar  being  caused  to  run  in  a  direction  opposite  to  those  on  the  other,  as  seen  in  the  figures, 
the  object  of  this  bar  beuig  to  stretch  the  cloth  in  lateral  directions. 

When  the  cloth  first  enters  the  machme,  it  passes  over  a  cylindrical  rocking-bar  q,  (see  Fig.  888,) 
which  is  supported,  so  as  to  rock  or  vibrate  laterally  on  a  post  r,  made  to  rise  upwards  from  a  trans- 
verse bar  S.  Frou'  the  centre  part  of  eacli  end  of  tlie  bar,  one  of  two  rods  or  journals  i  u  projects,  as 
seen  in  Fig.  890,  whidi  denotes  a  vertical  and  longitudinal  section  of  the  bar,  and  parts  connect(id  with 
it.  On  eacli  of  the  journals  one  of  two  pulleys  vwh  placed,  and  revolves ;  each  of  said  pulleys  being  of 
a  diameter  corresponding  to  that  of  the  cylindric  bar  q.  The  external  curved  surfaces  of  the  pulleys 
are  made  rougli  by  havuig  sand-paper,  or  sand  or  emery  glued  to  them,  and  each  of  said  pulleys  has  a 
neck  or  hollow  shaft  x  extending  from  it,  and  tlirough  a  vertical  groove  y,  made  in  one  of  two  plates  or 
standards  za.  A  small  geer-wheel  b  is  fixed  on  each  hollow  shaft  x ;  the  said  geer-wheel  being  made 
to  engage  with  a  vertical  toothed  rack  c,  affixed  to  the  standard,  as  seen  in  Figs.  885  and  88G.  The  pecu- 
liar object  of  the  said  rocking-bar  and  mechanism  appUed  to  it,  is  to  cause  the  cloth,  as  it  rises  up  from 
the  pile  on  the  floor,  to  be  delivered  centrally  upon  the  front  series  of  helical  cutters ;  or  in  other  words, 
so  that  one  of  its  selvages  shall  be  at  the  same  distance  from  the  adjacent  end  of  the  series  of  cutters 
as  the  opposite  selvage  is  from  the  end  thereof  adjacent  to  it. 

The  length  of  the  rocking-bar  is  made  equal  to,  or  somewhat  greater  than  the  width  of  the  piece  of 
cloth :  when  the  piece  is  drawn  through  the  machine  by  the  action  of  the  drawing-rollers,  it  is  made  to 
pass  over  the  rocking-bar.  If  either  selvage  or  edge  of  the  piece,  while  so  in  motion,  should  happen  to 
project  at  any  time  beyond  the  contiguous  end  of  the  rocking-bar,  and  upon  the  sm-face  of  the  adja- 
cent pulley  V  or  w,  it  will  cause  said  pulley  to  turn  on  its  journal ;  the  consequence  of  which  will  be, 
that  the  toothed  pinion  6  will  be  made  to  revolve  by  it ;  which  motion  of  the  pmion  will  cause  it,  by  its 
comiection  with  the  rack  into  which  it  goes,  to  rise  upwards  and  tilt  the  rocking-bar  into  an  inclination 
to  the  horizon,  thereby  uiducing  the  cloth  to  move  laterally  on  the  rocking-bar,  or  towards  the  pulley 
at  its  opposite  end.  Should  it  by  chance  run  over  the  last  pulley,  a  contrary  action  will  occur,  and 
the  rocking-bar  will  be  tilted  in  an  opposite  direction,  and  so  as  to  uiduce  the  cloth  to  slide  or  .move 
towards  the  other  pulley.  The  apparatus  is  thus  self-acting,  and  operates  with  all  the  deshed  regu- 
larity and  precision  to  introduce  the  cloth  centrally  into  the  machine. 

Directly  over  each  of  the  series  E  F  G  H  of  revolving  helical  cutters  is  an  oiling  apparatus,  which 
consists  of  a  strip  of  cloth  d,  affixed  to  a  long  bar  e,  Avhose  ends  have  journals  which  are  supported 
and  move  in  the  tops  of  posts  or  standards  /  Gr.  One  of  the  journals  of  each  of  the  bars  e'  c\  &c.,  has 
an  arm  h  extending  downwards  from  it,  and  passing  through  one  of  a  series  of  staples  i  i,  &c.,  driven 
into  a  long  slide-bar  K. 

This  slide-bar  is  sustained  by  bearings  I  m,  fastened  to  the  side  of  the  frame  A,  and  its  rear  end  rests 
against  a  cam  n,  fixed  on  the  shaft  of  the  upper  driving-roller.  The  said  cam  during  part  of  its  rota- 
tion forces  the  slide-bar  forward,  and  longitudinally,  in  such  manner  as  to  move  all  the  arms  h  h  simul- 
taneously, and  thereby  cause  all  the  strips  of  cloth  to  rise  above  their  respective  series  of  cutters.  The 
retraction  of  the  bar  may  be  effected  by  a  spring  properly  applied  to  it,  the  said  retraction  causing  all 
the  strips  of  cloth  to  descend  upon  the  cutters.  Each  strip  being  satiu'ated  with  oil,  will,  when  it 
is  carried  in  contact  with  the  knives  or  cutters,  lubricate  their  edges. 

The  next  portion  of  the  machine  to  be  described  is  that  by  which  the  lint  and  extraneous  matter, 
removed  from  the  surface  of  the  cloth  by  the  helical  cutters,  are  taken  from  the  machine.  For  this 
purpose  is  placed  above  the  frame  A,  a  large  pipe  or  hollow  cylinder  or  vessel  n,  one  end  of  wliich 
should  be  stopped  up  while  the  other  should  connect  with  an  air-exhausting  apparatus  of  some  proper 
kind. 

From  this  pipe  others,  0  0,  (fee,  extend  downwards,  and  open  respectively  in  vertical,  triangular,  or 
other  proper-shaped  vessels  P  P,  each  of  which  is  placed  respectively  just  in  rear  of  the  cutters 
and  rotary  brush,  an  I  is  open  at  bottom,  and  shaped  and  made  as  seen  in  the  drawings. 

Each  of  the  bars  to  which  the  blades  0  0,  <fec.,  are  attached  is  curved  upwards,  as  seen  at  q,  so  as  to 
direct  the  lint  and  the  conductors  P  P.  Now  when  air  is  drawn  out  of  the  pipe  n  by  the  exliausting 
apparatus,  an  atmospheric  current  will  rush  up  each  of  the  vessels  and  pipes  extending  downwards  from 
it^  In  the  passages  of  said  currents  into  the  adjutages  of  the  conductors  P  P,  and  through  the  same, 
and  pipe  0,  they  will  carry  with  them  the  Unt  and  extraneous  matters  removed  by  the  cutters  and 
rotary  brush. 

In  order  tliat  the  cutters  may  perform  their  operation  on  the  cloth  in  a  proper  manner,  a  reciprocating 
lateral  movement  as  well  as  a  rotary  movement  may  be  given  to  them :  .this  is  effected  ia  the  followhig 
manner. 

On  each  cutter-shaft  is  a  grooved  pulley  r\  into  the  groove  of  wliich  the  upper  end  of  one  of  four 
vertical  plates  S  S,  <&c.,  is  inserted,  the  said  plates  being  secured  to  a  horizontal  slide-bar  t,  which  is 
'Arranged  and  operated  by  a  cam,  and  a  retracting  spring,  in  substantially  the  same  manner  as  is  the 
eUde-bar  K,  hereinbefore  described.  The  upper  end  of  each  of  the  plates  S  is  bent  out  of  parallelism 
with  the  side  of  the  frame  A,  as  seen  in  Fig.  884.  Now  when  a  reciprocating  rectilinear  movement  in 
a  longitudinal  direction  is  imparted  to  the  slide-bar  v,  and  plates  S  S,  the  pressure  of  the  plates  on  the 
slides  of  the  grooves  of  the  pulleys  rr,  &c.,  will  cause  the  various  series  of  cutters  during  their  revolu- 
tions to  move  back  and  forward  laterally. 
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Two  straight  bars  cP  ^  are  arranged  at  the  front  end  of,  and  transversely  across  the  macliine,  and 
parallel  to  one  another ;  one  of  them,  viz.  d^,  being  fixed  firmly  in  position  while  the  other  is  made 
adjustable,  or  has  adjusting-screws  or  other  proper  contrivances  applied  to  it  for  the  purpose  of  regula- 
ting its  distance  from  the  other  bar. 

The  cloth  is  passed  and  moves  between  these  bars,  they  being  adjusted  at  such  a  smaU  distance 
asunder,  as  will  be  just  sufficient  to  allow  the  cloth  to  pass  between  them,  while  no  knot  or  picker-wu'es 
or  other  extraneous  substances  which  would  be  likely  to  injure  the  cutters,  present  themselves  in  the  clotli. 

When  such  matters  exist  on  the  cloth,  and  are  can-ied  in  contact  with  the  bars,  they  will  either  be 
removed  by  the  draft  on  the  cloth,  or  they  will  stop  tlie  motion  of  the  cloth  imtil  they  can  be  removed 
by  an  attendant. 

The  next  and  last  portion  of  the  machine  to  be  described  is  the  folding  apparatus,  wliich  consists  of  a 
platform  V,  supported  on  two  rails  X  X,  by  four  or  any  other  suitable  number  of  wheels  W  W.  The 
said  platform  or  carriage  should  have  a  reciprocating  rectilinear  motion  imparted  to  it  in  a  longitudinal 
direction  by  suitable  mechanism.    That  employed  is  as  follows : 

The  carriage  has  a  long  plate  of  metal  W  secured  transversely  to  its  under  side ;  through  the  plate 
a  long  slot  X  is  cut,  mto  which  one  end  of  a  crank  J  is  mserted,  the  crank  being  made  to  project 
from  the  top  of  a  vertical  shaft  «,  which  turns  in  proper  bearings  of  a  post  or  standard  a',  supported  on 
the  floor  on  which  the  macliine  rests.  On  the  shaft  is  a  bevt'Jed  geer  a",  which  engages  with  a  bevelled 
pinion  I?,  which  is  fixed  on  a  horizontal  shaft  <?,  which  has  a  pulley  rf"  secured  to  its  outer  end  aroimd 
this  pulley,  and  a  pulley  e^  fixed,  on  the  shaft  of  the  upper  draw-roller  to  the  can-iage  V,  by  said  pulleys 
e^,  d\  belt  f,  shaft  c",  geers  6^,  a\  and  crank  ?/  and  slot  x  acting  together.  The  constant  fore  and 
back  movements  of  the  carriage  causes  the  cloth,  as  it  passes  from  between  the  draw-roUers,  to  be  laid 
on  it  in  regular  folds.  The  manner  in  wliich  the  cloth  is  passed  through  the  mechanism  is  seen  in  6  3 
at  Fig.  887. 

It  has  been  found  from  experience  that  the  cloth  is  much  better  sheared  when  subject  to  the  actiwi 
of  several  series  of  rotating  helical  cutters,  arranged  and  operating  together  as  above,  than  it  is  when 
successively  subjected  to  the  action  of  one  revolving  series  of  such  cutters. 

The  process  of  shearing,  besides  being  performed  much  quicker  by  two  or  more  series  of  rotary 
cutters  and  their  adjuncts,  as  above  specified,  is  more  easily  performed,  and  with  less  liabihty  of  injurv 
to  the  texture  or  thread  of  the  cloth. 

By  reference  to  the  drawing,  it  will  be  seen  that  the  position  of  the  top  edge  of  each  of  the  ledges  S, 
with  regard  to  the  bottom  of  the  cutters  or  cutting-blade  0,  is  such  that  the  clotli,  after  passing  over 
the  top  of  said  ledge,  is  by  the  ledge  borne  up  against  the  under  side  or  edge  of  the  blade  0,  and  so 
that  the  fur  or  nap  which  is  to  be  removed  is  carried  against  the  edge  of  the  plate,  and  is  cut  off  by 
the  action  of  the  revolving  cutters.  Consequently,  should  there  be  any  knots,  motes,  or  foreign 
substances  projecting  from  the  upper  surface  of  the  cloth,  they  will  be  removed  by  the  upper  surface 
and  blade,  and  without  injury  to  the  cloth. 

If  the  cloth  passed  directly  over  a  ledge  or  rest  placed  under  the  cutters,  as  in  machines  for  shearing 
broadcloths,  cassimeres,  &c.,  or  tliick  and  long-napped  cloths  of  like  character,  it  would  be  copstantly 
liable  to  be  cut  into  strips  or  otherwise  injured. 

By  doing  away  with  the  rest,  the  cloth  has  the  opportunity  of  falling,  moving,  or  springing  away  from 
the  blade  when  any  very  large  knot  or  extraneous  substance  is  presented  to  it  and  the  cutters.  The 
manner  in  which  the  cloth  is  borne  against  the  under  surface  of  each  of  the  blades  0,  viz.  by  means  of 
a  ledge  or  rule  S,  or  any  equivalent  in  rear  of  each  blade,  we  may  dispense  with  the  s\ving-bar  which 
is  used  in  the  machine  of  CourUer  to  bring  the  cloth  up  to  the  blade,  it  being  subject  to  tlie  same 
objections  as  in  the  rest. 

The  machine  of  Courlier  is  described  at  page  8  of  Traitd  Thdorique  et  Pratique  de  I'impression  des 
Tissus,  par  J.  Persoz,  tome  deuxieme,  Paris,  1846. 

Mr.  Whipple  claims  for  his  invention  the  manner  of  supporting  the  cloth  during  the  performance  of  the 
cutting  operation,  viz.  by  the  under  side  of  the  blade  0  of  each  of  the  series  of  cutters  m  combination 
with  two  ledges  S  S,  or  other  mechanical  equivalents  whose  upper  edges  shall  be  arranged  in  a  plane 
with  or  a  little  above  the  said  blade ;  the  same  enabling  him  not  only  to  dispense  with  a  rest  such  as  in 
common  shearing  machines,  but  with  the  swing-bar  used  in  the  machine  of  Courlier. 

He  also  claims  the  combination  of  two  or  more  series  of  helical  cutters  E  F  G  H,  blades  0  0,  <tc., 
guide-rules  S  S,  <tc.,  and  drawing-rollers  as  an-anged,  and  operating  together  substantially  as  above 
specified. 

Mr.  Whipple  also  claims  the  apparatus  by  which  the  cloth  is  received  at  the  front  end  of  the 
machine,  and  caused  to  pass  centrally  mto  it  or  towards  the  cutters.  Said  apparatus  being  a  combi- 
nation of  a  rocking-bar,  two  pulleys,  and  two  great  pinions  and  racks  or  any  mechanical  substitute,  the 
whole  being  arranged  and  made  to  operate  together  substantially  as  described. 

Mr.  Wliipple  further  claims  in  the  machuie's  combmations  with  the  shearing  machinery,  the  apparatus 
arranged  over  it  for  the  purpose  of  removing  the  lint  by  upward  currents  of  air  as  described ;  and  the 
reciprocating  carriage  or  moving  platform  for  fjlding  tlie  cloth,  in  combination  with  the  shearing 
machinery,  the  same  being  arranged  and  made  to  operate  substantially  as  above  explained ;  and  the  set 
of  parallel  bars  cf,  c\  as  combmed  with  and  appUed  to  the  shearuig  mechanism  in  manner  and  for  the 
purpose  before  described. 

COAL.     Charcoal  will  be  found  treated  of  in  the  article  Iron. 

*  Brotcn  Coal  includes  all  that  coal  which  does  not  form  coke,  and  is  younger,  or  of  a  more  recent 
formation  than  bituminous  coal  or  anthracite.  As  good  fuel  can  be  had  abundantly,  at  reasonable,  and 
even  low  prices  all  over  the  United  States,  there  is  no  inducement  to  use  this  inferior  mineral.  All  of  it, 
which  is  either  found  in  bogs,  in  alluvium^  or  in  tertiary  rock,  is  generally  very  impure,  brittle  and  damp, 
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and  with  very  few  exceptions,  perfectly  useless  in  its  raw  state  for  any  of  the  operations  we  have  under 
consideration. 

Bituminous  Coal.  Under  this  class  we  range  all  that  mineral  coal  which  forms  coke  ;  that  is,  it  swells 
up  on  being  exposed  to  heat,  burns  with  a  bright  flame,  blazes,  and,  after  tlie  flame  disappears,  there 
remains  a  spongy,  porous  mass — coke, —  which  burns  witJiout  flame  like  chareoal.  We  also  range  under 
this  class  of  coal  the  Nova  Scotia  coal, — tlie  Frostburg  coal  of  Maryland, — Eichmond,  Virginia,  coal,— 
some  North  Carolina  coal, — the  coal  of  all  the  western  fields  belonging  to  the  Mississippi  valley, — the 
coal  in  Oregon  and  in  California.  There  are,  indeed,  coal  beds  in  these  localities  which  are  closely 
allied  to  either  anthracite  or  brown  coal,  but  we  confine  our  classification  to  that  kind  which  alters  it« 
form  on  being  exposed  to  beat.  The  only  points  which  claim  our  attention,  are  the  chemical  composi  • 
tion  and  the  form  of  the  coal. 

In  its  composition  we  find  chiefly  carbon,  oxygen,  hydrogen,  nitrogen,  sulphur,  and  ashes,  with  a  little 
water,  which  has  been  absorbed  by  the  crevices.  The  following  table  shows  tlie  comparative  composi- 
tion of  various  sorts  of  mineral  fuel. 

• 

Table  showing  the  Composition  of 


Turf 

Brown  coal 

Hard  bituminous  coal 

Cannel  coal 

Coking  or  backing  coal 

Anthracite 


Carbon. 

Ilydrogi::, 

Cxygen  and 
Nitrogen. 

Ashes. 

58-09 

5-93 

31-37 

4-61 

71-71 

4-S5 

21-67 

1-77 

82-92 

6-49 

10-86 

0-13 

83-75 

5  66 

8-04 

2-55 

87-95 

5-24 

5-41 

1-40 

91-98 

3-92 

316 

0  94 

larbon. 

Ilydrogen. 

Water. 

Quantity  of 

69 

3 

23 

78 

75 

4 

16 

87 

78 

4 

13 

90 

85 

3 

7 

94 

100 

- 

- 

100 

Quantity  of  Heat.  The  most  important  point,  and  one  which  has  a  direct  bearing  upon  the  value  of 
coal,  is  the  quantity  of  heat,  which  it  can  evolve  in  combustion.  If  we  assume  that  the  quantity  of  ashes 
is  equal  in  the  four  substances  mentioned  below ;  that  is,  5  per  cent,  in  each,  and  suppose  further,  that 
pine  charcoal  furnishes  100  parts  of  heat, — the  following  table  shows  the  quantity  of  heat  which  must 
be  liberated  in  their  perfect  combustion. 

Kind  of  coal. 

Brown  coal         ...... 

Coking  coal 

do 

Anthracite     ...... 

Pure  Carbon      ...... 

Quality  of  Heat. — The  degree  of  heat  which  may  be  produced  by  coal  of  the  above  composition,  on 
the  supposition  that  pure  carbon  produces  4420",  is,  in  the  first  3890° ;  in  the  second  3945' ;  in  the 
third  3999°;  and  in  the  fourth  4142°.  These  results  imply,  of  course,  perfect  combustion  ;  that  is — 
neither  too  much,  nor  too  little  oxygen  is  present.  But  this  is  practically  almost  an  impossibility ;  there- 
fore, these  degrees  of  heat  never  can  be  realized,  although  the  quantity  may  be. 

If  one  ton  of  pure  carbon  is  considered  to  be  worth  one  dollar,  the  same  weight  of  anthracite  is  worth 
94  cents,  that  of  soft,  or  bituminous  coal,  from  85  to  90  cents,  and  that  of  brown  coal  only  78  cents.  In 
the  valuation  of  coal  we  must  consider  the  quantity  of  ashes  as  well  as  the  quantity  of  water.  The  loss 
of  heat  occasioned  by  water  does  not  depend  merely  upon  the  quantity;  it  is  occasioned  also  by  the  con- 
version of' it  into  steam;  whereas  the  loss  of  heat  from  ashes  is  in  direct  proportion  to  their  quantity, 
although  not,  perhaps,  in  all  cases.  The  ashes  of  mineral  coal.cousist  generally  of  silex,  clay,  gypsum, 
iron  pyrites,  oxide  of  iron,  lime,  magnesia,  and  often  chlorine  and  iodine. 

Anthracite.  This  is  the  most  important  of  all  the  class  of  mineral  fuel,  for  metallurgical  operations  in 
this  country,  although  not  in  other  parts  of  the  world.  Pennsylvania  anthracite  is  not  only  abundantly 
distributed  in  the  eastern  part  of  that  State,  but  its  great  purity,  and  solid  form,  adapt  it  particularly  to 
the  use  of  the  smelter  and  operator  in  metals.  The  chemical  composition  of  anthracite  is  similar  to 
charcoal,  from  which  it  differs  chiefly  in  its  form,  being  very  hard  and  compact,  and  in  the  greater  quan- 
tity of  ashes  which  it  contains.  It  is,  like  charcoal,  inialtered  in  form  after  exposure  to  the  strongest 
heat ;  even  after  passing  through  a  blast  furnace,  it  has  equally  as  sharp  edges,  and  is  in  form  exactly 
as  it  was  before.  The  following  table  presents  the  composition  of  some  of  the  anthracite  of  Penn- 
sylvania. 

Composition. 

Locality. 
Lehigh  coal.  Summit  mines, 
Schuylkill  coal,  Tamaqua  mines, 
Pottsville,  ...... 

Pinegrove,         ...... 

Wilkesbarre,  Luzerne  Co.      .... 

Carbondale,         "         «  ... 

The  ultimate  analysis  of  anthracite  shows  it  to  be  composed  of  90-45  carbon,  2*43  hydrogen,  2*45 
oxygen,  some  nitrogen,  and  4-67  ashes.     Another  specimen  of  Pennsylvania  anthracite  was  cornposed  of 


r   

Carbon. 

Volatile  matter. 

Aslies. 

-> 
Specific  gravity. 

88-50 

7-50 

4-00 

92-07 

5  03 

2  90 

1.57 

94-10 

1-40 

4-50 

1-50 

79-57 

7-15 

3-28 

1-54 

88-90 

7-G8 

3-49 

140 

90-23 

7-07 

270 

1-40 
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94'1  carbon,  2*39  hydrogen,  87  nitrogen.  1'33  oxygen,  and  1*3  ashes.  The  ashes  generally  consist,  like 
those  of  bituminous  coal,  of  silex,  alumina,  oxide  of  iron,  and  chlorides,  which  generally  evaporate  and 
condense  on  cold  objects  in  the  ibrm  of  while  films.  Some  of  this  coal  contains  considerable  quantities 
of  sulphur,  which  is  chiefly  found  in  the  fine  parts  and  slack,  in  consequence  of  the  coal  having  been 
broken  into  lumps  of  unirorm  size  before  use,  and,  because  the  sulphureous  parts  ure  the  most  brittle  and 
slaty. 

Anthracite  is  not  so  inflammable  as  either  dry  wood  or  bituminous  coal,  but  it  may  be  made  to  bum 
quite  as  vividly  as  either,  by  exposing  it  to  a  strong  draught,  or  in  a  large  mass,  to  the  action  of  air. 
This  absence  of  flame  in  this  coal,  aiises  chiefly  from  the  lack  of  solid,  heated  particles  in  the  gases,  and 
as  transparent  hot  gas  does  not  radiate  heat,  no  matter  what  may  be  its  temperature,  it  has  been  found 
that  the  anthracite  flame  does  not  heat  the  hearth  of  a  reverberaiory  so  well  and  so  quick,  as  bituminous 
coal  or  flaming  wood.  This  evil  can  be  remedied  by  applying  a  blast  under  the  grate  of  a  furnace. 
Thus  fine  particles  of  coal  are  carried  over  by  the  hot  gases,  and  the  flame  so  formed  radiates  heat  as  well 
as  that  of  any  other  fuel.  It  is  manifest,  that  the  pressure  of  blast,  or  the  force  of  the  current  of  air, 
which  is  to  tear  loose  these  particles  of  c»al,  must  be  in  proportion  to  the  refractory  nature  of  the  coal. 
If  the  draft  is  too  strrong  these  particles  will  be  too  large,  and  therefore  be  deposited  on  the  hearth  where 
the  current  has  not  sufiicient  strength  to  keep  them  suspended ;  their  effect  is  thus  lost.  If  the  particles 
are  extremely  small  and  the  furnaces  so  constructed  as  to  retain  a  lively  current,  their  subsidence  is 
prevented.  A  large  grate  is,  in  this  instance,  more  suitable  to  form  a  good  substantial  flame  than  a  small 
one,  for  a  gentle  draught  in  it  will  produce  only  small  particles,  while  a  strong  blast  tears  off  large  ones 
which  are  of  little  use.  Sometimes  the  ashes  which  aie  formed  by  anthracite  and  deposited  in  the  flues, 
or  on  the  hearth,  are  a  cause  of  objection.  This  evil,  if  it  cannot  be  entirely  obviated,  can  at  least  be 
greatly  modified  by  increasing  the  surface  of  the  grate. 

COCKS.     See  Faucets. 

*  Coking  of  Coal.  An  essential  condition  in  forming  coke  is  that  the  coal,  on  being  heated,  swells  and 
changes  into  irregular  spongy  masses,  which  adhere  intimately  together.  This  oper.ation  is  designed  to 
expel  sulphur  and  hydrogen,  and  form  a  coal  which  is  not  altered  by  heat.  The  sulphur  cannot  be  en- 
tirely separated  from  coke,  or  from  carbon,  no  matter  how  high  the  heat  may  be ;  neither  can  all  the 
hydrogen  be  removed  from  carbon  by  simplj'  heating  the  compound.  If  oxygen  is  admitted  to  these  com- 
binations, both  sulphur  and  hydrogen  may  be  almost  entirely  expelled,  that  is,  provided  the  oxygen  is 
not  introduced  under  too  high  or  too  low  a  heat. 

Coking  in  the  open  air.  \\'hen  coal  abounds  in  sulphur,  as  well  as  bitumen  and  water,  the  best  mode 
of  coking  it  is  in  rows  or  clamps  ;  that  is,  in  a  long  pit  or  heap,  a  section  of  which  is  represented  in 
Fig.  891.     The  length  of  such  a  heap  may  be  from  20  to  100  feet,  or,  in  fact,  it  may  have  any  length ; 
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out  its  width  must  not  exceed  from  G  to  12  feet.     If  the  coal  is  very  impure  the  heaps  must  be  narrow, 
but  if  it  is  hard  and  pure,  it  may  be  charred  in  wide  rows. 

In  a  row,  such  as  is  represented  above,  the  coarse  coal  forms  the  skeleton  of  the  heap  inside,  and  at 
distances  of  8  or  12  feet,  a  kind  of  chimney  is  constracted  with  it.  If  coal  coarse  enough  for  the 
purpose  cannot  be  had,  a  flue  is  constructed  of  loose  fire-brick  on  the  floor,  over  the  whole  length  ;  this 
forms  an  air  channel.  Chimneys  are  erected  of  bricks  in  the  proper  places,  fts  shown  in  Fig.  892. 
Sometimes,  especially  where  wood  is  cheap,  a  longitudinal  channel,  and  also  cross  channels  are  formed 
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vvith  it,  and  likewise  the  chimneys  which  are  constructed  of  sticks.  The  best  plan,  generally,  is  to  form 
air-channels  through  the  bottom  and  also  the  flues  or  chimneys,  of  coarse  well-charred  coke  ;  these  do 
not  swell ;  they  hold  good  fire,  and  cause  no  loss — for  what  is  burned  in  one  kind  of  coal  is  saved  in  the 
other  •  besides,  this  method  furnishes  the  best  coke.  One  of  these  long  heaps  of  coal  is  from  3  to  5  feet 
high,  according  to  the  kind  of  coal ;  it  consists  of  coarse  coal,  covered  by  small  coal  and,  at  last,  by  slack. 
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Fig.  393 


Fire  of  wood  or  burning  coke  is  applied  to  the  foot  of  the  pile,  at  such  distances  as  will  secure  a  uniform 
distribution  of  it  and  in  the  very  vicinity  of  the  flues  which  lead  to  the  chimneys,  as  these  are  most 
suitable  to  conduct  it  into  the  interior.  One  end  of  a  pile  may  be  kindled,  burn  and  even  be  finished 
while  the  other  end  is  building ;  thus  coke  may  be  formed  in  a  short  time.  The  collier  must  aim  to 
conduct  the  fire  into  the  interior  as  quickly  as  possible,  and  heat  from  within  outwards ;  in  fact  this  opera- 
tion must  be  done  on  the  same  principle  as  in  charring  wood.  But,  since  stone  coal  is  less  valuable  tlian 
wood,  and  as  a  higher  heat  is  required  to  drive  off  impurities,  and  also  more  fresh  air,  and  moisture  to 
expel  sulphur ;  the  burning  coal  must  necessarily  be  worked  more  openly,  and  under  a  more  brisk  heat, 
than  wood.  When  the  fire  is  well  spread  through  the  interior  of  the  pile,  and  its  progress  is  safe,  the 
sides  of  the  row  are  covered  by  coke-dust,  but  the  base  and  top  are  kept  free,  so  as  to  admit  of  a  lively 
combustion  aiid  a  strong  heat.  In  fact,  a  large  quantity  of  air,  and  if  possible  damp  air,  is  required  at 
this  time  to  pass  through  the  coal,  if  good  coke  is  expected  to  be  made.  After  the  lapse  of  24  hours, 
more  or  less,  the  heat  is  well  distributed  and  the  flames  on  the  comb  of  the  pile  disappear,  and  hot  in- 
visible gases  only  escape.  The  pile  is  now  closely  covered  with  coke-dust,  and  left  to  cool:  this  requires 
another  24  hours,  so  that  in  two  days'  time,  the  coke  is  burned  and  ready  to  be  drawn. 

Coarse  coal  fresh  from  the  mines  is  best  suited  for  this  mode  of  coking.  It  should  be  adopted  in  all 
cases  where  the  coal  is  impure,  and  a  good  article  is  required  ;  for,  by  no  other  method  than  this,  can  so 
good  coke  be  obtained.  Other  modes  will  furnish  more  coke  from  the  same  amount  of  coal ;  but  good 
coal  is  required  to  make  coke  strong  and  pure,  such  as  is  suitable  for  iron  smelt  furnaces.  The  foregoing 
method  cannot  be  used  when  the  coal  is  fine,  that  is,  when  it  consists  mostly  of  slack  coal,  because  such 
coal  is  too  close  and  does  not  admit  of  the  passage  of  air  sufficiently  to  form  good  coke.  It  is  often 
charred  by  mixing  it  Avith  small  wood,  chips,  or  bushes  bound  in  faggots,  but  this  is  expensive,  and  where 
wood  is  scarce  cannot  be  resorted  to.  The  coal  then  is  charred  in  large  heaps,  or  pits,  like  wood.  Such 
a  pit  may  be  from  20  to  25  feet  in  diameter,  and  from  3  to  8  feet  high,  according  to  the  quality  of  the 
coal. 

A  strong  chimney  of  fire-brick  is  erected  in  the  centre,  affording  many  flues  which  lead  to  the  interi- 
or of  the  mass.  It  is  built  very  open  and  without  mortar.  On  the  floor  there  should  be  a  series  of 
channels  in  a  radial  direction,  as  shown  in  Fig.  893.  These  are  formed  of  coarse  coal,  or,  which  is  better 
still,  of  large  lumps  of  coke,  so  as  to  be  always  open.  Fhies  of  fire-brick  do  answer  the  purpose,  but  are 
not  so  favorable  to  the  quality  of  coke  as  coke  channels.  These  and  the  floor  are  covered  with  the 
coarsest  coal  which  the  mine  affords,  and  when  it  is  exhausted  fine  coal  is  spread  over  them  to  a 
height  of  2  feet  or  more,  according  to  its  quality.  Fire  is  now  applied  to  the  flues  at  the  circumference, 
and  urged  to  a  uniform  and  lively  state.  A  dense  smoke  issues  at  first 
from  tlu3  top  of  the  chimney.  This  soon  ceases,  and  a  white  flame  of 
carburetted  hydrogen  takes  its  place.  Within  two  or  three  hours,  the 
smoke  and  some  fire  appears  at  or  near  the  top  of  .the  coal,  which  indicates 
that  the  fire  is  well  spread  in  the  interior.  The  remainder  of  fresh  small 
coal  is  now  gradually  thrown  on,  but  in  such  a  manner  that  the  heat  is 
not  checked.  Some  smoke  ought  to  issue  from  the  coal  at  all  times,  be- 
sides the  flame  from  the  chimney.  Coal  is  therefore  thrown  on  gradually, 
to  the  height  which  may  be  desired,  so  that  the  heat  folloTs  to  the  top  as 
the  mass  iiicreajses.  When  all  the  coal  is  put  on,  the  fire  is  permitted  to 
break  through,  and  show  its  white  flames  at  the  surface.  Those  places 
which  are  hottest,  and  where  the  white  flame  ceases,  are  covered  by  coke- 
dust  ;  meantime  other  places  which  do  not  work  so  lively,  or  are  behind, 
are  urged  by  running  an  iron  bar  into  the  heap  so  as  to  auake  draught- 
holes,  thus  securing  a  more  lively  combustion.  When  ail  the  coal  is  thus 
heated  uniformly  to  the  top,  the  heap  is  covered  by  coke-dust.     At  the 

foot  the  air  is  still  admitted  for  some  hours,  so  as  to  heat  the  heap  thoroughly.  When  the  inflammable 
gas  ceases  to  appear  at  the  chimney,  the  cover  of  dust  is  extended  to  the  foot  of  the  heap,  but  the  chim- 
ney is  still  kept  open  for  some  time.  Finally  it  is  closed  at  the  top  by  a  slab  or  a  cast-iron  plate.  The 
dust-cover  when  a  white  heat  is  perceptible  below  is  well  secured  by  throwing  dust  around  it.  All  the 
vents  on  the  surface  are  now  covered  closely,  and  the  earth  increased  so  as  to  prevent  all  access  of  air  to 
the  interior.  Three  days,  and  often  four  or  five,  are  required  thus  to  char  a  heap  of  coal.  This  manner 
of  proceeding  applies  to  slack  coal.  There  is  no  advantage  in  charring  coarse  coal  in  heaps  :  it  is  coked 
cheaper  and  better  in  rows. 

When  the  coal  abounds  in  sulphur,  the  heap  is  opened  in  places  before  it  is  cool,  by  means  of  a  crow- 
bar, and  water  is  thrown  upon  the  coke  although  still  red  hot.  Thus  a  large  quantity  of  sulphur  may 
be  expelled,  which  will  be  manifest  by  a  strong  smell  of  sulphuretted  hydrogen.  The  effects  of  this 
mode  of  driving  off  sulphur  on  the  other  qualities  of  the  coke  are  somewhat  doubtful ;  for  it  invariably 
has  a  tendency  to  weaken  the  coke  and  cause  it  to  be  spongy  and  friable.  It  requires,  therefore,  a  strong 
coke,  which  has  been  produced  by  a  strong  heat,  to  resist  the  weakening  influence  of  water. 

The  quantity  of  coke  produced  fi"om  coal  varies  according  to  the  quality  of  the  coal,  and  the  mode  of 
operation.  It  is  not  often  that  more  than  50  to  55  per  cent,  by  weight  is  obtained  in  rows ;  although 
coal  which  does  not  contain  much  hydrogen  or  water,  may  reach  60  and  even  G5  per  cent.  The  yield 
in  heaps  is  somewhat  better,  and  can  be  brought,  by  close  attention,  to  60  or  70  per  cent.  The  coke 
from  coal  generally  amounts  to  more  by  measurement  than  the  quantity  of  coal  that  is  burned ;  this 
varies  from  100  to  125  bushels  of  coke  from  100  bushels  of  coal ;  it  is  not   often  less  than  110  bushels. 

The  coke  yard  ought  to  be  level  throughout,  and  dug,  or  ploughed  over,  so  as  to  remove  all  stones 
and  damp  places  within  two  feet  of  the  surface,  and  uniformly  covered  by  a  loose  and  light  soil.  Thi.', 
yard  is  surrounded  by  a  ditch,  into  which  rain  and  spring  water  flows,  and  which  jught  constantly  to 
jontain  some  water,  which  may  be  at  hand  when  needed,  and  also  moisten  the  ground.     The  object  ol 
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this  IS  to  impart  by  these  means  a  certain  depree  of  dampness,  hnt  not  too  much,  to  the  whole  yard.  In 
the  course  of  the  operation  the  yard  is  covered  by  coke  dust,  which,  when  mixed  with  soil,  is  very  suit- 
able to  retain  moisture  ;  but  the  presence  of  water  around  the  yard,  enables  us  always  to  obtain  damp 
dust  by  digging.  A  damp  coke  yard  possesses  great  advantages  for  driving  oflF  sulphur  from  coal.  This 
substance  adheres  tenaciously  to  carbon,  and  no  degree  of  heat  can  expel  it ;  not  even  with  the  assist- 
ance of  fresh  air.  The  best  method,  therefore,  to  desulphuret  coal  is  found  to  consist  in  highly  heated 
steam.  Consequently,  if  coal  is  heated  on  a  damp  ground,  steam  is  generated,  which,  in  passing  through 
the  hot  coal,  is  decomposed  and  carries  off  sulphur.  If  the  heat  is  too  high,  or  too  low,  these  means  ar 
as  ineffectual  as  any  others ;  it  is  difficult  to  hit  the  exact  point.  If  moisture  is  always  present  it  wil 
act  at  the  proper  time.  When  the  coal  is  at  the  highest  heat,  no  vapors  will  issue  ;  the  ground  is  dry, 
and  none  are  needed. 

The  principles  involved  in  making  coke  are  exactly  the  same  as  in  charring  wood,  with  the  exception 
that  coke  is  less  combustible  than  charcoal  and  less  care  and  attention  is  required  to  obtain  good  results. 
The  fire  should  always  work  from  the  interior  to  the  exterior,  and  the  more  this  is  attended  to,  the  bet- 
ter will  be  the  yield.  When  coal  is  very  impure,  or  fine,  it  is  necessary  to  work  with  less  cover,  in  order 
to  make  quality,  but  this  is  always  accompanied  by  a  loss.  Sometimes  the  flues  are  formed  by  erecting 
poles,  of  10  or  12  inches  in  diameter,  after  the  coal  is  thrown  around  them,  and  before  the  fire  is  applied 
they  are  withdrawn.  This  mode  of  forming  flues  is  only  applicable  where  the  coal  is  coarse  and  does 
not  bake  too  much.  But  in  such  cases  no  flues  at  all  are  needed  ;  the  coarse  coal,  when  piled  openly, 
forms  sufficient  spaces  for  draught.  When  coal  is  very  bituminous,  and  swells  considerably,  it  must  be 
set  with  large  spaces,  and  good  safe  flues ;  and,  in  order  to  insure  good  work,  it  is  coked  without  any 
cover  of  coke  dust. 

Coking  in  ovens.  This  method  is  resorted  to,  in  order  to  obtain  more  coke,  work  slack  coal  and  save 
labor ;  but  coke  made  in  ovens  is  never  so  free  from  sulphur  as  that  charred  in  the  open  air. 

The  varieties  of  form  in  coke  ovens  are  innumerable.     In  Fig.  894,  is  represented  a  vertical  section 

of  a  coke  oven  such  as  is  mostly  in  use  in 
the  western  States,  and  other  regions  where 
coke  is  made.  It  is  generally  built  against 
a  hill-side,  and  is  accessible,  at  the  top 
where  the  apertui-e  is,  by  a  road,  so  that 
the  wagons  may  deposit  tbeirloads  of  coal 
most  conveniently  to  it.  The  form  of  the 
interior  of  the  oven  resembles  that  of  a 
common  baker's  oven,  only  it  is  round  as 
represented  in  the  plan.  Fig.  895.  The 
hearth  is  from  10  to  12  feet  in  diameter, 
and  has  a  door  2  feet  in  widtli  on  one  side. 
The  arch  is  in  its  centre  or  highest  point, 
about  3i  or  4  feet  above  the  bottom,  and 
about  18  inches  or  2  feet  in  its  span.  The 
opening  in  its  centre  is  from  20  to  24  inch- 
es in  diameter.  The  entire  hearth,  both  the  bottom  and  arch,  is  constructed  of  fire-brick ;  the  rough 
walls  around  these  may  be  either  of  common  brick,  or  rough  or  dressed  stones.     T\vo  or  more  ovens  are 

generally  built  together,  as  shown  in  Fig.  89G.  This  arrange- 
ment saves  labor,  because  there  is  always  more  than  one  hand 
required  ;  and  two  or  three  hands  may  quite  as  well  tend  as 
many  ovens. 

The  manner  of  using  these  ovens  is  extremely  simple.  If 
one  is  cold,  which  is  always  the  case  when  new,  or  on  Mon- 
day mornings,  a  quantity  of  wood  is  first  spread  over  the 
hearth,  and  kindled ;  meantime  some  lump  coal  is  added.  This 
fire  is  then  continued  briskly,  until  the  arch  and  sides  are  red 
hot.  The  ashes  are  either  removed,  or  drawn  towards  the 
door  by  means  of  a  long  hook,  or  left  where  they  are,  in  case 
no  harm  is  done  to  the  coke.  When  the  ovem  is  hot,  the  coal 
is  thrown  in  at  the  top,  and  spread  uniformly  over  the  hearth, 
by  another  hand  at  the  side  door.  The  height  of  coal  upon 
the  bottom,  depends  on  the  kind  of  coke  which  is  to  be  made ; 
if  it  is  to  be  close  and  heavy,  the  stratum  is  from  16  to  20 
inches  thick  ;  and  only  12  or  14  inches  if  it  is  to  be  pure,  in 
which  case  the  coke  is  more  spongy.  When  all  the  coal, 
which  varies  from  two  to  three  tons  at  a  time,  is  charged,  the  door  is  shut,  either  by  means  of  a  cast-iron 
plate,  or  by  fire-brick.  A  few  small  apertures,  however,  are  left  open  for  the  access  of  a  little  air,  which 
are  stopped  as  soon  as  the  heat  inside  is  strong  enough  to  drive  off  the  volatile  matter.  From  the  aper- 
ture in  the  centre  of  the  roof,  a  thick  dense  smoke  at  first  issues  which  is  soon  supplanted  by  a  bright 
flame.  It  is  not  good  to  increase  the  heat  too  rapidly  by  throwing  in  the  coal  too  fast ;  there  is  no  need 
of  haste  in  charging,  for  nothing  is  gained  by  it ;  on  the  contrary,  loss  may  ensue.  AVhen  the  coke  is 
thoroughly  heated,  which  takes  about  15  or  16  hours,  the  flame  ceases  at  the  top,  and  all  the  openings 
in  the  door  and  at  the  top  are  closed ;  still  a  few  small  crevices  may  be  open  which  admit  a  little  air. 
This  causes  the  heat  to  become  intense,  and  then  the  coke  draws  together,  and  forms  a  more  close  and  com- 
pact body.  This  last  heat,  which  requires  about  two  hours,  settles  the  coke.  All  crevices  and  joints 
are  then  carefully  closed,  and  the  oven  left  for  some  hours  to  cool.     One  heat  requires  from  20  to  2'i 
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Ijonrs,  and  when  all  things  work  well,  nn  oven  must  be  heated  and  discharged  in  24  hours.  This,  how- 
ever, depends  very  much  on  the  quantity  of  coal  which  is  charged.  A  high  stratum  requires  a  dispro- 
portionally  longer  time  for  charring  than  a  low  one ;  when,  therefore,  the  object  is  to  make  much  ooke 
and  work  cheap,  it  is  not  advisable  to  put  too  much  coal  into  the  oven. 


The  discharging  or  drawing  of  the  coke  ought  to  be  done  while  the  oven  is  red  hot.  It  must  be  done 
quickly,  so  as  not  to  lose  too  much  by  combustion,  and  also  not  to  cool  the  oven,  in  order  that  fresh  coal 
may  inflame  at  once  when  it  is  charged.  The  door  is  opened,  but  the  cast-iron  plate  which  shuts  the 
top  is  not  removed.  As  the  coke  forms  a  solid  cake,  which  is  often  very  strong,  a  long  heavy  iron  bar 
is  driven  in  at  the  bottom,  by  which  the  cake  is  broken,  so  as  to  form  pieces  of  a  limited  size.  The  coke, 
when  thus  drawn  from  the  furnace,  is  dropped  on  the  ground,  and  the  hot  mass  sprinkled  with  water  by 
means  of  a  watering  pot  and  syringe.  This  damping  of  the  hot  coke,  cools  it  for  removal,  and  in  the 
mean  time  causes  some  of  the  sulphur  to  evaporate.  When  the  hot  coke  is  removed,  fresh  coal  is  im- 
mediately thrown  into  the  oven,  provided  it  is  not  too  hot ;  for  an  unnecessary  loss  of  coke  is  the  conse- 
quence of  a  decomposition  of  the  coal  too  rapidly. 

Ovens  do  not  furnish  the  cheapest  coke,  and  of  course  not  the  best  kind.  Their  superiority  over 
coking  in  an  open  yard,  consists  in  working  slag  coal  with  greater  facility  than  it  can  be  done  in  the 
yard.  The  yield  in  an  oven,  in  weight  and  in  measure,  may  be  pushed  very  high,  by  applying  a  low 
heat  in  coking;  80  per  cent,  and  even  85  per  cent,  in  weight  may  be  obtained,  by  150  or  160  bushels, 
in  measure.  The  coke  thus  obtained  is  not  strong  and  heavy,  but  always  spongy  ;  it  burns  with  flame, 
and  is  not  suitable  for  smelting,  notwithstanding  however  good  it  may  be,  for  use  in  locomotives.  Good 
coke,  even  if  made  in  ovens,  must  be  silver-gray,  crystallized  in  columns,  and  shingle  like  good  well- 
charred  charcoal.  The  coke  ovens  near  and  around  Pittsburg,  Penn.,  furnish  a  first-rate  article  from 
slack  coal.  An  oven  will  not  furnish  much  more  good  coke  from  a  certain  weight  of  coal,  than  the  heap 
or  row  in  the  yard.  The  average  return  of  good  coke  formed  by  a  high  degree  of  heat,  is  from  55  to  65 
per  cent,  in  weight,  and  100  to  120  per  cent  in  measure. 

A  certain  quantity  of  air,  and  if  possible  moisture,  ought  to  pass  through  hot  coke,  as  we  have  shown, 
in  order  to  purify  it.  This  does  not  take  place  in  the  ovens  above  described.  A  little  air  passes  in  at 
the  door,  but  that  of  course  cannot  reach  the  mass  of  coke.  Experiments  have  been  made  to  introduce 
air  by  perforating  the  bottom  ;  but  they  have  been  found  to  be  of  little  avail,  because  the  coke  soon  be- 
comes so  close  as  not  to  admit  of  its  passage.  The  most  successful  method  of  producing  good  coke  in  a 
large  quantity,  and  also  for  accelerating  the  work,  is  the  constructing  of  a  channel  around  the  inner  wall 
of  the  oven,  a  horizontal  section  of  which  is  shown  in  rig.  897..  The  air  is  drawn  in  at  both  sides  of  the 
door  through  this  channel,  which  is  about  6  inches  wide, 
between  the  rough-wall  and  the  lining  of  the  oven,  and 
conducted  by  small  apertures  into  the  oven ;  there  may 
be  nine  or  ten  of  such    flues  or  tuyeres  2  or  2^  Indies 

wide  in  the  circumference.  These  air-holes  must  be 
above  the  stratum  of  coal.  A  couple  of  bricks  will  serve 
to  close  the  entrances  to  the  main  cliannel  when  necessa- 
ry. Tho  opeiation  of  this  air  channel  is  plain.  When- 
ever it  is  open,  the  air  furnished  by  it  wiU  caiKe  the  gases 

which  escape  from  the  coal  to  burn,  and  heat  the  arch 

and  the  top  of  the  coal.     By  increasing  the  heat  in  tho 

oven,  it  consequently   accelerates  the   operation,    and 

causes  a  stronger  coke  to  be  made.     This  channel  must 

be  used  with  discretion  and  judgment,  for  if  it  is  either 

opened  too  soon  on  the  fresh  coal,  or  suiFered  to  remain 

open  too  long  on  the  hot  coke,  it  causes  waste. 

For  the  formation  of  good  coke,  the  coal  should  not  be 

higher  than  12  inches,  and  the  highest  part  of  the  oven 

not  more  than  3^  feet  from  the  bottom.     There  is  little 

harm  done  in  having  the  arch  only  3  feet  high  in  the  centre,  and  18  inches  around  the  circumference. 
COG-WHEELS.     See  Geerixg. 
COINING  MACHINE.     Figs.  893  to  903,   are  elevations,  sections  and  details  of  a  machine  foi 

stamping  money,  invented  by  M.  Thonnelier,  and  combines  economy  with  perfection  of  workmanship,  du 

rability  of  the  machine,  and  saiety  to  the  operatives. 

The  moving  power  applied  to  a  winch,  or  rather  a  steam  power,  turns  a  fly-wheel  which  governs  it, 

and  sums  np  all  its  powers  at  the  moment  the  piece  is  stamped.     To  the  axle  of  this  fly-wheel  a|pira 
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Fij.  893,  lateral  elevation  of  the  ma- 
chine. 

A,  principal  axle  turned  by  a  winch 
or  moving  power. 

B,  connecting-rod  giving  to  the  lever 
C  the  movement  of  the  winch  adapted 
to  the  axle  A. 

C,  lever  whose  centre  of  movement 
is  at  a,  in  the  interior  of  the  cast-iron/ 
P ;  it  makes  the  second  cylinder  b  re- 
volve the  arc  of  a  circle. 

D,  n  force  column  of  steel.  It  moves 
at  il8  lower  pail,  in  the  box  E.  Its  up- 
per portion  is  joined  to  the  lever  by 
'.l\e  inter\'ention  of  the  steel  cylin- 
der b. 

E,  n  sliding-case  leaning  against  c. 
It  ia  dlaintained  by  a  double  beam  F ; 


a  lever  G,  fork-shaped,  bearing  the  two 
balls  H,  hold  the  case  against  D.  The 
supporter  and  the  lever  of  the  case  re- 
volve round  an  axle  in  d. 

I,  an  iron  lever  receiving  from  an- 
other lever  concealett  by  tlie  machine, 
an  impulsion  triuismitted  by  the  eccen- 
tric fixed  to  the  plate  O  of  the  fly- 
wheel N ;  these  two  levers  are  fixed  to 
the  axle  J,  which  is  the  means  of  pla- 
cing the  metal,  and  of  drawing  it  off 
when  stamped. 

J,  a  lath  communicating  with  the 
lever  I,  and  destined  to  raise  the  point 
e  on  a  level  with  the  side-plate  of  the 
ferrule. 

«'>  inferior  stamp. 

K,  placing  hand.    It  has  at  ita  ex- 


tremity an  instrument  to  take  the  coin 
off,  should  it  be  attached  to  the  supe- 
rior. 

This  portion  of  the  machine  com- 
prises sevenU  pieces;  viz.  the  side- 
plates  of  the  ferrule ;  the  ferrule,  &c. 

L,  a  tube  wliich  receives  the  metal 
about  to  be  coined. 

M,  a  piissage  through  which  the  coin 
pas.ses  to  fall  into  tlie  basket. 

N,  fly-wheol. 

O,  a  cast-iron  plate  attached  to  tho 
axle  of  the  fly-wheel. 

I',  CTSt-iron  case  of  tlie  machine. 

QQ,  four  cast-iron  columns  giving 
support  to  the  frame  of  the  madiinn 
K,  likewise  made  of  ca.st-iron. 
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Curve  is  adapted  to  direct  the  movements  of  a  connecting-rod,  which  transmits  to  the  moving  parts  the 
mechanism  of  pLacing  and  taking  off  the  metal  between  the  stamps,  and  withdrawing  it  from  the  ferrule 
after  the  money  is  stamped. 

The  power  accumulated  by  the  fly-wheel,  is  transmitted  tlirough  its  axle  to  a  winch,  wliich  acts  upon 
two  arms  joined  to  each  other  by  a  hinge  at  their  extremities,  and  forming  a  very  obtuse  angle,  which 
can  bo  opened  or  closed  a  little.  When  this  angle  is  opened,  the  two  other  extremities  of  the  arms  or 
levers  become  more  distant,  and  as  the  superior  meets  a  buttress,  it  is  the  inferior  one  which  moves ;  it 
is  properly  a  funicular  lever  or  mechanical  knee.  ITius  the  lower  part  of  the  inferior  lever  is  drawn 
towards  a  resisting  plane,  when  the  angle  of  the  two  arms  widens,  but  on  the  contrary  it  is  carried 
away  from  the  plane  when  the  angle  closes ;  the  movements  are  produced  by  the  connecting-rod  and 
the  winch  fixed  to  the  fly-wheel. 

The  two  stamps  are  placed,  the  one  at  the  moveable  end  of  the  lever,  above  the  metal  to  be  coined  ; 
the  other  is  situated  beneath,  the  two  planes  being  parallel. 

The  pieces  to  be  coined  are  piled  up  in  an  iron  cyhndrical  vessel,  and  at  every  turn  of  the  fly-wheel,  the 
nether  piece  is  taken  away,  and  pushed  under  the  press,  being  contained  ^vithiu  a  feiTule  wliich  limits  its 
circular  diameter.    When  the  lever  rises,  the  coin  spontaneously  leaves  the  ferrule. 

Ci/linders. — The  principle  of  this  press  consists  in  two  cylinders  having  their  axes  parallel,  and 
turning  in  opposite  directions. 

These  cylinders  have  on  their  outer  surface  engraved  matrices,  smooth  and  fluted  ferrules,  as  well  as 
ferrules  with  inscriptions. 

Fig.  900  presents  a  transversal  section  of  the  machine  perpendicular  to  the  axis  of  the  cylinders. 

Fig.  901  IS  a  vertical  section  made  through  this  axis. 

The  cylinder  A  receives  the  movement  of  the  moving  power ;  its  axle  has  length  enough  out  of  the 
case  to  have  cogs  B  engaged  into  the  pinion  B',  on  the  axle  C.  This  axle  has  a  fly-wheel  C,  and  can 
be  set  to  work  by  any  moving  power  through  the  pulleys  DC. 

Tlie  second  cylinder  A'  is  constructed  almost  like  the  first,  and  of  equal  diameter,  having  the  same 
nutnber  of  matrices. 

Two  wheels  E  E'  are  connected  with  one  of  the  extremities  of  the  cylinders  in  order  that  they  may 
receive  motion. 

In  the  swollen  centre  of  the  second  cylinder  A',  and  on  its  surface,  there  are  excavations  to  receive 
the  matrices  a,  Fig.  902  ;  they  are  cylindrical ;  metalUc  disks  e  support  the  matrices,  whose  distance 
from  the  centre,  or  from  the  circumference  of  the  cylinder,  is  thus  governed.  Buttresses  6  placed  on 
each  side  of  the  matrices  are  inserted  into  the  cylinders,  to  push  the  matrices  outwards.  This  forces 
tlie  iron  out ;  which,  when  effected,  the  buttresses  are  sent  back  to  their  original  position  by  the  spring  d. 
A  t  the  central  part  of  the  outer  surface  of  the  cylinder  A,  grooves  are  made  to  receive  the  ferrule 
matrices  a',  the  form  of  which  is  hemispherical.  Fig.  903,  so  that  they  can  oscillate  through  the  rotary 
motion  of  the  cylinders.  The  plane  surface  which  terminates  each  matrice,  and  wliich  is  engraved, 
passes  through  the  centre  of  the  sphere,  but  the  outer  circumference  of  this  surface  should  be  some- 
what eccentric,  to  the  surface  of  the  sphere. 

Pillows  can  be  placed  witliin  the  groove  under  the  matrices ;  they  are  of  steel,  and  can  be  regulated 
by  a  screw.    The  matrices  are  by  this  means  secured  from  oscillations. 

Steel  springs  c.  Fig.  900,  act  upon  the  sloped  edges  of  the  ferrule  matrices,  to  forrce  back  these  last 
to  the  place  they  should  occupy,  as  soon  as  they  are  no  more  opposite  the  matrices  a. 

A  tube  F,  containing  the  pieces  about  to  be  coined,  furnishes  them  to  the  matrices.  The  circumference 
of  the  second  cylinder  A  is  surrounded  with  steel  plates  /,  which  have  at  their  centre  a  cylindrical  hole 
!)f  equal  diameter  with  the  matrices  a  ;  these  plates  serve  to  stamp  the  circumference  of  the  coin. 
When  the  cylinders  are  placed  as  represented  in  Fig.  900,  the  lowest  piece  in  the  tube  F  is  in  contact 
with  the  surface  of  the  plate ;  as  soon  as  the  matrice  comes  to  the  orifice  of  the  tube,  the  piece  falls 
:nto  the  vacuum  formed  by  the  plate,  and  comes  in  contact  with  the  engraved  surface  of  the  matrice. 
The  cylinder  contkiuing  its  rotation  brings  the  metal  witliin  reach  of  the  ferrule  matrice,  and  the  coin  is 
stamped  on  both  sides  at  once. 

It  is  then  pushed  out  of  the  matrice  by  h,  assisted  by  the  scraper  g,  wliich  has  a  counterpoise. 

The  turning-pieces  of  the  cylinders  are  received  in  pillows  which  allow  them  no  lengthwise  displace- 
ment ;  and  in  order  that  the  matrices  may  be  retained  in  the  same  plane,  perpendicular  to  the  axis  of  the 
cylinders,  these  are  exactly  clamped  between  the  two  cheek-pieces  of  the  cases  which  contain  their 
pillows.  Wedges  pressed  by  scisws  h,  hold  the  pillows  firmly  fixed.  The  coins,  as  they  fall,  receive  no 
shock,  and  are  received  in  a  box  encioeed  within  J,  the  frame-work  of  the  macliine. 

Such  a  macliine  coins  more  than  100  pieces  hi  a  minute,  or  60,000  pieces  in  a  day  of  10  hours'  continual 
labor.  The  moving  power  required  is  but  slight  This  press  performs  its  functions  without  noise,  and 
is  not  liable  to  be  put  out  of  order ;  its  construction  is  simple,  and  it  occupies  Uttle  room.  The  work- 
man who  attends  it  is  perfectly  safe  during  liis  labor. 

Should  any  accident  or  obstacle  occur,  the  macliine  is  so  aiTanged  that  it  stops  spontaneously ;  the 
fly-wheel  C  is  maintained  on  the  axle  by  a  species  of  break,  Fig.  901,  which  allows  it  to  turn  back 
without  turning  tlie  axle,  when  a  greater  resistance  than  usual  is  experienced  by  the  matrices,  so  that 
the  attendant  is  made  aware  of  the  accident. 

New  Method  proposed  by  M.  Beguin  to  stamp  Money,  Medals,  and  Jewelry. — This  consists  in  placing 
within  the  matrices  a  certain  number  of  steel  stamps.  These  matrices  being  piled  one  upon  the  other, 
are  enclosed  in  a  rectangular  box,  and  made  to  pass  between  two  cylinders.  This  pressing  is  performed 
rapidly,  and  many  pieces  are  worked  in  a  short  while. 

The  stamps  are  placed  within  the  matrices,  and  are  of  a  slightly  conical  shape ;  in  order  that  they 
may  be  retained  at  the  same  level,  a  strong  plate  covers  the  matrices.  A  thin  plate  is  interposed 
Ixitween  the  two  matrices,  and  is  pierced  with  a  number  of  holes  equal  to  that  of  the  stamps ;  its  use 
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is  to  keep  the  pieces  to  be  stamped  in  connection  with  the  stamps ;  this  plate  is  made  of  steel,  having 
its  surfaces  even,  and  an  equal  thicknes-j  in  all  its  points. 

The  system  is  carefully  fixed  into  a  rectacj^ular  frame,  which  is  of  iron,  and  holds  the  different 
peirts  so.lirmlr  fixed,  that  they  are  not  deranged  "while  between  the  rolling  cylinders. 


CONDENSER.  The  usual  modes  of  condensing  steam,  where  it  is  used  as  a  motive  power,  are  bv 
allowing  it  to  escape  into  the  air;  by  injecting  it  into  a  vessel  or  vessels  which  are  kept  at  a  low  teni' 
perature  by  immersion  in  cold  water,  or  a  current  of  air,  the  steam  being  cooled  by  contact  with  die 
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metal ;  and  by  iiijecting  it  into  vessels  in  which  it  is  brought  in  direct  contact  with  a  jet  of  water. 
In  the  first  instance,  the  water  resulting  from  the  condensation  of  the  steam  is  lost ;  in  the  second,  it  is 
retained  in  the  vessel  in  which  it  is  confined,  unmixed  with  any  other  substance ;  in  the  third,  it  is  re- 
tained, but  is  mixed  with  the  water  used  for  condensing  it.  Condensing  engines  are  those  which  em- 
ploy one  or  the  other  of  the  two  last-described  plans.  In  marine  engines,  or  where  salt  or  other  impure 
water  is  employed  for  condensing  the  steam,  this  latter  plan  involves  the  loss  of  the  fresh  water  resulting 
therefrom,  in  a  manner  well  known,  and  consequently  either  the  boilers  must  be  supplied  with  bad 
water,  or  a  supply  of  pure  water  must  be  specially  provided.  In  most  cases  this  cannot  be  accomplished. 
as  it  Las  been  found  impossible  to  carry  a  sufficient  quantity  to  last  for  any  great  length  of  time. 
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This  being  the  case,  attention  was  early  (in  the  history  of  the  steam  engine)  given  to  perfecting  tu 
second  mode  named  herein — viz. :  the  condensing  of  the  steam  by  radiation  in  closed  metallic  vessels, 
kept  submerged  in  water.  In  this  plan  the  boilers  are  to  be  first  filled  with  pure  water ;  the  steam  be- 
ing condensed  back  to  water,  is  thus  caught  and  returned  to  the  boilers,  to  be  used  over  and  over  again ; 
the  leakage  and  waste  being  supplied  from  reservoirs  provided  with  an  extra  quantity,  or  by  distillation. 
The  steam  being  condensed  in  vacuo,  the  external  surface  of  these  vessels  is  thereby  subjected  to  the 
pressure  of  the  atmosphere,  and  also  to  the  pressure  of  a  column  of  water,  proportioned  to  the  depth  at 
which  they  are  immersed.  In  fig.  907  is  a  view  of  the  usual  mode  of  constructing  this  kind  of  con- 
denser :  a  is  a  cluster  of  pipes,  (that  being  the  best  form  to  resist  pressure,)  inserted  in  two  flanges,  b ; 
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tlie  ends  of  the  pipes  are  covered  at  c  by  a  cap,  and  at  d  by  the  channel  in  the  bed-plate ;  e  is  a  tank 
to  hold  the  water  for  condensing,  ■which  flows  iu  and  out  as  indicated ;  /  is  the  exhaust-pipe  for  convey- 
ing the  steam  to  be  condensed ;  g  the  air  pump.   The  steam  is  thus  condensed  by  coming  in  contact  with 

the  cold  surface  of  the  metal,  the  pump,  ff,  maintaining  the 
vacuity  of  the  pipes  by  removing  the  water  as  fast  as  it  ac- 
cumulates in  the  channel  d,  and  also  any  air  or  other  gases 
Hence  the  external  surfaces  of  the  tubes  are  subjected  to  the 
pressure  of  the  air,  and  also  to  that  of  the  column  of  water 
in  which  they  are  immersed,  as  before  named.  This  mode  of 
condensing  steam  has  these  difBculties  to  contend  with,  and 
which  have  hitherto  been  found  insuperable.  The  alternate 
heating  and  cooling  of  the  metal  pipes,  consequent  upon  th? 
periodical  injections  of  the  steam,  causes  a  series  of  expan- 
sions and  contractions  to  be  continually  going  on.  In  addi- 
tion to  this,  the  great  pressure  upon  them  soon  produces  fractures  in  the  various  joints  and  seams,  which 
at  once  destroys  the  whole  operation,  as  the  vacuum  can  no  longer  be  maintained  from  the  flowing  in 
of  the  air,  and  also  of  the  water,  which  is  fatal  to  the  whole  operation. 

Fig.  904  is  a  side  elevation ;  fig.  905  is  a  top  view :  fig.  90^  is  a  longitudinal  section  of  Pirsson's  pa- 


tent condenser.     Figs.  908  and  909  are  views  showing  variations  in  the  construction  of  the  same  ap- 
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At  the  letter  k,  fig.  906,  ib  represented  a  box  or  case  composed  of  metal,  and  of  sufficient  strength  to  fb- 
sist  the  pressure  of  the  atmosphere,  and  is  also  to  be  made  as  perfectly  air  and  water-tight  as  possible. 
In  the  under  side  of  the  box  h,  there  is  an  opening  i,  through  which  a  connection  is  made  by  a 
pipe  or  channel  k,  with  an  air-pump  /,  of  common  construction,  as  shown  in  section,  fig.  906.  At »»  is 
a  perforated  plate,  on  which  the  condensing  water  is  received,  and  is  for  the  purpose  of  dispersing  it  in 
a  manner  well  known.  A  pipe  and  cock  are  attached  for  injecting  the  water  for  condensing  the  steam. 
Into  the  box  thus  constracted,  is  introduced  a  radiating  condenser,  that  is  to  say,  a  vessel  or  apparatus 
in  which  steam  is  to  be  condensed  by  contact  witli  cold  metallic  or  like  surfiices,  which  is  made  as  fol- 
lows : — At  n,  fig.  906,  is  seen  a  number  of  tubes  arranged  horizontally,  their  ends  being  fixed  in  plates 
or  flanges  of  metal,  having  holes  perforated  to  reooive  them ;  the  ends  of  the  tubes  are  covered  by  at- 
taching caps,  p  and  r  to  these  plates,  as  sliown  in  section,  fig.  906.     The  tubes  thus  arranged,  are  in- 
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trodnced  within  the  hox  h,  as  shown.  In  the  cap  p  there  is  an  opening  made  at  s  to  receive  the  end  of 
the  pipe  which  conveys  the  steam  to  he  condensed,  which  pipe  is  seen  at  s'.  The  steam-pipe  s  is  bolted 
to  the  outside  of  the  box  A  by  a  flange,  the  end  passing  through  and  made  to  enter  the  cap  p,  through 
the  hole  s  as  shown.  The  cap  p  is  divided  into  two  compartments  by  a  partition  p,  the  object  of  which 
is  to  cause  the  steam  to  traverse  through  two  sections  of  pipes.  More  partitions  may  be  introduced,  or 
any  other  arrangement  may  be  adopted  to  insure  full  and  equal  distribution  of  the  steam  to  each  pipe. 
At  t  is  shown  a  pipe  connected  with  the  lower  side  of  the  cap  p,  which  passes  through  the  box  h,  hav- 
ing a  tight  joint  where  it  comes  out.  This  pipe  terminates  in  a  pump  w,  the  use  of  which  is  to  pump 
away  the  water  resulting  from  the  condensation  of  the  steam,  and  which  collects  in  the  bottom  of  the 
pipes  and  caps.  At  w  is  an  opening  in  the  lower  division  of  the  cap  p,  which  forms  a  passage  from  the 
pipes  to  the  interior  of  the  box ;  the  use  of  which  will  be  described  more  fully.  This  opening  w,  is  to 
have  a  door  or  valve  over  it  of  common  construction,  which  may  be  opened  or  closed  by  a  handle  from 
the  outside  of  the  box  /*,  the  handle  working  through  a  stuffing  box  in  h.  It  is  obvious  that  other 
forms  may  be  substituted,  as  sheets  of  metal,  coils  of  pipe,  instead  of  tubes  or  pipes. 

The  operation  of  this  part  of  the  invention  is  as  follows: — The  engine  being  started  in  the  usual  man- 
ner, the  exhaust  steam  flows  through  the  pipe  s',  into  the  cap;?,  and  thence  into  the  cluster  of  pipes  n; 
at  the  same  time  a  jet  of  cold  water  is  admitted  through  the  injection  cock  o  on  the  perforated  plate  m, 
from  which  it  falls  in  a  shower  upon  the  pipes  «,  and  thus,  by  a  well-known  law,  at  once  condenses  the 
steam — the  water  resulting  being  collected  in  the  bottom  of  the  pipes  and  caps — the  lai'ge  pump  I  re- 
moving the  condensing  water  as  fast  as  it  accumulates  from  the  box  /«,  and  maintaining  the  vacuum, 
— the  smaller  pump  u  removing  the  water  resulting  from  the  condensed  steam.  In  like  manner  the  cop- 
densing  water  is  allowed  to  flow  off  as  fast  as  discharged  from  the  pump  I,  but  the  water  taken  from 
the  pipes  is  retained  for  the  feed  to  the  boilers.  The  use  of  the  aperture  w,  is  for  the  purpose  of  main- 
taining an  equal  pressure  on  each  side  of  the  pipes,  or  rather  to  prevent  them  from  being  subjected  to 
any  pressure,  either  internal  or  external.  This  can  be  made  apparent  as  follows: — Supposing  the  ori- 
fice w  closed,  and  cold  water  admitted  in  quantity  sufficient  to  condense  a  part  of  the  steam  only,  it 
will  be  evident  that  the  vacuum  in  the  box  h  will  be  better  than  the  vacuum  in  the  pipes,  and  the 
difference  will  be  as  the  volumes  of  uncondensed  steam.  Now  if  we  open  the  door  or  valve  over  the 
aperture  w,  a  portion  of  the  steam  in  the  pipes  will  at  once  rush  through  and  extend  itself  throughout 
the  box  h  until  an  equilibrium  is  produced.  So  long  as  the  steam  is  fully  condensed,  and  also  the  ope- 
ration of  the  pumps  /  and  u  equal,  then,  of  course,  the  radiating  condenser  n  will  be  subjected  to  the 
same  pressure,  both  external  and  internal ;  or  r.-vther,  will  not  be  subjected  to  any,  even  if  the  orifice  w 
be  kept  closed.  The  use  of  the  opening  w,  therefore,  is  to  insure  the  preservation  of  the  equilibrium  in 
cases  where  the  steam  is  not  fully  condensed,  or  where  the  pumps  fail  to  work  equally :  the  atmos- 
pheric pressure  being  sustained  by  the  box  h. 

An  apparatus  for  making  up  any  deficiency  in  the  supply  of  pure  water  which  may  arise  from  leaks 
and  other  means  of  waste.  At  y,  figs.  904,  905,  906,  is  seen  a  tank,  standing  upon  the  top  of  the  con- 
densing box  h  (but  may  be  put  in  any  other  convenient  place).  This  tank  ipust  be  air  and  water-tight, 
and  also  capable  of  sustaining  the  pressure  of  the  atmosphere.  At  //,  fig  905,  a  steam-pipe  is  attached, 
which  may  terminate  on  the  inside  in  a  coil  or  cluster  of  pipes,  or  other  chamber  for  holding  steam,  as 
shown.  The  lo^-er  end  of  this  coil  terminates  in  a  pipe,  which  passes  out  through  the  side  of  the  tank 
at  y',  and  empties  into  another  pipe  as  shown,  z  is  a  pipe  attached  to  the  lower  side  of  the  tank  ar, 
the  opposite  end  of  which  terminates  in  the  "hot  well"  of  the  air  pump  I,  or  other  reservoir  containing 
a  supply  of  the  water  to  be  evaporated ;  z'  is  a  pipe  attached  to  the  upper  side  of  the  tank  x  ;  it  is  bent 
so  as  to  pass  down  through  the  top  of  the  box  /;,  to  which  it  is  bolted  by  a  flange,  the  end  terminating 
so  as  to  discharge  into  the  capjo,  of  the  inside  condenser,  as  shown;  z"  is  a  pipe  attached  to  the  tank  x 
near  its  bottom,  by  one  end,  and  by  the  other  to  the  box  h,  so  as  to  discharge  into  it.  To  put  this  ap- 
paratus in  operation,  the  engine  is  first  set  in  motion,  and  the  condensation  of  the  steam  going  on,  the 
vacuum  cf  the  box  h  wiil  be  communicated  through  z  to  the  tank  a-,  the  interior  of  which  will  conse- 
quently be  in  vacuo.  The  cock  to  the  pipe  z  being  opened,  water  from  the  hot  well  of  the  pump  I  will 
flow  into  X  by  the  pressure  of  the  atmosphere  ;  the  tank  is  to  be  filled  sufficiently  to  cover  the  coil  of 
pipes,  or  as  seen  at  the  dotted  lines.  Next,  steam  is  to  be  admitted  through  y,  the  cock  y  being  kept 
closed  (except  when  it  is  necessary  to  draw  off  the  water  which  may  collect  from  the  condensation  of 
steam  in  tliis  place). 

By  this  means  the  water  in  x  will  be  vaporized,  the  vapor  being  drawn  off  as  fast  as  it  rises  through 
the  pipe  z'  into  the  condenser's  cap  ;;,  and  there  condensed  along  with  the  exhaust  steam  from  the  en- 
gine, so  that  it  serves  to  make  up  for  the  loss  by  leakage,  itc,  of  the  first  supply.  As  the  apparatus  is 
of  use  only  where  the  water  for  generating  the  steam  is  impure  or  salt,  some  mode  is  required  for  keep- 
ing the  tank  x  clear  of  the  deposit  of  these  imiuirities,  as  by  evaporation  all  these  must  collect  in  th'i 
evaporating  vessel,  according  to  laws  well  known.  To  remedy  this,  the  evaporating  vessel  is  connected 
with  the  box  A  by  a  pipe  z" — said  pipe  entering  the  evaporator  near  its  bottom,  and  discharging  into 
box  /;,  as  shown,  A  cock  or  valve  is  also  fitted  into  said  pipe,  to  regulate  the  rate  of  discharge,  which 
takes  place  by  gravity  alone,  as  the  two  vessels  are  alike  in  vacuo.  The  saturated  water  will  flow 
through  the  pipe  z"  in  the  same  manner  as  if  x  and  h  were  both  open  vessels  If  the  supply  for  waste  is 
to  be  made  up  from  salt  water,  as  in  sea-going  steamers,  then  a  certain  quantity  of  this  water  must  be 
taken  out  of  the  tank  by  this  pipe  proportionate  to  the  quantity  evaporated,  and  thus  the  amount  fed 
through  the  pipe  z  must  be  sufficient  for  both  the  evaporation  and  the  quantity  thus  drawn  off:  The 
same  rule  applies  to  evaporating  water  ■  containing  lime  or  any  other  impurity.  Tbe  water  taken  off 
through  z"  enters  the  box  h,  and  is  pumped  out  with  the  condensing  water  by  the  air-pump  /. 

In  fig.  909  is  a  view  of  a  modification  of  a  condensing  apparatus — the  same  letters  referring  to  the 
game  parts,  except  where  otherwise  indicated.  This  is  to  show  a  mode  whereby  the  radiating  or  sur- 
lace  condenser  may  be  immersed  in  tbe  condensing  water,  or  showered  at  pleasure,  and  exhibits  also  a 
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variation  whereby  the  pump  removing  the  water  resulting  from  the  condensed  steam  may  be  dispensed 
with. 

In  this  case,  when  the  pipes  or  other  surfaces,  n,  are  immersed  in  the  water,  they  are  subjected  to  the 
pressure  of  the  same  in  a  greater  or  less  degree,  according  to  its  depth;  but  they  are  not  subjected  to 
the  pressure  of  the  atmosphere  in  addition,  as  will  be  shown,  h'  h"  represent  two  openings  in  h  connect- 
ing the  air-pump  I  by  the  channel  k.  k'  k"  are  valves  for  closing  the  openings  h'  h",  operated  from  the 
outside  of  the  box  \  as  shown.  If  the  pipes  n  are  to  be  used  submerged,  the  valve  k"  must  be  closed, 
and  valve  k'  opened.  The  condensing  water  being  let  on,  fills  up  the  box  h  until  the  water  is  on  a  line 
with  the  opening  h',  and  thus  the  pipes  are  immersed. 

If  the  pipes  are  to  be  showered  instead,  then  k"  must  be  opened,  and  the  condensing  water  let  on  to 
the  plate  m,  in  the  manner  before  described.  When  this  plan  is  adopted,  the  aperture  for  insuring  the 
equilibrium  must  be  placed  in  such  a  situation  that  the  condensing  water  cannot  enter  the  pipes ;  in  fig. 
909  it  is  shown  at  the  pipe  w',  and  w"  is  the  stop  or  vaive  for  opening  or  closing  it.  The  next  feature  is  a 
method  of  dispensing  with  the  pump  w.  A  is  a  tank  air  and  water-tight,  and  capable  of  sustaining  the 
pressure  of  the  atmosphere.  This  is  to  be  connected  to  <  by  a  pipe,  with  a  valve  or  cock  intermediate, 
as  tJ  At  t"  is  a  delivery  cock ;  at  t"'  is  an  air  cock.  The  pump  u  being  disconnected,  t'  is  to  be  opened, 
and  thus  communication  is  made  between  the  tank  A  and  pipes  n,  as  plainly  shown — t"  and  t"  being 
closed  always  when  t'  is  opened.  The  water  from  the  condensed  steam  will  now  descend  by  its  gravity, 
into  A;  when  A  is  full,  t'  must  be  closed — t"  and  t"'  opened,  which  permits  the  water  in  A  to  run  out, 
being  collected  in  resei-voirs,  from  which  the  boilers  are  to  be  fed.  As  soon  as  A  is  empty,'  close  t"  <"', 
and  open  t'  until  again  filled,  and  so  on.  The  periodic  opening  and  closing  of  these  valves  or  cocks  can 
be  easily  arranged  to  be  operated  by  the  works  themselves. 

Fig.  908  exhibits  another  arrangement,  embodying  however,  the  same  general  principles.  The  same 
letters  are  used  to  represent  similar  parts,  described  in  the  other  figures.  The  principal  variation  in  the 
construction  of  this  part  of  the  invention,  consists  in  forming  the  box  h,  so  that  the  tubes  n  shall  be  in- 
serted in  the  two  opposite  sides,  as  shown  in  the  dotted  lines.  In  that  case  the  caps  p  and  r  to  cover 
them,  are  placed  outside.  The  injection-cock  o  is  placed  at  the  bottom,  and  the  delivery-pipe  at  the  top, 
so  that  the  pipes  are  shown  as  immersed  in  the  water,  but  may  be  showered  by  making  the  changes  be- 
fore described,  w"'  represents  a  pipe  forming  a  communication  with  the  box  h,  and  the  mterior  of  the 
pipes  «,  for  keeping  the  pressure  equal,  and  is  equivalent  to  the  aperture  w,  in  figure  3,  or  w  in  figure  5. 
Another  variation  consists  in  tlie  manner  of  removing  the  water  of  the  condensed  steam,  the  same  prin- 
ciple being  applicable  to  removing  the  condensing  water  also.  The  pmnp  u  being  taken  ofi",  a  pipe  a  is 
substituted  which  is  attached  to  the  cap  r,  where  the  water  from  the  condensed  steam  accumulates. 
This  pipe  must  have  a  descent  vertically,  sufficiently  great  to  cause  the  column  of  water  to  counterbal.  • 
ance  the  atmospheric  pressure  (say  of  34  feet),  and  may  terminate  in  a  reservoir.  By  this  means  th* 
gravity  of  the  water  will  overcome  the  vacuum  in  the  pipes,  and  thus  deliver  itself  without  other  mechan- 
ical aid. 

The  advantages  to  be  derived  from  this  invention  are  as  follows : 

Fir.st, — By  arranging  the  radiating  or  surface  condenser,  so  that  it  is  not  subjected  to  the  pressure  of  the 
atmosphere.  Secondly. — By  reason  of  which  arrangement,  the  apparatus  is  not  so  liable  to  hr  destroyed 
by  the  great  pressure  it  would  otherwise  have  to  sustain ;  therefore  durability  and  safaty  io  increased. 
Thirdly. — Small  leaks  and  fractures  will  not  afiect  its  operation ;  the  box  h  being  exhausted  of  air  or 
other  uncondensable  gases,  which  are  not  therefore  present  to  flow  through  such  apertures,  and  the  con- 
densing water  will  not  enter,  because  there  is  no  external  pressure  upon  the  pipes,  to  force  it  in ;  the 
water  falling  upon  the  pipes  by  gravity  alone,  its  tendency  will  be  to  run  out  rather  than  in.  Thus, 
where  salt  or  other  bad  water  is  used  for  condensing,  no  admixture  of  the  pure  water  of  the  condensed 
steam  will  take  place.  Fourthly. — Increased  safety ;  as  the  whole  surface  condenser  might  be  destroyed 
in  the  box  h,  without  impairing  the  working  of  the  engine,  or  even  arresting  its  motion.  The  only 
change  perceivable  would  be  the  loss  of  fresh  water,  resulting  from  the  condensed  steam.  Tliis  is  a 
most  important  feature  for  seagoing  steamers. 

CONWAY  TUBULAR  BRIDGE.  Tlie  great  engineering  event  for  1848  is  the  raising  of  the 
Conway  Tubular  Bridge,  and  which,  after  so  much  fear  and  anxiety,  has  been  effected  with  great 
success.  This  work  derives  its  importance  not  so  mucli  from  its  greatness,  as  from  its  opening  the  wav 
for  the  adoption  of  a  new  system  of  bridge  building,  whereby  the  resources  of  engineering  are  very  much 
extended.  To  build  a  bridge  greater  than  those  which  liave  been  made  before,  to  make  a  niilivay 
longer  than  those  which  have  yet  been  opened,  or  to  construct  a  more  powerful  locomotive,  is  a  great 
work ;  but  it  is  of  much  greater  importance  to  execute  something  entirely  new.  The  engineer  who  has 
constructed  the  greatest  lighthouse  or  the  greatest  dock  in  liis  day,  may  be  overcome  by  some  one  else, 
and  then  his  claim  is  at  an  end ;  whereas,  the  engineer  who  extends  the  resources  of  his  art,  has  a  clear 
and  unique  claim  to  distinction.  Mr.  Robert  Stephenson  has  the  merit  of  carrying  out  this  system  of 
tubular  bridge  building,  and  it  will  be  a  special  event  in  his  career,  beyond  the  many  works  of  con- 
structive skill  he  has  already  produced.  The  success  of  the  Conway  Bridge  is  none  the  less  hiiportant, 
because  it  settles  the  practicability  of  that  greater  undertaking,  the  Menai  Tubular  Bridge.  Thus 
progress  in  any  one  direction  leads  most  certainly  to  greater  exertion ;  and  it  is  peculiarly  necessary  to 
give  every  encouragement  to  all  attempts,  which  open  a  new  career  for  the  engineer,  and  give  him 
greater  means  of  exertion. 

We  have  tlnis  given  engravings  of  the  tube  and  the  lifting  apparatus,  and  shall  lay  before  our  readers 
drawings  of  tlie  ingenious  Jacquard  machinery,  invented  by  Messrs.  Roberts,  for  punching  the  plates 
(Sec  Jacquard  Puncliing  Machine.) 

The  construction,  when  finished,  is  to  consist  of  two  tubular  bridges,  formed  of  wrought-iron  plates, 
»ach  tube  being  for  one  line  of  rails.  We  shall  now  confine  ourselves  to  the  description  of  one  of  tli« 
tubes,  which  was  fixed  in  its  pLice  in  Marcli,  1847,  and  is  sliown  in  the  accompanying  engravings 
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Fis:-  907  cxliibits  a  transverse  section  of  one  of  the  tubes  and  the  masonry  of  the  pier,  together  with 
Ihe  lifting  apparatus.  Fig.  908  is  a  side  elevation  of  19  feet  in  length  of  the  tube,  resting  on  the 
masonry,  and  the  lifting  apparatus.  Fig.  909  is  a  section  through  12  feet  in  length  of  the  tube,  and 
section  of  the  lifting  apparatus.  Fig.  910  is  a  plan  of 
the  top  of  the  tube  to  the  extent  of  20  feet  in  length, 
and  plan  of  tlie  hydraulic  press.  Fig.  911  is  a  front 
view  of  one  end  of  the  suspension  girder,  and  Fig.  912 
a  side  view. 

The  tube  consists  of  a  shell  or  external  casing,  a  a, 
of  wrought-iron  plates,  from  4  to  8  feet  long,  and  2  feet 
wide  by  half  an  inch  thick  in  the  centre,  and  five- 
eighths  of  an  inch  thick  towards  the  end  of  the  tube, 
riveted  together  to  T-angle-iron  ribs,  placed  on  both 
sides  of  the  joints,  and  angle-gussets  at  the  feet  of  the 
ribs  to  stiffen  them ;  a  ceiling,  composed  of  8  cellular 
tubes  b,  each  20i  inches  wide,  and  21  liigh ;  and  a  floor 
containing  6  cellular  tubes  c,  27i  inches  wide,  and  21 
inches  high.  The  whole  length  of  the  tube  is  412  feet, 
and  22  feet  3^  inches  high  at  the  ends,  and  25  feet  G 
inches  high  in  the  centre,  including  the  cellular  tubes 
at  the  top  and  bottom,  running  the  whole  length,' and 
14  feet  wide  to  the  outside  of  the  side-plates.  The 
upper  cells  are  formed  of  wrought-iron  plates,  three- 
fourths  of  an  inch  thick  in  the  middle,  and  half  an  inch 
tliick  towards  the  ends  of  tht  tube,  put  together  Avith 
angle-iron  in  each  angle  of  the  cells ;  and  over  the 
upper  joints  is  riveted  a  slip  of  half-inch  iron,  4^ 
inches  wide.  The  lower  cells  consist  of  three-quarter- 
inch  iron  plates  for  the  divisions,  and  the  top  and  bot- 
tom of  two  thicknesses  of  plates,  each  12  feet  long,  2 
feet  4  inches  broad,  and  half  an  inch  thick  in  the  centre, 
and  one-fourth  of  an  inch  thick  at  the  ends,  and  so 
arranged  as  to  break  joint ;  and  a  covering  plate  of  half-inch  iron,  3  feet  long,  is  placed  over  every  joint 
on  the  underside  of  tlie  tube.  The  external  casing  is  united  to  the  top  and  bottom  cells  by  angle-iron, 
on  both  the  inside  and  outside  of  the  tube,  as  shown  in  Fig.  912. 

The  ends  of  the  tube,  where  it  rests  on  the  masonry,  are  strengthened  by  cast-iron  frames  d,  to  the 
extent  of  8  feet  of  the  lower  cells;  6  cast-iron  transverse  I-shaped  girders  e,  on  the  floor;*  6  similar 
girders  /,  above;  and  upright  cast-iron  stanchions  g,  on  each  side  of  the  tube,  to  which  are  bolted  the 
ends  of  the  girders,  top  and  bottom,  and  also  the  cross-lifting  girders  h. 

In  order  to  allow  of  the  free  expansion  and  contraction  of  the  tube,  the  ends  rest  on  24  pairs  of  iron 
rollers  i,  connected  together  by  a  wrought-iron  frame,  and  placed  between  two  cast-iron  plates  ,/  A;  12 
feet  long  by  6  feet  wide,  and  4  inches  thick.  The  lower  plate  is  laid  on  a  flooring  of  three-inch  planks  /, 
bedded  on  the  stonework ;  and  the  tube  is  also  suspended  to  6  cast-iron  beams  m,  tlie  ends  resting  on 
longitudinal  bearers  m,*12  feet  long,  with  a  circular  groove  on  the  under  side,  supported  by  12  gun- 
metal  balls  o,  6  inches  diameter,  standhig  upon  an  iron  bed  p,  and  supported  on  the  ends  of  the  cast-ii'on 
bearers  q.  The  tubes  are  suspended  to  the  beam  jn,  by  wrought-iron  bolts  r,  and  spade-pieces  riveted 
on  to  the  sides  of  the  tube,  as  shown  in  Figs.  911  and  912. 

The  hfting  apparatus  for  raising  this  enormous  weight  was  intrusted  by  Mr.  Stephenson,  to  Messrs. 
Easton  and  Amos,  engineers  of  the  Grove,  Southwark,  to  whom  great  credit  is  due  for  the  very 
successful  manner  the  tube  was  lifted.  The  machinery  consisted  of  two  steam-engines,  erected  in  the 
recesses  B  of  the  corresponding  tube,  one  on  each  side  of  the  river ;  and  each  engine  has  a  horizontal 
cylinder,  17  inches  diameter  and  IG  inches  stroke,  with  piston-rods  working  through  stuffing-boxes  at 
each  end  of  the  cylinder ;  each  piston-rod  has  a  cross-head,  and  gives  motion  by  side-rods  and  cranks  to 
two  fly-wheels ;  and  the  ends  of  the  two  piston-rods  work  two  forcing-pumps  with  plungers,  lyV  '"ch 
diameter,  and  16  inches  stroke.  These  pumps  mject  the  water  into  the  hydraulic  press  C,  shown  in  tlie 
engraving,  through  the  small  tube  3. 

The  press  was  erected  on  a  stage  constructed  above  the  level  of  the  top  of  the  tube,  and  consisted  of 
two  cross-girders  of  cast-iron,  each  in  two  heights  D,  D',  the  lower  one  4  feet  high,  and  the  upper  one 
2  feet  6  inches  high ;  the  ends  resting  upon  cast-iron  bearers  E,  imbedded  in  the  masonry  of  the  piers. 
Upon  the  cross-girders  was  fixed  the  casing  F  of  the  ram,  which  is  5  feet  2  inches  long,  by  3  feet  9 
inches  wide,  cast  with  ribs ;  and  on  the  top  of  the  cylinder  are  fixed  two  vertical  guide-rods  G,  G,  6 
inches  diameter,  passing  upwards  through  the  cross-head  of  the  ram,  and  a  cast-iron  girder  H,  nearly  at 
the  top  of  the  tower,  and  18  feet  above  the  girders  D'. 

Tl)3  press  consists  of  a  cylinder,  1,  firmly  fixed  in  the  casing,  37^  inches  diameter  externally,  and 
20  inclies  internally;  and  the  ram  2,  18 1  inches  diameter,  with  a  vacuity  nearly  seven-eighths  of  an 
inch  all  round,  to  receive  the  water  injected  from  the  pumps  already  described,  through  the  tube  3, 
the  orifice  of  which  is  three-eighths  of  an  inch  diameter ;  this  tube  is  furnished  with  a  lever-valve  close 
to  the  cylinder,  for  safety,  in  case  the  pipes  should  burst.  In  the  event  of  such  a  casualty,  by  an 
ingenious  contrivance  the  lever-valve  would  be  instantly  closed,  and  the  weiglit  supported  by  the  water 
m  the  cylinder.  On  the  top  of  the  ram  is  a  cross-head  4,  of  solid  cast- iron,  9  feet  10  inches  long,  1  foot 
10  mches  deep,  and  2  feet  4  inches  thick,  with  two  apertures,  2  feet  1  inch  long,  by  1  foot  1^  inch  wide, 
rirough  which  the  lifting  chains  pass ;  and  on  the  top  of  this  cross-head  are  fixed  two  clipping  vices  or 
diims,  5,  5,  each  consisting  of  a  pair  oi  wrought-iron  jaws,  3  feet  long,  11  inche"  d.';ep,  and  6  inches  thick, 
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and  a  -wincli  which  turns  a  small  pinion  6,  that  takes  into  two  cog-wheels  7,  1',  fixed  upon  the  heads  oi 
two  horizontal  screws,  (8,  8',  left  and  right  handed,)  passing  tnrough  nuts  in  the  two  jaws  of  the  clams 
Tlius  it  will  be  perceived,  that  as  the  winch  is  turned,  the  jaws  are  made  to  open  or  close,  for  the 
purpose  of  clipping  the  heads  of  the  lifting  chains ;  below  these  clams  are  two  otliers  9,  9',  for  clipping 
'  oe  heads  of  the  lower  links. 

'Hie  two  lifting  chains  consist  of  wrought-iron  flat  bars,  in  lengtlis  of  6  feet  from  centre  of  bolt-eye  to 
•:  autre,  and  each  bar  is  7  inches  wide  and  1^,  1^, 
and  1 J  inch  thick,  with  heads  having  shoulders 
fitted  to  the  jaws  of  the  clams.  Each  chain 
contained  nine  links  of  eight  and  nine  bars 
alternately,  besides  the  two  lower  links,  each 
consisting  of  five  and  four  bars.  The  heads  of 
the  first  or  upper  links  passed  through  the 
upper  lifting  clams,  fixed  on  the  top  of  the  cross- 
head  of  the  ram,  and  there  secured  by  the  jaws 
of  the  clams  being  screwed  up  tatit ;  the  second 
links  passed  through  the  lower  clam,  the  jaws 
of  which  were  left  open,  and  the  heads  of  tlie 
two  lower  links  were  made  to  abut  against  the 
under  side  of  the  lifting  girders  ff  h.  When  the 
pumps  were  set  to  work,  the  ram  was  lifted  6 
fe«t,  its  full  range ;  when  it  had  attained  this 
elevation  the  jaws  of  the  lower  clams  9,  9'  were 
screwed  up  close  and  clipped  the  heads  of  the 
third  links  11,  and  there  held  the  chain  firm; 
the  jaws  of  the  upper  clams  were  then  opened, 
and  the  ram  lowered  down  to  its  original  posi- 
tion, when  the  bars  of  the  top  links  10  Avere 
removed.  Wlien  this  had  been  done,  the  jaws 
of  the  upper  clams  5,  5'  were  agam  brought 
under  the  heads  of  the  second  links,  and  screwed 
up  taut,  so  as  firmly  to  clip  the  shoulders  of  the 
links,  the  jaws  of  the  lower  vice  9,  9'  opened, 
and  the  ram  was  then  set  in  motion  to  lift  the 
tube  another  six  feet,  when  the  second  links 
were  removed  as  before  described,  and  the 
operation  repeated  as  above,  until  the  tube  had 
been  lifted  the  height  required,  about  22  feet  to 
24  feet. 

Tlie  power  of  the  presses  may  be  thus  cal- 
culated: the  area  of  the  ram  being  equal  to 
337'64  circular  inches,  and  the  force  acting  upon 
the  plunger  equal  to  2'14  tons  per  circular  inch, 
the  two  being  multiplied  together  give  722^ 
tons,  which  is  the  force  of  one  of  the  presses,  and 
of  the  two  presses  1445  tons.  The  actual  weight 
lifted  was  estimated  at  1,300  tons.  The  quantity 
of  water  used  for  each  press  is  about  66  gallons. 

The  tube  was  constructed  on  a  platform  erected  on  the  shore  of  the  river,  close  to  where  it  was  to 
cross  ;  and  when  finished,  six  pontoons,  something  similar  to  the  large  coal-lighters  on  the  river  Thames, 
were  placed  under  the  tube  at  low  water,  and  which  at  high  water  lifted  the  tube  off  the  piles  upon 
wliich  the  stage  was  erected.  It  was  then  floated  to  its  destination,  and  placed  between  the  two 
towers,  part  of  the  masonry  being  left  undone  until  the  tube  was  put  into  its  proper  position,  and  as  it 
was  raised  the  masonry  was  built  up  under  the  tube,  llie  time  occupied  in  raising  the  tube  and  building 
up  the  masonry  occupied  four  days;  the  actual  space  lifted  per  hour  was  13  feet. 

COP-SPINNER.  George  H.  Dod/je's  Improvetncntx  in  Machhurif  for  Spinning  and  Winding 
Yarn. — This  is  a  combination  of  the  self-acting  mule  and  throstle,  and  has  many  advantages  over  the 
common  method  of  spinning,  and  is  equally  applicable  for  filling  and  warp  yam.  In  the  room  usually 
occupied  for  1,000  mule  spindles,  1,500  may  be  placed,  which  will  do  the  work  of  3,000  spindles.  It 
occupies  the  usual  space  required  for  warp  spinning,  but  will  spin  50  per  cent,  more  yarn  to  the  spindle 
than  the  best  ring-bobbin  spinning  known  to  us  in  use,  and  with  a  saving  of  two-fifths  of  the  power.  It 
will  spin  100  per  cent,  more  yarn  than  the  flyer  spindle,  and  with  one-half  the  power,  compared  to  the 
quantity.  There  is  a  great  saving  in  expense,  by  dispensing  with  bobbins.  The  spindle  is  more  durable 
than  the  common  one  in  use,  being  tapered  to  the  top ;  and  there  being  no  bobbins  or  check-pins  used, 
it  maintains  its  balance  at  any  speed  required.  It  is  not  liable  to  get  out  of  order.  It  is  much  more 
convenient  to  piece  up  the  ends  when  broken,  than  the  bobbin-frame.  One  cent  per  spindle  is  paid  for 
tending  warp-frames,  and  1  ^  cent  for  filling-frames,  and  twelve  dollars  extra  for  doft'ers,  per  week.  The 
proprietors,  Messrs.  John  0.  Dodge  &  Sons,  of  Dodgcville,  Attleborough,  Mass.,  have  their  entire  mill 
upon  this  method  of  spimiing,  and  from  29  years'  practical  experience  with  other  spinning,  believe  it  to 
be  the  best  in  use. 

The  following  table  exhibits  the  comparative  product  and  cost  of  tlieir  old  plan  of  spinning  with  thai 
of  their  present  improved  cop-spinner : — 
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Bobbin  throstles  and  mules,  4,600  spindles. 

1847,  19  weeks  product j    23,'831|  ^"^'  Mmg,  \ '^°^*'  ^^'^^^  ^^ 

1848 j    25^974      "    warp,  )  „       ,  „g^  ho 

^^*^'  }    24,523      «    filling,  [ ^'"^^    '^ 

2)100,103  2)2,168  47 

Average,  «       «  "      "50,051  J    "  "    $1,084  23 

Cop-spinner,  2,320  spindles. 
1849,  19  weeks  product J  ||^,  'Y  J^^^ 

61,278  J    "    at  a  cost  of  $845  50. 

The  yarn  was  No.  30,  and  the  average  skeins  per  spindle  daily,  was  seven,  no  allowance  being  made 
for  stoppage. 

The  specification  of  the  patent  states,  that  the  peculiar  object  of  the  improvements  which  are  applied  to 
a  throstle  spinning-frame,  is  to  wind  the  yam,  as  fast  as  twisted,  or  when  properly  twisted,  upon  each 
of  the  spindles  in  a  regular  or  proper  shaped  cop,  which  shall  have  a  binding-thread  between  each  two 
adjacent  layers  of  yarn,  in  order  to  prevent  the  cop  from  falling  apart  when  removed,  or  while  being 
removed  from  the  spindle. 

Fig.  913  exhibits  a  front  elevation  of  the  improved  tlirostle-frame.  Fig.  914  is  an  end  elevation.  Fig. 
915  is  a  horizontal  section,  taken  through  the  axis  of  the  main  drum,  which  drives  the  spindles  and 
scroll-shaft ;  the  other  parts  below  the  plane  of  the  section  being  represented  in  top  view.  Fig.  916  is  a 
rear  elevation  of  the  frame,  witli  the  exception  of  those  parts  of  the  mechanism  which  are  situated 
above  the  tops  of  the  spindles,  and  which  are  like  those  in  common  use  in  throstle-frames.  Fig.  917  is 
a  vertical  section  of  the  scroll-shaft  and  parts  connected  with  it. 

In  the  several  figures,  A  A  denote  the  cast-iron  ends  of  a  throstle-frame ;  B  B  are  the  step-rails  of 
the  spindles ;  0  C,  the  upper  bearing  rails  of  the  spindles ;  D  D  D,  <fec.,  are  the  spindles ;  E,  the  main 
drum  by  which  they  are  driven ;  F,  on  each  side  of  the  frame,  is  the  copping  or  ring-rail ;  G  G,  &c^  are  the 
guides  to  the  threads  in  their  passage  from  the  front  pair  of  drawing-rollers  to  the  spindles ;  H  is  a 
series  of  drawing-rollers,  such  as  are  in  use  in  other  tlirostle-frames ;  I  is  the  bobbin-frame  or  creel ;  K 
is  the  main  driving-shaft,  from  wliich  the  drawing-rollers  and  other  parts  receive  their  motions ;  L  is 
termed  the  scroll-shaft — it  is  situated  beneath  the  main  shaft,  and  extends  transversely  across  the 
machine,  and  revolves  in  bearings  a  a,  fastened  to  the  step-rails  B  B.  It  is  also  supported  by,  and 
revolves  in,  a  third  box  or  bearing  b,  secured  to  a  sustaining  bar  c,  ends  of  which  are  respectively 
fostened  to  one  end  A  of  the  main  frame,  and  a  transverse  beam  d  extending  from  one  lower  girt  e,  on 
one  side  of  the  frame,  to  the  other/.  / 

The  scroll-shaft  has  a  reciprocatmg  partial  rotary  motion  imparted  to  it ;  it  being  made  to  move  first 
in  one  direction,  viz.  forwards,  with  a  slow  motion,  and  next  in  the  other  direction  or  backwards,  with 
a  much  faster  one. 

A  dog  or  clutch  wheel  g  is  fixed  upon  a  hollow  shaft  h,  made  to  run  loosely  upon  the  scroll-shaft,  in 
the  position  as  seen  in  Figs.  915  and  917.  The  said  shaft  h  has  a  worm-geer  i  fixed  upon  it,  which  is 
made  to  engage  with  an  endless  screw  or  worm  k,  attached  to  the  lower  end  of  a  vertical  shaft  /,  sup- 
ported by  and  made  to  revolve  in  suitable  bearings.  On  the  upper  part  of  the  said  shaft  /  is  a  spur- 
geer  m  fixed  upon  it,  which  is  made  to  engage  with,  and  is  tiu-ned  by  a  pinion  n,  fixed  on  another 
vertical  shaft  o:  see  Fig.  914.  The  said  shaft  o  turns  in  proper  bearings  and  has  a  spur-geer  p  fixed 
upon  it,  which  geer  is  made  to  engage  with  a  spur-geer  q  fixed  upon  a  third  vertical  shaft  r,  put  in 
motion  by  two  bevelled  wheels  s  t,  the  former  of  which  is  placed  upon  it,  and  the  latter  upon  the  main 
driving-shaft  k.  Consequently,  when  the  main  shaft  is  put  in  revolution  in  the  direction  denoted  by  the 
arrow  u,  in  Fig.  914,  motion  wiU  be  given  to  the  clutch  or  dog  wheel  (/,  in  the  direction  denoted  by  the 
arrow  v. 

The  clutch-wheel  g  consists  of  a  circular  plate,  having  a  series  of  projections  w  w,  Ac,  disposed  at 
equal  distances,  as  seen  in  Fig.  918,  which  is  a  side  elevation  of  the  dog-wheel,  as  removed  from  the 
scroll-shaft. 

The  teeth  w  w,  <fec.,  project  over  the  periphery  of  a  circular  plate  y,  which  is  fixed  upon  a  hollow 
tube  6',  screwed  to  the  scroll-shaft,  and  has  a  recess  z  cut  in  it,  (as  seen  in  Fig.  919,  which  is  a  side  view 
of  the  plate  y,)  for  the  reception  of  a  spring-dog  a',  the  spring  of  which  is  secured  to  the  hollow  Imb  b'. 
A  bent  lever  c'  is  made  to  turn  upon  a  screw-pin  d',  inserted  in  the  face  of  the  plate  y.  The  said  lever 
should  be  so  curved  as  to  rest  against  the  spring  of  the  dog  a',  and  when  its  outer  end  is  elevated,  to 
press  against  the  spring  of  the  dog,  and  move  it  and  the  dog  inwards,  or  out  of  one  of  the  spaces  x 
of  the  dog-wheel  and  into  its  recess  z.  A  standard  e'  is  fixed  to  the  side  of  the  frame  for  the  lever  (.' 
to  rest  on. 

•  From  the  above  it  will  be  seen,  that  while  the  dog  remains  in  any  one  of  the  spaces 'ajar,  Ac,  of  the 
dog-wheel,  the  said  dog-wheel  will  be  so  clutched  to  the  scroll-shaft  as  to  put  the  shaft  in  motion  when 
the  dog-wheel  is  rotated.  When  thus  put  in  motion  the  shaft  will  continue  to  move  until  the  lever  c'  is 
so  borne  against  the  stud  e'  as  to  press  the  spring-dog  inwards,  and  out  of  the  space  x,  in  which  it  may 
happen  to  be. 

The  scroU-shaft  will  be  then  unclutched  from  the  dog-wheel,  and  left  free  to  move  in  an  opposite 
direction,  and  will  drag  the  spring-dog  around  with  it  until  it  meets  the  succeeding  notch  x,  and  springs 
into  it,  and  by  so  doing,  again  clutches  the  dog -wheel  to  the  scroll-shaft. 

On  the  scroll-shaft  is  a  cam  or  scroll  /',  Fig.  920,  made  to  move  freely  on  the  shaft.  This  cam  has  a 
Chain  g'  attached  to  it,  Figs.  920  and  915.  The  chain  is  carried  horizontally  over  a  guide-pulley  h\  and 
thence  downwards,  and  is  connected  to  an  arm  i',  which  projects  from  a  horizontal  transverse  rocker 
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shaft  k'.  A  similar  transverse  rocker-shaft  I'  is  arranged  parallel  to  tlic  sh.aft  k'.  From  each  of  the 
shafts  k'  I'  ail  arm  m'  extends  upwards,  and  is  jointed  to  a  horizontal  connecting-rod  n'.  Each  of  these 
sliafts  has  also  two  other  arms  o'  o',  or  p'  p',  extending  from  it,  Fig.  915.  To  each  of  these  last-men- 
tioned arras  one  of  four  vertical  rods  g'  q'  q'  q'  is  jointed.  Each  ring-rail  F  is  indirectly  supported  on 
two  of  the  rods  q'  q' ;  that  is  to  say,  small  studs  r'  r',  from  its  vertical  guide-rods  s'  s',  rest  upon  <h« 
tops  of  said  rods. 


From  the  above  it  •will  be  seen,  that  when  tlie  chain  g'  is  drawn  forward,  or  in  a  direction  towards  the 
right-hand  end  of  the  main  frame,  each  ring-rail  will  be  raised  upwards.  So  when  the  chain  is  suffered 
to  move  backwards,  tlie  ring-rails  will  be  left  free  to  fall  do%vn  by  their  own  weight.  The  scroll  /'  is 
fixed  upon  a  hoUoAV  shaft  t\  which  revolves  freely  on  the  scroll-shaft  L.  A  worm-gecr  u'  is  fixed  on 
the  said  hollow  shaft  t',  and  engages  with  an  endless  screw  v',  fixed  on  a  shaft  w',  wliich  revolves  in 
bearings  in  the  tops  of  a  frame  x'  which  is  fas^tencd  firmly  to  the  scroll-shaft,L.  The  said  shaft  w'  \\as 
a  ratchet-wheel  y'  fastened  upon  its  forward  end. 

The  shaft  w'  extends  through  one  end  of  a  vibrating  lever  a',  which  is  made  to  play  loosely  upon  tlie 
shaft.  Tlie  said  lever  carries  upon  its  other  end  an  impelling  pawl  6*,  which  engages  with  the  ratchet- 
wheel    Over  the  ratchet-wheel  is  a  retaining  pawl  c',  which  is  jointed  to  an  arm  d'  extending  upwarus 
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horn  the  frame  z'.    The  ratchet-wheel  y'  has  a  small  crank-handle  b*  projecting  from  its  side  to  tiir* 
the  whole  back  and  lower  the  ring-rail  when  the  pawls  are  thrown  up,  and  when  desirable. 

Directly  under  the  rear  end  of  the  lever  a'  is  a 
bent  lever  e'',  which  turns  upon  the  scroll-shaft  as  a 
fulcrum.  Its  outer  end  rests,  when  in  its  lowest  po- 
sition, on  the  top  of  a  stationary  standard/'',  affixed 
to  the  lower  girt  of  the  cast-iron  end  of  the  main 
frame.  The  inner  arm  of  the  said  lever  e'  extends 
directly  under  a  horizontal  projection  ff^  applied  to 
a  vertical  rod  It^,  extending  downwards  from  the 
adjacent  ring-rail  F.  The  said  projection  r/"^  should 
be  so  adapted  to  the  rod  A^  tliat  it  may  be  elevated 
or  depressed  by  adjusting-screws  and  nuts,  in  order  ^y~^ 
that  its  position  may  be  regulated  as  circumstances  {/^ 
may  require. 

The  scroll-shaft  has  a  cam  P  fixed  firmly  to  it. 
The  said* cam  is  seen  in  Fig.  921,  which  represents 
a  section  of  it,  and  the  lever  beneath  it.  It  also 
exlubits  the  chain  (/',  and  various  parts  adjacent 

thereto.    The  cam  i'-'  is  made  to  act  upon  and  depress  a  lever  k\  whose  fulcrum  is  at  'P.    The  said  lever 
carries  a  roll  7n\  applied  to  the  side  of  its  inner  end,  and  resting  on  t'he  chain  (j/'\ 

Now  in  order  that  the  ring-rail  may  not  fall  so  suddenly  as  to  break  the  yarns,  or  not  put  on  the  cop 
a  sufficient  quantity  of  binding-tliread,  some  kind  of  mechanism  becomes  necessary  to  cause  it  to  faU 
with  the  required  velocity. 


An  arm  n',  fixed  to  the  scroU-sliaft  L  projects  downwards  from  it,  and  carries  a  small  fly-wheel  f'  on 
an  axle  p'',  extending  horizontally  from  it.  Said  fly-wheel  has  a  small  pinion  g"^  affixed  to  it,  which  engages 
with  a  spur-geer  r'  fixed  to  a  tubular  shaft  n\  which  runs  loosely  upon  the  scroll-shaft.  On  the  said  shaft  s" 
IS  a  worm-geer  t"  which  engages  with  an  endless  screw  7<^,  placed  on  the  vertical  shaft  o,  before  men- 
tioned. The  said  endless  screw  u^  should  so  revolve  the  geer-wheel  i"  as  to  turn  the  shaft  s^  and  the 
gcer-wheel  r^  in  the  direction  of  the  arrow  on  said  wheel  r". 

The  wheel  r^  will  then  act  on  the  pinion,  and  put  the  fly-wheel  o"  in  rapid  revolution  in  the  direction  of 
the  arrow ;  this  taking  place  while  the  ring-rail  is  being  raised,  will  cause  a  considerable  momentum  to 
be  generated  in  the  fly-wheel,  which  rises  upwards  with  the  arm  n'\  which  will  be  carried  up  by  the 
forward  movement  of  the  scroll-shaft.  Now  when  the  ring-rail  fells,  the  momentum  so  generated  in  the 
fly-wheel  will  be  brought  into  action  in  such  manner  as  to  cause  the  pinion  q^  to  so  operate  against  ita 
geer  r^,  as  to  counterbalance  in  a  certain  degree  the  tendency  of  the  ring-rail  to  fall  too  suddenly.  The 
ring-rail  will  thus  be  eased  down,  so  as  not  to  break  the  threads,  and  with  the  degree  of  velocity  necessary 
to  insure  the  laying  of  a  due  quantity  of  binding-thread  on  the  cops. 

The  ring-rail  may  be  further  counterbalanced  by  an  adjustable  weight  v^,  applied  U>  an  arm  lo*  ex- 
tending from  the  rocker-shaft  k'. 

By  means  of  the  scroll/',  the  length  of  each  successive  layer  of  yam  composing  the  cop  is  regulated. 
The  elevation  of  the  ring-rail  is  gradually  increased  by  the  peculiar  shape  given  to  the  scroll/',  and  tho 
gradually  turning  said  cam  on  the  shaft." 

Fig.  922  represents  a  longitudinal  and  central  section  of  a  cop,  placed  on  a  spindle  I.  The  part  abe 
def  of  the  cop,  is  termed  the  bottom  part,  and  all  aly^ve,  the  top  part.  The  first  layer  of  yarn  is  wound» 
on  the  spindle  a  distance  a  n,  equal  to  about  one  half  of  the  length  6  c  of  the  last  layer  composing  the 
bottom  part  of  the  cop.  From  the  above,  it  will  readily  be  understood  why  the  scroll  or  cam/'  must 
be  gradually  turned  on  the  scroll-shaft,  so  as  to  mcrease  the  length  of  each  successive  layer  of  yarn 
tomposing  the  bottom  part  of  the  cop. 

It  is  the  purpose  of  the  worm  «',  endless  screw  t',  shaft  to',  frame  x',  ratchet-wheel  y',  vibrating  lever 
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a',  impelling  pawl  6",  lever  e',  standard/',  projection  g',  and  rod  /«',  as  before  described,  1>)  produc* 
the  gradual  rotation  of  the  cam,  both  to  form  the  bottom  and  top  part  of  tlie  cop.  When  the  scroll- 
shaft  is  moved  forward,  the  lever  a^  will  be  moved  against  the  lever  e',  and  thereby  cause  the  imj^ell- 
ing  pawl  b^,  to  turn  the  ratchet-wheel  y'  a  short  distance,  so  as  to  create  a  movement  of  the  scroll  or 
cam  /'  on  the  scroll-shaft.  Tlie  movement  of  the  ratchet-wheel  is  increased  by  elevating  the  outer 
end  of  the  lever  e",  which  may  be  effected  by  depressing  the  adjustable  projection  g"^  of  the  rod  A". 
Owing  to  the  manner  in  which  the  scroll/'  is  made,  it  becomes  necessary  to  turn  it  somewhat  faster  on 
the  scroll-shaft  at  first,  while  forming  the  lower  portion  of  the  bottom  part  of  the  cop,  than  it  does  as 
the  winding  of  the  said  bottom  part  continues  to  progress.  In  winding  the  top  part  of  the  cop,  the 
scroll  has  a  regular  progressive  motion  upon  its  scroll-shaft,  and  the  portion  bed.  Fig.  920,  of  its  peri- 
phery is  then  receivmg  and  acting  on  the  chain  g' ;  while  the  bottom  part  of  the  cop  is  being  made,  the 
portion  a  b,  Fig.  920,  is  in  action  upon  the  chain. 

In  order  to  cause  the  ring-rail  to  rise  upwards  with  the  increased  velocity  necessary  to  prevent  the  yam 
from  piling  too  much  in  one  place,  aiid  thereby  destroying  tlie  conical  form  of  each  layer  of  yarn,  the 
cam  i\  lever  P,  and  roll  nv',  are  used,  the  cam  being  so  formed  as  to  properly  depress  the  lever  P, 
to  the  extent  required,  to  cause  the  roll  m?  to  bear  down  upon  the  chain  g',  so  as  to  produce  the  gradual 
mcreased  rise  of  the  ring-raiL 
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Scale.— 1  foot=l  inch. 

As  it  is  very  important  that  but  very  little  yarn  should  be  wound  at  the  nose  or  upper  part  of  each 
layer  of  the  cop,  the  cam  t"  has  an  angular  projection  a;",  (see  Fig.  921,)  which  as  soon  as  the  cam  has 
completed  its  action  in  the  lever  k\  shall  in  its  turn  depress  the  lever  so  as  to  cause  a  very  sudden  rise 
of  the  ring-rail  sufficient  to  produce  the  effect  required.  A  friction-spring  ?/,  at  the  end  A  of  the  main 
frame,  acts  as  a  stop  to  gradually  check  the  motion  of  the  arm  n^,  when  it  falls  down. 

It  often  happens  that  the  ring  of  the  ring-rail  may  render  it  difiicult  to  get  hold  of  the  end  of  the 
thread  wound  on  the  cop.  In  order  to  overcome  this  difiiculty,  the  spindle,  for  about  one  inch  and  a 
half  below  its  upper  bearing,  is  made  of  the  same  size  or  diameter  as  the  part  which  runs  in  the  bear- 
ing, as  seen  at  z\  in  Figs.  913  and  922. 

By  taking  hold  of  the  spindle  when  so  made,  it  may  be  readily  raised  upwards,  so  as  to  carry  the 
broken  end  of  the  thread  above  the  ring  of  the  ring-rail,  and  into  such  a  position  as  will  readily  enable 
tlie  operative  to  join  the  ends  of  the  yam  when  broken. 

In  order  to  obtain  the  advantages  of  a  small  spindle,  and  with  a  diameter  at  bottom  large  enough  to 
start  the  traveller  without  danger  of  rupture  of  the  yarn,  the  part  a'  of  the  spindle  directly  below 
that  on  which  the  cop  is  formed,  is  made  of  a  diameter  large  enough  to  produce  tlie  kteial  drag  upon 
the  traveller,  required  to  overcome  its  inertia  when  first  started,  and  give  to  it  a  velocity  that  wiU  pre- 
sent the  tliread  trom  breaking ;  and,  before  commencing  the  cop,  a  few  turns  of  yarn  are  wound  on  the 
said  part  of  the  spindle.  That  part  of  the  spindle  on  which  the  cop  is  formed,  (viz.  the  part  6'  c',)  is 
made  of  as  small  a  size  as  will  be  allowable  and  admit  of  its  possessing  the  necessai-y  strength. 

Tlie  spindle  so  constructed  is  seen  in  the  drawings.  By  tliis  mode  of  making  it,  cops  can  be  doffed 
Without  first  being  obliged  to  raise  them  upwards  on  the  si)indles  by  the  hand  far  enough  to  allow  of  a 
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few  turns  of  yarn  to  be  laid  on  that  part  of  each  spindle  on  -which  the  cop  is  first  commenced,  as  is 
generally  done  in  mule  spinning. 

A  convenient  velocity  for  the  spur-geer  r',  is  one  revolution  to  sixteen  of  the  front  drawmg-roller; 
and  for  the  clutch  g,  at  the  rate  of  sixty-four  one-hundredths  of  a  revolution  to  eighty  revolutions  of  the 
front  drawing- roller.    The  patentee  mentions  these  proportions,  but  does  not  confine  his  invention  to  such. 

Mr.  Dodge  claims  the  combination  of  mechanism  by  wliich  the  scroll-shaft  has  a  partial  rotary  for- 
ward motion  imparted  to  ft,  and  is  allowed  to  fall  or  move  backwards,  the  same  consisting  of  the  stand- 
ard e',  or  any  equivalent,  tlie  bent  lever  c',  the  spring-dog  «',  the  clutch  or  dog  wheel  g,  or  their  me- 
clianical  substitutes ;  the  whole  being  arranged,  applied  to  the  scroU-sliaft,  and  operated  and  made  to 
operate  together  substantially.  And  in  combination  with  the  shaft,  and  macliinery  for  imparting  to  it 
its  rotative  motion  or  motions,  he  claims  the  cam,  and  chain,  and  machinery  connecting  the  shaft  with 
the  ring-rails.  He  further  claims  the  combination  of  meclianism  by  which  he  is  enabled  to  regulate  the 
length  of  each  successive  layer  of  yarn  composing  the  cop ;  the  same  consisting  of  the  cam/',  and  made 
to  rotate  on  the  scroll-shaft ;  the  worm-geer  u',  endless  screw  t',  shaft  w',  frame  x',  ratchet-wheel  y', 
vibrating  lever  a',  impelling  pawl  6^,  lever  e^,  standard  /",  projection  g'^,  and  rod  K^,  extending  down- 
wards fi-om  the  ring-rail,  or  their  mechanical  equivalents ;  the  whole  being  combined  and  made  to  operate. 

Further,  in  its  application  to  the  scroll-shaft,  the  combination  of  mechanism  by  which  the  fall  of  the 
ring-rail  is  regulated  in  such  a  manner  as  to  prevent  it  from  descending  too  suddenly  so  as  to  break  any 
of  the  yarns ;  the  mechanism  consisting  of  the  fly-wheel  o^,  and  machinery  for  turning  it,  as  applied  to 
ihe  scroll-shaft,  and  made  to  operate  in  connection  with  it.  And  for  the  purpose  of  causing  the  ring-rail 
to  rise  upwards  with  the  increased  velocity  necessary  to  prevent  the  yarn  from  piling  too  much  in  any 
one  place,  and  thereby  destroying  the  conical  form  of  such  layer  of  yarn  composing  the  cop,  Mr.  Dodge 
claims  the  cam  i^,  lever  k^,  and  roll  m"^,  as  combined  with  the  scroll-shaft,  and  the  chain  g'.  And  in 
combination  with  the  machinery,  he  claims  the  projection  x^,  applied  to  the  cam  i^,  for  the  purpose  of 
producing  a  very  quick  rise  of  the  ring-rail,  in  order  to  finish  the  nose  or  upper  extremity  of  each  layer 
of  yarn  composing  the  cop.  And  he  also  claims  the  above-described  manner  of  making  each  of  the 
spindles,  in  order  that  it  may  be  elevated  so  as  to  carry  a  broken  end  of  yarn  above  the  ring-rail,  so  that 
an  attendant  may  readily  seize  it  to  piece  up  or  join  it  to  the  thread  proceeding  from  the  draw-rollers, 
without  being  obliged  to  wait  for  the  ring-rail  to  fall  downwards. 

lie  further  claims  the  construction  of  tlie  spindle  directly  beneath  that  part  of  it  on  which  the  cop  is 
f  ;rmed  of  a  diameter  proper  to  produce  the  lateral  drag  on  the  traveller,  sufficient  to  overcome  its  in- 
ertia, and  impart  to  it  a  velocity  necessary  to  prevent  the  yarn  from  being  broken  in  combination  with 
makit>j5  that  part  of  the  spindle  on  which  the  cop  is  formed  smaller  in  diameter. 

CORNISH  BOILERS.     See  Boilers. 

CORNISH  ENGINE.  A  single  acting  beam  engine,  used  for  raising  water :  the  steam  is  worked  very 
expansively,  and  used  for  the  down-stroke  only,  to  raise  an  immense  weight,  fastened  to  the  pump-rod, 
at  the  end  of  the  beam :  the  steam  having  acted  for  the  down-stroke,  and  the  entrance-valve  being 
closed,  a  communication  is  formed  between  the  top  and  bottom  of  the  cylinder,  by  lifting  a  valve  in  the 
steam  passage,  called  an  equilibrium  valve :  the  pressures  on  the  piston  are  thus  equalized,  and  the 
•,vt>io;ht  acts  to  force  the  water  up,  and  raise  the  piston. 

Fig.  923  is  a  sectional  elevation  of  the  cylinder  and  valve  geer,  and  fig.  924  a  front  elevation  of  the 
vidve  geer  of  a  Cornish  EIngine. 

A  is  the  cylinder  shown  in  section  fig.  923.  It  is  70  inches  internal  diameter,  and  of  such  length  as  to 
:d!ow  of  a  10-feet  stroke  of  the  piston.  It  stands  on  a  large  block  of  stone,  and  is  bolted  firmly  down  by. 
(bur  strong  bolts  to  the  masonry  below. 

The  cylinder  is  enclosed  in  a  jacket  or  casing  of  cast-iron,  which  is  of  such  a  diameter  as  to  leave  a 
clear  space  of  one  inch  all  around  between  it  and  the  outside  of  the  cylinder.  This  space  is  made  to 
communicate  with  the  boilers  by  a  pipe  a,  about  4  inches  diameter,  by  means  of  which  it  is  kept  cou- 
stantly  filled  with  steam,  preserving  thereby  the  cylinder  at  a  high  temperature.  This  is  of  peculiar 
value  in  the  Cornish  engine,  as  it  tends  to  prevent  the  steam  within  the  cylinder  from  having  its  temper- 
ature and  pressure  lowered  in  an  undue  degree,  while  expanding,  by  contact  with  metal  cooled  by 
exposure  to  the  air.  The  heat  of  the  jacket  also  checks  any  waste  by  condensation,  and  experience  has 
proved  that  if  the  jacket  is  removed  a  considernble  reduction  in  duty  is  the  consequence. 

The  boilers  being  so  placed  that  the  water  line  is  at  a  lower  level  than  the  bottom  of  the  cylinder,  the 
water  produced  by  condensation  in  the  jacket  finds  its  way  back  again  to  the  boilers  at  a  high  tempera- 
ture, by  the  pipe  a. 

In  order  to  prevent  radiation  and  consequent  loss  of  heat  from  the  outside  of  the  steam  case,  the  whole 
is  sniTounded  with  an  outer  covering  of  wood  (shown  by  dotted  lines  6,  fig.  923,)  leaving  an  interstice 
between  the  wood  and  the  iron.  This  space  is  filled  with  some  bad  conductor  of  heat,  such  as  sawdust 
or  ashes. 

In  the  best  Cornish  engines,  the  temperature  of  the  outside  casing  does  not  exceed  70°  or  80",  and  the 
atmosphere  of  the  engine  house  is  frequently  only  a  few  degrees  warmer  than  the  external  air. 

The  cylinder  cover  and  bottom  are  also  protected  from  tlie  cooling  influence  of  the  air  of  the  engine- 
house.  Tlie  cover  is  fitted  with  a  false  lid  or  cap  c,  enclosing  a  thick  layer  of  sawdust  or  other  bad 
couductor,  over  the  whole  of  the  metal  of  the  cover.  The  space  d,  under  the  bottom  of  the  cylinder  is 
kept  constantly  filled  witli  steam  by  a  branch  from  the  pipe  as. 

The  stuffing  box  on  the  cylinder  cover,  through  which  the  piston  rod  passes,  is  of  peculiar  construction. 
In  the  middle  of  the  packing,  and  dividing  it  into  two  horizontal  layers,  a  small  chamber  is  formed  by 
two  brass  rings  c  c,  fig.  923,  kept  apart  by  small  pillars  or  distance  pieces,  and  allowing  the  piston  rod 
to  slide  freely  through  them. 

Into  this  chamber  steam  is  admitted  by  a  small  pipe  from  the  jacket  of  the  cylinder,  the  oojectof  the 
arrangement  being  to  prevent  any  leakage  of  air  into  the  cylinder.  When  the  pressure  of  the  steam 
within  is  below  that  of  the  atmosphere,  which  it  always  is  during  a  large  portion    of  the  stroke  durmg 
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expansion,  such  Icalcage,  if  it  occnrred,  •would  be  of  consequence  in  spoiling  the  vacuum.  Tlie  rings  e  e 
forming*he  chamber,  have  liberty  to  slide  a  little  in  the  stuffing  box  when  the  packing  is  screwed'down 
This  ingenious  contrivance  was  invented  by  Jonathan  Hornblower. 

The  piston,  piston  rod,  and  parallel  motion  present  no  remarkable  feature  of  sufficient  consequence  to 
render  a  description  of  them  necessary. 

The  main  beam  is,  as  usual  in  large  engines,  cast  in  two  plates,  which  are  bolted  together  with  dis- 
tance blocks  between,  to  keep  them  parallel  with  each  other.  The  inner  end  of  the  beam  or  that  to 
which  the  piston  rod  is  attached,  is  generally  longer  in  Cornish  engines  than  the  outer  end,  which  carries 
the  pump  rods,  giving  a  leverage  of  about  10  8  or  9,  in  favor  of  the  piston.  The  object  of  the  difference 
being  to  give  the  pumps  a  lower  velocity  then  the  piston,  such  being  found  in  practice  to  be  advantageous 
to  their  working. 

There  is  a  strong  bar  of  iron  called  a  catch  piece,  fixed  transversely  by  brackets  upon  the  upper  part 
of  the  beam,  and  intended  to  prevent  damage  being  done  by  the  engine  making  too  long  a  stroke 
in-doors.  When  the  piston  arrives  at  the  bottom  of  its  stroke,  or  as  near  to  the  cylinder  bottom 
as  it  is  thought  prudent  to  allow  it  to  travel,  the  bar  touches  the  blocks  fixed  on  the  spring  beams, 
and  prevents  its  further  descent.  Otherwise  the  cylinder  bottom  might  be  broken  by  an  increased 
length  of  stroke  consequent  upon  an  increase  of  steam  admitted,  or  on  an  accidental  detachment  of  some 
of  the  counter-weight  by  breakage  of  the  pump-rod. 

C  is  the  plug  rod  for  working  the  valves  and  cataract. 

The.  plug  rod  is  sometimes  single  and  sometimes  double,  the  latter  is  the  case  with  the  en^ne  shown 
in  this  fig.  The  two  rods  are  there  marked  C  2,  and  C  3,  4,  both  are  seen,  fig.  924.  The  two  rods 
arc  connected  at  their  upper  extremity  by  joints  with  the  back  links  of  the  parallel  motion,  and  work 
through  guides  i  i,  by  which  means  they  are  constrained  to  move  in  a  vertical  line.  The  rod  C  3,  4, 
is  lengthened  at  its  lower  extremity  for  the  purpose  of  working  the  lever  of  the  cataract,  as  Avill  be  ex- 
plained. 

D  is  the  top  nozzle,  shown  on  a  larger  scale  and  more  fully  in  plan  and  section  fig.  925-G.  It  con- 
tains three  valves,  viz.  First;  Vj,  the  governor  or  reriulativg  valve,  for  regulating  the  admission  of 
steam  into  the  chamber  k  k  oi  the  nozzle,  whence  it  afterwards  passes  through  the  steam  valve 
V2,  into  the  cylinder.  The  opening  of  the  governor  valve  is  constant  during  the  working  of  the 
engine,  i.  e.,  it  is  not  moved  by  the  engine,  but  only  occasionally  by  hand,  for  the  purpose  of  regu- 
lation. It  corresponds  in  some  measure  with  that  of  the  throttle  or  governor  valve,  in  the  rotative 
engine.  By  this  means,  although  the  pressure  in  the  boilers  may  occasionally  vary,  the  mean  effective 
pressure  in  the  cylinder  may  be  maintained  constant  with  great  ease  and  precision.  The  motion  of  the 
governor  valve  is  commanded  by  a  handle  placed  within  reach  of  the  erigine-man,  and  connected  by  a 
Todfi  and  lever  ff^,  with  the  stalk  of  the  valve.  The  rod  has  a  micrometer  screw  on  its  upper  end, 
Avhich  works  into  a  united  socket  attached  to  the  end  of  the  lever  (/j,  and  thereby  raises  or  low,ers 
the  valve.  Second;  V2,  fig.  925,  PI.  V.,  the  sf.eam  valve,  for  admitting  steam  into  the  cylinder. 
When  this  valve  is  raised  (the  governor  valve  being  supposed  open  also),  the  steam  finds  a  passage 
through  it,  from  the  nozzle  chamber  k  k,  into  the  space  /,  and  thence  by  the  upper  steam  port  m  into  the 
upper  part  of  the  cylinder ;  the  piston  therefore  descends,  and  the  engine  commences  its  in-door  stroke. 
After  the  piston  has  travelled  through  a  certain  portion  of  its  course,  the  steam  valve  is  closed,  by  means 
hereafter  described,  and  the  communication  with  the  boiler  thereby  cut  off;  the  remainder  of  the  stroke 
Icing  accomplished  by  the  expansion  of  the  steam  admitted.  Tlie  steam  passes  through  the  chamber 
k  k  round  the  equilibrium  valve,  in  the  direction  of  the  arrows  (fig.  925),  from  the  governor  valve  to  the 
steam  valve. 

Third  ;  V3',  situated  in  the  middle  of  the  nozzle,  is  the  equilibrium  valve,  for  opening  the  communica- 
tion between  the  spaces  in  the  cylinder  above  and  below  the  piston.  When  therefore  the  valve  is  opened 
the  steam  above  the  piston  will,  hj  its  excess  of  elasticity,  find  its  way  along  the  equilibrimn  pipe  E,  and 
by  the  lower  port  n,  into  the  lower  part  of  the  cylinder,  until  an  equilibrium  is  restored  between  the 
pressures  above  and  beneath  the  piston,  which  then  is  at  liberty  to  be  drawn  upwards  by  the  preponder- 
ating weight  of  the  rods  hung  at  the  outer  end  of  the  beam. 

The  top  nozzle  is,  like  the  cylinder  jacket,  enveloped  in  an  external  casing,  leaving  an  interstice  all 
round,  which  is  filled  with  sawdust  or  ashes  to  prevent  loss  of  heat. 

F  is  the  bottom  nozzle,  seen  in  section  fig.  923.  It  contain.*,  V4,  the  exhaustion  valve,  for  opening 
or  closing  the  communication  between  the  lower  part  of  the  cylinder  and  the  condenser.  The  nozzle 
chamber  above  the  valve  communicates  with  the  cylinder  by  the  lower  port  n,  while  to  the  bottom  of 
the  nozzle,  under  the  valve,  is  attached  the  eduction  pipe  H,  so  that  when  this  valve  is  lifted,  the  steaic 
in  the  lower  part  of  the  cylinder  has  liberty  to  rush  into  the  condenser,  and  a  vacuum  is  thus  formed 
beneath  the  piston.  It  will  be  remarked  that  the  four  valves  last  described  are  of  a  peculiar  constnic- 
tion,  being  double-beat  valves,  (See  Valves),  so  called  from  their  having  two  conical  gfound  surfaces  or 
beating  faces,  instead  of,  like  the  ordinary  stalk  valve,  only  one. 

G  is  the  cataract,  fully  shown  in  two  section.*,  figs.  927-8,  the  use  of  which  is  to  regulate  the  period  of 
opening  the  steam  and  exhaustion  valves,  and  thus  to  determine  the  interval  between  the  successive  strokes 
of  the  engine,  that  its  rapidity  of  action  may  correspond  with  the  quantity  of  water  to  be  drawn  from  the 
mine.  It  consists  of  a  barrel  in  which  works  a  plunger,  being  in  fact  simply  a  small  plunger  forcing  pump. 
The  inlet  is  by  a  valve  c'  opening  freely  upwards,  but  the  outlet  is  contracted  at  pleasure  by  a  ujoveable  plug 
d'.  The  pump  is  placed  in  a  cistern  of  water  G,  and  the  plunger  is  attached  by  a  joint  to  the  arm  e'  of  the  le- 
ver e'  f.  When  the  plug  rod  C  3.4,  has  descended  nearly  to  the  bottom  of  its  stroke,  a  tappet  g,  upon  tlie 
lower  part  of  it  strikes  the  end  of  the  lever  and  thus  raises  the  plunger,  the  water  entering  freely  through 
the  valve  c'.  When  the  stroke  is  finished,  and  the  plug  rod  begins  to  ascend,  the  tappet  g  quits  the  lever 
and  the  weight  h',  which  is  fixed  upon  the  arm  e',  and  has  been  rai.'jed  by  the  preceding  motion,  be- 
comes in  its  turn  tlie  motive  power,  teudmg  to  expel  the  water  from  the  pump,  by  forcing  the  plunger 
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dowu.  But  the  inlet  valve  before  c',  is  closed,  and  the  only  exit  for  the  water  is  by  the  aperture  left 
round  the  regulating  plug  d'.  It  is  evident  therefore  that  the  interval  between  the  time  the  tappet  gf 
leaves  the  cataract  lever,  and  the  commencement  of  the  next  stroke,  depends  upon  the  time  occupied  by 
the  descent  of  the  cataract  plunger  and  ultunately  upon  the  degree  of  opening  given  to  the  regulating 
plug  d.  This  can  be  adjusted  with  great  nicety  by  means  of  a  micrdmeter  screw  and  handle  i  (fig.  92-i,) 
connected  with  the  regulating  plug  by  the  rod  t  and  lever  l. 

H  is  the  eduction  pipe  leading  from  the  bottom  of  the  exhaustion  valve  nozzle  F  to  the  condenser. 
This  is  double  the  area  of  the  steam  pipe.  K  is  the  condenser,  L  the  air  pump,  the  bucket  of  which 
has  a  stroke  of  half  that  of  the  piston.     N  is  the  feed  pump,  of  the  plunger  description. 

■  W  . 

From  Hughes  we  extract  the  following  formula  for  the  proportions  of  the  cylinder,  a  = a  bemg  the 

p  V 
arc  of  the  cylinder  in  square  inches,  W  the  work  to  be  done,  or  the  lbs.  to  be  raised  1  foot  high ;  jj  the 
pressure  per  square  inch  on  the  piston,  and  v  the  velocity  in  feet  per  minute.    From  numerous  examples 
among  the  best  machines,  from  850  to  1,200  may  be  assumed  as  the  value  o?  v  p. 

Table  showing  the  value  of  ■»  p,  from  the  actual  working  of  fifteen  Cornish  Engines  in  1855. 


Velocity  of 
piston  in  feet 
per  minute 
or  value  of 

Loftd 

Value  oi  t)  p  or  con- 

Average duty  for 

Name  of  Engine 
Ko.           or  Mine. 

Average 
number  of 
strokes  per 

minute. 

Length  of 

Blroke  in 

feet. 

per 
square 
incli  on 
piston 

tinued  product  of 
number  of  strokes  per 
minute,  by  Icngih  of 
stroke,  by  load  in  lbs. 

the  year  expressed 

in  millions  of  lbs. 

raised  1  foot  high 

by  consuming  1  cwt. 

t},* 

=  p. 

per  square  inch. 

of  coal. 

*  The  velocities 
in    this    column 

ft. 

in. 

1  Boscundle    .    . 

C-9 

9 

0 

62-2 

18-4 

883 

52-9 

are  the  average 

2  Gt.  Dev.  Consols 

S-6 

9 

0 

82-0 

29-4 

941 

49-2 

monthly   veloci- 

8 Fowey  Consols 

66 

10 

4 

67-7 

18-8 

934 

98-C 

ties,  and  are  not 

4  Great  Polgooth 

6-3 

10 

0 

63-0 

lT-7   , 

1115 

93-9 

always  the  pro- 

5 'Ditto    .    .    . 

6-4 

10 

0 

63-6 

11-4 

725 

70-1 

duct  of  the  two 

6  Mary  Ann    .    . 

6-2 

7 

0 

43-7 

18-2 

795 

42-4 

first  columns  be- 

7 Par  Consols 

4-8 

12 

0 

57-3 

13-6 

779 

98-5 

cause  the  aver- 

8    Ditto    .    .    . 

5-2 

9 

3 

48-3 

11-9 

675 

76-2 

age    number   of 

9  Pembroke   .    . 

2-9 

10 

6 

80-4 

17-6 

535 

76-7 

strokes    is   only 

10     Ditto    .    .    . 

4-9 

10 

0 

49-5 

19-1 

945 

76-2 

carried    to    one 

11  South  Caradon 

6-4 

9 

0 

57-7 

12-0 

692 

49-1 

place     of     deci- 

13    Ditto    .    .    . 

6-5 

9 

0 

49-3 

13-4 

661 

48-2 

mals.    The  velo- 

13 Trelawny     .    . 

4-7 

10 

0 

47-1 

17-3 

815 

67-4 

cities,    however, 

14  West  Fowey    . 

8-8 

10 

0 

87-8 

12-1 

457 

70-4 

arc  strictly  cor- 

15 Wheal  Uny      . 

4-1 

11 

0 

44-7 

17-0 

760 
Average  771 

71-3 

rect. 

CORN-MILL.  By  "William  Fairbairn,  Manchester.  Among  the  mechanicians  who  have  contributed 
to  the  improvement  of  that  description  of  machinery  now  under  consideration,  Mr.  Fairbairn,  of  Man- 
chester, occupies  a  most  distinguished  position,  and  accordingly,  we  find  that  he  is  most  extensively  em- 
ployed in  the  erection  of  corn-mills  throughout  all  parts  of  the  continent  of  Europe.  The  exam- 
ple which  we  liav£  chosen  for  detailed  illustration  is  a  small  mill  of  three  pairs  of  stones,  erected  by 
nun  for  His  ExcAency  the  Seraskier  Halil  Pacha,  of  Constantinople.  It  is  interesting,  as  exhibiting, 
within  a  small  compass,  an  epitome  of  all  the  processes  carried  on  in  larger  establishments,  and  thereby 
enabling  us  to  show  the  mechanism  by  which  these  processes  are  effected  on  a  larger  scale  than  we 
could  otherwise  do. 

Enumeration  of  the  Figures. — Fig.  923  is  a  sectional  elevation  of  the  mill,  the  line  of  section  being 
taken  in  a  longitudinal  direction,  and  exliibiting  the  position  of  the  stones,  the  engine,  and  driving  geer- 
ing,  and  of  such  portions  of  the  subordinate  apparatus  as  are  visible  on  the  side  of  the  mill  which  ia 
exposed  to  view. 

Fig.  924  is  a  sectional  plan  corresponding  to  the  above,  and  taken  on  a  horizontal  line  passing  through 
the  lower  story  of  the  mill. 

Fig.  925  is  a  transverse  section  of  the  entire  mill,  in  which  are  shown  the  garners  for  undressed  and 
dressed  wheat,  the  mechanism  by  which  it  is  cleaned  and  conveyed  from  the  former  into  the  latter,  the 
sack-tackle,  <fec. 

Fig.  926  IS  a  sectional  plan  corresponding  with  the  plan  Fig.  924,  the  line  of  section  being  taken 
through  the  second  story  of  the  mill. 

General  Description. — The  house  in  which  this  mill  is  contained  consists  of  an  assemblage  of  plates 
of  sheet-iron,  A  A  A,  of  a  suitable  thickness,  consolidated  and  bound  together  by  the  cast-iron  columns 
B  B  B,  and  by  the  strong  cast-iron  girders  C  C  C,  situated  at  such  a  height  as  to  oppose  and  neutralize 
the  strain  of  the  principal  working  parts.  It  is  surmounted  by  an  arched  roof  D  D,  formed  of  plates  of 
corrugated  sheet-iron.  A  wall  of  masonry  E  E  is  erected  in  the  interior,  for  the  purpose  of  aflbrding  a 
foundation  for  the  bearings  of  the  heavier  geering  of  the  mill.  The  motive  power  is  supplied  by  a  high- 
pressure  steam-engine  F,  of  12-horse  power,  its  principal  working  parts  are  wholly  inclosed  within 
a  large  cast-iron  column.  By  this  arrangement  great  firmness  and  stability  is  imparted  to  the  engine, 
while  the  space  which  it  occupies  is  reduced  to  the  smallest  possible  dimensions.  The  boilers  G  G  are 
situated  in  an  adjoining  part  of  the  bouse,  and  their  flues  H  H  are  formed,  in  the  usual  manner,  of  brick- 
work, abutting  on  the  one  hand  against  the  wall  E,  and  on  the  other  against  the  side  of  the  house  itself. 
Tlius  the  engine  and  boilers  occupy  nearly  the  entu-e  half  of  the  lower  story  of  the  mill.  Tlie  whole 
erection  is  strengthaied  and  bound  togetlier  by  the  cast-iron  beams  III,  which  pass  transversely 
through  the  mtcrior  of  the  house,  and  are  supported,  in  the  middle  of  their  length,  by  the  columns  J  J. 
On  these  beams,  also,  the  flooring  of  the  lower  and  upper  flats  is  disposed. 
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The  fly--wheel  K  K  of  the  steam-engine,  is  formed  with  teeth  on  the  exterior  of  the  rim,  thus  serving 
at  once  to  regulate  the  velocity  and  to  transmit  the  power  of  the  steam-engine  to  wliich  they  are  at- 
tached. The  spur  fly-wheel  K  K,  the  diameter  of  which  is  9  feet  3  J  inches,  geers  with  the  pinion  L  of 
4:  feet  10|  inches  diameter ;  consequently,  the  velocity  of  the  crank-shaft  is  nearly  doubled  upon  the 
horizontal  shaft  M  M,  to  which  the  latter  is  fixed,  and  which,  by  means  of  the  bevel  wheels  and  pinions 
N  N  jff,  gives  motion  to  the  stones  contained  within  the  stone-cases  P  P  P.  The  shaft  M  M  has  a  bear- 
ing upon  the  wall  E,  close  to  the  back  of  the  pinion  L,  and  one  in  each  of  the  standards  0  0  0,  to  which 
the  mechanism  necessary  for  impelling  and  regulating  the  action  of  the  stones  is  attached. 


ScAtE.— 20  feet=3  inches. 


The  com  to  be  ground  is  deposited  in  the  upper  floor  of  the  mill  in  the  large  garner  Q  Q,  from  which 
it  is  conducted  through  the  spout  R,  into  the  screeninff-machmc  S  S,  where  it  is  cleansed  of  the  dust 
and  other  extraneous  matter  wliich  is  found  more  or  less  combined  with  it.  This  machine  consists  of  a 
species  of  cylindrical  sieve,  formed  of  wire-cloth,  and  partitioned  inside  so  as  to  resemble  an  Archime- 
dean screw.  It  is  mounted  upon  an  axis,  and  revolves  with  a  considerable  velocity  in  the  interior  of  a 
close  box,  in  wliich  it  is  set  at  an  angle  with  the  horizoa  The  com  enters  at  its  upper  extremity,  and, 
after  being  thoroughly  agitated  by  its  passage  through  the  partitions  in  the  interior  of  tlie  screen,  and 
thereby  divested  of  the  greater  portion  of  the  refuse  with  which  it  was  mixed,  falls  into  a  spout  U.  a* 
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its  lower  end,  wliicli  conducts  it  to  the  elevator  V ;  being  subjected,  in  its  passage  through  this  spout,  to 
the  action  of  a  blast  from  the  fan  T,  by  which  the  remaining  portion  of  the  sand  and  dust  that  escapes 
with  the  grain  is  carried  off  by  a  passage  leadmg  to  the  exterior  of  the  house.  Tlie  grain,  after  bcmg 
thus  cleansed,  is  caught  up  by  the  elevator  V,  and  raised  nearly  to  the  summit  of  the  mill,  where  it  is 
delivered,  through  an  inclined  spout  X,  into  the  creeper-box  Y  Y,  by  which  it  is  distributed  intc  the 
feeding-gamers  Z  Z  Z. 


The  elevator  consists  of  a  long  endless  chain  of  small  buckets  formed  of  tin-plate  and  mounted,  at 
regular  distances,  upon  a  leather  band  passing  over  two  pulleys  inclosed  withm  the  cast-iron  frames 
V  V.  The  uppermost  of  these  pulleys  is  driven  at  a  moderate  velocity  by  a  belt,  and  the  buckets, 
passing  in  succession  the  openmg  by  wliich  the  grain  is  delivered  from  the  screen,  become  each  charged 
with  a  small  portion  of  it ;  this  they  convey  through  the  wooden  pipes  or  boxes  W  W,  in  wliich  they 
are  inclosed,  to  the  upper  extremity  of  the  chain,  where  they  deliver  their  contents  into  the  spout  X. 

The  contrivance  just  described  is  applicable  only  to  the  raising  of  the  grain  or  flour  from  a  lower 
level  to  a  liiglier.  For  horizontal  transport,  modern  millwrights  make  use  of  an  apparatus  called  the 
creeper,  a  long  endless  screw  with  a  wide  pitch  and  thin  threads,  inclosed  in  a  wooden  box  or  trougli, 
of  dimensions  slightly  greater  than  its  own  diameter.  It  is  made  to  revolve  upon  its  axis,  by  means  of 
a  bolt  and  pulleys,  at  a  velocity  corresponding  with  that  of  the  elevators,  and,  being  restricted  from 
moving  longitudinally,  the  threads,  or  rather  leaves,  of  the  screw,  force  tlie  grain  introduced  at  one  end 
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of  the  trough  to  the  other.    The  action  of  the  screw  in  the  case  of  the  creeper  is  identical  in  its  natun 
with  that  of  the  endless  screw  in  giving  motion  to  a  worm- wheel 

The  corn  which  is  supplied  to  the  gamers  Z  Z  Z,  falls  through  the  feeding  pipes  A'  A'  A',  into  the 
hoppers,  by  which  the  grinding  apparatus  is  surmounted.  After  being  reduced  into  flour,  it  falls 
through  the  pipes  B'  B'  B',  into  the  creeper-box  Y'  Y'  Y',  by  which  it  is  transferred  to  the  elevator  V 
By  this  elevator  it  is  again  raised  to  the  summit  of  the  house,  and  carried  by  means  of  the  creeper  Y' 
to  the.dressing-machme  S'.  It  may  be  remarked  that,  besides  the  great  saving  in  manual  labor  effected 
by  the  use  of  these  contrivances  for  transporting  the  flour  from  one  part  of  the  mill  to  another,  tliey 
are  attended  by  another  very  important  advantage :  by  exposing  the  flour  liberally  to  contact  with  the 
air,  the  heat  evolved  during  the  process  of  grinding  is  abstracted,  and  the  moisture  evaporated ;  an 
operation  which  it  is  of  essential  importance  that  it  should  imdergo  previous  to  the  process  of  dressinjr 


Scale.— 20  fcet=:3  inches. 

This  machine,  which  is  very  similar  in  external  appearance  to  the  screening-machine  already  de- 
scribed, consists  of  a  hollow  cylinder  covered  with  wire-cloth  of  different  degrees  of  fineness,  the  finest 
being  at  the  end  which  is  most  elevated.  Within  the  cylinder,  which  is  stationary,  a  circular  brush  re- 
volves, in  contact  with  the  wire-cloth  of  which  it  is  composed.  The  flour  which  is  fed  into  the  cylinder 
is,  by  the  motion  of  the  brush,  sifted  or  rubbed  through  the  wire,  the  finest  through  the  upper  end,  the 
second  through  the  next  division,  and  so  on,  till  the  bran  faUs  tlirough  the  end  of  the  cylinder,  being  too 
coarse  to  pass  through  any  of  the  wires.*  The  different  products  tlius  separated  are  then  stored  in 
sacks,  or  other^vise  disposed  of  as  may  be  most  convenient. 

The  sack-tackle  is  very  simple,  and  will  be  readily  understood  fi"om  the  drawing.  It  consists  of  a 
barrel  H,  provided  with  a  rope  of  sufficient  length  to  reach  to  the  lower  floor  of  the  mill,  and  fitted  to 

•  On  the  processes  undergone  by  the  com  both  previonsly  and  subsequently  to  the  grinding,  much  of  the  success  of  the 
whole  operation  depends.  In  place  of  the  wheat-screen,  an  apparatus  called  a  skeeUng-mill  is  employed  in  some  establish- 
ments. This  consists  of  a  pair  of  ungrooved  millstones  working  at  such  a  distance  apart  that  the  grain  is  merely  rubbed 
between  them,  but  not  cut  or  broken.  From  the  stones  it  is  received  upon  an  inclined  sieve,  where  the  heavier  parts  of  the 
refuse  full  from  it,  and  is  then  exposed  t«  the  blast  of  a  fan  which  deprives  it  of  the  remaining  lighter  portions.  For  dress- 
ing the  fiour,  Atf/Zwn^-machines  are  very  generally  used  either  in  combinal^on  with,  or  in  place  of,  the  dressing-machine* 
deecribed  above.    These  contrivances,  iiowever,  come  more  within  the  province  of  the  miller  than  of  the  mUlwriglit. 
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Literal  References, 

AAA,  the  sheet-iron  sides  of  the 
house  in  wliich  the  mill  is  erected. 

B  B  B,  the  columns  for  supporting  and 
strengthening  the  sides  of  the  house. 

C  C,  horizontal  beams  passing  all  round 
the  house  at  the  level  of  the  firet 
floor. 

DD,  the  roof  formed  of  corrugated 
ii-on. 

E  E,  a  wall  of  mason-work  affording  a 
foundation  for  the  bearings  of  the 
driving  geering,  &c. 

F,  the  steam-engine  by  which  the  mill 
13  driven. 

G  G,  the  boilers. 

II H,  the  flues  and  seat  of  the  boilers. 

Ill,  transverse  cast-iron  beams  for  fur- 
ther strengthening  the  house. 

J  J,  columns  for  supporting  the  beams 

K  K,  the  spur  fly-wheel  of  the  engine. 
L,  pinion  working  into  the  above,  and 

fast  upon 
M  M,  the  main  horizontal  shaft  of  the 

mill. 
NNN,  bevel  nw-rtise-wheels  and  pin- 


ions by  which  the  millstone  spin- 
dles are  driven. 

O  O  O,  the  standards  or  framework  of 
the  grinding  machinery. 

P  P  P,  the  millstone  cases. 

QQ,  the  large  garner  for  uncleaned 
wheat. 

R,  spout  leading  from  the  garner  Q  to 

S,  the  screening-machine. 

S',  the  dressing-machine. 

T,  a  fan  attached  to  the  wheat-screen. 

U,  a  spout  leading  from  the  wheat- 
screen  to 

V  W,  the  fli-st  elevator. 

X,  passage  conducting  the  gi-ain  from 
the  first  elevator  to 

V  Y  Y,  the  creeper  by  which  it  is  dis- 

tributed into 
ZZZ,  the  gai-ners   for   feeding  the 

stones. 
A'  A'  A',  the  feeding  pipes  made  of  tin 

plate. 
B'  B'  B',  the  pipes  by  which  the  flour 

is  withdrawn  from  the  stone-cases 

into 
Y'  Y'  Y',  the  second  creeper-box,  con-" 

ducting  it  to 

V  W    the  siicond  elevator. 


o,  bevel  wheel  and  pinion  giving  mo- 
tion to 

C  C,  the  vertical  shaft  of  the  mill. 

4,  bevel  wheel  and  pinion  giving  mo 
tion  to 

E'  E',  transverse  horizontal  shaft. 

c  c,  a  set  of  small  bevel  geering  giving 
motion  to 

F'  F',  the  longitudinal  horizontal  shaft. 

(I,  pulley  on  the  transverse  shaft  for 
driving  the  screen. 

e,  pulley  on  the  transverse  shaft  for 
driving  the  dressing-machine. 

/,  pulley  on  the  longitudinal  shaft  for 
driving  the  fan. 

gi  pulley  on  the  longitudinal  shaft  for 
driving  the  elevators  and  creepers. 

A,  pulley  on  the  longitudinal  shaft  for 
driving  the  intermediate  shaft. 

j,  pulley  on  the  intermediate  shaft  for 
driving  the  sack-tacklo. 

G',  the  intermediate  shaft  for  convey- 
ing motion  to 

H'  H',  the  sack-tackle. 

r,  a  lever  for  starting  and  stopping  the 
sack-tackle. 

K'  K',  hatchways  by  which  the  sacks 
are  admitted  or  withdrawn. 
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revolve  in  bearings  attached  to  the  roof;  it  receives  motion,  when  required,  from  a  belt  connecting  tlie 
pulley  on  its  axis  with  a  shaft  G'  worked  by  the  engine.  Tlie  lengtli  of  tliis  belt  is  so  adjusted  that  the 
sack-tackle  may  remain  at  rest,  or  be  set  in  motion,  according  as  the  long  lever  I',  (the  action  of  which 
is  to  tighten  or  relax  the  belt  as  may  be  required,)  is  drawn  to  the  right  or  left. 

T]ie  geering  by  which  the  subordinate  machinery  of  the  mill  is  driven  consists,  first,  of  an  upright 
shaft  C  C,  set  in  motion  by  a  pair  of  bevel  wheels  a,  from  the  main  horizontal  shaft  M  M.  This  shaft 
has  its  lower  beaiing  in  an  arched  standard  embracing  the  shaft  M,  and  at  its  upper  extremity  it  is 
supported  by  a  plummer-block  bolted  to  a  double  bracket  D',  imbedded  in  the  wall  E.  Its  motion  ia 
liere  transferred  by  means  of  another  pair  of  bevel  wheels  b,  to  the  hoi:izontal  shaft  E',  passing  trans- 
versely across  the  mill.  On  this  shaft  are  fixed  the  pulleys  d  and  e,  which  drive  the  screening  and  dress- 
ing machines ;  and  a  set  of  small  bevel  wheels  c  c,  serve  to  transmit  the  motion  to  tlie  longitudinal 
sliafts  F'  F',  by  wliich  the  elevators,  creepers,  (fee,  are  propelled ;  as  also  the  short  shaft  G',  by  whicb 
the  sack-tackle  is  driven. 

The  dimensions  of  the  various  wheels,  pinions,  and  pulleys,  employed  in  this  mill,  and  the  velocitie 
imparted  by  them  to  the  machines  driven  by  them  respectively,  are  given  in  a  tabular  form  below. 


Steam-engine  F,  13-Horse  Power  makes  40  Revolutions  of  Crank-shaft  per  Minute. 

Description  of  Geering. 

Driver. 

Driven. 

Result. 
Revolutions  per  Minute. 

* 

Diameter. 
Feet.   In. 

Revolu- 
tions. 

Diameter. 
Feet.   In. 

Spur  Pair  KL 

Bevel  Pairs  NNN. 
Bevel  Pair  a 

9       3| 
3       6 
3       6 
3       0 
1        li 
1       6 

1  6 

2  0 

0  8 

1  0 
1       6 

40 

76 

76 

140 

242 

242 

242 

140 

140 

140 

70 

4     10| 
1     10 
1     10 
1       9 

1    Hi 

1       0 

1  0 
0       6 

2  0 
2       0 
2       0 

76      on  horizontal  shaft  M. 
140     on  the  stones. 
140     on  upright  shaft  C 
242     on  transverse  shaft  E'. 
140     on  longitudmal  shafts  F'  F'. 
363     on  screening-machine  S', 
363      on  dressing-machine  S'. 
560     on  fan  T. 

46.6  on  elevators  and  creepers. 

70     on  intermediate  shaft  G'. 

47     on  sack-tackle  H'. 

Bevel  Pair  b 

Bevel  Pairs  cc 

Pulley  d 

Pulley  e 

Pullev/" 

Pulley  a 

Pulley  h 

Pulley  i  

Details  of  Corn-Mill. — The  figures  exhibit  the  constructive  details  of  the  grinding  apparatus,  and 
of  some  of  the  subordinate  machinery  employed  by  Mr.  Fairbairn  in  all  his  most  recently  erected 
mills,  whatever  may  be  their  extent  and  the  number  of  stones  they  contain.  The  height  of  the  stone 
floor  (or  level  at  which  the  mQl-stones  are  situated)  from  the  foundation  varies  slightly  in  different 
mills,  and  the  diameter  of  the  driving-shaft  must  be  increased  or  diminished  in  proportion  to  the  num- 
ber of  pairs  of  stones  to  be  driven,  and  to  the  distance  of  each  individual  pair  from  the  prime  mover. 
The  only  deviations  from  the  form  and  dimensions  here  given,  are,  in  the  former  case,  to  alter  the 
length  of  that  part  of  the  framing  called  the  cone  B  B,  and  in  the  latter  to  increase  or  diminish  the 
diameter  of  the  bearings  in  the  plummer-block  G  G. 

Enumeration  of  the  Plates. — Fig.  927  is  a  fi-ont  elevation  of  the  grinding  machinery,  exhibiting  the 
external  appearance  of  the  whole. 

Fig.  928  is  a  general  section  taken  on  a  vertical  plane  at  right  angles  to  that  of  the  elevation,  Fig. 
929.     In  this  view  the  millstones  and  the  whole  grinding  apparatus  are  shown  in  combination. 

Fig.  929  represents  a  plan  of  the  cone,  showing  the  number  and  disposition  of  the  adjusting  screws  of 
the  lower  stone. 

Fig.  930,  an  enlarged  external  view  of  the  feeding  tube ;  Fig.  931,  an  enlarged  elevation,  and  Fig. 
932,  a  plan  of  the  lever  for  regulating  the  supply  of  grain  admitted  to  the  stones. 

Fig.  933,  a  plan  of  the  ring  forming  the  top  of  the  tripod  on  which  the  feeding  hopper  is  supported. 

Fig.  934,  a  plan  of  the  ring  by  which  the  adjusting  wedges  of  the  upper  bearing  of  the  mill-spindle 
are  regulated. 

Fig.  935,  an  enlarged  view  of  the  mill-spindle. 

Fig.  936,  an  external  elevation;  Fig.  937,  a  vertical  section;  and  Fig.  938,  a  plan  of  the  Ryne,  or 
crossliead  by  which  the  upper  stone  is  connected  to  the  spindle,  and  the  grain  supplied  to  the  stones. 

Fig.  939  is  a  face  view,  and  Fig.  940,  a  plan  of  the  sockets  in  which  the  ryne  works. 

Fig.  941  is  a  plan  of  one  of  the  millstones,  showing  the  disposition  and  mode  of  drawing  the  grooves 
on  its  surface. 

Fig.  942  is  a  plan  of  the  cast-iron  socket  inserted  into  the  lower  stone,  and  forming  the  upper  bearing 
of  the  mill-spindle ;  Fig.  943,  an  edge  view,  and  Fig.  944,  a  front  view  of  the  brass  bushes  fitted  into 
tlus  socket. 

Fig.  945,  a  face  view,  and  Fig.  946,  an  edge  view  of  one  of  the  wedges  by  which  the  brasses  of  the 
mill-spindle  are  adjusted. 

Fig.  947  is  a  sectional  plan  of  the  principal  standard  or  frame  of  the  mill,  showing  the  mode  of  ad- 
justing the  lower  end  of  the  mill-spindle.  The  line  of  section  is  taken  on  the  dotted  line  1 — 2  in  the 
general  section.  Fig.  928. 

Fig.  948  is  a  sectional  plan  of  the  standard  taken  on  the  line  3 — 4,  Fig.  928,  and  exhibiting  the  mecb' 
anism  for  disengaging  the  driving  pinion  when  necessary. 
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Fig.  949  is  a  partial  section  of  the  standard  and  attached  mechanism.  This  section  is  taken  on  a 
plane  corresponding  with  that  of"  Fig.  927. 

Fig.  950  is  a  side  elevation,  and  Fig.  951,  a  plan  of  the  plimimer-block  of  the  driving-shaft. 

Fig.  952  is  an  external  elevation,  and  Fig.  953,  a  plan  of  the  driving  pinion  of  the  mill. 

Fig.  954  is  a  side  view,  and  Fig.  955,  a  plan  of  the  lever  for  adjusting  the  lever  of  the  upper 
stone. 

Fig.  956  is  an  edge  view ;  Fig.  957,  a  front  view  of  the  screw  and  nut  by  which  the  adjusting  levee 
is  regulated. 

Fig.  958  is  an  edge  view ;  Fig.  959  a  plan  of  the  key  lised  for  working  the  above  adjusting  ap 
paratus. 


Scale. — 16  feet=7  inches. 

The  figures  960  to  965  represent  the  different  subordinate  parts  of  the  mechanism  by  which  the  lower 
end  of  the  mill-spindle  is  supported,  and  its  position  adjusted. 

_  Figs.  966  to  970.     These  figures  represent  the  details  of  the  mechanism  employed  for  raising  the  dri- 
ring  pinion  out  of  geer  with  the  wheel. 

Fig.  971  is  an  external  elevation ;  Fig.  972,  a  vertical  section;  and  Fig.  973,  a  plan,  on  an  enlarged 
VI- •  e,  of  the  sjnall  apparatus  used  for  regulating  the  feeding  of  tlie  mills. 

Figs.  974  to  977.    These  figures  give  a  representation,  on  a  large  scale,  of  the  various  adjusting 
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Bcrevrs  required  in  this  grinding  machinery :  the  first  two  are  for  adjusting  the  lower  end  of  the  mill 
spindle  ;  the  third  for  centering,  and  tlie  fourth  for  levelling  the  lower  or  fixed  stone. 

Figs.  978  to  982.  These  figures  represent  general  and  detailed  views  of  a  species  of  snioU  portable 
crane  or  jack,  employed  for  the  purpose  of  raismg  and  replacing  the  upper  millstones  when  they  re 
quire  to  be  redressed. 

Fig.  983  is  a  side  elevation,  and  984,  an  edge  view  of  the  lower  elevator  framing. 

Figs.  985  to  990.  These  figures  give  minute  representations  of  the  construction  of  the  creeper. 
Figs.  985  and  986  are  a  section  and  external  view  combined  to  show  the  mode  of  junction  of  the  differ- 
ent lengths ;  Fig.  987  is  a  transverse  section  of  the  creeper-box ;  Fig.  988,  a  plan  of  the  plug  or  con- 
Vecting  block ;  Fig.  989,  a  view  of  the  stud  or  journal  which  terminates  the  range,  and  Fig.  990.  of 
iat  wliich  commences  it,  and  on  which  the  driving-pulley  is  keyed. 

929.  934. 


General  Description.  The  Framivg. — A  strong  cast-iron  standard  or  framing  A  A,  securely  bolleu 
to  a  stone  foundation  by  two  holding-down  bolts,  incloses  the  principal  part  of  the  driving  and  adjusting 
geering  for  eacli  pair  of  stones.  It  is  made  somewhat  in  the  form  of  an  oblong  box,  and  is  traversed  by 
two  horizontal  diaphragms  or  partitions,  cast  of  a  piece  with  it,  the  upper  one  for  sustaining  the  lower 
bearings  of  the  mill-spmdle,  and  the  under,  the  plummer-block  of  the  driving-shaft.  It  is  surmounted 
by  a  large  bell-shaped  casting  B  B,  called  the  Cone,  firmly  bolted,  by  a  flange  at  its  lower  end,  to  the 
standard,  while  the  upper  extremity  is  expanded,  and  terminates  in  a  cylinder,  of  a  diameter  somewhat 
greater  tlian  that  of  the  millstones,  the  lower  of  which  rests,  and  is  secured,  within  it.  Two  straight 
and  broad  flanges  are  cast  at  the  opposite  sides  of  the  cylindrical  part,  for  the  purpose  of  bolting  tho 
cone  to  the  beams  of  the  mill,  or  to  the  same  parts  of  tlie  framing  of  the  contiguous  pairs  of  stones, 
while  another  circular  flange  passes  all  round,  for  sustaining  the  flooring.  Tliree  large  openings  are  left 
in  the  upper  part  of  the  cone  to  give  access  to  the  interior,  and  it  is  provided  with  suitable  arrange- 
ments for  the  reception  of  the  several  adjusting  screws  required  for  the  setting  of  the  lower  stone. 

The  Stone- Case  and  Feeding  Hopper. — Above  the  cone,  and  of  tlie  same  diameter  with  the  cylindrical 
part  of  it,  is  placed  the  stone-case  C,  which  surrounds  the  upper  stone,  and  serves  to  confine  the  flour 
which  is  the  result  of  the  grinding.  This  is  simply  a  cylinder  of  thin  sheet-iron,  resting  upon  the  stone 
floor,  and  having  aflixed  to  the  top  of  it  a  ring  of  wood,  on  which  the  tripod  for  supporting  the  feeding 
apparatus  is  set  This  cover  is  made  open  in  order  to  admit  tlie  air  freely  between  and  around  the  stonea 
during  the  process  of  grinding.  A  cast-iron  ring  D,  supported  by  three  malleable-iron  legs  a  a  a,  forma 
I  sort  of  tripod  in  wliich  is  placed  the  hopper  E,  which  receives  the  grab  from  the  garners  above. 
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tlirougli  the  feeding  pipe  b,  and  snpplies  it  to  the  stones  by  means  of  the  feeding  apparatus  to  be  here- 
after described.  A  piece  of  coarse  wire  gauze  is  placed  in  the  hopper  E  to  intercept  any  foreign  body 
that  may  descend  with  the  grain. 

The  driving  Geer. — The  driving  shaft  F  is  part  of  the  line  of  horizontal  shafting  which  is  common 
U.t  the  whole  range,  and  which  receives  its  motion  from  the  prime  mover,  generally  through  the  inter- 
vention of  a  smgle  wheel  and  pinion.  The  velocity  of  this  line  of  shafting  is  usually  from  70  to  80 
revolutions  per  minute,  with  stones  of  the  diameter  of  those  in  our  examples.  The  dift'erent  lengths  of 
which  it  is  composed  are  connected  together  by  couplings  of  the  same  description  as  that  described  and 
represented  at  Figs.  950  and  951.  The  shaft  F  revolves  in  brass  bearings,  fitted  into  a  plummer-block 
G,  bolted  to  a  sole  formed,  as  before  noticed,  in  the  standard  A.  The  strain  of  the  shaft  being  en- 
tirely in  a  downward  direction,  this  plummer-block  requires  no  cover,  the  journal  being  simply  protected 
from  injury  by  a  sliglit  brass  cap. 

A  large  bevel  mortise-wheel  H,  working  into  the  pinion  I,  on  the  mill-spindle,  serves  to  transmit  the 
motion  of  the  shaft  F  to  the  latter.  The  pinion  is  not  fixed  imnioveably  upon  the  spindle,  but  is  capa- 
ble of  sliding  vertically  upon  it  by  means  of  a  sunk  feather. 

Tlie  Mill-Spindle  and  its  Appendarjes. — The  mill-spindle  J  J  is  made  of  the  best  forged-iron,  accu- 
rately turned  over  its  entire  length,  and  rises  perpendicularly  through  the  standard  A,  the  cone  B,  and 
the  lower  millstone.  It  is  attached  to  the  upper,  or  running  stone  by  means  of  a  cast-iron  piece  K, 
called  the  Ryne,  which  combines  this  function  with  that  of  regulating  and  delivering  the  supply  of  grain 
to  the  stones.  It  is  in  the  form  given  to  this  very  important  part  that  Mr.  Fairbaim's  most  recent  im- 
provement in  grinding  machinery  consists.  It  will  be  observed  by  the  drawings,  Figs.  936  to  940,  that 
it  forms  a  species  of  universal  joint ;  the  small  steel  crosshead  c  c  on  the  top  of  the  mill-spindle 
fitting  into  coiresponding  bearings  in  the  ryne,  while  the  projecting  tails  d  d,  cast  upon  it  at  right 
angles  to  the  former,  work  in  similar  bearings  formed  of  small  cast-iron  pieces  sunk  into  the  stone.  By 
this  arrangement  it  will  be  observed,  that  the  connection  between,  the  mill-spindle  and  the  upper  stone 
is  complete,  wliile  at  the  same  time  it  admits  of  the  free  and  unconstrained  action  of  the  latter  against 
the  grinding  surface  of  the  lower  stone. 

The  lower,  or  fixed  stone  is  perforated  by  a  large  square  hole  in  its  centre,  into  which  the  cast-iron 
block  L,  Fig.  942,  is  firmly  fixed  by  slips  of  wood  and  wedges.  Into  this  block  are  fitted  the  three 
brass  bushes  e  e  e,  which  form  the  upper  bearing  of  the  mill-spindle.  These  are  adjusted  by  means 
of  the  wedges  ///,  the  screwed  tails  of  wliich  pass  downwards  through  the  cast-iron  ring  ff,  and  are 
regulated  by  thumb-screws  on  each  side  of  it.  The  large  openings  in  the  cone,  before  alluded  to,  afford 
access  for  the  working  of  these  screws.  Small  semicircular  chambers  are  formed  in  the  socket  L,  be- 
tween each  bush,  and  filled  with  hemp  and  tallow,  for  the  lubrication  of  the  millspindle ;  and  the  whole 
is  carefully  protected  from  dust  by  slips  of  sheet-u-on  screwed  over  it.  Fig.  941. 


T7ie  Millstones. — The  diameter  of  tlie  millstones  most  in  use  at  the  present  day  is  4  feet,  and  their 
thickness  about  12  inches  ;  one-half  of  this  thickness  is  composed  of  French  burr,  a  very  hard,  though 
porous  mineral,  of  a  silicious  nature ;  the  other  half  is  made  up  of  plaster  of  Paris.  In  consequence 
of  the  difficulty  of  obtaining  sufficiently  large  masses  of  the  French  stone,  it  is  usual  to  construct  the 
millstones  in  segments,  which  are  cemented  together,  and  the  whole  firmly  bound  by  iron  hoops  passing 
round  the  circumference.  The  lower  stone  is,  in  the  first  instance,  carefully  dressed  into  a  perfectly  flat, 
plane  surfiice,  but  the  upper  one  is  made  slightly  hollow  for  a  small  distance  from  the  central  aperture, 
BO  as  to  allow  the  grain  to  be  freely  admitted  between  the  stones.  Being  thus  prepared,  grooves  are 
then  cut  on  the  rubbing  surfaces  of  both,  in  the  manner  indicated  in  Fig.  941.  The  circumference  of  the 
stone  is  first  divided  into  eleven  equal  parts  ;*  fines  are  drawn  from  each  division  to  the  centre  ;  these 
radii  determine  the  limits  of  the  grooves  in  each  compartment.  A  chord  b'  c'  is  then  drawn,  joining  the 
bounding  radii  of  any  two  compartments ;  this  chord  is,  of  course,  bisected  by  the  intermediate  radius 
J  a',  in  d'.  Divide  the  line  d'  d  into  four  equal  parts  in  the  points  e'  f  g' ;  and  from  these  points  mark 
off,  on  the  fine  d'  c',  distances  equal  to  the  width  of  the  groove  to  be  cut ;  then  draw  through  all  these 


*  The  mimber  of  channels  formed  in  the  stones,  and  consequently  the  number  of  corapartments,  or  quarters  into  which 
they  are  primarily  divided,  ai-e  vai-icd  by  different  miUers,  but  the  mode  of  drawing  the  lines,  as  here  given,  is  applicable 
ia  all  cases. 
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Literal  References. 

A  A,  the  standard  or  lower  framing 
of  the  gi'inding  machinery. 
B  B,  the  cone  or  upper  framing. 

C,  the  stone-case,  oC  sheet-iron. 

D,  a  cast-iron  ring  forming  the  sup- 
port of  tlie  feeding  hopper,  and  carriwl 
upon 

a  a  a,  three  malleable-iron  legs,  rest- 
ing upon  the  top  of  the  stone-case. 

E,  the  feeding  hopper. 

6,  a  pipe  made  of  thin  sheet-iron, 
supplying  grain  to  the  feeding  hop- 
per from  the  garners  above. 

F,  the  main  driving-shaft. 

G,  the  pluramer-block  in  which  tho^ 
shaft  F  revolves. 

H  the  bevel  mortise-wheel,  com- 
mimicating  the  motion  of  the  shaft 
F,to 

I,  the  pinion  of  the  mill-spindle. 

J,  the  mill-spindle. 

K,  the  ryne  of  cast-iron,  by  which 
the  mill-spindle  is  connected  with  the 
upper  stone,  and  the  feeding  is  regu- 
lated. 

c  d,  the  bearings  of  the  universal  joint 
formed  by  the  ryne. 

L,  the  cast-iron  socket  for  the  upper 
bearings  of  the  mill-spindle. 

e/,  bushes  and  wedges  for  adjusting 
the  upper  beai-ing  of  the  mill-spindle. 

g,  a  thin  cast-iron  plate,  by  means  of 
which  the  wedges  //  are  tightened  and 
retained  in  their  places. 

/tAA,  pinch ing-screwa  for  adjusting 
the  level  of,  and 

an,  pinch ing-screws  for  centering 
the  lower  mill-stone. 

.;,  a  large  brass  nut,  with  jam-nut,  for 
retaining  the  pinion  I  constantly  in  its 
proper  position  with  regai'd  to  the  driv- 
mg  wheel. 

/i,  the  footstep  of  the  mill-spindle,  of 
brass  or  gun-metal. 

li  cast-ii'on  socket  for  the  footstep  k. 

m  m,  pinching-screws  for  adjusting 
the  socket  /. 

n,  the  saddle  or  link  connecting  the 
footstep  k  with 

M,  the  great  lever  for  supporting  and 
regulating  the  position  of  the  mUl- 
spindle. 

N,  the  screwed  rod  for  working  the 
lever  M. 

o,  cast-iron  screw-key  for  the  same. 

O,  the  moveable  feeding-pipe  of 
cast-iron. 

P,  lever  for  regulating  the  position  of 
the  feeding-pipe  O. 

p,  small  column  forming  the  centi-e 
of  motion  of  the  lever  P. 

Q  g,  apparatus  for  working  the  feed- 
ing mechanism. 

R,  a  cast-iron  ring  for  raising  the 
driving  pinion  out  of  geer  with  the 
wheel. 

S,  a  cast-iron  crosshead,  being  part 
of  the  same  apparatus. 

r  r,  upright  rods  connecting  the  crosi 
head  S,  with  the  ring  It. 

3  s,  a,  hand-wheel  for  working  the 
disengaging  geer. 

t,  a  screw  working  through  the  eye 
of  the  hand-wheel  s, 

T  U  V  W,  the  several  parts  of  which 
the  stone  lifting  machine  is  composed. 

u  V,  the  centres  of  motion  on  which 
it  rotates. 

X,  the  lower  elevator-frame,  of  cast- 
iron. 
Y  Y,  the  creeper,  of  cast-iron. 
w  z,  blocks  and  studs  for  connecting 
Uie  adjacent  lengths  of  the  creeper, 
y,  the  brackets  in  which  it  revolves. 
Z  Z,  the  creeper-box,  of  wood. 
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points  of  division  lines  parallel  to  the  radius  J  a',  terminating  them  in  the  radius  J  c'.  These  are  the 
outlines  of  the  grooves,  whicli  are  then  to  be  cut  into  the  stone,  perpendicularly  on  one  side  and  ob- 
liquely oji  the  other,  so  that  each  furrow  shall  have  a  sharp  edge.  The  direction  of  the  grooves  being 
the  same  in  both  upper  and  lower  stones  as  they  lie  on  tlieir  backs  in  the  position  prop<>r  for  being  cu^ 


it  is  obvious  that  when  the  former  is  reversed  and  set  in  motion,  their  sharp  edges  will  meet  each  othea 
after  the  manner  of  a  pair  of  scissors,  (as  partially  shown  by  the  dotted  lines  m  Fig.  941,)  and  thus 
grind  the  corn  more  effectually  when  it  la  subjected  to  the  action  of  the  unbroken  surfaces  between  the 
channels. 
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Adjustment  of  Loioer  Stone. — It  is  of  the  most  essentLal  importance  to  the  proper  working  cf  aiiy 
pair  of  stones,  that  the  grinding  surface  of  the  lower  stone  should  be  perfectly  level,  and  tliat  its  centre 
ehould  be  exactly  perpendicular  above  that  of  the  lower  bearing  of  tlie  mill-spindle.  To  secure  the 
former  of  these  conditions,  tliree  pincliirig-screws  /*  h  h,  are  fitted  into  the  cone,  (that  number  being 
greatly  preferable  to  four  in  adjusting  tiie  level  of  any  surface ;)  and,  bearing  against  small  slif  s  oi 
uon  sunk  into  the  stone,  it  can  be  raised  or  depressed  by  them  to  any  required  extent  The  center inr, 
of  the  stone  is  eifected  by  means  of  four  pinching-screws  iiii,  acting  horizontally  upon  it.  To  secure 
it  against  deviating  from  the  truth  after  having  been  properly  adjusted,  all  these  screws  are  provided 
with  jam-nuts. 

Adjustment  of  Mill-Spindle. — The  lower  bearing  or  footstep  of  the  spindle  J  is  also  made  capable 
of  nice  adjustment,  both  horizontally  and  vertically.  The  former  is  necessary  in  order  to  ensure  the 
accurate  worldng  of  the  driving  wheel  and  pinion,  and  the  latter  to  regulate  the  pressure  of  the  upper 
upon  the  lower  stone,  and  to  compensate  for  the  changes  produced  upon  both  by  the  fi'equent  dressiujrf 
wliich  their  grinding  surfaces  have  to  undergo. 
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The  footstep  k,  which  is  of  gun-metal,  is  turned  and  fitted  accurately  into  a  cast-u-on  socket  I,  resting 
on  the  upper  diaphragm  of  the  standard  A ;  the  hole  into  which  it  is  inserted  and  the  annular  recess  by 
which  it  is  siuTounded  being  made  of  somewhat  greater  diameter  than  the  corresponding  parts  of  the 
socket  itself.  Its  exact  position  is  determined  and  secured  by  the  four  lateral  pinching-screws  m,  m, 
passing  through  the  ring  and  working  in  nuts  fitted  into  recesses  cast  upon  its  interior  surface.  (See 
Figs.  947  and  915.)  The  footstep  k  is  not  fixed  immoveably  into  the  socket  I,  but  is  capable  of  sliding 
vertically  in  it  Its  proper  position,  in  this  direction,  is  regulated  by  means  of  a  strong  malleable- iron 
lever  M,  having  its  centre  of  motion  in  the  back  of  the  standard  A,  while  its  opposite  end  projects 
through  a  slot,  and  is  raised  or  depressed  by  means  of  a  screwed  rod  N,  joined  to  it  and  passing  tlu"ough 
a  projecting  shelf  cast  upon  the  front  of  the  standard.  A  small  link  or  saddle  n,  serves  to  connect  the 
lever  with  the  footstep  k  ;  the  saddle  being  provided  with  a  square  tail  which  is  inserted  into  a  similar 
recess  in  the  under  side  of  the  footstep ;  by  which  means  the  latter  is  prevented  from  turning  in  its 
socket.  Thus  it  will  be  seen  that  the  entire  weight  of  the  upper  stone  and  mill-spindle  rest^  upon  tlie 
lever  M,  and  that  the  mUler  is  enabled  to  vary  at  pleasure  the  pressure  upon  the  grain  between  the 
stones,  and  consequently,  the  degree  of  fineness  of  the  flour  produced,  by  simply  turning  the  nut  of  the 
screw  N  by  means  of  the  key  o. 

Tlie  Feeding  Apparatus. — The  supply  of  grain  admitted  between  the  stones  is  regulated  by  means  of 
a  cast-iron  pipe  0,  open  at  both  ends,  the  lower  end  being  brought  into  close  proximity  with  the  ryne, 
while  the  upper  part  incloses  the  pipe  in  which  the  feeding  hopper  E  terminates.  It  is  suspended  by 
means  of  a  cast-ii-on  lever  P,  wliich  has  its  fulcrum  in  tlie  small  column  p,  depending  from  the  tripod  D. 
A  small  chain  attached  to  the  end  of  the  lever,  and  passing  over  a  friction-pulley  at  the  bottom  of  the 
stone-case,  serves  to  connect  tliis  feeding  apparatus  with  an  ingenious  little  piece  of  mechanism  Q  attached 
to  the  standard,  by  which  the  miller  is  enabled  to  regulate  the  supply  with  the  greatest  nicety. 

This  contrivance  (wliich  is  represented  on  a  large  scale  at  P'ig.  971)  consists  of  a  small  hand-wheel  q, 
working  between  the  cheeks  of  a  double  bracket  bolted  to  the  standard  A.  A  small  screwed  pui  forms 
the  axis  of  this  wheel ;  it  passes  freely  through  the  cheeks  of  the  bracket,  but  is  screwed  into  the  eye 
of  the  hand-wheel,  and  is  prevented  from  turning  with  it  by  means  of  a  feather  inserted  into  the  former 
and  fitting  into  a  groove  cut  throughout  tlie  entire  length  of  the  pin,  to  the  upper  end  of  wliich  the  chain 
is  attached.  By  this  arrangement  it  is  obvious  that  by  turning  the  hand-wheel  q  to  the  right  or  left 
the  small  pin  wUl  be  raised  or  depressed,  and,  through  the  intervening  mechanism,  the  size  of  the  open- 
ing between  the  mouth  of  the  feeding-pipe  O  and  the  ryne  will  be  increased  or  diminished. 

The  form  given  to  the  upper  siu-face  of  the  ryne  may  be  looked  upon  as  the  highest  point  of  perfection 
to  which  this  important  part  of  grinding  machinery  can  be  carried.  We  have  been  at  great  pains  to  give 
an  accurate  representation  of  it  in  orj  various  views,  (see  J'igs.  928,  936,  937,  938,  939,  and  940.) 
The  principle  by  whicli  its  form  is  determined  is,  that  tlie  centrifugal  force  of  the  running  stone  shall 
be  employed  in  tlie  most  effectual  manner  to  distribute  the  com  equally -over  every  point  of  its  surface, 
while  at  the  same  time,  the  supply  admitted  shall  be  ."susceptible  of  the  nicest  possible  adjustment 
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The  Disengaging  Apparatus. — The  driving  pinion  I  is  fitted  upon  the  mill-spindle  so  as  to  bo  capable 
of  sliding  up  and  down  upon  a  sunk  feather.  When  fully  in  geer  with  the  wheel  H,  it  rests  upon  a  coUar 
fonned  on  the  upper  surface  of  a  large  brass  nut  j",  by  which  the  miller  is  enabled  to  keep  the  pinion 
invariably  in  its  proper  position  with  regard  to  the  wheel,  independently  of  the  position  of  the  spindle, 
which,  as  we  have  before  had  occasion  to  remark,  requires  to  be  slightly  lowered  every  time  the  stones 
are  dressed.     When  properly  adjusted,  the  pinion  is  secured  to  the  spindle  by  a  tapered  key. 

It  is,  however,  necessary  to  throw  each  pair  of  stones,  periodically,  out  of  geer  with  tlie  general  range, 
to  admit  of  their  being  dressed,  <fec.  For  this  purpose  the  tapered  key  is  removed  and  the  pinion  raised 
out  of  contact  with  the  teeth  of  its  driving-wheel  by  means  of  a  species  of  small  jack  or  lifting  apparatus 
attached  to  the  standard,  the  component  parts  of  which  we  shall  now  briefly  enumerate.  A  cast-iron 
rhig  R,  supported  upon  two  upright  rods  r  r,  is  brought  into  contact  with  the  under  surface  of  the  pinion 
by  turning  the  hand-wheel  s,  which  is  screwed  upon  its  axis  t,  and  carries  with  it  in  its  ascent,  the  cross- 
head  S,  into  the  ends  of  which  the  lower  extremities  of  the  rods  r  r  are  inserted.  Tlie  screw  t  is  fixed 
into  a  socket  cast  upon  the  under  surface  of  the  lower  diaphragm  of  the  standard,  and  tlie  connecting 
rods  r  r  pass  through  holes  formed  for  their  reception  in  both  diaplu-agms ;  being  set  in  a  diagonal  direc- 
tion in  order  to  clear  the  lever  M,  and  other  important  parts  of  the  machinery. 

On  turning  the  hand-wheel  in  the  contrary  direction,  the  weight  of  tiie  pinion  again  brings  it  into  its 
working  position. 

The  Stone-lifting  Machine. — Fig.  978  is  a  representation  of  a  portable  lifting  apparatus,  for  raising 
the  upper  stones  from  their  beds  and  depositing  them  on  t.  e  floor  of  the  mill,  when  they  require  to 
undergo  the  process  of  dressing.  It  consists  of  a  strong  malleable-iron  arm  T  T,  bent  into  a  form  nearly 
approaching  to  a  quadrant ;  the  lower  end  works  in  a  cast-iron  step  v,  inserted  into  the  stone  floor,  while 
its  upper  extremity  is  supported  by  a  strong  rod  LT,  fitted  to  rotate  upon  a  stud  u,  fixed  into  a  cast- 
iron  plate  (Fig.  981)  bolted  to  the  beams  which  support  the  floor  above.  The  fixed  centres  u  and  v 
are  so  situated  that  the  machine  shall  command  two  contiguous  pairs  of  stones,  and  the  end  of  the 
rod  U  is  made  of  such  a  form  as  to  admit  of  its  being  easily  disengaged  from  the  stud ;  when  the 
entire  machine  may  be  removed.  A  strong  screw  V,  passing  through  the  arm  T,  and  worked  by  means 
of  a  nut  formed  mto  a  double  handle,  carries  at  its  lower  end  the  two  comiecting  links  W  W,  which  are 
attached  to  the  stone  by  two  studs  temporaVily  mserted  into  it  at  points  diametrically  opposite.  The 
links  W  W  are  bent  so  as  to  admit  of  the  stone  being  inverted  while  it  is  suspended  in  the  lifting 
machine.  The  running  stone  is  retained  in  its  place  in  the  mill  simply  by  its  own  weight ;  it  is, 
therefore,  only  necessary  to  raise  it  out  of  its  bearings  when  the  grinding  surfaces  require  examination 
or  repair. 

The  Elevators  and  Creepers. — Figs.  983  and  984  are  a  representation  of  the  form  given  to  the ' 
lower  elevator- frame ;  the  nature  and  construction  of  this  machine  having  been  fully  noticed  in  our 
previous  description,  it  is  not  necessary  further  to  advert  to  them.  The  creeper,  however.  Fig.  985,  is 
an  object  of  greater  interest.  The  material  employed  is  cast-iron ;  the  creeper  is  made  in  six  feet  lengths ; 
each  length  being  in  the  form  of  a  tube,  3^  inches  in  diameter,  and  about  f  of  an  inch  thick,  with  broad 
leaves  or  threads  cast  round  it  in  the  form  of  an  Archimedean  screw.  The  thickness  of  the  threads  does 
not  exceed  ^^  of  an  inch  at  the  outer  extremity. 

The  different  lengths  of  wliich  the  entire  creeper  is  composed,  are  joined  together  by  short  malleable- 
iron  studs  x  x,  forming  also  the  journals  on  which  it  revolves.  These  are  made  with  square  tails  fitted 
into  similar  holes  formed  in  the  centre  of  the  small  cylindrical  blocks  w  w,  which  are  carefully  turned 
on  their  exterior  surfaces,  and  driven  into  the  open  ends  of  the  pipes  Y  Y,  previously  bored  to  the 
same  diameter.  This  construction  at  once  insures  a  strictly  rectilinear  axis  for  the  entire  range,  what- 
ever may  be  its  length.  Minor  details  will  be  understood  by  a  simple  reference  to  the  figures.  The 
arrow  indicates  the  direction  in  which  a  creeper,  constructed  in  the  manner  shown  in  the  general  view, 
would  propel  the  grain. 

CORN-SlILLS  of  MM.  Cartier  and  Armengaud,  Sen.  The  corn-mills  after  the  American  system, 
have  undergone  useful  and  important  alterations  since  their  introduction  into  France,  though  but 
recently  introduced.  Tliis  system  was  followed  but  slowly  from  the  difference  in  its  operation  from 
that  of  the  French  mills.  The  owners  of  the  old  mills  were  satisfied  with  the  work  done,  with  Uttlc 
care  on  their  part  respecting  improvements. 

It  is  only  since  the  importation  of  the  American  process  that  this  industry  has  received  a  ncAV  impulse, 
and  that  a  new  era  has  commenced ;  for  this  system  has  driven  before  it  the  routine  with  which  the  old 
system  was  encumbered.  The  new  system  was  already  well  known  all  over  England  when  it  made  its 
appearance  in  France,  where  it  received  great  amelioration. 

The  old  method  required  a  large  number  of  hands,  while  the  new  supplies  their  place,  or  rather  their 
work,  by  the  ingenious  motions  imparted  to  the  different  parts  of  the  mills  by  the  machinery. 

The  construction  of  the  different  pieces,  as  well  as  their  disposition,  are  not  always  similar ;  the  mill 
of  Cartier  and  Armengaud  appears  to  us  the  most  worthy  of  notice ;  there  ai'e  ten  couples  of  millstones 
set  in  motion  by  the  same  hydraulic  wheeL 

Explanation  of  the  Figures. 

Fig.  991,  front  exterior  view  of  the  mechanism  of  the  mill,  (first  system.) 

Fig.  992,  a  vertical  section  of  the  axis  on  the  line  1 — 2,  of  the  plan.  Fig.  997,  (second  system.) 

Fig.  993,  a  vertical  section,  perpendicular  to  the  preceding,  on  the  fine  3 — 4,  Fig.  996.' 

Fig.  994,  a  section  through  the  axis  of  a  stone  and  of  a  pillar,  on  the  line  5 — 6,  Fig.  995. 

Fig.  995,  a  horizontal  section  above  tlie  platform,  parallel  to  the  line  7 — 8,  of  the  preceding  Fig. 

Fig.  996,  the  general  plan  of  the  first  system,  showing  the  disposition  of  the  millstones.     This  plan 

eshibits  the  work  at  different  heights,  in  order  to  bring  under  observation  the  covers  of  the  stones,  the 

inferior  stones  and  their  flooring,  the  triangles  and  frames  which  contain  them. 

Fig.  997.  the  general  plan  of  the  second  =v'teni,  with  disposition  altogether  similar  t^  *he  first.     The 
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horizontal  sections  are  here  represented  at  different  depths  underneath  the  frame-work  of  the  stones, 
exliibiting  the  pinions  of  the  stones  and  the  horizontal  wheel  commanding  them,  the  pedestals  into 
which  are  inserted  the  ends  of  the  axles  of  the  stones,  the  pillars  and  circular  platform  which  givo" 
support  to  the  whole. 


Figs.  998  and  999,  a  vertical  section  and  plan  of  the  iron  axle  of  a  mill-stone. 

Figs,  1000  and  1001,  a  vertical  section  and  plan  of  the  superior  portion  of  one  of  the  cast-iron  pede» 
tals. 
Fig.  1002,  a  steel  socket  on  which  the  iron  axle  of  the  mill  turns. 
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References  to  Figs,  from  991  to  1002. 


A,  circular  stone-work,  on  which  the  whole  system,  com- 
posed of  six  couple  of  stones  rest. 

B,  the  circular  platform  of  cast-iron  placed  on  the  stone 
frame-work. 

C,  six  iron  pillars  of  equal  height,  fixed  to  the  jilatform  by 
pins  which  penetrate  them  their  whole  length,  and  also 
the  stone  circle. 

D,  the  cast-iron  rim,  made  of  one  solid  piece ;  the  pins  of 
the  pillai-s  also  penetrate  it,  thus  flxuig  them  firmly  to 
this  rim. 

(I,  six  long  pins  traversing  the  rim,  the  pillars,  the  platform, 
and  all  the  thickness  of  the  stone-work,  thus  firmly  bind- 
ing ilie  different  parts  to  each  other. 

E,  six  cast-iron  cases  resting  on  the  cornice,  in  which  the 
lower  millstone  is  contained. 

F,  cast-iron  triangles,  placed  at  the  bottom  of  the  cases,  in 
order  to  give  the  position  required  to  the  under  mill- 
stones. 

ft,  screws  adapted  to  the  triangles,  to  govern  them. 

c,  iron  plate  fixed  to  the  rim,  into  which  the  resting-rods  L 

are  screwed,  receiving  the  pressm-e  exercised  by  the  nuts 
of  the  pins  o. 

d.  Fig.  996,  square-headed  screws  binding  the  cases  to  the 

rim. 

i,  round-headed  screws  holding  the  immoveable  stones. 

F',  immoveable  stones,  of  the  diameter  of  4-26  feet,  iron- 
bound,  and  borne  upon  the  triangles  F ;  they  are  fur- 
rowed, as  indicated  in  Fig.  990. 

F*,  rimning  wheel,  of  the  same  diameter,  revolvmg  above 
the  former.    They  are  also  4-2()  feet  diameter. 

G,  vertical  axles  in  cast-iron  of  the  running  wheels  moving 
them. 

/",  cast-iron  bushing  of  a  conical  shape,  adapted  to  the 

axle  G. 
(T,  cast-iron  chuck,  having  two  arms  contained  within  /, 

attached  by  their  extremities  to  the  moveable  stone,  and 

held  in  equilibrio  upon  steel  disks,  adapted  to  the  axle  of 

the  stones,  and  having  a  spherical  part,  which  serves  as 

a  pivot  to  the  centre  of  the  chuck. 
H,  cast-iron  cylinder  fixed  to  the  nether  millstones,  Figs. 

997  and  998. 
A,  flat  pillow  in  bronze,  contained  within  H,  and  bearing 

against  the  iron  axles  of  the  millstones. 
A',  braces ;  they  are  of  cast-iron,  placed  in  the  bottom  of 

the  drums,  and  fixed  to  them;  they  serve  to  keep  the 

pillows  firmly  fixed. 
h\  cast-iron  wedges,  pressing  the  pillows  against  each  other, 
t",  steel  pins,  adapted  to  the  interior  portion  of  the  iron 

axles  connected  with  the  stones. 
i2,  Fig.  1002,  steel  socket,  in  which  the  ends  of  the  axle  { 

rest. 
I,  vertical  rods  of  iron,  by  which  the  axles  and  consequently 

the  millstones  are  raised. 
J,  cast-iron  pedestals,  mostly  round,  and  pinned  by  their 

base  to  the  circular  platform. 
;,  cast-iron  sockets,  placed  in  the  superior  part  of  the  pedes- 
tals ;  their  shape  is  seen  in  Fig.  1(H)0. 
f,  brass  socket  made  to  be  adapted  to  the  cups  j ;  they 

rest  upon  the  summit  of  the  vertical  rods  I,  to  rise  and 

descend  with  them,  and  receive  the  sockets  P. 
p,  a  screw  to  set  the  sockets  in  the  centre,  and  consequently 

the  axles  of  the  millstones. 
K,  cast-iron  balance-beam,  connected  with  the  resting-rods. 
/.-,  iron  bolts,  serving  to  rest  one  end  of  the  beam  K ;  a  nut 

maintains  each  of  the  bolts  fixed  to  the  platform. 
L,  long  rod,  connected  to  the  beam  K,  but  allowed  to  re- 
volve round  its  own  axis. 
/,  a  portion  of  Ij,  of  a  greater  diameter  than  the  rest,  and 

tapped  at  the  height  of  the  rim. 
I',  cast-iron  fly-wheel,  at  the  summit  of  each  rod  L,  in  order 

to  turn  them  by  the  hand. 
M,  large   cast-iron   cog-wheels,  communicating  witli    the 

moving  wheel  M',  and  transmitting  theu-  movement  to 

the  two  systems. 
M',  vertical  moving  wheel  in  cast-iron,  in  two  pieces,  and 

adapted  to  the  axle  of  a  hydraulic  wheel, 
m,  cast-iron  bushing  round  each  axle  of  the  pinions;  they 

can  slide  on  it  laterally. 
to',  screw,  by  which  the  bushing  is  made  to  engage  with  its 

pillion ;  it  is  disengaged  at  will,  when  it  is  to  put  in  or 

out  of  geer. 
N,  two  cast-iron  shafts,  beai-ing  the  pinions  M,  and  the  bevel 

wheels  O, 


n,  cast-iron  fulcrum,  having  brass  pillows,  on  which  the 
turning  pieces  of  the  two  shafts  N  resl ;  their  plates 
are  set  in  a  groove  made  in  the  stones  suppoiting  them. 

O,  bevel  with  wooden  cogs,  and  fitted  to  the  shafts  N. 

P,  cast-iron  pinions. 

Q,  vertical  shafts  in  cast-iron,  turned  their  whole  length, 
bearing  the  pinions  P. 

Q',  iron  shaft,  fitted  to  the  summit  of  the  preceding  axles, 
and  going  towards  the  upper  stories  to  work  the  clean- 
ing bolting  apparatus. 

R,  a  horizontal  wheel,  with  six  anns,  ending  in  eai-s  pinned 
to  the  boxes  of  the  millstones ;  its  centre  has  three  brass 
flat  pillows,  which  keep  the  axle  in  a  vertical  position: 
force-screws  press  them  at  will. 

0,  keys,  which  maintain  the  pinions  and  the  wheels  S  at  the 
height  determined  for  them,  to  prevent  their  fall,  in  case 
the  screws  which  keep  them  fixed  to  their  axle  should 
become  loose. 

p,  steel  extremity  of  every  vertical  shaft  to  which  it  is 
adapted,  having  a  conical  shape;  the  contact  sufflcfss 
to  keep  them  connected. 

R',  gi-eat  chair  in  cast-iron ;  the  basis  of  which  is  solidly 
pimied  to  the  stone  R^. 

R2,  a  lai-ge  stone  placed  at  the  centre  of  the  works,  so  diu 
posed  as  to  bear  both  systems. 

g,  rest-rod  of  the  vertical  axle ;  it  is  made  of  iron,  flanged 
at  its  uiferior  portion,  which  goes  through  a  imt  in 
iron  r. 

r,  nut,  in  iron,  with  square  flanges,  placed  upon  the  centre 
of  the  base  of  R'. 

r',  brass  socket,  adapted  to  a  cast-iron  mufl",  and  containing 
a  steel  bed,  similar  to  that  of  the  millstone  axles;  it  re- 
ceives the  point  of  the  vertical  shaft,  and  is  governed  by 
four  screws. 

S,  a  horizontal  wheel,  having  fine  wooden  teeth,  and  fitted 
to  the  vertical  shafts. 

T,  straight  pinions,  made  of  cast-iron,  adapted  to  the  axles 
of  the  stones,  and  to  which  the  rotatory  motion  is  given 
by  the  horizontal  wheel  S. 

tf,  wooden  box  surrounding  the  millstones ;  it  is  placed 
upon  the  fiooring  of  the  first  stoiy. 

V,  brass  hopper,  distributing  the  grain  to  the  stones. 

s,  zinc  pipe,  communicating  with  the  hopper,  which  is 
placed  in  the  second  story.    Valves  open  and  close  it. 

t,  brass  tube,  fitted  into  the  lower  pait  of  the  hoppers,  and 
descending  as  far  as  t^.  , 

£',  small  tube,  enclosed  within  the  last,  when  its  opening  is 
to  be  lessened  before  grinding  the  corn. 

«,  cross  iron  bar,  the  exti'emities  of  which  are  supporied 
by  screws;  their  oflTice  is  to  keep  the  tubes  t  at  the 
desired  height. 

V,  small  cast-iron  supports,  attached  to  the  lids  of  the  mill- 
stone box. 

X,  a  great  circular  shoot,  in  wood  or  sheet-iron,  in  which 
the  ground  corn  is  received  at  its  exit  from  the  Btones ; 
it  rests  upon  the  wheel  R. 

Y,  spui'-wheel,  of  cast-iron  ;  it  turns  upon  the  vertical  shaft, 
and  gives  attachment  to  the  moveable  branches  of  the 
shoot. 

X,  six  irou' branches,  attached  with  pins  to  the  eare  of  the 
wheel  y,  which  rotates  them  very  slowly. 

x',  wooden  plates,  fixed  to  the  extremities  of  the  branches  x , 
they  turn  with  them  within  the  shoot,  carrying  forward 
the  meal  to  the  box  of  the  endless  screw. 

y,  pinion,  commanding  the  wheel  Y. 

y',  strait  wheel,  cast  with  the  preceding  pinion,  and  fixed 
with  it  to  an  iron  gudgeon,  adapted  to  one  of  the  arms 
of  R. 

y^,  a  similar  wheel  on  the  vertical  shaft,  and  transmitting  its 
movement  to  y'. 

Z,  an  endless  screw,  made  of  wood,  having  an  iron  axis 
and  a  wooden  screw ;  it  is  inclosed  within  a  rectangular 
box  of  wood,  into  which  the  meal  from  the  shoot  is  re- 
ceived. 

Z',  an  oaken  box,  in  which  the  ground  gi-ain  falls. 

z,  a  double  pulley,  moimted  upon  the  extremity  of  the  end- 
less screw,  and  free  on  this  axle. 

2',  an  endless  chain,  with  tin  buckets,  fixed  at  intervals,  in 
order  to  raise  the  meal  from  the  box  Z  to  the  room 
where  it  is  allowed  to  cool. 

2^,  a  small  pulley,  commanding  the  endless  screw. 
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CORN  ELEVATOR,  Steam:  PagirCs  Patent.  In  the  new  warehouses  attached  to  tlie  Atlantic 
Docks,  Brooklyn,  there  are  several  of  these  very  useful  engines  erected.  Also  one  on  the  river  ibr  dis- 
charging grain-laden  ships  in  the  stream  or  alongside  the  piers :  the  latter  is  called  the  floating  eleva- 
tor. The  extremity  of  the  shoot  C  is  inserted  m  the  hold  of  the  vessel  about  to  be  discharged,  its  height 
being  regulated  by  the  guide-frame  and  pulleys.  Fig.  1003.  The  machine  is  put  in  motion  by  means  of 
the  prune  mover  A  and  band-wheel  B,  when  by  means  of  a  series  of  tin  dippers  attached  to  a  belt  of 
gutta  porclia  or  leather,  tightly  stretched  over  the  wheels  at  B  and  C,  the  corn  is  'wrought  up  to  a  height 
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of  76  feet,  and  discharged  by  means  of  the  small  spout  attached  to  the  elevator  into  the  weighing  ma- 
chine ;  from  thence,  by  a  repetition  of  the  same  contrivance,  it  is  taken  through  the  building  to  a  shoot 
on  the  roo^  containing  an  Archimedean  screw,  by  the  use  of  -wluch  and  the  elevator  the  grain  may  not 
only  be  placed  on  any  particular  floor  in  the  warehouse,  but  may  be  transhipped  (having  been  weighed 
in  its  passage)  either  wholly  or  partially  for  Europe,  or  any  other  destination. 

This  apparatus  was  erected  by  Barton,  of  Buffalo,  and  by  means  of  a  small  high-pressure  engine. 
lO-horse  power,  will  raise  2600  bushels  of  grain  16  feet  high  per  hour,  and  distribute  or  tranship  as 
described. 

CORN-MILL,  Old  Union.  In  order  to  render  our  series  of  Corn-Mill  drawings  complete,  -we  have 
given  in  Fig.  1004  a  representation  of  the  arrangement  of  the  stones,  garners,  <fec.,  in  an  extensive  estab- 
lishment fitted  by  Sir.  Fairbairn  with  macliinery  identical,  in  all  important  particulars,  with  that  which 
we  have  detailed  in  the  preceding  figures  and  descriptions. 

This  mill  contains  seventeen  pairs  of  stones.  The  whole  are  disposed  in  one  straight  line,  close 
to  the  wall  of  the  mill — which  arrangement,  on  account  of  its  undoubted  superiority  to  any  other,  ha? 
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induced  us  to  select  this  example.    The  flour  produced  is,  for  the  most  part,  consumed  by  an  extensive 
baking  establishment  adjoming  the  premises,  and  belonging  to  the  same  proprietors. 

For  our  present  purposes,  we  have  deemed  it  necessary  to  give  only  a  sectional  elevation,  on  a  small 
scale,  and  of  a  somewhat  sketchy  nature.  The  line  of  section  must  not  be  supposed  to  be  taken  in  one 
vertical  plane,  but  to  vary  in  order  to  exhibit  most  distinctly  the  different  parts. 

Description. — Two  powerful  steam-engines  are  employed  to  drive  the  machinery  of  this  mill ;  one  of 
these  communicates  its  motion  to  the  line  of  horizontal  shafting,  near  the  end  of  the  range,  by  means  of 
a  great  bevel-wheel  A,  keyed  to  the  crank-shaft,  and  working  into  the  bevel  mortise-pinion  B  upon  the 
mill-shaft ;  the  other,  by  means  of  a  spur  fly-wheel  working  into  the  mortise-pinion  C,  situated  towards 
the  centre  of  the  range.  By  thus  applying  the  power  at  two  points,  the  weight  of  shafting  and  con.se- 
quent  loss  from  friction,  &c.,  is  materially  diminished. 

From  the  driving-shaft  D  D  D,  the  power  is  communicated  by  the  bevel  pairs  a  a  a,  to  the  mill-spin- 
dles, which  are  provided  with  suitable  bearings  and  adjusting  geer,  in  all  respects  identical  with  that 
•we  have  already  described.  Between  the  first  and  second  pairs  of  stones,  one  of  the  standards  E  is 
employed  for  the  purpose  at  once  of  giving  great  stability  and  firmness  to  the  shaft  D  at  the  point 
where  it  receives  the  strain  of  the  first  engine,  and  of  affording  the  means  of  transmitting  its  motion  to 
the  upright  shaft  driving  the  lighter  machinery  of  the  mill.  A  strong  cast-iron  bracket  b,  bolted  through 
the  wall  of  the  mill,  abuts  against  the  framing,  and  the  mtermediate  stays  c  c  bind  all  three  together 
laterally. 

Each  of  the  feeding  hoppers  ddd  is  supported  by  a  liglit  cast-iron  framing  e,  resting  upon  slendei 
•columns ;  the  tripodal  form  is,  however,  preferable  to  this. 

The  feeding-pipes  H  H  H  are  of  tinned  plate,  so  constructed  as  to  be  easily  withdrawn  from  their  con- 
nection with  the  wheat-garners  when  the  stones  are  taken  up  ;  and  at  the  top  of  each  is  a  small  valve  or 
slide  h,  to  shut  off  the  supply  of  wheat.  Above  these  points  the  passage  of  the  grain  from  the  cleaned 
wlieat-garners  is  effected  by  means  of  wooden  spouts  III,  converging  to  and  communicating  with  them. 

The  cleaned  wheat-gamers  J  J  J  are  three  in  number,  and  are  situated  on  the  top  floor  of  the  mill, 
immediately  over  the  stones.  Between,  and  in  front  of  these,  are  the  garners  K  K,  which  receive  the 
wheat  as  it  is  first  brought  to  the  mill,  and  deliver  it,  by  means  of  numerous  spouts  or  openings  in  the 
floor,  to  the  great  uncleaned  wheat-garners  L  L,  situated  on  the  machine  flat.  From  these  the  un- 
dressed wheat  is  conveyed,  by  means  of  a  creeper  and  elevator,  into  the  sci'een  M,  whence  it  falls 
through  the  spout  P  into  an  elevator  on  the  stone  floor,  by  wliich  it  is  again  raised  to  the  upper  story 
and  distributed,  by  another  creeper,  into  the  cleaned  wheat-garners  J  J  J. 

The  vertical  shaft  i  i  is  continued  upwards  till  it  terminates  near  the  roof  of  the  machine  floor.  Then 
ita  motion  is  transferred  by  means  of  a  short  transverse  shaft,  (which  we  have  purposely  omitted  in  our 
drawing  for  the  sake  of  simplicity,)  and  two  pairs  of  bevel  wheels,  to  the  long  horizontal  range  of  shaft- 
ing k  k,  on  which  are  fixed  numerous  pulleys  for  diiving  the  various  subordinate  machinery  of  the  mill. 

The  pulley  I  drives  the  lower  creeper.  The  pulley  p  drives  the  second  elevator. 

"         "       m    "      the  upper  creeper.  "         "       q     "      the  fan  (belt  working  over 

"         "       n     "      the  sack-tackle.  guide  pulleys.) 

"         "       G      "      the  first  elevator.  "         "       r      "      the  wheat-screen. 

The  dressing  and  bolting  machines  are  driven  by  pulleys  on  the  transverse  shaft  The  apparatus  Q 
for  raising  the  stones  is  shown  here  in  action ;  it  may  be  remarked  that  it  is  found  necessary,  in  this 
mill,  to  keep  a  couple  of  stone-dressers  in  constant  employment ;  each  pair  of  stones  being,  in  success- 
sion,  thrown  out  of  geer  for  twenty-four  hours,  to  imdergo  the  process  of  redressing. 

Calculation  of  Velocities. 


l8t  Steam-engine  makes  48  Revolutions  of  Crank-shaft  per  Minute. 
2d            do.                   22            do.                  do.            do. 

Description  of  geering. 

Driver. 

Driven. 

Result. 
Revolutions  per  Minute. 

Diameter. 

Uevolu- 
tions. 

Diameter. 

Bevel  pair  A  B 

Ft.      In. 
6     8| 

18     21 
3     6 
3     0 
1     6 

48 
22 
71-57 
132 
184 

Ft.      In. 

4  6       ) 

5  1       ] 

1  lOi 

2  H 
1     10 

71  "57  on  horizontal  shaft  D. 

132  on  the  millstones  and  upright  i. 
184  on  the  transverse  shaft. 
149  on  the  longitudinal  shaft  k. 

Spur  fly-wheel  into  C... 
Bevel  pairs  aaa 

1st  pair  of  small  bevels 
2d          do.             do.... 

Diameter  of  the  millstones,  4  feet. 

Literal  References  to  Fig.  1004. 

A,  the  great  bevel-wheel  on  the  crank-shaft  of  first  engine. 

B,  the  pinion  on  the  mill-shaft  working  into  the  above. 

0,  a  spur  cog-pinion  on  the  mill-shaft  driven  by  the  spiu:  fly-wheel  of  the  second  engine: 

U  D  D,  the  range  of  mill  shafting. 

E  E  E,  the  standards  or  lower  framing  of  tlie  mills. 

F  F  F,  the  cones  or  upper  framing  of  the  mill. 

G  G  G.  the  stone-cases. 
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a  a  a,  the  bevel  wheels  and  pinions  for  driving  the  mill-spindles. 
6,  a  strong  bracket  for  strengthening  the  bearing  of  the  pinion  B. 
c  c,  two  cast-iron  cross-stays  for  the  same  purpose. 
ddd,  the  feeding  hoppers. 
eee,  the  frames  supporting  the  feeding  hoppers. 
ffft  the  cast-iron  moveable  feeding-pipes. 

cfffff,  the  small  screw  and  hand-wheel  for  working  the  feeding  apparatus.- 
H  H  H,  sheet-iron  feeding-pipes  from  the  machine  floor  to  the  hoppers. 
h  h  h,  slides  for  shutting  off  the  supply  of  wheat  when  necessary. 

Ill,  wooden  spouts  or  square  pipes  for  leading  the  grain  to  the  feeding-pipes  H H H  from 
J  J  J,  the  cleaned  wheat-garners  on  the  top  floor  of  the  mill. 
K  K,  the  first  uncleaned  wheat-gamers  emptying  their  contents  into 
L  L  L,  the  great  imcleaned  wheat-garners  on  the  machine  floor. 
M,  the  brasher  or  wheat-screen. 
N,  the  fan  attached  to  the  wheat-screen. 

O,  passage  of  the  blast,  carrying  the  dust,  <fec.,  outside  of  the  mdL 
P,  passage  of  the  cleaned  wheat  to  the  second  elevator. 
i  i,  the  upright  shaft  for  driving  the  light  machinery  of  the  mill. 
_;',  a  pair  of  bevels  between  the  upright  shaft  and 
k,  tlie  range  of  longitudinal  shafting  down  the  mill. 
Imnopqrs,  pidleys  for  driving  the  various  light  machinery'. 
Q,  tlie  stone-lifting  macliine  shown  in  operation. 

1 1 1,  studs  affixed  to  the  beams  supporting  the  machme  floor,  affording  fixed  centres  for  the  workii^ 
)i  the  lifting  machine  Q. 


CORN-SHELLER.  Fig.  1005  is  a  perspective  view  of  L.  M.  Whitman's  com-sheller.  A  is  the  frame, 
B  is  a  concave  bed  made  of  cast-iron  plates,  with  projections  on  their  inside  surfaces.  D  is  a  cast-iron 
cylinder  having  projections  cast  on  its  outside  surface.  The  ears  of  corn  are  fed  in  between  the  roller 
and  the^concave  bed  through  M,  on  the  other  side  of  the  lid  R,  and  the  cylinder  being  set  in  motion, 
are  carried  round  between  the  cylinder  and  concave  bed,  and  all  the  corn  removed  from  the  cob ;  the 
cob  is  carried  round  to  the  rake  teeth  seen  above  DD,  and  is  thrown  over  the  frame  P,  and  falls  over 
the  side  of  the  machine.  The  concave  bed  is  hung  on  strong  springs  E  E,  which  allow  it  to  spring  to 
the  various  sizes  of  the  ears  of  corn — making  it  flexible  for  that  purpose.  The  plates  C,  which  form 
the  concave  bed,  arc  placed  a  small  distance  apart  from  one  another,  so  that  the  corn  falls  down  be- 
tween them  into  an  inclined  conduit,  which  carries  the  corn  below  H,  a  revolving  set  of  fans,  where,  the 
grain  is  perfectly  cleaned ;  the  dust,  &c.,  being  blown  out  through  an  opening  below  S.  and  tlit  corn 
being  heavier,  passes  into  the  granary  or  receptacle  out  of  the  opening  T. 

COROSOS,  or  Nut  Ivory.     See  Woods,  varieties  of. 
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COTTON.  The  process  of  manufacturing  into  cloth. — The  cotton  from  the  bale  is  first  sorted, 
find  it  is  then  subjected  to  the  action  of  a  large  and  powerful  machine  called  a  vnllow.  This  machine 
consists  of  au  inner  frame-work,  capable  of  revolving  with  very  great  rapidity,  and  enclosed  in  an  outer 
case.  Upon  the  four  edges  of  the  inner  frame  are  fixed  a  series  of  iron  pins  or  pegs,  which  in  their  ro- 
tation pass  between  other  similar  pins  fixed  to  the  inner  surface  of  the  outer  case.  Now  if  a  quantity  of 
cotton  be  put  in  the  receptacle  be',  ween  the  inner  and  outer  frames,  and  the  inner  one  be  made  to  rotate, 
the  clotted  locks  of  cotton,  tossed  about  within  the  machine,  are  caught  by  the  various  iron  pins,  and 
torn  open  fibre  by  fibre.  All  the  dirt  and  other  impurities  which  may  have  been  mixed  with  the  cotton 
are  at  the  same  time  separated  from  it,  and  made  to  fall  through  a  kind  of  grating. 

The  next  process  is  to  complete  the  opening  and  cleansing  thus  begun.  This  process  is  called  "  pick- 
ing." The  cotton  is  laid  upon  a  kind  of  endless  apron,  which  by  its  movement  copveys  its  burden  to  & 
fitting  spot,  where  flat  bars,  carried  rapidly  around,  strike  the  cotton  violently  as  its  exudes  from  between 
two  rollers,  and  thus  separates  the  fibres  most  thoroughly.  There  is  also  a  particular  kind  of  fan  or 
vane,  so  arranged  as  to  produce  a  powerful  draught,  by  which  all  the  dirt  and  dust  are  carried  up  and 
conveyed  away — not  only  out  of  the  machine,  but  out  of  the  room,  and  out  of  the  factory  itself. 

The  cotton  is  now  in  the  form  of  a  very  clean,  light  downy  fleece  called  a  lap,  consisting  of  short 
fibres  thoroughly  disentangled.  But  these  fibres  are  not  parallel ;  they  lie  across  each  other  at  every 
imaginable  angle,  and  any  attempt  to  combine  them  together  in  this  state  would  be  fruitless :  they  must 
be  rendered  parallel,  and  to  effect  this  is  the  object  of  carding.  The  cotton  is  brought  into  the  form  of 
a  '  lap,'  or  flat  layer  by  the  "  picker,"  and  in  that  state  transferred  to  the  carding-engine. 

The  cotton  leaves  the  carding-engine  in  the  state  of  a  delicate,  flat,  narrow  strip  or  riband,  called  a 
sliver;  and  these  slivers  have  now  to  be  converted  into  (Zrawin^s  by  being  elongated,  narrowed,  and 
thinned  to  a  still  more  delicate  condition.  In  the  first  place  the  slivers  are  collected  in  tall  cans,  gener- 
ally either  four  or  six  in  number,  on  one  side  of  '  draioing-frame,^  and  are  from  thence  carried  upwards  to 
*wo  pair  of  rollers,  the  two  rollers  of  each  pair  revolving  in  contact.  Here  all  the  slivers  or  cardings  are 
collected  into  one  group,  and^re  dra^vn  between  the  rollers  by  the  rotation  of  the  latter.  Now  if  these 
rollers  all  revolved  equally  fast,  the  cotton  would  leave  them  with  the  same  united  thickness  as  when  it 
entered  ;  but  the  last  pair  revolve  quicker  than  the  first,  so  as  to  draw  out  the  cotton  into  a  more  attenu- 
ated riband ;  because  the  more  slowly-revolving  rollers  do  not  supply  the  material  fast  enough  for  the 
maintenance  of  the  original  thickness.  This  is  perhaps  the  most  important  principle  in  the  whole  range 
of  the  cotton  manufacture  ;  for  it  is  exhibited  alike  in  the  present  process  and  in  the  next  two  which 
follow.  All  the  four  or  six  slivers  are  connected  into  one  befoi-e  being  caught  between  the  rollers ;  and 
after  leaving  the  rollers,  the  united  '  drawing'  passes  through  a  kind  of  trumpet-shaped  funnel,  and 
thence  conducted  into  a  tall  can,  round  the  interior  of  which  it  coils  itself.  One  consequence  of  the 
drawing  process,  if  properly  conducted,  is  that  the  drawing  is  perfectly  equal  in  thickness  in  every  part, 
and  formed  of  parallel  fibres  ;  and  in  order  to  ensure  this,  the  drawing  is  repeated  more  than  once,  each 
narrow  riband  being  '  doubled '  with  others  before  each  successive  drawing. 

The  slender  ribands  thus  produced  next  pass  through  the  '  roving-machine,'  where  they  are  brought 
to  the  state  of  rovings.  In  many  respects  the  process  of  roving  is  similar  to  that  of  drawing,  inasmuch 
as  it  draws  out  the  cotton  to  a  state  of  still  greater  attenuation ;  but  as  the  cotton,  in  its  now  reduced 
thickness,  has  scarcely  cohesive  strength  enough  to  make  the  fibres  hold  together,  the  roving  has  a  slight 
twist  given  to  it,  by  which  it  is  converted  into  a  loose  kind  of  thread  or  spongy  cord. 

The  '  bobbin-and-fly  frame  '  consists  of  a  system  of  vertical  spindles,  on  each  of  which  is  placed  a  reel 
or  bobbin,  and  also  a  kind  of  fork  called  a  'fly,'  still  farther  removed  than  the  bobbin  from  the  axis  of 
the  spindle.  The  drawing  or  delicate  sliver  of  cotton  is  first  drawn  through  or  between  rollers,  and 
elongated  to  the  state  of  a  roving  ;  then  this  roving  passes  down  a  tube  in  one  prong  of  the  foi-k  or  fly, 
and  becomes  twisted  by  the  revolution  of  the  fly  round  the  bobbin,  Avhile  at  the  same  time  the  twisted 
roving  becomes  wound  with  great  regularity  upon  the  bobbin.  The  machine  in  fact  performs  three  dif- 
ferent and  distinct  operations ;  it  first  attenuates  the  '  drawing'  to  a  state  of  still  greater  thinness  and 
delicacy  than  it  had  before  ;  it  then  gives  to  the  '  roving '  thus  produced  a  slight  twist,  sufficient  to  en- 
able the  fibres  to  cohere ;  and  lastly,  it  winds  this  twisted  roving  upon  a  bobbin,  on  which  it  is  conven- 
iently transferred  to  the  spinning-machine.  Instead  of  the  bobbin  and  fly  frame,  in  this  country  the 
speeder  and  stretcher  are  more  commonly  used,  especially  on  the  coarse  yarns. 

We  then  come  to  the  spinning  process,  which  finally  presents  the  cotton  in  a  state  fit  for  the  weaver, 
by  elongating  the  roving  till  it  contain  in  thickness  exactly  as  many  fibres  as  are  necessary  to  produce 
the  required  size  of  yarns,  and  twisting  of  these  fibres  into  a  compact  thread. 

In  modem  cotton-factories  the  spinning-machines  partake  of  the  character  either  of  Arkwright's 
or  of  Crompton's  machines,  i.  e.  the  throstle  and  mule ;  the  first  for  the  stronger,  and  the  latter  for 
the  finer  work.  Some  factories  have  both  throstles  and  mules,  arranged  in  dif^rent  parts  of  the 
building. 

The  yarn  produced  by  these  two  classes  of  machines  is  appropriated  to  various  purposes  according  to 
its  fineness,  strength,  hardness,  smoothness,  and  other  qualities.  Some  is  employed  as  warp  or  long 
threads  for  coarse  goods ;  some  for  teefi  or  cross-threads ;  some  for  printing  calicoes ;  some  for  fine 
muslins ;  some  for  cotton  hosiery  ;  some  for  bobbin-net ;  some  for  sewing-cotton. 

But  before  the  weaving  is  effected,  there  are  many  intermediate  steps  to  bo  attended  to,  sucli  as  '  dress- 
ing,' '  beaming,'  '  winding,'  '  warping,'  &c.  The  dressing  is  a  process  by  which  either  melted  size  or 
flour  paste  is  applied  to  the  yam  used  as  warp,  as  a  means  of  rendering  it  smooth  and  stiff.  The  thread."! 
of  yam  spread  out  in  a  parallel  layer,  after  dipping  into  a  trough  of  paste,  are  rubbed  by  two  moveable 
brushes,  by  which  the  paste  is  laid  smoothly  over  the^  surface,  and  the  threads  are  then  dried  by  passing 
over  steam-heated  cylinders  or  boxes. 

The  long  threads  of  a  piece  of  cloth  or  cotton,  called  the  warp,  are  fixed  to  the  weaving-loom,  while 
iross-threads  called  the  weft,  are  fixed  to  the  shuttle.     The  process  of '  winding'  is  that  by  which  tho 
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weft  is  transferred  from  the  bobbins  to  the  shuttle,  and  is  done  in  a  very  simple  manner  by  means  of  a 
wheel.  The  process  of  '  warping'  is  more  complicated.  Supposing  there  to  be  a  thousand  threads  in  the 
width  of  a  piece  of  cloth,  then  the  yarn,  wound  on  the  bobbins  as  it  leaves  the  hands  of  the  spirmers, 
must  be  so  uncovered  and  laid  out  as  to  form  a  thousand  lengths,  constituting,  when  laid  parallel,  the 
warp  of  the  intended  cloth. 

The  arrangements  here  described  are  for  the  purpose  of  arranging  parallel  as  many  threads  as  will 
form  the  width  of  the  piece  of  cloth  to  be  woven;  and  all  these  threads  collected  are  called  the  warp. 
This  warp,  being  removed  from  the  warping-mill  or  frame,  is  next  '  beamed,'  or  wound  on  the  beam  of 
the  loom.  The  threads  in  this  latter  process  are  wound  as  evenly  as  possible  on  the  beam ;  a  kind 
of  comb  being  used  to  lay  them  parallel,  and  to  spread  them  out  to  about  the  intended  width  of  the  cloth. 
Arrangements  are  then  made  for  drawing  or  attaching  the  warp-threads  individually  to  certain  mechan- 
ism of  the  loom.  At  about  the  middle  .of  every  lieddle  or  string  is  a  loop  or  eye,  through  which  the 
warp-yarns  are  drawn,  one  through  each  eye ;  and  the  passing  of  the  yarns  through  these  loops  consti- 
tutes the  '  drawing.'  Half  of  the  warp-yarns,  that  is,  every  alternate  yarn,  pass  through  the  loops  in 
one  leaf  ofheddles,  and  the  other  half  through  the  other  leaf;  and  as  the  two  leaves  are  so  connected  by 
pullies  as  to  cause  one  to  rise  when  the  other  sinks,  the  warp  becomes  divided  in  two  portions,  one  above 
the  other,  near  the  anterior  end  of  the  loom. 

COUNTER.     See  Gas. 

COUNTER  PROPORTIONAL,  by  W.  H.  Lindsay.  The  construction  and  operation  of  this  instru- 
ment, will,  with  the  aid  of  the  drawing,  be  readily  understood. 

Whatever  distance  or  quantity  a  space  from  point  to  point,  as  from  3  to  4  on  the  outer  circle  of  the 
dial-plate,  is  intended  to  represent,  is  attained  by  proportioning  the  arm  n  2,  and  the  segment  of  toothed- 


wheel  V,  to  the  length  of  the  stroke  made  by  the  rack  r.  To  facilitate  the  adjustment  with  the  greatest 
accuracy,  the  radius  of  the  counter-arm  n  2  can  be  lengthened  or  shortened  by  means  of  the  pin  w,  which 
can  be  shifted  up  or  down  in  the  slot ;  and  when  the  proper  distance  is  obtained,  made  fast  by  a  nut  OE 
the  back  side  of  the  arm.  The  ratchet-wheel  c,  and  centre  pin  e,  which  passes  through  an  eye  in  the 
shoulder  of  the  cross-piece  k,  on  the  frame  b,  give  motion  to  the  dial  hands.  The  ratchet-wheel  is 
moved  in  proportion  to  the  length  of  stroke  communicated  to  the  counter-arm  n  2,  by  means  of  four  or 
five  pawls  or  catches/,  each  a  little  longer  than  the  other:  for  instance,  if  the  space  between  two  teeth 
on  the  ratchet-wheel  be  divided  into  four  equal  parts,  and  four  or  five  pawls  are  used,  they  are  each 
longer  than  the  other  by  that  distance ;  by  which  means,  one  or  more  of  the  set  are  always  in  contacl 
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with  the  tooth  nearest  their  points,  thereby  obtaining  a  continuous  bearing  or  hold  of  tlie  ratchet-wheel, 
■without  the  possibility  of  the  least  slip  or  play.  The  moveable  pawls  f  all  work  on  tlie  same  centre  or 
pin  on  the  arm  d,  which  works  on  tlie  same  centre  as  tlie  ratchet- wlicei.  Tlie  pawls  are  made  of  steel ; 
their  points  are  kept  in  contact  with  the  tooth  nearest  to  them,  by  means  of  the  curved  elongation  of 
each  pressing  agauist  tlie  pin  /t  1  on  the  off-side  of  the  arm,  to  prevent  the  least  slip  or  return  of  the 
ratchet-wheel  during  the  back  travel  of  the  arm  Avith  the  pawls,  or  whilst  the  pawls  are  moving  back 
over  the  teetli.  Catches  ff,  of  the  same  construction  and  number  as  those  on  the  arm,  are  placed  on  the 
frame  b,  working  on  a  pin  in  it,  so  that  their  ends  are  pressed  into  the  space  between  the  two  nearest 
teeth  on  the  ratchet-wheel,  to  render  the  stop-catches  more  effective.  The  ends  of  the  spring  i,  which 
is  a  piece  of  brass  bent  or  curved,  and  slit  into  as  many  pieces  as  there  are  catches  for  it  to  act  on. 
presses  against  the  curved  part  of  the  catches.  The  guard  I  crosses  the  arm  d,  keeping  the  arm  and 
catches  steady  when  moving.  The  pin  m,  in  the  centre  of  the  arm,  passes  through  the  slot  in  the  back 
of  the  counter,  to  which  the  counter-arm  is  made  fast  by  a  nut 

The  counter's  operation  requires  but  little  explanation :  the  length  of  stroke  of  tlie  rack  being  deter- 
mined, say  12  inches,  and  the  pin  in  the  slot  adjusted  by  that  length  of  travel,  so  that  the  hand  on  the 
outer  circle  of  the  dial-plate  exactly  makes  a  space,  as  from  3  to  4.  Wliatever  distance  within  12 
inches  the  rack  moves  forward,  say  3,  5,  8,  or  10  inches,  it  will  give  motion  to  the  ratchet-wheel  and 
hand  only  in  tliat  proportion,  the  stop-catches  allowing  the  ratchet-wheel  to  move  round  during  the 
forward  motion  of  the  rack ;  but  on  tlie  back  travel  of  the  rack-arm  and  catches,  they  being  pressed  by 
theu"  own  as  well  as  the  springs  i  into  the  space  between  the  teeth  nearest  their  ends,  prevents  not 
only  the  return  of  the  ratchet-wheel,  but  also  the  least  slip  or  return,  by  which  means  the  face  hands 
remain  where  they  were  carried  to  during  the  forward  motion  of  the  rack ;  from  which  it  will  be  seen 
that  whatever  the  index,  or  from  point  to  point  on  the  outer  circle  represents  whether  distance  or  quan- 
tity, by  communicating  motion  to  the  rock  a  given  distance,  it  will,  on  inspection  of  the  dial-plate  at  any 
time,  be  found  what  has  been  performed. 

COVE.     Any  kind  of  concave  moulding ;  the  concavity  of  an  arch  or  of  a  ceiling. 

CRAB.  A  moveable  machine,  made  similar  to  a  capstan,  and  used  for  similar  purposes.  The  term 
is  sometimes  employed  for  a  species  of  moveable  windlass,  fitted  with  geers  and  cranks. 

CRACKER  AND  BISCUIT  MACHINE.  It  is  highly  important  where  large  quantities  of  biscuit 
lire  made  for  sea,  either  for  the  commercial  or  war  marine,  that  there  should  be  some  machine  for  the 
speedy  preparing  of  such  kind  of  provisions,  so  as  to  preserve  the  flavor  and  quality  of  the  flour,  which 
we  well  know  is  not  the  case  with  all  kinds  of  bread,  as  some  will  not  keep  fresh  longer  than  two  or 
three  days.  The  machine  represented  in  tlie  engraving  was  patented  some  years  ago  by  W.  R. 
Nevins ;  and  although  there  have  been  a  number  of  macliines  built  for  the  same  purpose,  yet  good 
judges  have  pronounced  it  to  be  the  best  machine  of  tlie  kind  in  existence,  and  in  its  present  im- 
proved condition,  without  a  rival.  One  of  these  machines  was  put  up  at  St.  Augustine  duruig  the  Florida 
war,  and  it  was  of  great  benefit  to  the  troops  there.  It  has  been  examined  by  commissioners  of  the 
British  navy,  and  has  met  their  entu-e  approbation.  The  Brazilian  government  has  also  requested  one 
to  be  sent  them,  and  there  are  others  in  use  at  Norfolk,  Va.,  and  Louisville,  Ky. 


Description. — A  A  A  A  is  the  frame.  B  B  are  two  feeding-rollers,  the  dough  being  fed  into  them  on 
ihe  board  C.  D  D  is  an  endless  band  the  same  width  as  the  feed-rollers.  This  band  is  for  carrying  the 
dough  from  the  feed-rollers  to  the  cutters  and  forward  off  the  cutters  on  the  band-frame  Y,  to  be  taken 
off  after  the  dough  is  cut  into  the  desired  size  and  form.  The  frame  Y,  on  which  the  band  D  runs  over 
the  roller  C,  can  sUde  imder  the  macliine  when  the  machine  is  not  in  operati*/n,  so  as  to  occupy  as  httle 
room  as  possible.  P  is  a  crank  for  working  the  machine,  and  on  the  crank-shaft  is  a  cog-wheel  0, 
meshing  into  a  larger  cog-wheel  N.  Tlie  cog-wheel  N  moves  the  cutters,  not  in  a  rotary  motion,  but  up 
and  down,  cutting  the  biscuit  clean  by  the  reciprocating  motion  ingeniously  combined  with  the  rotary 
oy  two  eccentrics  on  the  shaft,  ■which  will  be  observed  between  N  and  the  larger,  or  fly-wheel,  on  the 
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ather  side  of  the  frame.  While  the  cutters  are  moved  by  N,  the  shaft  of  0  gives  motion  to  the  cog- 
wlieels  on  the  other  side  of  the  frame,  and  by  the  accumulation  of  power  on  the  fly-wheel  the  whole 
apparatus  is  very  easily  worivcd.  The  cog-wheel  G  meshes  into  the  cog-wheel  R,  for  the  purpose  of 
giving  the  feed-rollers  a  uniform  speed,  something  very  necessary,  as  bakers  know,  so  that  there  may 
not  be  too  mucli  friction  by  the  rollers,  in  which  case  crackers  and  biscuits  are  afterwards  apt  to  split 
open,  and  in  warm  latitudes  soon  spoil.  The  endless  band  is  made  to  bring  forward  tlie  dougli  by  two 
cranks,  one  seen  on  the  opposite  side  of  tlie  frame,  inside  of  the  fly-wheel,  which  works  a  pendulum 
sliaft  below  the  handle  P,  on  which  is  a  cord  passing  over  a  pulley  at  the  end  of  the  feed-board  C  ;  on 
the  end  of  this  cord  is  a  weight  which  works  by  the  pendulum  the  toothed  pulley,  on  which  is  a  clamp 
to  slip  and  cut  the  exact  distance  tlie  band  is  wanted  to  move  for  every  cut  of  the  cutters,  for  tlie  band  D 
passes  over  the  roller  of  the  toothed  pulley,  on  which  is  the  cord,  and  round  by  C.  There  is  a  slot  in 
the  pendulum  sliaft,  so  that  the  pin  can  be  moved  up  or  down,  for  a  long  or  short  cut,  and  by  the  sliifting 
or  changing  the  tooth-wheels  0  and  N,  the  speed  of  the  cutters  will  be  increased  whUe  the  rest  of  the 
machine  keeps  a  unifoim  motion.  It  wiU  be  observed  that  the  cutters  do  not  fall  or  press  down  upon 
the  canvas  direct  from  the  shaft,  there  is  a  plate  between  the  canvas  and  the  cutters,  so  that  a  tine 
clean  cut  is  made  through  the  dough. 

One  of  these  machines  with  cutters  only  for  three  biscuit  in  the  breadth  of  the  frame,  has  cut  as  fast 
as  one  in  use  in  the  British  navy  with  fifty  cutters,  tlius  sliowing  a  great  superiority.  But  the  best 
recommendation  comes  fi'om  those  who  have  them  in  operation,  Mr.  Stratton,  of  Brooklyn,  and  Mr. 
Wilson,  of  this  city,  who  speak  in  the  highest  terras  of  their  qualities.  This  machine  is  the  invention  of 
Mr  W  R.  Nevins,  No.  609  Greenwich-street,  New  York,  who  manufactures  them. 


1010. 


1011. 


1016. 


1015. 


CRANES.  Fairbaim's  Tubular  Cranes.  These  improvements  consist  in  constructing  the  jib  of  stich 
machines  of  metal  plates,  so  arranged  and  combined  as  to  form  a  connected  series  of  tubular  or  cellu- 
lar compartments,  instead  of  forming  the  jib  of  one  solid  piece  as  heretofore. 

Fig.  1010  is  a  vertical  section  of  a  crane  constructed  according  to  said  invention,  and  calcuintpil  fw  lift- 
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ing  or  hoisting  weights  up  to  about  eight  tons.  Fig.  1011  is  an  elevation  of  the  same ;  figs.  1012  and  1013 
are  cross  sections  on  the  lines  ah,  cd ;  and  fig.  1014  a  transverse  vertical  section  on  the  line  ih.  A  A  is 
the  jib,  which  in  its  general  outline  is  of  a  crane-neck  form,  but  rectangular  in  its  cross  sections,  as 
shown  in  fig.  1013,  The  four  sides  are  formed  of  metal  plates  firmly  riveted  together.  Along  the  edges, 
the  connection  of  the  plates  is  effected  by  means  of  pieces  of  angle  iron.  The  connections  of  the  plates  at 
the  cross  joints,  on  the  convex  or  upper  side  of  the  jib,  are  made  by  the  riveting  on  of  a  plate  which  covers 
or  overlaps  the  ends  of  the  two  plates  to  be  joined ;  the  rivets  at  this  part  are  disposed  as  represented  iij 
fig.  1015  (a  plan  of  the  top  plates),  and  known  as  "  chain  riveting."  B  B  is  the  pillar  which  is  firmly  se- 
cured by  a  base  plate  ^,  to  a  stone  fovmdation  B,*  and  fits  at  top  into  a  cup-shaped  bearing  C,  which  is 
firaily  secured  to  the  side  plates  of  the  jib,  at  or  near  to  the  point  where  the  curvature  commences,  and 
on  which  bearing  the  jib  is  free  to  revolve.  Fig.  1014  is  a  transverse  vertical  section  of  the  lower  part  of 
the  jib,  showing  the  manner  of  fitting  the  bearings  for  the  chain  barrel,  (which  is  placed  in  the  interior,) 
and  the  spindles  and  shafts  of  the  wheel  gearing  by  which  the  power  is  applied  thereto.  D  is  the  chain 
pulley,  which  is  inserted  in  an  aperture  formed  in  the  top  of  the  jib.  The  chain  passing  over  this  pulley 
enters  the  interior  of  the  crane,  and  is  continued  down  to  the  chain  barrel.  E  is  a  pulk^y  or  roller, 
which  is  interposed  about  half  way  between  the  chain  pulley  and  the  chain  barrel,  for  th<  purpose  of 
preventing  the  chain  rubbing  against  the  plates.     Fig.  1016  is  a  plan  of  the  lower  plates. 


fig.  1017  is  a  vertical  section  of  another  crane,  constructed  on  the  same  principle  as  that  which  bai 
ust  been  described,  but  calculated  for  lifting  much  greater  weights  (say  20  tons) ;  it  differs  in  having 
the  lower  or  concave  side  A  A  of  the  jib  strengthened  by  means  of  three  additional  plates  B,  B,  B,  where- 
by the  interior  is  divided  into  one  large  and  three  smaller  cells,  as  shown  in  figs.  1018  and  1019,  which  are 
cross  sections  on  the  lines  a  h  and  c  d  of  fig.  1017.  This  arrangement  of  the  cells  to  strengthen  the  lower 
or  concave  side  is  advisable,  in  order  to  obtain  sufficient  resistance  to  the  compression  exerted  by  the 
load  lifted,  without  unnecessarily  increasing  the  weight  of  the  other  parts. 

Travelling  cranes  are  constructed  somewhat  similar  in  their  upper  works  to  the  Foundry  Crane,  figs. 
1025,  1026  ;  but  instead  of  a  single  post  or  support,  there  are  two  horses  or  spreading  frames  which  are 
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flipported  on  trunks,  admitting  of  traverse  in  one  direction  on  a  line  of  rails,  whilst  the  truck,  as  EF 
fig.  1026,  admits  of  a  motion  at  right  angles  to  the  former. 

McNicoU  and  Venon's  Patent  Steam  Tkavelling  Crane. 

This  machine,  like  the  ordinary  hand  travelling  crane,  moves  upon  a  tram  road  laid  upon  longitudi- 
nal heams,  raised  from  15  to  20  feet  ahove  the  level  of  the  ground,  the  heams  heing  supported  at  inter- 
vals hy  uprights.  A  square  shaft  a,  (figs.  1020  and  1022,)  2. J-  inch  diameter,  runs  the  entire  length  of  the 
tram  road,  and  is  attached  to  the  longitudinal  heams  hy  movable  support,  bbb.  This  shaft  is  connect- 
ed at  one  extremity  to  the  engine.  Upon  it,  and  revolving  with  it,  is  placed  a  drum,  c,  which  works  by 
means  of  a  leather  belt,  the  pulley  d,  attached  to  the  Iboving  platform.  The  pulley  d,  is  fixed  on  th 
shaft  e,  upon  which  are  placed  the  bevel  wheels,  which  impart  the  threefold  motion  to  the  crane.     Tu 


Devel  wheelsyy)  which  revolve  freely  on  the  shaft,  are  made  so  as  to  turn  the  bevel  wheel  ff,  by  means 
of  the  clutch  box  h,  which  is  attached  to  the  shaft ;  so  that  by  withdrawing  the  clutch  box  from  one  of 
the  bevel  wheels  and  putting  it  in  gear  with  the  other,  the  motion  of  the  bevel  wheel  ff,  is  reversed,  and 
when  the  clutch  box  is  out  of  gear  the  bevel  wheel  ff  is  stationary.  The  bevel  wheel  ff,  is  fastened  upon 
the  small  shaft  ?',  to  the  other  end  of  which  is  attached  the  pinion  J,  which  works  the  spur  Avheel  fixed  to 
the  roller  wheel  k,  and  imparts  the  longitudinal  motion  to  the  whole  platform.  As  the  platform  would 
otherwise  move  away  from  the  drum  c,  which  communicates  the  motion,  it  is  made  to  slide  freely  upon 
the  shaft,  and  being  attached  to  the  moving  platform  by  means  of  the  rod  I,  it  always  preserves  its  rel- 
ative position  with  regard  to  the  pulley  d.  The  difficulty  of  making  the  drum  pass  over  the  numerous 
brackets,  that  a  long  shaft  must  necessarily  have  to  support  it,  is  overcome  by  makihg  the  brackets 
swing  on  a  centre,  so  that  when  the  drum  c,  protected  by  the  guard  n,  comes  in  contact  with  one  of  the 
brackets,  b  b,  it  yields  as  shown  in  fig.  1020,  and  allows  the  drum  to  pass  over  it.  Immediately  it  has  so 
passed,  the  weight  of  the  lower  extremity  of  the  bracket  causes  it  to  resume  its  position,  and  the  ma- 
chine passes  on  to  the  next  bracket,  where  the  operation  is  repeated.  In  order  to  present  the  shock 
that  would  be  felt  in  putting  in  motion  so  heavy  a  body  as  a  travelling  crane  of  50  feet  span,  carrying 
in  addition  to  its  own  weight,  a  load  of  3  or  4  tons,  a  friction  roller  o,  is  made  to  press  upon  the  leather 
belt  that  passes  round  the  drum  c,  and  the  pulley  d,  so  that  before  putting  the  machine  in  gear,  the  fric- 
tion roller  is  raised ;  the  machine  is  then  put  in  gear,  and  the  friction  roller  gradually  lowered.  The 
momentary  slipping  of  the  belt  round  the  pulley  d,  when  the  weight  of  the  friction  roller  is  only  par- 
tially resting  upon  it,  causes  the  machine  to  move  forward  with  an  easy  motion,  and  directly  it  is  under 
way,  the  friction  roller  is  allowed  to  bear  with  the  whole  of  its  weight,  and  the  crane  then  moves  for- 
ward with  its  load,  at  its  usual  speed  of  100  feet  in  45  seconds. 

The  hoisting  motion  is  obtained  by  communicating  the  power  through  the  bevel  wheels  q  q,  and  the 
5haft  r,  to  the  barrel  s,  round  which  the  chain  revolves.  In  order  to  render  the  hoisting  motion  inde- 
Dendent  of  the  transverse  motion,  the  hoisting  chain  passes  from  the  barrel  round  which  it  is  coiled  to 
■.he  truck  t,  and  after  passing  over  the  pulley  u,  under  the  snatch  block  v,  and  over  the  pulley  iv,  it  is 
finally  attached  to  the  point  x,  at  the  extreme  end  of  the  platform.  To  hoist  a  weight  therefore,  it  is 
merely  necessary  that  the  handle  y,  which  communicates  with  the  clutch  box  z,  should  be  moved  a 
few  inches. 

The  transverse  motion  is  imparted  to  the  load  by  means  of  the  barrel  'a,  which  is  worked  from  th 
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shaft  c,  by  the  beve^  wheels  '6  'b,  and  clutch  box  'c,  in  the  same  manner  as  the  long^itudinal  and  the 
hoisting  motions.  Two  chains  are  attached  to  the  barrel  in  siicli  a  way,  that  one  winds  when  the  other 
unwinds.  One  of  these  chains  is  attached  to  the  small  truck  t,  at  'd,  and  the  other  is  carried  round  the 
pulley  'e,  and  fastened  to  the  truck  at  '/,  so  that  by  alternately  pulling  the  clutch  box  'c,  in  geer  with 
one  or  other  of  the  bevel  wheels  '6  'b,  by  means  of  the  handle  'ff,  the  truck,  and  with  it  the  load,  is 
noved  backwards  or  upwards  along  the  platform   at  right  angles  with  the  motion  of  the  platfonn  itself 


Each  of  the  above — the  longitudinal,  the  transverse,  and  the  hoisting  motions,  can  be  used  indcpen- 
lently  of  either  of  the  others ;  or  any  two  of  the  motions  may  be  used  in  combination ;  or  the  whole 
.hrce  may  be  u-sed  simultaneously.  For  instance ;  at  the  same  time  that  a  weight  attached  to  the  hook 
'h  is  being  raised  from  the  ground  by  the  barrel  s,  the  truck  t,  and  consequently  the  load  suspended  on 
the  chain,  may  be  moved  in  the  direction  'i  or  %  at  the  same  time  that  the  longitudinal  n.^tion  is  impart- 
ed to  the  whole  platfonn  by  the  roller  k. 
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Fig.  1023  represents  an  elevation  and  fig.  1024  a  plan  of  a  moveable  crane,  arranged  and  used  foi 
laying  the  voussoirs  in  the  inverted  arches  of  the  United  States  Dry  Dock  at  Brooklyn,  New  York,  hv  Wm 
J.  Mc  Alpine,  predecessor  to  Mr.  Stewart,  the  present  Chief  Engineer. 


1028. 


^/^ 


Scale.— 8  foct=l  inch. 


This  crane  has  been  used  for  hoisting  stone  weighing  from  ten  to  fifteen  thousand  pounds,  at  the 
extremity  of  the  arm,  -which  describes  a  cu-cle  of  fifty  feet  diameter.  It  has  also  been  used  with  an  out- 
rigger, by  which  stones  from  three  to  five  tons  weight  were  hoisted  ten  feet  beyond  the  extremity  of 
the  arm. 

A  similar  crane  was  used  by  the  same  engineer  in  the  construction  of  the  locks  of  the  enlarged  Erie 
Canal     A  movea>)le  sheave  traversed  along  the  arm  of  tho  crane,  which  was  laid  on  an  inclination 
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towards  the  mast  of  twenty  degrees.     By  the  use  of  the  "  Siamese  blocks,"  the  stone  is  moved  towards 
or  from  the  mast  and  hoisted  or  lowered  with  the  accuracy  reqnsite  for  setting  fine-cut  stono 


/ig.  1026  is  a  side,  and  fig.  1027  an  end  elevation  of  a  FotJNDRT  Crane  as  constructed  at  the  Lowell 
Machine  Shop.  It  is  operated  as  follows :  the  weight  is  suspended  from  the  sheave  J,  and  is  raised  by 
the  chain  passing  over  the  pulleys  H  and  K,  and  around  upon  the  barrel  C,  either  by  the  boom  A  or 
the  pinion  L,  according  to  the  weight  to  be  raised.  The  pulley  H  is  suspended  from  a  carriage  support- 
ed oy  the  wheels  E  and  F,  traversing  on  rails  at  the  top  of  the  cope.  Motion  in  or  out  is  given  to  this 
carriage  by  means  of  the  upright  shaft  and  bevel  wheels  at  B  and  P,  which  causes  the  drum  D  to  re- 
volve, and  draw  either  at  the  upper  part  of  the  chain,  which  passing  over  the  pulley  G,  is  attached  to 
the  outer  extremity  of  the  carriage,  or  at  the  lower  part  of  the  chain,  which  is  fastened  to  the  inner  ex- 
tremity. 

CRANE.     See  Derrick. 

CRANK.  Elucidation  of  the  principles  of  the  action  of  the  crank  as  used  for  the  conversion  of  a  re- 
ciprocating into  a  rotary  motion.    With  a  pair  of  compasses  describe  a  circle,  draw  s>  line  through  the 
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centre ;  from  one  point  of  the  intersection  of  this  line  with  the  circle  divide  the  latter  into  twenty  eqnal 
parts,  20  and  10  occurring  at  these  points :  now  suppose  that  the  constant  pressure  of  the  steam  in  the 
cylinder  be  represented  by  100,  this  pressure  is  communicated  to  the  crank  by  means  of  a  connecting- 
rod,  and  we  will  suppose  that  the  above  circle  is  the  circle  described  by  the  crank-pin  0  and  20  coinci- 
ding, and  with  the  division  10  forming  a  right  line  with  the  centre  of  crank-shaft  and  the  centre  of  the 
cylinder ;  of  course  the  point  0  or  20  and  the  point  10  are  the  two  points  where  the  pressure  in  the  cylin- 
der has  no  effect  in  turning  the  crank,  called  the  "  dead  points.''  The  points  5  and  15  are  the  points  at 
which  the  effects  of  the  pressure  on  the  piston  is  a  maximum,  decreasing  each  way  to  zero.  Supposing, 
for  simplicity,  the  direction  of  the  connecting- rod  to  remain  parallel  with  its  first  position,  then  the  effect 
of  any  pressure  communicated  by  it  to  the  crank-pin  is  resolvable  into  two ;  one  acting  on  the  centre  of 
the  crank,  and  of  course  inoperative  towards  producing  motion  in  it,  and  the  other  acting  tangentially 
to  turn  the  crank.  The  first  of  these  is  greatest  at  the  commencement  or  0  and  10  of  the  circle  of  the 
crank,  and  least  at  the  points  5  and  15,  while  the  second  is  least  at  the  first-named  points  and  greatest 
at  the  last ;  and  this  variation  is  (from  the  well-known  principles  of  the  composition  and  resolution  of 
forces)  in  the  ratio  of  the  sines  of  the  angle  made  between  the  direction  of  the  crank  and  the  direction 
of  the  connecting-rod. 

The  subdivision  of  the  crank  circle  into  20  parts  gives  as  the  angle  of  each  division  18°,  and  calling 
the  radius  of  this  circle  100,  the  sines  of  the  respective  angles  formed  by  the  crank  and  connecting-rods 
will  represent  the  per  centage  of  power  communicated  by  the  latter  to  tui-n  the  former.     Thus : 
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Mean  power     63-11 

The  pressure  of  the  steam  on  the  piston  forces  the  connecting-rod  twice  the  length  of  the  diameter  of 
the  circle,  in  the  same  time  that  the  crank-pin  travels  through  a  space  equal  to  the  whole  circumference 
of  this  circle,  and  as  the  circumference  of  this  circle  bears  to  twice  its  diameter  the  ratio  of  100  to  63-6, 
it  follows  that  the  pressure  on  the  crank  and  piston  are  inversely  as  the  spaces  through  which  they  move. 
The  effects  of  moving  powers  may  be  represented  for  comparison  by  the  product  of  the  pressures,  into 
the  spaces  described  in  the  same  time.  The  power  of  the  steam  in  the  cylinder  being  100,  and  moving 
through  a  space  represented  by  2,  we  may  represent  it  by  200,  and  the  mean  pressure  on  the  crank,  as 
shown  above,  being  63-11,  moving  tlirough  a  space  represented  by  3'1416  we  may  represent  its  effect  by 
their  product  198'26,  differing  but  1-74  from  the  power  given  out  by  the  steam  in  the  cylinder.  This 
difference  will  appear  smaller  and  smaller  according  as  we  multiply  the  number  of  points  in  the  circle 
from  which  we  calculate  the  mean  pressure  on  the  crank,  until  finally  the -differences  become  so  small  as 
to  satisfy  us  that  the  discrepancy  arises  solely  from  our  inaccurate  approximation,  and  the  things  are,  in 
truth,  equal. 

The  above  calculation,  when  made  by  means  of  the  differential  calculus,  shows  that  the  crank  is  no 
consumer  of  power  (beyond  the  friction  incidental  to  all  motion  of  machinery),  but  gives  out  all  the 
power  it  receives  from  the  steam. 

In  the  year  1849,  the  Society  of  Arts  offered  a  prize  "for  the  best  collection  of  diagrams  (with  ex- 
planations) to  illustrate  the  action  of  the  forces  on  a  crank  or  cranks  turned  from  a  horizontal  direct- 
action  steam  cylinder  or  cylinders ;  the  effect  of  various  proportions  of  connecting-rods,  and  degrees  of 
expansion  of  steam,  being  shown." 

The  present  paper  was  communicated  to  the  society  in  accordance  with  their  invitation,  by  W.  Pole^ 
c.  K.,  and  obtained  the  silver  Isis  medal. 

The  varieties  of  expansion,  taken  in  these  diagrams,  are  three,  viz. : 
Steam  admitted  during  the  whole  stroke  (Nos.  4,  5,  6). 
"  "  half  the  stroke  (Nos.  7,  8,  9). 

"  "  one-fourth  the  stroke  (Nos.  10,  11,  12). 

The  varieties  of  length  of  connecting-rod  have  also  been 
taken  at  three,  viz. : 

Connecting-rod  indefinitely  long  (supposed  to  act  always 
in  parallel  directions.)     (Nfs.  1,  4,  7,  10). 

Connecting-rod  five  times  the  length  of  crank,  which  may 
represent  about  the  ordinary  length.     (Nos.  5,   8,  11). 

Connecting-rod  three  times  the  length  of  crank,  or  about 
the  shortest  made.     (Nos.  6,  9,  12). 

Diagram  No.  1,  is  explanatory  of  the  action  of  the  forces 
in  the  transmission  of  the  power  from  the  piston  to  the  crank, 
for  an  indefinite  length  of  connecting-rod.  The  piston 
rod  is  shown  by  the  long  dotted  line 
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The  object  of  diagrams  Nos.  4  to  12,  is  to  exhibit  the  values  and  variations  of  the  forces  at  the  be^n- 
ning  and  end  of  the  engine;  i.  e.,  the  pressure  of  steam  on  the  piston,'and  the  force  turning  the  crank 
round. 

Each  set  of  these  diagrams  contains  a  figure  showing  the  pressure  on  the  piston  at  all  points  of  the 
stroke,  on  the  plan  of  rectangular  co-ordinates  ;  the  abscissa  representing  the  space  passed  over  by  the 
piston,  and  the  ordinate  the  corresponding  pressure.     Thus,  when  the  piston  has  moved  from  0  to  x,  No 

4. 

Two  cranks  at  right  angles. 
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Corresponding  position  of  piston. 


7,  or  ^^  of  the  whole  stroke,  the  steam  pressure*  upon  it  is  represented  by  the  line  x  y.  The  scale  given 
under  the  left-hand  figure,  in  Nos.  4,  5,  G,  and  which  also  applies  to  Nos.  7  to  12,  shows  the  position  of 
the  crank  corresponding  to  any  given  position  of  the  piston :  thus,  in  No.  6,  it  is  seen,  by  inspection, 
that  when  the  piston  has  passed  through  -^^  of  its  course,  the  crank  has  passed  through  about  81"  from 
the  dead  point,  and  so  on. 

The  right-hand  figure  in  each  diagram  represents  the  tangential  or  working  force,  acting  on  the  crank- 
pin,  at  every  point  of  its  semi-revolution  from  E  to  F,  Nos.  1,  2,  and  3.  The  curve  of  this  figure  is  also 
laid  down  by  rectangular  co-ordinates  :  the  path  of  the  crank-pin  (reduced  to  a  straight  line)  fonns  the 
line  of  the  abscissa,  while  the  ordinates  express  the  corresponding  forces.  Thus  in  fig.  5,  when  the 
crank-pin  has  moved  from  0  to  o,  or  120°  from  the  dead  point,  the  tangential  force,  tending  to  turn  it 
round,  is  represented  by  the  line  o  o. 


I       X  10 


The  additional  scale,  under  this  figure,  shows  the  position  of  the  piston  ^coiresponding  to  any  given 
position  of  the  crank :  thus,  in  fig.  5,  when  the  crank  is  at  140°,  the  piston  has  moved  through  J'g-  of 
its  stroke,  aqd  so  on. 

The  lines  representing  the  forces  are  measured  by  a  scale,  which  is  appended  to  fig.  4.  The  pres- 
sure of  the  steam  upon  the  piston,  while  the  steam -valve  is  open,  is  made  =  100  on  the  scale;  and  the 
ratio  of  any  other  force  to  this  pressure  is  therefore  easily  ascertained  by  simple  measurement 

In  No.  4,  the  connecting-rod  is  supposed  indefinitely  long;  the  pressure  on  the  piston  is  uniform  at 
100.  The  tangential  force  on  the  crank-pin  begins  at  0  when  the  crank  is  at  the  dead  point ;  increases 
to  100  when  it  arrives  at  90° ;  and  diminishes  again  to  0,  in  the  same  ratio  as  the  increase.  The  mean 
value  of  the  force,  throughout  the  semi-revolution,  is  =  63-6,  which  x  the  space  passed  through  bv 
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the  crank-pin,  is  exactly  =  the  pressure  on  the  piston  +  the  length  of  its  stroke  ;  or,  in  other  words, 
the  area  of  the  figure  efg  =  the  parallelogram  abed.  The  result  is  in  accordance  with  the  principle 
of  "conservation  of  vis  viva,"  hy  which  we  know  that  (neglecting  friction)  the  amount  of  power  or  work 
given  out  at  the  crank-pin  is  equal  to  that  performed  hy  the  steam  on  the  piston. 

In  No.  5  is  seen  the  effect  of  the  connecting-rod  being  made  five  times  the  length  of  the  crank.    Here 
the  tangential  force  commencing  at  0,  arrives  at  a  maximum  value  of  about  102  when  the  crank  has 
'  through  about  80° 
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In  No.  6,  where  the  connecting-rod  is  three  times  the  length  of  the  crank,  the  tangential  force  arrives 
at  a  maximum  value  of  about  106  when  the  crank  has  passed  through  about  75°. 

It  will  be  perceived,  howler,  that  these  variations  make  no  difiference  in  the  mean  force  throughout 
the  whole  figure ;  the  effect  of  the  connecting-rod  being  merely  to  vary,  in  a  slight  degree,  the  distribu- 
tion of  the  force  over  the  path  of  the  crank -pin,  without  affecting  the  total  amount  of  power  conveyed 
to  it  by  the  machinery.  The  comparative  merits  of  long  and  short  connecting-rods  in  other  points  o»' 
▼iew,  involve  considerations  which  it  would  be  out  of  place  to  introduce  here. 
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The  return  stroke,  or  the  other  semi-revolution  of  the  crank,  does  not  exactly  correspond  with  the 
figures  shown  in  diagrams  5  and  6,  owing  to  the  reversed  condition  of  the  connecting-rod.  The  nature 
of  the  variation  will  be  seen  in  fig.  6*,  where  the  tangential  force  is  shown  for  an  entire  revolution  of  the 
crank.  It  will  be  observed  here,  that  the  force  at  10°  (commencing  at  A')  corresponds  with  that  at 
350°,  at  60°  with  300°,  and  so  on. 

Nos.  7,  8,  9,  show  the  effect  of  cutting  off  the  steam  at  half  the  stroke.  Here  the  mean  pressure  on 
the  piston  is  =  84:"G,  and  the  meati  tangential  force  on  the  crank-pin  is  =  54 ;  the  equality  between 
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the  areas  of  the  right  and  left  hand  figures  being  still  presei-ved.  The  power  of  the  engine  is  diminished 
in  the  proportion  of  1000 :  846,  although  the  economy  is  much  increased,  as  is  well  known. 

Nos.  10,  11,  12,  show  the  effect  of  cutting  off  the  steam  at  one-fourth  of  the  stroke.  Here  the  mean 
pressure  on  the  piston  is  =  59'6,  the  mean  tangential  force  is  =  38 ;  and  the  power  of  the  engine  is 
reduced  from  100  to  59-6. 

Nos.  9*  and  12*  show  the  values  of  the  tangential  force  through  an  entire  revolution  of  the  crank,  in 
the  cases  above  alluded  to  nnder  corresponding  numbers. 

Combined  action  of  two  Engines,  with  Cranks  fixed  at  right  angles  with  each  other. 

The  effect  of  two  engines,  so  coupled,  is  shown  in  six  cases  out  of  the  nine  previously  described , 
namely,  with  three  variations  in  the  degree  of  expansion,  and  two  in  the  length  of  connecting-rod.  The 
curve  of  tangential  forces  is  laid  down  for  two  cranks  in  diagrams  Nos.  4,  7,  10,  6*,  9*,  and  12* ;  in 
the  three  former,  for  half  a  revolution  (the  other  half  being  precisely  similar),  and  in  the  three  latter,  for 
a  whole  revolution  of  the  crank. 

It  is  presumed  that  these  figures  will  be  understood  without  any  further  description.  As  an  example : 
at  B  (No.  9*),  one  crank  is  supposed  to  have  travelled  130°  from  the  dead  point  E  (No.  3) ;  the  tangen- 
tial force  on  it  being  expressed  by  the  line  Q  p' :  the  second  crank  will  then  have  travelled  220°  from 
the  same  point ;  and  the  combined  tangential  force  will  be  represented  by  the  line  6  p**  The  undulations 
of  the  upper  linfevwill  therefore  represent  the  inequalities  of  the  working  power  in  the  crank-shaft  through- 
out its  whole  revolution. 

Method  of  Construction  of  the  Diagrams. 

In  laying  down  the  forces  in  these  diagrams,  the  following  points  have  been  assiimed 

(a).  That  as  long  as  the  steam -valve  remains  open,  the  pressure  of  the  steam  in  the  cylinder  is  uniform. 
This  is  not  always  the  case  in  practice,  but  must  generally  be  assumed  in  calculation. 

(6).  That  after  the  steam-valve  is  closed,  the  steam  expands  according  to  Marriotte's  law ;  the  pres- 
sure varying  inveKgely  as  the  volume.  This  is  the  usual  assumption.  The  causes  of  variation  from  this 
law  are  treated  of  in  works  on  the  steam-engine,  but  cannot  be  comprehended  in  an  investigation  of  the 
present  nature. 

(c).     That  no  power  is  lost  by  friction,  in  the  transmission  of  the  force  through  the  machine. 

{d").  The  influence  of  the  clearance  space  on  the  volume  of  the  steam,  in  expanding,  has  been  neg- 
lected. This  is  but  of  small  moment ;  and  its  introduction  would  have  interfered  materially  with  the 
simplicity  and  clearness  of  the  diagrams. 

(e).  The  moving  parts  are  supposed  to  have  no  weight  or  mass  ;  the  forces  being  considered  in  a 
statical  point  of  view  only. 

The  curves  have  been  formed  by  finding  the  length  of  ordiuates  at  convenient  distances  apart,  and 
tracing  a  curved  line  through  the  points  thus  obtained. 

CROWN  WHEEL.  A  wheel,  the  teeth  of  which  are  at  right  angles  to  the  plane  of  the  wheel,  or 
parallel  to  the  axis  of  it.     See  Geehing. 

*  CRUCIBLES.  The  process  of  reducing  an  ore  to  metal  is  performed  in  crucibles  or  pots,  of  which 
we  employ  two  distinct  kinds ;  the  one  is  the  clay  crucible  which  is  free  from  all  carbon,  and  the  other  is 
the  plumbago  pot.  Cast  iron  crucibles,  or  retorts  of  iron,  are  also  used,  but  not  so  frequently  as  to  form 
a  particular  object  for  description.  Clay  crucibles  are  not,  as  yef,  manufactured  in  this  country.  The 
well-known  Hessian  crucible  is  chiefly  used.  These  are  perfectly  well  adapted  for  most  assays,  and  are 
cheap  and  durable.  Plumbago  crucibles  are  manufactured  in  this  country  to  great  perfection,  and  equal 
to  the  imported  ones.  Their  use  is  very  limited  in  the  assay.  There  is  no  particular  necessity  of  using 
this  crucible  at  all,  because  we  can  line  a  clay  crucible  with  fine  coal  dust,  which  is  equal  in  effect  to  the 
plumbago  of  the  black  pot.  In  some  instances  crucibles  of  pure  coal  are  necessary ;  these  may  be  made 
of  a  piece  of  sitrong  charcoal  and  are  then  inserted  into  a  Hessian  crucible.  Generally,  a  Hessian 
crucible  is  filled  with  finely  powdered  charcoal,  slightly  moistened  and  firmly  rammed  into  it  until 
quite  full ;  a  hole  is  then  carved  or  scraped  into  the  middle,  which  forms  the  pot.  lu  other  cases, 
moisten  the  fine  coal  dust  slightly  with  gummy  water,  a  solution  of  starch,  oil,  salt  water,"  or  a  weak  so- 
lution of  carbonate  of  potash  or  soda.  The  paste  thus  formed  is  in  either  case  rubbed  over  the  inner 
surface  of  the  clay  pot ;  a  lining  of  about  \  of  an  inch  thick  is  thus  formed,  which  is  firmly  dried,  and 
forms  the  coal  crucible.  The  best  lining  for  a  crucible  is  formed  of  dust  from  soft  coal,  such  as  willow, 
poplar,  or  buttonwood  coal.  The  powdered  coal  is  moistened  with  water  and  firmly  driven  in  an  iron 
pot  which  has  a  form  similar  to  a  clay  crucible;  the  cavity  is  scraped  out  by  means  of  a  knife,  and  the 
inner  surface  finely  polished  by  a  glass  rod.  This  lining  may  be  dried  in  a  red  heat,  provided  the  cau- 
tion is  taken  to  fill  the  crucible  with  fine  dry  coal  dust  and  cover  it  with  clay.  After  burning,  it  forms 
a  strong  pot  of  a  close  grain,  so  that  the  smallest  particle  of  metal  may  be  detected  in  it.  This  coal 
crucible  is  inserted  in  a  clay  pot  and  used  with  it.  It  is  made  \  and  from  that  to  \  of  an  inch  thick  in 
the  sides.  Good  coal-lined  crucibles  are  indispensable  in  some  assays.  Wrought-iron  crucibles  or  re- 
torts are  frequently  in  use.  The  latter  may  be  made  of  wrought-iron  pipe,  bent,  and  one  end  stopped 
bp  by  an  iron  plug. 

Crucibles  must  be  provided  with  a  cover  in  order  to  protect  the  test  against  the  influence  of  coal  and 
atmospheric  air.  This  cover  should  have  a  handle  on  its  upper  side,  and  fit  closely  to  the  crucible.  In 
case  no  regular  cover  can  be  obtained,  a  slab  of  fire  clay,  or  even  a  piece  of  fire  brick,  may  be  used  as  a 
cover.  A  good  coal,  that  is,  a  knotty  or  spongy  piece  of  coal,  may  also  serve  as  a  cover,  but  in  most 
cases  these  throw  off  splinters  which  fall  into  the  melting  mass  and  frequently  spoil  the  whole  assay.    If 
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the  mineral  is  of  such  a  nature  as  to  boil  when  heated,  we  do  not  cover  the  crucible  at  all,  and  prevent 
the  dropping  in  of  coal  by  sotting  around  it  such  coal  as  will  last  until  the  assay  is  completed.  When 
crucibles  are  put  on  the  grate-bars  of  a  furnace,  the  draft  of  cold  air  will  prevent  the  bottom  from  get- 
ting hot ;  if  we  raise  it  above  the  grate-bars  and  the  coal  is  below  it,  the  bottom  heats  quickly  ;  buttlie 
coal  above,  in  consuming  will  often  sink  on  one  side  a  little  more  than  on  the  other,  which  causes  the 
crucible  to  incline  and  spill  its  contents.  A  crucible  is  generally  placed  ou  a  foot-piece  formed  of  fire- 
brick. This  is  from  three  to  four  inches  high,  and  elevates  the  crucible  above  the  grate-bars.  When 
the  heat  required  for  the  assay  is  not  very  high,  an  old  crucible,  set  in  an  inverted  position  on  the  grate, 
may  serve  as  a  foot-piece.  If  a  very  high  and  a  protracted  heat  is  required  to  melt  the  test,  or  finish 
the  assay,  the  foot-piece  must  be  made  of  good  fire-clay,  so  as  not  to  melt  and  precipitate  the  crucible. 
The  material  of  the  test — that  is,  ore  and  fluxes — by  being  pressed  into  the  crucible,  becomes  sooner 
heated.  If  the  test  is  of  such  a  nature  as  to  melt  easily  and  boil  much,  it  is  not  advisable  to  press  the 
mass  too  strongly,  as  it  may  cause  tlie  crucible  to  crack,  and  spoil  the  assay.  Moisture  of  any  kind, 
such  as  water  or  oil,  &c.,  is  objectionable  in  the  crucible ;  it  invariably  causes  a  broken  pot.  The  fluid 
hardens  the  mass,  which,  in  expanding  more  than  the  crucible,  causes  it  to  break. 

Crucibles  are  bad  conductors  of  heat,  and  it  requires  a  long  time  for  it  to  pass  through  a  pot.  High 
temperature  causes  the  heat  to  penetrate  a  little  faster  than  otherwise,  but  this  is  of  small  benefit.  It  is 
therefore  of  no  use  to  expose  a  crucible  to  a  high  heat  at  once ;  the  better  plan  is  to  commence  smelting 
at  a  low  heat  and  gradually  increase  it.  AU  crucibles  should  be  gently  dried,  so  as  to  expel  the  water ; 
and  any  pot  which  has  not  been  thus  dried  is  liable  to  crack  on'  being  exposed  to  fire.  A  crucible  is  set 
firmly  in  the  fui-nace,  upon  its  sole-piece,  while  the  furnace  is  cold.  The  coal  is  then  carefully  placed 
around  it  and  the  fire  kindled,  so  that  the  heat  may  increase  slowly ;  no  draught  or  blast  is  applied  dur- 
ing the  first  half  or  three-quarters  of  an  hour. 

*  CUPEL.  Those  small  flat  crucibles  in  which  a  part  of  a  met- 
allic alloy  is  oxidized,  and  the  oxide  absorbed  by  the  vessel,  are 
commonly  made  of  white  bone-ashes.  A  variety  of  materials  can 
be  used  for  the  same  purpose,  but  none  are  superior  to  bone-ashes, 
and  few  cheaper  and  more  readily  obtained.  A  good  cuj^l  is  a 
most  important  instrument  in  the  dry  assay.  The  quantity  of 
precious  metal  contained  in  a  ton  of  alloy  is  often  determined  by 
operating  upon  a  few  grains  of  the  alloy ;  and  if  the  cupel  is  im- 
perfect, the  result  must  be  so  likewise.  For  making  cupels  the 
bones  of  sheep,  or  oxen,  or,  in  very  particular  cases,  the  cores  of 
ox-horns,  arc  used  ;  these  are  broken  fine  and  burned  in  an  open 
fire  of  charcoal,  and  the  white  ashes  resulting  fi:om  the  operation 
are  ground  fine  and  saved  for  occasional  use.  It  is  essential  to 
good  success  in  cupelling,  that  all  carbonaceous  matter  should  be 
expelled  from  the  bones.  The  calcining  is  therefore  repeated  when 
any  doubt  exists  as  to  its  having  been  performed  perfectly  in  the 
first  operation.  The  bone- ashes  must  be  perfectly  whife,  without 
a  shade  of  gray  when  moistened.  The  burned  bones  may  be 
crushed  in  a  mortar,  or  ground  in  a  mill.  In  all  cases  they  must 
be  converted  into  a  fine  powder,  which  is  worked  through  a  fine 
silk  sieve,  and  is  subsequently  washed  in  lukewarm  water.  The 
latter  operation  removes  the  soluble  salts  which  are  in  the  ashes. 
It  may  be  repeated  to  free  the  powder  entirely  from  such  salts,  be- 
cause these  always  absorb  moisture,  retain  it,  and  cause  the  cupel 
to  crack  on  being  exposed  to  heat.  The  remaining  powder  con- 
sists chiefly  of  phosphate  of  lime,  mixed  with  a  little  carbonate 
of  lime,  and  some  silicious  matter  derived  from  the  ashes  of  the 
charcoal. 

The  cupels  are  formed  in  a  circular  mould  made  of  bronze  or  wrought-iron,  or  of  steel.  This  appa- 
ratus is  represented  in  fig.  1010  in  section.  The  mould  A  forms  a  ring,  more  or  less  inclined  within, 
nicely  turned  and  smooth ;  this  mould  is  firmly  set  on  an  iron  plate,  and  filled  with  previously  moistened 
bone-ashes.  These  are  pressed  into  the  mould  by  an  iron  ramrod  until  it  is  fiUed.  The  pestle  B  is  then 
set  upon  the  surface  of  the  ashes,  and  driven  firmly  into  it,  forming  a  smooth  concavity  in  the  cupel.  In 
driving  tlie  pestle  with  a  wooden  mallet  into  the  mould,  it  must  be  turned  around  its  axis,  which  will 
cause  the  cavity  to  become  smooth.  In  order  to  facilitate  the  latter  operation,  a  little  dry  bone-ashes 
is  sifted  upon  the  cavity,  which  causes  its  surface  to  be  more  compact  and  assume  a  perfect  smoothness. 
Small  cupels,  such  as  those  of  from  ^  inch  to  two  inches  diameter,  are  strong  enough  when  manufac- 
tured in  this  manner.  Larger  cupels,  even  those  of  two  inches  in  diameter,  are  not  strong  enough  to  re- 
sist the  influence  of  a  great  heat  without  breaking.  When  this  happens,  the  assay  is  lost,  or  at  least 
uncertam.  Large  cupels  are  made  by  filling  an  iron  rmg  with  bone-ashes,  as  is  shown  in  fig.  1011. 
Such  a  ring  has  the  diameter  of  the  cupel,  and  is  from  f  to  one  inch  high.  It  is  filled  with  damp  ashes, 
firmly  rammed  in  ;  and  the  cavity  is  scraped  out  by  a  knife,  and  polished  by  rubbing  it  smooth  with  a 
convex  steel  button.  The  iron  ring,  which  may  be  roughly  made,  is  used  so  long  as  it  is  not  burned,  and 
oi'ten  serves  for  twenty  and  more  successive  cupels  and  smeltings.  Each  refining,  or  assay,  requires  in 
all  cases  a  fresh  cupel. 

The  moistening  of  the  ashes  for  making  the  cupel  is  a  delicate  operation,  particularly  when 
ihey  have  been  dry  for  some  time.  The  degree  of  dampness  at  the  time  of  making  the  cupel 
has  a  marked  influence  on  the  result  of  the  operation.     If  the  ashes  are  too  damp  the  cupel  will 
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be  porous,  and  liable  to  absorb  metal  with  the  oxides.  If  the  ashes  are  top  dry,  the  cupel  will  ht 
close,  not  sufficiently  porous,  and  work  slow ;  it  requires  a  high  heat  to  imbibe  the  formed  oxides. 
The  best  time  for  making  the  cupel  is  when  the  ashes  have  been  washed  with  warm  water  and  are 
thoroughly  wet.     In  this  damp  state  they  are  exposed  to  the  influence  of  a  warm  room,  or  to  the  rays  of 

the  sun,  and  constantly  stirred  to  prevent  particles  becoming  too 
dry.  The  mass  is  dried  in  this  manner  until  it  will  hardly  adhere 
together  when  squeezed  between  the  fingers.  It  is  now  ^vrapped 
in  paper  and  surrounded  by  a  damp  cloth,  to  prevent  the  evapora- 
tion of  more  moisture.  In  this  state  it  is  employed  for  making 
cupels  at  once.  Some  manufacturers  use  farinaceous  substances, 
such  as  beer  or  dissolved  starch,  for  glueing  the  ashes  together. 
When  this  way  of  damping  the  ashes  is  adopted,  the  cupels  must 
he  exposed  to  a  red  heat  before  they  are  fit  for  cupellation.  Such 
admixtures  cause  the  cupels  to  be  porous,  and  for  alloys  of  gold, 
silver,  and  particularly  copper,  too  porous.  Good  cupels  consist 
of  ashes  neither  too  fine  nor  coarse ;  fine  ashes  are  required  for 
alloys  of  gold  and  silver.  In  assays  on  minerals  it  is  necessary  to 
make  use  of  the  finest  kind  of  bone-ashes,  and  use  more  time  in  cupelling.  All  the  disadvantages  re- 
sulting from  the  use  of  fine  ashes  are  slow  work,  more  fuel  and  time ;  but  the  assay  is  always  more 
correct  than  in  cupels  made  of  coarse  ashes. 

Cupel  Furnace.     To  heat  the  cupel   a  furnace  of  peculiar  form  is  required      In  some  instances  it 
is  portable  and  the  fire  urged  by  bellows;  for  other  purposes  it    is  found  preferable  to   employ  a 

stationary  furnace.  The  essential  part  of  a  cupel  furnace  is 
the  muffle.  This  is  a  box  in  the  form  of  a  tra\»eHing  trunk, 
one  end  of  which  is  open.  In  fig.  1012,  a  muffle -is  represent- 
ed. It  is  a  clay  trunk  of  from  10  to  15  inches  in  length,  5  to 
7  inches  in  width  and  height.  The  size  is  determined  accord- 
ing to  circumstances.  A  small  muffle  of  10  by  5  inches  is 
for  small  assays  all  sufficient.  In  the  two  sides  of  the  muffle, 
a  series  of  round  apertures  is  formed  to  cause  a  draught  of  fresh 
air  to  pass  through  the  interior.  The  muffle  is  made  of  fire-clay, 
about  half  an  inch  thick  and  well  backed  before  it  is  walled  in. 
In  large  cities  muffles  may  be  bought  ready  made  in  potters' 
warehouses.  The  vapors  and  oxide  of  lead  which  are  the  result  of  the  cupelling  operation,  are  very 
Eevere  on  the  clay  of  the  muffle,  and  the  bottom  of  it  sufiers  more  than  any  other  part;  fortius  reason,  the 
bottom  is  covered  sometimes  with  bone  ashes  or  common  ashes.  This  is  however  of  little  use,  for  the 
lead  will  still  reach  the  clay.  It  also  causes  the  cupel  to  heat  slowly.  When  a  bottom  is  -eaten  through, 
the  muffle  is  of  no  farther  use  and  must  be  replaced  by  a  new  one.  In  fig.  1013  a  furnace  is  represented 
in  which  the  muffle  is  walled  in.     In  this  instance  the  whole  of  the  muffle  is  surrounded  by  hot  coal ;  it 

is  in  the  centre  of  the  heat ;  its  bottom  is  about  five  inches  above 
the  grate-bars,  so  that  coals  which  come  down  on  both  sides  may 
fill  the  space  below.  The  bottom  of  the  muffle  need  not  be  so 
hot  as  the  top.  The  oxidation  and  evaporation  of  lead  is  caused 
by  reflection  from  the  top  of  the  muffle.  One  end  of  the  muffle 
\-e.sts  in  the  front  brick  wall,  and  the  other  is  supported  by  a  brack- 
et of  brick  in  the  opposite  wall.  The  bottom  must  be  perfectly 
horizontal  in  order  to  afford  the  cupels  a  horizontal  position. 
The  fire  is  kindled  below  the  muffle,  and  in  the  first  stages  of  the 
operation,  some  few  pieces  of  charcoal  are  laid  at  the  mouth  of  the 
muffle,  in  order  to  heat  it  quickly  and  uniformly.  This  furnace, 
with  its  muffle,  is  also  used  for  roasting  and  calcining  ore. 

When  a  muffle  cannot  be  obtained,  a  large  crucible  may  be  set 
in  a  furnace  and  serve  the  same  purpose ;  or  if  no  cupel  furnace 
can  be  had,  a  cupellation  may  be  performed  in  a  crucible,  in  the 
bottom  of  which  a  hole  has  been  pierced.  The  cupel  is  set  on  a 
level  with  its  metal  in  the  crucible,  and  the  latter  in  the  smelting 
furnace,  so  that  air  may  be  drawn  in  from  below  through  its  bot- 
tom, and  pass  around  the  cupel,  the  top  being  uncovered.  It 
requires  some  attention  to  prevent  the  crucible  from  falling  on  one 
side,  in  consequence  of  the  unequal  consumption  of  fuel  in  the 
fnmace.  The  pierced  crucible  may  also  be  posted  on  a  pierced 
sole-piece.  This  mode  of  working  keeps  the  cupel  rather  cool.  In 
a  charcoal  fire,  a  sole-piece  is  of  great  utility  ;  in  a  coke  fire,  a 
little  attention  will  be  equivalent  to  the  sole-piece,  and  in  an  an- 
thracite fire  there  is  no  difficulty  whatever  in  cupelling  in  this 
manner. 

The  instruments  used  in  cupelling  are  a  pair  of  small  tongs, 
some  hooks  of  iron  wire,  and  at  times  bent  glass  rods,  also  a  pair 
of  light  tongs  and  an  iron  spoon  for  bringing  the  lead  upon  the 
cupels .  A  piece  of  clear  glass  is  used  to  protect  the  eye  against  tlie  radiating  heat  from  the  muffle  while 
examining  the  operation.     All  the  tools  sliould  be  provided  with  wooden  handles. 
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CUTTING  AND  CARVING  MACHINERY.  Machinery  and  Apparatus  for  Cutting  and  Carving 
Substances  to  be  applied  for  Inlaying  and  other  purposes. — this  invention  consists  in  certain  improved 
constructions  or  arrangements  of  machinery,  having  a  revolving  cutter,  by  means  of  which,  in  conjunc- 
tion with  a  moveable  table,  tablets  of  wood  and  other  materials  can  be  cut  away,  carved,  countersunk, 
and  perforated,  in  various  ornamental  forms,  with  great  facihty,  for  the  production  of  inlaid  devices, 
gothic  tracery  work,  and  other  kinds  of  ornaments  hitherto  usually  wrought  by  hand. 

1014. 


Fig.  1014  represents  a  side  elevation;  Fig.  1015,  an  end  elevation;  and  Fig.  1016,  a  horizontal  view 
of  the  machinery.  A  A  is  a  bench  or  table,  for  supporting  the  several  parts  of  the  machine ;  13  B  is  a 
standard  or  bracket-frame,  firmly  fixed  to  the  said  bench ;  which  frame  is  provided  with  plummer- 
blocks  and  bearings  C  C,  to  receive  a  spindle  D.  E  is  a  forked  frame  or  swinging  arm,  firmly  fixed 
upon  the  spindle  D ;  and  the  other  end  of  the  arm  E  is  furnished  Avith  suitable  bearings,  wliich  carry, 
in  a  vertical  position,  a  spindle  F.  Tlie  lower  end  of  this  spindle  F  is  formed  to  receive  a  chuck  V,  or 
other  suitable  contrivance,  for  attacliing  and  holding  securely  the  tool,  drill,  or  cutter  X,  or  sucli  other 
cutter  as  may  be  required ;  and  upon  the  spindle  F,  near  its  upper  end,  is  fixed  a  conical  pulley  G, 
having  grooves  of  different  diameters,  for  the  purpose  of  determuiing  the  velocity  with  which  the  spindle 
shall  be  made  to  revolve.  This  pulley  is  designed  to  receive  an  endless  band  or  cord  H,  which  passes 
round  the  lower  part  of  a  similar  pulley  I,  running  loosely  upon  the  spindle  D  ;  the  upper  groove  of 
the  pulley  I  is  made  to  receive  another  endless  band  or  cord  K,  that  passes  around  a  wheel  or  drum  L, 
supported  by  a  standard  or  frame  N,  which  is  connected  by  a  similar  frame  M,  to  the  standard  B ;  but 
the  band  K  may  be  driven  by  any  other  means.  0  is  a  horizontal  moveable  table,  momited  upon  a 
verticil  shaft  R,  which  passes  througli  the  bench  A ;  its  lower  end  being  supported  by,  and  turning 
freely  upon  a  step  or  bearing  S,  in  the  arch  Z,  fixed  to  the  framing  of  the  bench.  The  tablet  or  slab 
Df  wood,  or  other  material  intended  to  be  wrought  by  the  cutter  X,  is  to  be  placed  upon  the  turning- 
table  as  at  P,  and  made  fast  thereon  by  screwed  clamps.     At  the  left-hand  end  of  the  bench  A,  tJxere 
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is  a  vertical  bar  J  made  fast  to  the  wood  framing,  in  whicli  there  is  a  fulcrum-pin  for  tlie  lever  W  tc 
turn  upon ;  one  end  of  this  lever  W  is  formed  into  a  concave  socket  to  receive,  as  a  step,  the  lower  end 
of  the  spindle  D  before  mentioned,  and  the  other  end  of  the  lever  is  connected  by  a  joint  with  a 
treadle-rod  T.  This  treadle-rod  and  lever  are  for  the  purpose  of  raising,  when  required,  the  spindle 
D,  with  the  forked  frame  E,  carrying  the  driU.  U  is  an  adjustable  screw  set  in  the  leg  of  the  bench 
as  a  stop  to  the  lever,  intended  to  regulate  the  descent  of  the  spindle  D  with  the  frame  E,  in  order 
tliat  the  cutter  X  shall  not  penetrate  deeper  into  the  material  or  substance  P  than  may  be  desired. 

Fig.  1021,  and  the  part  dotted  in  Fig.  1015,  represent  another  arrangement  for  raising  and  lowering 
the  spindle  D  witli  the  forked  frame  and  drill,  instead  of  the  lever  and  treadle-rod  before  described : 
this  arrangement  is  used  when  the  carving  of  variable  relief,  such  as  foUage,  figures,  <fcc.,  is  required  to 
be  executed. 

Upon  any  convenient  part  of  the  standard  B  is  fixed  a  frame  a,  with  bearings  6  6  to  receive  and 
support  the  axle  of  a  quadrant  c,  which  has  a  lever  d  attached  to  its  centre.  From  the  periphery  of 
the  quadrant  c  is  suspended  by  a  chain  e,  or  other  suitable  contrivance,  the  spindle  D,  carrying  the 
forked  frame  E  with  the  drill.  To  the  lever  d  a  weight  /  is  suspended  by  a  rod,  or  other  convenient 
means,  hung  in  any  of  the  notches  provided  in  the  lever  for  that  purpose ;  wliich  weighted  rod  acts  as 
a  counter-balance  to  the  spindle  D  and  the  several  parts  attached  thereto,  thus  enabling  the  cutter  X 
to  be  raised  or  lowered  with  the  greatest  faciHty  and  precision ;  all  the  other  parts  of  the  machine,  and 
theu-  action,  being  the  same  as  hereinbefore  described. 

Fig.  lOl*?  is  an  elevation,  and  Fig.  1018  an  under-side  or  end  view,  of  a  tool  or  cutter  for  cutting  or 
carving  a  semi-circular  or  quarter-round  hollow,  for  mouldings,  gothic  traceiy,  <tc. ;  Fig.  1019  is  an  ele- 
vation, and  Fig.  1020  an  under-side  or  end  view,  of  a  tool  or  cutter  for  cutting  or  carving  a  bed  and 
fillet,  or  astragal.  These  are  only  two  examples  of  cutters,  but  of  course  a  great  variety  may  be 
employed,  and  these  must  depend  upon  tlie  form  of  the  edge  of  the  recess  intended  to  be  cut  or  formed ; 
as  any  and  every  variety  of  rounds  and  hollows,  ovolos,  ogees,  &c.,  separately  or  combined,  may  be 
executed,  not  only  in  straight  lengths,  but  to  the  form  of  any  regular  or  irregular  curve  that  may  be 
desired. 

The  mode  of  cutting  or  carving  with  this  machine  is  as  follows : — Upon  the  revolving  table  0,  the 
tablet,  slab,  or  piece  of  wood,  or  other  material  P  to  be  cut  or  carved,  is  fixed ;  and  on  its  upper  surface, 
when  desired,  is  placed  a  template  or  pattern  Q,  (formed  of  iron,  brass,  or  other  approved  material,)  ot 
the  design  required  to  be  cut  or  carved  ;  and  the  two  are  firmly  held  upon  the  table  0,  by  cramps  or 
cramping-bars,  as  shown.  Motion  being  given  by  any  convenient  power  to  tlie  wheel  or  drum  L,  or 
communicated  by  any  other  means  to  the  band  or  cord  K,  the  pulley  I  will  be  made  to  turn  rapidly 
UDon  the  spindle  D ;  by  which  means  the  band  or  cord  H  passed  round  the  pulley  G  will  cause  the 
spindle  F  carrying  the  cutter  X  to  revolve  with  great  speed,  the  velocity  of  the  cutter  being  deter- 
mined by  the  proportions  which  the  diameters  of  the  pulleys  G  and  I  bear  to  each  other,  and  the  speed 
of  the  driving  power.  The  cutter  X  being  set  to  the  depth  of  cut  required  by  adjusting  the  stop  U, 
the  workman  passes  down  the  treadle-rod  T  with  his  foot,  wliich  causes  the  lever  W  to  raise  the  spindle 
D  with  the  cutter  X,  and  the  several  parts  attached  thereto :  thus  the  forked  arm  E  is  raised,  and  being 
moved  around  the  cutter  X,  may  be  passed  over  the  tablet  P  in  an  arc ;  at  the  same  time  the  moveable 
table  0  must  be  turned,  so  that  the  cutter  may  be  perpendicularly  pendent  over  the  part  of  the  tablet 
where  the  work  is  to  commence.  Tlie  revolving  cutter  X  is  then  let  down,  by  removing  the  pressure 
from  the  treadle-rod  T,  and  it  immediately  penetrates  into  the  tablet.  The  form  in  which  the  cutter 
moves  over  the  tablet  is  now  to  be  determined  by  guiding  the  shaft  of  the  cutter  against  the  edges  of 
the  template  or  pattern ;  the  table  0,  with  the  tablet  P  upon  it,  being  moved  at  the  same  time,  in  order 
to  keep  the  edge  of  the  template  always  close  to  the  shaft  of  tlie  cutter.  By  thus  moving  the  swing- 
ing-frame E  and  the  table  0,  various  arcs  of  circles  that  are  constantly  tangental  to  each  other  may 
be  traced  upon  the  tablet  under  operation ;  thereby  enabhng  every  possible  variety  of  regular  and 
irregular,  curved,  and  straight  forms  to  be  cut  or  carved  in  the  material  acted  upon ;  and  this  combined 
or  simultaneous  action  forms  the  principal  novelty  of  the  invention. 

Tlie  patentee  claims  the  combination  and  application  of  the  several  parts  as  herein  shown  and  de- 
Bcribed,  and  any  variation  of  that  combination  or  application  for  effecting  the  principle  of  liis  invention ; 
provided  the  swinging-frame  which  cairies  the  cutter,  and  also  the  table  on  which  the  article  to  be 
wrought  is  placed,  have  both  the  means  of  circular  motion. 

CUTTING-ENGINE.  IVIr.  Joseph  Gaume,  of  Cincinnati,  Hamilton  County,  Ohio,  has  invented  a  new 
and  useful  improvement  in  the  Cutting-Engine,  or  machine  for  dividing  and  cutting  the  teeth  of  cog- 
wheels. In  the  accompanying  engravings,  Fig.  1022  is  a  plan,  Fig.  1023  a  side  elevation,  and  Fig.  1024 
a  front  view.     The  same  letters  indicate  like  parts  in  all  the  figures. 

Tlie  leading  object  of  tliis  invention  is  to  adapt  the  common  lathe,  by  the  addition  of  certain  parts,  to 
the  cutting  of  cog-wheels,  chiefly  for  the  use  of  small  shops  and  manufactories  where  a  lathe  and  cutting- 
engine  are  only  required  occasionally.  And  the  nature  of  the  first  part  of  his  invention  consists  in  add- 
ing to  a  lathe,  and  in  combination  with  the  mandrel  'thereof,  a  puppet  made  in  two  parts  for  carrying 
the  cutter,  the  lower  half  to  be  attached  in  the  usual  manner  to  the  bench,  and  connected  with  the  upper 
one  by  an  inchned  plane,  that  the  upper  part  may  slide  on  the  lower  one  at  an  angle  of  forty-five  or 
any  other  number  of  degrees,  for  the  purpose  of  carrying  the  cutter  or  curr  over  the  wheel  in  the  oper- 
ation of  cutting  the  cogs  of  bevel-wheels.  The  second  part  of  liis  invention  consists  in  combining  with 
this  puppet  the  cutter-frame,  which  carries  the  spindle  of  the  cutter  or  curr  by  means  of  an  adjustable 
horizontal  slide,  on  which  tlie  cutter-frame  moves  to  and  fro  to  carry  the  cutter  over  the  wheel  in 
wliich  the  cogs  are  to  be  cut ;  the  said  slide  being  a  plate  with  dove-tail  or  other  formed  edges,  em- 
braced by  or  embracing  tlie  cutter-frame,  and  attached  at  one  end  by  a  fixed  bolt  to  the  top  plate  of  tlii» 
puppet,  and  at  the  other  by  a  screw  bolt  that  passes  through  a  curved  slot,  wliereby  the  cutter- frame 
may  be  made  to  carry  the  cutter  in  its  horizontal  motion  diagonally  witli  the  axis  of  the  mandrel  for  the 
cutting  of  diagonal  cogs:  the  spindle  of  the  cutter  or  curr  having  its  bearings  in  an  p-^justable  slide 
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that  moves  at  right  angles  to  the  mandrel,  to  bring  the  cutter  over  the  axis  of  the  mandrel,  (the  bed  o! 
the  slide  being  connected  with  a  vertical  side  in  the  cutter-frame  to  adapt  the  cutter  to  wheels  of  differ- 
ent diameters,)  by  means  of  a  fixed  bolt  on  one  side  and  a  screw-bolt  passing  through  a  curved  slot  on 
the  other,  that  the  axis  of  the  cutter  may  be  placed  at  any  angle  with  a  vertical  line.  The  third  part 
of  the  invention  relates  to  the  method  of  dividing  the  cogs,  and  consists  in  placing  the  index-wheel  on  a 
slide,  that  it  may  be  adjusted  to  a  wheel  of  any  desired  number  of  cogs  on  an  arbor  that  communicates 
by  a  screw  or  its  equivalent  to  the  mandrel  which  carries  the  wheel  to  be  cut,  so  that,  by  merely  chang- 
ing the  wheel  on  this  arbor,  a  single  division  index  may  be  used  for  the  cutting  of  any  desired  number 
of  cogs.  The  fom-th  part  of  the  invention  consists  in  combining  the  dividing  apparatus  with  the  mandrel 
of  a  lathe,  by  means  of  cogs  on  the  pulley  of  the  mandrel  or  on  the  mandrel,  the  dividing  apparatus  be- 
ing so  arranged  that  it  can  be  thrown  in  and  out  of  geer.  In  the  accompanying  drawings  a  represents 
the  bench  of  the  lathe,  and  C  the  mandrel  with  its  set  of  cone  pulleys  c,  the  face  of  the  larger  one  ol 
which  is  a  crown  cog-wheel  d,  the  cogs  of  which  engage  with  the  threads  of  an  endless  screw  on  arbor  e : 
the  threads  of  the  screw  are  shown  by  dotted  lines  in  the  plan.  Fig.  1022.  One  end  of  the  arbor  runs 
on  the  point  of  a  pivot-screw  /,  and  the  other  has  a  long  journal  that  runs  in  a  box  in  a  standard  g 
attached  to  the  bench  or  the  puppet  head  of  the  mandrel,  so  that  when  the  rear  end  is  liberated  from 
the  pivot-screw,  the  arbor  can  be  moved  far  enough  in  the  standard  g  to  carry  the  ends  of  the  screw 
out  of  the  cogs  of  the  crown-wheel,  that  the  mandrel  may  be  used  for  turning  the  cog-wheel :  in  this  way 
the  wheel  can  be  made  with  great  accuracy,  for  it  is  turned  and  cut  on  the  same  mandrel,  and  therefore 
there  is  no  danger  of  not  having  the  wheel  properly  centered.  When  the  wheel  is  to  be  cut,  the  ai  Dor  e 
is  properly  mounted,  and  its  outer  end  is  adapted  by  a  collar  and  nut  to  receive  a  spur-wheel  _;'  of  any 
desired  number  of  cogs,  wliich  take  into  the  cogs  of  the  wheel  K,  one  face  of  which  is  provided  with  the 
division  plate  or  index  b,  and  the  other  end  with  a  handle  7n,  for  turning  it.  This  wheel  is  fitted  to  and 
turns  on  a  stud-pin  n,  projecting  from  plate  o,  that  slides  on  an  arm  p  of  the  standard  g,  that  it  may  be 
set  to  the  proper  pitch  line  of  a  wheel  of  any  desned  size  on  the  arbor  e,  and  there  held  by  a  screw  g. 
A  spring  point  or  catch  r  is  used  to  catch  in  the  notches  of  the  index  or  division  plate  6. 

Prom  the  foregoing  it  will  be  seen  that  with  any  given  size  of  wheel  on  the  arbor  e,  the  number  of 
cogs  to  be  cut  may  be  varied  by  the  motions  of  the  dividing  or  index  wheel,  as  in  the  ordinary  dividing- 
engine,  and  that,  by  changing  the  wheel  on  the  arbor  e,  any  variation  can  be  given  to  these  divisions. 
The  wheel  having  been  turned  and  the  dividing  apparatus  put  in  connection,  the  centering  puppet  head 
s  of  the  lathe  is  tlirown  back,  and  the  extra  puppet  t  is  secured  in  place  on  the  bench.  This  pupjiet  is 
made  in  two  parts,  (t  t,)  connected  together  by  a  dove-tail  or  other  slide  u  at  an  angle  of  46°,  or  any 
other  number  of  degrees  with  the  plane  of  the  bench.  The  lower  half  i  is  secm-ed  to  the  bench,  and 
the  other  (t)  can  be  made  to  slide  on  it  by  means  of  a  handle  or  lever  v  that  turns  on  a  fulcrum-pin  w 
attached  to  tlie  lower  half,  and  connected  with  the  upper  half  by  a  jjin  X  that  passes  through  a  slotted 
hole  in  a  weU-known  manner.  The  top  plate  of  the  upper  half  is  in  a  plane  parallel  with  the  mandrel, 
and  has  a  dove-tail  slide  y  connected  with  it  at  the  forward  end  by  a  fixed  bolt  z,  (see  Fig.  1025,  wliich 
is  a  plain  view  of  this  part,)  and  at  the  other  end  by  a  screw  bolt  (a)  that  passes  through  a  curved  slot 
(see  the  dotted  line)  in  the  top  plate,  so  that  any  horizontal  inclination  desired  may  be  given  to  this  slide 
which  is  embraced  by  the  bottom  plate  H  of  the  cutter-frame,  (c,)  and  which  can  be  made  to  slide  thereon 
by  a  handle  or  lever  (d)  that  turns  on  a  fulcrum-pin  attached  to  the  puppet  and  connected  with  the  cut- 
ter-frame by  a  joint-link,  (e,)  so  that  by  tlie  motion  of  this  lever  the  attendant  carries  the  cutter  to  and 
fro  horizontally  over  the  edge  of  the  wheel  to  be  cut,  for  cutting  spur  cogs  in  a  direction  parallel  with 
the  axis  of  the  mandrel,  or  inclined  therewith  as  the  slide  may  be  set,  to  be  indicated  by  a  pointer  (f )  on 
the  cutter-fratne,  and  an  index  (g)  on  the  top  plate  of  the  puppet.  But  when  the  machine  is  used  for 
cutting  the  cogs  on  bevel-wheels,  then  the  cutter  frame  is  carried  by  sliding  the  upper  part  (t)  of  the 
puppet  head  on  the  lower  part  Fig.  1025 ;  the  inclination  of  this  slide  determining  the  bevel  of  the 
cogs  cut.  The  forward  part  of  the  cutter-frame  has  a  plate,  (h,)  that  slides  in  it  vertically  by  means  of 
a  screw,  (b,)  to  adapt  the  cutter  to  any  desired  diameter  of  wheel  to  be  cut ;  to  this  is  connected  another 
plate  (j)  that  turns  on  a  bolt,  and  further  secured  by  a  screw-bolt  (k)  that  passes  through  a  curved  slot, 
(1,)  by  means  of  which  the  plate  (j)  may  be  turned  on  the  fixed  bolt  as  a  centre  to  give  any  desired  in- 
clination to  the  axis  of  the  cutter ;  and  this  last-named  plate  is  provided  with  dove-tail  ways  in  which 
slides  the  cutter-carrier  (m,)  which  is  a  frame  in  which  are  the  bearings  of  the  spindle  (n)  of  the  cutter, 
(o,)  so  that  this  may  be  regulated  endwise  by  a  set  screw  (p.)  The  cutter  is  rotated  by  a  belt  (q)  that 
passes  fi-om  any  first  mover  over  a  pulley  (r)  on  the  spindle.  From  the  foregoing  it  will  be  seen  that 
the  cutter  can  be  adjusted  in  any  direction  relatively  to  tlie  axis  of  the  mandrel  that  carries  the  wheel 
to  be  cut,  and  that,  by  means  of  one  of  the  handles  or  levers,  the  cutter-frame  can  be  moved  to  and 
fro  to  cut  the  cogs  by  sliding  the  cutter-carriage  on  the  puppet  in  a  horizontal  plane  parallel  with  the 
axis  of  the  mandrel,  which,  by  the  adjustment  of  the  ways  or  slide  on  tiie  puppet,  may  be  adjusted  to 
move  in  a  vertical  plane  projected  from  the  axis  of  the  mandrel  or  at  any  inclination  therewith  tc  cut 
oblique  cogs ;  or,  by  means  of  the  other  handle,  that  the  cutter-frame  may  be  made  to  move  with  the 
upper  part  of  the  puppet  on  an  inclined  plane  to  cut  the  cogs  of  bevel  cog-wheels.  It  will  be  obvious, 
from  the  above,  that  the  plan  of  the  junction  of  the  two  lialves  of  the  puppet  may  be  made  at  any  in- 
clination desired  to  suit  the  bevel  of  the  wheel  intended  to  be  cut. 

What  he  claims  as  his  invention  and  has  secured  by  letters  patent,  is  making  the  puppet  which  car- 
ries the  cutter-frame  in  two  parts,  separated  by  an  inclined  plane,  that  one  may  shde  on  the  other  for 
cutting  the  cogs  of  bevel-wheels,  in  combination  with  the  cutter-frame  that  slides  thereon ;  and  also  the 
cutter-frame  and  double  puppet  combined  together  in  combination  with  the  mandrel  of  the  lathe.  He 
also  claims  the  method  of  adapting  the  index  or  division  plate  that  has  but  one  set  of  divisions,  to  any 
division  of  cogs  desired  to  be  cut,  by  means  of  shifting  the  wheel  on  the  arbor  that  communicates  motion 
to  the  mandrel,  in  combination  with  the  sliding  connection  of  the  index  or  division  wheel,  whereby  nu- 
merous divisions  on  the  index  plate  are  avoided.  And  further,  he  claims  the  dividing  apparatus  in 
combination  with  the  mandrel  of  a  lathe  by  means  of  the  cog-wheel  and  pulleys  put  on  one  find  of  tJie 
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same  mandrel,  ■whereby  the  wheels  to  be  cut  can  be  turned  and  cut  on  the  same  mandrel  -without  being 
removed  therefrom  to  msure  good  -work,  and  whereby  also  the  turning-lathe  may  be  used  for  a  cutting 
engine. 

This  machine  may  be  composed  either  of  a  single  lathe,  or  of  a  complicated  one,  of  any  desired  dimeo- 
sions,  and  notliing  need  be  added  to  it  but  a  side-coupling,  to  form  the  division. 

First.  Its  advantages  are :  turning  the  wheel  on  its  points ;  it  is  thus  cut  on  these  same  points,  with 
the  axis,  the  length  which  may  be  placed  on  the  lathe ;  likewise,  by  turning  the  wheel  on  the  fiat  side, 
the  hole  in  the  centre  and  the  circumference  are  cut  without  its  being  removed. 

Second.  This  macliine  can  cut  a  wheel  on  the  circumference  obliquely,  to  the  right  or  left,  mth  any 
desired  inclination ;  and  also  the  same  with  regard  to  the  wheel  on  the  side. 

Third.  The  wheel  can  be  cut  at  an  angle  of  forty-five  degrees.  This  machine  can  take  the  place  of, 
and  even  offers  more  advantages  than  the  "  Great  Platform."  It  can  be  constructed  of  any  dimension, 
always  being  able  to  cut  the  wheel  which  can  be  turned  on  the  lathe,  even  should  it  be  fifteen  feet  in 
diameter.  This  machine  can  be  adapted  to  a  lathe  placed  upon  a  wooden  bench,  with  only  one  hun- 
dred and  fifty  pounds  additional  weight  of  castings.  This  cutting  machine  may  be  obtained,  with  all 
the  above-mentioned  advantages,  from  one  inch  in  diameter  to  two  feet.  The  cast-iron  lathe  offers  more 
Bolidity,  and  with  a  little  additional  expense.  The  division  extends  to  all  numbers  with  the  greatest 
precision. 

CUTTING  AND  PUNCHING  MACHINE.    See  Punching  and  Cutting  Machine. 

CUTTING  TOOLS,  general  remarks  upon.  Cutting  tools  may  be  included  in  tliree  groups,  namely. 
Paring  Tools,  Scraping  Tools,  and  Shearing  Tools. 

First.  Paring  or  splitting  tools,  with  thin  edges,  the  angles  of  which  do  not  exceed  sixty  degrees ;  one 
plane  of  the  edge  being  nearly  coincident  with  the  plane  of  the  work  produced,  (or  with  the  tangent,  in 
circular  work.)  These  tools  remove  the  fibres  principally  in  the  direction  of  their  length,  or  longitudi- 
nally ;  and  they  produce  large  coarse  chips  or  shavings,  by  acting  like  the  common  wedge  applied  as  a 
mechanical  power. 

Secondly.  Scraping  tools  with  thick  edges,  that  measure  from  sixty  to  one  hundred  and  twenty  de- 
grees. The  planes  of  the  edges  form  nearly  equal  angles  with  the  surface  produced ;  or  else  the  one 
plane  is  nearly  or  quite  perpendicular  to  the  face  of  the  work,  (or  becomes  as  a  radius  to  the  cu'cle.) 
These  tools  remove  the  fibres  in  all  directions  with  nearly  equal  facility,  and  they  produce  fine  dust-like 
shavings  by  acting  superficially. 

Thirdly.  Shearing  or  separating  tools,  with  edges  of  from  sixty  to  ninety  degrees,  generally  duplex, 
and  then  applied  on  opposite  sides  of  the  substances ;  one  plane  of  each  tool,  or  of  the  single  tool, 
coincident  witli  the  plane  produced. 

In  explanation  of  these  views,  the  diagram.  Fig.  1026,  is  supposed  to  represent  seven  different  tools, 
the  bevels  or  edges  of  which  are  all  at  the  angle  of  sixty  degrees ;  this  may  be  considered  as  the  medium 
angle  of  the  paruig,  scraping,  and  shearing  tools. 

The  cutting  and  scraping  tools  are  supposed  to  be  moving  from  A  to  B,  which  line  represents  the  face 
of  the  work ;  or  tlie  tools  may  be  considered  to  be  at  rest,  and  the  work  to  be  moving  from  B  to  A. 

Or,  in  turning,  the  tool  may  be  supposed  to  remain  fixed,  and  the  circle  to  represent  the  moving  sur- 
face of  the  work ;  one  plane  of  the  tool  then  becomes  a  tangent  or  radius. 

The  shearing  tools,  if  in  pairs,  are  proceeding  towards  each  other  on  the  line  C  D,  whilst  A  B  still 
represents  the  face  of  the  work.  The  single  tools  act  on  the  same  principle,  but  the  body  of  the  mate- 
rial, or  tlie  surface  of  the  bench  or  support,  supplies  the  resistance  otherwise  offered  by  the  second  tool. 

The  tools  a  cf  are  bevelled  or  chamfered  on  both  sides,  the  others  from  one  side  only ;  in  these  lat- 
ter, the  general  face  of  the  tool  forms  the  second  side  of  the  angle,  and  allowing  for  exaggeration,  both 
as  to  excess  and  deficiency,  the  diagram  may  be  considered  to  represent  the  edges  of  the  following  tools. 

\ahcd,  Splitting  and  Paring  Tools,  proceeding  from  A  to  B.] 

a.  The  axe,  or  the  cleaver  for  splitting. 

6,  The  side  hatchet,  adze,  paring  and  drawing  knives,  paring  chisels  and  gouges,  the  razor,  penknife, 
spokeshave,  the  engraver's  graver,  and  most  of  the  engineer's  cutting,  turning,  and  planing  tools  for 
metaL 
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c.  The  turning  chisel  for  soft  wood,  the  chipping  chisels  for  iron,  stone,  <fec. 

d.  The  joiner's  chisels  and  carving  tools,  used  with  the  bevels  downwards,  the  joiner's  planes,  the 
cross-cut  chisel  for  metal,  and  some  other  metal  tools. 

[e/,  Scraping  Tools,  proceeding  from  A  to  B.] 

e.  When  single,  the  scraping  tools  for  turning  the  hardwoods,  ivory,  and  brass,  the  hand-plane  for 
metal ;  and  when  multiplied,  the  various  saws  and  files. 

/,  When  single,  a  triangular  scraper  for  metal ;  and  when  multiplied,  the  cross-cut  saw  for  wood,  and 
»lso  polygonal  broaches  or  rimers  with  any  number  of  sides,  for  metal 
[«/,  Shearing  Tools,  proceeding  from  C  to  D.] 
e.  When  duplex,  shears  with  edges  from  eighty  to  ninety  degrees,  commencing  with  dehcate  lace 
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acissors  for  single  threads,  and  ending  ■witli  the  engineer's  shears  for  cutting  iron  bars  and  plates  up 
wards  of  one  inch  thick ;  also  duplex  punches  with  rectangular  edges,  for  punching  engines  and  fly- 
presses. 

e.  When  single,  the  carpenter's  firmer  and  mortise-chisels,  the  paring-knife  moving  <i\a.  hinge,  and 
cutting  punches  for  gun-wadding  and  thin  materials. 

f,  When  duplex,  common  nippers  for  wire ;  more  generally,  however,  the  blades  are  inclined  so  that 
one  bevel  of  each  blade  Hes  in  one  and  the  same  plane,  and  which  is  vertical  to  A  B,  as  at  y  g. 

f.  When  single,  the  smith's  cutting-oflf  chisel. 

In  practice,  the  tools  differ  from  the  constant  angle  of  sixty  degrees,  assumed  in  the  diagram  for  the 
convenience  of  explanation,  as  the  angles  of  all  tools  are  determined  by  the  hardness  and  the  peculiar- 
ity of  fibre  or  structure  of  the  several  substances  upon  which  they  are  employed.  The  woods  and  soft 
fibrous  materials  require  more  acute  angles  than  the  metals  and  hard  bodies ;  and  the  greater  or  less 
degree  of  violence  to  which  the  tools  are  subjected,  greatly  influences  likewise  the  angles  adopted  for 
them. 

Thus,  under  the  guidance  of  a  little  mechanism,  the  thin  edge  of  a  razor,  which  is  sharpened  at  an 
angle  of  about  15  degrees,  is  used  to  cut  minute  shces  or  sections  of  woods,  in  all  directions  of  the  grain, 
for  the  purpose  of  the  microscope.  But  the  carpenter  and  others  require  more  expeditious  practice,  and 
the  first  change  is  to  tliicken  the  edges  of  the  tools  to  range  from  about  20  to  45  degrees,  to  meet  the 
rough  usage  to  which  they  are  then  exposed,  whether  arising  from,  the  knots  and  bard  places  in  \he 
woods  or  the  violence  applied. 

In  tools  for  iron  and  steel  from  60  to  70  will  be  found  a  very  common  angle,  in  those  for  brass  80  to 
90,  in  hexagonal  broaches  for  metal  it  increases  to  120,  and  in  the  octagonal  broach  sometimes  employed 
the  angle  is  still  greater ;  in  the  circular  broach  required  by  clock  and  watch  makers,  the  angle  disap- 
pears and  the  tool  ceases  either  to  cut  or  scrape,  it  resolves  itself  into  an  instrument  acting  by  pressure, 
or  becomes  a  burnisher. 

To  a  certain  extent,  every  different  material  may  be  considered  to  demand  tools  of  a  particular  angle, 
and  again  tlie  angle  is  somewhat  modified  by  the  specific  mode  of  employment :  these  conditions  jomtly 
determine  the  practical  angles  suited  to  every  case,  or  the  angles  of  greatest  economy  or  most  pro- 
ductive effect. 

The  diagram  shows  that,  independently  of  the  measure  of  the  angle  of  the  tool,  we  have  to  consider 
its  position  as  regards  the  surface  of  the  work,  the  broad  distinction  being  that,  in  the  paring  tools,  the 
one  face  of  the  wedge  or  tool  is  applied  nearly  parallel  with  the  face  of  the  work ;  and  in  the  scraping 
tools,  it  is  applied  nearly  at  right  angles,  as  explained  in  the  foregoing  definitions.  Indeed  the  paring 
iools,  if  left  to  themselves,  will  in  some  cases  assume  the  position  named ;  thus,  for  example,  if  we  place 
a  penknife  at  an  elevated  angle  upon  a  cedar  pencil,  and  attempt  to  carry  it  along  as  a  carpenter's 
plane,  the  penknife,  if  held  stiffly,  will  follow  the  line  of  its  lower  side  and  dig  into  the  wood ;  but  if  it 
bo  held  slenderly,  it  will  swing  round  in  the  hand  until  its  blade  lies  flat  on  the  pencil,  and  it  will  even 
requii'e  a  httle  twisting  or  raising  to  cause  it  to  penetrate  the  wood  at  all.  This  disposition  appears  to 
be  equally  true  in  the  thin  edges  of  the  penknife  or  razor,  and  in  the  tliick  edges  of  the  strong  paring 
tools  for  metal. 

The  action  of  a  cutting  tool  in  motion  is  two-fold.  Tlie  moving  force  is  first  exerted  on  the  point  of 
the  wedge,  to  sever  or  divide  the  substance  particle  from  particle ;  the  cohesion  of  the  mass  now  directly 
opposes  the  entry  of  the  tool,  and  keeps  it  back.  But  the  primary  motion  impressed  on  the  tool  having 
severed  a  shaving,  proceeds  to  bend  or  curl  it  out  of  the  way ;  the  shaving  ascends  the  slope  of  the 
wedge,  and  the  elasticity  of  the  shaving  confines  the  tool  in  the  cleft,  presses  it  against  the  lower  side, 
disposes  it  to  pursue  that  line,  and  therefore  to  dig  into  the  substance. 

The  Forms  and  Motions  of  Tooh,  as  regards  tlie  production  of  Lines,  Superficies,  and  Solids. — Tlie 
principles  of  action  of  all  cutting  tools,  and  of  some  others,  whether  guided  by  hand  or  by  machinery, 
resolve  themselves  into  the  simple  condition,  that  the  work  is  the  combined  copy  of  the  form  of  the 
tool,  and  of  the  motion  employed.  Or  in  other  words,  that  we  exactly  put  uito  practice  the  geometrical 
definitions  employed  to  convey  to  us  the  primary  ideas  of  lines,  superficies,  and  soUds ;  namely,  that  tlie 
line  results  firom  the  motion  of  a  point,  the  superficies  from  the  motion  of  a  line,  and  the  solid  from  the 
motion  of  a  superficies. 

It  therefore  follows,  as  will  be  shown,  that  when  the  tool  is  a  point  having  no  measurable  magnitude, 
that  two  motions  must  be  impressed  upon  it,  one  equivalent  to  the  breadth,  and  another  equivalent  to 
the  length  of  the  superficies.  When  the  tool  is  wide,  so  as  to  represent  the  one  dimension  of  the  super- 
ficies, say  its  breadth,  then  only  one  motion  is  to  be  impressed,  say  a  motion  equivalent  to  tlie  lengtJi  of 
tlie  superficies ;  and  these  two  ai-e  either  rectilinear  or  cmvilinear,  accordingly  as  straight  or  curved 
superficies  are  to  be  produced. 

tTo  illustrate  tliis  in  a  more  famihar  way  than  by  the  ideal  mathematical  conceptions — that  a  point  is 
without  magnitude,  a  line  is  without  breadth,  and  a  superficies  without  thickness — we  will  suppose  tliese 
to  be  materiaUzed,  and  to  become  pieces  of  wood,  and  that  tlie  several  results  are  formed  through  their 
agency  on  soft  clay. 

I'hus  supposing  ^  ^r  to  be  two  boards,  the  edges  of  which  are  parallel  and  exactly  in  one  plane,  and 
that  the  interval  between  them  is  filled  with  clay;  by  sliding  the  board  p  along  the  edges  of  g g,  the 
point  in  p  would  produce  a  line,  and  if  so  many  lines  were  ploughed  that  every  part  of  the  clay  were 
acted  upon  by  the  point,  a  level  surface  would  at  length  result.  Tlie  Une  /,  sucli  as  a  string  or  wire, 
carried  along  g  g,  would  at  one  process  reduce  the  clay  to  the  level  of  the  edges  of  the  box. 

Either  the  point  or  the  line  might  be  applied  in  any  direction  whatever,  and  still  they  would  equally 
produce  the  plane,  provided  that  every  part  of  the  material  were  acted  upon ;  and  this,  because  the 
section  of  a  plane  is  everywhere  a  right  line,  and  which  conditions  are  fulfilled  in  the  elementary 
apparatus,  as  the  edges  of  ^<;  are  straight  and  give  in  every  case  the  longitudinal  guide,  and  witli  I 
the  second  line  is  fonned  at  once,  either  with  a  string,  a  wire,  or  a  straight  board ;  but  in  p  the  point 
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requires  a  second  or  transverse  guide,  and  which  is  furnished  by  the  straight  parts  of  the  board  ^  nibbing 
on  the  edges  of  g  g,  and  therefore  the  point  obtains  both  a  longitudinal  and  a  transverse  guide,  whicb 
were  stated  to  be  essential. 

The  board  c,  witli  a  circular  edge,  and  m,  with  a  moulding,  would  respectively  produce  circular  and 
'  moulded  pieces,  which  would  be  straight  in  point  of  length  in  virtue  oig  g  the  line  of  motion,  and  curved 
in  width  m  vu-tue  of  c  or  m  the  lines  of  the  tools.  But  now  c  and  m  must  always  advance  parallel  with 
their  starting  positions,  or  the  width  of  the  moulding  would  vary ;  and  this  is  true,  whenever  curved 
guides  or  curved  tools  are  employed,  as  the  angular  relation  of  the  tool  must  be  then  constantly  maio- 
tained,  which  it  is  supposed  to  be  by  the  external  piece  or  guide  attached  to  m. 


Supposing  g  g  each  to  have  cu'cular  edges,  as  represented  by  the  dotted  arc  a  a,  or  to  be  curved  into 
any  arbitrary  moulding,  the  same  boards  ^j,  I,  c,  m  would  produce  results  of  the  former  transverse 
sections,  but  the  clay  would  in  each  case  present,  longitudinally,  the  curved  figure  of  the  curved  longi- 
tudinal boards  aa  ;  here  also  the  line  of  the  tool  and  the  line  of  the  motion  would  obtain  in  the  result 

If,  to  carry  out  the  supposition,  we  conceive  the  boa^d  a  a  to  be  continued  until  it  produced  the  entire 
circle,  we  should  obtain  a  cylinder  at  one  single  sweep,  if  the  wire  I  were  carried  round  at  right  angles 
to  a  a.  But  to  produce  the  same  result  with  the  point  p,  it  must  be  done  either  by  sweeping  it  round  to 
make  circular  furrows  very  near  together,  or  by  traversing  the  point  from  side  to  side,  to  make  a  multi- 
tude of  contiguous  lines  parallel  with  the  axis  of  the  cylinder.  In  either  case  we  should  apply  the  point 
to  every  part  of  the  sm-face  of  the  cylinder,  which  is  the  object  to  be  obtained,  as  we  copy  the  circle 
oi  aa  (which  is  supposed  to  be  complete)  and  the  line  I,  or  the  transverse  motion  of  p,  wliicli  is 
equivalent  to  a  line. 

But  it  is  obvious  that,  in  every  case  referred  to,  there  is  the  choice  of  moving  either  the  clay  or  the 
tool,  without  variation  in  the  effect.  If  in  respect  to  the  circular  guide  a  a,  we  sot  the  clay  to  rotate 
upon  its  centre,  we  should  produce  all  the  results  without  the  necessity  for  the  guide^boards  a  a,  as  the 
axis  being  fixed,  and  the  tool  also  fixed,  the  distance  from  the  circumference  to  the  centre  would  be 
everywhere  alike,  and  we  should  obtain  the  condition  of  the  circle  by  motion  alone,  instead  of  by  the 
guide  ;  and  such,  in  effect,  is  turning. 

An  eveiy-day  example  of  this  identical  supposition  is  seen  in  the  potter's  wheel ;  and'  the  potter  also, 
instead  of  always  describing  the  lines  of  his  works  with  his  hands,  as  in  sketcliing,  occasionally  resorts 
to  curved  boards  or  templets,  as  for  making  the  mouldings  for  the  base  of  a  column,  or  any  other  circular 
ornament.  But  here,  as  also  in  ordinary  turning,  we  have  choice  either  to  employ  a  figured  tool,  or  to 
impress  on  a  pointed  tool  a  path  identical  with  the  one  section ;  for  example,  the  sphere  is  turned  either 
by  a  semicircular  tool  applied  parallel  witli  the  axis,  or  else  by  sweeping  a  narrow  or  pointed  tool 
around  the  sphere  in  the  same  semicircular  patli. 

Having  shown  that  in  every  case  the  superficies  is  a  copy  of  the  tool  and  of  the  one  motion,  or  of  the 
point  and  the  two  motions,  it  will  be  easily  conceived  that  the  numerous  superficies  and  sohds,  emana- 
ting from  the  diagonal,  spiral,  oval,  cycloid,  epicycloid,  and  other  acknowledged  lines,  which  are  mostly 
themselves  the  compositions  of  right  lines  and  of  circles,  may  be  often  mechanically  produced  in  tliree 
different  ways. 

Fu'st,  by  the  employment  of  tools  figured  to  the  various  shapes,  and  used  with  only  one  motion  or 
traverse ;  secondly,  by  the  use  of  figuied  guides,  cams,  or  shaper-plates,  by  which  the  motion  is  con- 
strained, just  the  same  as  p  makes  a  right  or  a  curved  line,  in  virtue  of  its  straight  or  curved  guide ; 
and  thirdly,  by  the  employment  of  a  point  actuated  by  two  motions,  by  the  composition  of  which  most 
geometric  lines  are  expressed. 

Thus  when  uniform  motions  are  employed,  two  rectilinear  motions  produce  a  diagonal  to  themselves ; 
one  circular  and  one  continued  right-line  motion,  give  the  spiral,  the  screw,  and  the  cycloid :  also  if,  dur- 
ing one  circular  revolution,  either  the  circle  or  the  point  make  one  oscillation  in  a  right  fine,  we  obtain 
the  oval ;  by  two  circular  movements  we  obtain  the  epicycloid,  by  tliree  motions  the  compound  or  dou- 
ble epicycloid,  and  so  on.  And  wlien  one  or  both  of  tlie  rectilinear  or  circular  generating  motions  are 
variable  as  to  velocity,  we  obtain  many  different  kinds  of  curves,  as  the  parabola,  hyperbola,  and  others ; 
and  thence  the  solids,  arising  from  the  revolutions  of  some  of  these  curves  upon  an  axis. 

We  produce  the  practical  composition  of  any  two  lines  or  movements,  whether  regular  or  irregulai, 

by  impressing  these  movements  on  the  opposite  extremities  of  an  inflexible  line  or  rod ;  from  which  rod 

we  obtain  a  compounded  line  if  we  trace  the  motion  of  a  point  inserted  in  any  part  of  the  rod,  and  we 

Dbtain  a  compounded  superficies  if  we  copy  the  motion  of  the  entire  line.     Tliis  may  need  explanation. 

Supposing  that  in  Fig.  1027,  the  back  guide  gg  to  remain  a  straight  Une,  the  front  to  become  the 
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circular  arc  a  a,  the  board  p  being  now  traversed  in  contact  both  with  the  straight  and  curved  edges, 
the  point  p  would  describe  a  line  if  it  were  close  against  the  line  gff,  or  an  arc  if  close  against  the  arc 
a  a;  midway  it  would  describe  an  arc  of  about  half  the  original  curvature.  On  the  other  liand,  the 
line  6  would  cut  off  the  clay  in  a  superficies,  possessing  at  the  three  parts  these  same  conditions,  and 
merging  gradually  from  the  right  line  to  the  arc  a  a. 

But  a  similar  composition  of  the  two  lines  or  motions  would  occur,  were  the  lines  ^r  <7,  a  a  to  be  ex- 
changed for  any  others,  similar  or  dissimilar,  parallel  or  oblique,  or  irregular  in  two  directions ;  and  in 
mechanical  practice  we  combine,  in  like  manner,  two  motions  to  produce  a  compound  line  or  a  com- 

Eound  superficies.  Indeed  in  many  cases  there  is  no  alternative  but  to  impart  to  two  edges  ^  a  of  a 
lock  the  marginal  outlines  of  the  superficies,  and  then,  generally  by  hand-labor,  to  reduce  all  the  inter- 
mediate portions  under  the  guidance  of  a  straight  edge  applied  at  short  intervals  upon  the  two  edges, 
which  thus  become  compounded  or  melted  together  in  the  superficies.  Numbers  of  irregular  siu-faces 
can  be  produced  by  this  mode  alone. 

In  fine,  in  mechanical  processes,  we  translate  the  mathematical  conceptions  of  the  rectilinear,  circular, 
and  mixed  motions  of  pomts  and  lines,  into  the  mechanical  realities  of  rectilinear,  circular,  and  mixed 
motions  of  pointed  or  linear  tools. 

It  is  not  imperative,  however,  that  the  tools  should  have  but  one  fixed  point  or  edge,  as  without 
change  of  principle  a  succession  of  similar  points  may  be  arranged  in  a  circle,  to  constitute  a  revolving 
cutter,  which  by  its  motions  will  continually  present  a  new  point,  and  multiply  the  rapidity  of  the  eS'ect 
In  most  cases,  the  introduction  of  a  tool  with  a  figured  outUne,  cancels  the  necessity  for  the  means 
otherwise  required  to  generate  such  figured  line  by  the  motion  of  a  point ;  and  a  tool  with  4  figured 
superficies,  cancels  also  the  remaining  motion  required  to  produce  the  superficies,  and  the  tool  12  ;,imply 
impressed  as  a  stamp  or  die. 

In  tracing  the  method  of  applying  these  theoretical  views  to  the  explanation  of  the  general  employ- 
ment of  cutting  tools,  or  the  practice  of  the  workshop,  we  may  safely  abandon  all  apprehension  of  com- 
plexity, notwithstanding  the  almost  boundless  variety  of  the  elements  of  machinery,  and  other  works  of 
cutting  tools.  For  although  all  the  regular  figures  and  solids  referred  to  are  in  reaUty  met  with,  besides 
a  still  greater  number  of  others  of  an  irregular  or  arbitrary  character,  still  by  far  the  greater  majority 
of  pieces  resolve  themselves  into  very  few  and  simple  parts,  namely,  solids  with  plane  superficies,  such 
as  prisms,  pyramids,  and  wedges,  and  solids  with  circular  superficies,  such  as  cylinders,  cones,  and  spheres. 
These  are  frequently,  as  it  were,  strung  together  in  groups,  either  in  their  entire  or  dissected  states ;  but 
as  they  are  ooly  wrought  one  surface  at  a  time,  the  whole  inquiry  may  be  considered  to  resolve  itself 
into  the  production  of  superficies. 

The  guide  principle  is  to  be  traced  in  most  of  our  tools.  In  the  joiner's  plane;  it  exists  in  the  form  of 
the  stock  or  sole  of  the  plane,  which  commonly  possesses  the  same  superficies  as  it  is  desired  to  pro- 
duce. For  instance,  the  carpenter's  plane  used  for  flat  surfaces  is  itself  flat,  both  in  length  and  width, 
and  therefore  furnishes  a  double  guide.  The  flat  file  is  somewhat  under  the  same  circumstances,  but 
as  it  cuts  at  every  part  of  its  surface,  from  thousands  of  points  being  grouped  together,  it  is  more 
treacherous  than  the  plane  as  regards  the  surface  from  which  it  derives  its  guidance,  and  from  this  and 
other  reasons  it  is  far  more  difficult  to  manage  than  the  carpenter's  plane. 

In  many  other  cases  the  cutting  instrument  and  the  guide  are  entirely  detached ;  this  is  strictly  the 
case  in  ordinary  turning,  in  which  the  circular  guide  is  given  by  the  revolution  of  the  lathe  mandrel 
which  carries  the  work,  the  surface  of  which  becomes  the  copy  of  the  tool,  or  of  the  motion  impressed 
upon  the  tool,  either  by  the  hand  of  the  workman  under  the  guidance  of  his  eye  alone,  or  by  appropri- 
ate mechanism. 

"When  the  lathe  is  employed  under  the  most  advantageous  circumstances  to  produce  the  various 
geometrical  solids  or  figm^es,  the  tool  is  placed  under  the  guidance  of  a  ruler,  or  rather  of  a  slide,  by 
which  its  path  is  strictly  limited  to  a  rectilinear  motion.  Thus,  for  a  cylinder  the  slide  is  placed  exactly 
parallel  with  the  rotary  axis  of  tlie  mandrel,  and  for  a  plain  flat  surface  the  tool  is  moved  on  a  shde  at 
right  angles  to  tlie  axis.  Generally  two  shdes  fixed  in  these  portions  are  attached  to  the  lathe  to  carry 
and  guide  the  tool,  the  machine  being  known  as  the  sliding-rest ;  but  mostly  the  one  slide  only  is  used 
as  a  traversing  or  directional  slide  for  guiding  the  tool,  the  other  as  an  adjusting  or  position  slide  for 
regulating  tlie  penetration  of  the  tool  into  the  work 

Sometimes  the  two  slides  are  moved  simultaneously  for  the  production  of  cones,  but  more  generally 
the  one  slide  is  placed  oblique  and  used  alone.    The  lathe  is  employed  with  great  effect  in  producing 

[)lane  surfaces,  but  the  more  modern  engine,  the  planirig-machine,  the  offspring  of  the  slide  or  traversing 
athe  recently  adverted  to,  is  now  also  very  much  employed  for  all  kinds  of  rectihnear  works. 

The  planing-machine  being  intended  prmcipally  for  rectihnear  solids  of  all  kinds,  its  movements  are 
all  rectilinear,  and  these  are  in  general  restricted  to  three,  which  are  in  the  same  relation  to  each  other 
as  the  sides  of  a  cube ;  namely,  two  are  horizontal  and  at  right  angles  to  each  other,  and  the  third  is 
vertical,  and  therefore  perpendicular  to  the  other  two.  The  general  outline  of  the  machine  will  be  con- 
ceived by  imagining  a  horizontal  railway  to  take  the  place  of  the  revolving  axis  of  the  lathe,  and  the 
shde-rest  of  the  lathe  to  be  fixed  vertically  against  the  face  of  %  bridge  stretching  over  the  railway. 

In  the  general  structure  of  this  most  invaluable  machine,  tlie  railway  is  the  cutting  slide,  upon  which 
the  work  is  slid  to  and  fro.  For  producing  a  horizontal  surface,  the  horizontal  shde  is  employed  for 
traversing  the  tool  across  the  face  of  the  work,  which  is  thus  reduced  by  ploughing  a  series  of  parallel 
grooves,  not  exceeding  in  distance  the  width  of  the  pointed  tool,  so  that  first  the  line,  and  then  the  sur- 
face arise,  exactly  as  in  the  geometrical  suppositions.  For  vertical  planes,  the  vertical  is  the  traversing 
elide,  the  horizontal,  the  adjusting ;  and  for  oblique  planes,  the  vertical  slide  is  swivelled  round  to  the 
assigned  angle,  the  imaginary  railway  being  employed  in  all  cases  to  give  the  cutting  motion. 

When  we  examine  into  almost  any  machine  employed  in  cutting,  it  will  be  found  that  the  end  to  be 
obtained  is  always  a  superficies,  either  piano  or  curved,  and  which  superficies  reduced  to  its  elementary 
condition,  presents  length  and  breadtL 
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When  therefore  we  have  put  on  one  side  the  mechanism  required  for  connecting  and  disconnecting 
the  engine  with  the  prime  mover,  wliether  animal,  steam,  or  other  power,  it  will  be  found  that  when 
the  superficies  is  produced  by  a  pointed  tool,  the  primary  motions  resolve  themselves  into  two,  wliich 
may  be  considered  representative  of  length  and  breadth.  The  velocity  of  the  one  primary  motion  is 
suited  to  the  speed  proper  for  cutting  the  material  with  the  most  productive  effect,  which  for  the  metals 
is  sometimes  as  low  as  ten  or  twenty  feet  per  minute,  measmed  at  the  tool,  and  for  the  woods  the  speed 
is  above  ten  or  twenty  times  as  great. 

The  principal  limit  of  velocity  in  cutting  machines,  appears  to  be  the  greatest  speed  the  tool  will 
safely  endure,  without  becoming  so  heated  by  the  friction  of  separating  the  fibres  as  to  lose  its  temper 
or  proper  degree  of  hardness. 

The  cohesion  of  iron  being  very  considerable,  a  velocity  materially  exceeding  ten  to  twenty  feet  per 
minute  would  soften  and  discolor  the  tool,  whereas  in  general  the  tools  for  iron  are  left  nearly  or  quite 
hard.  Brass,  having  much  less  cohesion  than  iron,  allows  a  greater  velocity  to  be  used ;  lead  and  tin 
admit  of  still  more  speed ;  and  the  fibrous  cohesion  of  the  soft  woods  is  so  small,  that  when  the  angles 
of  the  tools  are  favorable,  there  is  hardly  a  limit  to  the  velocity  which  may  be  used.  Water,  soap  and 
water,  oil,  milk,  and  other  fluids,  are  in  many  cases  employed,  and  especially  with  the  more  fibrous 
metals,  for  the  purpose  of  lubricating  the  cutting  edges  of  the  tools  to  keep  down  the  temperature,  the 
fluids  reduce  the  friction  of  separating  the  fibres  and  cool  both  the  tool  and  work,  thereby  allowing  an 
increase  of  velocity;  and  at  the  same  time  tliey  lessen  the  deterioration  of  the  instrument,  which 
when  blunted  excites  far  more  friction,  and  is  likewise  more  exposed  to  being  softened,  than  when  keen 
and  in  perfect  working  order.  There  are,  however,  various  objections  to  the  constant  use  of  lubricating 
fluids  with  cutting  tools. 

The  velocity  of  the  other  primary  motion  is  generally  very  small,  and  often  intermittent ;  and  it  be- 
comes  a  mere  creep  or  traverse  motion,  by  which  the  pointed  tool  is  gradually  moved  in  the  second 
direction  of  the  superficies  under  formation. 

In  producing  circular  bodies,  one  of  these  primary  motions  becomes  circulating  or  rotary,  and  in  com- 
plex or  irregular  forms  an  additional  movement,  making  in  all  three,  or  sometimes  four,  are  compounded ; 
and  lastly,  when  linear  or  figured  tools  are  employed,  one  of  the  motions  is  generally  expunged. 

DAMS.  An  erection  of  earth,  wood  or  masonry,  above  the  channel  of  a  stream,  for  the  confinement 
of  the  water  for  the  purposes  of  navigation,  or  for  water  supply. 

Fig.  62  represents  a  section  of  the  Dam  across  the  Croton  river,  which  supplies  the  city  of  New  York 
with  water.  The  base  of  this  work  is  composed  mostly  of  cob,  or  crib-work  of  logs  or  timber,  their  in- 
tervals being  filled  in  with  stone,  and  the  intervals  between  the  piers  of  crib-work,  with  concrete.  The 
upper  portion,  and  the  apron,  or  down  stream  face  of  the  dam,  is  made  of  cut  stone.  A  secondary  dam 
is  constructed  below,  in  order  that  the  discharges  or  overflow  of  the  water  may  fall  into  back-water,  and 
in  that  way  check  the  force  of  the  current.  Dams  constructed  in  this  way,  with  a  curved  or  inclined 
apron  either  of  stone  or  wood,  are  called  rolling  dams.  When  the  foundation  is  upon  rock,  it  is  cheaper 
and  better  to  make  the  dam  without  an  apron,  the  water  falling  directly  upon  the  ledge.  The  slope  of 
the  upstream  face  of  the  dam  in  this  case,  is  made  at  an  inclination  of  2\  or  3  horizontal  to  1  vertical, 
in  order  that  the  tendency  of  water  passing  over  it  may  be  to  press  it  down  upon  the  foundation  than  to 
displace  it.  In  timber  dams,  the  most  usual  foi-m  is  to  place  main  timbers  perpendicular  to  the  face  of 
the  dam  and  at  the  inclination  of  the  face, in  frames  or  sections  from  3  to  8  feet  apart,  these  frames 
consisting  of  inclined  timbers  blocked  upon  each  other.  The  foot  of  the  timbers  being  bolted  securely 
to  the  ledge,  the  face  being  formed  by  thick  planks  treenailed  upon  the  outer  timber,  the  slope  is  then 
loaded  with  gravel.  In  some  cases  the  tipper  timber  is  inclined,  and  the  lower  timbers  placed  hori- 
zontal. • 

Dams  constructed  of  masonry  are  laid  full  in  cement,  or  dry,  with  a  sheet  piling  of  brick  or  stone 
laid  in  cement,  on  the  upstream  face.  Their  forms  are  various,  but  they  should  be  of  sufficient  section 
to  resist  the  pressure  of  the  water,  for  calculation  of  which,  see  Walt>s. 

In  all  dams  for  permanent  purposes,  it  is  of  the  utmost  importance  that  they  should  be  well  secured 
at  the  bottom,  to  prevent  the  water  passing  beneath  the  structure.  This  is  usually  effected  by  sheel 
piling  of  plank  or  masonry  on  the  upper  face,  and  to  prevent  any  wash  at  the  wings,  the  spiling  is  ex- 
tended into  the  banks  at  the  sides,  or  in  case  of  rock,  connected  with  it. 

Temporary  dams  are  often  made  of  crib- work  floated  into  the  stream  and  loaded,  gravel  being  thrown 
on  the  upper  side  to  make  them  tight.  By  felling  of  trees  across  the  stream  and  filling  in  with  branches, 
straM',  turf  and  earth,  a  temporary  purpose  may  be  served. 

Of  the  obstructions  caused  by  dams,  the  height  to  which  the  water  is  raised  by  such  structures,  see 
Hydraulics. 

DADO.  A  term  for  the  die  or  plane  face  of  a  pedestal.  The  dado  employed  in  the  interior  of  builds 
ings  is  a  continuous  pedestal,  with  a  plinth  and  base  moulding,  and  a  cornice  or  dado  moulding  sur- 
mounting the  die. 

DAMASQUINE.     A  term  applied  to  ornamental  work  of  gold  or  silver,  incrusted  on  iron  or  steel. 

DAMPER.     A  valve  placed  in  a  chimney,  to  diminish  the  draught  when  the  heat  is  too  intense. 

DERRICK.  A  species  of  crane  for  the  raising  of  heavy  weights,  &c.  It  differs  from  the  crane 
properly  so  designated,  in  that  the  boom  or  arm  is  movable.  It  is  chiefly  applied  in  constructions, 
whilst  the  crane  may  be  considered  a  fixture  for  workshops,  foundries  and  warehouses.  Fig.  1032  rep- 
resents the  common  form  of  derrick,  used  for  the  setting  of  small  stone,  in  this  particular  example,  as  the 
building  of  the  Dry  Dock  in  Brooklyn,  Its  construction  will  be  easily  understood  from  the  figure.  The 
mast  is  supported  in  its  upright  position  by  radial  guys,  made  fast  severally  to  posts  set  firmly  in  the 
ground.     '1  he  weight  to  be  raised  is  attached  to  the  lowest  block,  which  is  suspended  by  means  of  another 
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block  to  the  end  of  the  boom.  The  rope  passes  over  a  pulley  or  shear  iu  or  on  the  boom,  «nd  thence 
over  another  near  the  top  of  the  mast,  theijce  passing  down  parallel  to  the  mast,  it  is  attached  to  a  bar- 
rel or  dram,  and  can  be  taken  up  or  let  out  by  means  of  a  geer  and  pinion  and  crank,  thereby  raising 
or  lowering  the  weight.  The  boom  can  be  raised  or  lowered  by  means  of  the  rope  at  the  bottom  of  the 
mast,  which  is  passed  two  or  three  times  round  a  small  fixed  cylinder,  and  is  miited  to  the  end  of  the 
boom  by  a  system  of  blocks.  By  the  slacking  of  this  rope,  the  boom  may  be  Jowered  whilst  the  weight 
is  suspended,  which  enables  the  workmen  to  take  up  the  stone  at  one  distance  from  the  mast,  and  lay  it 
at  another  more  remote.  The  machine  is  swung  into  position  by  a  small  rope  attached  to  the  end  of  the 
boom  or  to  the  weiajht  itself. 


Fig.  1031,  represents  Savage's  Derrick  as  improved  by  Mr.  McAlpine,  and  nsed  at  the  Brooklyn  Dry 
Dock  for  the  laying  of  the  heaviest  stone.  It  differs  somewhat  in  its  arrangement  from  the  simple  ma- 
chine already  described.  It  will  be  seen  that  the  hook  for  the  suspension  of  the  weight,  is  supported  by 
two  blocks.    By  tracing  tlie  position  of  the  rope  No.  1,  it  will  be  seen  that  by  it  the  right  hand  one  of 
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these  blocks  can  te  raised  or  lowered  by  means  of  the  crank,  pinion,  geer  and  barrel.  No.  1  of  the 
crab,  at  the  opposite  end  of  the  boom  ;  •  in  a  similar  way,  the  left  hand  block  is  raised  by  rope  No.  2. 
Thus  it  will  be  seen  that  by  the  winding  np  of  rope  No.  1  on  the  barrel,  a  motion  upwards  and  outwards 
is  given  to  the  suspended  weight,  whereas  by  the  winding  up  of  No.  2,  the  weight  is  raised  upwards  and 


Scale.— 6  feet=l  inch. 

invards.    Again,  if  rope  No.  1  alone  be  slackened,  the  weight  is  lowered  and  tends  inwards,  and  again  if 
No.  2  be  slackened,  the  weight  is  lowered    outwardly  ;     by  these  means  the  stone  may  be  deposited  at 
any  spot  within  reach  of  the  boom. 
ni«lC  ENGINE.     See  Engine. 
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DISTILLATION.  The  evaporation  and  subsequent  condensation  of  liquids  and  even  solids.  The 
vessel  used  for  generating  the  vapor  if  of  largo  size  is  called  a  stUL  Distillation  as  carried  on  by  the 
chemist  is  usually  by  means  of  retorts,  and  the  vessel  that  receives  the  distilled  matter  is  called  areceiver; 
this  is  perhaps  the  most  simple  method  of  distilling.  The  distillation  of  coal  in  the  manufacture  of  illu- 
minating gas  is  conducted  iiycast-iron  retorts,  and  is  an  example  of  this  form  of  distillation. 

There  are  two  distinct  opierations  in  the  production  of  ardent  spirits.  The  one  is  the  conversion  of 
certain  vegetable  principles  into  alcohol,  the  other  the  separation  of  the  alcohol  from  other  substances 
with  which  it  is  necessarily  blended  in  its  production.  The  vegetable  principle  which  is  essential  to  the 
formation  of  alcohol  is  sugar,  and  this  is  sometimes  used  directly,  as  when  molasses  and  like  products  are 


subjected  to  immediate  fermentation,  or  it  is  indirectly  obtained  by  subjecting  amylaceous  grains  to  cer- 
tain processes  by  which  the  starch  they  contain  is  first  converted  into  sugar,  and  the  sugar  afterwards 
alcoholized.  For  this  latter  purpose,  the  various  grains  are  subjected  to  the  operation  of  bruising  or 
mashing,  and  infused  under  constant  agitation  in  a  proper  quantity  of  water  in  the  mash  tun.  In  this 
way  the  wash  is  obtained  which  is  run  into  tlie  fermenting  vats,  where  mixed  with  a  small  quantity  of 
yeast,  it  is  subjected  to  the  process  of  fermentation  which  requires  from  6  to  12  days,  the  term  varying 
with  the  mass  of  liquid  and  the  temperature  of  the  atmosphere.  As  the  fermentation  progresses,  the  wash 
attenuates  ;  as  this  attenuation  reaches  the  maximum,  the  wash  is  drawn  into  the  still  and  subjected  to 
heat,  the  spirit  of  more  volatile  matter  passing  over  first,  is  condensed  in  the  worm,  and  yields  spirit. 
In  general,  the  wash  is  first  subjected  to  distillation,  from  which  a  weak  spirit  is  obtained,  then  this 
spirit  is  re-distillcd  from  which  proof  spirits  are  obtained,  the  stronger  spirits  being  the  most  volatile, 
being  the  first  to  pass  over. 

Of  stills  there  are  almost  an  endless  variety,  differing  not  in  essential  principles  but  in  detail.  We 
instance  one  of  the  earliest  improved  stills,  that  invented  by  Corty,  and  afterwards  much  simplified  by 
Messrs.  Shears  &  Sons. 

Fig.  1033  is  a  representation  of  this  still :  A  being  the  body  of  the  still  into  which  the  wash  is  put ; 
B  is  the  still  head  ;  C  C  C  are  three  plates  of  copper  fitted  into  the  upper  part  of  the  boxes  D  D  D, 
which  are  kept  at  a  regulated  temperature  by  water  being  conducted  over  their  outer  surface,  by  means 
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of  the  pipe  E  and  the  distributing  pipes  G  G  G.  The  spirit  vapor  then  rising  from  the  body  of  the  still 
meets  a  check  at  the  lowest  plate  C,  by  reason  of  the  coolness  occasioned  by  the  water;  this  condenses 
the  grosser  part  of  the  vapor  and  thi-ows  it  back,  whilst  the  lighter  proceeds  on  to  the  second  plate  C, 
•where  a  fui-ther  coolness  condenses  another  portion  of  the  vapor,  leaving  a  much  purer  spirit  to  encoun- 
ter the  increased  coolness  at  the  third  plate  0.  Here  the  last  separation  takes  place ;  the  aqueous  and 
oleaginous  particles  being  unable  to  sustain  the  temperature  maintained,  fall  back  condensed,  and  only 
a  very  strong  spirit  passes  over  in  the  gooseneck.  By  means  of  the  cock  F,  in  the  pipe  E,  the  supply 
of  water  to  the  boxes  D  can  be  very  exactly  regulated ;  and,  as  a  natural  consequence,  the  temperature 
can  be  very  accurately  adjusted.  If  the  temperature  of  the  upper  box  be  kept  at  174°,  for  example, 
tlie  alcohohc  vapor  -which  passes  over  will  be  comprised  of  90  per  cent,  of  pure  alcohol,  or  65  over 
proof;  but  with  a  temperature  of  194:°  Fahr.  the  vapor  will  contain  only  66  per  cent,  pure  alcohol,  or 
30  per  cent,  over  proof,  a  is  a  screw-cap,  through  which  a  jet  of  steam  or  water  may  be  sent  to  clear 
away  the  deposite,  which  otherwise  will  more  or  less  accumulate  on  the  upper  surfaces  of  the  plates  C. 
At  the  lower  end  of  the  worm-pipe  is  affixed,  by  means  of  the  brass  swivel-joint  screw  H,  a  gas  ap- 
paratus. The  peculiar  form  of  the  pipe  I  into  which  the  spirit  runs  from,  the  worm,  causes  it  to  be 
failed  shortly  after  the  still  commences  working ;  whilst  the  other  branch  pipe  K  rises  to  some  height, 
then  returns,  and  is  immersed  in  the  small  box  L  to  the  extent  of  about  two  inches  in  water.  The  gas 
from  the  still  escapes  by  this  pipe  through  tlie  water,  as  tlie  pressure  can  be  but  trifling. 

It  is  held,  that  by  means  of  this  gas  apparatus  the  distillation  proceeds  in  a  partial  vacuum,  and  that 
thereby  there  is  a  great  economy  in  fuel.  As  the  spirit  enters  the  worm  at  so  much  lower  a  tempera- 
ture than  in  the  old  stills,  that  quantity  of  water  is  not  required  to  cool  the  spiiit  vapor  as  would  bo 
otherwise. 

A  still  of  400  gallons  is  said  to  work  off  four  to  five  charges  in  the  day  of  twelve  hours ;  yielding  a 
spirit  on  an  average  of  35  per  cent,  over  proof:  which,  for  rum,  is  considered  the  most  advantageous 
strength  to  run  it  at. 

Fig.  1034  is  another  an-angement  of  the  same  kind  of  still ;  being  the  addition  of  the  common  still  A 
to  the  patent  still  B.  In  this  case  the  contents  of  B  are  drawn  down  from  time  to  time  into  A,  and  that 
of  A  run  off  as  dunder ;  the  spirit  from  A  being  conducted  into  B.  One  fire  heats  both  stills ;  and  it  ia 
stated  that  by  the  general  adaptation  and  aiTangement,  a  very  large  quantity  of  fine  spirit  is  produced 
by  the  consumption  of  a  very  inconsiderable  amount  of  fuel. 


DfVlJNG-BELL.  A  box,  shaped  somewhat  like  a  bell,  and  usually  constructed  of  plate  iron,  intend- 
ed for  the  purpose  of  enabling  a  person  to  descend  beneath  the  surface  of  the  water.  It  is  open  below, 
and  is  lowered  into  the  water,  the  air  beneath  being  condensed  in  proportion  to  tlie  depth  to  which  it  is 
sunk  beneath  the  surface.  To  give  sufficient  air-space  in  the  bell,  and  to  supply  fresh  air  for  the  pur- 
pose of  breathing  to  the  parties  within  it,  air  is  forced  in  from  above  through  a  flexible  tube  by  means 
of  a  condensing  pump.  This  machine  is  extremely  valuable  in  setting  foundations  beneath  the  water, 
and  in  making  examinations  of  sunken  wrecks. 

DOCKING  SHIPS,  Apparatus  for.  The  Marine  railway.  The  slip,  Figs.1039  to  1042,  consists  of 
three  timber  ways  laid  down  on  piles  or  on  the  firm  beach,  and  running  into  deep  water.  These  waya 
carry  a  rail,  on  which  work  the  trucks  or  rollers  of  the  carriage  or  frame  D  D.     This  carriage  or  frame 
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consists  of  three  strong  longitudinal  trucks,  secured  together  by  six,  seven,  or  more  movable  cross-piece^ 
the  carriage  being  hauled  upon  the  ways  by  means  of  a  wheel  and  pinion,  capstan,  or  other  purchase. 
On  the  keel-beam  D  of  the  carriage,  blocks  are  laid  to  such  a  height  that  the  keel  of  the  vessel  may 
clear  the  ends  of  the  cross-pieces,  and  each  block  carries  four  rollers.  On  the  cross-pieces,  on  each  side, 
are  laid  sliding  or  chock-blocks  F  F,  which  are  made  to  suit  the  rising  of  the  ship's  bottom,  and  are 
worked  backwards  and  forwards  on  the  cross-pieces  by  tackle.  They  are  also  secured  on  the  cross- 
pieces  by  a  rack  and  pawl.  On  the  aftermost  oross-pieces  are  also  two  shores  1 1,  which  turn  upon  a 
joint,  and  are  prevented  from  falling  outwards,  when  the  vessel  is  floating  on,  by  means  of  a  small 
chain. 

A  vessel  having  floated  on  to  the  slip,  the  sliding-blocks  are  adjusted  by  the  tackle  under  her  keel, 
tlie  tackle  being  taken  on  board  the  ship,  and  hauled  tight.  By  this  means  the  sliding-blocks  are 
brought  into  the  proper  place,  and  the  pawls  fall  into  the  racks  on  the  cross-pieces,  and  wedge  the  vessel 
firmly  in.  The  iron  guides  at  her  forefoot  and  at  her  stem  are  also  hauled  up,  so  that  she  is  well 
secured  to  the  carriage.  Of  course,  the  carriage  being  inclined,  the  vessel  takes  first  the  foremost 
blocks,  but  the  others  are  gradually  adjusted,  and  as  the  carriage  is  hauled  up  the  slip,  the  vessel  takes 
the  remaining  slide-blocks  in  succession.  When  duly  prepared,  the  vessel  and  carriage  are  hauled  up 
the  slip  at  the  rate  of  from  2|  to  5  feet  per  minute.  The  power  employed  is  in  about  the  proportion  of 
six  men  to  every  hundred  tons. 

When  hauled  up,  the  vessel  is  shored  from  the  ground,  and  the  keel-beam  being  relieved  from  the 
weight  can  be  run  back  so  as  to  be  used  again.  It  should  be  observed,  that  during  the  hauling  up,  the 
carriage  is  prevented  from  falling  back  by  means  of  three  or  more  pawls  at  different  parts  of  the  fram- 
ing, working  on  the  rack  on  the  midway. 

The  launching  of  a  vessel  from  the  slip  takes  place  very  easily,  by  putting  the  cross-pieces  and  chock- 
blocks  under  her  and  the  keel-beam. 

This  slip  admits  of  more  than  one  vessel  being  on  the  -elip  at  the  same  time,  as  the  carriage  or  cradle 
Ik  movable,  and  the  vessel,  when  ashore,  can  be  shored  up  in  the  usual  way. 


1039. 


The  American  Marine  Railway,  or  the  Railway  Dock,  as  it  is  styled  in  the  patent.  The  plan  ot  cou- 
struction  is  thus  described  by  Mr.  J.  L.  Sullivan,  C.  E. : —  ■,  .        .    r      r 

"  The  bottom  is  to  be  levelled  to  the  proper  slope.  The  foundation  piles  are  to  be  driven  in  four  hues ; 
the  two  inner  rows  near  to  each  other,  in  order  to  support  the  keel;  the  two  outer  rows  to  come  under  the 
shores.    The  piles  to  be  cut  off  under  water  must  be  cut  off  in  tlie  exact  inclination  of  the  plane,  and  level 
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with  each  other  transversely.  The  necessity  of  previously  marking  each  pile  separately,  on  every 
Bide,  in  accordance  with  the  intended  inclination  of  the  ways,  led  to  the  invention  of  instruments  re- 
quisite to  the  occasion. 

"  An  aerial  inclined  plane  parallel  to  that  intended  to  be  established  under  water  is  obtained  by  first 
fixing  a  true  level  across  the  head  of  the  railway,  and  denoting  each  station  by  a  target,  the  staff  ot 
which  is  so  much  above  the  line  of  plane  as  will  bring  the  lower  end  of  the  aerial  plane  above  water ; 
targets,  having  each  a  staff  of  the  same  length,  being  next  applied,  and  nailed  to  the  outer,  and  some 
few  to  the  uitermediate  piles,  will  exactly  indicate  the  aerial  inclined  plane,  while  the  point  of  the 
.staff  attached  to  the  pile  will  indicate  a  point .  on  one  side  thereof  in  the  intended  plane  of  the 
foundation. 

"  The  level  and  bevel  Ls  an  instrument  by  which  to  ascertain  every  other  point  on  the  sides  of  the  pile 
wliich  will  be  in  the  intended  inclined  plane.     Fig.  1043. 

"  The  diving-bell  may  now  be  supposed  to  be  brought  over  the  pile,  and  as  much  of  this  as  it  will  take 
in  cut  off,  together  with  ihe  target  staff,  still  leaving  the  lower  end.  This  cutting  is  repeated  till  the 
workmen  arrive  in  the  bell  to  the  bottom  of  the  staft^  which  remains  a  little  below  the  last  rough 
cutting.  The  level  and  bevel  is  then  set  on :  this  consists  of  a  base-board,  with  a  post  arising  from  ita 
centre  to  support  a  plumb-hne  playing  in  a  cant  piece  having  a  centre  notch,  to  determine  whether  the 
base  is  level  transversely ;  and  as  this  base  is  at  the  same  angle  with  its  post  that  the  intended  plane  is 
to  a  perpendicular  Une,  and  tlie  base  being  equally  thick,  its  under  side  also  indicates  a  parallel  plane, 
so  that»  being  secured  in  its  place,  the  distance  is  measured  by  compasses  from  the  ascertained  point  to 
the  base-board,  and  thence  to  every  point  in  the  circumference  of  the  pile  that  is  also  in  the  intended 
Diane,  thus  marking  it  witli  accuracy  for  cutting.  This  operation  being  the  same  for  each  pile,  it  results 
that  every  one  must  be  truly  in  the  intended  inclined  plane,  ready  to  receive  the  frames  of  the  railway, 
which  are  floated  over,  and  sunk  down  to  their  places ;  or  a  plank  is  first  secured  upon  the  head  of  the 
piles,  upon  wliich  the  frames  are  successively  slid  down. 

"  The  iron,  rails  will,  in  point  of  size,  depend  upon  the  weight  they  are  to  bear.  They  must  of  course 
spread  a  sufficient  base  to  prevent  being  indented  into  tlie  wood  by  a  heavy  load.  The  two  middle 
rails,  and  the  rack  piece  for  the  pawls,  are  generally  cast  in  one ;  but  if  the  rails  are  to  be  of  rolled  iron, 
the  rack  will  be  separate.     The  pawls  prevent  the  ship  from  accidentally  running  back. 

"  The  pressure  of  the  load  will,  in  merchant  ships,  be  greater  forward  and  aft  than  at  midships, 
because  they  generally  become  a  Uttle  hogged ;  provision  must  therefore  be  made  for  this  contingency, 
and  it  will  be  safe  to  suppose  cases  in  which  the  largest  class  of  ships  to  be  received  will  bear  all  their 
weight  on  the  first  10  feet  forward  and  the  last  10  feet  aft. 

"  The  weight  of  a  ship  is  often  erroneously  stated  to  be  as  many  tons  as  slie  measures  tons.  Tlie  fact 
is,  that  when  laden  she  displaces  a  quantity  of  water  that  would  precisely  weigh  her  whole  weight, 
cargo  included;  and,  as  she  generally  carries  as  many  tons  as  her  measurement,  she  cannot,  when 
light,  weigh  as  many  tons  as  she  measures;  she  weighs  only  as  much  as  the  water  she  then  displaces, 
and  that  will  be  in  accordance  with  the  weight  of  her  materials,  oak,  pine,  or  cedar.  Wherefore,  for 
explanation,  I  shall  suppose  the  positive  weight  of  ships  to  be  one  half  of  their  nominal  tonnage. 

"  A  ship  of  war  will  be  received  upon  a  railway  carriage  with  the  precautions  to  be  subsequently 
ex])Iained,  and  its  weight  distributed  equally  over  it  and  the  foundation.  The  tendency  of  all  ships 
being  to  acquire  some  cm'vature  of  keel,  it  will  generally  be  injudicious  to  straighten  them  on  the  dock, 
as  they  will  resume  their  lines  on  being  again  put  afloat,  opening  thereby  the  upper  seams  or  butts.  To 
keep  the  ship,  when  taken  out  of  the  water,  in  precisely  the  same  shape  she  has  in  it,  the  ciurve  of  the 
keel  must  be  ascertained,  and  the  keel-blocks  be  made  to  conform  thereto. 

"  To  measure  the  curvature  of  the  keel  we  have  devised  an  instrument,  consisting  simply  of  a  bar, 
suspended  at  each  end  by  a  graduated  chain.  This  bar,  being  long  enough  to  reach  across  the  ship,  is 
passed  under  and  across  her  centre  at  every  five  or  ten  feet,  when  the  graduations  on  the  chains  wiU 
show  the  difference  of  depth  at  every  point  of  contact  from  stem  to  stern.  For  merchantmen  this 
precaution  will  not  generally  be  necessary. 

"  A  ship  of  500  tons  measurement  will  exert  a  pressure  of  250  tons,  and  we  have  supposed  the  whole 
of  this  may  have  to  be  borne  by  the  two  extremities  of  the  carriage,  or  by  10  feet  at  each  end.  The 
axles,  therefore,  are  at  the  extremities,  but  nearest  to  each  other.  But  as  steamboats  will  bear  heaviest 
in  the  middle,  the  axles  must  be  near  in  the  centre  also,  for  their  sujiport. 

"The  axles  wiU  be  two  feet  apart  in  the  first  10  feet.  Five  axles  will  have  to  bear  125  tons,  or  25 
tons  each ;  the  bearings  and  wheels  12^  tons.  The  axles  of  the  New  York  Dock  are  3  inches  diameter, 
and  the  square  of  the  section  is  7.071  inches.  The  bearings  are  close  to  the  wheels  in  which  the  axles 
are  fixed. 

"  27ic  strength  of  the  rail  is  deduced  from  experiments,  from  wliich  it  resulted  that  a  rail  of  1 
square  inch  would  be  ample ;  but  a  rail  of  1  inch  is  too  narrow  to  be  favorable  to  the  duration  of  the 
wheels. 

"  The  central  axles  of  the  Kew  York  Dock  weigh  but  about  1  ton,  and  would  together  suspend 
9,300  tons. 

"The  friction  of  the  axles  should  be  relieved  by  the  intervention  of  brass  bearings,  as  usual  in 
machinery. 

"  The  side  axles  will  sometimes  have  a  proportionate  share  of- the  ship's  weight  to  sustain ;  though  she 
will  ordinarily  be  prevented  from  inclining  on  one  side  or  the  other  by  the  adjusting-screw  placed  at  the 
angles  of  the  shear -shores ;  yet  it  is  necessary  to  guard  against  the  force  of  liigh  winds,  and  the  weight 
which  a  hogged  ship  may  sometimes  throw  on  the  centre  shores,  before  she  is  eased  dcrwn  at  midships 
by  the  screws,  if  intended  to  be  straightened.     (Fig.  1045  i.) 

"  The  carriage  is  combined  in  a  very  strong  manner,  though  it  appears  to  be  rather  a  light  structure 
for  the  purpose.  In  its  construction  the  implement  called  the  dowelling-bit  is  of  great  and  essential  use. 
(See  Fi;?.  ]  048.) 
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"  The  dowell  is  a  cylinder  of  some  hard  wood,  generally  lignum-vitaj,  which  is  one  half  inserted  intc 
one,  tlie  other  half  into  the  other  timber,  where  a  joint  is  to  be  made  of  their  surfaces,  wliich  the  dowell 
prevents  from  moving  or  sliding  on  each  other.  The  gouge  and  the  screw,  perceived  on  reference  to 
J^ig.  1055,  are  also  improvements.  An  auger  hole,  a  little  smaller  than  the  screw  of  the  bit,  being  first 
bored,  the  thread  will  cause  the  bit  to  advance  as  fast  as  the  chisel  and  gouge  can  conveniently  cut, 
and  thus  the  whole  labor  is  confined  to  turning  it. 

"  The  instrument  now  maltes  it  easy  to  dowell  the  frames  of  a  ship,  the  knees  to  the  timbers,  th 
waterways  to  the  beams,  the  thick  stuff  of  the  wales  to  each  other,  and  generally  to  bind  the  ship  by  • 
Bolid  connection  of  wood. 


1056.1] 

Jh  _  _  ^ 

1059..1J  _  _ j:^  ^5— I 


"  By  means  of  irons  and  the  dowell,  the  cross-ties  are  secured  to  the  sills  in  such  a  manner  as  to  make 
it  impossible  that  the  carriage  should  spread ;  and  by  thus  tying  the  sides  to  the  centre,  the  cross-tim- 
bers convert  the  obhque  force  of  the  shores  into  vertical  pressure ;  and  care  is  taken  in  every  instance 
that  a  wheel  shall  stand  directly  under  the  base  of  every  shore. 

"The  shear-shores  (Fig.  1045)  have  a  form  which  gives  them  great  stability  in  their  places,  and  an- 
swers other  purposes  to  be  mentioned ;  tliey  are  bases  in  hollow  coin  blocks,  either  of  wood  or  iron, 
divided  across  the  middle  of  the  hollow  by  a  partition,  which  serves  to  hinge  the  two  legs  of  contiguous 
shears.  There  is  thus  a  continuity  of  solid  material  from  the  side  of  the  ship  to  the  foundation,  from 
the  moment  she  ceases  to  float  till  she  is  high  and  dry. 

"  The  shear-shore  screws  will  sometimes  have  the  important  office,  when  ships  are  old  and  tender,  of 
taking  a  good  share  of  the  weight  of  the  ship's  side,  and  distributing  it  along  the  carnage  side,  taking  it 
off  from  the  floor  timber-heads,  futtocks,  ana  beam-ends,  where  ships  are  most  liable  to  be  weak. 

"The  bilge  levers  (Fig.  1045)  are  levers  of  the  second  class.  One  end  is  lodged  fixedly  on  the  centra 
sill  of  the  carriage,  while  the  other  end  is  hove  up  between  the  legs  of  the  shear-shores  by  a  windlass 
placed  within  them.  Tlie  moving  end  is  guided  m  a  slot  of  the  prop,  and  sustained,  when  up  to  contact 
with  the  bilge,  by  means  of  an  iion  pin  passing  through  the  checks  of  the  prop 
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"The  cradle  thus  formed  by  the  bilge  levers  it  is  evident  will  fit  every  successive  vessel  equally  well, 
aiid  may  thus  be  removed  singly,  and  replaced  as  the  work  progresses ;  and  as  ihey  require  to  be 
hauled  up  with  considerable  force,  nothing  can  be  desired  more  convenient  than  these  shears. 

"The  common  keel-blocks  are  of  course  placed  between  the  cross-ties,  and  are  of  such  height  as  to 
allow  ample  room  for  the  shipwright  to  work  under  the  flat  of  the  bottom,  standing  between  and  on  the 
cross-timbers.  But  the  bottoms  of  the  keel  will  sometimes  have  to  be  repaired.  To  accomplish  this 
end,  the  instrument  called  the  lifting-plane  has  been  devised,  (Fig.  1046.)  In  the  operation  of  this  ma- 
chine, two  wedges  are  forced  on  by  percussion ;  blows  from  opposite  sides  being  simultaneously  given, 
with  the  combmed  strength  of  a  considerable  number  of  men,  when  the  resistance  renders  it  requisite. 

"  The  lifting-planes  are  composed  of  six  pieces  of  timber,  and  for  the  navy  may  be  made  of  cast-iron, 
or  of  wood  fivced  with  iron.  To  make  them,  let  us  suppose  a  block  4  feet  long,  and  16  inches  square, 
halved  horizontally,  and  each  face  of  the  cut  marked  lengthwise,  and  then  shaped  into  two  similar 
planes  inchned  in  opposite  directions.  The  two  planes  are  then  divided  from  each  other  by  a  bar  oi 
iron,  let  in  edgewise  till  its  edge  is  flush  with  the  upper  ends  of  the  two  planes,  in  order  to  guide  the 
wedges.  Now  let  the  upper  half  be  placed  in  its  original  relation  to  the  under  one,  (over  it,)  and  there 
will  be  space  for  two  wedges,  pointing  in  opposite  directions  parallel  to  each  other,  separated  by  the 
bar  of  iron  before  mentioned.  The  planes  being  eight,  all  at  the  same  angle  of  inclination,  the  upper 
block,  with  whatever  may  be  upon  it,  will  be  lifted  perpendicularly  by  driving  the  wedges.  These  re- 
quire heavy  blows,  and  for  this  purpose  battering-rams,  swung  each  between  two  files  of  men,  are 
necessary.  (Fig.  1046.) 

"  In  practice,  one  of  these  machines  placeU  near  a  keel-block  is  easily  made  to  take  the  pressure  from 
it  by  the  least  degree  of  lifting,  and  thus  several  macliines  may  be  applied,  so  as  even  to  take  away  all 
the  common  blocks,  and  they  themselves  may  be  readily  withdrawn  and  shifted  in  position,  so  as  to 
allow  the  bottom  of  the  keel  to  be  got  at  for  coppering,  shoeing,  or  renewing ;  and  when  done,  the  com- 
mon blocks  are  to  be  replaced.  To  do  this,  Avhen  a  ship  is  hove  down,  her  keel  must  be  hove  com- 
pletely out  of  water. 

"  The  chain  and  compound  windlass  by  which  the  ship  is  hauled  out  is  an  expensive  and  essential 
part  of  the  machine. 

"  The  power  to  draw  up  a  ship  of  500  tons,  weighing,  as  before  assumed,  one  half  the  same  number 
of  tons,  is  now  to  be  considered.  From  the  experiments  made  in  diflerent  places,  the  weight  which 
the  chain  must  bear  is  40,320  lbs.,  or  18  tons. 

"  The  chain  of  a  marine  railway  must  be,  however,  exposed  to  accidental  stress  beyond  this  calcula- 
tion. It  has  to  ply  around  a  ratchet-wheel,  and  animal  force  is  often  irregular.  A  steam-engine  would 
therefore  be  the  best. 

"  The  shape  of  the  chain,  in  order  to  give  it  a  degree  of  strength  proportionate  to  the  material,  is  oi 
importance,  as  it  has  to  bear  the  stress  of  turning  around  the  ratchet-wheel  of  the  windlass. 

"  The  windlass  is  also  so  geered  as  to  adapt  it  to  the  power  of  a  few  horses.  When  they  travel  in  a 
walk  the  ship  moves  up  the  plane  about  3  feet  a  minute,  and  she  is  completely  up  in  less  than  two 
hours.  Four  horses  are  a  sufficient  force  for  a  ship  of  500  tons.  The  horses  work  in  the  second  story 
of  a  small  building ;  they  are  attached  to  bars  14  feet  in  length,  proceeding  from  an  upright  shaft,  on 
the  lower  part  of  which  is  a  bevel-wheel  communicating  with  the  rest  of  the  geer. 

"  The  end  of  the  chain  is  strongly  fastened  to  the  centre  of  the  carriage,  with  branches  passing  obliquely 
to  the  sides,  so  that  the  whole  must  move  equally,  and  at  once. 

"  The  reversal  of  the  draught  at  will  is  an  essential  provision,  in  order  to  draw  the  carriage  out  to  the 
extremity  of  the  ways,  to  which  its  own  gravity  would  not  certainly  carry  it,  because  to  be  able  to  give 
the  carnage  such  a  position  as  to  afford  just  water  enough  for  the  ship  to  ground  on  the  upper  blocks  is 
indispensable.  To  be  able  to  refloat  the  ship,  should  she  happen  by  bad  management  to  ground  other- 
wise than  on  the  centre  of  the  carriage,  may,  if  on  a  falUng  tide,  be  of  great  consequence ;  we  must 
therefore  Iiave  the  readiest  means  of  drawing  the  carriage  down  the  ways.  With  this  view,  the  chain, 
after  passing  the  haul-up  wheel,  is  led  to  another  ratchet  with  reversed  teeth,  and  thence  down  along  in 
a  trunk  by  the  centre  timber  of  the  ways  till  near  their  extremity ;  there  it  turns  around  a  large  and 
strong  shiver,  and  fastens  about  20  feet  from  tlie  end  of  the  carriage,  which  the  chain  follows,  when 
drawn  up,  it  being  supported  on  rollers.  The  reversed  movement,  of  course,  draws  the  carriage  down 
till  it  touches  the  stop-block  at  the  outer  end  of  the  railway.  Tlie  chain  is  thus  disposed  of  without 
manual  labor.  The  connection  of  the  second  ratchet  with  the  first  is  by  intervening  geer,  so  that  they 
move  alike. 

"  The  ship  in  descending  requires  a  controlling  power,  that  she  may  not  acquire  momentum,  and 
injure  the  carriage  by  velocity.  The  friction  for  this  purpose  is  produced  by  means  of  an  iron  wheel 
on  the  upright  shaft,  placed  just  below  the  floor.  An  iron  band  is  made  to  clasp  this  wheel  by  the  aid 
of  a  powerful  lever.     This  is  found  to  be  quite  sufficient,  and  very  convenient. 

"  The  manner  of  receiving  a  ship  is  this : — she  is  brought  between  the  wharfs  of  the  dock,  head  on ; 
the  carriage  is  drawn  down  under  her,  and  perhaps  up  a  little,  till  her  forefoot  grounds  on  the  forward 
block,  and  as  ships  generally  draw  more  water  aft  than  forward,  she  is  nearly  aground  aft  also ;  the 
head-shores  are  applied,  she  is  then  moored  up  a  few  feet,  until  she  is  ascertained  to  touch  aft  also ;  the 
shores  are  now  all  applied  and  secured,  and  the  bilge  levers  are  hove  up  to  their  bearing ;  she  is  now 
ready  to  rise  into  the  light  and  air. 

"  The  wheels  or  sheaves  running  on  the  rails  are  made  small,  because  it  is  an  object  to  keep  the 
carriage  low,  that  we  may  not  have  to  extend  the  ways  further  than  is  necessary  to  get  the  desired 
depth  of  water  on  the  carriage. 

"  This  structure,  it  is  to  be  observed,  is  only  accessible  for  repairs  by  the  diving-bell.  In  all  places 
exposed  to  tlie  worms  the  timber  must  be  coppered,  unless  the  white  gum  tree  is  found  to  be  unassaila- 
ble, as  some  have  represented." 

At  New  York  there  is  also  a  company  called  the  New- York  Sceew-Dock  Company,  to  whom  belong 
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the  screw-dock,  and  the  hydro- 
static screw-dock,  which  is  an  im- 
proved form  of  the  invention,  and 
with  hydrostatic  power  brought 
to  bear  as  the  lifting  force. 

The  screw-dock  in  general 
principle  and  form  is  tlie  same  as 
the  hydrauhc  screw-dock.  The 
vessel  in  the  screw-dock  is  float- 
ed on  to  a  timber  platform,  which 
platform  is  suspended  from  strong 
mainway  pieces  of  beams  on  each 
side,  laid  on  the  quay  walls,  by 
eight  suspending  screws  four  and 
a  half  inches  in  diameter.  The 
platform  is  capable  of  being  sunk 
about  ten  feet  below  the  surface 
of  the  water,  to  receive  the  ship. 

This  platform  has  several  shores 
on  its  surface,  which  were  brought 
to  bear  equally  on  the  vessel's 
bottom,  to  prevent  her  from  cant- 
ing over  on  being  raised  out  of 
the  water.  About  thirty  men 
were  employed  in  working  this 
apparatus,  who,  by  the  combined 
power  of  the  lever,  wheel  and 
pinion,  and  screw,  succeeded,  in 
the  course  of  half  an  hour,  in 
raising  the  platform,  laden  with 
a  vessel  of  200  tons  burden,  to 
the  surface  of  the  water,  where 
she  remained  liigh  and  dry,  sus- 
pended between  the  wooden 
frames. 

In  a  dock  at  Baltimore,  of  this 
kind,  tlie  platform  is  suspended 
by  forty  screws  of  about  five 
inches  in  diameter. 

The  Hydrostatic  Screw-Dock  is 
a  sUp  abutting  on  the  shore,  with 
a  suspended  keel,  allowing  the 
vessel  to  be  raised  up  vertically, 
instead  of  being  drawn  up  on  an 
inchne,  as  in  the  shp  and  the  ma- 
rine railway.  It  consists  of  two 
outer  and  parallel  ranges  of  piling, 
each  bearing  a  way  at  the  top, 
from  which  are  suspended  chains, 
to  which  are  slung  transverse 
bearers  or  swing  beams,  over 
which  the  vessel  to  be  docked 
floats;  and  having  arrived  over 
this  moveable  platform  or  grating, 
the  chains  are  raised  by  means  of 
a  hydrostatic  press,  and  the  ves- 
sel brought  to  the  level  of  the 
permanent  way.  The  means  by 
which  the  apparatus  is  worked 
are  ingenious,  and  constitute  the 
chief  merit  of  the  application. 

The  dimensions  of  the  dock  are 
about  165  feet  long  internally, 
and  35  feet  wide.  The  distance 
from  the  outside  of  one  mainway 
to  the  outside  of  the  other  is  51 
feet.  Tlie  mainways  abut  on  the 
land,  and  run  about  38  feet  be- 
yond the  head  of  the  dock  on  to 
the  land,  resting  on  a  solid  quay 
of  masonry,  to  which  they  are 
bolted  down,  and  which  supports 
3ie  machinery. 
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We  shall  first  describe  the  construction  of  the  two  parallel  mainways.  These  ways  (B  B,  Figa 
1060  to  10C9)  are  placed  35  feet  apart,  and  each  consists  of  a  row  of  double  piles  A  A,  with  every 
pair  placed  obliquely;  thus,  A.  The  piles  are  of  the  best  Georgia  pine,  56  feet  long  and  20  inches 
square,  with  iron  shoes,  and  with  their  heads  mortised  into  the  mainway  pieces,  and  bolted  together 
with  1^-inch  bolts.  .  The  divergence  of  the  double  piles  from  the  perpendicular  is  about  3  feet  at  the 
lowest  extremity.  The  piles  m  the  longitudinal  direction  of  the  ways  are  placed  4  feet  8  inches  apart. 
The  depth  of  water  at  the  site  of  the  dock  is  40  feet,  needing  no  excavation ;  and  the  piles  are  driven 
into  the  foundation  soil  about  8  J  feet.  Some  of  the  piles  are  further  apart  than  others,  depending  upon 
circumstances  and  contingencies,  but  the  general  distance  is  about  4  feet  8  inches.  The  total  number  of 
pairs  of  piles  in  each  way  is  about  29,  making  a  total  of  116  piles.     (Fig.  1060.) 

The  mainways  BB  are,  as  already  mentioned,  scarfed  or  mortised  on  to  the  top  of  the  double  piles, 
and  secured  by  iron  1^-inch  bolts,  Figs.  1060,  and  lOGl.    Each  mainway  is  182  feet  m  length,  and  is 

formed  of  Georgia  pine  logs,  placed  five  together  ,  and  bolted  together  by  the  same  bolts  which 

secure  the  heads  of  the  piles.  These  ways  are  about  4  feet  10  inches  broad  and  2  feet  10  inches  tliick. 
Through  the  mainways,  passages  are  left  for  the  suspending  chains.  At  the  end  of  the  mainways  are 
chocks  Z  to  prevent  vessels  from  slipping  off. 

On  each  mainway,  again,  are  mainside  straps  EE,  Fig.  1060,  being  double,  and  each  composed  of 
three  pieces  of  Georgia  pine,  the  centre  about  a  foot  thick,  and  the  others  about  8  inched,  making  a  total 
height  of  2  feet  4  inches,  and  a  breadth  of  about  a  foot.  The  mainside  straps  stand  about  10  inches 
apart,  and  are  secured  together  by  strong  bolts  and  square  trenails  of  locust-wood  z  *  The  straps  are 
124  feet  in  length.  Tlie  side  straps  are  secured  to  the  cylinder  C,  by  side  straps  of  wrought-iron,  32 
feet  in  length  and  a  foot  broad,  bolted  in,  and  fastened  to  the  side  rods  h  of  the  cyhnder  by  a  large  gib 
i,  Fig.  1062.    On  each  mainside  strap  are  two  ratchet-plates  and  pawls,  hereafter  to  be  described. 

At  every  6  feet  4  inches  in  the  mainside  straps,  a  wrought-iron  cross-bar  or  distance  piece  I  is  fixed 
in,  wliich  is  an  eye  or  box  u,  to  receive  the  head  of  the  suspending  chain  k.  This  head  consists  of  a 
screw  m,  secured  by  a  nut,  which  regulates  the  height  of  each  swinging  beam  so  as  to  fit  the  keel  of  the 
vessel.  From  the  screw  in  a  chain  k  descends,  passing  between  the  mainside  straps,  mamways,  and 
the  spaces  between  the  piles,  and  terminating  in  a  wrought-iron  linkhead  and  cross-bar  o,  sustaining 
the  transverse  bearers  or  swinging  beams  p.    The  chains  are  each  about  24  feet  long. 

Between  the  two  mainways  B,  Fig.  1061,  hangs  the  platform  of  swinging  beams,  suspended  by  the 
chains  k,  which  run  over  the  sheaves  n.  The  mainways  are  35  feet  apart,  and  the  swinging  beams  p 
44  feet  long,  consisting  each  of  a  double  beam  about  7  inches  apart.  The  beam  is  of  a  flat  triangular 
form,  made  up  of  large  logs,  fastened  together  by  six  iron  straps.  The  pairs  of  swinging  beams  are 
twenty  in  number,  and  each  single  beam  is  of  oak,  about  1 5  inches  broad,  3  feet  3  inches  deep  in  the  centre, 
and  18  inches  at  the  ends.  Each  pair  of  swinging  beams  is  suspended  by  a  chain  k  at  each  end.  On 
the  centre  of  the  swinging  beam  is  a  keel- block  w,  3  feet  long,  2  feet  broad,  and  10  inches  deep,  to  re- 
ceive the  keel  of  the  vessel  In  it  are  boltheads  also  to  receive  blocks-tackle  y,  for  managing  the  chock- 
blocks  t.  On  every  second  swinging  beam  is  a  traverse  frame  q,  raised  on  six  short  bearers.  On  tliis 
traverse  frame  is  a  ratchet-plate  x,  into  which  a  pawl  falls  from  the  chock-blocks.  On  the  ratchet-plate 
rests  the  chock-block  t,  5  feet  3  inches  high,  4  feet  10  inches  broad,  and  18  inches  thick.  These  chock- 
blocks  support  the  sides  of  the  vessel,  and  are  moved  backwards  and  forwards  on  the  swinging  beam 
by  blocks  and  tackle  yz.    This  tackle  it  will  be  seen  works  both  ways,  and  is  also  affixed  to  the  pawl  x. 

On  the  quay  or  landside  is  the  engine-house  and  pump-room,  in  which  is  the  machinery  of  a  6-horse 
power  steam-engine  for  working  the  hydrostatic  press.  In  it  is  a  tubular  boiler  A  *,  much  like  a  loco- 
motive boiler,  15  feet  long,  3  feet  broad,  and  6  feet  3  inches  high,  with  steam-pipe  B*  communicating 
with  the  horizontal  cylinder  0  *  and  valve-box  B  *,  which  lie  parallel  to  the  boiler.  This  piston  carries 
a  connecting  rod  E  *,  wliich  sets  in  motion  the  mainshaft  F  *  at  right  angles,  and  in  the  direction  of  the 
mainways,  by  which  four  cranks  G*  G*  are  worked,  each  of  wliich  has  a  pair  of  pumps  attached.  Each 
pair  of  pumps  has  a  separate  cistern  in  the  tank  N  *,  which,  instead  of  water,  is  filled  with  a  fluid  com- 
posed of  equal  parts  of  wat<?r  and  alcohol,  to  prevent  freezing  in  the  winter  months.  These  are  the 
pumps  which  produce  the  pressure  within  the  hydrostatic  cylinders  C  C.  The  diameter  of  the  smaller 
pumps  is  1  inch,  and  of  the  larger  pumps  2  inches,  and  each  set  of  pumps  has  its  respective  stop-valves 
for  letting  on  and  off  to  the  hydrostatic  cylinders  C  C,  so  that  one  or  more  may  be  worked  at  pleasure. 

From  the  main-shaft  power  is  also  obtained  for  fleeting  back  the  ram,  by  means  of  a  pinion  H  *  set 
.n  geer  on  the  Avheel  J  *  by  a  clutch  I  *  Th§  wheel  J  *  is  on  a  parallel  shaft  k  *,  carrying  a  pinion 
K  *,  from  which  a  bevel-wheel  M  *  takes  the  motion  at  right  angles  to  another  shaft  M  *,  on  which  are 
the  two  pinions  LL,  Fig.  1062,  which  turn  the  bevel-wheels  I  of  the  parallel  screws  y^'  of  the  hydrosta- 
tic ram,  so  that  the  power  is  brought  to  the  back  of  the  hydrostatic  cylinders. 

A  hydrostatic  cylinder  C,  Figs.  1060  and  1061,  is  attached  to  each  mainway,  secured,  as  already 
mentioned,  by  its  side  rods  h  through  a  strong  gib  i  to  the  mainside  rods  E.  The  apparatus  consists  of 
two  strong  wrought-iron  parallel  side  rods  h  h,  44  feet  long  and  6  inches  diameter,  united  by  a  cross- 
head  d,  4  feet  8  inches  long  and  2  feet  broad,  at  the  upper  end.  Within  this  framing  is  the  cylinder  C 
and  ram  D.  The  cylinder,  including  the  glands,  is  18  feet  long,  18  inches  internal  diameter,  and  2  feet 
3  inches  external  diameter.  On  tlie  top  of  each  cylinder.  Fig.  1061,  are  pipes  o  *  communicating  with 
the  pump-room.  The  ram  or  j^lunger  is  1  foot  2  inches  diameter,  and  made  sufficiently  long  to  admit 
of  a  direct  motion  forward  of  15  feet.  The  outer  end  is  fitted  with  a  collar  x  *  into  the  crosshead  d. 
The  crosshead  d,  Fig.  1061,  travels  backwards  and  forwards  by  means  of  rollers  e  on  a  cast-iron  way/, 
laid  on  the  mainways  B.  At  the  dock  end  the  mainside  rod  h  is  crossed  by  the  fleeting  shaft  M  *  from 
the  engine-room,  already  mentioned,  and  the  pinions  L,  on  which  work  the  wheels  I  of  screws  y,  secured 
by  a  box  K  to  each  of  the  side  rods  /(,  Fig.  1062.  At  the  extremity  the  side  rod  h  carries  a  roller  M 
and  handle  K 

We  shall  now  proceed  to  describe  the  process  of  taking  a  vessel  into  the  dock.    The  hydrostatic 
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engines  are  charged  with  water,  and  the  rams  D  forced  out  to  the  full  extent  of  their  stroke.  By  thia 
means  the  mainstraps  E  are  drawn  towards  the  head  of  the  dock,  and  the  cradle  of  swinging  beams 
lifted  up,  so  as  to  allow  of  the  adjustment  of  the  keel-blocks  w  w  and  chock-blocks  t,  and  of  the  swinging 
beams,  by  means  of  the  adjusting-screws  m,  to  the  suspending  chains.  The  cylinders  are  then  dis- 
charged, the  rams  fleeted  back,  the  pawls  loosed,  and  the  cradle  of  swinging  beams  sunk  again  by  its 
own  weight,  the  mainstraps  being  checked  from  running  over  the  mainways  by  the  chocks  Z*.  It  will 
be  observed  that  the  cradle  may  be  stopped  at  any  required  depth  by  closing  the  escape-valves,  and 
bv  lowering  the  pawls-bars  s  on  the  ratchet-frames  r. 


The  vessel  to  be  repaired  is  then  floated  into  the  dock,  brought  over  the  keel-blocks,  and  the  hydr> 
static  engines  and  pumps  set  to  work  until  sufficient  pressure  is  created  to  raise  the  swing  beams  up  to 
the  keel  The  motion  is  then  stopped,  and  the  traverse  frames  q  and  chock-blocks  t  hauled  in  by  the 
tackle  towards  the  centre  of  the  cradle,  so  as  to  take  a  uniform  bearing  under  the  body  of  the  vessel 
When  they  have  done  so,  the  pawls  x  are  let  fall  on  tlie  rack  so  as  to  fix  them  in  their  places.  Fig.  1066. 
The  vessel  is  now  shored  up  and  the  engines  again  started,  when  by  the  hydrostatic  pressure  the  rams 
are  forced  in  a  few  minutes  out  of  the  cylinders,  dragging  the  mainstraps  E,  whicli  take  the  chams 
along  with  them,  and  the  vessel  is  raised  on  the  cradle  of  swing  beams,  as  represented  in  Fig.  1060 
Ligh  and  dry  above  water,  so  as  to  allow  of  the  inspection  by  the  shijiwrights  of  every  part  of  her  bot 
torn.    The  cradle  is  supported  on  the  platform  by  the  pawls  and  racks  s  r. 
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When  the  vessel  is  to  be  released,  pressure  is  again  put  upon  the  cylinders,  and  then,  the  4BScape' 
valves  being  opened,  and  the  pawls  and  racks  s  r  released,  the  cradle  sinks  as  the  water  escapes  from 
the  cylinders ;  the  traverse  frames  and  side  chock-blocks  are  removed,  and  the  vessel  allowed  to 
float  out. 

The  mode  of  fleeting  back  the  rams.  Fig.  1062,  is  to  detach  the  side  rods  h,  by  drawing  out  the  gib  i  i, 
and  turning  round  the  roller  M,  by  the  handle  IST,  which  supports  the  end  of  the  side  rod  h.     Tlie  side 
rod  having  a  little  play  on  the  crosshead  d,  allows  it  to  be  passed  back  with  ease.    The  clamps  and 
boxes  K  K  are  then  attached  to  the  side  rods,  and  the 
screws  J  turned  by  means  of  the  bevel-wheel  and  pinions  I 
and  L,  the  motion  of  which  is  taken  from  the  mainshaft  F* 
of  the  pump-room,  Fig.  1070,  by  putting  on  a  clutch  I*. 

Another  dock  company  at  New  York,  is  that  called 
the  Sectional  Floating  Bock  Company.  The  docks  of 
this  company  are  the  most  powerful,  being  capable  of  lift- 
ing vessels  of  2000  tons  burden. 

This  dock  is  executed  at  a  comparatively  small  cost, 
being  chiefly  of  timber,  and  being  more  powerful  and 
efficient,  is  esteemed  preferable  to  all  the  others. 

The  entire  safety  of  this  system  is  another  advantage, 
as  it  is  scarcely  possible  that  an  accident  can  arise  either 
to  the  vessel  raised  or  to  the  workmen  employed  in  the 
repairs.  The  dock,  also,  instead  of  being  fixed,  and  in  one 
position,  like  the  marine  raEway  and  screw-docks,  may 
be  towed  to  any  vessel  within  a  convenient  distance. 

Suppose  that  a  ship  is  sunk,  say  in  5  fathoms  water,  it 
may  be  raised  to  the  surface  by  hogsheads,  or  slung  by 
any  of  the  usual  modes ;  and  once  got  up  to  the  surface, 
the  sectional  floating  dock  can  be  readily  introduced  be- 
neath it,  and  the  whole  towed  together  to  the  landing  or 
shipwright's  wharf. 

Although  this  dock  lias  many  facilities,  it  has,  however, 
some  of  the  inconveniences  of  dry-doclcs,  as  the  vessel  is 
hidden  between  the  towering  sides  and  the  machine  sheds 
on  them;  and  the  whole  forms  a  damp  structure  of 
wood. 

The  sectional  floating-dock  derives  its  name  from  its 
consisting  of  distinct  sections  of  timber  framing  in  the 
form  of  a  floating-dock,  into  which  ships  can  enter.  In  the 
sections  on  each  side  are  balance-tanks,  raised  and  lowered 
by  means  of  a  rack  and  pinion,  and  also  tanks,  which,  by 
being  filled  with  water,  cause  the  dock  to  sink,  and  by 
the  water  being  pumped  out,  enable  it  to  be  raised  to 
any  required  height  out  of  the  water,  the  ship  resting  on 
the  platform  within.  On  the  top  of  the  sections  is  ma- 
chinery for  working  the  racks  and  pinions  and  pumj> 
work. 

Such  is  the  general  principle  of  the  contrivance.  Now 
to  detail  the  construction.  According  to  tlie  size  of  the  vessel 
to  be  raised,  any  number  of  sections,  more  or  less,  may  be 
used,  as  convenience  suggests.  Each  section  is  92  feet 
broad  externally,  and  64  feet  internally,  and  23  feet  long ; 
the  total  length  of  the  seven  sections  being  165  feet.  The 
section  is  38  feet  high  externally,  exclusive  of  engine- 
house,  and  28  feet  high  internally  tathe  top  of  the  stand- 
ards. The  dock,  it  will  be  seen,  is  neither  more  nor  less 
than  a  large'floating  timber  vessel,  and  is  constructed  of 
beams  strongly  bolted  together. 

Each  section  may  be  considered  as  consisting  of  three 
parts — ^two  lateral  scaffoldings  or  framings  of  standards 
within  which  the  balance-tanks  run,  and  a  central  plat- 
form connecting  them.  The  object  of  the  lateral  framing 
is  to  enable  the  balance-tanks  B  to  be  run  up  and  down, 
and  to  prevent  the  machines  from  coming  in  contact  with 
the  water.     Each  lateral  portion  consists  of  two  external 

standards  36  feet  high  and  12  inches  square,  and  of  four  internal  standards  37i  feet  high  and  12  inches 
square.  These  standards  are  at  the  bottom  secured  to  tlje  outside  truss-girders,  and  on  their  tops 
carry  a  platform  on  wliich  the  engine  apparatus  is  placed.  The  standards  are  bound  together  by 
proper  tie-pieces,  and  are  further  secured  to  the  outside  truss-girders  by  a  12-inch  beam,  44  feet  long. 
At  the  bottom  of  each  lateral  framing  is  a  flooring  on  which  rests  a  balance-tank  B,  19^  feet  long,  10 
feet  broad,  and  8  feet  deep,  being  of  a  capacity  of  about  1,500  cubic  feet.  The  total  capacities  of  the 
fouiteen  tanks  would  therefore  be  21,000  cubic  feet.  Besides  these  are  water  tanks  within  the  plat 
form  in  which  the  pump-rods  work. 

The  platform  is  about  10  feet  deep,  and  on  the  upper  surface  consists  of  two  outside  truss-girders 
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being  itbout  TO  feet  long  and  17  iiiclies  across,  composed  of  two  beams  scarped  togetlier.  Between  these 
are  a  cross-beam,  7  inches  square  in  the  centre,  secured  to  the  keel-beam ;  and  a  cross-beam  on  each 
side  9  inches  square,  for  carrying  the  chock-blocks,  and  secured  to  the  keel-beams.  These  cross- 
beams rest  on  joists  or  tie-pieces  10  inches  square.  In  the  centre  across  are  the  two  keel -beams, 
'24  J  feet  long  and  12  inches  square,  and  which  carry  five  keel-blocks.  This  upper  platform  rests  on 
tlie. foundation  truss-girders,  by  means  of  posts  and  timbers  scarfed  in.  and  is  further  secured  by  four 
stout  iron  ties.  The  bottom  truss-girder  is  93  feet  long,  and  formed  in  three  portions,  well  scarped, 
tied,  and  bolted  together,  lliese  bottom  truss-girders  extend  under  the  lateral  framings,  knitting  to 
gether  the  whole  structure. 

The  sections  are  connected  together,  in  case  of  need,  by  the  double  tie-beams,  which  can  be  readily 
slipped  out,  by  withdrawing  the  nuts  and  screws  by  wliich  they  are  secured. 

On  the  cross-beams  on  each  side  is  a  rack  and  pawl,  enabling  the  chock-blocks  to  be  readily 
moved,  and  secured  by  means  of  tackle.  The  chock-blocks  are  4  feet  high  and  3  feet  9  inches  wide. 
These  receive  the  bottom  of  the  ship ;  but  in  order  to  steady  the  sides  there  are  side  supports  on  each 
side,  worked  by  block  and  pawl,  so  as  to  make  the  ship  firm  to  the  inner  standards. 

The  object  of  the  balance-tanks  is  to  keep  the  dock  steady  and  in  an  upright  position.  They  con- 
tain no  water,  and  it  is  only  necessary  to  keep  them  depressed  to  the  level  of  the  water,  either  in 
sinking  or  raising  the  dock,  and  their  resistance  keeps  the  whole  dock,  with  the  ship,  perfectly  steady. 

Tlie  lateral  framings  are 
furnished  with  two  station- 
ary spuds  34  feet  high  and 
7  inches  square,  provided, 
on  one  side,  for  27^  feet, 
with  a  rack-plate.  This 
spud  is  secured  into  the 
framing  at  top  and  bottom, 
and  is  for  the  purpose  of 
workuig  the  tank  up  and 
down  by  machinery,  subse- 
quently to  be  explained,  and 
part  of  which  is  seated  on  ■^ 

the  top  of  the  tank  B.   Each     ja__  ^  ^ 

lateral  framing  is  also  pro- 
vided  with  a  ladder,  and  an 
upper  stage  for  the  work- 
men. 

On  each  side  of  the  centre 
section  is  an  engine-house, 
which  contains  the  machi- 
nery for  working  the  thrust- 
ing and  pumping  apparatus, 
and  from  which  shafts  run 
along  the  sections  on  eacli 
side.  It  should  be  observed 
that  tlie  machinery  on  all 
the  sections  is  covered  in. 

The  engme-house  contains  a  tubular  boiler  like  a  locomotive  boiler,  with  steam-pipe  and  exhaust- 
pipe,  cylinder  and  valve-box.  From  the  piston  a  crosshead  carries  a  connecting-rod  working  on  the 
crank,  which  drives  the  main-shaft,  on  which  is  the  balance-Avheel.  From  the  main-shaft  a  pinion  and 
bevel-wheel  carry  the  motion  to  the  shaft,  which  is  the  longitudinal  driving-shaft,  continued,  as  here- 
after explained,  along  the  sections  for  a  length  of  140  feet.  From  this  longitudinal  driving-shaft  a 
wheel,  working  by  a  belt  on  the  wheel,  communicates  the  power  to  the  pumping  geer  on  the  shaft, 
crank,  and  pump-rod,  running  down  the  water-tanks.  Tliis  geering  can  be  thrown  in  and  out  by  means 
of  the  moveable  pulley,  which  by  being  raised  or  let  fall  tightens  or  loosens  the  belt  The  longitudinal 
shaft  also  works  the  sliaft,  by  which  the  thrusting-geer  is  moved,  and  which,  by  means  of  the  wheels 
and  pinions,  put  on  or  off  by  the  clutch,  works  the  tank  and  pinion  either  upwards  or  downwards  as 
may  be  required.  The  sliaft  is  connected  at  each  end  by  means  of  the  universal  joint,  and  by  tlie 
small  circular  shaft,  with  the  longitudinal  shafting  on  the  end  sections.  By  this  means  the  different  sec- 
tions may  be  placed  at  such  distance  from  each  other  as  the  length  of  any  ship  may  render  necessary. 
It  is  to  be  observed,  that  a  necessity  constantly  occurs  for  sinking  one  or  more  sections  lower  than  the 
others.    This  is  also  provided  for  by  the  slip  and  universal  joints. 

The  thrusting-geer  for  raising  and  lowering  the  tank  takes  its  motion,  as  mentioned,  from  the  shaft, 
by  means  of  the  bevel-wheel,  which  moves  tlie  pinion,  the  head  of  the  square  vertical  shaft.  On  this 
shaft  is  a  moveable  socket,  with  a  square  hole  in  it,  and  four  friction  rollers,  so  that  the  vertical  shaft 
may  easily  pass  through  it.  Beneath  the  friction  rollers  is  a  pinion  working  into  tlie  bevel-wheel. 
Tliis  bevel-wheel  is  on  the  horizontal  shaft,  secured  into  a  framing  on  the  top  of  the  platform  ol 
the  tank.  The  horizontal  shaft  carries  a  worm,  working  into  the  worm-wheel,  the  shaft  of  which  car- 
ries a  pinion  at  each  end,  working  into  the  spud,  which  is  kept  in  geer  by  the  friction  roller.  The 
number  of  spuds  is  twenty-eight,  four  on  each  section,  or  two  for  each  tank.  On  the  end  sections  the 
macliinery  consists  merely  of  the  longitudinal  shaft,  the  thrusting  and  pumping  geer. 

Tlie  process  of  taking  a  ship  into  the  sectional  floating-dock  is  as  flollows : — The  dock  is  sunk  to  any 
required  depth  by  opening  the  gates  or  valves  with  which  each  water-tank  is  furnished,  and  the  docJk 
necessarily  sinks.    The  dock  sill  being  at  the  required  depth,  the  ship  is  then  introduced  bt>*ween  tht 
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rertical  side-framing,  rests  on  the  keel  blocks,  and  when  supported  on  the  sides  by  the  chock-blocks  and 
side-supports  is  ready  for  hfting. 

The  valves  which  liave  previously  admitted  the  water  into  the  water-tanks  are  now  closed,  the  water 
is  pumped  out.  and  the  air  again  tills  the  tanks,  and  they  rise,  bringing  with  them  the  vessel  to  the 
height  necessary  for  repairs. 

The  vessel  is  taken  out  of  dock  by  a  repetition  of  the  process  of  admitting  water  into  the  tanks. 

The  patent  is  for  the  general  arrangement  in  the  construction  of  the  side-balance  tanks. 

Besides  these  several  kinds  of  dock  apparatus  in  actual  working  at  New  Yorlc,  many  plans  have  been 
proposed  in  the  United  States,  and  nearly  fifty  patents  taken  out  within  the  last  twenty  years,  for  tho 
invention  and  improvement  of  slips, 
marine  railways,  floating,  and  other 
doclcs. 

In  1826,  Captain  Thomas  Cald- 
well proposed  a  system  of  dock 
without  pumping  power.  He  pro- 
posed to  construct  a  dry-dock  of 
about  twice  the  usual  length;  to 
be  divided  into  two  compartments 
by  gates  situated  near  the  centre  of 
the  structure ;  an  additional  pair  of 
gates  being  placed  at  the  extremi- 
ty, opening  a  communication  with 
the  harbor.  The  vessel  Avas  to  en- 
ter the  first  compartment,  the  ex- 
ternal gates  being  closed,  and  the 
internal  gates  being  opened.  The 
bottom  of  the  second  compartment 
would  be  above  the  level  of  the 
water  in  the  first  or  outer  compart- 
ment, and  consequently  at  this  pe- 
riod dry.  The  water  was  tlien  to 
be  permitted  to  flow  from  an  ele- 
vated reservoir,  through  a  pipe, 
into  the  dock.  When  by  this 
means  the  surface  was  sufficiently 
elevated,  the  vessel  was  to  be 
hauled  into  the  second  compart- 
ment, constructed  in  all  respects 
similar  to  a  common  dry-dock. 
The  central  gates  being  closed  and 
secured,  the  water  was  to  be  dis- 
charged into  the  adjacent  harbor, 
Fig.  1073. 

In  1826,  Commodore  Barron,  of 
the  United  States  Navy,  invented 
a  floating  dock  in  the  form  of  a  large  scow.  (See  Fig.  1076.)  It  will  be  seen  that  it  is  a  large  flat- 
bottomed  boat,  furnished  at  one  end  with  a  pair  of  gates,  and  having  on  each  side  two  air-tight  trunks 
T  T,  to  preserve  the  buoyancy  of  tlie  dock  when  filled  with  water.  In  the  sides  are  port-holes,  like 
those  of  a  man-of-war,  so  as  to  allow  of  being  opened  when  the  dock  is  above  water,  and  admitting 
light  and  air,  and  the  introduction  of  materials.  In  case  of  being  used  in  salt-water,  it  was  proposed  to 
copper  the  outside  of  the  dock  as  high  as  the  float-line  of  the  dock  when  it  contained  no  water.  As 
the  dock  would  not  be  exposed  to  much  friction,  the  Commodore  was  of  opinion  that  very  thin  she^s 
of  copper  might  be  used. 

When  the  gates  are  open  the  dock  fills  with  water,  and  sinks  to  a  depth  sufficient  to  allow  vessels  to 
enter  therein,  and  of  course  to  displace  their  weight  of  water  from  the  dock,  when  the  gates  are  closed 
and  secured.  The  vessel  is  tlien  shored,  and  secured  by  the  shores  N  and  S  in  the  usual  way.  The 
water  is  next  to  be  removed  from  the  docks  by  common  pumps,  the  Archimedean  screw,  or  by  a  pump 
forcing  the  water  out  through  the  bottom,  which  latter  plan  was  preferred. 

Letters  D  D  D,  Fig.  1077,  represent  the  floating  dock  containing  the  vessel  S.  H  A  is  tlie  surface  of 
the  water  in  the  harbor,  wliich  would  coincide  with  the  surface  of  the  dock,  supposing  it  to  be  sunk  to 
the  dotted  line,  which  is  its  situation  when  full  of  waiter.  This  deptli  is  also  supposed  to  be  20  feet,  or 
equal  to  A  B.  At  the  commencement  of  the  operation  of  pumping  the  water  from  the  floating  dock,  it 
resembles  the  common  dock,  in  not  requiring  any  power  to  exhaust  it ;  but  as  the  pumping  proceeds 
the  dock  becomes  lighter,  and  of  course  the  bottom  does  not  remain  in  the  same  relative  position  to  the 
surface  of  the  water  in  the  harbor,  but  rises  in  proportion  to  its  buoyancy. 

In  the  figure  the  dock  is  represented  as  having  risen.  It  is  now  immersed  to  the  depth  of  about  5 
feet.  It  is  not  necessary  to  remove  the  water  from  the  space  occupied  by  the  ballasting,  shaded  dark 
in  the  lower  part  of  the  figure.  As  the  water  is  forced  out  through  an  aperture  in  the  bottom,  the 
greatest  resistance  to  be  overcome  is  equal  only  to  the  pressure  of  a  column  of  water  equal  in  height  to 
tine  line  A  B,  (5  feet ;)  half  of  this,  or  A  a;  =  2^  feet,  will  be  the  average  resistance  during  tho  whole 
operation.  Therefore,  the  power  required  to  remove  the  water  from  the  floating  dock  by  a  forcing- 
pimip,  will  be  to  the  power  required  to  remove  the  water  from  a  common  dry-dock  on  the  usual  plan, 
as,  2i  :  10,  or  as  1  :  4 ;  viz.  as  A-.t  Fig.  1077  =  to  2i  feet  is  to  A  a;  dry-dock  =  10  feet.     If,  however. 
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lifting  or  forcing  pumps  be  employed  to  pump  the  water  up,  and  discharge  it  over  the  sides,  then,  of 
course,  the  same  power  will  be  required  for  Barron's  dock  as  for  the  fixed  dock. 

Commodore  Barron's  dock  was  proposed  to  be  moored  in  a  slip  between  two  wharves  or  breakwateni, 
(o  flank  and  protect  it  from  injury,  and  with  a  raft  or  floating  breakwater  moored  in  front  of  the  dock- 
gate,  to  preserve  it  from  storms. 

Literal  References. 

I.  The  bilge  lever. 

m.  The  prop  for  supporting  the  bilge  lever. 

Fig.  1046.  Side  view  of  the  bilge  levers  and  shear- 
shores. 

Figs.  104'7  to  1053.  The  lifting-planes,  shown  in 
detail. 

a.  The  ship's  keeL 

b.  The  upper  block  of  the  lifting-planes. 

c.  The  under  block  of  the  lifting-planes. 
d  d.  The  wedges. 

e  f.  The  block  in  different  points  of  view. 
Fig.  1054.  The  battering-rams. 
cfff.  The  battering-rams. 
Fig.  1055.  The  improved  dowelling-bit 

a.  The  chisel,  as  in  the  old  implement. 

b.  The  cutter,  as  in  the  old  implement. 

c.  The  gouge,  improved. 

d.  The  screw,  improved. 
Fig.  1056.  The  New  York  chain. 
Figs.  1056  and  1057.  The  under-water  implements 

and  works. 
aaaa.  Piles. 

b.  Pile  standing  out  of  water. 
c  c.  Piles  cut  off  to  the  line  of  the  plane. 

d.  Pile  in  the  process  of  cutting  off  in  the  diving- 
bell,  Fig.  1058. 

e.  The  level  and  bevel  in  the  diving-bell. 
/.  The  batten  and  target. 
ffff.  The   aerial   plane,  parallel  to  the    intended 

plane. 
h.  Tlie  water-line. 
i.  Compasses. 
h  The  ground-line. 
/.  The  intended  plane. 
Fig.  1059.  Tucker's  improved  chaia 


The  Patent  Slip. 

Fig.  1039.  Elevation  of  the  slip. 

1040.  Ground  plan  of  the  slip. 

1041.  Section  on  sea  side. 

1042.  Section  on  land  side, 
A.  Ground  line. 

B  B.  Sidewise,  laid  on  piles,  c  c. 

C.  Midway,  with  rack  a  and  pawl  i. 

D  D  D.  Carriage  cradle,  or  frame  of  timber. 

D*.  Keel  beam. 

E  E.  Cross-pieces  of  timber,  with  rack  and  pawl. 

The  cross-pieces  are  moveable. 
F  F.  Sliding  or  chock-blocks,  working  on  the  rack 

of  the  cross-pieces  E  E,  and  provided  with  a 

rope  m. 
G  G.  Cast-iron  rollers,  nmning  on  a  rail  on  the  ways 

BBC. 
h.  Block  hooking  on  to  carriage  D  D. 
f.  Chain  attached  to  block,  and  working  on 
H.  Capstan-wlieel  and  pinion,  or  other  purchase, 

firmly  bedded  on  a  large  stone. 
II.  Shores. 
jj.  Iron  guides  turning  upon  a  pivot,  and  made  by 

means  of  the  tackle  k  to  fit  under  the  ship's 

stem. 
k  k.  Ropes  for  hauling  up  guides  or  crutches. 
1 1.  Iron  guides  and  oblique  braces  for  the  forefoot 

of  the  vessel. 
K  K.  Vessel  on  the  slip. 
m  m.  Ropes  of  the  sliding-blocks,  which  are  taken 

on  board  the  ship  for  the  purpose  of  being 

hauled  in. 


The  Marine  Railway,  New  York. 

Fig.  1043.  Elevation  of  railway,  with  vessel  on  the 

slip. 
A  A.  Piles, 
a.  Windlass  loft. 
6.  Hauling-up  geer. 
c.  Chain  attached  to  the  carriage. 
C.  Vessel  supported  by  the  shear-shores  on  the 

carriage. 
dM.  Shear-shores. 
Fig.  1044.  End  view  of  railway. 
A  A.  Piles. 

a  a  a.  Midway  and  sidewise. 
bbb.  Cast-iron  sheaves  or  trucks,  flanged,  and  rmi- 

ning  on  cast-iron  rails. 
c  c.  Timber  framing  or  sill  of  the  carriage. 
dd.  Cross-piece  of  timber. 
e  e.  Bilge  levers. 
//.  Shear-shores. 
q  g.  Scaffold  posts. 
Fig.  1045.  View  of  the  bUge  levers  and  sheai- 

shores. 
a.  The  ways. 
6.  The  rail 

c  c.  The  cast-iron  sheaves  or  trucks. 
d  d  The  sill  of  the  framing. 
e.  The  plank. 
/.  The  cross-tie  or  piece. 
ffff.  The  hollow  coin-blocks  or  side-blocks. 
h.  The  shear-shore. 
i.  The  screw. 
Ic.  The  windlacs. 


Elevation  of  Platform  of  Hydrostatic  Dry  Dock 
without  the  Hydraulic  Engines. 

A  A.  Piles  in  pairs,  56  feet  long  and  20  inches 
square,  of  best  Georgia  pine,  shod  with  iron, 
placed  4  feet  8  inches  apart,  supporting  the 
cradle. 

B  B.  Main  way  pieces,  shown  in  detail  in  Fig.  1066. 

C.  Cylinder  of  the  hydrostatic  engine. 

D.  Ram  or  plunger-pole  working  in  C,  and  attached 
at  the  outer  ends  to 

d.  Crossheads,  shown  in  detail  in  Fig.  1062. 

e.  Friction  rollers  supporting  d,  and  travelling  on/. 
f  Cast-iron  way  on  wliich  the  crossheads  d  run. 

E.  Mainstraps  of  wood  constituting  the  moving  or 
draught-frame  from  which  the  cradle  is  suspended, 
(shown  in  detail  in  Fig.  1068.) 

/i.  Mainside-rods  from  the  crossheads  d  to  the  main- 
straps  E,  (shown  in  detail.  Fig.  1063.) 

i  i.  The  gib  securing  the  mainside-rods  h,  and  main- 
straps  E,  (shown  in  detail.  Fig.  1063.) 

J.  Wrought-iron  straps  bolted  along  the  main- 
straps  E. 

k  k.  Tlie  suspending  chains. 

»  n.  Cast-iron  rollers  for  carrying  the  suspending- 
chains  k  to  the  cradle  pp. 

o  0.  Wrought-iron  linkheads  and  crossbars,  support- 
ing the  transverse  bearers  p  p. 

pp.  The  swinging-beams  or  transverse  bearers  oj 
tlie  cradle,  (shown  in  detail  in  Fig.  1069.) 

r  r.  Ratchet-plates  on  the  maip»traps  K 
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s  s.  "Wrought-iron  pawl-bars,  (shown  in  detail  in  Fig. 
1067.) 

z*.  End  chock  of  timber  to  prevent  the  vessel  from 
slipping  riverwards. 

A  steamer  is  shown  in  the  dock. 

'^'ig.  1061. — Plan  of  the  Hydrostatic  Dry  Bock, 
New  York. 

B  B.  Mainway  pieces. 

0  C.  Cylinders  of  the  hydrostatic  engine. 

D.  Ram  of  ditto. 

i.  Crossheads  to  which  the  ram  D  is  attached. 
Friction  rollers  supporting  d  and  travelling  on/. 

f.  Cast-iron  way  on  which  the  crossheads  d  run. 

t  E.  Mainstraps  of  wood  irom  wliich  the  cradle  is 
suspended. 

h.  Mainside-rods  from  c?  to  E. 

ii.  Gib  securing  the  mainside-rods  hh,  and  the 
mainstraps  E  E. 

J  J.  Wrouglit-iron  straps  on  E. 

k.  The  suspending  chains  to  the  transverse  bearers 
pp. 

II.  Wrought-iron  crossbars  or  distance-pieces  be- 
tween tlie  timbers  of  the  mainstraps  E,  and  in 
wliich  eyes  are  formed  to  receive  the  acJjusting- 
screws  and  nuts  m  of  each  suspending-chain  k. 

in  m.  Adjusting-screws  and  nuts  of  the  suspending- 
chains  k  k. 

n  n.  Cast-iron  sheaves  or  rollers  for  carrying  the 
suspending-chains  k  k. 

pp.  Tlie  swinging-frames  or  transverse  bearers  of 
tlie  cradle  earned  by  the  suspending-chains  k  k. 

q  q.  The  traverse-frames. 

r  r.  Ratchet-plates  on  the  mainstraps  E,  on  which 
tlie  pawl-bars  s  work. 

ss.  Wrought-iron  pawl-bars. 

(>*.  Pipes  communicating  with  the  pump-room. 

w  10.  Keel  blocks  of  timber. 

X  X.  Iron  rack  and  pawl  for  keeping  the  cliock-blocks 
in  tlieir  places. 

y*.  Balks  bearing  the  trasverse-frames  q. 

£*.  End  chock  of  timber. 

Hydrostatic  Dry  Dock. 

Fig.  1062.  Enlarged  plan  of  hydrostatic  cylinder, 
with  the  fleeting  apparatus. 

C.  Hydrostatic  cylinder  18  feet  long. 

D.  Ram  secured  to  the  crosshead  d  by  the  collar 

X*. 

d,  Crosshead. 

E.  Mainstraps. 

h  h.  Mainside-rods. 

i.  The  gib- securing  the  mainstraps  E  and  mainside 
rods  h. 

jj.  Screws  for  fleeting  back  the  ram  D. 

K  K.  Clamp  and  box  attached  to  the  side-rods  h  h. 

1 1.  Bevel-wheel  working  on  the  pinion  L. 

L  L.  Pinion  to  the  wheel  I. 

M*.  Shaft  from  the  engine-room  turning  the  pin- 
ions L. 

M  M.  Roller  moved  by  the  hanc'le  K 

N.  Handle  supporting  the  end  of  the  mainside- 
rod  A. 

ic*.  Collar  connecting  the  ram  D  and  crosshead  d. 

Fig.  1063. — Elevation  of  the  mainside-rod  h,  with 
the  roller  M,  and  handle  N. 

Fig.  1064— Cross  section  through  the  cyhnder,  side- 
rods,  and  mainways. 

Hydrostatic  Dry  Dock. 

Fig.  1065.  Enlarged  longitudinal  section  of  one  of 
tlie  mainside  straps  E 


I  A  A.  Piles. 

B  B.  Majnway  piece. 
'  E  E.  Mainside  straps. 

k  k.  Tlie  suspending  chain  to  the  transverse  bear- 
ers pp. 

I.  Iron  crossbar  or  distance-piece,  in  which  eyes  are 
formed  to  receive  the  adjusting-screw  and  nut 
m  of  the  suspending-chain  k. 

m.  Wrought-iron  adjusting  nut  and  screw. 
n.  Cast-iron  sheave  for  carrying  the  chain. 
o.  Wrought-iron  linkhead  and  crossbar  supporting 

the  transverse  bearers  or  swinging -beams  p  p. 
pp.  Transverse  bearers  or  swinging-beams  of  the 

cradle. 
r  r.  Ratchet  plate  on  the  mainside  strap  E. 
s  s.  Wrought-iron  pawl-bar. 
u.  Box  in  the  crosshead,  at  the  back  of  which  is  the 

nut  m. 
Fig.  1066.  Enlarged  phm  of  mainside  strap  E  and 

pawl-bar  s. 
Fig.  1067.  Enlarged  section  of  mainside  strap  E, 

pawl-bar  s,  mainway  piece  B,  and  piles  A. 
A  A.  Pair  of  piles,  each  56  feet  long  and  20  inches 

square,  of  best  Georgia  pine,  with  iron  shoes, 

diverging  from  the  perpendicular,  at  the  lowest 

extremity,  about  3  feet. 
a*  a*,  l^-inch  bolts  to  secure  piles. 
B.  Mainway  pieces  of  five  logs  of  Georgia  pine, 

182  feet  in  length  by  2  feet  10  inches  in  thick- 
ness and  4  feet  10  inches  in  breadth,  with  piles 

A  A  mortised  in. 
E  E.  Mainside  straps,  constructed  of  three  pieces 

of  Georgia  pine, 
r.  Ratchet-plate  or  rack  on  the  mainside  strap. 
s.  Wrought-iron  pawl-bar. 
z*.  Trenails  of  locust  wood. 
Fig.  1068.  Elevation  of  swinging-beams  or  trans 

verse  bearers  jojd. 
kk.  Suspension-chains  of  iron. 
pp.  Swinging-beam  or  transverse  bearer  of  oak, 

strapped  together  by  the  wrought-iron  straps  v. 
q  q.  The  traverse-beams  of  timber  for  supporting 

the  chock-blocks  t. 

I I.  Chock-blocks  of  timber  for  supporting  the  sides 
of  the  vessel. 

V  V.  Wrought-iron  straps. 

w  w.  Keel-block  of  timber. 

XX.  Iron  rack  and  pawl  for  keeping  the  chock 

blocks  in  their  place. 
y  y.  zz.  Blocks  and  tackle  for  working  the  chock 

blocks. 
Fig.  10C9.  Plan  of  the  swinging-beams  p. 

Fig.  1072. — Hydrostatic  Dry  Dock.     Front  Eleva 
Hon  of  the  Pump-Room. 

A*.  Tubular  boiler. 

B*.  Steam-pipe. 

C*.  Cylinder. 

D*.  Valve-box. 

E*.  Connecting-rod  from  cylinder  C*  to  shaft  F*. 

F*  F*.  Mainshaft  working  the  geering. 

G*  G*.  Cranks  from  shaft  k*  to  the  pump-rods 

each  crank  working  two  pairs  of  pumps. 
H*.  Pinion  on  shaft  F*. 
I*.  Clutch  for    putting    pinion  H*  in  geer  with 

wheel  J*. 
J*.  Wheel  on  shaft  k*,  for  transferring  motion  to 

the  geering  for  fleeting  back  the  ram. 
k*.  Shaft  bearing  the  wheel  J*  and  pinion  K*. 
K*.  Pinion  on  shaft  k*  working  with  the  wheel 

L*. 
L*.  Wheel  for  transferring  the  power  at  riglit  angles 

to  the  shaft  M* 
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M*.  Shaft  turning  the  pinions  L  L. 
N*.  Tank.     P*.  Balauce-wheeL 

Hydrostatic  Dry  Dock. 

Fig.  10*70.  Plan  of  the  pump-room. 

A*.  Tubular  boiler.     B"*.  Steam-pipe, 

C*.  Cylinder.     D*.  Valve-box. 

E*   Connecting-rod.     F*  F*.  Main  shaft 

G*  G*.  Cranks  working  the  pump-rods  p*  p* 

H*.  Pinion  on  shaft  F*. 

I*.  Clutch  for  putting  fleeting  apparatus  in  geer. 

J*.  Wheel  on  shaft  k*  for  transferring  motion. 

k*.  Shaft  bearing  the  wlieel  J*  and  pinion  K*. 

K*.  Pinion.     L*.  Wheel  on  shaft  M*. 

M*.  Shaft  turning  the  pinions  L  L. 

L  L.  Pmions  working  in  geer  with  the  wheels  I L 

1 1.  Wheels  on  the  spindles  of  the  screws  jj. 

jj.  Screws  for  fleeting  back  the  ram  D  of  the  hy- 
drostatic cylinder. 

N*   Tank.     0*.  Chimney-flue. 

P*.  Balance-wheel  10  feet  diameter. 

o*.  Pipes  communicating  between  the  tank  and 
the  hydrostatic  cylinder  C  C ;  each  set  of  pumps 
provided  with  separate  stop-cocks. 

Fig.  107 1.  Side  elevation  of  the  pumping  apparatus. 

DOCK.    See  Floating  Sectional. 

DRAWING  MACHINE.— ioweW  MacJdne-SIwp. 

Fig.  1106  is  a  front  elevation,  with 
cans  A  removed. 

Fig.  1107  is  an  end  elevation,  show- 
ing geered  end  of  rolls. 

Fig.  1108  is  an  end  elevation,  show- 
ing pulley  end  of  rolls. 

A  is  the  tin  cans  into  which  the 
slivre  is  deposited. 

B  is  cast-iron  end,  or  support  for 
frame. 

C  is  the  plungers  or  crowders  that 
press  the  slivre  into  tile  tin  cans  A  A, 
after  it  has  passed  through  the  rolls. 

D  is  an  upright  shaft  for  driving-  , 

cam  b\  and  giving  a  rotary  motion  to  / 

the  cans  A  A. 

E  is  a  stand  attached  to  r  for  sup- 
port to  upright  sha'ft  D. 

E'  is  a  pau-  of  calender-rolls,  rest- 
ing upon  the  table  D',  by  means  of 
stands  J,  through  which  the  slivre 
passes  before  entering  the  tin  cans. 

G  is  a  bushing  or  bearing-in  floor, 
to  guide  lower  end  of  upright  shaft  to 
plungers. 

G'  G'  and  W  are  weights  for 
weighting  top  rolls. 

D'  is  a  table  of  iron,  sometimes  of 
wood,  to  support  calender-rolls. 

Z  Z  Z  Z  are  steel  rolls  fluted  :  there 
are  tliree  and  four,  and  sometimes  five: 
rolls,  which  increase  in  velocity  from 
the  first  to  last  sets,  making  tlie 
draft. 

S'  are  stands  to  support  rolls  Z  Z, 

A'  is  a  stand  to  support  the  end  of 
driving-rolL 

X  X  are  stands  to  hold  belt  ship- 
ping-bar, which  is  wood,  sliding  in  the 
stands. 

X',  bevel-geers  on  cam-shaft. 

b\  cam  for  producing  up  and  down 
motion  on  the  crowders  C  C. 


F*.  Main  shaft. 

G*.  Crank  for  working  the  pump-rods. 

p*.  Pumprods. 

Barrov!s  Floating  Dock, 

Fig.  1076.  Barron's  floating  dock.     D  D.  Dock. 

k  k.  Knees  at  the  angles  bolted  firmly  to  the  hori- 
zontal or  upright  timber  D  D. 

ccc.  Horizontal  or  inclined  slips  of  ceiling,  running 
fore  and  aft,  into  which  the  timbers  D  D  are  in- 
serted. 

T  T  T.  Air-tight  trunks.     V.  Vessel  in  dock. 

S  S.  Waleshore  supporting  the  ship  V. 

h  h.  Horizontal  shores.     B  B.  Keel-blocks. 

Fig.  1077.  Barron's  floating  dock  raised  out  of  the 
water. 

Caldwell's  proposed  Dry  Dock. 

Figs.  1073,  1074,  and  1075.  The  dock,  with  vessei 
entering,  floating,  and  lying.     A.  Reservoir. 

B.  Pipe  communicating  with  the  inner-dock  C. 

C.  Inner-dock.     D.  Inner-gate.     E.  Vessel 

F.  Outer-gate.     G.  Outer-dock.    H.  Ground  lereL 
L  Level  of  tlie  water  in  the  harbor. 
J.  Level  of  the  water  in  the  dock. 
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K'  IS  a  mangle-wheel,  which  gives  an  alternate  circular  motion  to  the  cams  A,  which  are  driven  by  a 
pulley  and  shaft  //,  which  has  a  pinion  on  the  lower  end  geering  into  the  mangle- wheel.  The  pulley 
f^  is  driven  by  a  belt  from  the  upright  D.  i  is  a  friction-roll  attached  to  a  lever  g,  which  raises  and 
falls  the  crowders  ccc.  Y,  Fig.  1106,  represents  the  edge  view  of  roll-geers.  0  0,  wooden  clearers, 
which  are  covered  with  cloth  for  clearing  top  rolls  from  waste  cotton.  P  are  driving-pulleys,  tight  and 
loose.  Q,  geers  on  back  roll  S  is  an  arm  operated  by  a  stop-motion  R  T,  which  moves  arm  W,  that 
is  attached  to  shipper-bar  in  stands  XX.  T  is  a  light  tin  trumpet,  over  which  the  slivre  passes  in  en- 
tering the  rolls.  In  case  the  slivre  breaks  or  runs  out,  this  trumpet  falls  back,  wliich  throws  out  a  ratch, 
and  lets  the  slide,  by  means  of  a  spiral  spring,  press  against  arm  S,  which  works  arm  W,  and  stops  the 
machine.  The  roll-geers  are  made  to  vary  in  size  to  suit  the  operator  on  No.  of  yam  which  may  be 
required. 

DRAW-BORE.  The  pinning  a  mortise  and  tenon,  by  piercing  the  hole  through  the  tenon  nearer  to 
the  shoulder  than  the  holes  through  the  cheeks,  from  the  abutment  in  which  the  shoulder  is  to  come  in 
contact.  Draw-Bore  Pins.  Pieces  of  steel  in  the  shape  of  the  frustrum  of  a  cone,  somewhat  tapered, 
and  inserted  in  handles  with  the  greatest  diameter  next  to  the  handle,  for  driving  through  the  draw- 
bores  of  a  mortise  and  tenon,  in  order  to  bring  the  shoulder  of  the  rail  close  home  to  the  abutment  on 
the  edge  of  the  style :  when  this  is  effected,  the  draw-bore  pins,  when  more  than  one  are  used,  are 
taken  out  singly,  and  the  holes  filled  up  with  wooden  pegs. 

DREDGING  AND  DREDGING  MACHINES.  Dredging  is  effected  in  various  ways;  either  by 
drags,  or  scoops,  or  rakes,  or  machines.  There  are  two  sorts  of  hand-drags,  one  for  raising  mud,  the 
other  sand:  the  first  consists  of  an  iron  box  pierced  with  holes,  open  in  front  as  well  as  at  the  top ;  to 
this  is  attached  a  slightly  flexible  handle,  of  a  length  proportionate  to  the  depth  it  is  to  work  in :  when 
this  is  made  use  of,  the  men  in  a  boat  make  the  iron  box  enter  the  sand,  sustaining  the  handle  on  the 
shoulder,  and  when  it  is  filled  they  raise  it,  and  if  there  bo  any  large  stones,  they  are  disengaged  by 
means  of  hooks:  a  man  will  raise  in  this  manner,  where  the  depth  is  not  more  than  4  or  5  feet,  a  cubic 
yard  in  the  course  of  a  day,  and  sometimes  more. 

The  Drag  for  Mud  is  differently  fonned ;  it  is  an  iron  ring,  to  which  a  canvas  bag  is  attached,  by 
passing  a  cord  through  holes  made  in  the  ring  purposely  to  receive  it :  that  point  of  the  iron  rim  which 
is  intended  to  touch  the  ground  and  enter  the  mud  must  be  sufficiently  strong :  two  men  in  a  boat  or 
punt  are  required  to  manoeuvre  it,  and  in  the  course  of  a  day  they  will  raise  from  12  to  14  cubic  yards, 
if  the  depth  does  not  exceed  6  feet :  when  the  boat  is  made  use  of,  it  is  first  moored  in  such  a  mtmner 
that  it  cannot  drift ;  such  a  drag  allows  the  water  to  flow  out  of  it,  and  retains  only  the  solid  matter. 

The  LoucJtette,  a  kind  of  spade,  or  a  collection  of  them,  is  used  for  cutting  or  extracting  turf  under 
water,  without  the  necessity  of  first  pumping  it  dry :  this  consists  of  a  light  iron  frame,  which  is  armed 
all  round  with  a  cutting-blade,  in  Jongtn  anout  8  feet ;  the  part  between  it  and  the  handle  is  open, 
being  formed  of  four  horizontal  rods,  ana  two  vertical  ones ;  tuese  receive  tlie  turf  after  it  is  cut  and 
detached,  and  enable  the  workmen,  by  means  of  a  rope  and  windlass,  to  pull  it  up ;  these  cutting  instru- 
ments have  a  variety  of  forms  given  them  to  adapt  them  to  the  peculiar  work  they  may  have  to  perform. 

The  Box  Shovel  consists  of  an  open  box  fixed  at  the  end  of  a  long  handle,  usually  made  of  iron ;  the 
cutter  traverses  in  a  groove,  and  is  worked  by  another  handle  ;  by  this  the  turf  is  cut  and  detached, 
and  each  successive  piece  falls  into  the  box  :  as  many  as  four  turfs  may  be  thus  drawn  up  at  one  time. 

Dredging  machines  have  been  constructed  in  various  ways,  and  of  iron  or  wood,  according  to  the  na- 
ture of  the.  service.  Some  machines  have  been  arranged  so  that  the  system  of  chain  and  buckets 
should  woi  k  through  a  channel  in  the  middle  of  the  vessel ;  others  with  one  system  on  each  side ;  and 
others  with  the  buckets  working  over  the  exti'emity  of  the  vessel  But,  in  general,  the  modern  practice 
is  to  place  the  machinery  towards  one  extremity  of  the  vessel,  to  allow  of  the  working  of  the  ladder 
(which  holds  the  buckets)  freely  on  either  side  of  the  vessel.  By  this  arrangement  barges  can  be  laid 
along  both  sides  of  the  vessel,  and  the  material  raised  by  the  machine  be  tal;en  away  more  easily. 


Number  of       , 
Buckets. 

Depth  of  "Water 
in  feet. 

34 

18 

36 

20 

45 

25 
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Perhaps  the  most  popular  form  of  machine  for  dredging  purposes  is  the  spoon  dredger;  similar  in  all 
essential  particulars  to  the  excavator  invented  hy  Otis,  and  used  for  land  purposes ;  when  placed  upon 
a  proper  barge,  with  strong  posts  at  either  end,  which,  sliding  in  grooves,  may  be  lowered  vertically  to 
servo  as  anchors.  This  machine  is  one  of  the  most  economical  in  use,  and  as  a  full  description  of  it  is 
given  under  the  head  of  excavator,  we  shall  confine  ourselves  to  the  chain  and  bucket  dredging  machines. 

The  best  adapted  boilers  and  engines  for  dredging  purposes,  are  those  upon  the  marine  principle,  as 
in  them  compactness  and  stability  are  combined ;  and  for  whicli  reasons,  they  of  that  description  are 
invariably  applied  ;  but  in  practice  it  is  found  disadvantageous  to  the  profitable  working  of  the  machine, 
if  the  engine  be  not  of  a  proportionate  power  to  the  depth  of  water,  the  buckets  of  a  suitable  number, 
and  the  bucket-frame  of  sufficient  length  to  lie  at  a  proper  angle.  Hence  the  following  arranged  pro- 
portions are  annexed  as  the  best  adapted  for  working  at  or  about  the  various  specified  depths  from  which 
the  material  is  to  be  raised : — 

Nominal  Power  Length  of 

of  Engine.  Bucket-Frame. 

20  59j 

26  63 

30  78| 

The  boat  requires  little  or  no  peculiarity  of  form,  otherwise  than  that  of  proper  stability ;  it  must  be 
strong  and  well  put  togetherj  or  a  constant  tremulous  motion  is  created  by  the  action  of  the  machinery, 
and  the  proper  effect  of  the  machine  in  a  measure  destroyed.  It  must  also  be  of  magnitude  sufficient 
for  the  receiving  of  the  machinery  with  a  proper  clearance  for  the  buckets,  according  to  the  depth  of 
water,  and  different  positions  in  which,  on  that  account,  they  are  so  frequently  required. 

Description  of  the  Machinery  in  the  Dredging  Vessel  constructed  ly  Summers,  Groves  and  Day. — The 
objects  which  were  chiefly  kept  in  view  in  arranging  the  machinery  of  this  dredging- engine,  were  sim- 
plicity of  construction  with  efficiency  and  facility  in  adapting  it  to  the  work  it  would  have  to  perform  ; 
and  after  some  consideration,  it  appeared  to  the  makers  that  a  marine  steam-engine,  with  side-beams, 
was  the  best  kind  of  engine  for  this  purpose,  as  it  enabled  them  to  convey  motion  to  the  buckets  with 
less  wheel-work,  shafting,  and  machinery  than  is  generally  required  in  dredging-engincs,  whose  works 
are  frequently  complex,  and  require  considerable  skill  in  their  management. 

Figs.  1090  to  1099,  show  an  elevation,  plan,  and  section  of  the  vessel  and  machinery. — a  is  the 
boiler,  constructed  with  internal  fire-places  and  flues  similar  to  the  boilers  commonly  used  for  marine 
engines.  6,  steam-pipe  leading  from  the  stream-chest  on  the  boiler  to  the  engine,  c  is  a  condensing  en- 
gine of  20  horse  powei-,  the  cylinder  being  27  inches  diameter,  and  the  length  of  stroke  of  piston,  2 
feet  9  inches.  The  engine  is  constructed  Math  side-beams  on  the  marine  principle,  and  the  motion  is 
communicated  to  the  fly-wheel  shaft  d,  by  a  connecting  rod  in  the  usual  way.  e  is  the  fly-wheel,  p  is 
a  friction-hoop,  which  fits  lightly  around  a  drum  or  sheave  keyed  fast  on  to  the  fly-wheel  shaft.  The 
use  of  this  contrivance  being  to  prevent  accidents  to  the  machinery,  in  case  the  buckets  should  get  en- 
tangled with  any  thing  during  the  process  of  dredging,  as  when  the  resistance  increases  beyond  what  is 
necessary  for  raising  the  soil,  the  drum  or  sheave  slips  round  inside  the  hoop,  and  the  buckets  cease  to 
work,  whilst  at  the  same  time  the  steam-engine  may  continue  its  motion  without  injuring  the  machin- 
ery. ^  is  a  pinion  bored  to  fit  the  fly-wheel  shaft,  (but  not  keyed  fast  to  it,)  having  two  strong  stops  or 
carries  cast  on  one  side  of  it,  which  come  in  contact  with  corresponding  stops  on  the  wrought-iron  ring 
or  hoop.  A  is  a  spur-wheel  which  is  driven  by  the  pinion  g.  t  is  a  pinion  keyed  on  the  intermediate  shaft, 
which  dri-ves  the  spur-wheel y,  keyed  on  the  tumbler-shaft.  1 1  are  clutch  couplings  for  the  purpose  of 
connecting  one  or  both  sets  of  buckets  to  the  steam-engine,  or  disengaging  them  when  required,  m  m 
m  m  are  cast-iron  carriages,  forming  joints  or  hinges  for  supporting  the  bucket-ladders  independent  of  the 
tumbler-shafts,  n  n  n  n  are  the  tumblers  over  which  the  chain  and  buckets  work,  q  q  q  Q,  &c.,  are  the 
buckets  made  of  boiler-plate,  and  bolted  seeurely  to  the  links  of  the  chain  in  a  peculiar  way,  more  clearly 
described  in  figs.  1094  to  109-6,  where  the  buckets  and  links  are  shown  on  an  enlarged  scale,  and  in 
which,  on  the  fi;ont  of  the  buckets,  will  be  observed  a  kind  of  spade  that  is  of  steel,  and  attached  to  the 
bucket  by  rivets,  consequently  easily  renewed  at  any  time  when  w"orn  away :  the  bucket-chain  runs  on 
cast-iron  rollers  p  p.  The  bucket-ladders  are  made  partly  of  wood,  having  wooden  sides  with  cast-iron 
king-posts  and  transverse  trusses ;  with  wooden  struts  and  wrought-iron  tie-bolts,  with  screws  at  the 
ends,  so  that  they  may  be  tightened  up  when  required.  These  ladders  are  remarkably  strong,  with 
comparatively  light  materials. 

The  spout  ff  is  of  wood,  lined  with  sheet-iron,  and  has  a  joint  at  r  to  allow  of  the  punts  or  barges  being 
equally  loaded  on  both  sides  without  turning  them  round.  As  when  the  outer  end  of  the  spout  is  raised 
by  means  of  the  purchase  z,  the  soil  will  escape  at  r,  near  to  the  side  of  the  barge  which  is  close  to  the 
dredging-machine,  on  lowering  down  the  outer  end  of  the  spout,  the  soil  will  be  carried  over  to  the 
other  side  of  the  barge,  thus  insuring  its  being  equally  loaded.  The  bevel- wheels  1 1  tttt  and  shafts  u 
u  M,  figs.  1091  and  l092,  convey  the  motion  from  the  steam-engine  to  the  apparatus  on  deck  for  pro- 
pelling the  vessel  to  and  fro,  raising  or  lowering  the  bucket-ladders,  &c.  The  ladders  are  raised  by 
chains  passing  round  the  barrels  v  v,  and  working  in  the  sheaved  blocks  6  h,  which  are  suspended  from 
the  timber  framing.  The  operation  of  raising  the  ladders  is  effected  by  connecting  the  barrels  to  the 
shafts  by  the  clutches  w  w,  which  are  worked  to  and  fro  by  levers  that  pass  through  the  deck  of  the 
vessel.  When  the  ladders  require  lowering,  the  clutches  are  drawn  back  and  the  ladders  run  down  of 
themselves  to  any  depth  which  is  desired,  being  regulated  by  a  brake  attached  to  the  drums  at  x  x,  as 
shown  in  figs.  1091  and  1098. 

The  apparatus  for  propelling  the  vessel  to  and  fro  is  fixed  on  the  deck,  y  y  are  two  curved  cast-iron 
barrels.  By  taking  two  or  three  turns  of  a  rope  or  chain  roiind  these  barrels,  one  under  and  the  other 
over,  one  of  the  ropes  will  draw  the  vessel  ahead,  whilst  the  other  pays  off  the  slack,  and  vice  versa : 
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or  bj  putting  both  ropes  or  chains  the  same  way  round  these  barrels,  they  will  both  act  in  pulling  th« 
vessel  in  the  same  direction.  It  should  be  named  that  there  is  a  friction-sheave  placed  between  the 
propelling  macliinery  and  tlie  steam-engine,  similar  to  tliat  whicli  is  fixed  upon  the  fly-wheel  shaft,  to 
prevent  the  chains  or  ropes  being  broken  in  case  of  any  obstructions. 

The  bucket-ladder,  Fig.  1090,  is  composed  partly  of  timber  framing ;  the  main  timber  M  (which  runs  tli« 
whole  length)  being  eighteen  inches  deep  and  eight  inches  broad,  connected  by  strong  cast-iron  crosses, 
{not  shown  in  the  drawing,  as  it  was  thought  they  would  only  confuse  the  adjacent  parts.)  To  give  it 
strength  to  bear  the  weight  of  the  buckets  with  their  contents,  it  is  furnished  with  a  cast-iron  king-post  h, 
having  two  inch  tie-bolts  ss  connected  to  its  lower  extremity  by  a  single  and  double  forked  joint, 
through  which  joints  and  the  king-post  a  pin  passes,  thus  firmly  uniting  them  at  this  point.  The  other 
ends  of  the  tie-bolts  pass  through  snugs,  cast  on  the  top  and  bottom  carriages  at  ends  of  ladder,  and  are 
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furnished  with  a  screw  for  the  purpose  of  setting  them  up,  by  means  of  a  nut,  should  they  at  any  time 
become  slack.  There  are  also  two  wooden  trusses  w  w,  which  take  the  strain  of  the  framing,  midway 
between  its  centre  and  either  end.  This  ladder  is  found  sufficiently  strong,  and  well  adapted  for 
sustaining  a  heavy  weight ;  at  the  same  time  it  is  extremely  light  in  appearance. 

The  buckets  are  made  of  boiler-plate,  the  back  being  half  an  inch  thick.  The  back  plate  rises  con- 
siderably above  the  other  parts  of  the  bucket,  and  slopes  forward  at  an  angle  of  about  25°  towards 
the  fi-ont  or  lip  of  bucket,  for  the  purpose  of  retaining  the  soil  and  preventing  its  bemg  spilled  during 
its  progress,  after  receiving  it  from  the  excavation,  until  it  deposites  the  same  in  the  barges  alongside. 
The  form  of  this  back  plate  prevents  a  great  loss  of  mud  or  other  material,  whicli  would  otherwise 
be  the  result,  and  consequently  a  loss  of  time  would  foUow,  and  the  quantity  of  soil  delivered  would 
not  be  adequate  to  the  power  of  the  steam-engine.  All  the  other  parts  of  bucket,  (exclusive  of  the 
back  plate  before  mentioned,)  are  three-eighths  of  an  inch  thick.  The  buckets  at  present  dig  to  a  depth 
of  24  feet,  but  greater  depths  may  be  obtained  by  merely  lengthening  the  timber  framing  of  ladder, 
and  adding  a  greater  number  of  buckets  and  links,  proportionate  to  the  extended  length. 

As  the  bucket-links  are  given  in  the  same  drawhig  with  the  bucket,  further  description  is  deemed 
superfluous ;  it  may,  however,  be  remarked,  that  the  finks  pass  over  the  tumblers  with  perfect  ease, 
and  without  noise,  owing  to  there  being  no  projections  on  their  lower  sides,  as  the  requi.«ite  strength 
round  the  pins  is  carried  above  the  centre  of  the  fink,  and  not  on  each  side,  as  is  frequently  the  case. 
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The  upper  or  tumbler  sliaft  sss,  Fig.  1092,  is  in  three  lengths,  having  two  coupling-boxes  1 1  fitted  to 
them,  for  the  purpose  of  "working  either  one  set  of  buckets  or  two  sets  simultaneously ;  the  bearings  or 
journals  of  the  shafts  are  four  in  number,  seven  inches  in  diameter  and  nine  inches  in  length,  and 
working  in  plummer-blocks,  resting  on  four  timber  frames  ffff.  The  intermediate  or  middle  shaft  i  i 
has  bearings  five    inches  and  three-quarters  diameter  and  eight  inches  in  length,  working  also  ic 

Elummer-blocks,  which  rest  on  wooden  framing//;  and  the  lower  or  fly-wheel  shaft  d,  has  bearings 
ve  inches  and  three-quarters  diameter  and  eight  inches  in  length,  one  bearing  of  which  rests  on  the 
engine-frame,  and  the  other  on  the  timber  framing.  These  timber  frames  are  severally  connected  at 
tlieir  tops  by  a  strong  transverse  beam  T  T,  20  inches  deep  and  18  inches  broad,  the  outer  ends  of 
which  support  carriages  (to  be  hereafter  described)  for  carrying  the  ladders,  <fec.  By  this  arrangement, 
and  by  being  securely  fastened  at  their  bases,  the  four  upright  timber  frames  are  firmly  kept  in  their 
pA-pendicular  position.  The  form  of  these  frames  will  be  clearly  understood  by  reference  to  the  eleva- 
tion. Fig.  1090. 

It  will  be  seen  that  the  outer  or  hanging  carriages  m  m,  Fig.  1092,  are  coimected  to  the  ends  of  the  trans- 
verse beam  in  rather  a  novel  manner ;  the  hanging  part,  or  part  beneath  the  beam,  being  attached  to  the 

1095. 
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cap  or  top  plate  by  means  of  twelve  l:i-inch  bolts,  by  which  method  it  can  be  securely  fastened  to 
the  before-mentioned  beam,  and  adjusted  so  as  to  accommodate  the  tumbler-shaft,  by  means  of  pack- 
ings being  introduced  between  the  cap  and  top  of  timber,  and  which  can  easily  be  removed  at  any 
time  when  required. 

Figs.  1097  to  1099  consist  of  a  detailed  plan  and  section  of  top  and  bottom  tumblers;  they  being  of 
essential  consequence  to  the  efficient  working  of  the  machine,  are  therefore  minutely  deUneated  in  an 
extended  scale,  thereby  rendering  the  design  more  easily  understood  than  by  a  lengthened  description, 
which  it  would  othei-wise  require.  It  may  be  observed,  however,  that  they  are  of  cast-iron,  and  the  corners 
only  being  hable  to  derangement,  are  separate  pieces,  consequently  easily  removed  when  required. 

The  engine  with  its  machinery  has  raised  IGO  tons  of  soil  per  hour,  upon  an  average  one  set  o£ 
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buckets  only  having  been  employed  in  the  performance,  with  a  weight  of  three  pounds  and  a  half  pei 
square  inch  upon  the  safety-valve  of  the  boiler. 

It  may  be  remai-ked,  in  conclusion,  that  the  boat  is  supplied  with  a  bilge-pump  for  discharging  the 
bilge- water,  and  a  deck- winch  for  moving  tlie  boat  by  hand  when  the  engine  is  not  working.  The  chain 
for  raising  the  lower  end  of  the  ladder,  is  five-eightlis  of  an  inch  in  diameter,  of  the  description  called 
"  short  Uiik."  The  draught  of  water  is  tliree  feet  six  inches,  with  every  thing  on  hoard,  and  the  bottom 
is  perfectly  flat,  and  botli  ends  are  of  the  same  form. 

Specification  for  a  Dredging  Vessel  of  the  following  dimensions. 

Ft.    In.  Ft.    In. 

Length  of  deck        .        .     80     6      I      Depth  in  hold         .        .54 
Breadth,  extreme     .        .    22     1      |      Tonnage  169|^. 


The  scantlings  as  follows : — 

Chine,  elm,  or  beech 

Floor  timbers,  elm  or  birch  . 

Kelson  timbers,  elm  or  birch     . 

Stems,    oak,  sided  8  inches,  moulded  9  inches. 
Aprons,  «        8        "  "8      " 

Timbers,         "        6        "  head  6      " 

Stemson  knee,  at  each  end  sided  7      " 

Deck  beams,  oak,  sided  Vi,  moulded  8^    " 
Deck  knees,  "         5 


In.  In. 

.     12     by  14 

9i  —  10 

.     12     —  11 

1  deck  hook,    oak,  at  each  end  sided  9  inches. 
1  breast  hook,         "  "  7i    " 

Stancheons,  «  «  5       « 

Winch-bits  «  «        6  X  Vi    " 

Propelling  gear-bits,  oak  9  X  Hi     " 


I 


Plank  :— 

Bottom 
Outside 
Clamps 
Plank-sheer   . 

.    3  J  inch  elm. 
.     2i     "       « 
.     4i     «       « 
.     2i     «       « 

Iron  work : — 

Butt  bolts  in  bottom  and  sides 
Stemson  knees  and  breast  hooks 

Deck  . 
Bulwark 
Roughtree  rail 


.     2 1  inch  yellow  pine. 

.     li     " 

X  2i     "    oak. 


I  inch. 
.  1    inch. 

6  pair  of  iron  knees  in  the  wake  of  boiler  and  engine  |  cwt.,  each  fastened  with  1-inch  iroa 
Deck,  5-inch  spikes. 
Deck  fastenings  all  of  iron. 

Tlie  vessel  to  have  both  ends  alike,  with  a  break  in  the  deck  both  fore  and  abaft. 

The  platform  of  2-inch  yellow  pine  round  the  boiler  for  the  stowage  of  coals,  and  1^-inch  yellow  pine 
5U  the  engine-room  and  cabins. 

Description  and  specification  of  a  Drcdging-machine,  constructed  by  Messrs.  Girdwood  and  Co.,  of 
Glasgow,  for  the  excavation  of  the  River  Clyde.  Figs.  1100  to  1103,  exhibit  an  elevation,  plan,  and 
section  of  the  engine  and  dredgmg  apparatus,  the  letters  of  reference  corresponding  in  each  figure  or 
separate  view  of  the  design. 

The  timbers  of  this  vessel  are  all  exactly  similar  in  specified  variety  and  dimensions  to  that  by 
Messrs.  Summers  and  Co.,  as  ah-eady  minutely  detailed,  but  the  external  dimensions  of  the  vessel  are  a 
little  different,  viz. :  entire  length  on  deck  90  feet ;  extreme  breadth  22  feet ;  height  from  ceding  to  ceil- 
ing seven  feet ;  and  when  all  is  on  board  and  in  complete  working  condition,  the  draught  of  water  is 
about  four  feet    Six  is  the  number  of  men  employed  on  board. 

A,  Figs.  1100  and  1101,  represents  the  boiler,  and  B  the  engine ;  both  of  which  are  of  the  usual  construc- 
tion adapted  to  marine  purposes.  The  cylinder  of  the  engine  is  26  inches  diameter ;  length  of  stroke  1\  feet ; 
number  of  strokes  per  minute  44;  and  requires  about  2  cwt.  of  good  coal  per  hour  for  the  generating  of  a 
sufficient  supply  of  steam.  In  effect,  the  engine  will  hft,  from  a  depth  of  18  feet,  about  110  tons  of  mud 
or  clay  per  hour,  or  160  tons  of  sand  or  gravel  in  the  same  time ;  but  in  very  hard  ground,  and  inter- 
mixed with  stones,  no  proper  data  can  be  given.  The  vessel  is  moved  forward  by  the  power  of  the 
engine,  through  means  of  the  bevel- wheels,  shafting,  pitch-chain,  (fee,  as  shown  in  each  design,  and 
which  communicates  motion  (when  required)  to,  and  by  means  of  the  double-acting  winch  R,  and  when 
tlie  buckets  are  working  in  mud  or  clay,  the  vessel  is  caxxsed  to  advance  at  the  rate  of  about  four  feet 
per  minute,  when  in  gravel  or  sand  at  2^  feet  per  minute,  and  the  number  of  buckets  dehvered  is  14 
m  that  space  of  time. 

With  regard  to  the  movement  of  the  buckets,  motion  is  given  to  the  wheels  C  and  D  by  tlie  crank- 
shaft S  of  the  engine,  and  communicated  by  the  line  of  shafting  eee,  &c.,  to  the  Avheels"  F  and  G  ;  from 
thence  to  the  buckets  by  the  barrel  or  tumbler  T,  that  being  made  fast  upon  the  spindle  I,  which  is  of 
malleable-iron,  eight  inches  diameter,  and  on  which  the  wheel  G  is  fixed.  The  small  wheel  C  is  three 
feet  three  inches  in  diameter ;  the  cog-wheel  D  is  seven  feet  diameter ;  the  shafts  e  e,  &c.  are  of  cast- 
iron,  6^  inches  diameter  in  the  bearuigs;  the  bevel-pinion  F  is  two  feet  three  inches  diameter,  and  the 
bevel-wheel  G  is  six  feet,  and  makes  seven  revolutions  per  minute ;  the  top  or  upper  tumbler  T  has  four 
sides,  and  the  bottom  tumbler  V  five ;  as  when  they  are  thus  formed,  the  motion  of  the  buckets  is 
found  in  practice  to  work  more  steady,  and,  consequently,  the  effects  rendered  more  complete. 

The  bucket-frame  H,  acting  upon  I  as  a  centre,  is  also  regulated  to  a  proper  depth  of  water  by  the 
power  of  the  engine ;  the  bevel- wheel  K  upon  the  crank-shaft  S  gives  motion  by  means  of  the  wheels 
;  m  n,  to  the  barrel  r,  and  round  which  the  chain  of  the  tackle  passes,  as  shown  distinctly  in  the 
elevation. 
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Tlie  wheels  K  and  I  are  each  two  feet  four  inclies  diameter ;  the  pinion  m  on  the  bottom  of  the  shaft  ( 
is  10  inches  diameter,  and  the  wheel  n  four  feet  two  inches.  On  the  same  shaft  with  the  bevel-wheel 
n  is  fixed  a  spur-pinion  g,  of  one  foot  seven  inches  diameter,  which  gives  motion  to  the  wheel  o,  of  three 
feet  three  inches ;  the  motion  is  communicated  (when  required)  by  means  of  the  clutch  c  c,  and,  when 
the  frame  H  is  raised  to  a  sufficient  height,  and  placed  at  the  requisite  depth  of  water,  farther  motion 
of  the  barrel  is  prevented  through  disengaging  the  clutch  by  means  of  the  lever  W,  and  the  barrel 
rendered  stationary  by  the  lever  and  friction-pulley  y  y.  The  clutch  is  two  feet  four  inches  diameter ; 
the  friction-pulley  is  three  feet  eight  inches  diameter,  and  its  breadth  of  strap  3^  inches.  The  length 
of  the  chain-barrel  r  is  4^  feet,  and  its  diameter  two  feet.  The  shaft  t  is  4|  inches  diameter,  and  the 
barrel-shaft  5^  inches,  each  being  of  cast-iron. 

The  following  is  the  number  of  teeth  that  each  of  the  preceding  named  wheels  contains,  also  the 
pitch  and  breadth  upon  the  face : 


Wheel  or  Pinion. 
Spui'-pinion  on  crank-shaft  C  . 
Cog-wheel  on  end  of  laying-shaft  D 
Bevel-pinion,  marked  F 
Bevel-wheel      "        G 
Mitre-wheels     "        K  and  I 
Bevel-pinion      "        m 
Bevel-wheel      "        n 
Spiu'-pinion  g  on  shaft  with  u 
Spur-wheel  o  on  chain  barrel-shaft 


Number  of  Teetli, 
49 
112 
2Y 
12 
44 
15 
75 
85 
51 


Pitch. 

Breadth 

2iin.    . 

8iia 

2i         . 

.    H 

3^         . 

8 

Z\         . 

8 

2 

4i 

2^ 

4i 

2*         . 

4i 

^  8 

5 

21 

6 

\ 


The  Bucket-Frame,  Buckets,  lAnks,  (jtc. — The  bucket-frame  is  of  the  best  red  pine,  strongly  trussea 
and  strapped  with  iron,  and  in  form  and  dimensions  similar  to  the  bucket-frame  already  described  in 
the  preceding  machine ;  in  lengtli  it  is  55  feet  4  inches,  and  the  number  of  buckets  thirty-four,  each 
bucket  being  26^  inches  wide,  16  inches  broad,  17  inches  deep,  and  formed  of  the  best  plate-iron  f  inch 
in  thickness ;  on  the  back  or  sole  plate  p,  of  each  bucket,  and  immediately  beyond  its  formation,  is  an 
attached  piece  or  continuation  of  the  plate,  so  as  to  form  a  covering  to  the  joints  of  the  links,  and  so 
prevent  any  injurious  effects  from  the  constant  liability  of  contact  with  the  excavated  materials ;  also 
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on  the  front  of  the  buckets  are  fixed 
pieces  of  iron  shod  or  edged  with 
steel,  for  the  purpose  of  increasing 
the  strength  of  that  portion  of  the 
bucket,  and  the  better  adapting  of  the 
same  for  coming  in  contact  with  hard 
materials ;  likewise  that  of  being  easi- 
ly removed  when  required  for  repair. 

The  links  xxx,  <fec.,  that  connect 
the  buckets,  are  of  wrought-iron,  each 
link  being  21  inches  from  centre  to 
centre  of  joint ;  flanges  are  formed  on 
the  double  links,  as  shown  in  the  de- 
sign, 2i  by  |ths  of  an  inch,  and  to 
which  the  buckets  are  fixed  by  Iths 
of  an  inch  rivets ;  the  diameter  of  the 
joints  is  3 1  inches  with  \  inch  project- 
mg  on  each  side,  to  increase  the  sur- 
face of  bearing  for  the  pins :  all  the 
joints  and  pins  are  cased  with  steel 
and  properly  hardened. 

The  rollers  rrr,  &c.,  are  for  the 
proper  conducting  of  the  buckets 
along  the  frame  H,  and  are  of  cast- 
iron  8  inches  in  diameter,  with  axles 
or  bearings  of  wrought-iron,  1 J  inch 
diameter,  and  which  revolve  in  cast- 
iron  receptacles  or  bushes.  The  ends 
of  the  tumblers  also  revolve  in  cast- 
iron  bushes,  that  metal  being  found 
more  durable,  for  this  purpose,  than 
any  hitherto  tried. 

It  may  not  be  out  of  place  here,  as 
being  through  the  means  of  the  action 
of  the  buckets  and  bucket-frame,  to 
remark  an  idea  or  system  given  by  a 
correspondent  in  the  "  Civil  Engineer 
and  Architect's  Journal,"  which  he 
calls  radius  cutting,  in  distinction  to 
tliat  of  the  common  practice  called 
trench  cutting,  and  which  no  doubt 
in  various  instances  must  be  of  con- 
siderable advantage.  In  the  ordinary 
method  called  trench  cutting,  the 
power  applied  to  lead  the  machine 
ahead  into  the  cutting,  has  also  to  re- 
sist tlie  reaction  of  the  buckets.  Now, 
in  radius  cutting,  the  chain  from  the 
bow  of  the  vessel  is  not  wound  up 
while  it  is  cutting,  but  is  only  shorten- 
ed at  each  return  of  the  machine,  and 
which  causes  a  swinging  motion  of  the 
vessel  to  take  place,  the  machine 
being  led  laterally  to  the  cutting  by 
the  side  chains ;  and  which  are  com- 
/  paratively  easy  to  work,  as  tlie  reac- 
tion of  the  buckets  is  mostly  against 
the  bow  or  radius  chain. 

In  respect  to  any  inconvenience  at- 
tending the  use  of  these  lateral  chains, 
in  a  harbor  or  narrow  navigation,  it  is 
no  more  than  in  tlie  ordinary  method, 
as  corresponding  chains  are  then  re- 
quired to  keep  the  machine  in  line, 
and  these  are  necessarily  used  on 
lx)th  sides  at  once;  whereas,  in  the 
other  system,  these  lateral  chains  are 
only  tightened  on  one  side,  namely, 
tliat  on  which  the  machine  may  hap- 
pen to  be  traversing ;  and  where  it  is 
required  to  lower  them,  to  allow  ves- 
Bels  to  pass,  tliey  only  again  require 
to  be  tightened  up  sufficiently  to  let 
the  buckets  fill 
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It  may  be  contended  that,  lo  cut  or  trench  a  bank  in  the  proper  current,  will,  by  changing  the  currents 
and  eddies,  remove  it  by  a  natural  process ;  but,  as  this  is  a  point  so  difficult  to  hit  upon,  it  is  generally 
allowed  that,  to  get  large  stones  and  rocks  taken  up,  and  to  cut  the  surface  fair,  is  the  surest  way  of 
reducing  a  bank,  and  of  leaving  it  in  the  condition  least  liable  to  "  slit  up." 

The  difference  of  construction  in  the  macliine  is  trifling,  so  as  to  adapt  it  to  the  radius  principle,  being 
only  the  doing  away  with  the  flanges  on  the  bottom  tumbler,  and  substituting  in  their  steatl  "  snugs"  on 
the  tumbler  between  the  chains  or  links,  to  prevent  their  getting  off.  But  it  must  be  borne  in  mmd  in 
the  constructing  of  dredging-machines  for  whatever  kind  of  cutting,  that  a  proper  means  be  efl"ected  for 
preserving  the  chains  employed  in  taking  the  vessel  ahead,  when  the  power  of  the  engine  is  applied ; 
and  the  best  method  that  I  am  at  present  aware  of  is  that  of  "  conical  friction." 

The  excavated  material  from  the  dredging-machuies  is  carried  away  by  punts,  or  large  rectangular 
boxes  of  plate-iron.  In  dimensions,  they  are  each  32  feet  in  length,  14  in  breadth,  and  3  in  depth ; 
through  the  deck  of  which  is  an  opening  2*7  feet  8  inches  by  10  feet  4,  and  around  tliis  opening  is  a 
cooming  10  inches  in  height,  as  a  prevention  to  the  stuft" getting  over  upon  the  deck;  each  punt  carries 
on  an  average  20  to  22  tons,  and  a  small  steam-tug  of  70-horse  power  takes  from  18  to  20  loaded  punts 
at  one  time. 

DREDGING  AND  RAISING  MACHINE,  by  J,  Hart,  of  Middletown,  Connecticut 

Fig.  1104  is  a  horizontal  plan  of  the  mud  dredging-machine. 

Fig.  1105  is  a  vertical  section. 

A  is  a  large  flat  vessel  for  receiving  the  boilers,  fuel,  engine,  and  principal  parts  of  the  machinery. 

B  is  a  small  vessel  for  stores,  Ac,  strongly  connected  to  the  larger  one  with  the  vibrating  ways  c  for 
the  buckets,  strongly  hung  between  the  two  vessels  in  a  gallows-frame. 

A  is  a  crank,  by  which  the  power  is  to  work  the  whole  machinery,  fixed  on  one  end  of  the  shaft  b, 
which  is  strongly  mounted  in  framing  c. 

On  tlie  shaft  b  is  the  fly-wheel  e,  and  between  that  and  opposite  bearing  is  the  clutch  /,  sliding  on 
the  shaft  b,  into  or  out  of  the  clutch  part  of  the  driving  pinion  c/,  which  geers  into  the  larger  tooth-wheel 
h  mounted  on  that  end  of  the  bucket-shaft  i ;  on  this  the  chain-wheels  k  k  are  fitted,  each  wheel  made 
with  four  shifting-studs  to  lock  into  the  long  links  of  the  bucket-chain.  This  chain  is  made  so  that  each 
flat  link  has  a  curve  to  fit  the  wheels  k  k. 

The  edge  link  has  a  sti'ong  iron  brace  P  put  in  given  lengths. 

A  connecting  link  is  inserted,  made  with  an  open  side  tiu-ned  up  to  receive  a  doubled-eyed  collar. 

In  this  mode  of  making  a  chain  in  sections,  and  using  only  four  spurs  or  teeth,  a  chain  can  be  worn 
one  inch  at  each  end,  and  not  ride  or  tm-n  on  the  teeth  or  spurs ;  each  end  of  the  links  is  lined  with 
steel. 

When  worn  or  broken  a  section  can  be  taken  out  to  be  repaired  and  replaced  by  another. 

The  chain-wheel  A;  i-  is  a  skeleton  cast  wheel  to  receive  a  shifting  sectional  stud  or  spur,  with  bolts  to 
hold  them  in,  which  takes  the  strain  off  the  chain,  and  allows  them  to  be  taken  out  and  replaced  by 
others  when  worn. 

The  friction  rollers  and  water  chain-wheel  run  on  sleeves. 

The  raising  and  lowering  of  the  buckets  is  effected  by  the  slings  and  yoke  in  i.  Fig.  1105,  and  chaui 
A',  which  goes  over  the  sheeve  0,  mounted  on  the  double  davit  p,  thence  under  the  chain-wheel  ^f  to  a 
sheeve  at  the  head  of  the  gaUows-frame,  and  having  at  its  inner  end  a  counter-weight. 

The  chain-wheel  g,  fitted  with  a  groove  and  studs  to  match  the  chain  h\  is  mounted  on  a  shaft  fitted 
in  bearings,  and  having  the  tooth-wheel  w  on  one  end,  where  it  geers  into  the  pinion  x,  which  is  fitted  to 
a  shaft  mounted  on  bearings,  and  carrying  on  it  the  raising  or  lowering  wheel  E ;  this  is  made  so  that 
it  serves  as  a  hand-wheel  by  the  spokes  y',  and  as  a  drum  by  the  flanged  rim  a;',  and  through  it  the 
ways  are  regulated  by  the  directing  workman,  who  stands  on  the  deck. 

Immediately  over  the  fly-wheel  e,  Fig.  1104,  a  frame  i,  Fig.  1105,  is  laid,  to  receive  the  bearing  of 
the  shaft  <'  on  one  part,  forming  a  winch  A;',  Fig.  1104. 

At  the  other  end,  the  drum  s'  is  mounted,  and  over  this  is  placed  the  belt,  so  that  it  hangs  loosely 
around  and  below  the  fly-wheel  e,  and  is  kept  from  contact  with  it  by  the  small  rollers  q^  q^,  mounted 
below  the  drum  s*,  when  npt  required  in  use  in  the  pit.  Formed  by  the  frame  which  carries  the  drum 
i',  are  the  two  tightening  di'ums  jt^j?  shown  in  Fig.  1104,  as  set  over  the  fly-wheel  e  ;  these  are  hung 
in  the  swing-frames  6^  c?. 

The  upper  part  of  each  of  these  frames  terminates  in  arms  1?  v?,  and  at  one  end  of  the  frame  m*  is 
the  vertical  davit  and  sheeve  hi^  ;  a  rope  /'  goes  from  the  arm  m'  round  the  sheeve  m^  and  returns  and 
fastens  to  the  arm  v?,  and  thence  leads  to  the  frame  over  the  deck  w'. 

The  winch  A*,  Fig.  1104,  receives  one  end  of  rope  i',  the  other  end  of  the  rope  being  attached  to  the 
drum  x^  on  the  wheel  E ;  and  the  tooth-wheel  is  fitted  with  a  pawl  A'  to  retain  it  in  its  place  as  wanted. 
This  part  of  the  apparatus  is  to  be  used  as  follows :  when  the  buckets  are  to  be  lowered,  the  attending 
laborer  lifts  the  pawl  A'  back  and  turns  the  ways-wheel  E  in  the  direction  of  the  arrow  1  by  the  spokes 
?/';  this  lowers  the  ways,  and  at  the  same  time  is  winding  the  rope  i'  off  the  windlass  A':  the  belt  r 
being  slack  does  not  hinder  the  operation  of  lowering.  - 

When  the  bucket  and  ways  are  to  be  raised,  the  attendant  laborer  leaves  the  wheel  E  and  simply 
hauls  on  the  rope  V,  which  pulls  the  arms  m^  and  m"  outwards,  and  forces  the  drums  ^'  j?  inwards 
against  the  belt  below  in  contact  with  the  rim  of  the  fly-wheel  c,  whose  motion  round  drives  the  rais- 
ing-wheel E  round  in  the  direction  of  k^,  raising  the  ways  and  buckets  easily  and  rapidly. 

Near  the  machinery  in  the  smaller  vessel  B,  projecting  over  the  end,  is  a  frame  forming  a  slide, 
carrying  the  anchor-post.  This  is  raised  by  a  cliain  running  through  sheeves ;  then  by  taking  a  turn 
around  the  end  of  the  bucket-shaft  i,  the  end  forms  a  windlass  barrel  for  that  purpose.  This  anchor- 
oost  holds  one  end  of  the  machine ;  the  other  end  is  moved  the  width  of  the  buckets  at  a  time  by  a 
pawl,  windlass,  and  fines. 
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DRESSING  MACHINE.  Fig,  1108  is  a  section  of  an  English  Dressing  Ma- 
chine as  constructed  by  Homhy  and  Kenworthy.  Six  beams  are  placed  in  bear- 
ings so  that  they  will  revolve,  having  retaining  -weights  upon  their  pivots ;  the 
six  threads  of  yam  are  then  passed  through  an  ordinary  comb-bar  and  thus  di- 
vided equally  until  passed  through  the  healds,  which  in  this  machine  are  situat- 
ed at  the  left  end,  for  the  purpose  of  effecting  the  cross-shed,  and  thereby  taking 
the  "  lease,"  previously  to  the  yarns  being  submitted  to  the  sizing  process.  The 
lease  now  being  taken,  and  the  cross-band  or  threads  being  introduced  for  the 
purpose  of  "  looming,"  or  drawing  in  of  the  weaver's  beam,  the  threads  of  yam 
are  passed  over  a  comb-bar,  formed  by  a  row  of  teeth  or  pins,  for  the  purpose 
of  laying  the  threads  in  parallel  breadths,  side  by  side,  and  forming  each  di\'i- 
sion  of  threads  (of  any  required  number)  into  distinct  bands  (of  any  desired 
width),  each  thread  being  laid  parallel,  side  by  side,  and  thus  in  lateral  contact, 
the  comb-bar  being  allowed  to  vibrate  or  oscillate  freely  as  the  threads  proceed. 
The  bands  are  now  passed  over  a  conducting  roller,  and  immersed  into  the 
trough  containing  the  sizing  material,  which  is  here  kept  in  a  heated  state  by 
steam  pipes,  and  thus  boiled  into  the  warp  threads  as  they  are  passed  through 
it  and  under  the  adjustable  tension  roller.  The  threads  are  then  passed  for- 
ward through  a  pair  of  squeezing-rollers,  and  again  similarly  immersed  in  the 
trough  containing  the  size  to  finish  the  yarn,  from  whence  they  are  passed  around 
the  drying  cylinders,  also  heated  by  steam,  and  now  assume  the  form  of  tapes, 
(the  sizing  material,  by  its  adhesive  properties,  causmg  the  threads  to  adhere 
slightly  together).  A  circular  revolving  brush  is  placed  above  the  threads  as 
they  proceed  over  the  drying  cylinders,  for  the  purpose  of  dressing  or  laying  the 
fibres.  They  now  proceed  in  a  sized,  dried,  and  finished  state,  being  conducted 
by  two  rollers  through  a  similar  comb-bar,  but  of  much  finer  pitch,  and  by  pass- 
ing through  which  the  bands  of  threads  are  passed  edgewise  and  again  similarly 
divided  by  the  oscillating  or  vibratory  action  of  the  comb-bar,  and  laid  over 
the  tension  roller  at  the  right  hand  end  of  the  machine  in  a  proper  state  to  be 
received  and  wound  upon  the  warp  beam  ready  for  the  operation  of  drawing  in. 

Fig.  1109  represents  a  side  view  of  the  dressing-machines  used  at  Lowell 
and  its  vicinity.  A  A  is  the  centre-frame,  B  B  B  are  the  section  frames,  contain- 
ing the  section-beam's  H  H  H  H.  The  ends  of  the  section -beams  are  of  cast- 
iron,  with  a  square  groove  for  receiving  a  friction- strap,  and  a  weight  represent- 
ed at  v  v  i;  V.     The  sizing-rollers  are  represented  at  yyyy. 

The  yarn  as  it  leaves  the  section-beams,  passes  through  a  raddle  of  small^ 
pieces  of  hard  wood,  uuuv,  through  between  the  sizing-rollers, — through  a 
brass  wire  reed  at  o  o  o  o, — through  a  copper-plate  supported  by  b  b, — through, 
another  brass  wire  reed  at  d  d, — and  under  the  measuring  rollers  N  N, — at 
which  place  the  yam  from  the  four  beams  on  each  section  are  brought  all  into 
one  horizontal  plane.  From  the  rollers  N  N,  the  two  sections  of  dressed  yam 
pass  up  through  heddles  at  k,  called  the  lease-harness,  and  are  wound  on  to  the 
centre-beam  a.  The  lease-harness  may  be  shifted  to  either  side  of  the  frame 
by  means  of  a  screw  at  h,  and  only  one  section  of  the  yam  goes  through  hed- 
dle-eyes  in  the  lease-harness ;  so  that  when  a  full  beam  is  to  be  removed,  a 
lease-rod  is  introduced  between  the  two  sections  of  yarn  above  the  harness ; 
then,  by  drawing  the  harness  to  one  side,  another  leaso  is  formed,  into  which  a 
rod  fs  introduced. 

F  are  the  fast  and  loose  belt-pulleys,  driven  by  a  belt  from  the  room  below ; 
n  n  are  two  cones,  that  to  the  right  being  driven  from  the  one  to  the  left,  by 
the  cross-belt  li.  On  the  axis  of  the  cone  to  the  right  hand,  there  is  a  small 
bevel-wheel  working  into  another  on  the  bottom  of  the  upright  shaft  r  r.  On 
tlie  top  of  the  upright  shaft  there  is  a  small  bevel- wheel  working  into  the  wheel 
c  ;  and  on  the  axis  of  the  wheel  c,  there  is  a  small  spur-geer,  not  seen  in  the 

engraving,  working  into  the  wheel  E,  on  the  centre-beam  a.  Motion  being  thus  given  to  the  cone  on 
the  left  hand,  (by  the  belt-pulley  F  which  is  fastened  on  the  same  shaft,)  it  is  next  communicated  by 
the  belt  R  to  that  on  the  right,  and  from  it  to  the  beam  on  the  top,  containing  the  dressed  yarn ;  hence 
the  speed  of  the  centre-beam  a,  on  the  top  of  the  centre-frame,  may  be  increased  or  decreased,  by 
shifting  the  belt  R,  on  the  cones  n  n. 

The  brush-motion  is  next  to  be  considered.  D  D  D  are  the  bmsh-racks,  or  brush-frames ;  they  are  not 
fastened  to  the  section-beam  frames  B  B  B,  but  are  fitted  so  as  to  move  up  and  down,  sliort  spears  z  z 
being  fixed  to  tlie  top  and  bottom  of  each  side  of  the  brush-frames,  which  shde  into  the  eyes  of  studs, 
and  serve  to  keep  them  in  tlieir  proper  position,  as  well  as  to  let  them  move  freely  up  and  down  :  s  asa 
are  small  blocks  of  cast-iron,  which  are  fitted  to  slide  freely  on  the  polished  steel-rods  h  h  h  h  ;  the 
(lotted  lines  represent  straps  or  belts  passing  over  small  pulleys  on  each  side,  and  descending  down  to 
the  large  wooden  pidleys  G  G,  to  the  surface  of  which  the  belts  are  fastened :  the  blocks  saaa  are 
fastened  to  the  belts  by  a  small  nut  and  screw  on  tlie  under  side,  wliilst  the  brushes  rest  on  the  blocks 
alx)ve.  The  featliers  represented  on  the  blocks  at  s  s  «  s,  fit  into  slits  in  the  ends  of  the  brushes.  W  \V 
icpresent  two  beams  of  wood,  (one  at  each  side  of  the  machine,)  about  four  inches  broad,  and  tlirce 
inches  thick,  called  sweeps ;  these  are  supported  in  the  centre  at  f,  and  at  tlie  end  towards  the  left 
hand,  they  are  attached  to  the  lever  PP,  the  under  point  of  which  supports  the  whole  brush-frame 
the  other  end  of  the  sweeps  being  attached  to  the  block  t,  towards  tlie  right  hand :  the  block  i  L«  a 


I 


Sag'■^x^  "^  &  JaclcmaB.. 


(D[X!i\f  KlQJirTrORl.  JLAM.  \FM. 


"K.  T.  UAppleton  fc  C 


DRESSING-MACHINES. 


401 


projection  from  a  shaft,  extending  across  the  machine  at  each  section,  the  axis  of  which  is  seen  at  x, 
and  the  pulleys  G  G  are  fastened  on  each  end  of  this  shaft.  By  carefully  examining  the  engraving  of 
the  various  parts  of  the  machine,  the  reciprocating  motion  of  the  brushes,  together  witii  the  up  and 
down  motion  of  the  brush-frames,  will  now  be  easily  understood.  The  lever  J  is  connected  with  a 
sUding-crank  on  the  axis  of  the  cone  n,  towards  the  left  hand ;  consequently,  the  revolving  of  the  crank 
moves  the  sweeps  alternately,  from  sectioa  to  section ;  and  the  end  of  the  sweeps  to  the  right  hand, 
being  attached  to  the  block  i  by  a  strap  of  belt  leather,  the  alternate  motion  of  the  sweeps  moves  the 
shaft  X,  and  with  it  the  pulleys  G  G,  about  one-fourth  of  a  revolution  each  way :  this  reciprocating 
motion  of  the  pulleys,  draws  each  end  of  the  straps  represented  by  the  dotted  lines,  and  thereby  pro- 
duces the  necessary  reciprocating  movements  of  the 
brushes  upon  the  yarn ;  while,  at  the  same  time, 
the  otlier  end  of  the  sweeps  towards  the  left  hand, 
by  means  of  the  lever  P  P,  raises  the  brush-frame, 
and  with  it  the  brushes,  up  and  down  at  every  alter- 
nate stroke.  Thus,  when  the  brushes  are  at  h  h  h  h, 
the  frame  is  down,  and  they  are  then  in  a  proper 
position  for  moving  along  the  surface  of  the  yarn, 
(which  has  just  been  coated  with  size,  in  passing 
through  between  the  sizing-roUers,)  and  having 
made  one  full  stroke,  they  are  then  at  the  opposite 
side  of  the  frame,  which  is  immediately  raised  by 
the  lever  P  P,  connected  with  the  sweeps ;  and  in 
raising  the  frame,  the  brushes  are  lifted  out  of  the 
yarn,  until  they  return  to  their  former  position  at 
hhhh.  The  whole  movements  of  the  machine  com- 
mence at  the  cone  n,  towards  the  left  hand.  From 
it,  motion  is  communicated  by  the  belt  R,  to  the 
opposite  cone,  and  from  it,  to  the  centre-beam  a  at 
the  top ;  and  from  it,  (the  cone  n,>  motion  is  also 
communicated  by  the  sliding-crank,  and  the  con- 
necting-lever J,  to  the  sweeps  W  W,  of  which  there 
are  two,  and  the  one  end  of  each  moves  the  brushes 
alternately  from  side  to  side,  whilst  the  other  end 
produces  the  up  and  down  motion  of  the  brush- 
frame.  The  whole  machme  is  extremely  simple, 
and  all  its  different  movements  so  contrived,  that 
they  can  easily  be  adjusted  so  as  to  operate  with 
the  most  perfect  accuracy. 

L  L  represent  the  fanners  enclosed  in  wooden 
boxes,  open  only  at  the  centres  for  admitting  a  cur- 
rent of  air,  and  at  the  mouths  Q,  Q,  for  tin-owing  it 
cut :  by  this  method  of  confining  the  air,  it  rushes 
out  with  much  greater  force,  and  the  mouths  Q  Q 
are  made  so  as  to  direct  it  right  up  amongst  the 
dressed  yarn.  The  fanners  here  represented  have 
four  wings  each,  but  some  have  only  two  or  three : 
that  to  the  left  liand,  is  driven  by  a  belt  from  the 
room  below,  and  from  it,  a  cross-belt  communicates 
motion  to  the  one  on  the  right.  X  is  a  hot-air  pipe, 
with  a  branch  extending  up  to  the  hot-air  box  M, 
placed  between  the  two  rollers  N  K  The  cover  of 
this  box  extends  till  within  one  half- inch  of  each  side, 
which  leaves  a  small  opening  for  the  escape  of  the 
air,  wliich  issues  out  at  each  side  upon  the  yarn,  and 
x^'mg  entirely  hot  air,  it  has  a  peculiar  effect  in  ab- 
sorbing any  remaining  moisture  upon  the  yarn,  be- 
fore it  is  wound  on  to  the  centre-beam  a,  on  the  top. 
Instead  of  the  hot-air  box  M,  some  dressing-frames 
have  a  centre  fanner,  similar  to  those  used  about 
Manchester. 

The  sizing-rollers  yyyy,  are  generally  made  of 
soapstone,  with  an  iron  axis  ;  the  under  roller  only  is  covered  with  cloth :  one  of  these  rollers,  when 
finished,  costs  about  eight  dollars. 

The  two  sections  of  these  dressing-machines  may  be  extended  out  as  far  as  may  be  thought  necessary. 
In  order  to  diminish  the  size  of  the  plate,  the  distance  from  the  centre  of  the  section  beams  to  the 
centre  of  the  frame,  is  represented  as  only  9 J  feet;  some,  however,  extend  to  17  or  18  feet.  As  the 
greater  the  distance  from  the  sizing-roUers  to  the  centre-beam  containing  the  dressed  yarn,  more  time 
Till  be  gained  for  drying ;  but  when  the  section-beams  are  stretched  out  too  far,  the  yarn  is  more  liable 
to  break  with  the  drag  of  the  centre-beam. 

On  one  end  of  the  axis  of  the  measuring-rollers  N  N,  there  is  a  screw  or  worm  working  into  geers, 
connected  with  an  index  which  points  out  the  number  of  yards  of  dressed  yarn  on  the  centre-beam ; 
every  33  yards  is  marked  with  paint,  wliich  allows  30  yards  of  cloth  to  each  piec?,  the  3  yards  (equal 
t«»  10  ]«r  cent.)  being  allowed  for  shrinkage  in  the  weaving,  <fec. 
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The  measuring-rollers,  in  general,  are  common  wooden  cylinders,  about  eight  inches  in  diameter 
Home  are  revolving  steam-cylinders,  which,  when  properly  packed  at  the  joiu-nala  so  as  to  prevent 
tlie  steam  from  escaping,  has  the  best  effect  of  any  thing  that  has  yet  been  tried  for  drying  the  yam 
ppeedily. 

Tlie  average  produce  of  these  macliines  is  very  variable.  In  some  factories,  their  average  produce 
Till  be  about  14  pieces  per  day  to  suit  a  O""  reed;  yam,  Kos.  14's  to  18's.  In  other  factories,  on  the 
same  kind  of  work,  these  machines  will  dress  20,  in  others  30,  40, 50,  and  60  pieces  per  day.  Some  of 
tliose  fitted  up  with  revolving  steam-cylinders,  are  said  to  produce  even  70  pieces  on  the  same  kind  of 
work,  viz.,  coarse  9°°',  yarn  No.  14's.  One  great  cause  of  tliis  difference  in  the  quantity  produced  from 
tlie  dressing-macliines,  arises  from  the  different  temperatures  in  the  apartments  where  they  are  in  opera- 
tion, as  well  as  from  the  mode  of  applying  the  heat  to  the  dressed  yarn.  In  some  factories  the  dressing- 
machines  are  in  the  same  room  with  the  looms,  where  the  temperature  seldom  exceeds  75°.  Those 
mounted  with  steam-cylinders,  in  place  of  wooden  measuring-rollers,  generally  produce  the  greatest 
quantity  of  work ;  next  to  these,  are  those  with  the  hot-air  pipes ;  and  next  to  the  latter,  are  those  with 
tiiree  fanners,  that  is,  one  at  each  side,  and  one  in  the  centre.  Those  with  only  two  famiers,  produce 
tlie  least  quantity  of  work. 

The  size  used  for  di-essing  is  generally  made  of  potato  starch  for  all  coarse  work ;  and  of  flour  for  the 
finer  goods,  or  such  as  are  intended  for  printing.  The  mode  of  preparing  the  starch  for  size  requires 
particular  attention ;  and  although  different  places  may  have  different  methods,  the  two  following  have 
been  found  to  suit  the  purpose  remarkably  ivell. 

1.  Method  of  making  Size  from  Potato  Starch  for  coarse  Goods. — 2  J  gallons  of  yeast,  and  2  quarts 
of  vinegar,  to  be  well  mixed  with  about  9  gallons  of  water,  which  has  been  previously  heated  to  120°, 
or  as  hot  as  the  hand  will  bear  to  work  in  it.  To  these  are  added  125  lbs.  of  potato  starch.  The  whole 
is  then  allowed  to  stand  in  a  warm  place  about  10  or  12  days,  or  until  it  is  perfectly  fermented ;  then  3^ 
lbs.  of  common  clean  tallow  is  dissolved  in  75  gallons  of  water,  heated  to  160°,  to  which  are  added 
75  lbs.  of  the  fermented  starch.  The  whole  is  well  stirred  until  all  the  ingredients  are  perfectly  incorpo- 
rated. The  size  is  then  to  be  used  immediately  before,  or  after  it  is  perfectly  cooled  down.  To  the  above 
some  add  about  2^  lbs.  of  the  sulphate  of  copper,  to  prevent  mould.^ 

The  above  makes  a  very  superior  size.  It  is  smooth,  clean,  and  entirely  free  from  any  ofiFensive 
smell ;  and  although  about  the  same  price  as  flour,  it  is  found  to  answer  the  purpose  much  better  for 
coarse  goods ;  very  little  of  it  adheres  to  the  yarn,  yet  quite  enough  to  make  it  weave  well. 

2.  Method  of  making  Size  from  Flour  for  the  finer  Goods. — 300  lbs.  of  flour  mixed  in  45  gallons  of 
water,  and  allowed  to  stand  for  four  or  five  days  at  blood-heat,  until  it  is  perfectly  fermented ;  this  is 
called  yeast.  To  the  above  are  added  about  140  gallons  of  water  heated  to  180°.  The  whole  is  then 
boiled  by  steam  from  30  to  45  minutes.  At  first  it  boils  thick,  but  by  continued  boiling  it  becomes  thin 
ui  the  middle,  when  it  is  considered  done ;  after  wliich  it  should  stand  over  one  week,  and  be  reduced 
with  cold  water  when  used. 

The  follmcing  mode  of  making  Size  from  Flour  is  practised  in  Glasgow  for  various  kinds  of  Goods : — 
One  barrel  of  flour  is  soaked  in  water  which  had  been  previously  heated  &  little  over  120°,  and  allowed 
to  stand  in  this  state  about  a  week,  or  until  it  ferment  thoroughly.  It  is  then  mixed  with  about  110 
gallons  of  water  in  a  copper  boiler,  with  a  cast-iron  casing ;  and  by  introducing  steam  into  the  boiler,  as 
well  as  into  the  vacant  space  between  the  casing  and  the  boiler,  it  is  gradually  heated  until  it  boils ; 
after  which  the  steam  may  be  admitted  at  any  pressure,  and  the  boiling  process  continued  about  an 
hour ;  during  which  an  agitator,  driven  by  the  engine,  moves  round  with  a  slow  motion,  until  all  the 
concretions  or  lumps  are  completely  dissolved,  when  a  wooden  roller  being  dipped  into  it,  if  the  small 
portion  which  adheres  to  the  roller  has  a  thick,  smooth,  glutinous  appearance,  it  is  then  ready  to  be 
emptied  out  into  narrow  deep  vessels  to  cool,  in  which  it  is  allowed  to  stand  for  tliree  or  foiur  days 
before  using  it. 

Besides  the  kind  of  dressing-frame  just  described,  there  is  another  made  at  Providence,  Rhode 
Island,  and  generally  used  tliroughout  that  part  of  the  country,  kno\vn  by  the  name  of  Pitcher  and 
Gay's  dressing-frame.  Tlie  principal  difference  between  it  and  the  one  already  described,  is,  that  the 
former  has  four  pairs  of  sizing-rollers  on  each  section,  while  the  latter  has  only  two ;  that  is,  the  yarn 
from  the  two  upper  beams  passes  through  between  one  pair  of  sizing-rollers,  and  that  from  the  two 
under  beams  through  another  pair. 

DRESSING  MILLSTONES,  Machine  for.  We  have  had  occasion  to  notice,  in  our  descriptions  of 
corn-grinding  machinery,  the  frequency  with  which  it  is  found  necessary  to  renew  the  grinding  surfaces 
of  the  stones,  and  the  great  care  and  accuracy  to  be  observed  in  thus  preparing  them  for  then-  work. 
The  operation  consists  in  roughening  the  sm-face  of  the  stone,  when  worn  smooth,  by  cutting  delicate 
and  very  regular  furrows  between  each  of  the  radial  grooves  and  parallel  to  them,  and  depressing  the 
latter  to  a  degree  corresponding  with  the  amount  of  the  grinding  surface  removed.  Skilful  and  expe- 
rienced workmen  are  employed  for  this  service,  which  they  accomplish  by  the  help  of  hammers,  pro- 
vided with  chisel-edges,  of  well-tempered  cast-steeL 

Simple  as  this  operation  may  appear,  the  attempts  hitherto  made  to  perfonn  it  entirely  by  machinery 
liave  proved  abortive ;  and  we  need  not  be  sui'prised  at  this,  when  we  consider  the  various  degrees  of 
hardness  and  compactness  presented  by  different  parts  of  the  same  stone,  as  well  as  the  diflerences  in 
Uie  nature  of  the  grain  which  is  to  come  under  its  action.  To  accommodate  itself  efficiently  to  such 
circumstances,  a  machine  would  almost  require  of  itself  to  possess  intelligence.  But  altliough  it  may 
safely  be  pronounced  impossible  to  dispense  with  manual  labor  in  tliis  process,  it  may  be  accomplished 
with  much  greater  dispatch  and  precision  by  the  use  of  the  simple  machine,  or  more  properly  instrument, 
which  we  have  represented  in  Figs.  1110  to  1121. 

Tliis  instrument  serves  simply  to  guide  the  hand  of  the  workman,  and  to  restrict  the  cutting  edge  of 
the  hammer  into  a  perfectly  parallel  and  rectilinear  course ;  the  force  and  number  of  the  blows  being 
left  entirely  to  the  discretion  of  the  workman.    By  a  simple  contrivance,  it  is  also  made  available  for 
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regulating  with  the  greatest  nicety  the  degree  of  fineness,  or  in  other  words,  the  distance  between  the 
furrows,  of  the  grinding  surface  of  the  stones,  according  to  the  nature  of  the  work  on  which  they  are  to 
be  employed. 

Fig.  1110  is  a  side  elevation;  Fig.  1111  an  end  view;  and  Fig.  1112  a  plan  of  the  entire  machine. 

Figs.  1113  and  1114  are  views  of  the  hammers  and  cutting  tool  detached  from  the  machine. 

Figs.  1115  and  1117,  a  sectional  view  and  corresponding  plan  of  the  axis  E,  and  its  screw  and  nut. 

Figs.  1116  and  1118,  detached  views  of  the  saddle  or  guide  for  the  hammer. 

Figs.  1119,  1120,  and  1121,  represent  the  various  handles  used  for  varying  the  distance  between  the 
euts    the  first  having  five,  the  second  six,  and  the  third  four  rays  or  points. 


The  base  of  this  machine,  which  simply  rests,  without  being  fixed,  upon  the  dressed  surface  of  tlia 
millstone  A,  consists  of  a  narrow  cast-iron  plate  B,  also  dressed  on  its  xmder  surface,  and  of  sufficient 
weight  to  retain  it  in  the  position  in  which  it  is  set,  without  at  the  same  time  impairing  its  portable 
character.  On  this  sole-plate  a  carriage  C  is  fitted  to  traverse  longitudinally ;  being  supported  at  one 
side  by  a  smooth  cylindrical  rod  D,  bolted  to  the  sole-plate,  and  passing  through  the  brass-mounted 
Bockets  a  a;  while,  at  the  other  side,  it  is  provided  with  small  friction-rollers  b  b,  resting  on  the  sole- 
plate.  At  right  angles  to  the  direction  of  this  motion,  an  axis  E  is  fitted  to  slide  on  bearings  cast  upon 
the  carriage  C ;  the  outer  extremity  of  this  axis  is  formed  into  a  screw,  worked  by  the  nut  F ;  and  the 
opposite  end,  which  is  cranked,  carries  the  saddle  G,  into  which  the  hammer-handle  H  is  inserted,  and 
which  guides  the  action  of  the  cuttmg-tool.  The  nut  F  is  elongated  so  as  entirely  to  enclose  the  screw 
and  protect  it  from  injury ;  it  is  also  provided  with  a  set  of  star-handles  c  c'  c",  either  of  which  may  be 
affixed  to  i*^^  according  to  the  degree  3f  fineness  which  it  is  required  to  give  to  the  stone.    The  first  has 
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six  rays,  and  gives  the  greatest  degree  of  fineness,  the  distance  between  the  cuts  being  only  one-sixth  ol 
the  pitch  of  the  screw ;  the  others,  having  fewer  rays,  give  correspondingly  increased  roughness  to  the 
stone.  A  species  of  index  d,  fixed  to  the  carriage,  serves  to  regulate  the  exact  amount  of  motion  given 
to  the  nut.  The  cranked  form  given  to  the  axis  E  is  for  the  purpose  of  adapting  the  macliine  to  the 
length  of  the  cutting-tool  I.  The  manner  in  which  this  adjustment  is  accomphshed  will  be  obvioua 
from  insp'ection  of  the  drawings. 

Action  of  tlie  Machine. — This  instrument  being  laid  upon  the  surface  of  the  stone,  with  the  edge  ol 
its  sole-plate  exactly  parallel  to  one  of  the  great  radial  grooves,  the  carriage  C  is  pushed  by  the  hand 
of  the  workman  towards  the  circumference  of  the  stone,  until  the  cutting-tool  I  reaches  it. 

He  then  begins  his  strokes,  varying  the  number  and  intensity  of  them  according  to  the  hardness  of 
the  stone,  and  the  depth  he  wishes  to  give  to  the  furrows ;  and  drawing  the  carriage  C  slowly  with  his 
left  hand  towards  the  centre  of  the  stone,  until  the  whole  grinding  surface  is  traversed  by  the  tooL 
The  hammer  is  then  set  into  the  position  for  making  the  next  adjacent  furrow,  by  turning  the  handle  c 
through  another  of  its  divisions ;  tlie  carriage  is  again  slid  towards  the  circumference,  and  the  operation 
continued  as  before.  Thus  the  requisite  straightness,  regularity,  and  parallelism  of  the  grooves  is  en- 
sured and  the  operation  of  dressing  materially  facilitated. 

A,  the  millstone  to  be  re-cut. 

B,  the  base-plate  of  the  machine. 

C,  the  carriage  or  support  of  the  working  parts  of  the  machine. 
a  a,  straps  of  iron  binding  the  carriage  to  the  cylindrical  rod  D. 
b  b,  friction-rollers  between  the  carriage  and  sole-plate. 

D  D,  a  cylindrical  horizontal  rod,  turned  smooth,  for  guiding  the  carriage  C  into  a  rectilinear  move- 
ment 

E,  an  axis  sliding  transversely  in  bearings,  and  carrying  the  guide  for  the  hammer. 

E,  nut  by  wliich  the  position  and  motions  of  the  axis  E  are  determined. 

ccc,  star-handles  for  regulating  the  fineness  of  the  cut ;  the  first  having  six,  the  second  five,  and  the 
thii-d  four  rays. 

d,  an  index  for  regulating  the  exact  amount  of  travel  given  to  the  nut  F. 

(t,  a  cast-iron  saddle  fitting  to  the  cranked  end  of  the  axis  E,  and  serving  as  a  guide  to  the  hammer. 

H,  the  wooden  handle  of  the  hammer. 

I,  the  chisel  or  cutting-tool  inserted  into  the  head  of  the  hammer. 

DRILLING-MACHINE,  bi/  3fessrs.  Joseph  Whitworth  &  Co.,  Manchester.  This  machine  answers 
all  the  purposes  for  which  tools  of  this  kind  are  intended,  and  is  made  self-acting  in  all  its  motions. 

Fig.  1122  is  a  vertical  section  in  the  plane  of  the  axis  of  the  driving-cone  and  work-table. 

Fig.  1123  is  a  front  view  of  the  machine,  agreeing  in  its  letters  of  reference  with  Fig.  1122. 

The  other  figures  are  drawings  of  the  parts  of  the  machine,  wliich  are  necessary  to  a  full  descriptioa 
of  its  construction  and  motions,  and  have  the  same  letters  of  reference. 

A  A  A  A  indicate  the  form  of  the  cast-iron  framing  of  the  machine,  upon  which  all  the  working  parts 
are  carried,  as  also  the  work-table  and  its  motions.  This  framing  is  formed  of  a  single  casting,  and  is 
fixed  by  three  strong  bolts  upon  the  sole-plate  T  T,  intended  to  rest  solidly,  and  without  any  fastening, 
upon  the^oor  of  the  workshop. 

On  the  upper  portion  of  the  main  frame  a  strong  bracket  is  cast,  which  serves  to  carry  the  outer  ends 
of  the  cone- spindle  b,  and  back-speed  spindle  of  the  machine.  Upon  the  spindle  b  is  the  driving-cone 
B  of  three  speeds,  the  spur-wheel  C,  and  the  bevel-pinion  D.  The  speed-cone  B  is  loose  upon  the  shaft, 
and  only  communicates  motion  to  it  by  means  of  the  spur-wheel  C,  whicii  is  keyed  upon  tlie  spindle, 
and  to  which  the  cone  can  be  attached  by  a  stud-pin  and  nut  at  c.  This  wheel  geers  with  the  pinion  E, 
on  the  same  spindle  which  carries  the  wheel  M ;  this  in  turn  geers  with  the  pinion  N,  wliich  is  fast  upon 
the  end  of  the  cone  B,  but  runs  loose  upon  the  cone-spindle  b. 

This  arrangement  is  in  every  respect  the  same  as  the  ordinary  back-speed  of  a  lathe,  and  serves  the 
same  purpose.  Supposing  the  back-speed  removed,  the  cone  being  driven  by  its  belt  causes  the  spindle 
b  to  revolve,  in  consequence  of  its  attachment  to  the  fast-wheel  C,  and  at  the  same  time  gives  motion 
directly  to  the  bevel-pinion  D  on  the  end  of  the  spindle.  This  again  geers  with  the  bevel-wheel  F,  on 
the  drill-spindle  G  G,  which  is  free  to  slide  vertioally  in  the  eye  of  the  wheel,  while  at  the  same  time  it 
is  prevented  from  revolving  in  it  by  a  sunk  feather.  By  this  means  three  different  degrees  of  quick 
speed  may  be  communicated  to  the  drill.  But  let  the  back-speed  be  in  geer,  as  represented  in  the 
drawing.  Fig.  1122,  and  let  the  stud-pin  c  be  removed,  and  the  cone  thereby  loosened  from  its  attach- 
ment with  the  wheel  C,  the  motion  being  communicated  to  it  will  not  drive  the  shaft  6,  directly  as  be- 
fore, but  the  pinion  N  being  fiist  upon  it  will  give  motion  to  the  wheel  M,  upon  the  same  spindle  with 
the  pinion  E.  This  last  wSl  therefore  make  the  same  number  of  revolutions  as  M,  but  being  less  in 
diameter  will  convey  a  proportionally  less  velocity  to  the  wheel  C,  with  wliich  it  geers,  and  which  it 
consequently  drives  with  a  speed  diminished  in  the  ratio  of  the  geering  paira  Now  the  wheel  C 
being  fast  on  the  shaft  b,  conveys  through  it  to  the  bevel-pinion  D  the  same  diminished  speed,  and 
tliis  again  to  the  drill-spindle  6  G.  This  reduced  speed  may,  of  course,  be  varied  as  before,  by 
placing  the  belt  on  one  pulley  or  other  of  the  speed  cone. 

Behind  the  pinion  E  there  is  a  recess  cast  in  the  framing,  to  allow  it  to  enter  when  the  back-speed 
wheels  are  to  be  thrown  out  of  geer ;  and  it  may  be  remarked  tliat  this  speed-geer  is  only  required  to 
be  in  action  when  the  machine  is  emplcyed  in  boring  holes  of  upwards  of  an  inch  and  a  half  in 
diameter. 

The  wheel  F  is  cast  with  a  long  hollow  boss,  which  is  turned  and  fitted  into  a  brass  collar  in  the 
lower  branch  of  the  carrying-bracket,  as  seen  in  Fig.  1122.  This  collar  is  kept  in  its  place  by  a  cover 
bolted  over  it,  as  shown  in  Fig.  1123. 

As  already  observed,  tlie  drill-spindle  passes  through  the  wheel  F.  whicli  thus  serves  as  its  lower 
g;dde.-  The  upper  end  of  the  spindle  is  at  tlie  same  time  guided  in  a  collar  similarly  fitted  into  the 
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apper  branch  of  the  bracket  at  a,  and  is  thus  guided  vertically  in  ascending  and  descending.    (In  the 
drawings  it  is  shown  at  the  lowest  Umit  of  its  travel.) 

To  the  top  of  the  drill-spindle  is  attached  the  back-weight  H  by  a  jointed  lever  and  guide  link,  wliich 
embraces  the  top  of  the  spindle  and  moves  upon  a  vertical  guide-rod,  kept  firm  in  its  place  by  haviiLg 
its  lower  end  held  by  a  screw-nut,  in  a  socket  cast  in  the  bracket,  in  the  manner  of  a  bolt,  a  ruff  forged 
upon  the  lower  end  of  the  rod  answering  to  the  head  of  the  bolt. 


% 


Scale. — 12  feet=7  inches. 

The  drill-spindle  is  itself  screwed  towards  the  middle  of  its  length ;  it  is  there  embraced  by  rwo 
Bcrew-wheels  J  J  between  which  it  turns,  and  which  serve  the  purpose  of  a  nut  to  feed  down  the  spindle 
in  the  operation  of  drilling,  by  an  arrangement  which  will  presently  be  described. 

K,  is  the  table  upon  which  the  article  to  be  bored  rests,  and  to  which  it  can  be  firmly  held  down  and 
adjusted  by  T-headed  bolts  and  glands  in  the  usual  way,  when  thought  necessary.  The  table,  it  will 
be  observed,  is  recessed  and  grooved  to  receive  and  retam  the  T-heads  of  the  holding  bolts,  as  fully 
shown  in  the  horizontal  section.  Fig.  1124,  and  the  side  view.  Fig.  1125.  When  the  article  is  mudh 
smaller  in  area  than  the  surface  of  the  table,  the  fixing  bolt-head  can  be  entered  at  any  convenient  noin* 
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of  the  surface  by  the  recesses  k  Ic,  and  slid  forward  until  it  passes  below  the  projecting  ledges  of  th€ 
recess,  where  it  is  retained. 

Tlie  common  mode  of  running  two  sets  of  inverted  dovetail-grooves  at  right  angles  to  each  other 
lengthwise  and  across  the  table,  seems,  however,  preferable  to  this  mode  of  partially  recessing  th« 
surface. 

The  table  is  itself  supported  upon  the  sole  of 
the  large  carriage-bracket  L,  which  is  strength- 
ened by  two  strong  ribs  cast  on  its  under  side. 
This  bracket  is  attached  to  the  framing  A  A  by 
two  pieces  Y  Y,  which  are  bolted  upon  it  and 
planed  true  to  the  angle  of  the  inverted  bevel 
edges  of  the  broad  face-rib  of  the  main  frame. 
These  edges  are  also  planed  where  they  meet 
the  obhque  faces  of  the  pieces  Y  Y.  By  this 
means  a  joint  is  formed  wluch  allows  of  a  sliding 
motion  vertically,  but  does  not  admit  of  any  de- 
viation laterally.  When  the  slides  become  loose 
by  wearing  of  their  surfaces,  the  pieces  Y  Y  ad- 
mit of  being  tightened  by  means  of  pinching 
screws  fitted  against  them  through  continuous 
snugs  cast  on  the  bracket  This  arrangement  is 
fully  explained  by  Figs.  1124  and  1125. 

This  bracket  is  raised  and  depressed  by  means 
of  a  hand-crank  applied  at  u.  Upon  this  spindle 
is  fixed  the  spur-pinion  U,  (shown  in  combination 
by  Figs.  1122  and  1123,  and  separately  by  Figs. 
1132  and  1133.)  This  pinion  geers  with  the 
spur-wheel  V,  (partially  seen  in  Figs.  1122  and 
1123,)  on  the  same  spindle  with  the  pinion  W, 
Fig.  1122,  which  geers  in  turn  with  the  rack  w 
set  into  the  frame  A  A  of  the  machine,  so  as  to 
form  an  integral  part  of  it.  By  turning  the  hand- 
crank  on  u,  it  is  thus  manifest  that  the  motion 
will  be  transmitted  to  the  bracket,  which  wUl 
either  be  raised  or  lowered  according  as  the  crank 
is  turned  in  one  direction  or  the  other. 

The  table  K  has  a  double  movement  upon  the 
sole  of  the  carriage-bracket;  one  movement  is 
circular  and  the  other  is  in  the  direction  of  the 
length  of  the  table.  The  circular  movement  is 
effected  by  means  of  the  hand-crank  p  upon  the 
spindle  y,  carried  in  bearings  formed  on  the  box 
X,  which  thus  serves  as  a  centre  of  rotation.  On 
the  spindle  y  is  formed  a  worm,  which,  geering 
with  the  worm-wheel  P  on  a  stud  projecting 
downwards  from  the  table  K,  conveys  the  motion 
of  the  handle  p  to  the  table.  This  arrangement 
is  well  shown  separately  by  the  plan  Fig.  1127, 
and  the  elevation  Fig.  1126.  This  last  corre- 
sponds to  the  view  given  in  Fig.  1123.  Opposite 
views  of  it  are  also  given  in  Figs.  1122  and  1125, 
the  last  on  an  enlarged  scale. 

It  will  be  observed  that  the  stud  on  which  the 
worm-wheel  P  is  fixed,  is  cast  hollow,  and  is 
fitted  into  the  table  K  by  a  key  at  o,  shown  in 
Fig.  1124. 

The  lateral  movement  of  the  table  is  effected 
by  a  different  arrangement  A  recess  in  the 
form  of  a  parallelogram  is  cast  in  the  sole  of  the 
carriage-bracket  L,  with  projecting  ribs  c  e  on  its 
under  Side  to  serve  tlie  double  purpose  of  giving 
strength  to  the  sole-plate  and  of  forming  guides 
against  which  the  cover  of  the  travelling-box  X 
may  slide,  the  surfaces  in  contact  being  planed  true  for  that  purpose.  The  motion  is  communicated  by 
means  of  the  handle  q,  (Figs.  1122  and  1123,)  upon  the  spindle  which  carries  the  bevel-wheel  Q,  (seen 
in  Fig.  1123,  and  partially  in  Fig.  1122;  also  separately  in  Fig.  1131;)  this  spmdle  has  its  bearings 
attached  to  the  bracket  L,  and  its  wheel-geers  with  the  equal  wheel  R  upon  the  end  of  the  screwed 
spindle  d,  which  has  its  bearings  r  also  attached  to  the  sole-plate  of  the  carriage-bracket,  and  works  in 
a  long  nut  or  internal  screw  formed  in  the  cover  of  the  travelling-box  X,  (see  Fig.  1123  for  the  general 
arrangement,  also  Figs.  1125,  1127,  and  1130.)  By  turning  the  handle  q  it  is  thus  clear  that  the  piece 
which  serves  the  purpose  of  a  nut  on  the  screw  d,  will  be  carried  along  in  the  direction  of  the  length 
of  the  screw ;  but  the  nut  bemg  attached  to  the  table  K,  the  whole  will  be  moved  simultanewusly  in 
that  direction. 
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By  means  of  these  two  motions  any  point  of  the  table  K  can  be  brought  under  the  axis  of  the  drill 
and  by  means  of  the  vertical  motion  it  can  be  placed  at  any  convenient  hei','ht. 

The  feed  of  the  tool  during  the  operation  of  boring  is  obtained,  as  before  stated,  by  means  of  the  two 
screw-wheels  J  J,  by  an  arrangement  of  parts  which  forms  the  chief  novelty  of  this  machine.  On  the 
axes  of  tliese  wheels  are  placed  two  pulleys,  the  circumferences  of  which  are  embraced  by  the  friction 
collars  S  S,  (shown  in  combination  in  Figs.  1122  and  1123,  and  separately  by  Figs.  1128  and  1129.) 
Tlie  bearings  of  the  axis  being  at- 
tached to  the  framir.g  A  A  of  the 
machine,  it  is  obvious  that  the  ma- 
cliine  being  in  motion,  if  tlie  pulleys 
be  prevented  from  revolving,  the 
wheels  J  J  will  likewise  remain  at 
rest ;  but  the  screwed  part  of  the  drill- 
spindle  revolving  between  them,  they 
will  act  as  a  stationary  nut,  and  cause 
the  spindle  to  descend  through  a 
sjiace  equal  to  one  thread  of  its  screw 
during  every  revolution.  Again,  suji- 
pose  the  pulleys  and  wheels  free,  the 
screw  of  the  spindle,  instead  of  de- 
scending will  simply  cause  the  wheels 
J  J  to  revolve  on  their  axes  through 
a  space  equal  to  one  tooth  during 
every  revolution  of  the  screw.  Now, 
between  these  extremes  any  amount 
of  feed  or  downward  motion  of  tlie 
drill-spindle  may  be  obtained  by 
simply  retarding  the  motion  of  the 
"wheels,  by  means  of  the  friction-col- 
lars S  S,  which  embrace  the  small 
pulleys  on  their  axes ;  for  the  fric- 
tion of  the  collars  being  less  than  to 
prevent  entirely  the  motion  of  the 
wheels,  and,  at  the  same  time,  greater 
than  to  allow  a  tooth  to  pass  during 
a  revolution  of  the  spindle,  a  down- 
ward motion  of  the  spindle  must 
thus  be  produced  equal  to  the  re- 
tardation of  the  pulleys  produced  by 
the  friction-collars.  Thus,  any  degree 
of  feed  can  be  produced  at  pleasure 
by  the  contrivance  of  the  friction- 
collars  shown  separately  in  Figs. 
1128  and  1129.  These  collars  are 
formed  in  two  halves  S  and  S,  with 
bosses  joining  the  segments,  pair 
and  pair;  these  bosses  are  reverse 
screwed  internally,  the  thread  of  the 
one  to  the  right,  and  tliat  of  the  other 
to  the  left ;  and  being  placed  on  a  rod 
s  s  correspondingly  screwed  right  and 
left,  they  are  made  to  approach  or 
recede  according  as  this  rod  is  turned 
to  the  right  or  left,  and  to  embrace 
more  or  less  closely  the  surface  of 
the   pulleys    upon  which    they   are 

{)laced.  This  screwed  rod  is  pro- 
onged,  and  has  a  handle  placed  on 
its  under  end,  by  which  the  required 
degree  of  friction  can  be  adjusted  at 
pleasure,  (see  Fig.  1123.)  The  fric- 
tion-collars are  lined  with  copper, 
for  the  purpose  of  increasing  the 
friction ;  for  it  is  manifestly  of  advantage  to  obtain  as  much  friction  on  the  pulleys  as  possible  with  tha 
least  amount  of  pressure. 

This  arrangement  has  also  the  advantage  of  allowing  the  tool  to  be  speedily  withdrawn ;  for  on 
slacking  the  friction-collars  the  balance-weight  H  will  raise  the  spindle  in  ordinary  cases ;  and  when  the 
tool  has  a  liold  in  the  hole  which  is  being  bored,  the  balance-weight  can  be  assisted  in  its  office  by  the 
hand- wheel  placed  on  the  axis  of  one  of  the  wheels  J ;  the  wheel  and  screw  will  thus  for  the  time  be 
converted  into  a  pinion  and  rack. 

DRILLING-MACHINES.    See  Bori!^g-Tcc/.s. 

DRILLING-MACHINE,  Vertical.  By  W.  A.  Bdrke,  Lowell  Machine-Shop.  From  the  description 
already  given  of  Wlaitworth's  drilling -macliine,  it  is  needless  to  enter  mmutely  into  a  detailed  descrip 
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tion  of  this  very  complete  machine.  Fig.  1134  is  a  front  view  of  the  machine.  Fig.  1135  is  a  side  ele- 
vation in  the  plane  of  the  axis  of  the  driving-cone  and  work-table. 

The  frame  of  this  machine  is  of  iron,  cast  in  one  piece,  having  a  broad  base  or  sole-plate  at  the 
bottom,  by  which  it  can  be  properly  fastened  to  a  stone  or  other  suitable  foundation. 

Fig.  1135.  N  is  the  loose  and  fast  driving -pulleys.  D,  on  the  same  shaft,  is  a  set  of  cone-pulleya 
which  communicate  the  power  by  a  belt  to  a  corresponding  set  of  cone-pulleys.  T,  near  the  top  of  the 
frame  r  r  and  h  h,  are  geers  for  decreasing  the  motion  of  the  drill,  similar  to  the  back  geermg  of  turn- 
ing-lathes. Upon  the  shaft  which  carries  the  cone-pulleys  T  is  a  bevel  geer,  which  drives  another 
bevel  geer  made  fast  on  the  spindle-tube  B.  Tliis  tube  runs  loose  in  gun-metal  bearings,  ajid  carries 
round  the  steel  spindle  to  which  the  drilling-tool  A  is  attached,  by  means  of  a  long  splice  in  the 
spindle  and  a  corresponding  groove  in  the  tube. 


riie  machine  is  adapted  to  feed  the  drill  down  by  hand,  or  it  can  be  made  self-acting.  When  feeding 
the  drill  by  hand,  by  turning  the  hand-wheel  a,  Fig.  1134,  motion  is  communicated  through  tlie 
geer  d  to  the  geer/,  which  is  fastened  to  a  revolving  nut  which  moves  the  feeding-screw  up  or  down  as 
wanted.  The  screw  is  prevented  from  turning  round  by  means  of  a  coupling  which  connects  the  screw 
to  the  spindle,  and  slides  on  a  parallel  rod  lying  back  of  the  screw.  When  the  feeding  is  to  be  self- 
acting,  the  geer  k,  which  is  fastened  to  the  tube  B,  drives  the  geer  c,  fastened  on  its  shaft  by  a  sphce 
and  groove.  This  shaft  admits  a  motion  upward  sufficient  to  raise  the  geer  g  on  its  upper  end  from 
driving  c.  When  the  feeding  is  done  by  hand,  this  upward  motion  is  produced  by  moving  the  handle  b, 
which  is  on  the  end  of  a  bell-crank  lever  jointed  to  tlie  end  of  the  shaft.  By  means  of  friction-collars 
each  side  of  pinion-geer  g,  pressure  to  which  is  given  by  a  small  hand-wheel,  the  quantity  of  feed  can 
be  raised  so  as  to  suit  the  size  of  the  hole  to  be  drilled    Tlie  circular  table  F  F  on  which  the  work  to  b» 
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drilled  is  laid,  is  prevented  from  turning  round  by  means  of  a  stop  which  slides  on  a  rib  cast  on  the 
fi'ame.  n  n  are  handles  projecting  from  a  nut,  which,  on  being  turned,  elevates  or  depresses  the  tabl^ 
F  as  may  be  required.    E,  Fig.  1J?5,  is  the  handle  to  the  shipper. 


Scale. — 2  feet=l  inch. 


A  machine  of  gigantic  dimensions  has  been  constructed  by  Nasmyth  for  the  Great  "Western  Steam 
Navigation  Company. 

In  this  macliine,  the  entablature  carrying  the  upper  end  of  the  boring-bar  is  supported  on  two 
massive  pillars  of  masonry,  placed  one  on  each  side  of  the  boring-bar.  The  feed  motion  of  the  cutters 
is  novel  and  ingenious  in  the  extreme ;  it  consists,  primarily,  of  an  internal  screwed  collar  fixed  on  the 
upper  surface  of  the  entablature,  and  surrounding  the  boring-bar.  A  train  of  geering,  terminating  in  a 
pinion  working  into  a  rack  running  down  the  side  of  the  boring-bar,  is  attached  to  the  latter  and  revolves 
with  it.  The  first  wheel  of  the  train  is  a  species  of  crown-wheel,  its  teeth  being  set  at  right  angles  to 
its  axis  of  motion ;  this  geers  with  the  internal  threads  of  the  screwed  collar  before-mentioned,  so  that 
by  this  means  the  train  is  set  in  motion  by  the  revolution  of  the  bar,  and  the  cutter-boss,  which  is 
attached  to  the  lower  end  of  the  rack,  is  raised  and  lowered  at  pleasure. 

Mr.  Walton,  of  Leeds,  has  mtroduced  a  highly  effective  boring-machine,  with  columnar  framing  intended 
principally  for  boring  the  apertures  in  the  tube-plates  of  locomotive-engines.  The  machine  is  capable 
if  drilling  a  series  of  parallel  holes  on  a  surface  of  five  feet  square,  without  refixing  the  object  under 
operations,  the  tool-holder  and  the  table  being  moveable  at  right  angles  to  each  other.  Tliis  boring- 
machine  may  be  considered  as  a  magnified  drill,  as  the  spindle  is  fed  longitudinally,  no  cutter-bosa 
being  attached.  The  framing  consists  of  two  plain  columns,  coupled  at  the  top  by  a  suitable  entabla- 
ture, and  carrying  two  other  transverse  beams  for  Ite  support  of  the  drill-spindle  and  driving-geer. 
The  self-feeding  motion  may  be  worked  by  liand. 
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DRY-DOCK,  U.  S.,  Brooklyn.  History  of  the  Commencement  and  Progress  of  the  U.  8  Bry-Hoels 
ti  the  Navy  Yard,  Brooklyn. 

New  York  was  originally  selected  in  1794,  as  one  of  the  points  for  the  establisliment  of  a  naval 
depot. 

In  1826,  CoL.  LoAMMi  Baldwin,  a  civil  engineer  of  great  skill  and  science,  examined  the  harbor 
of  New  York,  to  ascertain  the  feasibility  of  constructing  a  dry -dock  of  sufficient  size  to  receive  a  ship 
of-the-line. 

Locations  for  a  similar  purpose  were  examined  at  Boston  and  Norfolk,  which  led  to  the  commence- 
ment of  dry-docks  at  both  of  those  places  in  1832,  and  their  completion  in  1836. 

In  March,  1835,  Congress  authorized  an  examination  for  a  site  for  a  dry-dock  at  New  York,  and 
appropriated  §100,000  for  commencing  it. 

In  the  following  June,  Coh  Baldwin  examined  the  vicinity  of  the  Navy  Yard,  and  reported  very 
favorably  upon  the  facility  for  constructing  such  a  work,- nearly  on  the  site  where  the  present  dock  has 
been  built. 

In  March,  1841,  Congress  made  an  appropriation  of  $50,000  for  commencing  a  dry-dock  at  New 
York,  and  in  August,  Edward  H.  Courtexay,  professor  of  Civil  Engineering  at  the  National  Academy 
at  West  Point,  was  appointed  chief  engineer  of  the  work. 

Mr.  Courtenay  remained  in  charge  of  the  work  one  year,  during  which  time  there  was  expended  the 
sum  of  ^35,264.15  on  the  cofifer-dam,  and  erectmg  workshops,  and  providing  tools,  &c.,  for  carrying  on 
the  work. 

Tlie  succeedmg  Congress  failed  to  make  a  further  appropriation  for  tlie  dock,  and  all  operations  were 
suspended  in  August,  1842. 

At  the  close  of  this  session  Congress  appropriated  $100,000  for  the  construction  of  a  floating  dry- 
dock  at  New  Ybrk,  if  the  plan  should  be  approved  of  by  the  Secretary  of  the  Navy. 

A  commission  was  formed  of  naval  officers  and  engmeers,  to  investigate  the  merits  of  the  different 
plans  of  floating-docks,  as  compared  with  the  walled  stone-dock,  and  also  to  determine  the  best  plan  ol 
a  floating-dock. 

They  reported  in  favor  of  the  walled  stone-dock  as  flie  best,  and  the  "  balance"  as  the  best  of  the 
floating-docks. 

In  the  naval  appropriation  bill  of  1843,  Congress  directed  an  examination  of  a  project  for  constnict- 
ing  a  dry-dock  in  the  city  of  New  York,  on  the  plan  of  using  the  Croton  water  as  an  elevating  power, 
and  an  investigation  of  the  best  plan  of  a  floating-dock. 

W.  P.  S.  Sanger,  the  Engineer  of  the  Bureau  of  Yards  and  Docks,  was  directed  to  examine  and  re- 
port on  these  subjects,  which  he  did  adversely  to  the  project  of  using  the  Croton,  and  the  "  Sectional" 
as  the  best  plan  of  a  floating-dock. 

In  February,  1844,  Hon.  Henry  C.  Murphy,  a  member  of  Congress  from  Kings  Co^  N.  Y.,  took  up 
the  subject  with  great  interest  and  enei^,  and  presented  the  matter  to  Congress  in  a  very  able 
report. 

I'o  his  exertions  at  this  time  may  be  mainly  attributed  a  law  that  was  passed  in  June  following, 
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Do. 

1841      . 

Do. 

1845      . 

August, 
March, 

1846  . 
184*7      . 

July, 
March, 

1848  . 

1849  . 

directing  a  resumption  of  the  work  on  the  site  and  plan  previously  determined  upon,  appropriating  the 
unexpended  balance  of  a  former  appropriation,  amounting  to  $129,100. 

In  August,  1844,  Gen.  Wm.  Gibbs  McNeil,  formerly  an  officer  of  the  army,  and  then  a  distinguished 
civil  engineer,  was  appointed  chief  engineer,  and  the  works  were  resumed  in  October  following. 

Under  this  gentleman's  direction  considerable  progress  was  made  in  the  construction  of  tlie  coffer- 
dam, and  tlie  removal  of  the  excavation,  and  in  preparmg  the  plans  and  arrangements  for  conducting 
the  work. 

In  March,  1845,  Congress  appropriated  $150,000  for  continuing  the  work,  and  it  was  placed  under  the 
direction  of  the  Engineer  of  the  15ureau,  Ma.  Sanger,  imtil  February,  18'16,  when  Wm.  J.  McAlpine 
was  appointed  engineer  in  chief. 

Congress  has  made  the  following  appropriations : — 

$100,000 
50,000 
150,000 
250,000 
275,000 
350,000 
490.000 
Total,         ....    $1,665,000 

The  progress  of  the  work  has  been  much  retarded  in  consequence  of  the  frequency  with  which  its 
officers  have  been  changed. 

In  1835,  Col.  Baldwin  expended  the  sum  of  $5,000.  From  August,  1841,  to  August,  1842,  Mr.  Courtenay 
expended  $35,264. 'ZS.  From  August,  1844,  to  March,  1845,  Gen.  McNeil  expended  $114,675. 83.  From 
March,  1845,  to  February,  1846,  Mr.  Sanger  expended  $115,951 .81 ;  and  from  February,  1846,  to  the 
present  date,  (October  1st,  1849,)  Mr.  McAlpine  has  expended  $1,147,310.39 — ^making  the  whole 
amount  of  expenditure  $1,418,198.78;  and  contracts  have  been  made  amounting  to  about  $250,000 
more. 

A  description  of  the  Location  and  Construction  of  tin  Dry-BocTc. — The  dry  or  graving  dock  is  a 
walled  basin  sunk  below  the  level  of  the  sea,  to  allow  vessels  to  float  in  and  remain  while  xmdergoing 
repairs.  The  water  is  removed  from  the  basin,  and  the  vessel  is  supported  by  shores  resting  on  the 
bottom  and  sides. 

In  many  parts  of  the  world  the  rise  and  fall  of  the  tide  is  sufficient  to  allow  the  vessels  to  float  in  at 
high,  and  become  dry  at  low  tide.  When  the  tide  is  not  sufficient  for  this  purpose,  it  is  necessary  to 
remove  the  water  by  pumping. 

Tlie  tide  in  the  harbor  of  New  York  rises  four  feet  seven  and  a  half  inches  above  mean  low-water. 
Tlie  highest  tides  d^iring  the  heaviest  gales  do  not  exceed  eight  feet  above  this  mark,  and  tlie  greatest 
range  between  low  and  high  tide  does  not  exceed  ten  feet. 

The  government  dock-yard  occupies  the  Wallabout  bay,  an  arm  of  the  East  River,  between  the 
cities  of  Brooklyn  and  Williamsburg,  on  Long  Island,  and  directly  opposite  the  private  dock-yards  in 
the  city  of  New  York.  The  bay  forms  a  tine  harbor  of  sufficient  capacity  and  depth  of  water  to 
receive  a  large  navy. 

The  dry-dock  which  is  just  being  finished,  and  which  it  is  now  proposed  to  describe,  is  situated  on 
the  convex  side  of  the  channel  of  the  Wallabout,  near  the  northwest  corner  of  the  Navy  Yard.  It  has 
been  chiefly  excavated,  but  the  lower  end  of  the  dock  was  built  on  the  edge  of  the  channel. 

This  part  of  Long  Island  is  a  diluvial  formation,  composed  of  a  coarse,  sharp,  red,  and  yellow  sand 
and  gravel,  interspersed  with  boulders  of  trap  and  greenstone  rock,  some  of  which  are  of  an  enormous 
size,  and  wiU  weigh  several  thousand  tons. 

The  site  selected  for  the  dock  is  of  more  recent  formation.  The  superstratum  is  formed  chiefly  by 
vegetable  decomposition ;  below  this,  for  a  depth  exceeding  one  hundred  feet  below  tide,  is  a  quick- 
sand formed  by  the  debris  of  the  rocks  in  the  vicinity,  brought  down  and  deposited  with  alluvial  matter 
by  the  East  River,  which  at  tliis  place  is  expanded  to  three  times  the  width  it  has  above  and  below, 
and  the  velocity  of  the  water  correspondingly  reduced. 

This  material  is  an  almost  impalpable  sand,  containing  a  large  proportion  of  mica.  When  confined  and 
undisturbed,  and  not  mixed  with  water,  it  is  very  firm  and  vmyielding,  and  presents  a  strong  resistance 
to  penetration.  When  saturated  with  water,  it  becomes  a  semi-fluid,  and  is  moved  by  the  slightest 
current  of  water  passing  over  or  through  it. 

Borings  were  made  to  a  depth  of  sixty  feet  below  the  level  of  the  foundation,  and  the  same  material 
was  found  to  extend  to  that  depth.  Small  veins  of  coarse  sand  were  occasionally  encountered,  through 
which  flowed  springs  of  fresh  water. 

It  was  on  this  material  that  tlie  coff'er-dam  was  to  be  constructed,  to  exclude  the  tide-waters,  and  a 
foundation  prepared  to  sustain  the  enormous  weight  of  the  superstructure. 

The  work  will  now  be  described  imder  the  following  general  heads,  viz : — 


Dimensions  of  the  structure 

The  coffer-dam. 

The  earth-work. 

The  bottom  springs. 

The  foundation,  apron,  and  pile-driving. 

The  masonry. 

Dimensions  of  the  Structure. — The  pit  which  was  excavated  covered  an  area  oi  over  two  acres  at 
the  top,  and  over  one  acre  at  the  bottom.  It  was  sunk  about  forty-two  feet  below  the  surface  of  th« 
ground,  and  thirty-seven  feet  below  mean  high-water. 


The  gates. 

The  pumping  engines. 

The  pump-well,  culverts,  and  engine  -house. 

The  machine  and  tools  used  ;  and 

The  cost  of  the  work. 
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The  coffer-dam  in  front  was  four  hundred  and  seventy  feet  long,  and  from  sixty  to  one  hundred  feet 
wide.    The  wings  were  one  hundred  and  seventy-five  feet  long,  and  fi'om  Ijfteen  to  thirty  feet  wide. 

A  double  row  of  sheet  piling  protection-timbers  were  extended  entirely  around  that  part  of  the  pit 
which  was  not  protected  by  the  coffer-dam. 

The  foundation  is  three  hundred  and  ninety-two  feet  long,  and  one  hundred  and  sixteen  feet 
wide. 

The  main  chamber  is  two  hundred  and  eighty -six  feet  long,  and  tliirty  feet  wide  on  the  bottom,  and 
three  hundred  and  seven  feet  long,  and  ninety-eight  feet  wide  on  the  top ;  and  by  using  the  floating-gate 
instead  of  the  folding-gates,  an  additional  length  of  fifty-two  feet  may  be  obtained.  The  least  width 
is  at  the  hollow  quoins,  where  the  walls  are  sixty-six  feet  apart  at  mean  high-water  line.  The  least 
depth  of  the  dock  is  over  the  mitre-siUs,  where  there  is  twenty-six  feet  of  water  at  mean  high-tide. 
The  whole  height  of  the  walls  is  thirty-six  feet. 

llie  Coffer-3am. — Before  the  excavation  could  be  extended  below  the  surface  of  the  water  of  the 
bay,  it  was  necessary  to  exclude  the  tide,  and  to  provide  for  the  removal  of  the  water  wliich  would 
collect  in  the  pit. 

As  the  excavation  was  required  to  be  carried  to  a  great  depth,  (thirty-seven  feet  below  mean  high- 
tide,)  it  became  necessary  to  provide  a  strong  and  tight  barrier  to  resist  the  pressure  and  percolations 
of  the  tide-water. 

The  original  dam  was  built  as  follows : — 

Three  rows  of  contiguous  square  piles  were  driven  entirely  around  the  loAver  end  of  the  proposed 
excavation,  leaving  two  intervals  of  ten  and  twelve  feet  between  tliem.  Tliese  pUes  were  secured  at 
the  top,  and  at  the  level  of  low-water,  by  horizontal  wales  and  iron  tie-bolts. 

The  dams  were  filled  with  the  silt  which  was  taken  from  the  excavation. 

The  piles  were  of  yellow-pine  timber,  thirty-five  to  forty  feet  long,  fifteen  inches  square,  and  sawed 
to  parallel  sides.  A  portion  were  tongued  and  grooved ;  but  on  examination  it  was  found  that  from  the 
difficulty  experienced  in  driving,  the  piles  swerved  aside,  and  fractured  or  drew  out  from  the  tongues. 
The  wales  were  of  oak,  twelve  inches  square,  bolted  once  in  ten  feet,  with  bolts  two  inches  in 
diameter. 

On  the  first  trial  of  this  dam,  (in  February,  1846,)  it  was  forced  inwards  by  a  pressure  of  less  than 
ten  feet  head  of  water,  and  by  the  time  the  excavation  was  taken  down,  so  as  to  bring  a  head  of  thirty 
feet  of  water  against  the  dam,  the  water  of  the  bay  forced  its  way  through  the  sand  beneath  the  piles, 
and  burst  into,  and  fiilled  the  pit. 

This  breach  occurred  in  July,  1846,  at  the  northeast  angle  of  the  dam.  It  was  repaired,  and  in 
September  following,  a  similar  breach  occurred  at  the  northwest  angle  of  the  dam. 

The  first  breach  occurred  without  warning,  after  the  workmen  had  left.  The  first  indication  of  the 
September  breach,  was  an  increased  flow  of  water  in  one  of  the  bottom  springs,  which  was  situated 
fifty  feet  from  the  nearest  part  of  the  coffer-dam. 

The  water  flowing  from  this  spring  had  previously  been  fresh ;  it  was  observed  to  change  alternately 
from  fresh  to  salt,  several  times  within  a  few  minutes,  and  in  less  than  an  hour  had  increased  to  five  times 
its  former  quantity,  and  soon  after  brought  up  volumes  of  the  black  mud  which  overlays  the  quicksand 
in  the  channel  of  the  bay.  The  direction  of  the  breach  was  soon  developed  by  the  sinking  of  the 
coffer-dam,  some  of  the  piles  in  wliich  settled  down  vertically  from  five  to  six  feet. 

After  the  occurrence  of  these  breaches,  it  became  necessary  to  reconstruct  a  dam. 

This  was  done  witli  pUes  from  ten  to  fifteen  feet  longer  than  had  been  before  used.  The  new  dam 
which  was  placed  on  the  outside  of  the  old  one,  was  made  from  thirty  to  forty  feet  wide,  so  that  the 
weight  of  the  earth  would  break  down  into  any  passages  wliich  the  water  might  form  through  the 
loose  soil  on  which  the  dam  rested. 

In  the  narrow  dams  it  was  found  that  the  earth  adhered  to  the  timber  on  the  sides,  and  that  the 
cavities  formed  by  the  filtering  of  the  water,  became  very  large  before  any  of  the  earth  broke  down 
to  fill  them. 

The  new  dam  was  filled  with  gravel,  containing  loam,  sand,  and  coarse  stone.  The  gravel  was  fiUeu 
in  water  thirty  feet  deep,  and  to  prevent  tlie  stone  from  separating  from  the  other  materials  in  the 
descent,  it  was  discharged  in  large  quantities  from  boats  with  drop  bottoms  wliich  contained  one 
hundred  tons.  A  row  of  piles  was  driven  on  the  inside  of  the  original  dam,  to  a  depth  from  twelve 
to  fifteen  feet  below  the  proposed  level  of  the  foundation.  A  heavy  bank  of  coarse  gravel  was  filled 
on  the  inside  of  the  dam,  extending  up  to  the  lines  of  the  foundation. 

The  material  on  which  the  dam  rested,  was  so  unstable,  that  although  the  piles  penetrated  it  from 
fifteen  to  twenty-five  feet,  yet  the  dam  continued  to  yield  to  the  pressure,  and  was  only  sustained  by 
the  closest  watchfulness,  and  the  most  prompt  apphcation  of  remedies. 

As  long  as  the  excavation  was  in  progress,  there  was  no  opportunity  to  obtain  any  support  from  the 
inside,  and  whenever  it  could  be  done,  chain  cables  were  attached  to  the  dam,  and  secured  to  mooring 
blocks  on  the  shore.  These  cables,  made  of  iron  *w6  inches  in  diameter,  were  repeatedly  broken.  On 
one  occasion  six  of  them  broke  during  one  night 

The  removal  of  the  excavation  adjoining  the  dam  was  not  effected  any  faster  than  it  could  be  fol- 
lowed up  by  the  foundation  piling,  and  this  was  done  in  trenches,  leaving  abutments  of  earth  on  each 
side.  Timber  shores  were  extended  from  the  foundation  to  the  dam,  before  the  intermediate  sections 
of  earth  were  removed. 

In  like  manner  the  rear  work  of  the  masonry  on  the  foundation  was  at  first  laid  in  sections,  ana 
braces  extended  from  it  to  secure  the  dam. 

The  thrust  upon  these  braces  at  one  time  was  so  great,  that  it  moved  a  mass  of  masonry  exceeding 
two  hundred  and  fifty  tons  weight. 

The  earth  in  the  dam  was  subject  to  a  continued  waste  on  the  side  adjoining  the  bay,  by  the  actiou 
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of  the  -water  flowing  through  the  jobts  of  the  piling ;  but  this  waste  gradually  decreased,  until  it  be- 
came of  but  little  importance. 

The  whole  number  of  piles  driven  for  the  coffer-dam  is  3,504. 

Earth  Work. — That  part  of  tlie  excavation  of  the  pit  which  was  above  the  level  of  low-water  was 
taken  out  before  the  coffer-dam  was  constructed.  There  was  also  about  ten  feet  of  the  earth  below 
the  water  dredged.  The  semi-fluid  state  in  which  the  material  was  found  after  the  water  had  been 
pumped  out  of  the  pit,  rendered  its  removal  very  difficult  and  tedious. 

Wlien  the  excavation  had  been  extended  to  a  depth  within  about  six  feet  of  the  level  proposed  for 
the  foundation,  springs  of  fresh  water  burst  up  through  the  crust,  and  discharged  very  copiously. 

It  was  found  necessary  to  use  tight  vessels  in  removing  the  earth,  because  when  the  water  mixed 
with  the  sand,  it  became  so  fluid,  that  it  Avould  escape  almost  wherever  water  would  flow.  Boom 
derricks  were  used  to  some  extent  in  the  removal  of  the  excavation  from  the  pit.  Dumping  tubs  were 
suspended  from  the  end  of  the  boom,  which,  when  filled,  were  hoisted  to  tlie  level  of  the  ground  by 
steam-power.  The  chief  part  of  the  excavation,  however,  was  taken  out  in  cars,  wliicli,  when  loaded, 
were  haided  up  the  inclined  planes  by  steam-power.  These  cars  possess  an  advantage  over  the  earth- 
cars  commonly  used  for  this  purpose,  as  they  were  hung  very  low,  not  above  tliirty  inches  from  the 
top  of  the  ground  to  the  top  of  the  box.  This  saves  the  labor  of  shovelhng  the  earth  twice  to  load 
the  cars.    They  dumped  between  the  axles  and  between  the  rails. 

The  walls  were  backed  up  with  gravel,  as  fast  as  the  masonry  was  laid. 

Puddle  walls  were  extended  from  the  sides  of  the  masonry  to  cut  off  the  passage  of  water  along 
the  walls. 

llie  Bottom  Springs. — These  were  met  with,  as  before  stated,  when  the  excavation  had  nearly  reached 
the  level  proposed  for  the  foundation,  and  were  the  cause  of  the  greatest  difficulty  wliich  was  encountered 
in  laying  down  the  foundation. 

The  water  which  flowed  from  them  was  entirely  fresh,  and  evidently  came  from  a  source  higher 
tlian  the  tide-water.  The  temperatiu-e  was  53°  in  January,  and  55°  in  August  The  temperature  oi 
the  water  in  the  bay  at  the  same  time  was  43°  and  46°,  and  that  of  the  atmosphere  was  40°  and  90°  at 
the  same  dates.    The  flow  was  not  affected  by  the  rise  and  fall  of  the  tides. 

The  strata  through  which  the  springs  flowed,  were  evidently  at  a  great  depth  (not  less  than  thirty 
feet)  below  the  foundation,  and  the  veuis  of  water  of  the  different  sprmgs,  even  those  contiguous,  had 
no  connection  with  each  other. 

The  difficulties  caused  by  these  springs  did  not  proceed  from  the  mere  flowing  of  the  water ;  but 
tliis,  as  it  came  up,  brought  with  it  large  quantities  of  sand,  so  fine  and  impalpable,  that  it  would  in- 
sinuate itself  through  the  smallest  interstices,  and  if  allowed  to  flow  in  this  manner,  would  soon  have 
endangered  the  surrounding  works.  Nor  could  the  water  be  checked  with  safety,  as  the  pressure  was 
sufficient  to  raise  the  foundation,  however  heavily  it  could  be  loaded.  It  became  necessary,  therefore, 
to  provide  for  tlie  flow  of  the  water,  and  at  the  same  time  check  the  removal  of  the  sand. 

After  repeated  trials,  it  was  found  that  the  level  of  the  outlet  of  the  springs  could  be  raised  to  a 
height  wliicla  would  not  disturb  the  foundation,  and  would  yet  be  sufficient  to  check  the  velocity  of  the 
water  so  much,  that  it  would  not  disturb  the  sand  through  which  it  flowed. 

Tlie  largest  spring  discharged  (in  1848)  ten  gallons  per  minute.  When  the  water  was  allowed  to 
flow  at  a  level,  twenty-six  feet  below  low-water,  it  discharged  tliirty-eight  gallons  per  minute,  which 
contained  twenty-seven  ounces  of  fine  sand ;  at  a  level  twenty-two  feet  below  it  discharged  thirty- 
three  gallons,  containing  seventeen  ounces  of  sand ;  at  a  level  nineteen  feet  below,  it  discharged  twenty- 
two  gallons,  containing  four  ounces  of  sand ;  and  at  a  level  seventeen  feet  below  low-water,  the  water 
flowed  unmixed  with  sand. 

One  of  the  most  troublesome  and  refractory  springs  was  encountered  at,  and  near  the  pump-well,  at 
the  northeast  comer  of  the  dock. 

The  first  evidence  of  its  effect  was  the  undermining  and  settUng  of  the  piles  driven  to  support  the 
pumps  and  engine,  and  rendered  it  necessary  to  change  the  pump-well ;  but  the  spring  followed,  and 
compelled  another  change  of  the  well.  The  spring  was  driven  out  of  the  old  well  by  filling  it  with 
piles,  but  it  immediately  bui-at  up  among  the  foundation  piles  of  the  dock  near  by.  In  a  suigle  day 
it  made  a  cavity  in  which  a  pole  was  run  down  to  the  depth  of  fifteen  or  twenty  feet  below  the 
foundation ;  one  hundred  and  fifty  cubic  feet  of  cobble-stone  were  thrown  into  this  hole,  wliich  settled 
ten  feet  through  the  night,  and  fifty  cubic  feet  were  tlirown  in  the  following  day,  which  drove  the 
spring  to  another  place,  where  it  undermined  and  burst  up  through  a  body  of  concrete  two  feet  thick. 
This  new  cavity  was  repeatedly  filled  with  concrete,  leaving  a  tube  for  the  water  to  flow  through, 
but  in  a  few  days  it  burst  up  in  a  new  place,  where  it  soon  undermined  the  concrete,  and  even  the 
foundation  piles,  so  that  they  settled  from  one  to  three  inches.  These  piles  were  thirty-three  feet 
long,  and  had  been  well  driven  by  an  average  of  seventy-six  blows  from  a  hammer  weighing  two 
thousand  two  hundi-ed  poimds,  faUiug  thirty-five  feet  at  the  last  blow,  which  did  not  move  the  pile  over 
half  an  inch. 

These  alarming  results  rendered  paramount  the  adoption  of  the  most  thorough  and  speedy  measures 
to  prevent  any  further  injury  from  this  source.  Accordingly,  as  many  additional  piles  as  could  then  be 
put  in  the  space  were  driven,  and  those  put  in  before  were  then  driven  from  eight  to  twelve  feet 
lower,  by  means  of  followers.  I'he  old  concrete  was  removed  to  a  deptli  twenty  inches  below  the 
top  of  the  piles.  An  area  of  about  one  thousand  square  feet  around  the  spring  was  planked ;  a 
floor  of  brick  was  laid  in  dry  cement ;  and  on  that  another,  also  of  brick,  was  set  in  mortar,  made 
of  Roman  cement ;  the  space  was  next  filled  with  concrete,  and  the  foundation  completed  over  all 
in  the  usual  manner,  and  with  the  greatest  dispatch.  Several  vent-holes  were  left  through  the  floors 
and  foundation.  After  a  few  days'  interval,  when  the  cement  had  become  well  set,  the  spring  was 
forced  up  about  ten  feet,  at  which  level  it  ev(;r  after  ran  clear,  and  without  discharging  sand,  and 
''ave  no  further  trouble. 
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The  other  bottom  springs,  some  forty  in  number,  have  been  of  a  like  character,  but  the  successful 
result  obtained  in  the  treatment  of  that  above  described,  led  to  the  adoption  of  the  same  plan  "with 
each,  and  with  similar  results. 

Two  of  the  springs  were  accidentally  closed  by  freezing  in  1848,  and  forced  up,  in  one  case  eight 
hundred,  and  in  the  other  twelve  hundred  square  feet  of  the  foundatioa  The  rising  took  place  between 
the  lower  timbers  and  the  planking,  lifting  also  the  first  course  of  the  stone  floor,  which  -was  from 
twMve  to  fifteen  inches  thick. 

None  of  the  springs  were  closed  until  the  inverted  arches  of  masonry  and  side  walls  had  been  laid, 
and  the  cement  had  become  well  set.  The  pressure  on  the  bottom  of  the  floor  is  so  great  that  the 
water  sweated  through  the  joints,  but  did  not  disturb  the  stone. 

The  arrangement  proposed  to  be  accomplished,  was  to  bring  up  all  of  the  springs  through  the  foun- 
dation, and  have  no  pressure  upon  it,  until  the  masonry  was  laid,  and  the  cement  had  become  well  set ; 
but  there  were  many  minute  veins  of  water  that  were  unnoticed  when  the  foundation  was  laid,  which 
exerted  a  force  upon  the  cement  joints,  and  rendered  its  setting  very  slow  and  tedious.  These  joints 
will  require  a  twelvemonth  or  more  to  become  impervious  to  the  water. 

The  whole  amount  of  water  which  came  into  the  pit  for  the  last  year  was  from  these  springs ;  none 
leaked  through  the  dam.    The  quantity  wliich  flowed  in  was  seven  hundred  cubic  feet  per  hour. 

The  water  was  removed  from  the  pit  by  a  steam-engine  of  twenty-five  horse  power,  driving  two 
plunger  pumps  of  fifteen  inches  diameter,  and  five  feet  stroke,  which  dischargecl  six  hundred  cubic 
feet  per  minute. 

Foundation,  Apron,  and  Pile-Driving. — In  1835,  CoL  Baldwin  examined  the  proposed  site  of  the 
dock  by  borings,  which  he  extended  in  several  places  to  a  depth  exceeding  eighty  feet  below  tide. 
These  borings  brought  up  sand  and  clay,  and  also  fresh  water,  but  touched  no  rock. 

Col.  Baldwin  remarks,  "  Upon  careful  examination  of  these  circumstances,  I  have  no  doubt  a  dry-dock 
may  be  safely  founded  at  Wallabout  bay.  Should  piling  for  the  foundation  be  thought  necessary, 
which  can  best  be  determined  in  the  process  of  excavating,  the  piles  cannot  be  driven  deep  in  such  sod, 
and  will  have  similar  or  better  resisting  materials  than  those  hitherto  used.  The  construction  of  a 
dock  in  the  yard,  however,  will  be  more  difficult  than  either  of  those  built  before,  (at  Charleston  and 
Norfolk.") 

In  1842,  Mr.  Courtenay  commenced  driving  the  piles  for  the  cofFer-dam,  and  remarks,  "  During  the 
progress  of  the  work  we  were  enabled  to  form  a  very  satisfactory  opinion,  as  to  the  character  of  the 
soil  upon  which  the  dock  was  to  have  been  founded,  and  the  frequent  examinations  then  made  resulted 
in  the  conviction,  not  only  that  the  substratum  was  sufficiently  firm  to  resist,  without  danger,  the  pressure 
arising  from  the  weight  of  the  contemplated  structure,  but  that  the  natxu-e  of  the  soil  was  far  better 
adapted  than  had  been  supposed,  to  resist  the  percolation  of  water  through  the  dam." 

A  deposite  of  clay  mixed  with  a  large  proportion  of  very  fine  sand,  which  covered  the  northeast 
portion  of  the  pit,  for  several  feet  in  depth,  probably  led  to  the  favorable  conclusions  of  these  gentle- 
men. 

The  soil,  as  was  developed  by  the  excavation,  is  as  has  been  previously  described,  and  there  is  but  a 
very  small  portion  of  clay  in  any  part  of  it. 

The  borings  which  were  made  during  the  progress  of  the  work  extended  to  a  depth  forty  feet  below 
the  foundation.  Specimens  have  been  preserved  of  the  soil  taken  from  various  parts  of  the  dock,  and 
at  every  change  in  depth,  including  that  which  was  brought  up  by  the  borings.  Sets  of  these  specimens 
have  been  deposited  in  various  public  institutions  through  the  country. 

A  trial-pile  was  diiven  in  June,  1 846,  to  the  depth  of  forty-five  feet  below  the  foundation.  It  was  a 
roimd  stick  of  spruce,  twenty  inches  diameter  at  one  end,  and  fourteen  at  the  other,  and  forty -nine 
feet  long.  It  was  shod  with  iron,  and  was  di'iven  by  a  hanrmier  weighing  two  thousand  and  twenty 
four  pounds,  falling  from  its  greatest  elevation,  tliirty-five  feet. 

For  tlie  first  hundred  blows  the  hammer  fell  but  a  few  inches ;  the  next  two  hundred  and  sixty  blows 
drove  the  pile  thirty  inches  in  forty -six  minutes ;  the  next  two  hundred  and  sixty-five  blows  occu 
pied  an  hour,  and  drove  the  pile  from  half  an  inch  to  one  and  a  half  inches  at  each  blow ;  the  next 
one  hundred  and  ten  blows  in  an  hour,  averaged  one  and  a  quarter  inches  at  each  blow,  the  hammer 
falUng  at  the  last  blow  thirty-four  feet.  The  pile'  subsequently  received  about  two  himdred  blows 
through  the  medium  of  a  follower,  which  drove  it  an  average  of  half  an  inch  to  each  blow. 

In  June,  1847,  a  pile  was  driven  forty-three  feet  by  Nasmyth's  steam  pile-driver ;  and  then  another  pUe 
fifteen  feet  long,  driven  on  top  of  the  first,  making  a  total  depth  driven  into  the  earth  of  about  fifty- 
seven  feet. 

The  first  pile  was  driven  forty-two  feet,  by  three  hundred  and  seventy-three  blows  in  seven  minutes, 
as  follows :  Four  blows,  four  inches  each ;  eight  blows,  tliree  and  a  half  mches  each ;  twenty-two  blows, 
three  inches  each  ;  twenty-five  blows,  two  inches  each ;  forty  blows,  one  and  three  quarters  inches 
each ;  fifty-six  blows,  one  and  a  half  inches  each ;  thirty-two  blows,  one  and  a  quarter  inches  each ; 
•'ixty-four  blows,  one  and  an  eightli  inches  each ;  seventy-three  blows,  one  inch  each ;  the  last  forty- 
nine  blows,  half  an  inch  each  blow. 

The  second  pile  was  driven  fifteen  feet  by  two  thousand  four  hundred  blows  in  forty-three  minutes, 
as  follows :  lliirty-three  blows,  tlu-ee-eightlis  of  an  inch  at  each  blow ;  seventy-tluee  blows,  one-fourth 
of  an  inch  each ;  one  hundred  blows,  one-eighth  of  an  inch  each  ;  eight  hiuidreu  blows  drove  it  together 
eighty-eight  inches ;  three  hundred  blows,  twenty-four  inches ;  three  liundred  blows,  twelve  inches ; 
four  hundred  and  fifty  blows,  eleven  inches,  and  tne  last  three  hundred  and  forty  blows  together  drove 
the  pile  five  and  a  half  inches. 

The  movements  of  these  piles  indicated  the  continuance  of  tlie  same  material  to  the  depth  which 
they  reached ;  and  the  uniformly  increasing  resistance,  as  tlie  pile  i)onetrated  the  earth,  gives  very 
favorable  evidence  of  the  support  which  the  piles  afford,  wlien  they  are  thus  driven  to  tlie  point  ol 
absolute  resistance. 
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The  soil  required  verv  hard  diiving  to  force  the  pile  into  it,  and  as  long  as  the  material  was  undis- 
turbed, tlie  subsidence  oi  the  sand  around  it  added  greatly  to  tlie  firmness  of  the  foundation.  Yel 
tlie  springs  -were  liable  to  disturb  and  loosen  the  soil  around  the  piles,  and,  as  has  been  previously 
stated,  destroy  their  value  as  supports. 

To  prevent  the  wasting  effects  of  the  springs,  it  became  necessary  to  put  do^vn  the  foundation  in 
small  detached  pieces,  and  frequently  to  drive  the  piles  at  a  level,  sometimes  to  the  extent  of  six  feet 
above  the  proper  plane.  When  one  of  these  pieces  was  taken  in  hand,  the  earth  was  removed,  and 
the  concrete,  timber,  Ac,  put  in  without  a  moment's  cessation ;  for  the  springs  would  in  a  few  hours 
render  the  earth  semi-fluid,  which  had  before  been  compressed  to  great  firmness  by  the  insertion  of  the 
piles. 

It  was  originally  supposed  that  piles  driven  at  distances  of  three  feet  from  centre  to  centre,  and 
twenty  to  twenty-five  feet  long,  would  afford  a  sufficient  foundation  to  the  superstructure ;  but  from  the 
fear  that  changes  might  take  place  after  the  foundation  was  jjut  down,  it  was  determined  to  drive  as 
manypiles  as  could  be  forced  into  the  earth.  The  chief  part  of  the  piles  were  driven  to  the  point  of 
absolute  resistance,  and  whenever  a  hammer  of  two  thousand  pounds  weight,  falling  thirty-five  feet, 
drove  the  pile  for  the  last  few  blows  exceeding  tlu-ee  inches  per  blow,  another  and  longer  pile  Avas 
driven  alongside. 

Great  care  was  taken  in  registering  the  performance  of  all  the  piling  engines  used  in  constructing 
the  foundation  of  the  dock ;  the  depth  driven  by  every  blow  that  has  been  given  to  every  pile  was 
recorded,  and  from  these  data  the  following  averages  have  been  made.  The  average  number  of  blows 
received  by  the  piles  was  seventy-tlu-ee  ;  the  average  depth  driven  by  the  first  five  blows  is  eight 
inches  each ;  by  the  middle  five  blows,  six  inches  each ;  and  by  the  last  five  blows,  one  inch  each 
blow. 

The  whole  number  of  bearing-piles  in  the  foundation  is  6,539,  besides  l,'if44:  sheeting-piles,  which 
serve  also  as  bearing-piles.  The  piles  are  chiefly  round  spruce  timber,  from  twenty-five  to  forty-five 
feet  long,  averaging  fourteen  inches  diameter  at  the  head.  The  average  length  of  the  piles  as  driven, 
is  thirty-two  feet. 

The  sheeting-piles  were  yellow-pine  planks,  five  inches  thick,  and  from  twelve  to  twenty-five  feet 
long.  They  averaged  fifteen  and  a  quarter  feet  long.  They  were  tongued  and  grooved,  and  were  driven 
entirely  around  the  foundation,  and  four  rows  across  the  pit. 

The  piles  were  protected  at  the  head  by  a  band  of  wrought-iron,  three  by  one  inch,  made  of  the 
toughest  u'on  that  could  be  procured.  One  ring  would  generally  drive  two  piles  before  it  burst,  and 
by  welding  it  could  be  used^  tliree  times.  Occasionally  the  point  was  shod  with  iron,  but  this  did  not 
uicrease  the  facility  of  driving,  as  the  resistance  was  caused  by  the  friction  on  the  sides  of  the  pile. 

The  hammers  which  were  used  were  generally  about  twenty-two  hundred  pounds  weight.     Several 
were  used  from  three  thousand  to  four  thousand  five  hundi'ed  pounds,  with  economy  and  effect.     The 
arger  hammer  did  not  injure  the  pile  as  much,  and  it  was   driven  in  less  tune,  and  with  a  less 
umber  of  blows,  and  the  same  power  as  was  applied  to  the  smaller  hammer. 

The  leaders  of  the  machines  were  from  thirty-five  to  fifty  feet  long. 

The  hammers  were  hoisted  by  men  working  with  a  crank,  and  on  a  treadwheel,  and  with  horses, 
but  cliiefly  by  steam-power.  The  expense  of  these  several  methods  of  driving  piles  are  m  the  order 
in  which  they  have  been  stated  above. 

A  contract  was  made  for  the  use  of  one  of  Nasmyth's  steam  pile-drivers,  and  one  of  his  best 
machines  was  imported.  Unfortunately,  however,  the  machine  was  constructed  too  light  to  perform  the 
severe  labofr  to  which  it  was  here  subjected. 

When  in  order,  it  produced  the  most  astonishing  results — driving  the  piles  in  less  than  one-third  the 
time  or  expense  of  any  other  known  method. 

Its  principle  consisted  in  very  rapid  short  blows,  with  a  very  heavy  hammer.  The  steam  cylinder 
was  inverted  over  the  hammer,  to  which  it  was  connected  directly  by  the  piston-rod ;  and  the  hammer, 
wliich  weighed  two  and  a  half  tons,  was  hoisted  by  the  stroke  of  the  engine  at  every  revolution.  Both 
the  cylinder  and  the  hammer,  were  supported  by  the  pile  itself,  to  which  it  was  loosely  attached  by  a 
deep  cap  or  band.  The  cylinder  moved  up  and  down,  alongside  a  spar,  and  the  steam  was  conveyed 
to  it  by  a  flexible  tube  leading  from  the  boiler  on  the  frame  below.  The  hammer  made  about  sLvty 
blows  per  minute. 

The  concrete  masonry  which  was  used  in  the  foundation  was  made  as  follows : 

A  soft  mortar  was  made  of  one  part  of  hydraulic  cement,  and  two  parts  of  clean  sharp  sand ;  into 
this  was  thrown  five  parts  of  stone,  broken,  not  to  exceed  one  and  a  half  inches  in  diameter.  The 
mass  was  thoroughly  mixed,  and  immediately  throwirinto  the  place  where  it  was  required  for  use. 

Tlie  foundation  was  put  down  in  the  following  manner : 

The  bearing-piles  were  sawed  off  at  a  level  thirty-three  and  a  half  feet  below  mean  high  tide.  The 
earth  was  removed  to  a  depth  two  and  a  half  feet  lower,  which  space  was  filled  with  concrete 
masonry. 

The  piles  were  capped  with  yellow-pine  timber,  twelve  by  fifteen  inches  scanthng,  trenailed  and 
bolted  to  the  piles,  and  laid  transversely  to  the  axis  of  the  dock.  The  spaces  between  the  timbers 
were  filled  with  concrete.  Yellow-pine  plank  three  inches  tliick  were  jointed,  and  closely  laid  on  and 
spiked  to  the  tunbers.  On  the  top  of  the  plank  another  set  of  timbers  of  the  same  size  Avere  laid, 
breaking  joints  with  those  below.  The  spaces  were  filled  with  concrete,  and  covered  with  plank  in 
the  same  manner  as  the  first  floor.. 

At  the  foot  of  the  dock  an  apron  is  extended  for  thurty  feet  in  front,  to  protect  the  lower  end  of  the 
foundation  from  undermining. 

It  is  composed  of  timber  and  plank,  and  supported  on  piles,  with  concrete  masonry  between  and 
below  the  timbers,  in  the  same  manner  as  the  foundation  of  the  dock.  It  is  prevented  from  floating  by 
trenailing  and  bolting  to  the  pUes,  and  by  inserting  dovetailed  stone  between  the  ranges  of  timbers 
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Tlie  tide  tables  wbich  had  been  kept  for  several  years  at  this  station,  showed  that  the  level  ol 
the  found.ation  should  be  placed  six  inches  lower  than  had  at  first  been  supposed  to  be  necessary 
It  was  accordingly  assumed  at  a  level  which  would  give  twenty-five  feet  of  water  on  the  mitre-sills 
at  high  tide,  for  two-thirds  of  the  days  in  the  year. 

The  Masonry. — It  is  believed  that  no  modern  structure  in  the  world  surpasses  this,  in  the  size  of  the 
stone,  in  the  accuracy  of  their  workmansliip,  and  their  durability.      • 

The  quantity  of  masonry  which  has  been  laid  to  form  the  walls  of  the  dock  is  23,375  cubic  yards, 
and  in  the  draining  and  discharging  culverts,  and  the  engine-house,  and  other  masonry  connected  with 
the  dock,  there  is  5,250  cubic  yards. 

All  of  the  fiicing-stone  has  come  from  the  Sullivan  and  Frankfort  quarries  in  Maine,  and  New  Lon 
lion  in  Connecticut 

The  interior  stone  was  chiefly  obtained  from  the  Staten  Island  and  the  Highland  quanies  in  New  York 

A  system  of  inverted  arches  occupies  tlie  whole  extent  of  the  lower  part  of  the  structui'c,  and  serves 
not  only  to  distribute  the  weight  of  the  walls  over  the  whole  surface  of  the  foundation,  but  to  resist 
the  immense  hydraulic  pressure  from  beneath.  Tlie  floor  of  the  main  chamber  is  first  formed  of  a 
tapering  course  of  cut-stone,  twenty-seven  inches  thick  at  the  head,  and  twelve  inches  thick  at  near 
the  mitre-sill ;  the  second  course  of  stone  is  uniformly  tlu-ee  feet  tliick,  and  the  arches  are  extended  to 
a  height  nine  feet  above  the  floor  on  each  side.  The  floor  of  other  parts  of  the  dock  is  made  in  a 
similar  manner. 

TJie  mitre-sills  are  immense  blocks  of  granite  ;  the  key-stone  is  estimated  to  bave  weighed  about 
fifty  tons  before  it  was  cut ;  its  weight  is  now  43,300  pounds ;  sixteen  similar  stones  form  the  mitre- 
sDls,  and  the  smallest  stone  weighs  13,300  pounds. 

The  floor  of  the  chamber  is  level  on  the  bottom  for  tliirty  feet  wide,  and  tlie  sides  are  carried  up  in 
steps  or  altars  for  the  convenience  of  shoreing  the  vessel  and  working  under  her  bottom,  as  represented 
in  Fig.  1136,  where  the  Oliio,  ship-of-the-line,  is  shown  "in  dock,"  sustained  by  the  keel-blocks  and 
shores. 

The  side  walls  are  laid  up  with  English  bond,  alternate  courses  of  stretchers  and  headers ;  the  stones 
in  the  alternate  courses  are  of  the  same  length  which  gives  what  is  termed  "  plumb-bond,"  although 
the  stones  in  the  same  course  differ  in  length,  a  variety  of  lengths  liaving  been  previously  determined 
upon  to  facilitate  the  quarrying  of  the  stone.  These  lengths  have,  however,  been  so  arranged  as  that 
adjoining  stone  do  not  difler  to  exceed  three  inches,  and  increase  and  diminish  gradually  fi-om  the 
shortest  to  the  longest  stone.     The  difference  in  length  is  therefore  imperceptible. 

The  courses  are  chiefly  twenty-four  inches  thick,  a  few  near  the  bottom  being  twenty-seven  inches 
thick.  The  beds  of  the  stone  in  the  stretcher  courses  are  from  three  to  three  and  a  half  feet  broad, 
and  in  the  header  courses  are  from  four  to  five  feet  broad.  The  length  of  the  headers  is  from  three  to 
four  feet,  and  of  the  stretcliers  from  six  to  eight  feet.  The  headers  are  in  all  cases  one-half  of  the 
length  of  the  stretchers. 

The  smallest  stone  in  the  face  exceeds  three  thousand  pounds,  and  the  average  is  about  six  thousand 
pounds.  Many  of  the  coping  and  other  large  stones  exceed  fifteen  thousand  pounds.  The  interior 
stones  are  also  large,  and  will  average  upwards  of  fifteen  hundred  pounds. 

The  facing  stones  are  all  laid  to  a  joint  not  exceeding  three-sixteenths  of  an  inch,  and  the  joints  are 
kept  up  full  to  the  lines  for  the  full  depth  of  the  stone. 

The  facing  stones  have  been  backed  up  with  a  com'se  of  scabbled  stone  cut  to  the  same  thickness,  and 
laid  to  joints  not  exceeding  half  an  inch. 

Tlie  interior  and  rear  of  the  wall  has  been  laid  up  with  coursed  rubble,  which  has  been  so  selected 
tliat  either  one  or  two  courses  made  up  the  thickness  of  the  facing  course. 

The  following  extract  is  taken  from  the  contract  for  the  granite  facing  : 

"  All  of  the  stone  must  be  of  the  most  durable  description  of  granite,  entirely  free  from  sap,  stains, 
or  seams,  and  obtained  from  quarries  which  may  be  approved  of,  by  the  Engineer  in  charge  of  the 
work ;  all  of  the  stone  which  show  in  the  chamber  must  be  of  the  same  color  and  general  appearance. 

"  Patterns  for  quarrying  and  cutting  the  stone  will  be  furnished  by  the  government ;  on  all 
the  arch-stones  full  corners  and  edges  will  be  required  on  the  back  lines  of  tlie  stone ;  all  of  the  stone 
will  be  dehvered  cut,  except  such  stone  as  may  be  directed  to  be  dehvered  unwrought,  in  which  case 
they  shall  be  quarried  out  without  any  unnecessary  excess  of  stone,  but  of  sufficient  size  to  fill  the 
patterns.  The  cut-stone  designed  for  the  facing  of  the  work  must  be  dehvered  witli  perfect  edges  on 
the  show -lines,  and  none  will  be  received  which  are  in  any  way  marred  or  nicked. 

"  The  stone  must  be  delivered  in  the  order  in  which  they  are  required  for  use,  as  far  as  practicable. 

"  In  the  courses  of  the  chamber  above  the  inverted  arch,  and  in  the  other  walls  where  an  additional 
width  of  bed  is  permitted,  the  minimum  size  will  be  given  in  the  bills,  but  stone  of  greater,  width  will 
be  received. 

"  Suitable  '  lewis'  holes  shall  be  drilled  in  the  bed,  or  such  other  surface  as  may  be  directed,  to  receive 
a  lewis  of  sufficient  size  to  suspend  the  stone  with  safety. 

"  Such  cranes,  machinery,  and  assistance  as  may  be  required  for  discharging  the  stone  from  the  vessels 
at  tlie  Navy  Yard,  will  be  furnished  by  the  government 

"  The  cutting  which  is  required  to  be  done  on  the  face  of  the  stone  which  shows,  and  also  on  the  builds 
of  the  outer  stone,  shall  be  as  hereinafter  described  as  first-class  work ;  that  required  on  the  beds,  builds, 
and  joints,  shall  be  as  hereinafter  described  as  second-class  work ;  that  required  on  the  rear  of  tlie  front 
.and  interior  stone,  shall  be  as  hereinafter  described  as  third-class  work.  The  beds  and  joints  must 
be  dressed  up  full  to  the  square,  and  no  slack  joints  will  in  any  case  be  permitted.  The  cutting  will  be 
required  to  be  done  in  the  following  manner,  to  wit : 

"  Fint-class  work. — The  arris  must  be  kept  clean  and  sharp,  with  fine-cut  drafts  run  around  the  sur- 
faces to  be  dressed.  Within  these  lines  the  surfaces  must  be  taken  down  fair  and  even  with  a  patent 
hammer  of  eight  plates.     No  holes  or  depressions  of  any  kind  that  will  show  in  the  face  will  be  per- 
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mitted ;  and  the  dressing  with  the  hammer  must  be  level  and  square,  so  as  to  present  a  smooth  fair 
appearance. 

"  Second-class  work. — A  good  arris  must  be  kept ;  clean  draft-lines  must  be  run  around  the  surfaces  tc 
be  dressed.  Within  these  lines  the  stone  must  be  dressed  down  to  a  fair  even  level  smface,  witli  a 
common  pean  hammer.  No  dej^ressions  of  any  kind  will  be  allowed  witliin  six  inches  of  the  face ;  none 
which  exceed  six  inches  in  diameter,  or  one  inch  in  depth,  or  where  they  shall  together  exceed  one- 
fourth  of  the  surface  in  which  they  occur. 

"  Third-class  work. — Draft-lines  shall  be  run  around  the  surfaces  to  be  dressed.  Within  these  lines, 
they  shall  be  pointed  down  to  a  fair  even  surface  and  finished  witli  a  pean  hammer,  so  as  to  make  good 
close  work,  of  not  exceeding  half  an  inch  joint.  No  cavities  or  depressions  will  be  allowed  which  exceed 
eight  inches  in  diameter,  or  one  and  one-half  inches  in  depth,  or  when  they  shall  together  exceed  one- 
fourth  of  the  surface  in  which  they  occur." 

The  following  extract  is  taken  from  the  contract  for  the  backing-stone. 

"  They  shall  be  of  a  sound  durable  description  of  granite  or  gneiss,  free  from  sap  or  seams,  spht  out 
by  wedges  in  blocks,  with  parallel  beds  and  sides ;  at  least  three-fourths  of  Ijie  bed,  and  one-half  of  the 
build,  must  have  a  fair  level  bearing-surface ;  the  vertical  jcHnts  must  be  split  down  at  right  angles  to 
the  bearing  surface  of  the  stone ;  the  stone  must  all  be  drilled  on  the  top  bed  to  receive  a  lewis  of  such 
size  and  form  as  shall  be  directed.  The  dimensions  of  the  stone  must  in  no  case  be  less  than  the  fol- 
lowing :  viz.,  lengrti,  two  and  one-half  feet ;  width,  one  and  one-half  feet ;  thickness,  eight  inches.  And 
no  stone  larger  than  the  following  will  be  received  :  viz.,  lengtli,  eight  feet ;  width,  four  feet ;  thickness, 
two  feet ;  and  the  stone  must  average  not  less  than  twelve  cubic  feet." 

The  whole  of  the  masonry  was  laid  in  mortar  made  of  one  part  of  HydrauUc  cement  and  two  parts  of 
clean  sharp  sand ;  the  cement  used  was  from  the  celebrated  "  Lawrence  and  Newark"  manufactories, 
at  Rosendale,  New  York. 

It  was  required  to  be  fresh  ground,  very  fine  and  lively,  and  transported  under  cover  in  barrels,  con- 
taining about  tliree  hundred  pounds ;  the  barrels  to  be  made  of  seasoned  air-tight  staves,  and  to  have 
twelve  hickory  hoops,  and  each  baiTel  to  be  well  papered.  Every  tenth  cask  was  subjected  to  the 
following  tests :  first,  mixed  up  in  flat  cakes  of  two  inches  diameter,  the  moistm-e  carefully  dried  from 
the  surface  by  means  of  blotting  paper,  until  it  was  set  enough  to  bear  one-fourth  of  a  pound 
weight  on  a  wire  of  one-twelfth  of  an  inch  diameter,  and  then  put  in  water,  where,  after  the  lapse 
of  not  exceeding  five  minutes,  it  should  bear  one  pound  on  a  wire  of  one-twenty-fourth  of  an  inch 
diameter. 

Second,  a  similar-sized  cake,  after  the  lapse  of  five  days'  insertion  in  water,  was  required  to  boar  a 
wire  of  one-twenty-fourth  of  an  inch,  loaded  with  fifty  pounds. 

Third,  two  bricks  united  by  cement  and  put  in  water  five  days,  must  resist  one  hundred  pounds  before 
separating. 

No  cement  was  used  until  after  it  had  stood  the  above  tests.  They  were  made  with  water  at  a  tem- 
perature of  70°.    The  mean  of  a  large  number  of  these  tests  is  as  follows : 

The  time  to  dry  in  air,  to  bear  one-fourth  pound  on  a  wire  one-twelfth  inch  diameter,  was  8  minutes. 

The  time  to  set  in  water,  to  bear  one  pound  on  a  wire  one-twenty-fourth  inch  diameter,  was  three  and 
one-fifth  minutes. 

Force  required  to  thrust  a  wire  one-twenty-fourth  inch  diameter,  through  cakes  of  cement  two  inches 
diameter,  and  three-fourths  of  an  inc':  thick,  after  being  immersed  in  water  24  hours,  65  pounds. 

do.  do.  48      "       70 

do.  do.  72      "       75 

do.  do.  15  days,  155        " 

do.  do.  50       "     390 

The  joints  of  the  whole  masonry  have  been  pointed  up  in  the  following  manner :  Cement  and  sand 
were  put  in  an  iron  mortar  slightly  moist  and  made  nearly  into  an  impalpable  powder ;  this  was  driven 
into  the  joint  to  the  depth  of  an  inch  by  an  iron  caulking  tool,  and  the  upper  surface  rubbed  with  a  steel 
tool  until  it  became  very  hard ;  in  a  few  days  this  pointing  was  nearly  as  hard  as  the  adjoining  stones. 

The  masonry  of  the  dock  was  laid  up  in  an  unprecedented  short  time.  The  first  stone  was  laid 
May  12,  1847,  but  the  foundation  was  not  entirely  completed  until  June,  1848.  Tlie  first  coping-stone 
was  laid  -July  4,  1849,  and  the  whole  work  completed  during  that  season.  Tliis  dispatch  was  owing 
to  the  systematic  arrangements  of  the  various  operations,  and  to  the  number  and  capacity  of  the 
machines  used  in  the  construction.  On  the  completion  of  the  work  it  was  found  that  tliere  were  no 
stone  left  on  hand. 

The  prices  which  have  been  paid  for  the  stone  used  in  this  work  are  as  follows : 

For  the  granite  coping,  hollow  quoins,  and  other  expensive  stone,  sixteen  dollars  per  cubic  yard. 
For  the  plain  facing-stone,  ten  dollars ;  for  the  second  class,  nine  dollars ;  and  for  the  rubble  stone,  five 
dollars  per  cubic  yard.  For  the  fine  cutting  on  the  hollow  quoins,  checks,  etc.,  one  dollar  per  super- 
ficial foot ;  on  the  facing  stone,  forty  cents  ;  for  the  second  class  of  cutting  on  the  beds  and  joints  of  the 
facing  stone,  twenty  cents ;  and  for  the  third  class  of  dressing  on  the  interior  stone,  twelve  cents  per 
superficial  foot. 

The  weight  of  a  cubic  foot  of  the  several  kinds  of  granite,  sienite,  and  gneiss,  used  on  this  work  is  as 
follows:  Sullivan,  Frankfort,  and  Seal  Harbor,  168  pounds;  Blue  Hill,  165;  Quuicy,  169;  Millstone 
Point,  170;  Breakneck,  169  ;  Staten  Island,  186  ;  and  Kips'  Bay,  172. 

The  Gates. — Tlie  folding  gates  are  similar  to  those  used  in  canal  locks,  though  of  much  greater  dimen- 
sions. Such  gates  have  usually  been  built  of  wood,  though  a  few  docks  in  Great  Britain  have  them 
made  with  cast-iron  frames,  and  covered  with  oak  or  sheet-iron. 

The  low  temperature  of  the  atmosphere  in  this  climate  renders  the  use  of  cast-iron  dangerous  where 
it  is  subject  to  violent  concussions ;  to  avoi.  1   his  objection,  Mr.  McAlpine  was  induced  to  arrange  a  gatfl 
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made  of  wrought-iron,  on  an  entirely  original  plan ;  they  are  the  first  ii-on  gates  which  have  been  built 
iQ  this  country.    They  are  made  as  follows : 

Two  leaves  are  to  be  erected  so  as  to  turn  on  the  quoin  posts,  and  secured  to  the  masonry  of  the 
dock  by  steps  and  straps,  and  arranged  to  be  worked  by  capstans  in  the  walls,  from  which  chains  are 
extended  to  open  and  close  the  gates. 

The  frame  of  each  leaf  is  composed  of  a  series  of  horizontal  curved  bars  of  wrought-iron,  bolted  to  tho 
quoin  and  mitre  posts,  and  covered  on  the  outer  side  by  a  sheathing  of  boiler-plate,  riveted  ahd  secured 
together  by  angle-iron.  • 

The  outer  extremity  of  each  leaf  is  supported  by  two  rollers  traversing  on  circular  tram-plates,  laid 
on  and  secured  to  the  floor  of  the  masonry. 

The  quoin-post  is  a  cylinder  of  cast-iron.  The  mitre-post  is  made  of  wrought-iron,  and  a  buffer  oi 
oak  inserted  where  the  two  leaves  come  in  contact.  A  similar  buffer  is  inserted  at  the  bottom  of  each 
gate  where  it  comes  in  contact  with  the  mitre-sills. 

There  are  two  valves  in  each  leaf  for  the  passage  of  water  to  and  from  the  chamber  of  the  dock. 
Each  leaf  is  thirty-eight  feet  three  inches  long,  and  tliirty-one  feet  high,  curved  on  a  radius  of  seventy- 
six  feet  seven  inches  on  the  outside  of  the  gate.  The  gate  is  twenty-six  inches  wide  at  the  quoin-post, 
and  twenty-two  inches  wide  at  the  mitre-post.  The  quoin-post  is  turned  and  planed  to  fit  the  queans 
and  collar -straps. 

Tlie  horizontal  bars  are  made  of  plates  of  wrought-iron,  twenty -two  inches  wide  and  three-fourths  of 
an  inch  thick,  curved  to  suit  the  form  of  the  gate,  and  made  up  alternately  of  three  and  four  plates  to 
each  bar,  and  secured  at  the  joints  by  splicing-plates. 

The  sheathing  is  made  of  boiler-plates,  from  ten  to  fourteen  feet  long,  and  two  to  four  feet  wide. 
The  bottom  courses  are  five-eighths  of  an  inch  thick,  and  they  gradually  decrease  in  thickness,  and  are 
one-quarter  of  an  inch  thick  at  the  top  of  the  gate ;  they  are  secured  to  the  horizontal  plates  by  means 
of  angle-iron  riveted  to  each.  The  horizontal  joints  are  lapped,  and  the  vertical  joints  are  butted,  and 
riveted,  and  chipped,  and  caulked,  so  as  to  be  water-tight. 

The  mitre-post  is  made  up  of  a  plate  of  iron  (welded)  thirty-one  feet  long,  twenty-two  inches  wide  , 
and  one  inch  thick,  set  upright,  with  side  pieces  seemed  by  angle-iron ;  the  whole  secured  to  the  hori 
zontal  bars  by  shelf  pieces  of  angle-iron. 

The  valves  are  made  of  cast-ii-on  and  set  in  a  cast-iron  frame,  bolted  to  the  bars  of  the  gate.  The. 
valves  are  opened  by  screws  placed  on  top  of  the  gate. 

The  rollers  are  of  cast-iron,  eighteen  inches  in  diameter,  and  set  in  a  frame  with  a  long  rod  and  screw, 
by  means  of  which  the  extremity  of  the  gate  may  be  raised  at  pleasure.  On  the  top  of  the  gate  ia 
placed  a  foot-walk,  supported  by  iron  bars,  and  a  hand-rail  of  wrought-iron. 

The  capstans  are  geered,  and  the  chain  dmm  is  provided  with  an  ingenious  arrangement  for  laying 
the  chains  which  are  extended  to  open  and  shut  the  gates, 

India  Rubber  is  inserted  in  the  buffers. 

The  whole  surface  of  the  gates  is  painted,  to  protect  it  from  corrosion. 

Tlie  horizontal  bars  were  originally  designed  to  be  welded  in  one  bar  and  to  be  made  of  iron  one  inch 
thick,  and  tlie  bars  at  the  bottom  of  the  gate  placed  twelve  inches  apart 

Some  doubt  having  been  expressed  whether  such  a  bar  contained  the  requisite  strength,  a  model  bar 
of  the  same  form  and  length  proposed  was  made  of  four  plates  of  iron,  twenty-two  inches  wide  and 
three-fourths  of  an  inch  thick,  with  lapping  plates  over  the  joints  three  feet  long.  This  bar  was  first 
tested  by  loading  it,  with  the  ends  secured  and  resting  against  abutments. 

A  weight  of  92,000  pounds  was  put  on  the  middle  of  the  bar,  wliich  deflected  it  two  inches;  the 
yielding  of  the  frame  prevented  any  further  weight  being  applied,  but  it  was  subsequently  ti"ied  with- 
out abutments,  and  deflected  three  inches  witli  50,000  pounds ;  six  inches  with  65,000  pounds ;  ten 
inches  with  71,000  pounds,  and  broke  Avith  75,299  pounds;  the  fracture  behig  a  rent  near  the  middle, 
extending  up  from  the  lower  edge  six  inches. 

For  drawings  and  descriptions  of  the  floating  gates  or  caisson,  see  Gates,  and  for  the  machinery  for 
clearing  the  docks  from  water,  see  Pumping  Engine. 

The  Machines  and  Tools  -used. — A  steam-engine,  with  a  cylinder  of  fifteen  inches  diameter,  and  four 
feet  stroke,  was  erected  to  drive  the  temporary  pnmps  used  for  draining  the  work  during  its  progress. 

Two  other  steam  engines,  one  of  twelve  and  the  other  of  five  horse  power,  were  use<l  at  times  during 
the  construction  of  the  work.  These  engines  were  all  fitted  up  with  winding-drums,  by  which  power 
was  conveyed  to  the  several  machines. 

The  mud  was  hoisted  out  by  tubs  suspended  from  the  booms  of  the  derricks  and  by  cars  moving  on 
inclined  planes,  which  were  elevated  hj  means  of  a  rope  leading  to  the  winding-drums  of  the  engines. 
In  a  like  manner  the  hammers  of  the  piling-machines  were  elevated,  and  heavy  stone  were  hoisted  and 
lowered  on  the  cranes  and  derricks. 

Grindstones,  saws,  planing  and  groving  and  screw-cutting  machines  were  also  driven  by  the  surplus 
power  of  the  engine.  The  edges  of  the  flooring-plahk,  and  the  grooving  and  tongueing  of  the  sheet-piles 
were  all  done  by  machines  driven  by  steam-power. 

The  drawings  of  some  of  the  most  useful  of  these  machines  will  be  found  under  the  several  heads  of 
"stone-setting machines,"  "lewis,"  "crane,"  "derrick,"  "piling-machine,"  "stone jack,"  "pumping-en- 
gine,"  where  a  full  description  of  them  will  also  be  found. 

It  remains  only  to  state  how  these  machines  were  applied.  The  stone  were  chiefly  transported  on 
cars ;  lines  of  railroad  encircled  the  pit,  from  which  branches  led  to  within  reach  of  each  of  tlie  laying- 
derricks,  the  piling-derricks,  and  the  discharging  cranes.  The  stone  were  hoisted  out  of  the  vessels 
with  the  cranes  worked  by  steam-power,  and  loaded  on  cars  and  transported  to  the  stone-cutters'  sheds 
or  piling-derricks,  where  they  were  assorted  and  stowed  away.  Thence  they  were  taken  as  required  by 
the  laying-derricks  placed  around  the  margin  of  tlie  pit.  Tlie  discharging-cranes  were  cheap  machines. 
The  pihng-derricks  were  chiefly  the  old  excavation-derricks  refitted. 
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The  Cost   of  the    Work. — The   amount  whicli  has  been  expended  to  the  1st  of  October,  1849  ig 
f  1, 418,198,78.     This  sum  has  been  classified  under  the  following  heads  of  expenditures,  viz.: 


Offices $69,418  17 

Coffer-dam 206,378  36 

Earthwork     149,802  58 

Foundation 127,250  03 

Masonry 600,569  84 

Gates 16,295  35 


Culverts  and  well 32,485  74 

Temporary  drainage  and  steam 

engine 105,139  07 

Workshops 104,293  23 

Miscellaneous 6,566  41 

$1,418,198  78 

It  is  estimated  that  the  sum  of  $420,000  will  be  required  to  finish  the  work ;  but  in  these  amounts 
are  included  the  value  of  machines  and  tools,  tho  cost  of  constructing  a  machine-shop,  and  grading  and 
levelling  tlie  Navy  Yard,  which  are  iuappropriately  charged  to  the  dock,  and  which,  if  deducted,  would 
make  the  cost  $1,750,000. 

Description  of  the  Drawings.  Fig.  1137  shows  a  plan  of  the  masonry.  The  entrance  to  the  dock  is 
at  S  Z  ;  near  by  is  shown  the  groove  into  which  the  caisson  or  floating-gate  is  sunk.  D  D  D  D  represent 
the  four  capstans  which  open  and  close  in  the  two  folding-gates.  G  B  is  a  drain  sunk  below  the  level 
of  the  floor  of  the  chamber. 

Fig.  1138  represents  an  elevation  of  the  walls,  and  also  of  the  timber  and  pile  foundation.  The 
entrance  to  the  dock  is  at  f,  the  groove  for  the  floating-gate.  At  A  is  the  recess  to  receive  the 
wing  of  the  folding-gate  when  open.  B  to  ?/  represents  the  chamber  in  which  the  vessel  is  received.  At 
K  is  the  gallery  leading  to  the  exhaust  culverts  running  through  the  walls,  a  section  of  which  is  shown 
at  J.  pppp  represent  the  piles  which  support  the  structure,  on  the  top  of  which  are  shown  the 
timbers  and  plank.  In  Fig.  1139  is  shown  a  section  of  the  walls  through  the  point  marked  A  on  the 
plan  and  elevation,  being  the  recess  to  receive  the  folding-gates  when  they  are  open.  The  culvert  pas- 
sages which  are  used  to  fill  the  dock  are  shown  at  F. 

Fig.  1140  is  an  elevation  of  the  entrance  wall,  showing  the  filling  culverts  at  F,  and  the  slides  at  the 
head  of  the  dock  for  lowering  timber  by  I. 

Fig.  1136  represents  a  section  of  the  dock  in  the  receiving-chamber,  Avith  a  line  of  battle-ship  resting  on 
the  keel-blocks  and  shores.  The  exhaust  culverts  are  shown  at  E.  In  all  of  these  drawings  the  most  im- 
portant dimensions  are  marked  in  feet  and  inches,  which  obviates  the  necessity  of  any  further  description. 

DYNAMOMETER.     See  Bbake. 

DYNAMOMETER,  invented  by  8.  Bratm,,  of  Lowell :  the  principle  of  ■which  consists  in  measuring 
the  power  used  by  weighing  the  strain  on  an  intermediate  gear. 


Description. — A  is  a  pulley,  Fig.  1159,  -which  receives  the  power  from  the  driving-pulley,  •which  is  trans- 
mitted through  the  geers  C  D  and  E  to  the  pulley  B,  thence  to  the  diiving-maclune.  The  pulleys  are  out 
side  of  the  frame,  the  geers  0  E  inside  of  the  frame,  and  supported  by  it ;  the  intermediate  geer  D  hangs 
in  a  stirrup,  supported  by  the  beam  F,  which  is  a  steelyard,  whose  fulcrum  is  /.  But  it  must  be  remarked, 
that  th(i  strain  on  the  centre  of  the  intermediate  geer  (since  the  pilot  line  of  the  geer  on  one  side  is  the 
Doint  of  application  of  the  power  and  on  the  opposite  side  is  the  fulcrum)  is  double  the  power  transmit- 
ted by  the  machine.  G  is  a  cylinder  fiUed  with  water,  in  which  a  piston,  fitting  loosely,  is  attached  to 
the  beam  F,  and  is  used  as  a  regulator  to  prevent  sudden  oscillations  in  the  beam,  which  invariably  oc 
5U1  in  such  macliines. 
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DYNAMOMETER.  Figs.  1160  and  1161  are  two  views  of  a  dynamometer  constructed  on  tlie  prin 
ciple  of  what  is  called  the  "  differential-box,"  and  consists  of  two  pair  of  belt-pulleys  A  A,  B  B,  mounted 
on  the  shaft  C  C :  one  of  these  pulleys  on  each  side  is  loose,  while  the  other  is  fast.  The  fast  pulley 
on  the  side  A  A,  and  the  bevel-wheel  D,  are  both  fastened  to  the  shaft  C  C.  'llie  bevel-wheel  F  is 
fastened  on  a  small  tube  connected  with  the  pulley  B.  The  wheels  E  E  are  connected  by  G,  which  is 
constructed  so  as  to  revolve  round  the  shaft  C  C.  To  apply  this  simple  machine,  a  belt  from  a  drum 
on  the  main  driving-shaft  is  brought  to  the  pulleys  A  A,  wlulst  another  belt  is  carried  from  the  pulleys 
B  B,  to  the  machine  or  machinery,  the  weight  of  which  is  to  be  ascertained.  And  it  is  plain,  that  if  the 
pulleys  A  A,  and  the  wheel  D,  are  once  put  in  motion,  the  wheels  E  E  will  also  revolve  on  their  axis, 
and  at  the  same  time  the  connection-shaft  G  will  revolve  round  the  shaft  C  C,  thus  leaving  the  wheel  F 
and  the  pulleys  B  B,  standing  still ;  but,  if  the  wheels  E  E  arc  kept  in  their  present  horizontal  position, 
and  prevented  from  revolving  round  the  shaft  C  C,  it  is  equally  obvious,  that  the  wheel  F  and  the 
pulleys  B  B  will  then  be  moved  at  the  same  speed  as  the  wheel  D  and  the  pulleys  A  A ;  hence  the 
weight  required  to  keep  the  wheels  E  E  in  their  present  position,  is  equal  to  the  weight  required  to 
move  the  pulleys  B  B.  The  weight  thus  required,  is  found  by  means  of  the  lever  H  J.  The  arm  H  is 
fcttached  to  the  centre  of  the  wheels  E  E,  by  the  straps  a  a,  Fig.  1160.  The  arm  J  is  divided  upon  the 
principle  of  the  Roman  steelyard.    The  weight  M  is  merely  intended  to  balance  the  arm  J,  and  being 
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fastened  with  a  set-ecrew,  can  easily  be  shifted  on  the  arm  H,  as  may  be  found  requisite.  Therefore, 
when  the  wheels  E  E  are  kept  in  their  present  position  by  means  of  the  lever  J  H,  it  is  evident  that  a 
weight  of  20  lbs.  acting  upon  the  pulleys  A  A  at  P,  will  balance  another  of  the  same  weight  at  N",  of 
the  pulleys  B  B.  Now  the  distance  from  the  centre  of  the  shaft  C  G  to  the  division  on  the  lever  J 
marked  1,  is  equal  to  the  radius  of  the  belt-pulleys ;  hence  a  weight  of  20  lbs.  at  1  will  counterbalance 
the  same  weight  at  P, — that  is,  making  no  allowance  for  friction,  the  amount  of  which  is  ascertained  by 
the  additional  weight  required  to  balance  the  given  weight  at  P ;  and  having  once  ascertained  the  proper 
allowance  for  friction,  the  machine  is  put  in  motion  by  shifting  both  belts  on  to  the  fast  pulleys,  and 
moving  the  balance  weight  along  the  lever  J  from  1  to  4,  8,  12,  or  to  whatever  number  will  balance 
the  wheels  E  E ;  and  the  weight  thus  indicated  on  J,  is  the  weight  required  to  move  the  machine  or 
machines,  from  which  deduct  the  allowance  for  friction.  A  worm  at  y  on  the  end  of  the  shaft  C  C, 
works  into  a  wheel  with  an  index  and  pointer,  in  order  to  show  the  speed  at  wliich  the  raacliine  is 
driven,  and  also  to  determine  the  difference  of  the  weight  of  any  machine  at  different  speeds.  From 
the  above  description  it  is  presumed  that  the  principle  upon  which  this  dynamometer  is  constructed, 
»A  well  as  the  mode  of  applying  it,  will  be  easily  understood. 

An  improvement  has  been  made  on  this  machine  by  J.  B.  Francis,  Esq.,  of  Lowell,  bv  which  the 
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power  is  transmitted  to  and  from  the  dynamometer  in  the  same  hne ;  thus,  instead  of  the  pulleys  3  B 
a  gear  is  employed,  which  works  in  an  equal  geer  fixed  to  the  end  of  an  extra  shaft  parallel  to  0  0,  on 
the  opposite  end  of  which,  and  on  a  line  with  A  A,  is  a  pulley  of  the  same  size  as  A  A,  from  which 
power  is  transmitted  to  the  machine  to  be  driven.  The  beam  is  balanced  without  the  \ise  of  a  moveable 
weight  M,  and  to  this  end  a  regulating  pump  is  attached,  as  in  Brown's  machine.  A  clock  is  driven 
by  an  endless-screw  on  tb.e  extra  shaft,  which  registers  tlie  revolutions  of  the  shaft,  and  a  bell  strikes 
at  every  50th  revolution.  The  beam  J  is  so  graduated,  that  the  power  used,  or  weight  raised  1  foot 
high  per  second,  is  obtained  directly,  by  dividing  the  weight  as  shown  on  the  beam,  by  the  number  of 
seconds  occupied  by  the  shaft  in  making  50  revolutions.  The  friction  of  the  machine  was  taken  by  the 
use  of  Prony's  friction  break,  placed  on  the  extra  pulley,  and  was  ascertained  exactly  by  a  course  of 
experiments,  on  different  speeds  and  weights. 

DYNAMOMETER.  Jiec/nier's  Dynamotneter  resembles  a  common  graphometer,  the  principal  part 
of  whicli  instrument  is  a  steel  spring  bent  in  the  form  of  an  ellipsis ;  it  sliould  be  properly  tempered, 
and  well  welded,  and  covered  with  leather,  to  prevent  injury  to  the  hands  when  used.  This  spring  is 
represented  by  A  A',  B  B',  formed  by  two  equal  plates  united  at  the  ends  by  rounded  half-rings. 
The  dimensions  of  this  spring  vary  according  to  the  tension  required,  or  the  weight  to  which  it  is 
appUed. 

The  dynamometer  used  to  ascertain  human  strength  Aveighs  little  more  than  two  pounds,  and  serves  to 
measure  a  thousand  times  that  weight ;  its  total  length  is  about  12  or  13  inches,  and  its  greatest  breadth, 
as  measured  in  the  middle  of  the  two  arcs,  is  2-2  inches,  and  the  least  breadth  at  the  extremity  of 
these  arcs  is  J  of  an  inch.  The  thickness  of  the  arcs  at  their  centres  is  nearly  2  inches,  and  its  height, 
which  decreases  from  the  centre  towards  its  ends,  from  y',^  to  -j*^^  of  an  inch ;  the  chords  of  the  two  arcs 
are  6-4  inches.  This  length,  added  to  that  of  the  two  demi-rings,  gives  for  the  total  length  of  the 
dynamometer  12  or  13  inches.  The  distance  between  the  parallel  cliords  is  about  J  of  an  inch,  and  the 
perpendicular  of  the  arcs  are  each  j'L  of  au  inch,  giving  about  2-2  inches  for  the  total  distance  between 
the  centres  of  the  arcs. 


Tlierc  are  two  methods  of  stretching  the  spring,  by  pressing  it  in  the  direction  of  the  perpendicular 
of  the  two  arcs  which  form  it,  or  by  drawing  it  with  the  two  rings  at  right  angles  to  tliat  perpendicular : 
these  two  limits  of  tension  are  indicated  by  two  scales  drawn  on  the  same  limb,  called  scales  of  pressure 
and  tension  :  the  first  gives  the  pressure  of  weight  from  zero  to  264  pounds  avoirdupois.  The  greatest 
pressure  brings  the  centres  within  0'4  of  an  inch  of  each  other,  each  perpendicular,  which  is  0'7  of  an  inch 
when  there  is  no  pressure,  is  reduced  to  0'5  of  an  inch.  The  brass  limb  on  which  the  scales  are  drawn 
is  fixed  on  the  centre  of  the  arc  A'  B'  of  the  spring,  and  the  opposite  arc  A  B  carries  a  counterpoise 
a  b,  3'1  inches  long ;  the  extremity  b  of  this  counterpoise  acts  on  a  small  branch  b  H,  0'3  of  an  inch  of  a 
bentrlever,  bHc,  whose  other  branch  H  c  is  a  needle,  2-4  inches  long,  from  the  centre  H  of  rotation  to 
Jie  index  c.  Below  this  index  is  a  small  cylindrical  thread,  O'l  of  an  inch,  which  is  fixed  to  the  needle 
He,  and  serves  as  a  foot  when  it  turns  on  the  centre  H,  parallel  to  the  limb.  This  first  needle  by 
turning  communicates  a  rotatory  movement  round  the  centre  K  to  another  needle  Kdd'  which  rolls  on 


424  DYNAMOMETER. 


tlio  smooth  portion  of  tlie  screw  K,  and  leans  on  the  hmb  by  a  foot  G  furnished  with  a  washer  to  re 
duce  friction.  This  second  needle  has  two  indices  d  and  d',  to  mark  the  pressure  and  traction ;  it  is 
moved  by  the  first  needle  He;  the  divisions  of  the  arcs  described  by  the  two  indices  are  numbered  in 
pounds,  which  indicate  the  weight  brought  by  the  needle  to  these  divisions :  as  long  as  the  sprmg  is  not 
stretched,  the  needle  He  preserves  its  primitive  position,  and  the  needle  Kdd'  of  the  scales  remains  on 
the  divisions  to  which  it  is  drawn  by  the  tension  of  the  spring ;  whence  it  is  seen  that  the  system  o£ 
two  needles  gives  us  the  power  of  preserving  the  measure  of  a  tension,  when  the  force  which  produced 
this  tension  no  longer  acts.  The  greatest  arc  which  the  needle  H  c  can  describe  is  determined  by  the 
course  of  the  counterpoise  a b,  which  is  039  of  an  inch.  Hie  points  6  and  c  of  the  bent-lever  G H c 
describe  arcs  of  the  same  number  of  degrees :  with  regard  to  the  positions  of  the  two  needles  H  c, 
K  d  d!  to  the  right  line  H  K  L  of  their  centres,  the  angle  c  K  L,  which  the  second  needle  makes  with 
tliis  right  line,  is  equal  to  the  angle  c  H  L  of  the  first  with  the  same  right  line,  increased  by  the  vertical 
angle  H  e  K  of  the  two  needles,  for  in  tlie  triangle  H  c  K,  whose  sides  H  c  and  H  K  are  constant,  the 
angle  e  K  H  is  the  supplement  of  the  angle  c  K  L,  and  of  the  sum  of  the  two  angles  c  K  H  and  H  c  K. 
The  distance  H K  of  the  centres  H  and  K  is  about  046  of  an  inch,  and  it  results  that  the  total  arc  de- 
scribed by  the  needle  'Kdd'  is  nearly  one-tliird  of  the  circumference. 

To  preserve  from  injury  the  system  of  these  tliree  pieces,  viz.,  the  counterpiece  a  b,  the  bent-lever 
6 He,  and  the  needle  with  two  indices  Kdd',  the  limb  is  covered  by  a  plate  liCNN,  which  rests  on  the 
three  pillars,  039  of  an  inch  high.  If  tlie  axis  of  rotation  of  the  bent-lever  were  prolonged,  it  would 
meet  this  plate  in  the  point  H',  the  centre  of  the  arc  of  a  circle  ?/i'  711"  which  terminates  it,  and  whose 
radius  is  equal  to  the  length  of  the  needle  H  c.  The  divisions  of  the  arc  ?«'  m"  are  figui-ed,  and  the 
figures  indicate  the  same  tensions  as  those  on  the  scale  of  traction. 

The  dynamometer  just  described  indicates  on  the  scale  of  traction  a  tension  of  a  ton  weight,  which  is 
greater  than  the  most  powerful  effort  of  a  horse,  but  nevertheless  too  small  to  measure  the  ordinary 
effort  of  a  power  applied  to  a  screw. 

iL  Regnier  constructed  a  dynamometer  on  the  same  principles,  which  measures  a  traction  of  6,600  lbs. : 
the  spring  was  of  the  same  power  and  length  as  the  old  one,  but  tlie  two  arcs  or  plates  of  which  it 
was  composed  were  longer,  thicker,  and  further  apart  in  their  centres;  their  distance  from  each 
other  was  4-5  inches ;  by  the  greatest  traction  it  was  only  diminished  0'4  of  an  inch ;  these  arcs  had 
in  the  middle  a  breadth  of  IS  inches,  and  a  thickness  of  0-2  of  an  inch  ;  the  total  weight  of  the  instru- 
ment was  5i  lbs.  , 

By  placing  the  machine  between  the  two  ends  of  a  cord  passing  over  two  or  more  pulleys,  the  ratio 
nf  the  force  which  separates  the  extreme  pulleys  to  the  tension  of  the  cord  will  be  known,  and  by  this 
slisposition  we  can  measur«  a  traction  much  more  considerable  than  that  wliich  is  indicated  by  the  scale 
of  the  dynamometer.     Fig.  1162  shows  the  an-angement  with  two  pulleys. 

Details  of  the  Constncction  of  the  Dynamometer. — Two  supports  D  D'  of  steel,  are  adjusted  solidly 
on  the  two  opposite  branches  of  the  spring  in  the  direction  of  the  perpendicular  of  the  axis.  The  first 
support  D,  cut  in  a  fork,  carries  a  screw  on  which  the  extremity  a  of  the  counterpoise  a  b  rolls ;  it  is 
about  1-4  inches  high,  and  0"59  wide ;  it  is  retained  on  the  centre  of  the  arc  A  B  by  a  strong  screw,  whose 
head  is  marked  T  on  the  convex  part  of  the  arc.  The  second  support  D  is  also  retained  by  a  screw,  the 
extremity  of  which,  t,  is  seen  on  the  concave  part  of  the  arc  A'  B' ;  the  upper  face  E  E  of  this  support 
is  about  4  inches  long :  on  the  opposite  face  E  F,  which  is  of  the  same  length,  is  a  brass  plate  I L,  fixed 
by  a  single  screw  g,  which  is  level  with  E  F  in  </ ;  the  plate,  hardened  to  make  a  spring,  carries  at  its 
extremity  a  pivot  I,  wliifh  passes  through  the  support  and  the  limb ;  this  pivot,  like  tliat  of  a  compass- 
needle,  serves  as  a  centre  to  the  bent-lever  6  H  c :  the  limb  is  applied  to  the  face  E  F  of  the  support 
D',  and  is  fixed  there  by  two  screws  e  f  The  plate  I  L  being  a  spring,  tlie  pivot  I  yields  to  a 
pressure  of  the  counterpoise,  and  prevents  any  rupture  of  the  mechanism  which  turns  the  needles  01 
the  scales. 

The  covering  plate  0  P  Q  is  voided  at  K'  in  a  small  circle  of  a  diameter  nearly  equal  to  that  of  the 
liead  of  the  screw  K,  round  which  the  needle  K  J c?  works,  with  a  slight  friction  on  the  limb:  if  this 
iViction  be  too  slight,  a  turn-screw  which  passes  through  the  circular  opening  K'  will  tighten  the  pressure. 
The  lower  pivot  of  the  bent-lever  6  H  c  rolls  06  the  pin  I' ;  its  upper  pivot  rolls  on  the  side  H',  which 
is  riveted  to  the  covering  plate  0  P  Q. 

Spring-Balance  and  Eprouvette.  The  spring-balance  most  used  in  commerce  is  formed  of  two  steel 
branches  A  C,  C  B,  bent  at  an  angle  of  45° ;  each  of  the  arcs  Dj9  5'  E,  I  H  G,  is  fixed  to  one  of  the 
branches  and  traverses  the  other.     By  diawing  the  rings  E  G,  which 

terminate  the  arcs  in  opposite  directions,  we  bring  the  branch  A  C  lira, 

near  B  C  ;  a  circular  scale  figured  from  5  to  40  indicates  the  respec- 
tive positions  of  these  two  branches.  The  branch  A  C  pushes  before 
it  a  small  cursor  k  of  card  or  leather,  which  slides  easily  on  the 
metalic  wire  fg,  attached  to  the  branch  C  B  of  the  balance.  To 
graduate  the  scale,  suspend  the  balance  by  a  ring  E  fixed  to  tlie 
branch  A.  C,  and  attach  weights  to  the  ring  G,  which  is  at  the  ex- 
tremity of  the  scale.  The  numbers  on  the  scale  indicate  the  tension 
of  the  spring. 

Regnier  has  made  an  excellent  instrument  of  this  spring-balance 
for  trying  the  strength  of  powder.  Tiie  length  of  the  branches  A  C 
and  C B  is  about  48  inches,  and  their  breadtli  about  an  inch ;  a  small 
brass  cannon,  Avhose  breech  H  is  on  the  brancji  C  B  of  the  balance, 
and  wliose  mouth  I  is  closed  by  the  fuse  I L  of  the  obturation  D I L  E 
fixed  on  the  other  branch  A  C  of  the  balance,  contains  a  given  weight 
of  the  powder  to  be  tried ;  it  is  primed  by  a  httle  powder  put  in  the 
pan  F ;  the  powder  within  the  caimon  is  fared  and  drives  it  away ;  after  the  ignition  the  two  bi-iiiulic!' 
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of  the  balance  approacli,  and  the  cursor  k  indicates  on  the  scale  the  tension  of  the  spring  at  the  moment 
of  the  explosion.  The  iron  D  E,  and  the  brass  arc  G  H  on  wliich  the  scale  is  drawn,  pass  through 
openings  p  q,rs  made  in  the  middle  of  the  plates  C  B  and  C  A. 

A  dynamometer  for  measuring  animal  force  was  invented  by  Mr.  Graham,  and  afterwards  improved 
by  Desaguliers,  but  it  was  found  to  be  inconvenient  for  the  purjiose,  as  it  was  made  of  wood.  Leroy 
afterwards  formed  one  in  a  metal  tube  10  or  12  inches  in  length,  with  a  spring  within  it  placed  vertically 
ou  a  stand.  Tliis,  however,  was  not  found  so  useful  as  Ilegnier's,  where  the  sides  of  the  spring  are  made 
to  approach  each  otlier,  and  move  an  index,  which  marks  the  degree  of  approximation  on  a  semicircu- 
lar scale :  a  man  can  ascertain  by  it  the  mean  force  he  exerts  with  either  hand,  or  with  both  together  ; 
it  was  with  this  kind  of  dynamometer  that  M.  Quetelet,  of  Brussels,  made  his  experunents  upon  the 
strength  of  men  of  different  statures  and  ages. 

Another  kind  of  Spring-Balance. — The  spring  of  this  balance  is  bent  in  a  curve  C  K  D,  terminated 
by  two  braces,  C  B,  D  E,  one  of  which  supports  the  ])iuion  I,  and  the  other  a  rack  D  E  G  H,  of  which 
the  toothed  portion  G  H  catches  the  pinion  I.  This  pinion  and  the  needle  wliich  marks  the  tension  of 
the  spring  turn  on  the  same  axis. 

The  face  is  a  circle  Avhose  centre  is  on 
the  axis  of  the  pinion  I,  and  is  fixed  by  two 
screws  t  and  t',  on  the  plane  T  V,  which  is 
soldered  to  the  upper  brace  AB,  which 
carries  the  pinion.  To  graduate  the  scale, 
suspend  the  balance  by  the  ring  A,  and 
attach  known  weights  to  F  by  the  hook  d  c. 
riie  rack  G  H  will  work  the  pinion  I,  and 
the  needle  fixed  on  the  axis  of  this  pinion 
takes  up  successively  the  positions  figured 
from  0  to  100  ;  these  numbers  express  the 
force  of  tension  on  the  spring  in  pounds. 
The  index  of  the  needle  describes  about  | 
of  the  inch  as  the  maximum  tension  of  the 
spring,  or  for  the  greatest  distance  between 
the  extremities  0  and  D  of  the  spring, 
wliich  is  about  I'l  inch. 

Tlie  plane  of  the  balance  being  supposed 
vertical,  as  in  the  projection,  on  another 
vertical  plane  passing  through  the  axis  of 
the  pinion  ;  the  fiice  of  the  brace  A  B,  per- 
pendicular to  the  plane  of  the  Ihiib,  is 
drawn  parallel  to  itself  in  A'  B' ;  we  see 
on  this  face  in  the  parallelogram  12  3  4, 
the  projection  of  an  opening  made  in  the 
thickness  of  the  brace  A  B,  to  make  way 
for  the  toothed  part  G II  of  the  rack ;  the 
breadtli,  12  or  .3  4,  of  this  opening  is  4 
inches ;  L  M  is  the  projection  of  the  axis 
of  the  pinion  I ;  the  spring  C  K  D  is  pro- 
jected in  C  D  ;  the  plane  on  which  the  face 
is  scrcAved  has  for  its  projection  T  V.  The 
spring  is  O'l  1  of  an  inch  thick,  and  1'2  inches 
broad.  To  render  this  balance  more  con- 
venient, a  needle  is  added,  which    turns 

freely  on  the  face  round  the  axis  of  the  pinion  I,  and  may  be  emjDloyed  as  the  dynamometer ;  it  is  even 
preferable  for  measuring  the  ordinary  strength  of  men. 

Of  the  Diinainometric  Machine,  and  the  Measurement  of  the  Tangential  Force  of  an  Axletree. — Let 
A  B,  Fig.  1165,  be  the  section  of  an  axle  moved  by  water  or  any  other  power;  an  unknown  but  con- 
stant resistance  acts  tangentially  to  this  axle,  and  we  require  to  measure  it.  To  resolve  this  question, 
suppose  we  fix  on  tlie  axle  A  B  of  a  wheel  D  E  F  G  H,  of  any  number  of  rays  C  D,  C  E,  C  F,  <fcc. ;  this  wheel 
turns  with  the  axle.  Another  wheel  having  the  same  number  of  spokes,  C  d,  C  c.  Of,  turns  freely  on 
the  same  axle ;  springs  D  rf,  E  e  are  attached  to  the  couples  of  the  spokes,  C  D,  C  4  C  E,  C  e  of  tlie 
two  wlieels,  so  that  the  points  of  attachment  D  and  d  of  the  extremities  of  the  springs  are  in  a  plane 
perpendicular  to  the  axis  of  rotation  C  of  the  axle  A  B,  and  at  an  equal  distance  from  this  axle. 

Having  disposed  the  power  or  mover  so  that  it  sliall  turn  tlie  wlieel  freely  in  the  direction  of  the 
arrow  X,  it  is  evident  that  the  extremities  de,fg  of  the  springs  fixed  to  this  wheel,  would  swerve  from 
tlie  points  of  attachment  D  E  F,  (fee. ;  that  the  equal  angles  D  c  <i,  F  c  e,  E  cf  &c.,  whose  sides  pass 
through  the  extremity  of  the  springs,  ..onsidered  in  their  primitive  position,  would  become  other  equal 
Bugles  "Dcd,  E  c  <?,  E  cf,  (fee,  and  all  the  other  sjirings  would  be  stretched,  if  not  equally,  at  least  at 
jhe  same  angle :  when  the  total  tension  of  the  springs  is  equivalent  to  the  resistance  applied  tangentially 
*.o  the  axle,  tlie  system  of  the  two  wheels  will  turn  on  the  axis  A  B  as  one  and  the  same  wheel.  Now 
suppose  that  tlie  axis  turns,  and  that  we  can  measure  one  of  the  angles  D  c  d',  at  which  all  the  springs 
are  stretched,  we  shall  have  in  the  triangle  D  C  c^'  the  angle  C,  the  equal  sides  CD,  Gd,  and  conse- 
quently the  perpendicular  let  fall  from  the  centre  C  on  the  side  D  d,  or  the  radius  of  the  circle  to 
which  the  force  which  stretches  the  spring  is  tangential.  We  may,  besides,  observe  the  number  of 
tmiis  cf  an  axis  in  a  given  time,  whence  we  may  deduce  the  velocity  of  the  point  at  wliich  the  force 
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that  stretches  each  spring  is  applied.    Multiply  this  velocity  by  the  sum  of  the  tension  of  the  springs 
the  product  will  be  tlie  dynamic  effect  of  an  axis  in  a  unity  of  time,  for  example  1". 

To  measure  the  angle  Dcd,  which  moves  in  a  plane  perpendicular  to  the  axis  of  rotation  C  of  the 
axis  A B,  we  fix  on  the  lines  Gd,  CD,  the  middle  of  the  radii,  two  small  hammers  a b,  coupled  by  n 
spring  D  d',  which  each  moves  in  a  plane  perpendicular  to  the  axis  of  rotation  C,  and  at  equal  or  unequal 
distances  from  tliis  axis,  but  greater  than  the  radii  of  the  wheels.  These  hammers  strike  two  bells 
placed  beyond  on  circles  described  through  a  and  b.  This  being  arranged,  we  can  with  a  seconds  watch 
measm-e  the  time  whicli  elapses  between  the  two  consecutive  sounds  resulting  from  the  blow  of  each 
of  the  hammers  on  the  bells,  and  knowing  besides  the  time  of  the  entire  revolution  of  the  hammers, 
these  two  portions  of  time  will  be  in  the  ratio  of  the  arc  which  measures  the  angle  of  the  right  lines 
passing  through  the  extremity  of  each  spring  to  the  entire  circumference.  Tliis  angle  being  known,  we 
can  easily  measure  the  weight  which  stretches  each  spring  at  a  known  angle,  and  the  sum  of  these 
weights  will  be  the  total  tension  of  the  dyuamometric  machine. 

116.5. 
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By  this  description  it  will  be  seen  that  simple  springs  without  needles  or  scales,  whose  force  of  tension 
for  the  same  lengthening  may  be  sensibly  unequal,  give  exactly  the  measurement  of  a  tangential  force 
applied  to  axes :  by  taliing  springs  capable  only  of  a  tension  of  a  ton,  we  may  place  eight  on  a  circle 
of  39'37  inches  radius,  and  eight  others  on  a  concentric  circle  of  8  decimetres,  supposing  the  axle  makes 
four  turns  per  minute ;  the  dynamometric  machine  will  show,  on  tliis  hypothesis,  that  the  dynamic  effect 
produced  by  a  force  applied  to  an  axle  is  nearly  equivalent  to  that  obtained  from  80  horses. 

Another  dynamometer  deserves  to  be  mentioned:  a  vessel  containing  water  should  have  a  cylinder, 
made  of  some  heavier  substance  than  the  water,  suspended  in  it  by  a  rope  passing  over  a  pulley :  when 
the  upper  surface  of  the  cyUnder  is  on  a  level  with  the  surface  of  the  water,  the  weight  of  the  cylinder, 
or  the  force  which  it  exerts  upon  tlie  rope,  will  be  equal  to  the  absolute  weight  of  the  cyUnder  in  air 
diminished  by  the  weight  of  a  quantity  of  water  of  the  same  magnitude  as  the  cyhnder :  a  horse  or  a 
man  pulling  at  the  rope  to  raise  the  cyUnder  above  the  fluid  surface,  the  weight  of  the  cylinder  will 
gradually  increase ;  and  if  the  magnitude  and  specific  gravity  of  the  cyhnder  are  duly  adjusted  to  the 
force,  there  will  be  a  particular  position  of  the  cylinder  at  which  its  weight  will  exactly  balance  that 
apphed.  The  forces  in  equilibrio,  or  those  required  to  be  measured,  wiU  be  equal  to  the  absolute  weight 
of  the  cylinder,  diminished  by  the  weight  of  a  quantity  of  water  equal  to  the  magnitude  of  the  immersed 
part  of  the  cylinder :  a  scale  attached  may  be  so  set  out,  that  it  will  accurately  measure  the  force  ap- 

!)lied,  and  the  cylinder  can  be  increased  to  any  length  by  diminishing  its  diameter,  so  that  a  very 
engthened  division  may  be  adopted. 


ECCENTRICS.  The  term  eccentric  is  applied  in  general  to  all  such  curves  as  are  composed  of  points 
situated  at  unequal  distances  from  a  central  point  or  axis.  The  ellipse,  the  curve  called  the  fieart,  and 
even  the  circle  itself,  when  supposed  to  he  fixed  upon  an  axis  which  does  not  pass  through  its  centre, 
are  examples  of  eccentric  curves.  . 

The  object  of  such  curves,  which  are  of  frequent  occurrenc  e  in  machinery,  is  to«convert  a  rotary  into 
an  alternating  rectilinear  motion ;  and  their  forms  admit  of  an  infinite  variety,  according  to  the  nature 
of  the  motion  desired  to  be  imparted.  Examples  of  their  application  occur  in  many  arrangements  of 
pumps,  presses,  valves  of  steam-engines,  spinning  and  weaving-machines,  &c. 

Fig.  116G  illustrates  the  distribution  of  the  eccentrical  symmetrical  curve  called  the  heart,  which  is 
such  as,  when  revolving  with  a  uniform  motion  on  its  axis,  to  communicate  to  a  moveable  point  A,  an 
uniform  rectilinear  motion  of  ascent  and  descent. 

Let  C  be  the  axis  or  centre  of  rotation  upon  which  the  eccentric  is  fixed,  and  which  is  supposed 
to  revolve  uniformly ;  and  let  A  A'  be  the  distance  which  the  point  A  is  required  to  traverse  during  a 
half  revolution  of  the  eccentric.  From  the  centre  C,  with  radii  respectively  equal  to  C  A  and  C  A', 
describe  two  circles;  divide  the  greatest  into  any  number  of  equal  parts  (say  16),  and  draw  through 
these  points  of  division  the  radii  C  1,  C  2,  C  3,  &c.     Then  divide  the  Une  A  A'  into  the  same  nam- 
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ber  of  equal  parts  as  are  contained  in  the  semicircle  (that  is,  into  8  in  the  example  now  before  us),  and 
through  all  the  points  1',  2',  3',  <tc.,  draw  circles  concentric  with  the  former;  the  points  of  their  inter- 
section B,  C,  E,  &c.,  with  the  respective  radii,  C  1,  C  2,  C  3,  &c.,  are  points  in  the  curve  required,  itd 
vertex  being  at  the  point  8. 

It  will  now  be  obvious  that  when  the  axis,  in  its 
angular  motion,  shall  have  passed  through  one 
division,  in  other  words,  when  the  radius  C  1  co- 
incides with  C  A',  the  point  A,  being  urged 
upwards  by  the  curvature  of  the  revolving  body 
on  which  it  rests,  will  have  taken  the  position 
indicated  by  1' ;  and  further,  when  the  succeed- 
ing j'adius  C  2  shall  have  assumed  the  same  po- 
sition, the  point  A  "nail  have  been  raised  to  2', 
and  so  on  till  it  arrives  at  A',  after  a  half  revolu- 
tion of  the  eccentric.  The  remaining  half  A  G 
F  8  of  the  eccentric,  being  exactly  symmetrical 
with  the  other,  will  enable  the  point  A  to  descend 
precisely  in  the  same  manner  as  it  is  elevated. 
It  is  thus  manifest  that  this  curve  is  fitted  to  im- 
press a  uniform  motion  upon  the  point  A  itself, 
but  in  practice  a  small  friction  roller  is  usually  in- 
terposed between  the  surface  of  the  eccentric  and 
the  piece  which  is  to  be  actuated  by  it.  Accord- 
ingly, the  point  A  is  to  be  taken  as  the  centre  of 
this  roller,  and  the  curve  whose  construction  we 
have  just  explained  is  replaced  by  another  sim- 
ilar to,  and  equidistant  from  it,  which  is  drawn 
tangentially  to  arcs  of  circles  described  from  the 
various  points  in  the  primary  curve  with  the  radius  of  the  roller.  This  second  curve  is  manifestly 
endowed  with  the  same  properties  as  the  other;  for,  supposing  t'je  point  e,  for  example,  to  coincide 
with  A,  if  we  cause  the  axis  to  revolve  through  a  distance  equal  to  one  of  the  divisions,  the  point  f, 
which  is  the  intersection  of  the  curve  with  the  circle  whose  radius  is  C  1',  will  then  obviously  have 
assumed  the  position  1' ;  at  the  next  portion  of  the  revolution,  the  point  r/  (which  is  such  that  the  angle 
y  C  «7  is  equal  to  e  C  y)  will  have  arrived  at  2',  and  so  on.  Thus  it  is  plain  that  the  point  a  will  be  el- 
evated and  depressed  uniformly  by  means  of  the  second  cvurve,  in  the  same  manner  as  that  denoted  by  A 
is  actuated  by  the  first. 

It  is  obvious  that  the  movable  point  A  must,  in  actual  working,  be  held  in  contact  with  the  surface 
of  the  eccentric ;  this  is  generally  accomplished  by  the  action  of  a  weight  or  of  a  spring ;  but  in  forms 
similar  to  fig.  1166,  in  which  all  the  diameters,  as  A  8,  B  F,  D  G,  &c.,  are  equal,  two  friction- rollers 
A  8  connected  and  placed  diametrically  opposite  each  other  may  be  used,  which  will  be  thus  alternately 
and  similarly  impelled ;  in  many  cases  an  eccentric  groove  is  cut,  and  the  friction-roller  or  point  A,  id 
made  to  slide  in  this  groove. 

ELECTRICITY.  All  substances  are  susceptible  in  a  greater  or  less  degree  of  electrical  excitation, 
but  according  to  their  readiness  to  evince  electric  properties  by  friction,  they  are  classed  as  electric  or 
non-electric.  Electric  substances  have  not  only  the  propert}'  of  electrical  excitation,  but  also  the  power 
of  confining,  or  imprisoning,  as  it  were,  the  communicated  electricity  upon  other  bodies,  in  which  it  could 
not  under  the  same  circumstances  be  so  excited  ;  while  on  the  other  hand,  the  non-electric  substances  al- 
low the  electricity  to  pass  off.  Xon-electric  substances,  therefore,  have  been  called  conductors,  and  electric 
substances,  non-conductors  or  insulators.  These  expressions  are  merely  relative,  yet  the  difference  in 
conducting  powers  in  certain  bodies  is  enormous  ;  that  of  iron,  for  instance,  being  estimated  at  400  000,000 
times  greater  than  that  of  water. 

Excitation  of  Eleciriciiy  hy  the  Mechanical  Movements  of  Bodies. 

*  Various  names  have  been  applied  to  denote  the  different  modes  of  producing  electrical  excitation. 
When  one  body  is  rubbed  by  another,  as  in  the  case  of  the  common  frictional  electrical  machine,  this 
peculiar  mode  of  excitation  has  been  termed  "  Frictional,"  and  "  Mechanical,"  and  hence  the  term  "  fric- 
tional electricity  "  and  "  mechanical  electricity  "  has  originated.  The  excitation  developed  by  means  of 
heat,  has  been  denoted  "  Thermo-electricity ; "  that  developed  by  means  of  magnets,  "  Magneto-electri- 
city ; "  that  by  means  of  the  chemical  decomposition  of  zinc  by  acids  in  the  battery  cell,  "  Galvanic  " 
and  "  Chemical"  electricity.  The  excitation  developed  by  the  organs  of  certain  fishes,  has  been  termed 
"  Animal "  electricity.  These  several  distinctive  names  appear  to  have  been  introduced  into  popular  use 
for  the  convenience  of  arranging  classes  of  facts  of  different  modes  of  exciting  electrical  action,  rather 
than  for  establishing  any  discrimination  in  the  essential  nature  of  the  electricity  excited.  Indeed,  Pro- 
fessor Faraday  instituted  a  course  of  experiments  for  the  express  purpose  of  proving  that  there  is  no 
actual  difference  in  the  nature  of  electricity,  however  excited,  and  that  all  these  kinds  of  "  electricities" 
are  identical.  Considering  all  electric  excitation  to  be  simply  the  propagation  of  mechanical  action 
through  the  medium  of  electric  matter,  and  that  impulses  of  mechanical  force  are  all  identical  in  their 
nature,  however  excited,  and  however  propagated,  the  preceding  result,  verified  by  Faraday,  might  be 
thcoraticailly  anticipated.  The  presence  of  electric  matter  in  motion,  or  in  an  excited  state,  is  tested  by 
ts  propagation  of  motion  to  some  kind  of  freely  movable  and  palpable  portions  of  matter.     In  the 
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construction  of  all  kinds  of  electroscopes,  the  principal  study  has  heen  to  arrange  the  lightest,  or  moaj 
flexible  portions  of  matter,  in  the  most  freely  movable  positions  near  each  other.  Although  feathers, 
pieces  of  threads,  and  of  straws,  may  serve  to  detect  by  their  movements  the  propagation  of  electric 
action,  yet  convenience  has  been  consulted  in  using  other  substances  systematically  arranged  in  the  form 
of  instruments.  One  of  the  simplest  kind  of  electroscopic  instruments  is  constructed  of  a  couple  of 
1167.  balls  of  the  size  of  a  pea,  made  of  the  pith  of  alder  or  of  a  cornstalk, 

suspended  by  very  fine  silver  wires,  or  threads  coated  with  black  lead, 
and  suspended  from  a  metallic  kr. ob  A,  attached  to  a  glass  handle  to  in- 
sulate it,  as  shown  in  the  figure.     On  bringing  the  knob  A  into  contact 
with  an  excited  body,  the  balls  will  become  divergent  as  seen  in  the  fig- 
ure ;  and  if  a  body  be  not  electrically  excited,  the  balls  will  continue 
drooping  in  contact  with  each  other.     The  different  degrees  or  extent  of 
their  divergency  will  of  course  indicate  the  degree  of  intensity  of  the 
electro-dynamic  action.     This  fact  of  a  reciprocal  separation  or  repul- 
sion of  two  bodies,  is  assumed  to  be  a  test  of  electrical  excitation.- 
Harems  Electroscope. — Fig.  1168.     By  inserting  a  wire  M,  with  a  brass  knob  afiixed  to  the  end  of  it, 
whi^h  may  be  approximated  by  means  of  a  screw  cut  upon  its  circumference  to  within  a  very  minute 
distance  of   a  single  strip  of  gold  leaf.     The  intensity  of  the  propagation  of  the  electro-dynamic  action 

through  a  space  of  air  being  found  to  decrease  in  the  inverse  ratio 
of  the  squares  of  the  increased  distances,  this  instrument  becomes 
thus  exceedingly  sensitive  to  the  slightest  disturbances  of  electri- 
cal matter  in  the  gold  leaves  propagated  from  the  metallic  cap, 
which  is  made  of  zinc.  By  means  of  this  simple  instniment,  one 
of  the  most  important  facts  in  the  whole  science  of  electro-dy- 
namics may  be  experimentally  demonstrated  by  bringing  into 
contact  with  the  plate  various  kinds  of  metals,  as  the  plate  insu- 
lated by  a  glass  handle.  A  disturbance  of  the  natural  electro- 
static condition  of  the  plate  and  of  the  gold  leaves  suspended 
therefrom,  is  producible  by  the  simple  approximation  and  contact 
of  various  bodies  with  the  plate ;  the  sifting  of  various  pulverized 
substances  thereon  being  sufficient  to  produce  the  movement  of 
the  gold  leaf.  Both  of  these  metallic  plates  may  be  separately 
examined  by  the  test  of  the  contact  with  other  electroscopes  com- 
posed of  pith  balls  or  flexible  gold  leaves,  and  no  signs  of  elec- 
tricity will  be  discoverable.  Now  place  the  plate  of  copper  on 
the  plate  of  zinc,  which  is  called  the  cap  of  the  electroscope,  and 
hold  one  hand  in  contact  with  M,  which  is  to  be  screwed  up  un- 
til the  ball  at  the  end  of  it  is  brought  close  to  the  tip  end  of  the 
pendent  strip  of  gold  leaf;  and  with  the  other  hand,  touch  the 
copper  plate,  and  then  lift  it  by  the  glass  handle  from  the  zinc. 
At  the  instant  the  separation  is  effected,  the  gold  leaf  will  he 
seen  to  strike  the  ball,  if  the  latter  be  previously  brought  to  with- 
in the  distance  of  /gth  of  an  inch  from  the  former.  This  instrument  serves  the  purpose  of  a  delicate 
electrometer  to  measure  very  minute  degrees  of  intensities  of  electrical  action. 

To  demonstrate  that  an  artificially  excited  body  will  develop  electrical  excitation  in  another  unex- 
cited  body  with  which  it  may  be  brought  into  contact,  Volta  invented  a  very  simple  kind  of  electrical 
machine,  which  he  denominated  The  Electrophonis. — The  name  of  this  electrical  apparatus  is  derived 
from  the  Greek  words  signifying  '■'■Producer  of  Electricity^ 

The  electrophorus  consists  simply  of  a  cake  of  sealing-wax,  which  material  is  selected  as  being  a 
readily-excitable  substance.     A  more  tough  and  useful  compound  is  commonly  used,  made  by  melting 

together  equal  parts  of  pitch  and  resin,  combined 
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with  a  little  linseed  oil.  This  composition, 
whilst  in  a  melted  state,  is  poured  into  a  flat  cir- 
cuhar  tin  dish,  having  a  rim -of  about  half  an 
inch  in  height,  as  shown  at  C.  A  round  metal- 
lic plate  D,  adapted  to  the  size  of  this  cake  of 
resinous  matter,  is  afiixed  to  the  insulating  glass 
handle  K,  by  which  the  plate  of  metal  may  be 
alternately  lifted  from  the  cake  of  resin,  and 
again  brought  into  contact  therewith. 

Whenever  it  is  desirable  artificially  to  propa- 
gate electro-dynamic  action  from  the  cake  of  re- 
sin to  some  adjacent  body,  the  circular  plate  of 
metal  is  taken  by  the  tip  of  the  glass  handle, 
and  brought  into  contact  with  the  cake  of  resin, 
and  at  the  same  time  the  finger  is  brought  to 
touch  the  plate.  Then  the  finger  is  to  be  with- 
drawn, and  the  plate  removed  by  holding  the 
tip  of  the  glass  handle. 

The  electrophorus  is  used  practically  for  pro- 
ducing instantaneous  light,  by  causing  an  elec- 
tric spark,  always  excitable  in  an  instant  from 
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the  plate  on  being  lifted  from  the  cake  of  resin,  to  kindle  a  jet  of  hydrogen  gas  artificially  arranged  to 
issne  from  a  small  apparatus,  containing  a  lump  of  zinc  in  acidulated  water. 

The  mechanical  jsressure  of  bodies,  as  well  as  friction  and  contact,  propagates  electro-dynamic  action. 
Elastic  India-rubber  or  caoutchouc,  develops  extraordinary  electric  excitation  by  sudden  compression 
Sparks  issue  in  vivid  coruscations  to  a  distance  of  several  inches  from  between  the  rollers  used  for  com- 
pressing sheets  of  this  material  in  the  process  of  incorporating  it  into  manufactures  of  cloth.  In  cer- 
tain processes  of  calico  printing,  the  India-rubber,  dissolved  in  spirits  of  turpentine  and  alcohol,  and 
mixed  with  ultra-marine  blue,  or  other  colored  substances,  is  passed  with  great  pressure  between  the 
engraved  copper  rollers  and  the  cloth  to  be  imprinted  therewith.  A  torrent  of  sparks  I  have  noticed 
to  issue  from  the  compressed  India-rubber,  too  intense  to  be  sustained  by  the  knuckles,  held  near  them, 
without  absolute  pain.  Indeed,  the  process  of  printing  with  this  material  was  finally  suspended  from 
the  danger  of  burning  up  the  building  and  machinery  employed,  the  sparks  having  actually  set  fire  to 
the  compositio;!  of  tui-pentine,  alcohol  and  India-rubber,  and  caused  the  cloth  in  the  machine  to  be 
burnt  up. 

IITO 


Frictional  electrical  machines  were  first  constructed  to  be  operated  by  the  successive  approrhmdions  or 
iiomtacts  of  the  parts  of  the  revolving  glass  cylinder  A,  against  the  parts  of  a  rubber  attached  to  a  hol- 
low metallic  cylinder  F,  mounted  on  a  pillar  of  glass.  This  pillar  is  sustained  on  a  sliding  base-board  at 
the  bottom,  capable  of  being  moved  by  a  screw  towards  the  glass  cylinder,  to  regulate  the  intensity  of 
the  pressure,  and  consequently  of  the  friction  of  the  rubber.  The  rubber  is  made  of  leather  stufFii 
with  horse  hair  to  constitute  an  elastic  cushion. 

Another  hollow  metallic  cylinder,  termed  a  "  prime  conductor,"  is  represented  at  E,  furnished  with  a 
row  of  pointed  wires  facing  the  glass  cylinder,  designed  to  serve  for  collecting  the  electricity  excited 
therefrom.  To  prevent  the  escape  or  propagation  of  the  electro-dynamic  action  i'rom  the  prime  con- 
ductor, it  is  insulated  by  the  inten'ention  of  a  non-conducting  glass  pillar.  A  flap  of  silk  G,  is  attached 
to  the  cushion,  and  is  spread  out  over  the  top  of  the  revolving  cylinder,  to  suppress  the  dissipation  of 
the  electrical  action  by  the  reaction  of  the  air,  before  it  reaches  the  row  of  points  at  E. 

A  revolving  movement  may  be  imparted  to  the  glass  cylinder  by  the  animal  motive  power  of  the  hu- 
man hand  applied  to  turn  the  crank-handle  attached  to  the  pulley  W.  Into  this  pulley  a  grooved  score 
is  turned,  adapted  to  receive  the  cord  that  extends  from  it  to  a  similar  groove  in  a  pulley  attached  to 
the  asiH  of  the  glass  cylinder. 

The  jonductor  E  has  also  been  denominated  the  positive  conductor,  in  contradistinction  to  the  con- 
ductor attached  to  the  rubber,  which  is  denominated  the  mgative  conductor,  the  former  being  supposed 
to  contain  an  accumulation,  or  "  positive"  excess  of  the  fluid ;  and  the  latter  supposed  to  have  yielded 
up  a  portion  of  its  natural  share  of  electricity,  and  to  be  reduced  to  a  "negative"  state. 

To  augment  the  excitation,  it  is  usual  to  apply  to  the  rubbing  surface  of  the  cushion  a  compound  of 
metals  triturated  Avith  lard.-  One  part,  by  weight,  of  tin,  and  two  parts  of  zinc,  are  melted  together, 
and  mixed  with  six  parts  of  mercury,  which  are  to  be  well  stirred  together  until  solidified.  The  brittle 
compound  is  then  pulverized  in  a  mortar,  and  mixed  with  a  sufficient  quantity  of  lard  to  reduce  it  to 
the  consistency  of  a  paste. 

A  superior  improved  Plate  Electrical  Machine  has  been  introduced,  which  has  superseded  the  tise  dF 
Jie  cylindrical  machmes,  one  of  which  is  represented  in  fig.  1171. 

The  glass  plate  is  caused  to  revolve  by  means  of  the  crank  handle  C,  attached  to  an  axis  passing 
through  the  plate,  which  is  supported  between  two  pillars.  Attached  to  the  inner  sides  of  these  pillars 
are  four  cushions,  compressing  the  plate  between  them  at  the  upper  and  lower  portions  of  the  disc, 
each  having  flaps  of  silk,  D  D,  appended  thereto.     The  intensity  of  the  pressure  of  the  cushions  is  reg- 
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nlated  by  screws.  The  two  opposite  conductors  A  B,  are  supported  by  two  stout  glass  pillars  E,  E  fixer 
at  each  end  of  the  mahogany  base-board,  on  which  the  other  parts  of  the  machine  are  mounted.  The 
brass  arch  C  C,  is  sustained  at  the  centre  and  lower  ends  by  the  glass  pillars  E,  E,  E,  and  connects  the 
two  conductors  A  B. 

The  large  electrical  machine  at  the  Polytechnic  Institute,  in  London,  has  a  plate  of  the  diameter  of 

7^-   feet,  the  sparks  from  the  huge  conduc- 
1171  tor  of  which,  it  is  stated,  "are  nearly  suffi- 

cient to  fell  a  man  to  the  floor." 

By  scanning  the  details  of  the  arrange- 
ment of  the  parts  of  the  preceding  machines, 
it  is  to  be  particularly  noticed  here,  that  the 
system  kept  in  view  throughout  all  the  plans 
of  their  construction  is  simply  confined  to 
two  distinct  principles. 

1st.  To  move  one  portion  of  matter  near 
another,  in  order  to  disturb  the  natural  state 
of  rest  of  the  electric  matter  existing  in 
connection  with  both  bodies. 

2d.  To  direct  the  consequent  propagation 
of  the  electro-dynamic  impulses  in  some 
one  specific  line  of  action,  by  means  of  in- 
terposed non-conducting  substances,  and  of 
a  continuous  line  of  conducting  substances, 
to  concentrate  them  on  a  determinate  point. 
'•'■Magneto-Electricity."  The  earliest  ac- 
count published  of  the  first  successful  exper- 
iment in  exciting  electricity  by  the  influence 
i3  of  magnets,  appeared  in  April,  1832,  in  the 
"Annal;  of  Philosophy,"  as  communicated 
by  Professor  Faraday. 

"  If  a  wire,  connected  at  both  extremities 
with  a  galvanometer,  be  coiled  in  the  form 
of  a  helix  around  a  magnet,  no  ciu-rent  of 
electricity  takes  place  in  it.  This  is  an  ex- 
periment which  has  been  made  by  various 
persons  hundreds  of  times,  in  the  hope  of 
evolving  electricity  from  magnetism ;  and, 
as  in  other  cases  in  which  the  wishes  of 
the  experimenter  and  the  facts  are  opposed 
to  each  other  has  given  rise  to  very  conflict- 
hig  conclusions.  But  if  the  magnet  be  with- 
drawn, or  introduced  into  such  a  helix,  a 
current  of  electricity  is  produced  whilst  the  magnet  is  in  motion,  and  is  rendered  evident  by  the  deflection 
of  the  galvanometer.  If  a  single  wire  be  passed  along  a  magnetic  pole,  a  current  of  electricity  is  in- 
duced through  it,  which  can  be  rendered  sensible.  Whenever,  also,  a  piece  of  metal  is  moved  near  a 
magnet,  so  as  to  intersect  the  magnetic  curves,  electricity  is  evolved,  according  to  very  simple  laws." 

Fig.  1172  represents  a  powerful  magneto-electrical  machine.     The  driving  wheel  W,  may  be  turned 
either  by  the  hand,  or  by  a  baud  moved  by  steam  power  or  water  power. 


From  the  wheel  TV,  a  band  is  extended  around  a  smaller  wheel,  or  pulley  to  be  turned  thereby.  T^e 
nnper  part  of  the  pillar  P,  slides  into  the  lower  part,  and  admits  of  being  fixed  higher  or  lower  by  the 
bindine  screw  P,  so  as  to  tighten  the  band  as  desired.  An  U  magnet  N,  is  fixed  horizontally  with  its 
'wo  poles  as  near  to  the  ends  of  the  armature  B,  as  will  allow  tlie  latter  to  revolve  wiUiout  touching 
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them.  The  armature  is  made  of  a  piece  of  soft  iron,  bended  twice  at  right  angles  to  resen>blo  also  the 
shape  of  the  letter  U.  Around  each  of  its  legs  is  wound  a  helix  of  fine  wire  coated  with  thread.  This 
piece  of  iron  with  its  environing  coils  of  insul.ated  wire,  is  fixed  upon  an  axis  extended  from  the  pillar 
P  to  another  pillar  erected  between  the  poles  of  the  magnet.  This  axis  is  caused  to  revolve  rapidly  by 
the  hand  from  the  multiplying  wheel  W. 

Both  of  the  arms  of  the  revolving  bar  of  iron  are  rendered  magnetic  for  an  instant,  as  they  succes- 
sively pass  the  two  approximated  poles  of  the  permanent  steel  magnet  N ;  and  they  cease  for  an  instant 
to  be  magnetic  on  passing  away  from  the  influence  of  these  two  magnetic  poles.  The  leg  of  the  iron 
bar  wliicii  approaches  the  N  pole  acquires  the  opposite  south  polarity,  and  the  other,  the  opposite  north 
polarity.  The  intensity  of  the  excitation  increases  until  the  ends  of  the  armature  are  exactly  opposite 
to  the  ends  of  the  poles  of  the  steel  magnet,  and  then  diminishes  to  a  minimum,  when  they  stand  cross- 
wise to  each  other.  By  the  continuance  of  the  motion,  each  leg  of  the  iron  armature  becomes  opposite- 
ly excited  on  approaching  the  opposite  pole. 

These  rapid"  transitions  of  magnetic  excitations  in  the  revolving  bar  of  iron  induces  equally  rapid  tran- 
sitions of  excitation  of  the  electric  matter  existing  in  connection  with  the  coils  of  wire,  wound  around  th(  m 
both  continuously.  But  it  is  manifest  on  inspecting  the  arrangement  of  these  two  coils  of  wire  revolv- 
ing about  the  axis,  that  their  ends  cannot  remain  connected  with  any  stationary  portion  of  the  appara- 
tus, as  they  would  become  broken  off  by  the  revolving  movement.  To  overcome  this  difficulty,  Dr. 
Page  has  invented  a  "  Sdf-acling  Current  Chanr/er." 

In  the  figure,  A  represents  a  sectional  view  of  the  axis  of  the  spindle  carrying  around  the  iron  prongs 
with  the  environing  wire  coils.     S,  S,  represent  two  semi-cylindrical  plates  of  silver  fitted  to  the  axis  A, 
but  insulated  therefrom  by  Tarnished  silk  or  otherwise,  and  turning  with  the 
spindle.     To  each  one  of  these  semi-cylindrical  pieces  is  soldered  one  of  the  11'3 

two  ends  of  the  wire  coiled  about  the  iron  prongs.  In  contact  with  these  semi- 
cylindrical  pieces,  and  gently  pressing  against  them  whilst  they  revolve  beneath 
them,  are  the  two  elastic  silver  springs  W,  W,  which  remain  at  rest,  being  sol- 
dered permanently  to  the  ends  of  the  conducting  wirea  that  are  designed  for 
propagating  the  electric  action  to  the  bodies  to  be  afiected  thereby.  By  this 
arrangement  a  continuous  metallic  contact  is  preserved  between  the  ends  of  the 
wire  coils  revolving  on  the  spindle,  and  the  ends  of  the  conducting  wires  leading  to  the  two  screw  cups, 
shown  at  the  opposite  end  of  the  base-board  of  the  machine. 

By  means  of  the  mechanism  of  the  revolving  armature  and  coils,  several  thousand  changes  in  the 
directions  of  propagation  of  the  ebbing  and  refluent  electnc  surges  may  be  produced  in  a  minute,  when 
the  wheel  W  is  very  rapidly  turned  by  the  crank  handle,  or  preferably  by  steam  or  water  power.  The 
intensity  of  the  ebbing  and  returning  surges  of  electric  action  is  correspondingly  augmented  with  the 
rapidity  of  their  movements  toward  and  from  the  poles  of  the  permanent  magnet. 

Although  the  directions  of  these  ebbing  and  returning  surges  are  reversed  twice  during  each  revolu- 
tion, yet  the  connections  of  the  two  semi-cylindrical  pieces  are  such  as  to  turn  all  the  ebbing  surges  in 
one  direction,  by  one  of  the  connecting  pieces  S,  and  all  the  refluent  surges  uniformly  in  an  opposite 
direction  through  the  opposite  connecting  piece. 

It  is  necessary  to  adjust  the  contact  of  the  springs  with  the  semi-cylindrical  pieces  revolving  with 
the  spindle,  so  that  the  direction  of  the  current  in  the  coil  may  be  reversed  at  the  moment  when  the 
ends  of  the  iron  prong  and  coils  have  passed  the  poles  of  the  permanent  horseshoe  magnet.  By  means 
of  this  arrangement,  the  effluent  current  of  electric  discharges  are  made  always  to  escape  in  the  direc- 
tion through  the  binding-cup  B,  and  the  refluent  current  of  shocks  to  return  by  the  opposite  binding- 
cup  A ;  and  thus  by  this  regular  changing  of  the  connection  with  the  ends  of  the  wire  environing  the 
electro-magnetic  iron  prong,  the  initial  currents  of  electricity  are  always  directed  to  move  separately  in 
one  direction,  and  the  terminal  currents  in  the  opposite  direction,  in  the  same  manner  as  occurs  between 
rhe  exciting  rubber  and  main  conductor  of  the  electrical  machine,  and  between  the  zinc  and  copper  of  a 
galvanic  battery. 

The  uniform  propagation  of  electro-dynamic  action,  in  an  uniform  current  produces  less  violent  ef- 
fects on  the  nerves  and  muscles  of  animal  bodies  than  oppositely  directed  alternate  surges  of  electric 
action.  By  adding  to  the  magneto-electric  machine  the  apparatus  of  a  "  contact  breaker,"  designed  to 
interrupt  very  rapidly  a  continuous  action,  it  is  capable  of  producing  such  a  "torrent  of  shocks,"  when 
the  machine  is  of  large  size,  and  the  revolutions  of  it  are  rapidly  accelerated,  and  such  violent  spas- 
modic contractions  of  the  muscles  of  the  hands,  which  gi-asp  the  handles,  shown  at  H,  in  the  preceding 
figure,  as  to  prevent  the  tortured  experimenter  from  dropping  them,  to  relieve  himself  of  the  agony 
which  he  thus  involuntarily  endures.  By  means  of  this  machine,  impulses  of  mechanical  force  may  be 
propagated  through  the  medium  of  electric  matter  to  put  in  motion  light  machinery,  as  that  for  striking 
a  bell,  with  as  much  systematic  regularity  as  the  same  impulses  are  commonly  propagated  through 
leather  bands  and  iron  shafts,  for  putting  in  motion  mil!  machinery. 

These  magneto-electric  machines  excite  electric  currents  which  resemble  those  of  galvanic  batteries, 
being  sufficient  to  operate  electric  telegraphs,  to  decompose  water,  to  deflagrate  metals,  to  heat  fine 
wires  red  hot,  to  fire  gunpowder,  and  to  precipitate  gold  and  silver  from  their  sohitions. 

Mr.  Shaw  gives  the  following  account  of  a  powerful  magneto-electric  machine  constructed  by  Mr. 
Woolrich,  and  used  in  the  workshops  of  Birmingham  for  the  practical  operations  of  electro-plating  and 
tfjlding.  The  magnets  are  made  to  revolve  by  the  motive  power  of  the  steam  engines  which  impel  the 
other  machinery  operated  in  these  workshops.  He  states,  "that  although  the  first  cost  of  the  magneto- 
electric  machine  is  certainly  greater  than  that  of  the  galvanic  apparatus  necessary  to  produce  the  same 
amount  of  power,  yet  the  expenses  of  working  it  are  incomparably  less,  being  limited  to  the  cost  of  a 
trifling  motive  power  of  a  steam  engine  or  water-wheel.  The  economy  of  the  magnetic  machine  for 
constant  use  must  eventually  gain  for  it  a  preference  to  the  voltaic  battery,  where  metal  is  to  be  depot- 
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ited  on  a  business  scale.     All  the  wear  and  tear  of  these  machines  is,  of  course,  limited  to  the  friction 
between  the  axis  and  its  bearings,  and  to  that  between  the  contact  breaker  and  springs." 

The  expense  of  the  consumption  of  the  matci-ials  of  acids  and  metals  is  very  considerable  in  ordinp.ry 
galvanic  batteries.  Thus,  as  illustrated  by  Mr.  Shaw,  "  in  depositinj^  zinc,  as  in  zincing  or  galvanizing 
the  surface  of  iron,  supposing  two  cells,  arranged  as  an  intensity  battery,  to  be  employed,  the  quantity 
of  zinc  deposited  would  be  just  one  half  of  that  decomposed  and  consumed  in  tlie  battery,  and  very 
nearly  the  same  proportion  would  obtain  in  the  case  of  copper.  Hence,  the  expense  of  this  mode  of 
plating  or  depositing  metals,  as  compared  with  the  value  of  metals  deposited,  is  very  great."  By  the 
use  of  the  magnetic  machine,  on  the  contrary,  the  expense  of  depositing  is  limited  to  the  trifling  cost 
of  the  motive  power  required  to  produce  the  rotation  of  the  armatures  of  the  apparatus.  So  uniform 
is  the  current  of  electricity  excited  by  this  apparatus,  and  so  regular  is  the  process  of  the  deposition 
carried  on  by  means  of  it,  that  the  mill  governor,  or  regulator  of  the  steam  engine,  serves  actually  to 
adjust  it  with  such  precision,  that  in  a  large  establishment  in  Birmingham,  where  this  process  of  electro- 
plating is  extensively  carried  on,  the  quantity  of  metal  deposited  as  a  coating  is  estimated  by  the  time 
during  which  the  machine  is  worked.  "  Repeated  weighings  having  demonstrated  that  the  relation  be- 
tween the  time  of  working  and  the  quantity  of  deposited  metal  is  sufficiently  accurate."'  From  300  to 
400  ounces  of  silver  per  week  have  been  deposited  from  sulphite  solutions  of  this  precious  metal,  by  a 
magneto-electric  machine,  described  by  Mr.  Shaw,  when  the  armatures  were  caused  to  make  G50  revo- 
lutions per  minute.  In  this  magneto-electric  machine,  there  are  8  armatures  and  coils,  each  of  which 
become  magnetic  and  cease  to  be  magnetic  four  times  in  passing  between  the  poles  of  4  fixed  permanent 
horseshoe  magnets ;  and  as  the  drum  that  caiTies  Jhem  makes  650  revolutions  per  ininute,  there  are, 
consequently,  20,800  changes  per  minute,  from  an  unmagnetic  to  a  magnetic  state,  induced  in  the  8 
soft  iron  armatures ;  and  an  equal  number  of  times  per  minute  is  a  portion  of  the  electricity  naturally 
existing  in  connection  with  the  wire  coils  expelled  and  returned.  Thus  20,800  electric  discharges  per 
minute  are  turned  by  the  pole  changer  to  flow  oflF  in  one  vmiform  direction  along  the  conducting  wire,  to 
exert  their  electro-mechanical  action,  like  the  regular  current  of  a  galvanic  battery.  During  the  most 
prolonged  periods  of  the  constant  use  of  these  magneto-electric  machines,  it  is  stated  by  Mr.  Shaw  that 
no  appreciable  diminution  of  their  power  has  taken  place,  and  no  expense  or  delay  is  necessary  to  main- 
tain them  in  good  working  order,  such  as  is  necessary  whenever  galvanic  batteries  are  employed.  The 
use  of  this  magneto-electric  machine  in  the  art  of  Electro-Plating  has  been  patented. in  England  by  J. 
P.  Woolrich. 

When  a  piece  of  zinc  is  dropped  into  a  vessel  containing  acidulated  water,  bubbles 
of  gas  are  seen  to  i^sue  from  the  metal,  and  the  electro-dynamic  impulses  are 
propagated  therefrom  in  every  direction.  By  these  counterbalanced  oppo- 
site directions,  the  impulses  neutralize  each  other's  actions  and  reactions. 
Consequently,  no  decided  electro-dynamic  action  is  perceptible.  This  experi- 
ment has  been  repeated  thousands  of  times  before  the  discovery  of  the  gal- 
vanic batter}'-  arrangement,  without  developing  electric  excitation.  But  if  a 
plate  of  copper  or  platinum,  as  at  C,  in  the  figure  annexed,  be  placed  oppc 
site  to  the  zinc  Z,  the  impulses  are  determined  through  the  water  to  the 
atoms  of  the  copper  plate,  in  one  common  specific  direction. 

One  of  the  earliest  modes  of  arrangement  of  the  plates  of  galvanic  batter- 
ies in  a  series  was  invented  by  Cruikshanks,  and  which,  from  its  compactues*, 
is  still  in  use.  The  copper  and  zinc  plates  are  soldered  together  in  pairs,  as 
it  were  back  to  back,  each  zinc  plate  being  made  to  face  an  opposite  copper 
plate  as  shown  in  fig.  1175. 

Each  plate  is  inserted  in  a  groove,  in  a  trough,  and  ser^'es  to  form  a  water- 
tight partition,  dividing  the  trough  into  an  equal  number  of  cells  with  the 
pairs  of  plates  interv'ening  between  them.  This  kind  of  battery  has  been  in 
very  general  use  in  lecture  rooms. 

Where  a  great  number  of  pairs  of  plates  are  required  to  employ  their  com- 
bined powers  of  action,  they  are  compactly  arranged  in  battery  form  as  shown 
in  fig.  1176.     The  plates  are  suspended  stationarily,  and  the  troughs  below, 
filled  with  acids,  are  raised  up  to  submerge  the  plates  therein  by  means  of 
the  two  racks  shown  at  each  end  of  the  apparatus.     Small  pinion  wheels 
afiixed  to  a  shaft  turned  by  the  crank  handle  H,  work  into  the  teeth  of 
these  racks,  and  elevate  or  depress  the  troughs  at  the  plea.sure  of  the  ope- 
rator. 

In  the  battery  represented  at  fig.  1176,  there  are  two  distinct  series  of 
50  pairs,  each  connected  with  two  of  the  four  cups  on  the  table  above  the 
battery.  By  this  arrangement  the  whole  may  be  used  as  a  single  series 
of  one  hundred  pairs,  or  as  a  battery  of  fifty  pairs  of  double  size,  accord- 
ingly as  the  respective  connections  arc  formed  with  the  binding  cups. 
There  being  two  separate  troughs,  only  half  of  the  battery  may  be  used 
by  removing  one  trough.  These  numerous  pairs  more  particularly  exhibit 
the  phenomenon  of  electric  flame  between  two  separated  points  of  the  battery  circuit  as  shown  in  the 
wood  cut. 

The  usual  mode  of  aiTangement  of  batteries  designed  for  the  purpose  of  developing  the  phenomenon 
of  heat,  is  in  several  pairs  of  very  large  sheets  of  zinc  and  copper,  all  the  sheets  of  the  former  being 
connected  by  conducting  wires,  and  all  the  sheets  of  the  latter  being  similarly  connected  to  represent  tho 
action  of  two  single  pairs 
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apparatus,  in  the  year  1818,  consisting  of  twenty-one  plates  of  copper,  communicating  by  a  slip  of  mo 
tal,  and  twenty  plates  of  zinc  similarly  connected,  the  plates  of  the  one  set  being  alternated  between 
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those  of  the  other,  thus  constituting  only  an  equivalent  to  one  pair,  with  one  associated  zinc  surface 
and  one  associated  copper  sur- 
face, with  the  liquid  interposed 
every  where  between  them.  Dr 
Hare  remarks,  "I  ought  to 
mention,  that  by  means  of  a  sil- 
ver thimble,  within  which  a 
minute  piece  of  zinc  "was  sup- 
ported and  insulated,  "Wollaston 
made  an  elementary  battery  ca- 
pable of  igniting  a  minute  plati- 
num wire.  In  enlarging  the 
size  of  the  galvanic  apparatus, 
my  course  was  diametrically  op- 
posite." 

The  figure  represents  the  plan 
of  Dr.  Hare's  instrument  of 
four  zinc  and  six  copper  plates. 
On  pressing  down  the  handle  G, 
the  pulleys  are  caused  to  re- 
volve, lifting  by  the  cord  wound 
thereon  the  trough  with  the 
acid,  whereby  the  plates  are  im- 
mersed therein. 

For  the  purpose  of  produc- 
ing an  intense  action  in  burning 
or  deflagrating  metals,  &c.,  Dr. 
Hare  constructed  a  convenient 
xpparatusupon  an  enlarged  plan, 
with  200  pairs  of  plates,  each  14  inches  by  7^  inches,  with  the  copper  and  zinc  plates  soldered  together 
m  a  wooden  trough  on  the  "Cruikshank"  plan,  joined  lengthwise,  edge  to  edge  to  another  trough,  so 
that  when  the  sides  of  one  are  vertical,  those  of  the  other  must  be  horizontal.  These  troughs  being 
united  by  a  bar,  serving  as  a  pivot,  when  the  bar  is  turned  by  a  lever,  the  plates  being  placed  in  one 
of  the  troughs,  and  the  acid  in  the  other,  by  turning  the  trough  containing  the  acid,  it  is  caused  to  dis- 
charge its  contents  into  the  one  containing  the  plates. 

He  made  a  very  powerful  battery  by  means  of  several  sheets  of  zinc  soldered  together  to  form  one 
continuous  sheet,  nearly  fifty  feet  in  length,  with  a  similarly  formed  copper  sheet  of  equal  dimensions, 
wound  together  like  a  scroll,  the  two  metals  being  kept  separated  by  a  rope  of  hair,  wound  intermedi- 
ately between  the  sheets. 

The  calorific  action  of  these  galvanic  batteries  produced  very  surprising  results  in  heating  wires  red 
hot  and  in  deflagratmg  metals,  &c. 

Mr.  Bain  made  the  experiment  of  burying  a  large  sheet  of  zinc  in  the  moist  earth  of  Hyde  Park, 
London ;  and  at  another  spot,  more  than  a  mile  distant,  he  buried  a  sheet  of  copper  of  similar  size. 
These  two  sheets  he  connected  by  a  conducting  wire,  trained  along  the  railings  of  the  inclosure.  With 
this  simple  apparatus  he  succeeded "n  producing  the  various  phenomena  usually  attainable  from  a  regu- 
lar galvanic  battery.     "Without  troubling  himself  with  the  preparation  of  acids  and  voltaic  troughs, 
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ho  produced  the  excitation  of  regular  electric  currents,  of  sufficient  intensity  to  be  transmitted  to  dis- 
tant places  along  connecting  wirei." 

It  is  stated  by  Mr.  Tylee,  a  chemist  "of  Bath,  England,  that  a  battery  composed  of  thirty  pairs  of 
zinc  and  copper  plates,  -which  he  buried  ui  the  moist  earth  of  a  garden,  formed  a  terrestrial  battery  ad- 
mirably adapted  for  electro-plating  processes ;  but  the  time  required  for  completing  the  process  was  lon- 
ger than  with  the  acid  battery. 

In  the  practical  operation  of  the  original  galvanic  batteries,  composed  of  plates  of  zinc  immersed  in 
acids,  it  was  found  that  three  distinct  obstructing  causes  impeded  the  uniformity  of  the  electrical  exci- 
tation, viz:  1st,  the  accumulation  of  a  coating  of  bubbles  of  hydrogen  at  the  surfuce  of  the  copper 
plate  forming  a  non-conducting  screen ;  2d,  the  accumulation  of  the  earthy  matter  of  the  oxide  in  the 
form  of  a  crust  or  scale  on  the  surface  of  the  plates  of  zinc,  serving  as  a  coating  to  intercept  the  further 
access  and  grouping  of  the  atoms  of  oxygen  of  the  acids  with  those  of  the  zinc ;  and  3d,  the  gradual 
exhaustion  of  the  excess  of  atoms  of  oxygen,  constituting  the  strength  of  the  acids  in  their  grouping 
with  those  of  the  zinc.  The  accumulation  of  bubbles  on  the  surface  of  the  plate,  sometimes  forms  such 
a  non-conducting  coating  as  to  prevent  the  plate  from  performing  the  designed  functions. 

Availing  himself  of  the  plan  of  arranging  rows  of  pointed  wires  in  electrical  machines  for  determin- 
rag  more  freely  the  propagation  of  electro-dynamic  action,  Mr.  Smee  contrived  to  impart  to  the  surface 
of  the  plate  a  similar  system  of  the  sharp  points  of  crystals  of  metals  artificially  formed  thereon.  He 
used  plates  of  silver  on  which  platinum  on  angular  points  of  crystals  are  deposited.  A  wooden  cross 
was  used  to  sustain  the  pairs  of  metal  plates,  to  each  one  of  which  screw-cups  were  soldered  thereto,  to 
insure  contact.  As  the  natural  polarized  condition  of  the  atoms  of  copper  plates  is  subject  to  be  dis- 
Turbed  by  the  contact  of  acid  solutions,  and  reduced  to  an  oxide,  like  the  metal  zinc  itself,  in  which 
cases  counteracting  neutralization  of  the  electro-dynamic  action  of  the  battery  is  produced,  Mr.  Smee 
introduced  the  use  of  platinum  as  a  substitute  for  copper. 

Smee's  battery  was  a  great  improvement  in  the  constancy  of  the  development  of  effective  electric  ex- 
citation, it  being  capable  of  sustaining  "  active  operation  for  six,  eight,  ten,  or  more  days,  when  a  suffi- 
ciency of  acid  is  applied  to  it." 

To  obviate  the  disadvantage  of  a  necessity  of  supplying  fresh  acid  occasionally,  as  that  in  the  cell 
becomes  exhausted,  recourse  was  had  to  the  use  of  a  quantity  of  acid  Crystals  placed  in  the  cells  to  be- 
come dissolved  gradually,  to  furnish  an  uniform  supply,  for  sustaining  "  constant  batteries." 

To  provide  a  reservoir  of  acid,  a  quantity  of  the  sulphate  of  copper  or  blue  -vitrol  of  commerce  is  put 
into  the  battery  cell  with  the  acid,  in  charging  the  battery.  The  atoms  of  zinc,  in  recoiling  to  their 
natural  static  conditions,  become  grouped  with  the  atoms  of  the  sulphur  and  oxygen  of  the  sulphuric 
acid.  And  the  atoms  of  oxygen  previously  united  with  those  of  the  copper,  become  united  with  the 
atoms  of  the  hydrogen  set  free  by  the  decomposition  of  water,  so  as  to  reproduce  water.  No  appearance 
of  hydrogen,  therefore,  is  perceptible  in  the  cell  of  this  kind  of  battery.  The  accumulation  of  bubbles 
of  hydrogen  is  thus  obviated. 

The  sulphate  of  copper  battery,  originally  employed  by  De  La  Rue,  is  thus  more  effective  than  Smee's 
battery ;  but  it  is  found  that  although  the  coating  of  biabbles  of  hydrogen  is  avoided,  and  a  constant 
supply  of  acid  is  attained,  yet  the  zinc  becomes  speedily  coated  with  a  scale  of  oxide,  and  with  a  coat- 
ing of  revived  bright  particles  of  copper.  The  only  remedy  for  this  difficulty  is  to  withdraw  the  zinc 
plates  and  to  scrape  off  the  brown  oxide  and  particles  of  copper  adhering  thereto.  The  crust  of  copper 
rts  well  as  that  of  oxide,  accumulated  on  the  plate  of  zinc,  conspire  to  diminish  the  rapidity  of  the  re- 
coil of  the  zinc,  and  the  consequent  propagation  of  electro-dynamic  reaction  therefrom. 

The  preceding  defects  have  been,  in  a  great  measure,  ob\'iated  by  the  ingenu- 
1178  ity  of  Becquerei  and  Daniell,  by  protecting  the  zinc  from  the  immediate  access 

of  the  particles  of  copper  and  oxide.  The  zinc  is  inclosed  within  some  porous 
substance,  capable  of  intercepting  the  deposit  of  the  obnoxious  particles,  as 
shown  in  the  figure.  In  the  sectional  view  given,  C  represents  the  outer  copper 
vessel,  serving  both  for  containing  the  acid  solution  of  sulphate  of  copper,  and 
also  to  perform  the  function  of  a  conductor.  Within  the  copper  cell  is  placed 
another  smaller  cell,  made  of  porous  earthenware,  thus  forming  two  distinct 
cells.  The  outer  cell  is  used  for  containing  the  sulphate  of  copper,  and  the  in- 
ner cell  some  other  saline  solution.  The  intervention  of  the  porous  vessel  serves 
to  keep  the  amalgamated  zinc  clean  and  bright  for  a  longer  time,  and  to  impart 
to  this  battery  a  superior  character  as  a  "  constant  battery."  The  supply  of 
sulphate  of  copper  is  furnished  from  a  quantity  contained  in  a  muslin  bag  im- 
mersed therein,  or  from  a  deposit  of  it  in  the  projecting  nose  of  the  outer  cop- 
per vessel,  as  shown  in  the  figure.-  Daniell  recommends  a  mixture  of  eight 
parts  of  water  and  one  of  sulphuric  acid,  which  is  to  be  saturated  with  sulphate 
ef  copper,  for  the  supply  of  the  outer  copper  cell,  the  internal  porous  earthenware  tube  being  filled  wth 
the  same  acid  mixture  without  copper.  The  porous  tubes  should  be  well  soaked  in  dilute  sulphuric  acid 
for  an  hour  or  two  before  being  used ;  and  after  their  removal  from  the  battery,  they  should  be  repeat- 
edly rinsed  or  soaked  for  some  time  in  warm  water  to  dissolve  all  the  metallic  salts  from  the  pores; 
otherwise  they  will  soon  become  broken,  by  the  crystallizations  of  salts  in  the  pores,  like  that  of  water 
ciystallizing  or  freezing  in  bottles. 

The  zinc  of  commerce  always  contains  more  or  less  iron  and  other  foreign  substances,  which  develope 
minor  circuits  of  counteracting  currents,  and  essentially  diminish  the  intensity  of  the  excitation.  To 
obviate  this  disadvantage,  and  also  to  keep  the  zinc  plates  clean  and  bright,  Mr.  Stiirgeon  originally  ap- 
plied a  coating  of  mercury  to  the  surface  of  the  zinc.  This  coating  serves  also  to  prevent  the  wasteful 
recoil  of  the  atoms  of  zinc  to  their  natural  polarired  conditions  whilst  the  battery  is  not  in  action  by 
Jie  oonnection  of  the  battery  circuit.     This  coating  of  mercury  produces  u  re.suit  very  different  from 
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what  might  be  theoretically  anticipated ;  for,  instead  of  protecting  the  zinc  by  preventing  the  imme- 
diate contact  of  the  acid,  it  is  found  that  the  oxidated  particles  of  zinc  are  withdrawn  from  beneath  it, 
leaving  the  surface  of  the  mercury  clean  and  bright.  The  zinc  is  more  rapidly  decomposed  by  this  ar- 
rangement, instead  of  becoming  protected  from  further  action  of  the  acid,  as  occurs  when  a  crust  of 
oxide  becomes  deposited  thereon.  With  this  improvement  the  battery  becomes  far  more  "  constant " 
than  before,  being  capable  of  propagating  a  nearly  unvarying  electro-dynamic  action  during  several 
days  in  succession,  care  being  taken  to  provide  an  adequate  supply  of  the  crystals  of  blue  vitriol,  and  to 
stir  tiie  solution  in  order  to  diffuse  it  equally  throughout  the  external  cell.  For  purposes  requiring  an 
uniform  electro-dynamic  action  to  be  continuously  sustained,  as  in  the  process  of  electro-plating  metals, 
this  form  of  battery  is  advantageous. 

A.  still  further  improvement  in  the  use  of  acids  employed  in  battery  cells,  was  made  by  Bunsen  and 
Groves,  by  using  nitric  acid  in  contact  with  the  platinum  plate,  contained  in  the  porous  earthenware 
vessel,  shown  in  the  preceding  figure.  Sulphuric  acid,  diluted  with  four  or  five  parts  of  water,  is 
poured  into  the  outer  glass  vessel  containing  the  zinc  cylinder,  which  has  a  division  in  it  to  admit  the 
acid  freely  both  to  the  internal  and  external  sides. 

In  th«  figure  is  represented  a  series  of  a  dozen  pairs  of  Grove's  battery,  in  the  order  in  which  th?y 
are  commonly  arranged.  • 
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BuMsen's  battery  i"  very  generally  used  on  the  continent  of  Europe.  Cylinders  of  carbon,  in  contact 
with  the  nitric  acid,  are  substituted  for  platinum,  the  carbon  being  moulded  to  an  iron  tube,  by  coking 
pounded  bituminous  coal  therein.  By  soaking  the  coke  in  sugar,  and  calcining  it  a  second  time,  great 
compactness  is  given  to  the  cylinder. 

The  Dry  Galvanic  Pile  of  De  Luc  is  constructed  of  sheets  of  paper,  coated  on  one  side  with  gold  or  sil- 
ver leaf,  and  alternated  with  thin  leaves  of  zinc.  By  means  of  a  circular  steel  punch,  about  an  inch  in 
diameter,  discs  may  be  cut  out  of  sheets  of  this  paper  foil,  all  of  one  exact  size,  adapted  to  be  packed 
neatly  together  in  a  long  glass  tube.  The  atoms  of  the  leaves  of  zinc  very  slowly  become  united  with 
the  atoms  of  oxygen  of  the  air  recoiling  to  their  natural  polarized  conditions  of  groupings  of  an  oxide, 
whereby  a  feeble  propagation  of  electro-dynamic  action  is  sustained  during  surprisingly  long  periods  of 
time.  Mr.  Singer  constructed  a  diy  pile  of  20,000  series  of  discs  of  silver,  zinc,  and  writing  paper, 
which  propagated  an  intense  electro-dynamic  action,  like  that  produced  by  frictional  electrical  machines, 
causing  a  pair  of  pith  balls  of  an  electroscope  to  become  divergent.  A  pith  ball  suspended  by  a  silk 
thread  between  two  metallic  knobs,  one  connected  by  a  wire  with  the  top  cap  of  the  pile,  and  the  other 
with  the  lower  cap  of  the  pile,  continued  to  vibrate  unceasingly  between  the  two  knobs  during  several 
years.  A  thin  glass  jar  containing  fifty  square  inches  of  coated  surface,  charged  by  ten  minutes  contact 
with  the  column,  was  found  by  Mr.  Singer  to  propagate  sufficient  electro-dynamic  action  to  fuse  one 
inch  in  length  of  platinum  wire  of  the  diameter  of  5D4njth  P^rt  of  an  inch.  He  states  that  an  efficient 
Pile  may  be  made  of  one  kind  of  metal  only,  as  of  zinc  foil,  if  one  side  be  made  bright,  and  thus  ren- 
dered more  readily  oxidizable  than  the  opposite  surface. 

The  black  oxide  of  manganese  contains  an  extraordinary  excess  of  oxygen,  capable  of  freely  uniting 
with  zinc  and  other  metals.  Zamboni  improved  De  Luc's  Pile  by  coating  one  side  of  the  paper  discs 
with  this  substance,  mixed  with  sulphate  of  zinc,  and  the  other  side  with  tin  foil.  These  piles  are  capa- 
ble of  developing  sparks  across  a  space  of  air  of  Jgth  of  an  inch,  and  also  of  producing  chemical  de- 
compositions. 

Taking  advantage  of  the  long  sustained  electro-motive  power  of  the  pile,  an  ingenious  experimenter, 
Buzeugeiger,  attempted  to  render  it  available  for  operating  the  pendulum  of  a  clock.  By  means  of  this 
arrangement  of  a  Dry  Pile,  the  pendulum  was  alternately  attracted  and  repelled.  It  was  thus  made  to 
move  the  clock-work,  instead  of  receiving  its  motion  therefrom,  as  in  ordinary  clocks.  In  the  year 
1815,  he  thus  succeeded  in  constructing  the  first  Electrical  Clock  ever  propelled  by  electro  motive  power. 

A  great  variety  of  other  arrangements  of  galvanic  batteries  have  been  constructed  with  different 
kinds  of  metals,  some  of  them  with  iron  plates  instead  of  zinc,  and  others  to  be  operated  upon  by  alka- 
line solutions,  instead  of  acids.     To  describe  them  all  would  far  transcend  our  limits. 

Tests  of  Galvanic  Action.  The  fact  of  the  propagation  of  electro-dynamic  action  in  the  modified  form 
denoted  by  the  term  "  electric  cun'cnts,"  is  judged  of  by  the  test  of  the  simple  movement  of  the  mag- 
netic needle  in  swinging  around  on  its  pivot.  The  degree  of  intensify  of  the  electro-dynamic  action  pro- 
pagated, is  judged  of  by  the  test  of  the  extreme  extent  of  the  angle  of  its  divergency  from  its  natural 
north  and  south  position ;  whilst  the  direction  of  the  propagation  of  the  electro-dynamic  impulses  near 
the  needle  is  judged  of  by  the  particular  crosswise  direction  in  which  a  particular  pole  of  the  needle  ia 
unied  or  deflected  to  one  side  or  the  other. 
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Scliweiger,  in  Germany,  reasoning  that  if  a  single  current  passing  directly  along  on  one  side  of  a 
magnetic  needle  exerted  sufficient  force  to  turn  it  on  its  pivot,  it  might  be  expected  that  by  mnltiplyina 
the  circuits  of  the  same  current  about  the  needle,  the  intensity  of  the,  electric  forces  would  become  mul- 
tiplied to  the  same  extent  as  the  number  of  circuits,  he  accordingly  wound  numerous  turns  of  copper 
wire  (coated  with  silk  to  insulate  from  each  other  the  overlapping  coiJs)  about  a  small  piece  of  board. 
On  withdrawing  this  piece  of  board,  and  inserting  a  magnetic  needle  within  the  ca\'ity  of  the  flattened 
coils  of  wire  adapted  to  admit  the  needle  to  work  freely  therein,  he  constructed  the  Galvanometer — one 
of  the  most  useful  and  important  instruments  now  employed  for  testing  the  presence  of  the  slightest 
propagations  as  well  as  intensity  of  electricity  in  motion ;  for  in  passing  several  hundred  times  about  the 
needle,  both  above  it  and  beneath  it  in  the  returning  convolutions  of  the  wire,  its  influence  becomes  cot- 
respondingly  multiplied.  Hence  this  instrument  was  originally  called  a  "  Galvanic  Multiplier"  as  ex- 
hibited in  the  figure.     N  S,  represents  the  needle  inserted  between  the  multiplied  coils  of  wii^,  the  end* 
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of  which,  C  and  D,  are  extended  downwards  to  the  binding  screws,  A  B,  which  are  used  for  receiving 
and  confining  the  ends  of  the  conducting  wires  connected  with  the  galvanic  battery,  or  other  bodies  sub- 
jected to  electrical  excitation. 

In  using  the  galvanometer  to  measure  the  intensity  of  the  electric  force  by  the  divergency  of  the 
magnetic  needle,  it  is  also  to  be  noticed,  that  the  scale  of  degrees  marked  on  the  circle  docs  not  denote 
the  absolute  force  excited.  A  feeble  electric  cuiTent  may  cause  the  end  of  the  needle  to  swing  aroand 
over  10° ;  but  by  doubling  the  power  of  the  current,  it  does  not  become  urged  to  swing  around  20°. 
The  reason  for  this  is  obvious,  the  action  of  the  deflecting  force  being  reduced  nearly  in  the  ratio  of  the 
square  of  the  distances  of  the  separated  conducting  bodies  and  poles  of  the  magnetic  needles^  and  the 
action  of  the  magnetism  of  the  earth  to  bring  back  the  needle  to  its  north  and  south  position  being  in- 
creased in  proportion  as  the  needle  becomes  turned  more  nearly  at  right  angles  to  the  north  and  south 
meridional  lines. 

For  very  delicately  testing  slight  electric  disturbances  in  experiments  with  the  galvanometer,  it  is 
usual  to  employ  an  Astatic  Nekdle,  composed  of  two  needles  with  their  north  and  south  poles  reversed 
and  confined  together,  to  neutralize  each  other's  terrestrial  magnetism.  This  needle  will  remain  station- 
ary in  whatever  position  it  may  be  turned.  The  action  to  be  tested  is  applied  to  the  upper  or  lower 
needle,  both  being  environed  by  spiral  coils  of  the  conducting  wire. 

In  using  a  magnetic  needle  as  a  galvanometer  to  measure  the  intensity  of  electro-mechanical  impulses, 
it  is  preferable  to  suspend  it  by  silk  cord  or  fine  wire,  requiring  some  exertion  of  motive  power  to  pro- 
duce a  twisting,  caused  by  the  movement  of  the  needle.  The  torsional  resistance  in  this  case  becomes 
a  test  of  the  extent  of  the  electro-dynamic  action ;  whilst  the  deflections  of  the  needle  may  be  limited 
to  a  range  of  only  about  20°. 

Thermo-Eleclricity.  Dr.  Turner  reduces  the  sources  of  heat  to  six  in  number; — 1,  The  Sun;  2,  Com- 
bustion ;  3,  Electricity  ;  4,  The  bodies  of  animals  during  life ;  6,  Chemical  Action ;  6,  Mechanical  Ac- 
tion.    All  these  sources  of  heat  are  also  sources  of  electrical  excitation. 

Thermo-Electric  Batteries.  The  metals  selected  experimentally  for  producing  the  most  intense  excita- 
tion of  electricity  by  means  of  heat,  are  German  silver  and  silver,  bismuth  and  antimony. 

In  experimenting  with  thermo-electric  batteries  formed  of  plates  of  bismuth  and  antimony,  the  bis- 
muth being  fusible  at  a  low  temperature,  a  very  moderate  heat  must  be  applied.  For  this  reason  Ger- 
man silver  and  brass  are  preferred,  as  they  admit  of  being  safely  excited  by  the  contact  of  tlie  red-hot 
iron,  which  will  melt  the  bismuth. 

To  render  the  arrangement  of  the  series  of  plates  or  wires  of  a  thermo-electric  battery  more  compact, 
they  are  laid  side  by  side,  as  shown  in  the  figure.  They  are  insulated  from  each  other  by  pasteboard, 
except  at  the  ends,  where  the  respective  plates  of  bismuth  and  antimony,  or  of  German  silver  and 
brass,  are  alternately  soldered  together,  as  in  the  arrangement  of  the  series  of  plates  of  a  voltaic  pile. 
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The  figure  represents  a  se- 
ries of  ten  pairs.  The  heat  1181 
of  the  palm  of  the  hand  held 
in  contact  with  the  soldered 
ends  of  this  battery  induces 
sufficient  excitation  to  affect 
a  galvanometer  needle. 

A  more  perfect  thermo- 
electric battery  is  commonly 
constructed  as  exhibited  in 
fig.    1182,    consisting    of   60 

pairs  of  plates  of  bismuth  and  antimony,  each  f  of  an  inch  hroad,  and  ^  of  an  inch  thick.  They  are 
packed  together  in  a  case,  B ;  but  are  insulated  from  one  another,  except  at  the  soldered  junctions  of 
their  ends,  as  above  stated.  The  soldered  ends  of  one  series  are  arranged  together  on  the  under  side  of 
the  case,  where  they  may  be  heated  by  the  radiation  of  the  hot  iron  plate  E,  the  edge  of  which  only  is 


exhibited  in  the  cut.  The  opposite  series  of  the  soldered  ends  are  arranged  together  on  the  upper  side 
of  the  case,  as  seen  at  A,  which  forms  a  reservoir  for  receiving  a  refrigerating  mixture  of  snow  or  ice 
and  tahle  salt.  The  plates  are  insulated  from  each  other,  and  from  the  case,  by  pouring  fluid  plaster 
therein ;  which  also  serves  to  render  the  consolidated  mass  impervious  to  the  water  resulting  from  the 
melting  ice. 

By  thus  combining  two  extremes  of  temperature  at  the  opposite  ends  of  the  plates,  there  is  produced 
a  correspondingly  extreme  disturbance  of  the  temperature  of  the  plates,  and  development  of  electric 
forces,  as  tested  by  the  two  conjoined  iron  semi-circles  D,  environed  by  a  coil  of  the  conducting  wire  C ; 
whereby  "  a  weight  of  forty  or  fifty  pounds  is  required  to  separate  them."  Indeed,  this  thermo-electric 
battery  is  adequate  to  exhibiting  various  electro-magnetic  phenomena  which  a  galvanic  battery  is  com- 
monly used  to  exhibit ;  and  also  to  give  shocks  and  sparks. 

The  mechanical  forces  hrought  into  action  upon  the  needle  of  a  galvanoineter  hy  slight  disturhances 
of  temperature,  have  been  recently  illustrated  in  an  interesting  mannef  by  the  experiments  of  Nobili 
and  Melloni  in  France.  The  thermo-electric  hattery  employed  by  them  consisted  of  fifty  small  bars  of 
hismuth  and  antimony,  forming  a  bundle  about  one  and  a  half  inches  long,  and  about  one  inch  in  diam- 
eter, inclosed  in  a  hand,  as  shown  in  the  annexed  figure.  To  facilitate  the  radiating  and  imbibing  pro- 
perties of  the  two  extremities  of  the  bundle  of  bars,  the  conjoined  ends  are  aU  hlaekened.  The  ex- 
tremities of  the  circuit  are  terminated  at  the  two  poles  a;,  y. 

The  bars  of  antimony  and  bismuth  are  insulated  from  each  other  by  coatings 
of  dry  paper  or  silk  throughout  their  lengths,  and  are  soldered  together  alter- 
nately at  their  ends.  The  terminating  bar  of  each  series  is  separately  con- 
nected with  the  ends  of  a  wire  forming  the  coil  beneath  the  galvanometer  «, 
»»,  fig.  1184,  in  the  same  manner  as  the  copper  and  zinc  plates  of  a  galvanic 
battery  are  connected  by  the  wires  g  and  h,  with  the  battery  poles  r,  y  of  the 
preceding  figure. 

In-  the  position  of  the  instrument  indicated  in  the  figure,  it  is  intended  to    G 
denote  at  ^,  the  blackened  ends  of  the  hars  of  the  thermo-electric  series, 
heated  by  a  lamp,  with  a  reflector.     The  dotted  lines,  representing  the  radia- 
tion of  the  heat  through  the  aperture  of  the  screen  r ;  whilst  the  temperature  of  the  other  ends  of  the 
bars  P,  remains  the  same  as  that  of  the  surrounding  air. 

The  heat  of  the  lamp  induces  a  disturbance  in  the  electrical  equilibrium  of  the  bars  of  antimony 
and  bismuth.  The  electricity  is  determined  to  move  in  one  uniform  direction  in  a  closed  circuit  through 
the  conducting  wires  soldered  thereto,  and  through  the  coil  in  proximity  to  the  galvanometer  needle  ; 
%vhich  is  thereby  swung  arotmd  on  its  pivot.  To  prevent  local  disturbances  of  the  needle  by  currents  of 
ftir,  the  galvanometer  is  inclosed  under  a  bell-glass,  and  is  suspended  from  d  by  a  very  flexible  fibre  of 
silk.  At  o  is  a  movable  screen,  designed  to  intercept  the  propagation  of  heat  from  the  lamp,  when  an 
experiment  is  suspended. 

The  least  radiation  of  heat  from  a  lamp,  or  from  the  hodies  of  living  animals,  presented  before  the 
aperture  of  this  instrument,  causes  the  needle  of  the  galvanometer  to  move  around  on  its  pivot.  This 
thermo-electric  hattery,  taken  in  connection  with  the  appended  gajvanometer,  constitutes  a  far  more 
sensitive  test  of  the  approach  of  a  warm  body  than  the  most  delicate  thermometer.  The  approach  of  a 
persou  within  thirty  feet  of  it,  caused  the  needle  to  move,  as  stated  by  Nobili  and  Melloni.  The  slight 
heat  of  the  bodies  of  insects,  of  phospharescent  wood,  putrefying  fish,  &c.,  was  thus  detected.     The  ap- 
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paratns,  therefore,  constitutes  a  most  sensitive  thermoscope,  far  transcending  the  powers  of  any  ther- 
mometer. A  change  of  temperature  of  only  -^^th  part  of  one  degree  of  Fahrenheit's  scale  produces 
a  perceptible  movement  of  the  needle ! 


In  the  excitation  of  electricity  hy  electrical  machines,  the  movement  of  one  portion  of  matter  near 
snother  at  sensible  distances,  each  carrying  with  it  its  respective  electrical  atmosphere,  reciprocally  dis- 
turbs the  state  of  rest  of  these  atmospheres,  and  produces  the  phenomena  of  electrical  excitation.  This 
mode  of  exciting  electricity  by  means  of  electricity,  has  received  the  name  of  Inductive  Excitation,  and 
constitutes  a  general  law  of  the  propagation  of  impulses  through  the  medium  of  electric  matter. 

The  propagation  of  action  of  electric  currents  across  a  space  intervening  between  two  conducting 
bodies,  through  the  medium  of  the  electric  matter  diffused  throughout  the  atmosphere,  appears  to  have 
been  first  noticed  by  Professor  Faraday  in  the  year  1832,  and  described  in  the  "  Annals  of  Philosophy," 
among  the  "  proceedings  of  the  Royal  Institution." 

"  If  two  wires,  A  and  B,  be  placed  side  by  side,  but  not  in  contact,  and  a  voltaic  current  be  passed 
through  A,  there  is  instantly  a  current  produced  by  induction  in  B,  in  the  opposite  direction.  Although 
the  principal  current  in  it  be  continued,  still  tl  e  secondary  current  in  B  is  not  found  to  accompany  it, 
for  it  ceases  after  the  first  moment;  but  when  the  principal  current  is  stopped,  then  there  is  a  secondary 
current  produced  in  B,  in  the  opposite  direction  to  that  first  produced  by  the  inductive  action,  or  in  the 
same  direction  as  that  of  the  principal  current." 

The  nearer  the  circuits  are  approximated,  the  more  intense  is  the  resultant  disturbance  of  the  state 
of  rest  of  the  electric  matter  in  the  form  of  powerful  sparks  and  shocks.  For  this  reason  thin  plates 
of  metal  are  wound  into  coils  like  ribbons,  and  substituted  in  place  of  wires,  approximated  only  at  arcs 
of  their  circumferences.  The  sides  of  the  ribbons  of  metal  are  of  course  to  be  insulated  from  actual 
contact  with  each  other  by  an  intervening  coating  of  silk  or  varnish. 

By  using  a  coil  of  this  copper  fillet  of  the  width  of  an  inch,  and  of 
the  length  of  two  hundred  and  thirtj'-four  feet,  Mr.  Noad  states  that 
a  pair  of  zinc  and  copper  battery  plates  of  only  ^th  of  an  inch  in 
length  and  -Tf'jyth  of  an  inch  in  width,  were  adequate  to  propagating 
sufficient  electro-dynamic  action  to  become  manifest  in  sparks,  on  ra- 
pidly breaking  and  renewing  the  contact  with  the  battery  circuit ; 
and  with  a  large  battery  very  brilliant  sparks  were  visible. 

The  phenomena  of  the  mechanical  action  of  tliese  initial  and  termi- 
nal secondary  currents  have  been  elaborately  developed  by  the  experi- 
ments of  Professor  Henry.  He  states  that  when  the  length  of  the  wire 
in  the  coil  of  a  heUx  is  increased,  the  power  of  the  battery  continuing 
uniformly  the  same,  the  intensity  of  the  shock  is  correspondingly  in- 
creased, until  finally,  the  greater  resistance  opposed  by  very  long  wires, 
to  the  passage  of  the  primary  exciting  current,  serves  to  counteract, 
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and  even  to  reduce  the  intensitj'-  of  the  shocks.  Whilst  the  shock  from  a  small  hattery  is  iJicreased  by 
the  intervention  even  of  a  short  rihbon  coil,  that  from  a  large  one  did  not  appear  to  be  mud)  increased 
thereby.  But  when  the  length  of  the  coiled  wire  is  increased  in  proportion  to  the  increase  of  the  size 
of  the  battery,  then  the  intensity  of  the  shocks  becomes  surprisingly  increased. 

He  found  that  the  current  from  a  batteiy  of  16  pairs  of  Cruikshank's  arrangement,  which  produced 
only  very  feeble  efifects  when  transmitted  through  a  short  ribbon  coil,  gave  shocks  too  strong  to  he  taken 
through  the  body,  when  transmitted  through  a  spiral  coil  of  copper  wire  ^'^th  of  an  inch  in  diameter,  and 
five  miles  long. 

Whilst  the  intensity  of  the  shocks  of -the  secondary  curreijts  is  thus  increased  by  the  extension  of 
the  length  of  the  wire,  the  power  of  the  primary  current  becomes  correspondingly  decreased  as  tested 
by  its  power  of  heating  fine  wires  red-hot,  and  of  deflagrating  thin  sheets  of  gold  leaf,  and  of  other 
metals.  It  was  found  also  by  Professor  Henry,  that  these  secondary  currents  produce  the  effect  of 
inducing  tertiary  currents,  and  in  like  manner,  subordinate  currents  o^  fourth  and  fifth  orders,  even  up 
to  the  seventh,  have  been  discovered  to  be  induced  in  a  series  of  coils ! 

The  remarkable  facility  of  propagation  of  mechanical  action  through  the  medium  of  electric  matter, 
by  inducing  the  electro-polarization  of  series  of  atoms  constituting  conducting  bodies,  has  been  illustrat- 
ed by  many  interesting  experiments.  The  following  demonstrate  that  the  electro-polarization  of  a  (Con- 
ducting wire  is  propagated  not  only  through  floors  of  rooms  and  other  intervening  bodies,  to  induce  their 
electro-polarization,  but  even  through  great  distances  of  intervening  atmosphere.  "A  copper  wire 
was  suspended  by  silk  strings  around  the  ceiling  of  an  upper  room,  so  as  to  form  a  parallelogram  of 
about  sixty  feet  by  thirty  on  the  sides ;  and  in  the  cellar  of  the  same  building,  immediately  below,  an- 
other parallelogram  of  the  same  dimensions  was  placed.  When  a  spark  from  an  electrical  machine  was 
transmitted  through  the  upper  parallelogram,  an  induced  current  was  developed  in  the  lower  one,  suffi- 
ciently powerful  to  magnetize  needles,  although  two  floors  intervened,  and  the  conductors  were  separa- 
ted to  the  distance  of  thirty  feet.  Two  wires,  about  four  hundred  feet  long,  were  stretched  parallel  to 
each  other  between  two  buildings ;  a  spark  of  electricity  sent  through  one  produced  a  current  in  the 
other,  though  the  two  were  separated  to  the  distance  of  three  hundred  feet ;  and  from  all  the  experi- 
ments it  was  concluded  that  the  distance  might  be  indefinitely  increased,  provided  the  wires  were  length- 
ened in  a  corresponding  ratio." 

To  prove  that  the  same  effect  is  produced  by  the  action  of  the  electrical  discharges  in  the  form  of 
lightning  in  the  heavens,  Professor  Henry  made  the  following  modification  of  the  foregoing  arrangement  : 
"  One  of  the  wires  was  removed,  and  the  other  so  lengthened  at  one  end,  as  to  pass  into  my  study,  and 
thence  through  a  cellar  window  into  an  adjoining  well.  With  every  flash  of  lightning  which  took  place 
in  the  heavens,  within  at  least  a  circle  of  twenty  miles  around  Princeton,  sewing  needles  were  magnetized 
in  the  study  by  the  induced  current  developed  by  the  wire.  Being  led  from  these  results  to  infer,  that 
induced  currents  must  traverse  the  line  of  a  railroad,  I  found  that  sparks  were  seen  at  the  breaks  in 
the  continuity  of  the  rails,  at  every  flash  of  a  distant  thunder-cloud." 

Professor  Page  gives  the  result  of  one  of  his  experiments,  made  with  a  galvanoscope,  connected  with 
the  metallic  roofing  of  the  Patent  Office  building,  containing  an  area  of  twenty-two  thousand  feet  of 
surface  exposed  to  the  atmosphere,  and  a  plate  of  copper  buried  in  the  earth  adjacent  thereto.  "I  may 
safely  say  that  the  needle  is  afiiected  by  a  flash  of  lightning  one  hundred  miles  distant." 

In  order  to  exhibit  the  experiments  of  secondary  currents,  and  the  consequent  shocks  and  sparks,  va- 
rious kinds  of  machines  or  electrotomes  have  been  invented  for  the  express  purpose  of  breaking  and  re- 
newing the  contact  of  the  ends  of  the  conducting  wires  with  extreme  rapidity.  A  self-acting  electrotome, 
contrived  with  movable  parts,  to  be  operated  by  the  motive  power  of  the  battery  current  itself,  is  now 
manufactured,  for  applying  very  conveniently  a  series  of  intense  shocks  for  medical  purposes. 

The  primary  current  from  a  galvanic  battery  or  magneto-electri- 
cal machine,  is  propagated  through  coils  of  insulated  or  coated  wire  1186 
wound  about  the  two  vertical  ends  of  a  bar  of  iron,  bended  to  the 
form  of  the  letter  U,  as  shown  in  the  figure ;  whereby  this  piece  of 
iron  is  converted  into  a  temporary  electro-magnet,  whilst  the  cur- 
rent circulates  about  it.  Directly  above  the  tops  of  the  prongs  of 
this  temporary  magnet  is  a  piece  of  iron,  serving  as  a  keeper  or  ar- 
mature, sustained  by  a  spring,  which  allows  freedom  of  motion  to  the 
cross-bar  to  descend  in  obedience  to  the  attractive  impulses,  and 
causes  it  to  rise  from  the  ends  or  poles  of  the  U  shaped  bar,  at  the 
moment  the  current  ceases  to  circulate  about  the  coils.  The  dis- 
tance to  which  the  cross-bar  is  lifted  by  the  spring  above  the  tops  of 
the  ends  or  poles  of  the  electro-magnet,  is  adjusted  by  the  screw  S, 
which  depresses  the  spring  by  the  contact  of  its  lower  end  therewith. 

The  screw  cups  at  one  end  of  the  machine  are  designed  for  receiving  the  conducting  wires  of  the  pri- 
mary current  from  the  battery,  and  are  connected  by  wires  beneath  the  base-board  with  the  ends  of  the 
spiral  coils  wound  about  the  bended  iron  bar.  Leaving  the  extremity  of  the  wire  of  the  coils,  the  cur- 
rent flows  beneath  the  base-board  into  the  brass  pillar,  and  through  the  screw  S  and  flexible  spring  to 
the  adjacent  brass  pillar,  to  which  one  end  of  this  spring  is  attached.  Descending  this  pillar  the  current 
is  transmitted  by  wires  beneath  the  base-board  to  one  of  the  screw-cups  at  the  end  farthest  from  the 
electro-magnet,  and  thence  through  the  circuit  of  the  anns  of  the  experimenter  or  through  a  connecting 
wire  tmiting  the  two  screw-cups  to  the  fourth  cup  adjacent  to  the  electro-magnet,  from  whence  it  com- 
pletes its  circuit  to  the  exciting  battery.  By  this  arrangement  the  electric  shocks  are  propagated 
from  the  same  wire  which  transmits  the  primary  current. 

When  the  connection  with  an  excited  battery  is  formed,  the  current  transmitted  about  the  coils  envi- 
roning the  U  shaped  bar  of  iron  converts  this  bar  into  an  electro-magnet.     The  armature  is  iustantane- 
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ously  drawn  down  in  contact  with  the  poles  adjacent  thereto,  depressing  the  flexible  steel  spring  from  iti 
pressure  and  contact  with  the  point  of  the  screw  S.  Its  contact  therewith  is  thus  broken  ;  and  conse- 
quently, the  further  circulation  of  the  electric  current  about  the  wire  coils  wound  around  the  poles  of 
the  U  magnet  is  cut  oflf.  The  immediate  eflfect  of  thus  cutting  off  the  current  is  the  cessation  of  further 
electro-magnetic  action  on  the  armature  ;  which,  on  being  released  from  its  constrained  position  is  urged 
upwards  by  the  action  «f  the  flexible  spring,  until  it  comes  in  contact  with  the  end  of  the  screw  S.  This 
contact  restores  again  the  circulation  of  the  current,  which,  in  turn,  again  restores  the  electro-mai^netic 
action,  and  brings  down  the  armature.  The  separation  of  the  spring  from  contact  with  the  end  of  the 
screw  is  again  produced,  and  this  operation  is  repeated  with  such  rapidity  as  to  produce  a  humminf^ 
sound,  like  that  made  by  the  rapidly-vibrating  wings  of  a  bee. 

In  his  "  Experimental  Researches,"  Professor  Faraday  has  classified  the  propagation  of  electro-dyna- 
mic action  tmder  three  heads  viz :  by  Disruption,  Conduction  and  Convection. 

Considering  that  all  bodies  which  serve  to  propagate  impulses  of  mechanical  force  through  the  me- 
dium of  electric  matter,  represent  simply  pathways  of  electric  currents,  he  has  applied  the  term  elec- 
trode to  denote  conducting  bodies.  To  that  particular  end  of  the  electrode  at  which  the  current  is 
supposed  to  enter,  he  has  given  the  name  of  anode,  \nd  the  term  cathode  has  been  similarly  adopted 
by  him  as  a  suitable  term  to  denote  the  point  of  departure  of  the  current  from  a  conducting  body.  But 
instead  of  the  idea  of  regularly  flowing  currents  from  atom  to  atom,  and  mass  to  mass,  throughout  the 
whole  length  of  conducting  wires  and  other  bodies,  it  would  be  preferable  to  adopt  the  idea  of  the  simple 
propagation  and  reception  of  mechanical  impulses  constituting  the  phenomenon  of  polarization,  through 
the  medium  of  the  electric  matter  existing  in  connection  with  groupings  of  atoms,  corresponding  with 
ihe  propagation  of  mechanical  action  by  the  undulatory  waves  of  fluid  water  and  air.  On  the  surface 
of  quiet  waters  the  waves  may  be  seen  propagating  the  impulses  simultaneously  imparted  to  them  from 
numerous  disturbing  causes,  in  equally  numerous  relative  directions,  the  undulations  crossing  and  re- 
crossing  each  other,  and  even  running  in  opposite  directions,  without  interference.  A  similar  result  oc- 
curs in  the  propagation  of  impulses  through  the  air  in  the  modified  form  of  sounds.  The  electric  waves 
of  polarization  appear  to  be  similarly  propagated  through  the  medium  of  the  perfectly  mobile  electric 
matter  by  the  waves  of  polarization  of  the  atoms  of  the  telegraphic  wires. 

Table  of  several  substances  arran^yed  in  the  order  of  their  Conducting  Powers. 

Silver, 

Copper, 

Brass, 

Iron, 

Platinum, 

Charcoal, 

Dilute  acids. 

Solutions  of  salts, 

Metallic  ores. 

Animal  fluids. 

Pure  water, 

Snow, 

Living  vegetables  and  animals. 

Convection.  It  has  been  noticed  that  the  molecules  of  air,  turpentine,  &c.,  on  becoming  polarized 
are  urged  from  the  battery  pole,  thus  propagating  the  electro-dynamic  action  in  the  modified  form  of 
mechanical  movements  of  the  atoms.  These  movements  are  considered  as  wafting  the  electric  matter 
across  a  space  occupied  by  air;  and  hence  the  term  "  Convective,"  has  been  applied  to  designate  this 
mode  of  ferriage  of  electric  matter,  instead  of  its  propagation  by  mechanical  action  through  the  me- 
dium of  electric  matter. 

The  term  "  disruptive  "  implies  a  breaking  through,  and  is  figuratively  employed  to  denote  the  noLsy 
discharges  of  lightning  or  electric  sparks  through  the  air.  This  mode  of  propagation  is  manifestly  ef- 
fected by  breaUng  through  the  fluid  atmospheres  of  all  gaseous  or  aeriform  particles,  as  the  term  disrup- 
tive implies.  The  propagation  of  mechanical  action  through  the  atmosphere  appears  therefore  to  be 
effected  directly  by  displacing  the  particles  in  its  progress,  and  by  opening  a  void  space  therein.  Tliat 
this  result  is  really  produced  by  disruptive  discharges  of  electricity  is  proved  by  the  fact  that  sounds 
are  caused  by  the  collapsing  of.  the  displaced  air  into  the  void  space  left  as  an  open  pathway  through  a 
portion  of  transferred  fluid.  Sounds  are  similarly  produced  by  the  collapsing  of  the  air  into  the  void 
space  produced  by  the  action  of  a  whip-lash  in  snapping  it.  The  prolongation  of  the  continuous  sound 
of  thunler-peals,  or  of  "rolling  thunder,"  is  ascribable  to  a  difference  in  the  velocity  of  the  propaga- 
tion of  sound  and  of  electro-dynamic  action.  The  undulations  of  the  air  advance  with  the  velocity  of 
only  1130  feet  per  second,  or  a  little  more  than  a  mile  in  five  seconds;  whilst  the  undulations  of  the 
electric  medium  are  propagated  about  a  million  of  miles  in  the  same  period. 

The  various  expedients  devised  for  the  protection  of  buildings,  and  of  the  occupants  of  them,  from 
injury  by  disruptive  discharges  of  lightning,  are  all  founded  on  the  principle  of  providing  some  more 
readily  polarizable  body  than  the  materials  employed  by  masons  and  carpenters  in  the  construction  of 
edifices. 

*  Lightning  Conductors. — The  first  lightning  conductors  consisted  merely  of  metallic  rods  or  chains  pro- 
ceeding from  the  highest  point  of  the  building  or  the  ship,  in  a  direct  line  to  the  earth  or  sea ;  but  this  was 
not  found  in  all  cases  sufficient.     Instances  have  occurred  in  which  the  conductors  have  been  fused  oi 

*  Aide  Memoire  to  the  Military  Soiences. 


Steam, 

Cotton, 

Rarefied  air, 

Feathers, 

Oils, 

Hair, 

Lime, 

Wool, 

India-rubber, 

Silk, 

Siliceous  stones,)  in  proportion 
Argillaceous,      )     to  hardness. 

Diamond, 

Glass, 

Porcelain, 

Wax, 

Baked  wood. 

Sulphur, 

Dry  air  and  gases. 

Resin, 

Leather, 

Amber, 

Dry  paper, 

Gum  lac. 
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shattered,  and  hence  arose  a  prejudice  against  their  use,  under  the  idea  that  they  did  more  harm  that 
good,  by  inviting  the  destruction  they  were  intended  to  prevent.  An  attentive  examination,  ho-wever, 
of  numerous  cases  of  damage  from  lightning  has  shown  that  the  path  of  discharge  from  the  cloud  to  the 
earth  is  always  in  the  line  of  least  resistance.  Tliis  line  may  not  be  the  shortest  lineal  distance,  but  it 
is  in  all  cases  the  shortest  electrical  distance ;  that  is,  the  lightning  picks  out  the  best  conductors  in  its 
transit  to  the  earth,  selecting  with  the  nicest  discrimination  metal  cramps  and'  fastenings,  and  by  ita 
expansive  power  shattering  and  destroying  inferior  conducting  substances,  such  as  wood,  brick-work, 
and  stone. 

The  foUowuig  diagrams  from  experiment,  illustrate  this  principle  fully : 

Figs.  1182  and  1183.  The  shaded  part  shows  the  direct  track  a  a 
taken  by  the  electric  fluid  along  a  Une  of  metallic  conduction, 
disregarding  every  thing  but  its  own  course.  Fig.  1182  may 
represent  the  conducting  masses  in  a  building.  Fig.  1183,  the 
passage  of  the  fluid  across  the  bight  of  a  wire-rope,  or  of  a  chain. 

Hence  the  principal  danger  in  using  chain  or  wire  conductors  in 
the  upper  masts  of  shipping,  as  when  these  last  are  lowered  they 
are  apt  to  leave  the  chain  or  wire-rope  hanguig  loosely;  and 
when  handling  tliis  as  a  bight,  the  seaman's  body  becomes  the 
shortest  course  (a'  a',  Fig.  1183)  for  the  electric  action,  on  the  very 
same  principle  that  a  metallic  rod-conductor  of  proper  dimen- 
sions may  be  passed  through  a  barrel  of  gunpowder  with  perfect 
safety,  though  a  chain  would  ignite  it  at  once. 

To  guard  effectually  a  structure  from  the  stroke  of  lightning. — 
First :  The  conductor  should  be  of  metal,  and  one  of  the  best  con- 
ducting metals  should  be  selected.  Second :  The  conductor  should 
be  capacious.  Third:  The  conductor  should  consist  of  several 
branches  with  pointed  rods  projecting  freely  into  the  air  from 
distant  summits  of  the  building,  and  connected  by  horizontal 
branches  passing  along  the  ridges,  and  from  these  sending  off 
other  branches  to  the  ground. 

Copper  is  the  best  conductor :  the  rods  should  not  be  less  than 
half  an  inch  diameter,  if  solid ;  three-fourths  of  an  inch  is  preferable,  and  generally  ample, 
they  may  be  from  1  to  2  inches  in  diameter,  and  about  one-fifth  of  an  inch  thick. 

If  iron  rods  be  used,  they  should  not  be  less  tlian  three-fourths  of  an  inch  diameter  when  solid :  il 
hollow,  not  less  than  2  inches  diameter  and  three-tenths  of  an  inch  thick,  and  jointed. 

The  hollow  conductor  (if  sufficiently  thick  for  stability)  is  better  than  the  solid  rod  of  equal  length 
and  weight,  because  the  metal  should  display  as  much  surfiice  (in  lateral  dimensions)  as  possible  con- 
sistently with  strength,  to  reduce  the  intensity  of  action  on  surface,  and  heating  effect  in  transverse 
sectional  area ;  but  unnecessary  length  should  be  avoided. 

The  conductor  should  involve  in  its  course  the  principal  detached  masses  of  metal  in  or  oU  the  actual 
walls  and  framing  of  the  building  or  ship :  if  not  allowed  this  course  freely,  it  will  be  apt  to  take  it  in 
a  summary  and  violent  manner.     Figs.  1188  to  1192. 

It  should  be  placed  as  close  as  possible  to  tlie  walls,  <fec.,  which  are  to  be  defended, — not  at  a  distance 
from  them ;  and  should  be  carried  down  at  once  directly  into  the  ground ;  and  when  below  the  surface, 
it  should  then  divide  into  two  or  more  pointed  branches  a  a  a,  Fig.  1187,  slanting  away  from  the  building. 
If  circumstances  permit,  the  lower  end  should  pass  into  a  well,  or  a  stream,  or  a  drain,  or  at  all  events 
into  earth  that  can  generally  be  kept  moist  from  any  neighboring  gutter.  It  is  a  useless  precaution  to 
pass  condctors  through  glass  linings  and  holdfasts,  as  has  been  recommended,  since  the  lightning  will 
always  take  the  direct  course  down  the  rod  until  interrupted ;  on  which  last  account  chain  conductors 
are  very  inferior  to  those  of  rod,  being  a  series  of  interrupted  conductions  from  which  the  lightning  is 
ready  to  turn  aside  at  any  point  of  contact  of  the  linka? — provided  that  at  such  point  a  freer  and  easier 
line  of  conduction  be  offered  by  some  neighboring  body  than  what  the  chain  itself  affords. 

The  conductor  should  be  attached  to  the  most  prominent  points  of  the  building,  Fig.  1190:  if  its 
length  be  very  considerable,  its  transverse  dimensions  must  be  increased;  and  in  doing  this,  the 
provision  for  a  sufficient  conducting  surface  insures  that  for  the  heating  effect. 

In  ornamental  buildings,  such  as  honorary  columns,  tfec,  for  the  sake  of  appearance,  the  conductor 
may  pass  down  Avithinside ;  it  must,  however,  be  firmly  fixed,  and  the  line  of  conduction  made  and  kept 
complete  and  undisturbed. 

In  extensive  ranges  of  buildings,  all  the  most  prominent  points  should  have  long  pointed  rods  pro- 
jecting freely  uito  the  air,  at  least  4  or  5  feet  above  the  building ;  and  the  larger  the  range  the  higher 
they  should  be.     Fig.  1190. 

It  does  not  appear  that  any  smgle  conductor  hitherto  made  can  insure  beyond  a  horizontal  radius  of 
40  feet ;  hence,  in  practice,  less  sliould  be  taken ;  though  a  wider  range  may  be  allowed  if  the  roofs  be 
of  zinc,  lead,  copper,  or  any  other  metal  in  well-connected  sheets  ;  or  if  the  ridges  and  hips  only  be  thus 
guarded,  and  the  whole  well  joined  to  the  conductor,  and  to  iron  gutters  and  pipes,  now  commonly 
used,  and  a  free  passage  be  provided  to  the  ground  at  different  places.  The  points  of  contact  must  be 
numerous,  to  reduce  the  heating  effect  (or  chance  of  fire)  at  such  points,  as  the  whole  electric  action  will 
condense  there,  having  still  to  pass  through  them  on  its  way  down.  There  is  no  reason  why  lightning 
conductors  should  not  be  painted  or  lacquered. 

In  addition  to  the  diagrams  given  in  Figs.  1184,  1185,  and  1186,  showing  the  construction  of  hollow 
conductors  for  buildings, — those  for  the  protection  of  shipping,  Figs.  1189  to  1192,  are  likewise  noticed, 
as  probably  providing  for  the  most  complicated  cases  that  are  likely  to  occur  in  the  most  extreme  casea 
on  land. 
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Fig.  1184,  the  mode  of  joining  two  lengtlis  of  copper  tube  abhj  means  of  a  double  screw  c  with  i 
shouldered  collar  d. 

Fig.  1185,  the  staple  a,  by  which  the  conductor  is  supported  at  the  joints  and  fixed  to  the  wall. 

Fig.  1186,  the  head  of  the  conductor. 

Fig.  1187,  conductor  complete,  showing  the  lower  termination  aaa  as  buried  in  the  ground,  or  re- 
ceived in  water. 


1184. 


1188. 


Fig.  1188,  apphcation  of  conductors ;  the  points 
abode,  &c.,  connected  by  bands  of  metal  cndt 
e  h,  (fee,  into  one  general  whole. 

Fig.  1189,  sliips'  conductors,  consisting  of  two 
strips  of  sheet-copper,  from  1'5  to  5  inches 
wide,  and  from  l-8th  to  l-16th  inch  thick,  in 
lengths  of  4  feet.  They  are  let  double  into  a 
groove  in  the  mast,  so  as  to  insure  continuity  of 
conduction  by  breaking  joint,  as  shown  in  the 
figure:  these  strips  are  kept  in  thorough  con- 
tact, and  are  secured  to  the  mast  by  copper  nails, 
6  inches  apart,  in  the  drilled  and  countersimk 
holes  a  a.  The  upper  surface  of  the  upper  piece 
A  A  is  slightly  rounded,  so  as  to  conform  to  the 
surface  of  the  mast  in  transverse  section. 

Fig.  1190,  the  cap  ab  and  the  hole  b  through 
which  the  moveable  mast  e  x  slides,  are  furnished 
with  similar  plates ;  these  are  led  from  the  square 
hole  at  a,  by  wliich  the  cap  a  6  is  fixed  to  the 
head  of  the  mast  D,  into  the  round  hole  at  b; 
and  there  is  a  lining  of  copper  in  this  part  of  the 
hole  next  to  the  conductor  at  b,  by  whicli  the 
metallic  line  is  continued  to  the  next  mast  D. 

Figs.  1191,1192,  the  bolts  abcdef,  passing 
tlirough  tlie  ship,  and  in  wliich  the  general  lino 
of  conduction  terminates,  are  clenched  upon  me- 
tallic rings  and  plates,  in  connection  witli  the 
copper  sheathing ;  and  tliere  are  additional  bands 
mn,  Fig.  1191,  leading  from  the  fore-mast  an; I 
mizen-mast  directly  to  the  stem  or  stern  un.lur 
the  decks;  other  bands  gh,  Fig.  1192,  traverse 
the  beams,  and  they  all  terminate  in  the  sea  by 
bolts  clenched  on  the  copper  sheatliing.  Fig. 
1192  is  a  section  suited  to  the  beams  abaft  each 
mast. 

Eleotridty  applied  as  a  moving  power. — The  operation  of  voltaic  electricity  in  magnetizing  iron,  and 
the  disappearance  of  the  excited  magnetism  directly  its  action  is  suspended,  or  nearly  so,  has  furnished 
a  means  of  obtaining  to  a  certain  extent  a  considerable  moving  force  applicable  to  the  purposes  of  ma- 
chinery. 

Mr.  Cook,  of  Saratoga,  made  an  interesting  exhibition  of  an  electro-'magnetic  machine,  in  the  year 
1838,  in  Barclay  street,  New  York.  The  whole  apparatus  was  of  the  most  simple  construction,  con- 
sisting of  two  sets  of  magnets,  one  revolving  within  the  other.  The  external  magnets  being  excited  by 
the  fluid  generated  by  the  action  of  an  ordinary  galvanic  battery,  while  the  polarity  of  each  magnet  waa 
constantly  and  regularly  changing,  a  perfectly  uniform  motion  was  communicated  to  the  cylinder,  which 
might  be  increased  indefinitely  as  additional  force  is  applied.  The  machine  was  thirty  inches  in  diame- 
ter, and  contained  seventy-eight  magnets,  each  weighing  four  pounds.  The  machine,  in  full  operation, 
made  eighty  revolutions  per  minute — considerably  more  than  can  be  obtained  by  the  force  of  one  man. 

Professor  Jacobi,  of  St.  Petersburg,  by  means  of  an  engine  on  this  principle,  succeeded,  in  the  years 
1838  and  1839,  in  propelling  a  boat  upon  the  Neva  at  the  rate  of  4  miles  an  hour.  This  boat  was  28 
feet. in  length,  about  7  feet  wide,  and  drew  nearly  3  feet  water.  It  contained  10  persons;  the  engine 
was  worked  by  a  voltaic  battery  of  64  pairs  of  platinum  plates,  excited  with  nitric  and  sulphuric  acid, 
and  propelled  the  vessel  through  the  medium  of  paddle-wheels. 

A  large  Electro-magnetic  Locomotive  Engine  was  constructed  by  Mr.  Davidson,  and  tried  on  the  Edin- 
burgh and  Glasgow  railway,  the  account  of  which,  with  drawings,  was  published  in  the  Practical  Me- 
chanics' and  Engineers'  Magazine,  for  November,  1842.  The  carriage  was  16  feet  long  and  6  feet 
broad,  and  weighed  above  6  tons,  including  the  apparatus  of  batteries,  magnets,  &c.  This  Electro- 
magnetic Locomotive  was  propelled  by  means  of  electricity  with  a  velocity  of  only  about  4  miles  per 
hour. 

Professor  Page,  in  his  lectures  before  the  Smithsonian  Institution,  exhibited  a  bar  of  iron  weighing 
one  hundred  and  sixty  pounds,  which  was  made  to  spring  up  by  magnetic  action,  and  to  move  rapidly 
up  and  down.  The  force  operating  on  this  bar,  he  stated,  averaged  three  hundred  pounds,  through  ten 
inches  of  its  motion.  He  then  exhibited  his  engine  of  between  four  and  five  horse-power,  (operated  by 
a  battery  contained  within  a  space  of  three  cubic  feet,)  with  two  feet  stroke,  the  whole  weighing  about 
one  ton.  It  made  80  strokes  per  minute,  whilst  driving  a  circular  saw  ten  inches  in  diameter,  sawing  up 
boards  into  laths.  He  has  since  experimented  with  a  locomotive  engine  on  the  Washington  railroad. 
The  engine  was  propelled  at  the  average  rate  of  ten  or  twelve  miles  in  an  hour.  Many  other  expeii- 
tnents  have  been  made,  but  as  yet  no  machine  has  been  produced  nractically  useful. 
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Amongst  other  applications  of  electricity  to  useful  purposes,  the  application  of  magneto-electrical 
nction  in  arresting  the  oscillations  of  the  compass-card  on  board  ship  is  not  the  least  important.  Elec- 
trical currents  are  excited  in  non-magnetic  metals,  such  as  copper,  zinc,  <kc.,  wlien  placed  near  a  magnet 
in  motion,  or  when  themselves  set  in  motion  near  a  magnet ;  and  these  currents  so  tend  to  arrest  the 
motion,  that  if  an  ordinary  magnetic  needle  be  caused  to  oscillate  -witliin  a  ring  of  copper,  the  amplitude 
of  the  oscillations  rapidly  diminishes,  and  the  needle  is  speedily  reduced  to  rest.  On  tliis  principle,  the 
common  compass-card  employed  at  sea  is  placed  within  a  dense  ring  of  copper, — the  poles  or  extremi- 
ties of  the  magnet  being  near  the  interior  of  the  ring ;  this,  with  some  valuable  and  judicious  improve- 
ments in  the  construction  and  mounting  of  the  needle,  so  fetters  the  vibrations,  that  even  although  the 
instrument  be  extremely  sensible  of  the  least  motion,  and  of  the  action  of  the  magnetic  force  of  the  earth, 
yet  the  compass-card  is  found  steady  in  the  heaviest  sea,  and  luider  the  violent  motion  of  steamboats 
when  struggling  with  a  gale. 

For  further  and  stiU  more  important  applications  of  electricity  to  the  improvement  of  the  arts,  and 
the  conveniences  of  life,  see  the  following  articles :  also,  Blasting  and  Telegraph. 

ELECTRIC  LIGHT.  The  improvements  in  the  construction  of  galvanic  batteries  consist  m  making 
them  on  what  is  termed  the  "  perfluent"  system  of  supply  and  discharge,  to  contradistinguish  it  from  the 
"percolating"  system,  which  has  recently  come  into  extensive  use.  According  to  the  percolating 
system,  the  liquid  emploj-ed  (usually  sulphuric  acid)  is  supplied  to  and  discharged  from  each  of  the 
cells  of  the  battery,  in  separate  and  distinct  streams  or  series  of  drops ;  the  liquid,  as  it  becomes 
exliausted,  though  not  entirely  so,  dropping  out  through  an  orifice  in  the  bottom  of  the  cell,  and  being 
then  allowed  to  run  to  waste,  and  tlie  place  of  the  discharged  liquid  being  supplied  by  fresh  drops 
descending  from  above  into  each  cell.  But,  according  to  the  new  system,  the  liquid  is  supplied  in  one 
stream  only,  which  passes  continuously  through  the  entire  series  of  cells,  entering  by  the  first  cell  of  tlie 
series,  and  passing  off  through  the  last.  No  diminution  of  electric  intensity  is  observed  to  take  place  in 
the  perfluent  battery,  from  bringing  the  cells  into  communication  with  one  another,  owing  to  the 
circuitous  course  which  the  fluid  is  made  to  take  between  cell  and  cell.  In  proportion,  of  course,  as  the 
duration  of  the  transit  through  each  cell  is  shortened,  the  chance  must  be  proportionally  lessened  of 
each  portion  of  the  liquid  coining  into  contact  with  the  acting  metal  or  element  in  that  cell ;  yet,  as  no 
drop  of  the  fresh  liquid  supplied  to  the  battery  can  make  its  way  to  the  final  discharge  outlet  without 
going  through  the  whole  of  the  cells,  what  it  misses  in  the  first  cell,  it  is  sure  to  encoimter  in  one  or 
other  of  the  remaining  cells.  The  cells  last  in  order  of  a  perfluent  battery  necessarily  act  less  power- 
fully than  the  earlier  cells  of  the  series ;  as,  for  example,  the  last  six  cells  of  a  series  as  compared  with 
tiie  first  six.  The  diminution  of  power,  that  is  to  say,  the  quantity  of  electricity  which  the  cells  are 
capable  of  circulating,  does  not  appear,  however,  to  follow  exactly  in  the  ratio  of  the  strength  of  the 
exciting  liquids ;  for  the  difference  m  power  between  the  middle  and  initial  cells  of  a  series  is  propor- 
tionally not  so  great  as  the  difference  between  the  middle  and  the  terminal  cells.  When  it  is  desirable 
to  obtain  intensity  in  the  electric  current  rather  than  great  quantity,  tlie  terminal  cells  should  be  made 
about  equal  to  the  quantitative  power  of  the  others,  by  uniting  the  similar  conducting  wires  of  several 
cells  together,  and  using  them  as  if  proceeding  from  one  cell.  Thus,  as  it  would  be  technically  expressed, 
the  last  three  cells  in  a  fifteen-cell  battery  (say  the  loth,  14th,  and  13th)  might  be  connected  for  quantity, 
and  the  two  next  preceding  pairs  (say  the  i2th  and  11th,  and  10th  and  9th)  be  connected  also  for 
quantity,  and  the  first  eight  cells  might  be  worked  singly,  in  tlie  usual  manner  of  a  series.  But,  how- 
ever great  may  be  the  differences  in  power  between  the  initial,  middle,  and  terminal  cells  of  a  series  in 
eacli  cell,  regarded  by  itself  apart  from  the  others,  the  degree  of  exhaustion,  and  consequently  of  electric 
action,  is  always  very  nearly  uniform  throughout  every  part  of  the  cell. 

The  details  of  a  battery  constructed  on  this  perfluent  principle  are  represented  in  Figs.  1245, 1246, 
1247,  and  1248  of  the  drawings  annexed.  Fig.  1245  is  a  view  of  the  battery,  as  seen  from  above ;  Fig. 
1246  is  a  vertical  longitudinal  section;  Fig.  1247  is  a  view  of  the  trough  from  beneath;  and  Fig.  1248 
is  a  vertical  cross-section.  A  is  a  wooden  trough,  the  parts  of  which  are  firmly  bolted  together ;  a  a  are 
slate  partitions,  the  edges  of  which  fit  closely  into  the  sides  and  bottom  of  the  trough,  and  are  about 
two  and  a  half  inches  apart;  b  b  are  thicker  partitions  of  wood,  which  are  inserted  at  short  intervals,  say 
every  six  cells,  and  made  fast  to  the  sides  by  screws  and  nuts  ;  c  c*  are  two  parallel  rows  of  holes  made 
in  the  bottoms  of  the  cells,  two  in  each;  dd^  are  two  corresponding  rows  of  wooden  covers,  which  are 
made  fast  to  the  bottom  of  the  trough.  Fig.  1247,  one  underneath  each  adjoining  pair  of  holes, 
as  c  c  or  c'  c',  with  the  exception  of  the  two  end  ones,  which  cover  one  cell  only ;  e  is  a  groove  cut  out 
in  the  upper  surface  of  each  cover,  and  made  just  of  width  enough  to  embrace  two  of  the  cell  holes, 
as  cc  or  c^  c^,  and  so  establish  a  channel  of  communication  between  them;  fis  an  aperture  made  in  the 
bottom  of  the  end  cover  of  the  series  of  holes ;  d  and  /',  similar  apertures  in  the  bottom  of  the  opposite 
rtnd  of  the  same  series  of  holes,  into  each  of  which  apertures  there  is  inserted  a  piece  of  copper  tubing, 
to  which  there  is  attached  one  end  of  a  flexible  hose,  g  or  ^',  (made  of  vulcanized  caoutchouc,  gutta 
percha,  or  any  other  suitable  substance  or  combination  of  substances,)  which  terminates  at  the  other  end 
m  a  funnel  h  or  A' ;  and  i  i'  are  eye-bolts  affixed  to  the  ends  of  the  trough  on  the  outside,  which 
respectively  sustain  in  an  upright  position  the  funnels  h  and  h\  there  being  a  slit  or  opening  in  the  eye 
of  such  bolt,  to  admit  the  neck  of  the  funnel.  The  whole  of  the  inside  of  the  trough  is  well  coated  with 
marine  glue. 

The  mode  of  operation  with  this  apparatus  is  as  follows :  The  liquid  is  poured  in  at  the  funnel  k,  and 
passfis  into  the  first  cell  through  the  hole  o  of  that  cell ;  from  the  first  cell  it  goes  out  through  the  hole  e 
mto  the  first  of  the  grooved  covers  of  the  series  d,  whence  it  flows  into  the  second  ceU  through  the 
hole  c'  of  that  cell ;  from  the  second  cell  it  next  passes  through  the  hole  c  of  that  cell  into  the  second  of 
the  grooved  covers  of  the  series  d ;  and  so  on  to  the  end  of  the  series,  (as  indicated  by  the  arrows  in 
Fig.  1245,)  when  it  discharges  itself  through  the  flexible  hose  g'  and  h'  into  a  receiving  vessel  K. 

The  arrangement  just  described  is,  however,  chiefly  suitable  for  those  batteries  wliich  use  but  one  sort 
of  exciting  liquid,  but  in  batteries  where  two  fluids  are  used  it  may  be  expedient  to  adopt  the  modifi- 
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cation  of  the  perfluent  system  represented  in  Figs.  1249  to  1254.  Tlie  internal  cells  in  this  case  are 
supposed  to  be  made  of  earthenware  or  some  other  porous  material  Fig.  1249  is  a  side  view  of  one  ol 
these  cells,  and  Fig.  1250  a  vertical  sectiop  across  the  middle.  A  hole  Q  is  made  in  the  bottom  of  this 
cell,  and  into  this  hole  a  varnished  copper  tube  r,  with  a  collar  and  washer  of  vulcanized  caoutchouc  at 
top,  is  dropped.  The  tube  is  pulled  tightly  down  upon  the  washer,  iji  order  to  prevent  any  of  the  liquid 
escaping  between  the  washer  and  the  bottom  of  the  cell.  Or,  instead  of  this  arrangement,  one  of  the 
escription  represented  in  Figs.  1251  and  1252  may  be  substituted.    S  is  a  cradle  which  is  cemented  on 
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to  the  under  end  of  the  cell  by  marine  glue,  and  encloses  it  completely.  The  tube  r  is  screwed  on  to 
the  bottom  of  tliis  cradle,  and  through  it  up  to  the  liole  in  tlie  cell.  In  both  cases  the  tube  has  an  oval 
iperture  w  cut  transversely  through  it,  and  terminates  at  its  under  end  in  a  solid  screw-point.  Tlie 
trough  for  the  reception  of  porous  cells  of  this  description  is  made  in  the  manner  represented  in  Figs. 
1253  and  1254 ;  the  former  being  a  transverse  vertical  section  of  the  trough  through  tlic  centre  ot  one  ol 
the  cells,  and  the  latter  a  longitudinal  vertical  section.  Q  is  the  internal  porous  cell,  and  Y  the  zinc  plate 
suspended  therein.    X  X  are  the  plates  of  negative  surface,  say  topper,  placed  outside  of  the  porous 
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;elL  Z  Z  Z  are  tlie  sides  and  bottom  of  the  trough,  the  spaces  m  m  between  which  and  the  porous  cell 
form  the  external  cell,  wliich  contains  the  second  fluid,  (say  sulphate  of  copper.)  A"  is  an  open  channel 
for  the  discharge  of  the  second  fluid,  which  runs  along  the  outside  of  one  wall  of  the  trough,  near  to  the 
top,  and  communicates  by  lateral  apertures ^^  in  the  wall,  with  the  spaces  inside  mm,  appropriated  to 
that  fluid.  V  is  a  grooved  or  channelled  under-cover,  which  extends  along  the  bottom  of  the  trough 
from  end  to  end,  and  comes  immediately  under  the  line  of  holes  in  the  porous  cells  Q.  Tlie  lower  end 
of  the  tube  r,  which  is  attached  as  aforesaid  to  the  bottom  of  each  porous  cell,  and  enclosed  by  the 
cradle,  is  passed  downwards  through  an  orifice  in  the  bottom  of  the  trough,  and  also  through  another 
orifice  in  the  bottom  of  tlie  under-cover V,  till  the  oval  apeiiure  w  in  the  tube  coincides  with  the  groove  t 
in  the  bottom  of  V;  so  that  when  the  whole  of  the  cells  are  fixed  in  their  places,  the  channel  t  forms 
through  the  medium  of  the  apertures  w  w  a,  common  channel  of  communication  between  all  the  cells. 
U  is  a  nut  which  takes  on  to  the  end  of  the  solid  screw-point  of  the  tube  r,  and  by  turning  which 
the  parts  S,  r,  Y,  and  Z  are  all  screwed  tightly  together.  For  the  sake  of  greater  security  against 
leakage,  and  against  the  intermixture  of  one  of  the  fluids  with  the  other,  washers  of  vulcanized 
caoutchouc  arc  inserted  between  the  crade  S  and  the  bottom  of  the  trough,  and  between  the  bottom  of 
the  grooved  channel  V  and  the  shoulder  of  the  nut  U.  E  is  a  second  under-cover  which  runs  parallel 
to  V,  (on  one  or  either  side  of  it ;)  the  groove  e,  in  which  the  second  cover  communicates  by  a  series  of 
holes  n  n  with  the  external  cells  above,  containing  the  second  fluid,  serves  as  a  common  channel  through 
which  these  cells  may  be  supplied  from  a  flexible  hose.  The  second  fluid  is,  after  passing  through  the 
external  cells,  discharged  from  the  end  of  the  channel  A'. 

The  perfluent  system  may  be  also  carried  into  effect  by  employing  siphons  instead  of  the  grooved 
under-covers  d  d',  V,  and  E,  before  described,  to  transmit  the  liquid  from  cell  to  cell  successively,  as 
shown  in  Fig.  1255,  which  represents  two  adjacent  cells  of  a  battery.  The  long  end  A  of  the  siphon 
descends  to  near  the  bottom  of  one  cell,  in  order  that  it  may  cany  over  the  densest  portion  of  the  liquid 
therein,  and  deliver  it  through  the  short  end  B  into  the  next  cell.  Or,  if  the  liquid  employed  is  of  such  a 
nature  that  it  becomes  lighter  as  it  becomes  exhausted,  (sulphate  of  copper,  for  instance,)  then  the  legs 
of  the  siphon  are  reversed,  the  Hquid  entering  it  by  the  short  end,  and  being  carried  over  by  the 
long  end. 

Part  of  the  invention  consists  in  attaching  to  all  galvanic  batteries  in  which  a  gradual  change  of  liquid 
is  required,  an  equilibrated  hydraulic  cistern  and  graduated  meter,  such  as  represented  in  Figs.  1256  and 
1257.  A  is  a  cask,  closed  at  top,  so  as  to  prevent  the  action  of  the  atmospheric  pressure  en  the  sm-face 
of  the  liquid  contained  in  it ;  and  b  is  an  orifice  near  to  the  bottom,  which  opens  into  a  small  outer 
cistern  c.  This  arrangement  ensures  that  the  liquid  flowing  through  any  channel  from  the  little  cistern  c 
will  always  flow  at  the  same  rate,  whether  the  cistern  be  full  or  nearly  empty.  From  this  little  cistern 
a  loose  piece  of  vulcanized  caoutchouc  tubing  d  proceeds,  and  is  connected  with  the  glass  tube  e,  from 
which  is  suspended  the  meter  /,  having  a  small  hole  at  the  bottom,  so  that  the  rate  of  flow  out  of  this 
hole  is  indicated  by  the  height  at  which  the  surface  of  the  liquid  stands.  The  meter  is  graduated  to 
units,  wliich  shows  the  amount  of  flow  requisite  to  supply  the  chemical  action  which  is  going  on  in  the 
battery  when  the  electric  current  is  circulating  at  a  rate  indicated  by  corresponding  imits  on  the  galvan- 
ometer described  in  Fig.  1258,  which  is  included  in  the  circuit.  The  meter,  with  its  tube  d,  is  suspended 
so  as  to  enable  the  rate  of  flow  to  be  adjusted  by  hanging  it  at  an  altered  level  in  relation  to  the  cistern, 
according  as  the  galvanometer  may  indicate  to  be  necessary.  The  parts  d  e  form  in  fact  a  siphon,  wliich 
only  requires  to  be  filled  witli  liquid  when  the  apparatus  is  first  set  in  action,  after  the  cistern  is 
charged.     The  liquid  issuing  from  the  meter  is  received  by  a  funnel  h,  or  otherwise  led  to  the  battery. 

Also  the  employment  in  galvanic  batteries,  having  copper  or  mercury  for  the  negative  element,  of  a 
liquid  amalgam  of  zinc  and  mercury,  enclosed  in  a  bag  or  case  of  lawn  or  horse-hair  cloth,  or  any  other 
finely  reticulated  fabric,  but  not  made  of  metal,  wliich  allows  of  the  acid  passing  freely  through  its 
meslies  to  act  on  the  bottom  and  sides  of  the  zinc  amalgam,  wliile  the  bag  or  case  retains  the  amalgam 
itself. 

Again,  the  employment  of  lead  as  the  positive  element  in  galvanic  batteries,  (instead  of  tlie  zinc 
wliich  is  now  commonly  used,)  combined  with  a  solution  of  nitric  acid  or  of  acetic  acid,  in  some  one  or 
other  of  the  forms  best  calculated  to  act  on  the  lead. 

The  new  galvanometer  is  such  that  it  can  be  made  a  permanent  adjunct  to,  or  part  of  the  battery,  so 
as  to  be  always  indicating  what  amount  of  electricity  is  circulating  when  any  sort  of  duty  is  being 
performed  by  it,  and  the  weights  of  materials  combining  or  used  per  minute  at  any  particular  time. 
This  improved  galvanometer  consists  of  a  thick  piece  of  insulated  copper  wire  A  wound  round  a  wooden 
or  brass  cylindrical  centre,  fitted  with  ends  C  C.  One  end  of  this  coil  is  in  metallic  connection  with  tlie 
positive  or  negative  pole  of  the  battery,  and  the  other  extremity  is  placed  in  connection  with  the  part  oi 
the  lamp,  (or  other  piece  of  mechanism  for  actuating  which  the  battery  is  used,)  which  would  receive 
the  conductor  from  the  said  pole  of  the  battery.  In  the  hollow  cylindrical  centre  of  the  coil  there  is 
placed  a  rod  of  soft  iron  d,  as  shown  in  the  figure,  which  moves  loosely  up  and  down  in  it,  and  is  pro- 
longed by  a  short  brass  stem  or  index  e.  A  graduated  scale /is  fixed  to,  and  rises  from,  the  upper  end 
of  the  coil,  so  as  to  show  the  height  at  wliich  the  electric  influence  causes  the  index  to  stand.  The 
graduations  are  represented  in  the  figure  as  marked  on  a  glass  tube,  within  which  tlie  index  and  rod  A 
slide.  Tliese  graduations  are  so  made  as  to  indicate  the  number  of 'grains  of  pure  zinc  consumed  per 
minute  in  each  cell  of  the  galvanic  series,  the  current  produced  by  which  causes  the  index  to  stand  at 
each  such  division  of  the  scale.  Any  galvanometer  of  this  kind  can  be  graduated  from  a  standard  one. 
The  standard  can  be  graduated  by  ascertaining  experimentally  the  weight  of  zinc  consumed  per  minute, 
but  a  less  tedious  process  is  to  graduate  it  from  a  Petrie's  Galvanometer,  which  indicates  all  the  required 
units  of  electricity  and  their  fractions,  by  means  of  weights ;  the  accuracy  of  that  instrument  being  first 
tested  by  one  such  direct  experiment  on  the  zinc  consumed.  This  improved  galvanometer  may  be  made 
of  a  shorter  and  thicker  wire,  making  fewer  coils,  if  the  iron  rod  is  partially  counterpoised  by  a  sprins; 
or  weights,  or  hydrostatically  with  mercury. 
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Figs.  1259  and  1260  are  representations  of  a  lamp  embodying  this  improvement.  The  skeleton  of 
this  lamp  is  composed  of  a  foundation-plate  of  wood  A,  a  sole-plate  B  of  brass,  firmly  connected  by 
pillars  C  and  a  three-legged  stand  K  rising  vertically  from  the  sole-plate  B,  the  feet  of  -which  are 
fastened  to  B  by  nuts  beneath,  but  insulated  by  circular  -washers  of  dry  hard  -wood  (of  the  form  sho-wn 
in  section  i  j.)  A  hole  is  bored  vertically  down  through  the  centre  of  the 
top  of  the  stand  K,  into  which  h;)le  the  upper  electrode  JS"  is  fixed  by  three  1260. 

metal  wedges  jambed  into  key-ways  or  channels,  sloping  upwards  and 
outwards,  so  as  to  keep  the  inner  faces  of  the  wedges  parallel  to  tlie 
central  axis.  A  glass  shade  is  fixed  to  the  sole-plate  B  so  as  to  cover  K 
H  G  is  a  shaft  which  slides  vertically  into  the  central  axis  of  the  lamp, 
through  holes  in  A  and  B,  and  has  a  socket  at  top  which  carries  the  lower 
electrode  M.  The  lower  part  G  is  cut  with  teeth  which  work  into  a 
pinion  F,  which  turns  on  a  spindle  in  fixed  supports.  A  barrel  F'  is 
attached  to  the  pinion  F,  and  a  weight  W  is  suspended  by  a  string  which 
passes  round  F'  and  is  fixed  to  it,  so  as  to  counterpoise  the  weight  of  H  G. 
On  the  spindle  of  the  pinion  F  is  fixed  a  wheel  E,  having  square  teeth.  A 
lever  T  turns  loosely  on  the  same  spindle  as  a  fulcrimi,  and  carries  a 
double  pawl  U  V,  which  turns  on  a  pin  which  projects  from  the  side  of  T, 
so  that  tills  pawl  U  V  can  lock  into  the  teeth  of  the  wheel  E  in  either 

direction.  A  long  horizontal  lever  Q  passes  over  this  pawl  from  a  joint  or  fulcrum  a,  and  this  lever 
carries  a  light  spring  or  tongue  I  close  beneath  it,  the  end  of  wliich  is  kept  from  springing  away  from 
the  lever  by  resting  in  a  step  in  a  little  stirrup  or  fork  d,  which  is  attached  to  the  lever  Q,  and  embraces 
the  wheel  E  and  the  end  V  of  the  pawl.  The  pawl  and  its  lever  T  are  kept  in  a  state  of  slow  vibration 
from  side  to  side  by  means  of  a  crank  S,  which  works  in  a  fork  at  the  end  of  T,  the  crank  S  be"ing  made 
to  revolve  by  an  ordinary  train  of  wheel- work,  furnished  with  an  escapement  or  fly-wheel  A",  and  driven 
by  spring  power  or  weights.  When  the  lever  Q  is  turned  a  little  downwards  its  tongue  I  presses  V  into 
tlie  teeth  of  the  wheel  E,  and  the  vibratory  motion  of  T  causes  V  to  drive  the  wheel  round,  notch  by 
notcli.  The  wheel  does  not  follow  the  pawl  in  its  back  motion  at  every  stroke,  for  this  is  better  ensured 
by  having  a  spring  n  (Fig.  1260)  fixed  to  A,  and  pressing  against  the  side  of  G.  Tliis  motion  of  the 
wheel  causes  the  pinion  to  elevate  the  rack  G  slowly,  so  as  to  raise  its  electrode  M  towards  N.  But 
when  the  lever  Q  is  raised  or  turned  upwards,  the  notch  in  the  stimip  lifts  the  tongue  I  off  V,  and 
allows  U,  the  heaviest  end  of  the  pawl,  to  drop  into  the  teeth  of  the  wheel  E.  This  drives  it  round  in  a 
contraiy  direction,  so  as  to  lower  the  rack  G  and  draw  its  electrode  M  further  from  K  Whenever  the 
lever  Q  is  raised,  the  lower  step  in  the  stirrup  d  catches  the  sides  of  V  and  draws  it  (V)  up  out  of  the  teeth 
of  the  wheel,  in  case  V  should  have  become  jambed  or  hitched  in  the  teeth,  so  that  the  counter-weight 
of  IT  might  be  unable  to  release  it.  Tlie  means  by  which  the  end  of  the  lever  Q  is  raised  or  lowered 
are  these :  R  is  a  regulator  coil,  one  end  of  its  wire  is  connected  with  the  binding-screw  e,  and  the  other 
end,  L,  is  brought  up  and  fixed  in  contact  with  K.  An  iron  rod  0  moves  freely  up  and  down  in  the 
central  hole  of  the  coil,  and  is  prolonged  upwards  by  a  stem  of  wood  p,  by  which  it  hangs  to  tlie  end  oi 
the  lever  Q  in  the  manner  shown  in  Figs.  1259  and  1260.  The  rod  0  passes  through  a  hole  in  the 
centre  of  a  cup  y,  which  screws  into  the  bottom  of  the  coil-case.  Around  O  there  is  a  circular  weight  X 
which  rests  on  a  small  step  in  0  when  0  is  raised.  When  0  sinks  below  its  medium  position  it  is  left 
behind,  resting  on  the  edge  or  rim  of  y.  The  object  of  this  arrangement  is,  that  when  0  is  actuated  by 
a  force  equal  to  its  own  weight,  added  to  half  the  weight  of  X,  then  it  will  have  a  tendency  to  return  to 
its  medium  position,  with  a  force  of  half  the  weight  of  X,  whether  it  be  raised  higher  or  sunk  lower  than 
that  position.  The  mode  of  action  is  as  follows :  The  end  of  the  negative  wire  from  the  battery  is  set 
in  the  binding-screw  /,  and  is  conducted  thence  by  a  metal  connection  to  tlie  supports  of  the  spindle  of 
the  pinion,  and  to  the  spring  n.  The  current  passes  through  these  into  the  rack ;  thence  to  the  lower 
electrode  M,  from  which  it  passes  to  the  upper  one,  N",  producing  the  Mglit  between  them.  From  N  it 
proceeds  through  the  stand  K  to  the  wire  L,  of  the  regulator ;  thence  to  the  clamp  e,  which  is  in  con- 
nection with  the  other  end  of  the  regulator  wire,  and  into  which  the  positive  wire  from  the  battery  is 
clamped  to  complete  the  electric  circuit.  The  current,  in  passing  tlirough  the  regulator,  tends  to  raise 
tlie  iron  centre  0,  which  being  connected  to  the  lever  Q,  is  counterpoised  by  the  weight  W,  which 
screws  along  an  extension  of  the  lever  beyond  the  fulcrum  a.  To  put  the  lamp  into  adjustment,  the 
driving  geer  being  wound  up,  and  the  battery  being  in  a  state  of  activity  fit  for  the  permanent  action 
intended  to  produce  tlie  light,  and  its  wires  connected  with  e  and  /,  as  described,  the  lever  Q  is  raised 
by  hand  until  the  electrodes  have  separated  to  the  greatest  extent  compatible  with  obtaining  a  perma 
nent  light  from  them.  The  screwed  weight  W*  is  turned  backwards  or  forwards  until  it  keeps  0 
balanced,  just  so  as  not  to  sink  below  its  medium  position,  when  the  electrodes  are  separated  as  afore- 
said. When  in  this  position,  the  shoulder  of  0  touches  the  weight  X,  wliich  is  resting  on  the  rim  of  y. 
The  lever  Q  carries  a  little  projecting  piece  or  catch  g,  which  meets  the  bent  arms  attached  to  the  crank- 
epindle  S,  and  thus  arrests  the  motion  of  the  crank,  when  the  lever  lies  so  that  0  is  in  its  medium 
position ;  but  whenever  it  rises  above  or  suiks  below  that  point,  the  catch  g  allows  h  h  to  pass  beneath 
or  over  it  accordingly,  so  that  the  crank  can  revolve  freely  and  work  the  ratchet  U  V. 

A  front  view  of  a  Limp  on  this  plan  is  given  in  Fig.  1261,  and  a  side  or  edge  view  in  Fig.  1262.  A' 
is  the  disk,  which,  as  shown  in  section,  Fig.  1262,  resembles  in  its  form  two  cones,  placed  base  to  base, 
so  that  there  is  always  one  sharp  or  feather-edge  in  sight  of  the  negative  electrode,  which  is  of  the 
ordinary  single-cone  form.  B'  is  the  scraper ;  B''  is  a  frame  which  carries  the  shaft  C^  to  which  the 
disk  electrode  A'  is  attaclied.  D'-"  and  E*  are  a  bevelled  wheel  and  pinion,  which  geer  into  one  another, 
tlie  latter  being  fixed  to  the  shaft  G".  At  the  bottom  of  this  shaft  there  is  another  wheel  B.'',  to  which 
the  clock-work  or  other  apparatus  for  giving  motion  is  attached.  The  shaft  G''  may  be  insulated  in 
various  ways,  either  by  the  interposition  of  plates  of  ivory  or  wood,  J  K,  screwed  together,  or  by  gutta- 
oercha  or  india-rubber  rings. 
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To  increase  the  temperature  of  the  metallic  electrode  A*,  the  operator  sometimes  passes  tlie  metallic 
holders  B  B  through  a  block  of  glass  D  D  D,  or  some  other  similar  bad  conductor  of  Iieat,  as  repre- 
sented in  Fig.  1263,  so  that  the  heat  and  radiant  light  may  be  developed  with  as  little  loss  of  the  former 
as  possible  by  radiation. 

An  elevation  of  a  small  iridium  bracket  lamp  is  given  in  Figs.  1264  and  1265.  A'  is  tlie  electrode 
of  iridium,  which  is  fused  on  or  otherwise  fixed  to  two  pieces  of  pLatinum  B  B,  which  are  fixed  into  two 
copper  or  other  metallic  holders  C  C.  These  holders  are  insulated  by  means  of  ivory,  wood,  or  vul- 
canized india-rubber  washers  D  D,  or  some  other  suitable  non-conducting  substances,  so  as  to  prevent 
contact  with  the  bottom  metal  plate  of  the  lamp  E.  To  one  of  the  metallic  liolders  a  copper  wire  a', 
passing  through  the  hollow  tube  B',  is  connected  with  one  pole  of  the  battery,  and  the  electric  circuit  ia 
completed,  and  the  current  made  to  pass  through  the  brass-work  of  the  lamp  to  the  electrode,  by  turn- 
ing tlie  ivory  knob  X,  which  is  attached  to  a  screw-sliank  Z,  making  a  metallic  communication  with  the 
other  holder.  \V  Y  is  a  ring  of  brass,  which  is  screwed  into  the  bottom  of  the  lamp.  A  glass  shade, 
of  any  shape  or  form,  may  be  placed  on  the  plate  E. 

Fig.  1266  represents  a  triple  electrode  suspending-lamp.  AAA  are  three  ivory  knobs,  with  metallic 
shanks,  for  making  the  necessary  communication,  as  before  described. 

An  apparatus  embodying  the  chief  of  these  arrangements  is  represented  in  Fig,  126Y.  The  parts  in 
this  appai-atus  which  are  similar  to  tliose  in  the  permanent  light  apparatus.  Figs.  1259  and  1260,  before 
described,  are  indicated  by  similar  letters.  A  heUx  coil  of  insulated  copper  wire  A,  is  employed  for  the 
purpose  of  producing  the  prime-moving  force  which  actuates  the  sliding  shaft  which  holds  tlie  electrode. 
This  helix  is  fixed  to  the  bottom  of  the  framework  C  C  C".  A  cylinder  of  soft  iron,  B,  moves  freely  up 
and  down  in  it ;  to  the  top  of  B  is  fixed  the  rack  E,  which  slides  through  the  hole  at  c",  and  carries  the 
electrode  M,  fixed  in  a  socket,  so  that  this  shaft  can  move  the  electrode  M  to  or  from  the  lower  end  of 
the  electrode  N,  which  is  fixed  in  the  top  of  the  tripod  K  by  wedges  or  screws.     K  is  fixed  and  fur- 
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nished  in  the  same  manner  as  that  shown  in  Fig.  1259,  and  before  described.  The  weight  of  the  shaft 
B  E  is  rather  overbalanced  by  the  weight  Q,  which  is  attached  by  a  string  passing  over  a  pulley  R  to  B. 
A  pinion  F  works  into  the  rack  E,  and  fits  it  loosely  with  a  back  lash  of  about  a  tentli  of  an  inch.  The 
pinion  F  is  connected  with  an  ordinary  train  of  multiplying  wheel-work  (concealed  behind  the  brass 
plate  c'")  and  terminating  by  any  well-known  sort  of  fly  or  escapement  motion  of  such  kind,  that  F  Y 
will  be  prevented  from  revolving  quickly,  but  will  at  the  same  time  yield  with  a  slow  motion  to  any 
slight  force  from  the  rack  E,  so  as  to  prevent  the  rack  E  from  moving  up  or  down  too  quickly.  The 
negative  wire  from  the  galvanic  battery  is  connected  with  one  end  of  the  helix  coil  A,  and  tlie  other  end 
of  it  is  soldered  to  the  brass  case,  so  that  the  current  passes  through  the  hehx  wire  to  its  case,  and 
thence  by  means  of  the  springs  D  which  are  fixed  to  the  case,  and  are  in  contact  with  the  iron  cyhnder 
B,  up  the  shaft  D  E,  to  the  electrode  M,  whence  it  flows  through  N,  down  K,  and  returns  to  the  positive 
pole  of  the  battery,  by  means  of  the  wire  y.  But  when  the  current  thus  passes  the  helix,  A  causes  the 
sliaft  B  to  be  drawn  downwards,  wliich  motion  separates  the  two  electrodes  M  N,  and  light  is  evolved 
until  the  electrodes  become  too  far  separated,  when  the  current  suddenly  ceases,  the  light  becomes  ex- 
tinguished, and  the  hehx  ceases  to  draw  B  downwards,  when  the  weight  Q  begins  to  draAV  it  upwards 
again,  until  the  electrodes  touch  one  another,  whereby  the  electric  current  is  re-estabUshed,  and  the  light 
is  repeated  as  before. 

The  apparatus  which  has  been  described,  Fig.  1267,  may  be  modified  in  manner  folloAving:  Fix  a 
regulating  coil  with  a  properly  weighted  iron  centre,  <fec.,  just  like  that  described  in  Fig.  1259,  (at  R,  o, 
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p,  X,  y.)  TMs  coil  is  fixed  to  c,  Fig.  1267,  and  its  wire  is  permanently  included  in  the  electric  cuirent- 
and  0,  instead  of  P,  moving  a  ratchet  V  V ;  when  it  drops,  it  presses  a  spring  or  lever  in  connection 
with  the  negative  wire  from  the  battery  in  contact  with  the  shalt  B,  so  that  most  of  the  electric  current 
passes  from  the  negative  wire  through  the  lever  to  B  direct,  and  B  is  no  longer  drawn  down  by  tlie 
action  of  A,  but  begins  to  rise  by  the  force  of  the  weight  Q,  wliich  in  this  modification  of  the  apparatus 
is  made  to  overbalance  the  shaft  as  it  does  in  Fig.  1267. 

The  apparatus  employed,  Fig.  1267,  in  any  of  the  preceding  modifications  may  be  made  to  act  h} 
substituting  the  arrangement  shown  in  Fig.  1268,  for  the  parts  A  and  B,  which  gives  a  greater  moving 
power,  and  allows  the  electrode  shaft  to  move  through  a  long  space  not  limited  by  the  length  of  the 
coil  A.  A',  Fig.  1268,  is  a  helix  coil,  similar  in  construction  to  A,  but  differing  in  form,  as  is  indicated 
in  the  sectional  view,  Fig.  1268.  A  short  hollow  cylinder  B'  is  substituted  for  B;  a  brass  rod  B"  (or  a 
bar  "  feather  edged,"  for  the  sake  of  lightness)  passes  freely  through  B',  and  ratchet  teeth  are  cut  in  it 
as  shown,  by  which  a  spring  ratchet  g  suspends  B',  in  the  position  shown  in  the  engraving.  An  end  H, 
which  screws  on  to  the  top  of  the  central  tube  of  the  coil  A,  carries  the  conducting  springs  D  D,  and 
guides  the  shaft  B"  ;  when  the  shaft  B"  rises  (carrying  B'  with  it)  it  brings  the  projecting  end  of  the 
ratchet  g  against  the  slanting  side  of  H,  the  pressure  of  which  pushes  the  ratchet  out  of  the  teeth  and 
lets  B'  descend  for  the  space  of  one  notch  or  tooth,  so  that  B'  is  always  ready  when  the  current  in  A' 
acts  to  draw  the  shaft  B'  a  fraction  of  an  inch  lower,  and  yet  does  not  prevent  the  shaft  from  gradually 
moving  upwards  to  any  extent  to  supply  the  waste  of  the  electrode,  while  B'  never  follows  the  shaft 
higher  than  H. 

The  helix  coil  last  described,  Fig.  12C8,  may  have  its  action  on  B'  augmented  by  making  certain 
parts  of  the  case  in  which  the  coil  is  wound,  to  be  of  soft  iron  in  place  of  brass,  as  shown  by  the  section 
of  the  case  in  Fig.  1269,  the  parts  marked  a  being  iron,  and  those  b  brass. 

An  electro-magnet  may  be  used  in  place  of  the  helix  coil  surrounding  the  moving  piece  of  iron  B' ; 
the  poles  of  the  electro-magnet  being  presented  obliquely  or  directly  beneath  B',  the  form  being  altered 
so  as  to  be  the  better  suited  to  be  attracted  by  both  poles  of  the  electro-magnet. 

Reflectors  may  be  adapted  to  electric  lighthouse  lamps  as  well  as  to  electric  lamps  of  all  sorts. 

The  intensity  of  the  electric  current  (whatever  may  be  the  nature  of  the  lamp  or  apparatus  used  for 
producing  the  light)  is  efiected  by  including  in  the  electric  circuit  a  long  coil  of  insulated  copper  ribbon 
wound  in  an  iron  case,  as  shown  in  section,  Fig.  1270,  and  part  side  view  with  cover  removed  at  Fig. 
1271.  The  coil  may  be  made  in  pieces  separately  wound  on,  and  their  ends  joined  in  succession,  the 
two  extreme  ends  A  e  of  the  first  and  last  coils  being  made  to  pass  through  the  holes  pq  in  the  case. 
A  hollow  cylinder  of  iron,  or  a  number  of  bits  of  flat  iron  bar  g  h,  are  placed  around  the  coil  like  the 
staves  of  a  cask,  and  are  held  together  by  elastic  bands  of  vulcanized  caoutchouc.  A  good  proportion 
for  the  substance  of  the  coil  is  one-hundredth  of  a  square  inch  of  copper  in  section  to  every  40  yards  ol 
length.  The  ends  of  each  coil  are  held  from  slipping  back  or  unwinding,  while  the  next  coil  is  being 
wound,  by  being  bent  round  and  backwards  over  a  pin  K  K',  screwed  into  the  side  of  the  iron  case. 
The  numbers  annexed  to  the  arrows  indicate  the  succession  of  the  different  portions  of  the  coil  on  which 
they  are  placed.  The  letters  ABODE  indicate  the  commencement  of  each  of  the  coils,  and  abcde 
their  several  terminations. 

The  solid  electrodes  employed  in  electric  lamps  in  supporting  tubes,  are  represented  in  Figs.  1272, 
1273,  and  1274.  A  tube  e,  serves  to  guard  the  electrodes,  to  hold  them  steady,  and  to  conduct  tho 
electricity  freely  up  to  the  top  part  of  the  electrode, 
tlie  current  being  passed  into  the  tube  through  the  sole- 
olate  c",  wliich  is  put  in  metallic  connection  with  the 
negative  wire.  D"  D"  (Figs.  1272, 1273,  and  1274)  are 
spring  conductors  (they  may  be  of  iron)  fixed  on  the 
tube  <?,  the  tips  of  which  embrace  the  electrode  near  the 

Eoint  where  the  light  is  developed.  The  electricity  has 
y  this  means  a  free  passage  fi"om  the  tube  into  the 
electrode.  The  tube  may  be  fixed  mechanically  to  the 
framework  c  c",  and  yet  insulated  electrically  from  it, 
as  shown  in  Fig.  1273,  by  means  of  collars  of  dry  hai-d 
wood  2  z,  on  the  same  principle  as  the  legs  of  the  up- 
per electrode-stand  K,  are  insulated  from  the  sole- 
plate  <J", 

The  electrode  may  be  composed  of  many  pieces 
slightly  joined  together,  end  to  end,  and  placed  in  a 
tube,  Fig.  1274,  of  any  required  length.  To  obviate 
the  necessity  of  joining  the  parts  firmly,  the  following 
arrangement.  Fig.  1274,  has  been  contrived,  wherein 
the  electrodes  need  never  be  drawn  backwards  in  tlie 
tube ;  c"  is  a  piece  of  the  supporting  framework  of  tlie 
lamp,  made  for  the  purpose  of  holding  the  tube  steady. 

The  tube  has  a  free  sliding  motion  for  a  short  space,  that  is,  upwards,  until  the  nut  /touches  the  undei 
side  of  z^,  and  downwards,  until  the  collar  /'  touches  the  upper  side  of  2',  or  rather  until  it  touches  the 
part  q  which  rests  on  z^.  The  weight  of  the  tube  is  nearly  counterpoised  by  the  elasticity  of  the  spring 
q',  which  is  attached  to  an  arm  projecting  from  the  tube,  as  shown,  and  has  an  arm  q  fixed  to  its  other 
end,  the  further  end  q  being  forked  so  as  to  embrace  the  tube,  and  to  rest  the  pressure  of  the  spring 
upon  the  top  of  z'.  The  weight  of  the  tube  being  thus  supported,  it  rises  with  the  electrode,  Avhen  it  is 
pushed  upwards  by  E',  until  /  touches  2',  and  after  that  the  electrode  rises  by  passing  through  the  tube. 
The  parts  of  the  fixed  supports  c  and  c",  through  which  the  tube  passes,  may  be  insulated  fi"om  the 
rest  of  the  framework  by  collars  of  wood,  as  represented  by  2'  and  2'. 
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Tlie  following  are  improved  modes  of  preparing  the  materials  for  electrodes :  take  the  powder  of 
various  carbonaceous  matters,  which  make  electrodes  of  different  qualities  as  to  illuminating  power  and 
resistance  to  abrasion  by  the  electric  current.  The  materials  preferred  are ;  fu-st,  plumbago  powder, 
having  its  iron,  ttc,  extracted  by  washing  and  warming  in  acids ;  second,  lamp-black ;  third,  charcoal 
powder  of  simdry  kinds  of  wood ;  fourth,  the  powder  of  the  carbonaceous  concrete  which  becomes  de- 
posited in  gas  retorts ;  or,  fifth,  grains  of  tliis  latter  substance  sifted  so  as  to  obtain  a  somewhat  uniform 
size  of  giain:  any  one  of  tliese  materials  mixed  with  a  quantity  of  brown  sugar,  in  such  proportions 
as  are  requisite  to  form  a  free  paste  with  the  powder  when  the  mixture  is  melted  by  heat,  a  much 
larger  proportion  being  sometimes  employed  for  making  the  product  cohere  better.  This  mixture  is 
melted  and  boiled  (without  water)  until  it  becomes  stiff;  it  is  then  pressed  (while  hot)  into  iron  moulds 
of  suitable  shapes,  the  inside  being  lined  with  paper,  or  chalk,  or  plaster  of  Paris,  to  prevent  the  mixture 
from  adliering  to  the  mould,  and  to  form  a  porous  envelope  through  which  the  gases,  Ac,  can  slowly 
escape.  Tiie  moulds  have  numerous  small  crevices  or  holes  for  the  purpose  of  letting  the  gases  and 
steam  escape  from  the  material  when  baked.  The  moulds  when  charged  and  closed  tightly  are  heated 
very  gradually,  so  as  to  allow  sufficient  time  for  drying  and  dispelling  the  gases  without  their  destroy- 
ing the  compactness  of  the  material.     When  a  red  heat  is  thus  obtained,  it  is  after  a  time  allowed  to 
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subside,  when  the  contents  of  the  moulds  are 
carefully  taken  out  and  placed  upright  in  a 
crucible,  which  is  filled  with  sand  luted  down 
and  gradually  raised  to  a  white  heat.  At 
this  high  temperature  they  may  be  kept  for 
some  time,  to  give  them  greater  mechanical 
hardness  and  strength ;  they  are  then  covered 
up  and  allowed  to  cool  gently,  and  being 
cleaned  if  they  retain  a  coating  of  any  other 
substance,  they  are  put  into  close-fitting  tin 
C3,scs  for  usG 

ELECTRIC  CLOCK.  Fig.  12*75  is  a  view 
of  the  electric  clock  in  the  telegraph  office  of 
the  Eastern  Counties  Railway,  Eng.  C  Z  are 
plates  of  copper  and  zinc  buried  in  the  earth 
(with  a  quantity  of  coke)  a  depth  of  nine  feet ; 
this  is  termed  an  earth  battery  It  is  compu- 
ted that  the  electricity  derived  from  the  earth 
with  the  two  plates  is  sufficient  to  work  thirty 
clocks,  and  will  last  a  number  of  years  with- 
out being  disturbed ;  E  E  the  pendulum,  made 
of  wood,  to  the  lower  end  of  which  is  fastened 
a  coil  of  wire  enclosed  in  a  brass  case  F ;  A  A 
are  two  permanent  magnets ;  B  the  balance 
weight  for  regulating  the  pendulum ;  M  M  a 
stand  supporting  N  a  steel  spring  by  wliich 
the  pendulum  is  suspended;  K  a  spring  to 
which  the  wire  coming  from  z  is  attached; 
V  a  piece  of  wood  for  insulating  the  wire 
from  the  stand  ;  h  h  two  small  pieces  of 
wood;  tt  two  metal  pins  passing  through, 
the  wood  h  h,  one  of  the  pins  t  is  joined  to  a 
brass  plate,  the  other  pin  has  a  small  gold 
head,  brought  level  with  a  piece  of  agate  S ; 
n  the  break  for  making  and  breaking  the  con- 
tact ;  R  two  arms  projecting  from  the  pendu- 
lum; pp  brackets  supporting  hh;  suppose 
the  pendulum  is  set  in  motion  by  moving  it 
to  the  left,  one  of  the  arms  R  wo'jld  be 
brought  in  contact  with  the  break,  pushing 
the  point  which  did  rest  on  the  agate  S  on  to 
the  metal  t,  the  other  end  of  tlie  break  would 
still  rest  on  the  brass  plate ;  the  cun-ent  of 
electricity  would  then  pass  from  z  up  the 
wire  (as  indicated  by  the  arrows)  to  the 
spring  K,  (down  one  of  the  wires  at  the  back 
of  the  pendulum  shown  dotted,)  through  the 
coil  in  box  F  up  the  other  wu-e  to  spring  N, 
then  down  the  wire  to  pin  t  along  the  break 
to  the  other  pin,  and  terminating  at  C,  the 
ch-cuit  would  then  be  complete ;  when  in  the 
position  described,  the  coil  F  would  become 
a  magnet,  and  be  attracted  back  by  the  mag- 
net A,  the  other  arm  would  then  pusli  the 
break  on  the  agate,  the  pendulum  would  then 
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fall  back  again,  making  the  contact,  thus  a  constant  motion  of  the  pendulum  is  kept  up.  To  completi 
the  clock,  a  few  wheels  are  necessary  for  tlie  proper  working  of  the  hour,  minute,  and  second  hands. 

ELECTRO-METALLURGY.  Electro-metallurgy,  depending  essentially  on  galvanic  agency,  is  sub- 
ject to  the  operation  of  the  same  principles,  and  governed  by  the  same  laws  laid  down  in  the  booka 
which  treat  of  galvanism  and  galvanic  batteries ;  the  successful  reduction,  therefore,  of  the  metals, 
must  depend  entirely  upon  a  thorough  knowledge  of  galvanism,  and  galvanic  apparatus. 

Independently,  however,  of  these  general  galvanic  properties,  there  are  certain  particular  ones  apper 
taining  either  to  the  different  metals,  or  to  the  different  qualites  of  the  same  metals,  which  have  to  b« 
considered  in  detail,  as  well  as  the  apparatus  to  be  employed  for  precipitations. 

The  substance  best  adapted  for  the  complete  separation  of  the  solutions,  in  a  single-cell  apparatus,  is 
animal  membrane.  Of  this  there  are  various  kinds ;  bladders  of  different  textures,  the  lining  membrane 
of  the  intestine  of  the  ox,  fine  gold-beaters'  skin,  or  bladders  of  various  animals  may  be  used.  Animal 
membrane  separates  solutions  better  than  any  other  diaphragm,  but,  for  most  purposes,  it  affords  too 
much  resistance  to  the  passage  of  the  current.  Brown  paper,  and  cartridge-paper,  are  frequently  of 
value  for  the  electro-metallurgist,  and  they  last  for  a  considerable  period  without  renewal.  Of  late, 
earthenware  tubes  have  been  very  extensively  employed. 

The  following  is  the  order  in  which  different  substances  stand  with  regard  to  their  capabilities  oi 
admitting  the  passage  of  electricity : 


Brown  paper. 
Thin  plaster  of  Paris, 
Porous  earthenware, 
Gold-beaters'  skin. 


Bladders  of  various  thickness. 
Thick  plaster  of  Paris, ' 
Capillary  tube. 


Of  the  various  forms  of  apparatus,  which  may  be  used  for  the  precipitation  of  the  metals,  the  most 
simple  is  that  having  a  porous  earthenware  tube,  to  contain  the  acid  and  zinc,  whilst  the  negative  metal, 
wliich  is  usually  a  mould,  is  placed  externally  to  this,  and  connected  by  a  piece  of  wire  to  the  zinc.  Thus, 
for  instance,  take  a  pound  pot,  Fig.  1276,  and  half  fill  it  with  a  solution  of  sulphate  of  ^376 

copper,  S ;  in  this,  place  the  earthen  vessel  P,  with  the  dilute  acid  A  and  zinc  Z,  and  this 
constitutes  the  whole  of  the  present  form  of  apparatus ;  for,  when  we  desu'e  to  make  an 
electro-medallion,  it  is  only  necessary  to  place  one  or  more  casts  in  the  outer  vessel  m  ?« 
connected  by  a  wire  with  the  zinc,  and  then  action  will  immediately  commence.  Any 
number  of  moulds  may  be  placed  in  the  outer  vessel,  provided  they  can  radiate  to  the 
zinc.  Saturation  of  the  Hquid  may  be  preserved  by  suspending  some  of  tlie  salt  in  a 
linen  bag 'over  the  mould.  This  form  is  objectionable,  because  the  salt  of  zinc  speedily 
passes  through  to  the  outer  vessel ;  but  it  has  the  advantage  of  allowing  the  mould  to  be 
placed  vertically,  in  which  position  it  is  much  less  liable  to  have  particles  of  dust  settling 
upon  it.  There  is  no  limit  to  the  size  of  this  outer  vessel ;  for  a  water-butt,  a  tank,  or 
even  a  lake  naturally  impregnated  with  suljihate  of  copper,  would  answer. 

There  is  another  form,  where  bladder  takes  the  place  of  the  earthen  vessel,  and  where 
the  position  of  the  cast  is  horizontal.  Here,  the  outer  vessel.  Fig.  1277,  which  is  square,  is 
made  of  wood,  coated  internally  with  cement ;  on  one  part  of  the  edge  of  wliich,  a  piece 
of  brass  6  is  fixed  in  which  are  two  holes,  one  for  connection  with  the  wire  of  the  cast  m,  the  other  with 
that  of  the  zinc.  In  the  interior  of  the  trough,  a  moveable  shelf  of  mahogany  is  placed,  on  which  is 
supported  a  glass  containing  a  zinc  plate  Z  and  crystals  of  sul- 
phate of  copper  to  be  dissolved.  The  glass  has  a  piece  of  blad- 
der tied  over  the  rim,  and  this  forms  an  outer  vessel  similar  to 
the  porous  tube  in  the  former  apparatus.  It,  in  like  manner, 
contains  the  acid  and  zinc ;  the  latter  being  connected  by  a 
screw  to  a  wire,  in  such  a  way  that  it  can  be  readily  removed. 

In  every  single-cell  apparatus,  the  solution  of  metallic  salt 
should  be  maintained  in  the  required  degree  of  concentration, 
by  keeping  some  crystals  of  the  salt  undissolved  in  the  solu- 
tion. If  these  crystals  are  allowed  to  sink  to  the  bottom  of  the 
vessel,  they  will  not  answer  the  intended  purpose  of  maintain- 
ing a  saturated  solution;  for  the  portions  of  the  fluid  which 
have  been  deprived  of  their  metallic  salt  rise  to  the  surface,  whilst  the  saturated  parts  remain  in  con- 
tact with  the  crystals  at  the  bottom,  thus  preventing  their  solution.  This  difficulty  may,  however,  be 
readily  overcome,  by  placing  the  crystals  to  be  dissolved  in  a  little  bag,  on  a  shelf  at  the  top  of  the 
liquid,  by  which  means  the  saturation  of  the  fluid  will  be  ensured. 

The  only  circumstance  to  be  observed  is,  that  the  zinc  be  equidistant  at  every  place  from  the  metal 
on  which  the  reduction  of  the  new  metal  is  to  be  efifected,  so  that  the  depositc  may  be  everywhere 
equally  thick. 

There  are  other  metals  besides  zinc  and  iron  that  might  be  used  to  generate  electricity :  thus,  lead 
will  reduce  copper,  silver,  gold,  and  various  other  metals.  When  it  is  employed  for  electro-metallur- 
gical experiments  we  must  form  a  soluble  salt,  of  which  the  acetate  and  nitrate  are  most  conspicuous. 
If  we  use  nitrate  of  potash  in  the  outer  side  with  the  lead,  and  a  solution  of  metallic  salt,  say  of  copper, 
in  the  inner  side,  with  the  negative  plate,  the  reduction  will  take  place.  It  is  vain  to  attempt  to  reduce 
a  sulphate  by  this  salt,  for  the  sulphate  of  lead  is  absolutely  insoluble.  Its  equivalent  number  is  very 
high,  one  himdred  and  four  of  lead  being  equal  to  thirty-two  of  zinc,  which  is  one  serious  objection  to 
its  use. 

Tin  may  be  used  to  generate  electricity,  it  being  soluble  in  muriatic,  sulphuric,  acetic,  oxalic  acids^ 
Ac.  It  has  a  feeble  force,  requires  a  large  plate,  and  thin  porous  tube.  It  is  best  used  with  dilute  sul- 
phuric acid  on  one  side,  and  the  metallic  salt,  which  should  be  a  sulphate,  on  the  other.     It  reduces 
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several  metals,  but,  unfortunately,  has  a  high  combining  number,  requiring  fiftv-eight  grains  to  generate 
as  much  power  as  thirty-two  grains  of  zinc. 

A  solution  of  a  salt  of  copper  is  to  be  placed  in  a  convenient  vessel,  Fi^^.  1278,  and  the  object  N,  on 
which  the  precipitation  is  to  take  place,  is  to  bo  connected  with  the  zinc  of  the  battery  Z,  whilst  a  piece 
of  sheet  copper  is  connected  with  the  silver  S.  As  soon  as  action  commences,  water  is  decomposed, 
oxygen  passes  to  the  copper  pole  and  oxydizes  it,  and  the  hydrogen  passes  to  the  negative  plate.  Whilst 
the  decomposition  is  taking  place,  oxide  of  copper  is  passing  to  the  negative  pole,  and  the  acid  to  the 
positive  pole ;  the  hydrogen  reduces  the  oxide  of  copper  at  the  negative  plate,  whilst  the  acid  combines 
with  oxide  of  copper  at  the  positive  end,  and  thus  the  saturation  is  contiuKsd. 
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A  series  of  precipitating  troughs,  arranged  like  a  compound  battery,  may  be  employed  occasionally 
with  only  one  battery.  In  this  case,  we  should  have  one  generating  cell  in  the  battery,  and  six,  eight, 
or  ten  decomposition  cells ;  therefore,  by  the  fundamental  laws  to  which  the  action  of  the  galvanic  fluid 
is  obedient,  we  should  have  six,  eight,  or  ten  equivalents  of  metal  reduced  for  one  equivalent  of  zinc. 
Theoretically,  this  apparatus.  Fig.  1279,  exceeds  every  other  in  economy — practically,  it  has  not  been  so 
much  employed  as  it  ought  to  be,  particularly  in  the  reduction  of  plain  copper  plates.  The  galvanic  st;- 
ries  is  made  by  alternating  the  metal  C  to  be  dissolved  with  the  object  m  to  receive  the  precipitate,  the 
last  mould  being  joined  to  the  zinc  Z  of  the  battery,  and  the  last  copper  with  the  silver  S ;  the  positive 
plates  should  be  large,  and  the  liquid  rendered  as  conducting  as  possible  to  lessen  resistance.  It  is  im- 
portant in  this  apparatus  that  every  positive  and  negative  plate  should  possess  nearly  the  same  surface, 
and  the  solution  the  same  strength,  in  order  that  the  metal  of  the  same  quality  should  be  reduced  in 
each  cell. 

Description  of  Fig.  1280. — A,  the  battery  cell, 
extending  downwards  2  feet  vmder  the  floor,  and 
terminating  in  a  point,  in  which  a  stop-cock  is 
fixed,  to  di'aw  off  the  saturated  solution  of  sul- 
phate of  zinc,  which  is  formed  there.  The  bot- 
tom is  reached  by  a  trap-door  and  steps. 

B,  the  decomposing  trough,  resting  on  a  keel, 
wliich,  for  the  purpose  of  agitating  the  solution, 
enables  a  rocking  motion  to  be  given  to  the 
trough,  by  means  of  a  coupling  shaft  a  connected 
with  the  truck  h  on  which  the  trough  is  moved 
to  any  part  of  the  room,  for  cleaning  or  changing 
the  plate. 

C  C,  conductors  from  the  battery  plates,  each 
formed  of  five  lengths  of  copper  wire  1-lOth  of  an 
inch  in  diameter,  twisted  together,  and  covered 
with  water-proof  tape,  the  one  leading  to  the  pos- 
itive or  dissolving  plate  c,  the  other  to  the  nega- 
tive or  receiving  plate  d,  the  latter  bemg  jjlaced 
on  a  board,  with  small  feet  or  wedges,  to  keep  it 
at  the  proper  distance  from,  and  parallel  to,  the 
positive  plate. 

D,  a  water-tight  box  containing  a  solution  of 
sulphiiric  acid  in  the  proportion  of  1  to  4  water, 
by  which  the  battery  cell  (having  been  originally 
charged  with  solution  of  the  requisite  strength, 
1  to  30)  is  constantly  supphed  with  renewed  acid, 
through  a  lead  pipe  e  wliich  extends  downwards 
into  the  cell  about  2  feet,  and  is  turned  horizon- 
tally so  as  to  cause  a  circulating  movement  in  the 
solution.  The  box  is  provided  with  a  float  /  to 
indicate  the  height  of  the  acid  solution  in  it,  and 
the  quantity  which  has  passed  into  the  battery. 

In  Fig.  1280  the  acid  box  is  placed  near  the 
batteiy  cell  for  the  sake  of  bringing  it  within  the 
margin  lines.    It  ia  r«arly  close  to  the  ceiling,  in 
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reality,  so  as  to  aflford  by  its  height  a  considerable  force  to  the  solution  issuing  from  the  pipe,  that  i 
may  circulate  freely  around  the  battery  plates. 

For  want  of  height  in  this  Figure,  it  has  also  been  necessary  to  omit  a  beam  -which  passes  along  the 
side  of  the  room  nearly  close  to  tlie  ceihng,  on  -which  a  small  carriage  and  pulley  travel,  for  the  purpose 
of  raising  the  plates  and  moving  them  to  any  part  of  the  battery  range. 

E,  a  gasometer,  or  gas  collector,  formed  of  thin  copper,  suspended  by  the  -wires  g  and  the  cord  A,  -which 
passes  over  the  pulleys  Hi,  and  terminates  in  a  counterpoise  k, intended  to  balance  in  part  the  collector, 
which  is  placed  mmiediately  over  the  plates  in  the  battery,  and  dips  into  the  solution.  It  is  furnished 
with  a  stop-cock  I,  through  which  the  gas  passes  by  the  flexible  tube  m  and  copper  pipe  n  to  a  gas  meter  o. 

F  G,  levers — the  former,  F,  being  attached  to  the  plug  of  the  stop-cock,  having  at  one  end  a  weight 
n  and  at  the  other  a  chain  q  fastened  to  the  battery  cell ;  the  latter,  G,  turning  in  the  same  centre,  and 
Drought  by  a  screw  r  at  one  end  into  contact  -with  the  imder  part  of  the  former,  F,  and  kept  in  con- 
tact with  it  by  the  pressing  of  the  weight  p.  To  its  other  end  a  small  block  of  wood  s  is  attached,  dip- 
ping into  a  waste-box  t,  and  acting  as  a  weight  when  the  box  t  is  empty,  and  as  a  float  when  the  box 
is  filled  by  overflow  from  the  battery  cell. 

H  I,  levers,  drawn  downwards  by  the  weight  of  the  collector,  with  which  they  are  connected  by  the 
cord  M.  The  former,  H,  turns  on  a  pivot  at  the  end  of  the  latter,  having  at  its  otlier  end  a  cord  can-ying 
a  weight  v  which  acts  in  the  same  manner  as  s ;  the  latter,  I,  carrying,  as  before  mentioned,  the  lever  H 
at  one  end,  and  having  at  the  other  end  a  spring  w  screwed  to  it,  from  wliich  a  wire,  passing  through 
the  lever,  descends  to  the  valve  x  for  the  purpose  of  raising  the  valve  suddenly,  being  first  closed  upon 
the  lever,  until  the  adhesion  of  the  valve  to  its  seat  is  overcome,  when  the  spring  returns  to  its  former 
position  with  a  jerk,  carrying  up  the  valve,  and  opening  the  aperture  at  once  to  its  greatest  extent. 

K,  a  lever  fixed  to  the  bottom  of  the  box  D,  having  at  one  end  a  small  hole  through  wliich  the  cord  / 
passes,  until  checked  by  a  knob  y,  when  the  other  end  rises  and  lifts  a  valve  z  in  the  bottom  of  the  box  t. 

Workhig  of  the  apparatus. — The  operation  proceeds  in  the  folio-wing  manner.  The  aperture  of  tlie 
stop-cock  I  must  be  so  adjusted  by  the  screw  r  as  to  allow  the  gas  evolved  from  the  plates  of  the  bat- 
tery to  escape  at  the  same  rate  as  that  at  which  it  is  generated,  allowing  a  slight  excess  to  resist  tlio 
uncounterpoised  portion  of  the  weight  of  the  collector,  or  its  tendency  to  sink  down.  Then,  when  the 
quantity  evolved  is  greater  than  can  pass  through  the  aperture,  the  collector  will  ascend  till  the  lever 
F  is  restrained  by  the  chain  q,  when  the  aperture  will  be  enlarged  till  equivalent  to  the  quantity 
evolved.  On  the  contrary,  when  the  quantity  evolved  is  less  than  that  for  which  the  adjustment  has 
.  been  made,  the  collector  will  descend  and  pull  down  the  levers  H  and  I ;  the  weight  v  will  resist  the 
end  of  the  lever  H,  and  the  end  of  the  lever  I  carrying  the  spring  w  will  rise,  and  with  it  the  valve  x  of 
the  acid  cistern,  with  a  jerk ;  a  quantity  of  the  strong  acid  solution  will  tlien  rush  into  the  battery  cell 
by  the  pipe  e,  with  sufficient  force  to  circulate  round  the  plates,  displacing  a  portion  of  the  fighter  or 
less  acid  solution,  which  will  run  oflf  by  the  overflow  pipe  o  into  the  box  t,  which  thus  becomes  a  meas- 
lu-e  of  the  quantity  of  acid  thro-wn  into  the  cell.  When  the  lever  H  then  becomes  released  from  the 
weight  of  the  float  v,  the  acid  valve  x  preponderates,  falls  into  its  seat,  and  stops  the  supply.  At  the 
same  time,  the  lever  G  of  the  collector  is  also  released  by  the  floating  of  the  weight  z,  and  the  aperture 
of  the  stop-cock  completely  closed  by  the  weight  p.  The  gas  collector  in  this  condition  rises  rapidly, 
till  the  knob  y  comes  into  contact  with  the  lever  K,  when  the  valve  z  opens,  and  the  solution  in  the 
waste-box  i  runs  into  a  vessel  placed  for  its  reception,  where  its  deficiency  of  acid  is  supphed,  and  it 
again  returned  to  the  cistern  D.  The  waste-box  t  being  emptied,  the  floats  5  and  v  again  descend  to 
the  bottom  of  the  box  s,  carrying  down  the  lever  G,  by  which  the  aperture  of  the  stop-cock  is  opened, 
and  the  apparatus  is  again  in  a  position  to  throw  in  a  greater  supply  of  acid,  if  the  energy  of  the  bat- 
tery is  not  sufficient  to  evolve  the  quantity  of  hydrogen  for  which  tlie  aperture  has  been  adjusted.  Thus 
the  power  of  the  battery  depends  on  the  stop-cock,  whose  normal  position  is  adjusted  in  the  first  instance 
to  the  required  openness  by  the  screw  r ;  and  the  state  of  its  working  is  ascertained  by  the  quantities 
of  gas  -wliich  pass  through  the  meter  in  equal  times. 

The  -voltaic  deposite  of  metal  may  take  place  upon  any  conducting  substance,  which  is  capable  of 

acting  the  part  of  the  negative  metal,  in  the  arrangement.     The  laws  which  relate  to  this,  are  the  same 

which  regulate,  in  a  similar  manner,  the  plates  of  the  battery.    The  deposite  may  be  effected  upon  most 

'    metals,  except  the  earthy  and  alkaline,  and  upon  any  alloy  or  compound  of  them.     It  may,  likewise, 

take  place  upon  charcoal  and  plumbago. 

The  folio-wing  is  a  short  list  of  substances  which  may  be  used  to  receive  the  deposite  of  metal : 

P,    y^  ( In  all  metaUic  solutions,  acid,       y     j  j  In  all  alkaline,  in  all  but  tlie 

'^^^'^^ •[         neutral,  or  alkaline. 

Platinum do.  do.  do. 

Gold do.  do.  do 

Palladium do.  do.  do. 

o-i  j  In  aU  alkaline,  in  all  but  the 

^^^ (     preceding,  saline  and  acid. 

Copper  do.  do.  do. 

Non-metallic  substances. 

Sealing-wax  In  all  saline  or  acid  solutions ;  not  in  alkaline. 

White  wax do.  do.  da 

Beeswax  and  rosin  do.  do.  da 

Stearine  do.  do.  do. 

Spermaceti do.  do.  do. 

Plaster  of  Paris,  prepared do.  da  da 

Some  animal  substances do.  do.  da 

Most  vegetable  substances  ....  do.  do.  do 


1     preceding,  saline  and  acid. 

Bismuth do.  do.  do. 

Antimony  do.  do.  do. 

Tin do.  do.  do. 

Iron do.  do.  do. 

Zmc In  some  alkaline         do 
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Now  by  the  preceding  table  we  perceive  that  some  substances  may  be  immersed  in  one  solution 
with  impunity,  while  otliers  would  be  destroyed  by  its  action  on  them.  It  is,  therefore,  important  to 
know,  when  we  have  a  substance  wliich  is  acted  upon  by  any  metallic  solution,  how  to  make  a  reverse 
fi-om  it  that  shall  not  be  injured.  For  convenience  a  table  is  appended,  showing  at  one  view  the  modes 
of  preparing  moulds  of  different  substances.  The  perpendicular  row  is  a  list  of  the  objects  to  be  copied, 
the  horizontal  the  means  of  multiplying  them.  Suppose  the  operator  had  a  valuable  silver  medal,  ol 
which  he  was  desirous  of  making  a  fac-simile,  he  would  look  in  the  table  against  silver,  and  would  there 
find  that  he  could  make  a  mould,  or  reverse,  in  copper,  by  electro-metallurgy ;  but  to  this  he  would 
doubtless  object  He  would  then  see  by  what  other  methods  he  could  also  make  a  mould,  and  he  would 
find  that  he  could  succeed  with  each  of  the  processes  given,  and  perhaps  he  would  prefer  plaster  of 
Paris,  as  least  hkely  to  be  injurious  to  his  medal.  Having  made  the  mould  in  plaster,  he  would  see 
from  the  former  table,  that  when  prepared  it  might  be  placed  in  any  saUne  or  acid  solution  of  copper, 
to  form  the  fac-simile. 

LIST  OF  THE  PRINCIPAL  MODES  OF  MAKING  MOULDS  OR  REVERSES  OF  VARIOUS  OBJECTS. 


METALS. 

COPPER. 

LEAD. 

ALLOYS  OF    LKAB. 

SEALING- 
WAX. 

STEARINE, 
SPERMACETI, 

WAX  AND 
COMPOUNDS. 

SULPHUR. 

PLASTER  or 
PARIS. 

Copper j 

Silver 

by  Electro- 
Metallurgy. 

do. 

do. 

do. 
•   do. 

do. 

do. 
do.  by  Per- 
cussion, 
by  Electro- 
Metallurgy. 

do. 

1      do. 

do. 
do. 

by  Electro- 
Metallurgy. 

not. 
by  Electro- 
Metallurgy. 

do. 

by  Electro- 
Metallurgy, 
do. 

by  percussion, 

rolling. 

do. 

do. 

do. 

by  percussion, 
rolling. 

1     ■■ 

by  percussion. 

1     ■■ 
\     ■■ 

I     ■■ 

I     by  clich^e. 

do. 
do. 
do. 
do. 
by  cUch6e. 

1    by  clich6e. 

by  clich6e. 

by  clich6e. 

do. 

some  by  clichde. 

do. 

by  clich6e. 
do. 

by  fusion. 

do. 
do. 
do. 
do. 
do. 
do. 

do. 
do. 

by  fusion. 

1  some  by 
(  fusion, 
do. 

by  fusion, 
do. 

by  fusion. 

do. 
do. 
do. 
do. 
do. 
do. 

do. 

do. 
do. 

by  fusion. 

by  fusion. 

do. 

1      do. 

do. 

by  fusion. 
do. 

by  fusion. 

do. 
do. 
do. 

by  fusion. 

by  fusion, 
by  fusion. 

by  fusion, 
do. 

by  fusion, 
do. 

(  by  mixture 
}  with  water. 

do. 

do. 

do. 

do. 

do. 

do. 

do. 

do. 

do. 

do. 

do. 
do. 
do. 
do. 

do. 

do. 

do. 

do. 
do. 
do. 

do. 

do. 

Gold 

Tin 

Iron < 

Other  Metals j 

Seahng-Wax 

Beeswax  and  Ck)m- 

Sf)ermaceti 

Bread-crumbs 

Plaster  of  Paris..  | 
Glue  and  whitening 
Animal  subs.  • . .  j 
Vegetable  sub 

Siliceous  bodies,  < 

aa  Glass \ 

Aluminous  do 

Carbon,  from  its  cheapness,  from  its  indestructible  nature,  and  from  its  being  unaltered  in  all  metallic 
solutions,  is  invaluable  for  electro-metallurgy.  One  variety  of  it,  grapliite,  or  plumbago,  usually  called 
black-lead,  has  a  most  extensive  application,  which  we  shall  hereafter  have  occasion  more  especially  to 
describe. 

Platinum,  from  its  being  unaltered  by  any  solution,  liolds  an  important  place  for  the  reception  of 
every  metal ;  its  great  price,  however,  must  always  be  an  impediment  to  its  general  use. 

Gold  is  equally  valuable  with  platinum,  but  is  still  more  expensive ;  yet  when  extended  to  that  state 
in  which  it  exists  as  gold-leaf,  it  may  be  applied  over  the  surface  of  any  soft  substance,  and  thus  a  me- 
talhc  surface  is  presented.  This  plan  may  be  employed  with  other  metals,  such  as  silver  or  tin ;  bat 
we  have  other  methods  which  render  all  these  modes  unnecessary. 

_  Silver  only  reduces  gold,  platinum,  palladium,  and  two  or  three  more  metals  from  these  acid  solu 
tions,  and  therefore  may  be  employed  as  a  negative  one  for  the  reduction  of  metals.  Silver-leaf  of  a 
tliickness  of  about  one  sc^uare  foot  to  the  ounce,  and  made  of  pure  metal,  is  much  used  by  the  forgers. 
The  process  they  adopt  is,  to  place  the  coin  to  be  copied  on  a  piece  of  wood,  and  upon  the  coin  they 
place  a  piece  of  this  tliin  silver.  They  beat  it  gently  with  a  wooden  mallet,  till  a  perfect  impression  is 
taken  on  the  metal,  a  result  soon  obtained.  They  tlieu  copy  the  opposite  side  of  the  coin  in  the  same 
way.  The  two  impressions  are  then  soldered  together,  and  the  manufacturer  sallies  forth  and  risks  his 
neck  for  the  illicit  shilling  which  has  cost  him  this  labor.  The  reader  Avill  doubtless  have  no  incHnation 
to  practice  this  fraud,  and,  therefore,  it  is  unnecessary  to  enter  further  into  tlie  process ;  but  it  should  be 
borne  in  mind,  that  the  same  means  may  be  employed  with  a  better  intention  by  the  electro-metallur- 
gist, to  obtain  a  mould. 

We  have  now  to  treat  of  the  alloys  of  lead,  tin,  bismuth,  antimony,  and  zinc,  which  demand  especial 
attention,  because  there  are  means  of  casting  these  alloys,  and  of  making  reverses,  moulds,  and  medals, 
by  more  ready  methods  than  we  possess  for  any  other  metals.  It  has  been  remarked  that  these  alloys 
have  melting  properties,  not  only  below  the  mean  of  the  melting  points  of  the  respective  metals  which 
compose  them,  but  even  some  of  them  considerably  below  the  fusing  point  of  the  most  fusible  metal 
that  enters  into  theu-  composition.  To  some  of  these  alloys  we  owe  the  manufacture  of  type,  to  others 
the  process  of  stereotyping,  to  others  that  of  polytyping  or  clichee.  The  composition  of  the  type-metal 
U  stated  to  be  1  part  of  lead  to  16  of  antimony,  and  sometuues  a  portion  of  copper  is  added  ;  this  —'>■ 
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Tin. 

Lead. 

Bismuth. 

Zinc. 

Tin. 

Lead. 

BisrauUi. 

Zinc, 

1  .. 

...  4  ... 

...     1   .. 

....   0   ... 

...  0 

5   .. 

....  3   .. 

....  5   .. 

....  8   ... 

..  0 

o 

...  5   ... 

...  10  .. 

....   1    ... 

...  0 

6  .. 

....  1   .. 

....  1   .. 

....  2   .... 

..  0 

8  .. 

...  0   ... 

...     1   .. 

....   1    ... 

...  0 

1  .. 

...  1   .. 

....  2   .. 

....  3   .... 

..  0 

4  .. 

...  1   ... 

...     1   . 

....   0   ... 

...  0 

8  .. 

...  1   .. 

....  0  .. 

....  1   .... 

..  1 

portion  probably  varies  at  each  foundry ;  as  they  generally  consider  that  part  of  the  business  a  secret 
Other  compositions  are  given,  as  6  to  2, 4  to  5,  or  4  to  1  of  antimony  to  lead.  In  the  foimdry  there  are 
a  number  of  crucibles,  each  heated  by  a  charcoal  fii'e,  one  being  allowed  to  each  workman.  To  make 
a  type,  the  operator  takes  a  little  of  the  melted  alloy  in  a  small  ladle  each  time,  and  pours  it  into  the 
mould  which  has  tlie  counterpart  of  theJetter  he  wishes  to  make.  The  moment  it  is  in  the  mould,  he 
cames  it  suddenly  upwards  with  a  jerk,  above  his  head,  by  which  means  the  metal  is  forced  into  all  the 
fine  parts  of  the  work,  and  a  good  impression  is  insured.  Now  we  might  expect  that  those  who  day  by 
day  work  at  this  occupation,  would  attain  to  certainty  in  their  proceedings ;  but  tliis  is  by  no  means 
found  to  be  the  case,  for  they  form  a  very  large  number  of  imperfect  types  which  are  obliged  to  be  re- 
melted.  I  give  tliis  process  to  show  tliat  with  those  about  to  be  detailed  a  strong  analogy  to  coining  is 
presented.  In  the  first  case,  it  is  with  a  fluid,  or  semi-fluid,  metal ;  in  the  last  with  a  solid  mass.  The 
alloys  which  may  be  used  for  these  purposes  are  very  various,  according  to  the  object  from  which  we 
deske  to  obtain  a  reverse,  for  as  a  great  latitude  is  allowed  in  the  fusuig  point,  so  at  one  time  we  prefer 
the  more  fusible,  at  another  that  which  melts  at  a  higher  temperature. 

The  following  is  a  list  of  alloys  which  are  employed  by  various  authors,  to  which  should  be  added  all 
the  compositions  of  type-metal  last  described,  and  as  antimony  possesses  the  property  of  expanding  in 
the  act  of  cooling,  its  alloys  are  well  adapted  for  casting. 

lead.      BisrauUi.    Zinc, 

fuses  about  212°  Fah. 
said  to  fuse  at  Fah.  200. 
do.  200. 

do.  200. 

All  these  compounds  are  used  at  a  point  between  the  fluid  and  the  solid  state,  for  at  that  heat  they 
assume  a  pasty  ajjpearance,  which  is  probably  caused  by  the  alloy  consisting  of  two  parts,  one  more 
fusible  than  the  other.  In  fact,  if  we  examine  the  mass  very  attentively,  it  appears  to  be  composed  of 
a  quantity  of  perfectly  solid  metal  in  a  fine  state  of  division  suspended  in  another  portion  of  alloy  per- 
fectly fluid.  Having  obtained  our  alloy  in  this  state,  it  is  ready  for  the  process  of  making  our  reverse, 
and  this  process  is  termed  the  chchee.  The  aUoy  marked  1,  2,  3,  4,  as  well  as  the  compositions  for 
type-metal,  will  answer  for  iron,  brass,  copper,  or  other  hard  substances ;  perhaps  No.  2  and  No.  3  will 
be  found,  after  type-metal,  entitled  to  the  preference.  When  we  desire  to  clich^e  from  wood,  sulphur, 
or  from  another  chchee,  we  must  employ  those  alloys  which  fuse  more  readily,  and  Nos.  5,  6,  '7,  and  8 
come  into  use.  If  hard  metals  are  used  from  which  to  cUch^e,  we  should  take  care  to  clean  them  tho- 
roughly before  using,  and  always  employ  them  in  a  cool  state.  In  using  one  chchde  for  making  a 
second,  we  must  take  care  to  employ  a  less  fusible  alloy  for  tlie  first  than  for  the  second ;  thus  the  type- 
metal  and  Nos.  1,  2,  3,  4,  answer  as  a  primary  mould  to  make  casts  in  5,  6,  7,  8.  To  clichee  from  jjlas- 
ter  of  Paris,  the  material  must  be  prepared  either  by  linseed  oil,  gum,  or  gelatine,  which  processes  will 
be  described  when  treating  of  those  substances,  and  sulphur  moulds  must  be  employed  witliin  a  few 
hours  of  their  manufacture. 

The  simplest  mode  of  making  a  clichee  is  to  pour  a  little 
of  the  fused  alloy  on  any  flat  surface,  then  to  skim  it  clear 
with  the  edge  of  a  card  that  the  surface  may  be  most  per- 
fectly bright,  after  which  we  should  wait  till  it  is  nearly  at 
the  point  of  cooUng,  when  with  a  considerable  jerk  the  ma- 
trix is  to  be  brought  down  upon  the  aUoy,  by  which  opera- 
tion the  fluid  part  will  be  forced  out  in  all  directions,  and  a 
reverse,  equal  in  polish,  sharpness,  and  beauty  to  the  original, 
win  be  instantly  obtained.  If  the  alloy  is  used  too  hot,  the 
surface  is  apt  to  present  a  crystalline  appearance ;  it  is  there- 
fore very  important  that  the  object  should  be  cool  enough  to 
make  the  alloy  perfectly  hard,  as  soon  as  the  blow  has  driven 

the  metal  into  all  the  finest  lines.     "When  taking  a  clichee 

from  an  intaglio  the  air  has  not  always  time  to  get  away,  in 

which  case  little  holes  or  bubbles  are  very  apt  to  be  caused. 

The  surplus  metal  round  the  edges  of  the  mould  so  formed 

is  then  trimmed  off  in  a  lathe ;  but  this  operation  is  generally 

unnecessary  for  electro-metallurgy. 

The  Italians  have  a  method  of  taking  very  perfect  inoulds 

with  these  alloys.    They  take  a  portion  of  the  wielted  mass, 

and  place  it  on  a  piece  of  paper ;  upon  thi:*  they  lay  the 

medal,  and  under  both  a  piece  of  carpet ;  upon  ihe  medal 

they  place  a  log  of  wood,  and  then  a  sharp  blow  on  the  wood 

will  ensure  the  sharpness  o*'  the  cast.     The  worth  of  a  cast 

tlius  made,  is  from  sixpenc    ,0  half-a-crown.     I  have  before 

mentioned  that  clichde  is  nothing  but  a  process  of  coining,  and 

sometimes  a  sort  of  coining-press  is  used  for  these  purposes ; 

the  medal  or  other  object  is  fixed  either  by  mastic  or  by 

screws  on  a  piece  of  metal  A,  Fig.  1281,  which  descends  with 

force  on  the  semi-fluid  alloy.     Previously  to  the  operation  of  striking,  the  object  is  suspended  by  a  cord 

passing  through  a  ring,  and  attached  to  the  rod  of  iron  connected  with  tlie  piece  of  metal  A.     When 

every  thing  is  ready,  the  doors  are  shut  and  the  cord  let  loose,  which  allows  tlie  object  to  fall  witlt  great 

force  on  the  metal 
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An  impression  may  be  given  to  a  perfectly  clean  briglit  surface  of  sheet-lead,  by  placing  upon  it  the 
object  to  be  coi^ied,  and  then  with  a  steady  liaud  dealing  a  heavy  blow.  By  this  mode  even  a  sealing- 
wax  impression  may  be  copied,  although  this,  at  first  sight,  wouhl  appear  hardly  crediWe.  By  pres- 
sure alone,  it  would  be  difficult  to  obtain  the  result  which  can  be  given  by  the  blow.  KoUed  lead,  first 
scraped,  in  order  to  remove  any  oxide  from  the  surface,  and  then  flattened  by  running  it  through  a  press 
upon  a  polished  iron  plate,  will  readily  take  the  impression  of  the  most  delicate  work  or  engraving. 
The  object  to  be  copied  is  simply  to  be  placed  upon  the  lead,  and  then  the  two  are  to  be  sent  once,  and 
once  only,  tlu'ough  the  printing-press,  as  in  the  ordinary  operation  for  taking  a  print.  The  pressure  in 
rolling  is  far  greater  than  can  be  given  by  dhect  pressure,  though  there  are  instruments  used  by  em-  ■ 
bossers  capable  of  exerting  great  power.  The  disadvantage  of  formuig  moulds  by  rolling  is  a  liability 
of  distortion  of  the  image  from  imperfect  stretching  of  the  metaL 

Non-conducting  substances  are  of  three  kinds :  substances  having  no  affinity  either  for  the  metal  or 
the  solution ;  substances  acted  upon  by  the  solution ;  and,  lastly,  substances  capable  of  combining  with 
the  metal  thrown  down.  Those  of  the  first  class  are  by  far  the  most  valuable,  but  are  not  very  numer- 
ous. The  best  of  these  is  seaHng-wax — a  composition  of  shell-lac,  Venice  turpentine,  and  coloring  mat- 
ter. Dr.  Ure  gives,  as  the  proportion  in  which  these  are  used,  four,  one,  and  three.  The  manufacturers 
have  several  varieties,  the  most  expensive  of  which  is  the  best  for  making  seals.  Some  of  them  are 
extremely  hard,  as  for  example,  a  black  wax  which  is  used  for  filling  up  the  letters  in  the  engraved 
plates  of  shop  windows  ;  but  I  do  not  know  how  a  difference  of  composition  can  affect  the  properties  of 
the  wax  in  this  important  manner.  The  use  of  sealing-wax  is  attended  with  considerable  expense,  as 
good  wax  cannot  be  purchased  under  three  and  sixpence  or  four  shillings  a  pound,  but  it  takes  impres- 
sions of  objects  of  the  greatest  delicacy  with  the  utmost  accuracy.  Every  one  uses  tliis  substance,  and 
sealing  is  one  of  those  operations  in  which  every  one  thinks  that  he  excels  his  neighbor  in  the  manner 
in  which  he  performs  it ;  but,  however  well  satisfied  he  may  be  with  his  skill  in  the  small  way,  yet  the 
management  of  large  seals  is  attended  Avith  great  difficulty  and  uncer- 
tainty. Proof-seals  are  made  by  engravers,  by  holding  a  piece  of  card 
over  a  flame,  and  rubbing,  gradually,  a  stick  of  wax,  previously  softened 
by  heat,  upon  the  heated  card,  till  a  sufficiency  is  obtained,  when  the  coin 
is  to  be  pressed  upon  it.  Very  large  seals  are  made  by  takmg  a  good- 
sized  stick  of  wax,  and  holding  it  in  a  flame,  not  only  till  the  point,  but 
even  three  or  foiu*  inches  of  its  length  are  lighted.  It  is  then  to  be  held 
over  a  piece  of  paper  or  card,  when  large  drops  of  melted  wax  will  keep 
falling,  and  in  a  short  period  a  considerable  quantity  will  be  melted.  The 
flame  of  the  stick  is  to  be  blown  out,  and  the  fluid  mass  well  stirred 
round  and  round,  till  all  the  air-bubbles  arc  dispersed,  and  a  clear  sur- 
face of  semi-fluid  wax  is  exposed.  It  is  now  ready  to  receive  the  impres- 
sion of  the  object  of  which  we  are  desirous  of  obtaining  a  copy.  This  is 
to  be  laid  upon  the  wax,  and  pressed  with  considerable  force,  and  lastly 
plunged  into  cold  water,  so  as  to  cool  it  suddenly.  Much  less  difficulty 
attends  the  use  of  a  metallic  die,  for  that  abstracts  the  heat,  and  does  not 
adhere.  The  accuracy  with  which  sealing-wax  takes  impressions  with  care,  is  shown  by  its  copying  the 
lines  on  mother-of-pearl,  and  analogous  substances  which  naturally  possess  the  pro^Dcrty  of  decomposing 
the  rays  of  light ;  and  the  same  colors  which  exist  in  the  original  are  also  to  be  observed  in  the  copy. 

When  we  are  desirous  to  obtain  an  impression  in  wax  from  wood  or  similar  substances,  they  should 
be  previously  brushed  over  with  a  little  salad  oil  In  these  cases,  by  plunging  the  wiix  into  cold  wa- 
ter, its  surface  is  apt  to  sink  in  places,  and  thus  becomes  uneven.  Very  large  seals  have  been  made  of 
sealing-wax,  by  means  of  placing  the  mould  on  the  semi-fluid  composition,  and  subjecting  it  to  hydro- 
static pressure. 

White  wax  may  be  used  for  taking  casts,  and  can  be  procured  with  least  expenso  by  buying  the 
waste  ends  of  wax  candles,  which  may  be  readily  melted  over  a  lamp.  The  object  to  be  copied  is  to 
be  very  lightly  oiled  Avith  a  hog's-bristle  brush  previously  dipped  in  tliat  fluid.  A  moment's  exposure 
of  the  medal  to  a  current  of  steam,  or  even  to  the  breath,  will  answer  the  same  purpose,  because  a  fihn 
of  water,  for  wliich  wax  has  no  affinity,  covers  the  medal,  and  therefore  causes  a  separation  between 
the  wax  and  the  metal. 

Elcctro-gildinrf,  Plating,  d'c. — The  infilming  of  one  metal  by  another  is  a  subject  of  much  interest,  and 
the  process  has  received  different  names  according  to*  the  metal  employed  for  that  purpose.  Thus, 
when  gold  is  used,  it  is  termed  gilding ;  when  copper,  coppering ;  silver,  silvering,  or  plating,  &c.  In 
every  one  of  these  cases  we  have  to  be  careful  that  the  two  metals  adhere,  and  for  tliis  purpose  we  take 
means  to  prevent  any  film  of  air,  oxide,  or  any  non-conducting  substance,  from  remaining  on  the  first 
plate,  as  tliat  would  cause  a  separation  between  the  metals.  We  apply  heat,  we  scour  the  plate,  or 
where  it  is  possible,  we  slightly  act  upon  the  surface  of  the  metal  to  receive  the  new  deposite,  taking  care 
thoroughly  to  wash  the  metal  after  this  operation. 

Electro-gilding  is,  in  most  cases,  remarkably  easy,  for  if  care  be  taken  to  follow  the  laws  which 
have  been  already  detailed,  it  will  be  attended  with  very  little  trouble.  The  metal  to  receive  the  gold 
may  be  either  platinum,  palladium,  silver,  copper,  carbon,  gold  itself,  or  indeed  almost  any  other  metal, 
when  the  auro-cyanide  of  gold  is  employed.  The  surface  should  be  chemically  clean,  and  freed  fi-oni 
adherent  air,  either  by  plunging  it  into  nitric  acid  or  a  solution  of  potash,  or  by  heating  it  and  then 
quenching  it  in  acid.  The  smoother  the  surface  the  more  favorably  the  deposite  will  take  place  upon  it, 
for  a  very  rough  surface  is  not  quite  so  well  adapted  for  these  operations,  the  hydrogen  having  a  greater 
tendency  to  be  evolved  from  it.  When  the  metal  to  be  gilt  does  not  decompose  the  solution  of  gold, 
the  solution  may  be  stronger.  When,  on  the  contrary,  the  metal  acts  upon  the  solution,  it  must  be 
weaker.  The  electrical  current  must  be  suited  to  these  varying  circumstances,  and  in  general  but  a 
feeble  current  is  requu'ed. 
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For  all  cases  of  electro-gilding  the  auro-cyanide  of  potassium  makes  by  far  the  best  solution.  It  it 
scarcely  decomposed  by  any  metal.  It  may  bo  prepared  by  digesting  oxide  of  gold  in  a  strong  solutiot 
.of  cyanide  of  potassium.     For  our  present  purpose,  a  strong  solution  of  the  j^^^^ 

salt  is  to  be  preferred,  and,  from  the  corrosive  natiu-e  of  the  cyanide  of  po- 
tassium, it  should  always  be  placed  in  a  glass  vessel.  For  gilduig,  the  single- 
battery  process  will  answer  every  purpose  where  time  is  not  an  object,  and 
is  indeed  as  a  general  rule  to  be  much  preferred;  but  if  great  speed  is 
required  the  compovmd-battery,  made  of  two,  three,  or  four  batteries,  must  be 
employed,  or  more  cyanide  of  potassium  must  be  added  to  the  solution  of 
gold.  The  size  of  the  battery  need  never  exceed  the  size  of  the  object  to  be 
gilded,  though  if  it  be  larger  it  will  not  be  of  any  material  consequence,  as  a 
strong  obstacle  to  the  passage  of  the  ciu-rent  is  situated  at  the  positive  gold 
pole.  The  positive  pole,  as  a  general  rule,  should  consist  of  a  piece  of  pure 
gold  flattened,  and  the  part  exposed  to  the  solution  should  not  exceed  the  size  of  the  object  to  receive 
the  deposite. 

Every  portion  of  the  object  on  which  we  are  desirous  to  have  no  layer  of  gold,  must  be  coated  with 
tallow,  wax,  or  any  other  non-conducting  substance,  the  presence  of  which  will  prevent  any  deposite 
from  taking  place  on  those  parts.  In  this  way  an  object  may  be  coated  to  any  desired  limit,  or  upon 
any  circumscribed  parts  of  its  surface,  as,  for  example,  drawing  or  writing  thereon.  The  rapidity  of  the 
process  may  be  regulated  to  the  greatest  nicety  by  placing  more  or  less  of  tiiO  positive  plate  of  gold  in 
the  solution,  by  wliich  means,  as  in  other  cases,  the  quantity  of  electricity  passing  may  be  regulated 
with  the  utmost  precision. 

The  time  occupied  for  the  process  must  vary  according  to  the  amount  of  electricity  passing,  and  the 
quantity  of  gold  required  to  be  deposited ;  but  the  thickness  of  the  deposite  can  at  any  time  be  learned, 
either  by  ascertaining  the  additional  weight  it  has  received,  or  by  the  reduction  which  the  positive  gold 
pole  has  suffered. 

To  conduct  this  elegant  process  with  the  greatest  economy  of  time,  the  quantity  of  electricity  should 
be  so  regulated  to  the  strengtli  of  the  metallic  solution,  that  the  hydrogen  is  kept  below  its  point  of 
evolution  from  the  negative  plate ;  for  we  must  always  bear  in  mind  that  the  evolution  of  hydi'ogen  is 
attended  with  evil,  as  the  precipitate  wiU  then  be  in  one  of  the  finely-divided  states,  or  even  as  a  black 
powder. 

During  the  process,  particularly  if  the  object  have  a  rough  surface,  it  is  a  good  plan  to  remove  it  from 
the  solution  before  the  completion  of  the  process,  and  rub  it  with  a  hard  brush  and  a  small  quantity  of 
whiting  or  rottenstone  and  well  wash  it ;  by  these  means  any  finely-divided  metal  will  be  removed,  and 
the  gold  will  be  precipitated  in  a  very  even  manner.  This  cleansing  is  not  required  when  the  deposition 
takes  place  very  slowly  from  the  auro-cyanide  of  potassium.  The  color  of  the  geld,  if  the  precipitated 
layer  be  very  thin,  will  be  a  greenish  yellow,  but  when  thicker  it  will  be  the  natural  color  of  the  pure 
metal 

The  state  of  the  surface  of  the  reduced  gold  varies  with  the  rapidity  of  the  process,  in  relation  to  the 
strength  of  the  metallic  solution.  If  reduced  very  slowly,  it  will  assume  the  beautiful  frosted  appear 
ance  of  dead  gold.  If  deposited  more  rapidly,  the  surface  will  have  a  brighter  appearance.  If  still 
more  rapidly,  the  surface  will  again  begin  to  be  brown,  and  quicker  than  this  the  operator  must  not 
conduct  his  process ;  for  then  the  spongy  deposite  begins,  which  the  electro-gilder  should  shun  as  the 
very  bane  of  hia  art. 

All  objects  of  silver  may  be  readily  gilt  in  this  way,  and  objects  of  copper  with  as  great  facility  as 
those  of  silver.  Some  suppose,  and,  perhaps,  with  good  truth,  that  copper  articles  require  less  gold  than 
silver  ones ;  the  silver,  when  heated,  having  the  property  of  taking  into  itself  a  certain  portion  of  gold. 
However,  copper  is  more  difficult  to  bring  into  a  thoroughly. clean  state  than  silver,  especially  in  deep 
crevices.  For  those  cases  it  is  better  to  plunge  the  copper  article  into  some  acid  solution  of  a  metal 
which  it  can  spontaneously  reduce ;  for  instance,  into  dilute  sulphuric  acid,  containing  a  trace  of  either 
nitrate  of  silver,  chloride  of  platinum,  palladium,  or  gold,  the  object  of  which  immersion  is  not  in  any- 
way to  leave  a  deposite  of  the  new  metal  upon  it,  but  thorouglily  to  cleanse  the  surface.  After  this 
immersion  the  object  may  be  washed,  and  as-  much  of  the  reduced  metal  as  possible  rubbed  off  by 
means  of  a  hard  brush,  when  it  will  be  foimd  to  possess  a  surface  admirably  adapted  for  the  reception 
of  the  gold.  y 

If  we  have  a  number  of  small  articles  to  gild',  we  may  suspend  them  in  the  solution  of  gold  opposite 
to  the  positive  pole  ;  and  especial  care  must  be  taken  that  each  part  of  the  object  is  exposed  for  the 
same  length  of  time  opposite  to,  and  at  the  same  distance  from,  the  positive  pole ;  for  any  variation  in 
this  respect  would  cause  a  different  tliickness  of  gold  to  be  deposited.  The  workman  may  be  well 
assured,  that  if  any  article  has  an  unequal  coating  of  gold,  it  is  owing  either  to  some  of  the  above 
causes,  or  that  a  different  relative  amount  of  the  positive  plate  of  gold  radiated  to  the  various  parts  of 
tlie  object. 

An  imperfect  layer  of  gold  betokens  imperfection  in  the  cleansing  of  the  object  before  immersion. 
Electro-gilding  is  applicable  from  the  finest  platinum  wire  to  any  object  however  large,  and  no  doubt 
the  dome  of  the  Capitol  could  be  gilt  as  readily  as  a  silver  thimble  if  any  person  could  place  it  in  a 
proper  apparatus. 

Whatever  be  the  object  to  be  gilt,  it  is  highly  important  Uiat  every  part  should  be  entirely 
immersed  in  the  liquid,  or  else  that  part  at  the  junction  of  the  air  and  water  might  be  liable  to  ble 
rapidly  dissolved. 

The  extent  to  which  gold  is  applied  to  silver  and  copper  articles  is  very  great,  and  no  variation  is 
required  in  the  process,  except  in  those  cases  where  the  object  itself  may  form  a  decomposition-trough — 
as  silver  vases,  the  bowls  of  large  ladles  or  spoons,  where  it  is  only  necessary  to  fill  them  with  the 
Bolution  of  the  auro-cyanide,  which  in  this  case  should  contain  no  free  cyanide  of  potassium ;  comiecting 
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Ihem  by  naeans  of  a  wire  with  the  zinc  of  a  battery,  and  inserting  a  plate  of  gold  in  connection  with  the 
silver  of  the  battery  in  the  interior  of  the  solution,  taking  care  not  to  allow  the  gold  and  vessel  to  form 
a  metallic  contact ;  but  even  in  these  cases  it  is  far  better  to  immerse  them  entirely  in  the  hquid,  for 
reasons  before  stated.  All  these  cases  of  gilding  appear  to  be  rather  for  appearance  and  beauty  thac 
utihty ;  but  sometimes  metals  are  coated  for  the  protection  which  the  coat  of  gold  affords :  thus  the 
hah-spriugs  of  chronometers  have  lately  been  gilt  by  this  process,  and  patents  have  been  taken  out  for 
its  application — a  circumstance  to  be  more  fully  considered  when  treating  of  the  history  of  electro- 
metallurgy. The  gilding  of  iron  and  steel  only  differs  from  gilding  silver  and  copper  in  the  necessity  to 
be  careful  to  overcome  the  difficulty  which  occurs  in  most  thoroughly  cleansing  the  iron.  It  should  be 
plunged  into  dilute  sulphuric  acid,  and  allowed  to  remain  for  a  short  tune  in  that  fluid  before  being 
mimersed  in  the  auro-cyanide ;  and  if  we  wish  most  thoroughly  to  protect  the  metal  from  the  action  of 
extraneous  causes,  a  tolerably  thick  layer  of  gold  should  be  used.  I  am  informed  that  the  application 
of  heat  to  the  auro-cyanide  favors  the  adhesion  of  the  metals. 

Sometimes  the  operator  is  desirous  of  having  his  object  bright,  either  entirely  or  partially,  so 
that  the  bright  and  dead  parts  may  form  a  contrast  with  each  other.  In  this  case  the  object  is 
dipped  into  a  solution  of  soft-soap,  to  which  a  little  prussic  acid  is  added,  thoroughly  to  cleanse 
it,  when  an  instrument  called  a  burnisher,  b,  Fig.  1284,  which  is  nothing  but  a  bright  piece 
of  steel,  the  shape  of  which  is  suitable  to  the  object  to  be  burnished,  is  rubbed  over  it  two  or 
three  times ;  and  finally  the  process  is  completed  by  a  blood-stone  s  fixed  upon  a  handle. 
The  operation  of  bmnishing  it  generally  performed  by  women ;  and  it  is  indeed  remarkable 
tliat  tliey  should  have  learned  the  use  of  prussic  acid  for  cleansing  gold,  which  has  been 
employed  for  many  years,  especially  when  we  consider  that  the  fact  was  not  known  to 
chemists  at  the  time.  It  is  worthy  of  remark,  that  the  solution  of  soft-soap  and  prussic  acid 
is  admirably  adapted  for  cleansing  trinkets  and  aU  articles  of  gold  when  they  have  become 

The  process  of  gilding  by  galvanic  precipitation  from  a  solution  of  gold,  is  very  different 
in  its  effects  from  the  method  formerly  patented  by  Elkington,  termed  water-gilding ;  by  the 
latter  process  the  metal  which  is  to  be  gilt  is  dissolved  in  an  equivalent  proportion  to  the 
gold  deposited,  and  therefore  as  soon  as  a  mere  surface  of  gold  is  obtained,  it  has  been  sup- 
posed that  no  further  deposition  can  take  place ;  but  when  the  gilding  is  effected  by  the  galvanic 
battery,  any  amount  of  gold  may  be  apphed  upon  the  object ;  a  consideration  of  no  small  importance, 
as  upon  the  thickness  of  the  coat  must  depend  tlae  durability  of  the  gilding. 

It  is  not  the  solution  of  nitro-muriate  of  gold  which  is  used  for  water-gilding,  but  a  solution  of  the 
oxide  of  that  metal  in  potash.  The  solution  may  be  prepared  by  adding  caustic,  potash,  or  its  car- 
bonate, to  the  ordinary  solution  of  gold,  in  such  proportion  that  the  precipitate  first  formed  is  redissolved 
when  it  is  fit  for  use.  To  gild  any  article,  it  is  plunged,  after  being  first  thoroughly  cleansed,  into  the 
hot  solution,  and  allowed  to  remain  in  the  solution  till  a  thin  coating  is  obtained,  at  the  expense  of  a 
small  quantity  of  silver. 

Platinating  metals  by  the  galvanic  current  is  a  new  feature  in  science.  The  process  is  similar  in  all 
respects  to  gilding,  but  is  more  difficult.  The  best  solution  to  be  employed  is  the  nitro-muriate  of 
platinum,  to  which  sufficient  soda  is  added  to  render  it  neutral.  The  object  to  be  coated  should  be 
smooth,  and  thoroughly  cleansed  by  potash  before  the  process  is  commenced.  Having  proceeded  thus 
far,  and  the  solution  of  platinum  bemg  ready,  a  fine  platinum  wire,  in  connection  with  the  silver  of  a 
compound  battery,  must  be  placed  so  as  to  dip  into  the  solution,  but  must  not  be  immersed  beyond  a 
very  short  distance.  The  object  to  be  platinated  is  now  ready  for  connection  with  the  zinc  of  the 
battery;  after  this  is  effected  it  is  to  be  dipped  in  the  solution.  Fig.  1285.  Immediately  oxygen  gas 
will  be  given  off  from  the  platinum  wire,  in  connection  with  the  silver.  From  the  copper  or  other  metal 
to  be  platinated,  no  gas  will  be  evolved,  provided  too  much  electricity  be  not  generated.  In  a  few 
minutes  the  object  will  be  coated  with  platinum. 

Tliis  process  must  not  be  confounded  with  that  by  which  negative  metals  are  prepared  for  my 
battery ;  for  in  this  case  the  platinum  is  precipitated  of  the  color  and  appearance  of  platinum,  but  in 
the  latter  case  it  is  thrown  down  as  a  black  powder.  The  first  process  I  projiose  to  name  platinathig, 
in  contradistinction  to  platinizing.  To  platinize  metals  we  use  a  strong  current  to  throw  down  the  metal 
in  the  black  powder ;  to  platinate  we  may  employ  solutions'  of  any  strength,  but  we  must  use  more 
moderate  cun-ents,  so  that  the  electricity  is  insufficient  for  the  production  of  hydrogen. 

There  is  no  process  at  the  present  time  more  readily  conducted  than  electro-plating.  The  best 
solution  which  can  be  used  is  without  doubt  the  argento-cyanide  of  potassium.  It  is  generally  made  by 
boiling  the  oxide  of  silver  m  a  strong  solution  of  cyanuret  of  potassium.  The  process  which  is  most 
favorable  is  the  single  battery.  The  solution  should  be  placed  in  a  glass  vessel,  and  used  with  a  silver 
positive  pole,  about  the  same  size  as  the  object  to  be  silvered.  The  same  precautions  should  be  taken 
and  the  same  measures  observed  with  regard  to  plating  as  gilding.  The  object 
should  be  clean,  in  order  that  a  most  perfect  adhesion  may  be  effected  between  jj^ 
the  object  to  be  silvered  and  thfe  reduced  metal.  The  silver  will  be  thrown 
down  in  somewhat  different  states,  according  to  circumstances.  If  thrown  down 
very  slowly,  it  will  assume  a  beautiful  dead  appearance ;  if  still  more  rapidly,  it 
will  be  brighter.  It  is,  perhaps,  as  well  to  use  the  solution  as  strong  as  possible, 
and  take  care  to  stir  the  liquid  occasion.ally,  in  order  that  a  proper  diffusion  of 
the  metallic  salt  may  take  place.  As  a  preciiDitating-trough  either  the  vertical 
or  horizontal  may  be  employed,  according  to  circumstances ;  the  latter  is  to  be 
preferred  for  large  surfaces,  as  waiters,  and  similar  objects ;  in  which  case  a 
corresponding  large  plate  of  silver  should  be  used  as  the  positive  pole  and 
placed  over  the  object  to  be  silvered.  Sometimes  a  large  circular  silver  posi- 
tive pole  may  be  made  to  surround  the  object,  as  in  the  adjoining  wood-cut.    The 
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silver  pole  is  to  be  connected  with  the  silver  plate  of  a  battery,  exposing  nearly  as  mucli  sm-fucc  as  thi 
object  to  be  plated,  while  the  object  to  be  plated  is  to  be  connected  with  the  zinc.  A  httle  free  cyanurel 
of  potassium,  added  to  the  argento-cyanide  of  potassium,  hastens  the  process  by  increasing  the  solu 
))ility  of  the  positive  pole.  The  quantity  of  metal  reduced  can  be  readily  ascertained,  either  by  finding 
the  additional  Aveight  of  the  object  receiving  the  deposited  silver,  or  by  ascertaming  the  deficiency  of 
the  positive  pole. 

Plated  articles  may  be  either  partially  or  entirely  burnished  in  the  same  way  as  gilt  objects,  according 
to  the  fancy  of  the  operator ;  and  the  contrast  of  dead  silver  with  the  bright  polished  metal  much 
increases  the  beauty  of  tlie  object.     Copper  and  its  alloy  are  most  readily  silvered  by  tliis  process. 

Non-conducting  substances  can  be  silvered  by  first  black-leading  them,  then  attaching  a  wire  in  such 
a  way  as  to  come  in  contact  with  the  plumbago.  In  this  case  we  should  be  careful  to  use  rather  a 
larger  plate  of  silver  than  tlie  object,  as  that  favors  the  growth  of  the  metal,  but  as  a  general  rule  it 
would  be  preferable  to  coat  the  object  first  with  copper  and  then  silver  it. 

Electro-plating  is  of  considerable  advantage  to  the  operator,  for  articles  may  be  made  entirely  of  ■ 
copper,  and  even  finished  with  laborious  minuteness,  and  then  silvered.     The  probability  is,  however, 
tliat  electro-plated  articles  will  not  wear  quite  so  well,  in  proportion  to  the  thickness  of  the  metal,  as 
ordinary  plating,  for  all  metals  reduced  by  electricity  are  found  not  to  resist  attrition  so  well  as  rolled 
metals.     Electro-plating  is  a  cheap  process,  independently  of  the  intrmsic  value  of  the  silver  used. 

A  pretty  application  of  the  art  of  coppering  is  suitable  to  horticulturists,  as  by  its  means  fruits,  vege- 
tables, leaves,  seeds,  and  various  other  specimens  may  be  coated  with  copper,  either  for  ornament  or 
for  the  purpose  of  illustrating  the  size,  form,  and  other  peculiarities  of  the  object.  Apples  and  pears  may 
be  very  readily  coppered ;  they  are  to  be  brushed  over  with  black-lead,  and  then  j286 

a  small  pin  is  to  be  thrust  in  at  the  stalk ;  to  tliis  a  wire  should  be  attached,  which 
is  connected  with  the  zinc  of  the  battery.  It  may  then  be  placed  in  the  solution, 
and  the  whole  arrangement  completed  by  the  insertion  of  a  piece  of  copper,  which 
is  to  be  connected  with  the  silver  of  the  battery.  In  a  similar  manner  cucumbers, 
gourds,  potatoes,  carrots,  and  a  hundred  other  vegetables,  seeds,  and  roots  can  be 
covered.  Fig.  1286  exhibits  a  bimch  of  grapes  submitted  to  the  action  of  the  fluid 
to  be  electro-coppered.  The  form,  after  the  process,  is  characteristic,  and  marks 
so  strongly  the  individual  character  of  each  variety,  that  the  horticulturist  is  at  no 
loss  to  distinguish  the  specimens  at  once. 

A  beautiful  effect  of  metalUc  surfaces  may  be  obtained  by  the  deposition  of 

crystallized  metal  on  baskets.     The  wicker-work  must  be  black-leaded,  and  con-  ■■ ' 

nected  by  means  of  a  wire  to.  the  zinc  of  a  galvanic  battery ;  when  on  being  immersed  in  the  metallic 
solution,  and  the  circuit  completed,  it  will  be  covered  -with  the  most  beautiful  crystals  of  copper, 
spai'kling  in  the  light  from  the  facets  of  thousands  of  little  crystals.  It  is  well  to  pass  a  very  fine 
copper  wire  round  several  parts  of  the  basket,  so  that  it  may  touch  the  black-lead  in  several  places,  for 
this  will  ensure  the  coating  being  more  rapidly  complete. 

In  fact  there  is  nothing  organic  or  inorganic  which  will  remain  in  a  solution  of  salt  of  copper  a  few 
hours,  that  may  not  be  coated  with  the  metals. 

The  foregoing  electro-coppered  objects  are  trifling  compared  to  the  purposes  to  which  electro-cop-- 
pering  has  been  tried ;  for  actually,  experiments  have  been  made  to  cover  the  bottoms  of  ships  with 
that  metal. 

We  present  in  brief  the  mode  of  copying  engraved  plates  in  the  Coast  Survey  OfBce,  by  Mr.  G.  Ma- 
thiot,  who  has  there  devised  many  of  the  processes  and  appliances  so  successfully  employed. 

The  original  on  being  completed  by  the  engraver,  is  carefully  cleaned,  and  its  surface  silvered ;  it  is 
then  washed  with  an  alcoholic  solution  of  iodine,  and  exposed  to  the  action  of  light.  This  process,  one 
of  Mr.  Mathiot's  invention,  is  beyond  question  far  the  best  means  in  use  for  preventing  a  final  adhesion 
of  the  deposite  to  the  matrix  plate.  The  plate  thus  prepared,  is  suspended  vertically  in  a  vat,  contain- 
ing a  solution  of  sulphate  of  copper,  and  a  raw  copper  plate  of  rather  large  size  suspended  parallel  to 
it.  These  plates  are  then  made  to  serve  as  electrodes,  by  being  connected  with  a  powerful  battery. 
The  copper  in  the  solution  of  sulphate,  which  adjoins  the  engraved  face,  is  thus  deposited  by  decompo- 
sition, being  thrown  down  as  a  pure  copper  layer  on  the  face,  while  the  free  acid  acting  on  the  raw  cop- 
per-plate thus  sustains  the  strength  of  the  solution ;  the  whole  action  amounting  to  a  transfer,  or  car- 
rying by  water,  of  the  copper  from  the  rough  plate  to  the  engraved  surface.  When  the  deposition  has 
progressed  far  enough  to  form  a  good  surface  layer,  the  plate  is  shifted  into  a  horizontal  vat  of  the  same 
solution,  and  the  raw  copper  plate  supported  on  a  frame  just  above  it.  A  specially  contrived  furnace 
sustains  in  this  solution  a  heat  of  about  ISC,  which  greatly  facihtates  deposition.  The  current  is 
again  brought  to  act  and  maintained  in  steady  operation  until  the  deposite  attains  the  thickness  requi- 
site for  safe  handling.  The  plate  and  deposite  are  then  withdrawn  from  the  solution,  filed  around  their 
common  edge,  and  the  two  are  then  separated  or  split  apart  through  the  iodine  layer  which  is  intro- 
duced on  the  original  face,  foi-ming  probably  an  iodine  atmospheric  film. 

The  deposite  plate  is  the  alto,  which  exhibits,  in  relief  and  direct,  ^H  the  engraved  reversed  lines  of 
the  original.  This  alto  is  then  made  to  serve  in  turn  as  a  matrix,  on  which  a  new  copper-plate  one- 
eighth  of  an  inch  thick,  is  deposited  in  precisely  the  same  manner  as  in  forming  the  alto.  This  plate 
is  an  exact  duplicate  of  the  original,  and  is  called  a  basso,  or  an  electrotype  copy.  It  requires  only  a 
little  smoothing  on  the  back,  and  a  removal  of  any  accidental  specks  or  imperfec^ons,  to  bo  ready  for 
the  printer. 

The  time  occupied  in  the  reproduction  of  a  plate,  containing  ten  square  feet,  can  be  brought  within 

a  week  for  forming  both  alto  and  basso,  though  economy  of  working  usually  makes  it  preferable  to  take 

somewhat  more  than  this  minimum  time.     A  careful  regulation  of  the  current  under  Smee's  laws  is  of 

great  importance,  as  an  indispensable  means  of  securing  the  requisite  metallic  properties  in  the  deposite. 

Planished  copper  plates  are  quite  inferior  to  good  electrotypes  for  printing,  as  the  pure  metallic  cop. 
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per  resulting  from  electro-deposition,  is  free  from  that  porosity  which  produces  cloudiness  of  impression. 
The  work  of  inking  and  wiping  an  electrotype,  is  considerably  less  than  for  a  planished  plate,  and  the 
wear  for  each  impression  is  consequently  less.  We  quote  from  Mr.  Mathiot's  report,  (Am.  Journal  of 
Science,  Vol.  XV.,  2d.  series,  1853,  and  Coast  Survey  Report  for  1851,  appendix  55,)  the  following  de- 
scription of  the  C.  S.  laboratory,  apparatus  and  manipulations. 

"  Laboratory  Apparatus.  Figure  1287  is  a  plan  of  the  Coast  Survey  Electrotype  Laboratory,  the  glazed 
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partition,  h,  b,  h,  b,  with  a  door  d,  separates  the  battery  room  from  the  general  laboratory,  and  permiti 
an  easy  inspection  of  the  batteries  without  exposure  to  their  fumes.  The  laboratory  floor  is  about  six 
feet  above  the  ground,  and  slopes  inward  from  the  sides  toward  the  scuttle  holes  h,  h,  h,  h,  arranged  for 
discharging  the  waste  liquids  spilled  upon  the  floor.  To  obviate  the  deleterious  effects  of  working  on  a 
floor  saturated  with  chemical  agents,  when  any  solutions  are  spilled,  the  floor  is  well  flooded  and  brushed, 
the  water  passing  ofl"  through  the  scuttle  holes.  There  are  four  battery  cells,  placed  as  indicated  by 
B,  B,  B,  B.  A  rectangular  India  rubber  bag,  supported  by  a  deep  wooden  box,  contains  the  battery  so- 
lutions :  each  cell  can  contain  nine  silver  and  eight  zinc  plates.  A  metallic  connection  unites  all  the 
zinc  plates  of  a  cell,  and  another  one  all  the  silver  plates ;  each  cell  can  be  used  as  an  independent  bat- 
tery, or  two,  three,  or  four  cells  can  be  connected  in  consecutive  or  simultaneous  order,  or  all  combined 
into  two  pairs  of  two,  in  consecutive  or  simultaneous  order,  or  into  the  group  of  three  and  one  of  one. 

"  The  position  of  the  vertical  decomposing  vat  is  shown  at  V,  and  that  of  the  horizontal  vat  at  //.  S 
is  a  large  tub  for  washing  plates.  The  tub  C  contains  the  solution  of  chloride  of  iron  ;  Q  is  the  quick- 
lilver  tub,  and  W  W  are  fresh  water  tubs.  F  is  the  furnace,  and  dd,  c  c,  are  heating  tubes  connecting 
feith  the  vat  R.     T  is  a  flat  iron  table. 

"  Fig.  1288  exhibits  a  cell  and  its  included  plates,  with  their  mode  of  suspension. 
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"Fig.  1289  represents  the  suspending  frame  of  wood,  and  the  attached  plate  P,  prepared  for  imme» 
gion  in  the  vertical  vat. 

1288. 
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•'  Fig.  1290  shows  the  vertical  vat  and  the  plates  suspended  in  it. 

"  Fig.  1291  represents  the  adjustable  plate-supporting  frame  used  in  the  horizontal  vat. 
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"  Fig.  1293  exhibits  the  interior  arrangement  of  the  horizontal  vat,  a  blank  plate  and  an  engraver 
original  being  in  position ;  also  the  connecting  copper 
rods  leading  to  the  battery. 

"  Fig.  1293  represents  the  heating  furnace.   The  doors 
for  admitting  air  is  shown  at  a,  and  is  connected  with  an 
adjusted  compound  bar  of  iron  and  zinc,  that  by  an  ad- 
justed screw  it  can  be  arranged  to  regulate  the  draught, 
opening  or  closing  the  door,  thus  maintaining  an  uni- 
form heat  in  the  solution.     After  getting  the  fire  start- 
ed, this  door  is  set  so  as  to  close  when  the  solution 
reaches  a  heat  of  180°.     In  principle  this  furnace  is  similar  to  a  bath  heater. 
A  tubular  helix  of  lead  is  coiled  within  it,  like  the  worm  of  a  still,  and  the 
terminating  branches  c  and  d  lerfd  to  the  horizontal  vat,  the  branch  c  uniting 
the  top  of  the  vat  just  below  the  Uquid  surface  with  the  top  of  the  coil,  and 
d  at  the  bottom  of  the  vat  with  the  bottom  of  the  coil.     Hence  follows  a 
circulation  of  the  solution  from  the  furnace  at  top  and  into  it  at  bottom. 

"  Manipulation.  When  a  plate  is  to  be  eleetrotyped,  it  is  placed  on  trus- 
sles  above  the  open  scuttle  holes  h,  A,  h,  h,  and  thoroughly  cleaned  by  washing 
with  alkalis  and  acids.  It  is  then  silvered,  iodized  and  placed  before  a  win- 
dow. A  plate  of  rolled  copper  an  inch  larger  than  the  engraved  plate  is  then 
selected,  placed  on  the  flat  iron  table,  and  beaten  with  mallets  until  a  steel 
straight  edge  shows  it  to  be  plane ;  it  is  then  weighed,  and  fixed  in  the  verti- 
cal plate  frame  by  two  copper  hooks ;  the  engraved  plate  is  then  similarly 
fixed  in  a  similar  frame,  when  both  are  placed  in  a  vertical  vat  and  connected 
with  the  battery. 

"  The  process  does  not  go  on  well  when  the  plates  are  vertical,  but  it  is  ne- 
cessary to  start  the  castings  in  this  position  to  prevent  dust,  motes,  or  specks 
of  impurities  from  settling  on  the  face.  As  the  rolled  plate  dissolves,  its  im- 
purities rapidly  render  the  solution  muddy,  and  endangers  the  face  of  the 
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forming  plate.  For  common  electrotypes,  dust  or  mote  specks  are  not  detrimental :  but  the  Coast  Sur- 
vey copper  plates  being  not  inferior  in  fineness  of  lines  to  fine  steel  plates,  tlie  effect  of  impurities  settling 
on  the  face  of  their  copies  is  to  give  the  impressions  a  clouded  appearance.  On  first  immersing  the  plate, 
the  solution  should  therefore  be  perfectly  clean ;  formerly  after  each  use  of  the  vertical  vat,  it  was 
emptied  and  washed  out.  When  the  solution  had  deposited  its  sediment,  it  was  drawn  oflF  and  strained 
through  very  fine  cotton :  this  whole  operation  was  extremely  disagreeable,  and  consumed  a  whole  day 
of  one  man.  "  By  a  simple  expedient  I  have  saved  the  necessity  of  cleaning  the  vat  more  than  once  a 
month.  To  guard  the  new  plate  from  specks  and  impurities  a  bag  of  fine  cotton  is  drawn  over  a  slight 
wooden  frame,  which  keeps  it  distended ;  an  hour  or  more  before  the  solution  is  wanted,  the  bag 
with  its  included  frame,  is  placed  on  the  top  of  the  solution  and  loaded  with  the  copper  bars  used  to 
support  the  plate-frames.  The  weight  causes  the  bag  to  sink  gradually,  filtering  the  contained  solution 
as  it  goes  down.  The  impurities  cannot  wholly  choke  the  meshes  of  the  cloth,  as  a  fresh  portion  is 
constantly  brought  into  action  during  the  sinking.  I  thus  filter  the  solution  without  taking  it  from  the 
"Tat  or  disturbing  the  sediment,  saving  much  labor,  time  and  annoyance. 

"The  plate  remains  in  the  vertical  vat  over  night,  and  preparations  are  made  in  the  morning  to  trans- 
fer it  to  the  horizontal  vat.  The  furnace  is  first  brought  into  action,  a  new  plate  of  blank  copper  an 
inch  larger  than  the  matrix,  is  flattened  on  the  iron  table,  and  bolted  to  the  edges  of  wooden  bars  by 
platinum  bolts,  for  the  purpose  of  preventing  the  plate  from  sagging  downwards  when  supported  hori- 
zontally :  the  plate  so  arranged,  is  called  the  strapped  plate.  The  coated  matrix  is  then  taken  from  the 
vertical  vat,  disengaged  from  its  frame,  and  arranged  in  the  horizontal  frame.  A  wooden  wall  an  inch 
high,  then  surrounds  the  plate,  and  on  this  wall  the  strapped  plate  is  ]aid,  when  the  whole  combination 
is  placed  in  the  horizontal  vat,  and  the  connection  with  the  battery  established.  The  positive  plate  is 
then  taken  from  the  vertical  vat,  and  its  loss  of  weight  noted  and  recorded.  From  the  known  super- 
ficial area  of  the  matrix,  the  quantity  of  copper  required  for  a  casting  one-eighth  of  an  inch  thick  is 
known  and  recorded.  The  blank  copper  consumed  in  both  vats  must  equal  this  amount  before  the  re- 
quired thickness  is  reached,  allowance  being  made  for  impm-ities  of  rolled  copper  and  roughness  on  the 
back  of  the  electrotype. 

"  After  a  few  hours  of  action,  the  strapped  plate  becomes  so  loaded  with  impurities  that  they  will 
begin  to  drop  on  the  electrotype  ;  this  plate  must,  therefore,  be  removed  from  the  vat,  and  a  new  one 
immediately  supplied.  The  dirty  plate  is  then  washed  in  the  large  water  tub,  and  when  cleaned  its  loss 
of  weight  is  found  and  recorded.  By  the  amount  of  loss  the  action  of  the  batteries  is  tested,  and  it  is 
found,  if  Smee's  laws  are  being  observed.  Vigilance  must  now  be  exercised  in  watching  the  batteries 
and  vats  of  work,  and  the  power  must  be  varied  to  suit  circumstances.  The  entire  working  battery 
generally  requires  renewal  once  a  day,  the  process  being  conducted  as  follows : — One  zinc  and  one  silver 
plate  are  taken  from  the  battery ;  the  silver  placed  in  the  solution  of  the  chloride  of  iron,  and  the  zinc 
taken  to  the  water  tub  outside  the  door  of  the  battery  room,  where  it  is  scrubbed  clean  with  a  hard 
brush ;  it  is  then  re-amalgamated  at  the  quicksilver  tub  and  taken  back  to  the  battery.  The  silver  plate 
is  transferred  from  the  chloride  of  iron  solution  to  the  adjacent  fresh  water  tub  :  another  plate  is  then 
transferred  from  the  battery  to  the  chloride  solution,  and  another  zinc  cleaned,  washed,  and  put  back 
in  the  battery  with  the  first  silver.  In  this  manner  the  whole  battery  can  be  renewed  without  sensibly 
interrupting  its  action. 

"  Wlien  the  loss  of  weight  from  the  rolled  copper  in  both  vats  indicates  that  the  required  thickness  of 
the  electrotype  is  gained,  the  plate  is  withdrawn  from  the  battery,  detached  from  its  frame,  its  back 
smoothed,  and  its  edges  filed  until  a  separation  can  be  made.  By  separation  the  original  becomes  lib- 
erated, and  the  alto  or  reversed  relief,  is  silvered  and  electrotyped  exactly  as  an  original.  The  copy 
from  it,  or  the  electrotyped  basso,  will,  if  the  process  has  been  properly  conducted,  be  a  perfect  fac-simile 
of  the  original,  and  in  hardness,  ductibility,  and  elasticity,  will  equal  the  best  rolled  and  hammered,  or 
planished  copper  plate." 

In  no  application  of  electro-metallurgy  is  the  value  of  the  science  more  conspicuously  shown  than  in 
a  mode  of  producing  surfaces  for  printing  lately  patented  and  called  Glyphography. 

All  our  previous  operations  have  been  conducted  at  the  negative  pole  of  the  battery ;  but  at  the  pos- 
itive pole  certain  efiFects  take  place  which  may  be  taken  advantage  of  in  the  arts.  Let  us  call  to  mind 
the  fact,  that  gold,  silver,  and  all  metals  with  a  greater  aflBnity  for  oxygen,  are  dissolved  when  made 
the  positive  pole  of  a  cell  charged  with  a  solution  of  the  same  metal.  This  property  may  he  easily 
shown  by  attaching  wire  by  one  of  its  ends  to  the  silver  of  the  battery,  and  placing  the  other  in  a  solu- 
tion of  sulphate  of  copper,  in  the  bottom  of  which  a  piece  of  copper  connected  with  the  zinc  of  the 
battery  is  immersed.  After  a  short  time,  the  wire  will  begin  visibly  to  be  dissolved,  and  the  part  near- 
est the  negative  metal  wiU  be  affected ;  the  copper  in  every  place  is  dissolved  exactly  in  proportion  to 
the  electricity  passing. 

In  order  to  make  an  etching,  a  copper-plate  is  first  to  he  prepared  by  covering  it  with  a  substance 
which  protects  it  from  the  action  of  the  acid  in  which  it  has  to  be  immersed :  this  substance  used  is 
composed  of  asphalte  and  wax  in  equal  proportions,  combined  with  a  fourth  part  of  both  black  pitch 
and  burgundy  pitch.  This  mixture  is  placed  in  a  piece  of  silk,  and  rubbed  over  the  copper-plate,  which 
is  kept  at  a  moderate  heat,  by  holding  it  over  a  lamp  or  chafing-dish.  This  operation  is  technically 
called  laying  a  ground ;  this  at  first  is  colorless,  but  it  is  afterwards  blackened  by  holding  it  over  the 
flame  of  a  candle,  and  depressing  it  till  a  copious  supply  of  smoke  covers  the  surface. 

The  engraver,  with  an  instrument  like  a  needle,  called  an  etching-point,  executes  his  drawing,  and  iu 
so  doing  removes  the  ground,  and  exposes  a  clean  surface  of  metallic  copper.  The  plate  is  then  placed 
in  a  dish,  and  dilute  nitric  acid  poured  upon  it,  till  the  copper  is  dissolved  out  from  the  exposed  lines  to 
a  sufficient  depth.  The  plate  is  not  allowed  to  remain  in  the  acid  a  sufficient  length  of  time  to  bite 
deeply,  as  this  would  cause  the  engraving  to  be  of  one  degree  of  blackness ;  but  after  it  has  been  in  the 
acid  a  short  time,  those  parts  which  are  required  to  be  of  a  light  shade  are  stopped  out,  that  is,  thej 
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are  covered  ■with  brunswick-black,  or  a  coat  of  varnish  capable  of  resisting  the  action  of  the  acid  Th» 
plate  is  then  replaced  in  the  dilute  acid :  after  a  time  it  is  again  removed,  and  a  further  portion  is  stopped 
out ;  and  these  operations  are  repeated  as  many  times  as  there  are  differences  of  shade  required  in  the 
engraving.  The  degree  of  perfection  that  the  professed  engraver  obtains  by  practice  is  truly  extraor- 
dinary, considering  the  imcertainty  -which  must  attend  the  operation ;  for  the  action  of  nitric  acid  is  not 
subject  to  any  regular  laws,  and  moreover  is  never  alike  over  all  parts  of  the  same  plate.  This  is  ow- 
ing to  Hbe  copper-plate  itself  being  never  pure ;  but  always  containing  tin,  dispersed  here  and  there 
throughout  its  texture,  which  resists  the  action  of  the  acid.  After  a  splendid  plate  is  bitten  in,  some 
portions  are  sometimes  left  which  cannot  be  acted  upon  by  the  nitric  acid,  but  absolutely  require  the 
graver  to  bring  up  the  fine  lines. 

No  engraver  that  I  have  conversed  with,  can  explain  the  cause  of  these  &ult8  in  their  work,  bat  to 
the  chemist  thev  are  perfectly  intelligible :  the  nitric  acid  attacks  the  copper,  forming  a  soluble  nitrate 
of  that  metal  ■which  is  dissolved  in  the  fluid ;  but  the  action  of  nitric  acid  on  tin  is  altogether  different, 
for  it  converts  the  metal  into  a  peroxide,  ■which,  being  insoluble,  protects  the  copper  from  the  acid.  The 
engravers  have  always  noticed  this  •white  powder,  (the  peroxide  of  tin,)  so  fatal  to  the  success  of  their 
operations. 

Etching  by  galvanism  is  a  far  more  certain  operation  than  the  foregoing,  because  it  can  be  reduced  ' 
to  known  principles.     In  this  case,  the  plate  to  be  bitten  in  has  the  device  first  drawn  upon  the  same 
ground  that  is  used  in  the  ordinary  process ;  the  back  and  edges  of  the  plate  are  then  coated  with  ■wax, 
and  it  is  to  be  connected  by  means  of  a  wire  ■with  the  silver  plate  of  one  or  two  of  my  batteries. 

The  piece  of  copper  to  form  t^e  negative  pole  should  then  be  connected  to  the  zinc,  ■when  both  the 
copper-plate  and  the  piece  of  copper  are  to  be  placed  in  a  solution  of  sulphate  of  copper.  Immediately 
copper  will  be  reduced  fix)m  the  solution  on  the  negative  plate,  and  copper  from  the  etching-plate  ■will 
be  dissolved  to  keep  up  the  strength  of  the  solution. 

Whatever  is  favorable  to  the  increase  of  electricity,  causes  the  copper  to  be  more  quickly  acted  upon, 
and  whatever  diminishes  the  galvanic  current,  retards  the  solution  of  the  metal ;  the  nearer  the  etcMng 
plate  forming  the  positive  pole,  and  tlie  piece  of  copper  forming  the  negative  are  approximated,  the 
more  rapid  wiU  be  the  action.  In  the  same  way,  the  intensity  of  the  battery  also  affects  the  rate  at 
which  the  plate  is  bitten  in.  The  negative  plate  of  copper,  however,  should  not  exceed  in  size  the  cop- 
per-plate on  which  the  etching  is  executed,  or  else  there  is  a  risk  of  some  of  the  lines  being  more  deeply 
bitten  in ;  and  in  like  manner,  if  any  considerable  part  of  the  plate  has  a  great  deficiency  of  lines  com- 
pared with  other  parts,  that  part  must  be  stopped  out  rather  before  the  other,  to  ensure  a  tmiformity  of 
depth,  or  else  the  negative  copper  opposite  this  part  must  be  bent  in  such  a  way  as  to  increase  the  dis- 
tance. 

The  advantages  of  galvanism  for  etching,  are,  the  absence  of  poisonous  nitrous  fumes,  which  are 
evolved  in  the  ordinary  process ;  the  greater  uniformity  of  action  which  takes  place  than  when  acids 
are  used ;  and  the  rapidity  of  biting,  which  may  be  regulated  to  the  greatest  nicety.  The  lines  may  be 
made  of  any  depth,  and  are  sharper  and  cleaner  thaua  when  acid  is  used ;  and  lastly,  no  bubbles  are 
evolved,  wmch  the  engraver  well  knows  are  apt  to  tear  up  the  ground,  or  to  cause  unequal  action. 

The  exact  quantity  of  copper  dissolved  from  the  plate,  can  be  ascertained  by  weighing  the  metal 
reduced  on  the  sheet  of  copper  which  forms  the  negative  pole,  or  by  measuring  the  quantity  of  hydro- 
gen evolved  from  the  silver  plate  of  one  of  the  platinized  silver  batteries ;  for  thirty-two  grains  of  cop- 
per will  be  dissolved  for  every  forty -eight  cubic  inches  of  gas  evolved. 

Etching  by  galvanism  can  be  executed  ■with  any  desired  degree  of  rapidity,  according  to  the  series  of 
batteries  to  which  the  plate  is  connected ;  but»I  believe  that  the  practical  man  •wiU  find  that  the  action 
should  neither  be  too  slow  nor  too  quick,  and  perhaps  two  or  three  batteries,  arranged  as  a  series,  will 
be  found  best  adapted,  though  a  single  cell  would  suffice. 

Galvanism  would  be  valuable  to  the  engraver  for  executing  gradations  of  shade,  such  as,  for  instance, 
the  effect  of  a  strong  light  illuminating  a  whole  room.  The  most  simple  manner  in  which  this  can  be 
shown,  is  to  take  a  copper-plate  'and  draw  a  number  of  lines  on  the  groimd  ■with  a  ruling-machine 
The  plate,  afler  having  its  back  and  edges  coated  with  any  non-conducting  sutstance,  should  be  then 
connected  with  the  silver  of  the  battery,  and  copper  wire.  These  two  should  be  then  arranged  in  the 
solution  of  sulphate  of  copper,  that  at"  one  end  tiiey  nearly  touch,  while  at  the  other  they  are  widely 
apart  By  this  position,  the  greatest  quantity  of  electricity  would  pass  at  that  part  of  the  plate  ■where 
it  is  nearly  in  contact  with  the  negative  pole,  whilst  the  least  would  pass  at  the  opposite  extremity. 
The  action  on  the  etched  plate  being  exactly  in  proportion  to  the  quantity  of  electricity  passing,  is  un- 
equal over  the  whole  length  of  the  plate,  being  greater  where  the  metals  are  nearest,  and  gradually 
diminishing  to  the  other  end.  This  is  the  most  perfect  mode  by  which  it  is  possible  to  obtain  a  grada- 
tion of  shade.  Many  variations  in  the  arrangements  might  be  made  by  usmg,  as  a  negative  plate,  a 
wire  or  a  rod  of  copper,  placed  over  the  centre  of  a  prepared  plate ;  for  Uien  a  perfect  gradation  would 
be  obtained,  extending  in  all  directions  from  the  dark  centre.  In  the  same  way,  two  or  more  radiating 
shades  may  be  obtained,  by  using  two  or  more  negative  wires.  An  insensible  gradation  might  be  made 
from  the  (mrkest  shade  at  the  external  edge  of  the  plate,  to  the  lightest  point  at  its  centre,  by  cutting 
oat  a  hole  in  the  negative  piece  of  copper,  opposite  to  the  part  where  tiie  transition  into  light  is  re- 
qiured. 

The  professed  engraver  who  once  practically  masters  the  galvanic  method  of  etching  by  the  theoreti- 
cal principles  which  I  have  here  detailed,  is  sure  to  obtain  great  results.  He  could  execute  with  ease 
the  most  extraordinary  transition  of  light  into  darkness  with  fidelity,  and  with  the  utmost  certainty 

Galvanic  etching  has  lately  extended  to  the  etching  of  Daguerreotype  plates.  The  silver  plate  i? 
arranged  as  the  positive  pole  in  a  trough,  by  connecting  it  to  the  negative  plate  of  a  battery.  The  sil- 
ver plate  is  about  the  same  size  as  the  Daguerreotype ;  but  I  boheve  that  we  should  be  able  to  bite 
much  deeper  bv  following  the  improvements  in  galvanic  etcliing.  It  is  stated  that  these  etchings  when 
printed  showed  extraordinarY  minuteness  of  detaiL 
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ELECTRO-MAGNETIC  ORE-SEPARATOR,  Cooks.  Fig.  1294  is  a  side  elevation  of  the  machine 
A  A  is  the  frame.  B  is  a  pulley  by  wliich  the  cam-shaft  C  is  revolved.  This  shaft,  by  the  cam  C, 
shakes  the  hopper  F  so  as  to  spread  the  ore  evenly  across  the  endless  web  or  carrying-apron  H.  This 
is  done  by  having  a  hook-rod  K  tliat  catches  the  upper  edge  of  C,  and  is  made,  from  the  shape  of  the 
cam,  to  traverse  across  the  web,  and  spread  the  ore  equally  on  the  web.  D  is  the  revolving  magnet 
cylinder,  driven  by  band  and  pulleys  0  N  F.  L  is  the  trough  uito  which  the  ore  is  discharged  from  the 
cylinder.  X  X  are  mercury  troughs,  the  one  charged  positively  and  the  other  pegatively  from  the 
battery,  by  the  wires  M  M.  The  magnets  are  fixed  on  the  revolving  cylinder,  and  wound  round  with 
copper  wire,  the  one  positive  and  the  other  negative.  These  wires  are  carried  from  one  magnet  to 
another  across  the  row,  and  brought  out  at  the  axle  of  the  cyluider,  forming  a  circular  fan  E,  so  that  as 
the  cylinder  revolves,  and  the  wires  dip  into  and  rise  from  the  charged  mercury  troughs,  the  rows  of 
magnets  are  charged  and  broken  alternately,  to  lift  the  ore  from  the  dross  and  deposite  it  in  the  receiving 
troughs. 


Tlie  magnetic  cylinder  revolves  to  meet  the  ore  as  it  comes  forward  on  the  web,  and  in  the  same 
direction.  TT  are  the  magnets.  M  represents  the  wires  from  the  battery.  The  large  cylinder  is 
revolved  by  a  band  from  the  other  side,  passing  over  a  pulley  on  the  shaft  of  D,  the  magnetic  cylinder. 
Tlie  cylinder  is  made  of  wood,  a  non-conductor ;  and  to  insulate  the  wires  perfectly,  the  axle  of  the 
cylinder  is  boxed  with  wood,  and  wires  turned  up  on  the  outside  of  it. 


1395. 


Fig.  1295  shows  the  manner  in  which  the  magnets  are  arranged  on  the  cylinder.  D  is  the  cylinder; 
T  T  3ie  magnets ;  E  the  current  wires ;  and  X  the  trough  of  quicksilver.  The  cylinder  is  about  30 
inches  in  diameter,  and  the  magnets  are  about  f  of  an  inch  thick,  with  four  polar  points.  There  is  a 
space  of  about  |  of  an  inch  between  each  of  the  magnets,  and  a  large  cylinder  has  had  thirty  rows  of 
ten  magnets  each.  It  will  be  observed  that  the  wires  are  alternately  wound  in  the  direction  of  the 
polar  currents.  One  wire  is  now  represented  as  dipping  in  the  mercury;  but  one-fourth  of  all  the 
magnets  are  charged  at  the  same  time,  as  that  number  touch  the  mercury  on  the  under  side  of  tli* 
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cylinder ;  but  the  magnets  are  charged  and  discharged  successively  in  rows.  The  ore  is  earned  forward 
on  the  endless  apron ;  and  the  magnet  cylinder,  by  revolving  in  the  same  direction  as  the  apron,  lifts 
the  ore,  while  the  dross  is  discharged  from  the  apron  while  passmg  over  the  roller. 

ITiis  machine  has  been  in  operation  at  Plattsburgh  for  some  time,  where  it  is  stated  to  have  exceeded 
the  most  sanguine  expectations.  When  ore  is  associated  with  hornblende  no  other  process  of  separation 
can,  it  appears,  compare  with  this. 


ELEVATORS.  The  general  term  Elevator  includes  gins,  windlasses,  cranes,  <fea ;  but  since  these 
are  described  under  their  separate  heads,  in  this  article  are  comprehended  only  those  smaller  machines 
employed  to  raise  materials  in  mines,  furnaces,  factories,  and  cornmiUs. 


ELEVATORS. 
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Figs.  1301  to  1303,  a  vertical  elevator,  moved  by  hand. 

Figs.  1304  to  1306,  a  similar  one,  driven  by  steam  or  water-power. 

Figs.  1307  to  1316,  a  single  elevator  working  on  an  incline  with  an  endless  chain. 

Figs.  1317  to  1321,  a  similar  one,  with  a  rope. 

Figs.  1322  to  1325,  a  similar  one,  but  double. 


Figs.  1326  to  1328,  an  elevator  moved  by  condensed  air  or  a  pneumatic  engine. 

Figs.  1329  to  1333,  elevators  for  corn-mills. 

Figs.  1334  to  1337,  elevators  for  factories. 

Figs.  1338  and  1339,  elevators  for  general  purposes. 
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A  vertical  Elevator,  moved  by  hand. — Fig.  1301  is  a  side  elevation;  Fig.  1302,  a  front  elevation;  Fig 
1 303  a  section  on  the  line  a  b.  The  weight  to  be  raised  is  placed  on  the  platform  a  of  tlie  frame  a  d  «, 
which,  moving  between  the  posts  c  b,  is  retained  in  position  by  grooves  in  a  and  c,  as  shown  clearly  ic 
the  section,  Fig.  1303.  The  platform  is  raised  by  the  windmg  of  the  chains  or  ropes  attached  to  the 
frame  at  /,  on  the  barrel  /*,  which,  if  the  weight  is  trifling,  is  tmned  by  a  winch  on  its  own  sliaft,  but 
more  commonly  an  extra  shaft  i,  geer  /,  and  pinion  k,  are  employed  with  the  winch  m ;  two  ratchet- 
wheels  q  r  and  catches  s  and  t  hold  the  platform  in  any  desired  position.  A  counterpoise  p  is  attached 
by  the  rope  o,  passing  over  the  pulley  n  to  the  barrel  h. 

A  vertical  Elevator,  driven  by  steam  or  water  power,  used  in  the  iron-icorks  of  Belgium. — Fig.  1304  is 
a  front  elevation;  Fig.  1305,  a  side  elevation;  Fig.  1306,  a  plan  of  the  lower  part.  ITie  parts  are  as 
follows :  The  standards  c  and  d  support  a  lower  shaft  a  and  upper  b,  to  each  end  of  which  are  fixed  the 
iron  wheels  e  e,  of  about  7^  feet  diameter  and  7  inches  wide,  cast  with  projections//,  adapted  to  the  links 
of  the  endless  chains  g  g  ;  at  distances  of  about  5  feet  the  two  chains  are  connected  by  iron  rods  fi  h  h, 
from  which  depend  the  platforms  i  k,  on  which  are  placed  the  loads  to  be  raised  or  lowered.  These 
weights  can  be  put  on  or  taken  off  while  the  machine  is  in  motion,  and  if  from  neglect  the  load  is  not 
removed,  the  only  result  is  that  it  continues  to  ascend  and  descend  with  the  revolutions  of  the 
wheels  e  e.  Motion  is  communicated  through  the  shaft  p,  the  pinion  m,  and  the  geer  z,  fixed  to  the 
shaft  a:  qis  a  slide  coupling-  oo,  standards  of  the  shafts  p  and  n:  and  u  a  pit  or  span  necessary 
below  a,  for  the  passage  of  the  platforms. 

An  Elevator  working  on  an  incline,  with  an  endless  chain,  used  at  some  of  the  blastfurnaces  of 
Belgium. — Fig.  130*7  is  the  side  elevation;  Fig.  1308,  the  rear  elevation;  Fig.  1309,  the  plan.  A  A  is 
the  bottom,  and  B  B  tlie  top  platform ;  C  C  the  railway,  inclined  at  an  angle  of  about  30°,  and  supported 
by  the  fi-ame  D  D.  The  wagons  are  drawn  up  by  the  endless  cliain  a  a  a,  resthig  loosely  in  the  wheels 
bbcc,io  which  last  motion  is  communicated  through  the  geers  e  and  /,  and  the  pulley  /*,  over  which 
passes  a  band  i  from  the  prime  mover.  Figs.  1310  and  1311,  represent  two  views  of  a  portion  of  the 
wheel  cc;  Figs.  1312  and  1313,  of  the  wheel  bb ;  Fig.  1314,  of  the  chain.  It  will  be  seen  that  there 
is  but  one  row  of  projections  k  k  on  the  rim  of  the  wheel  c,  fitting  the  openings  m  of  the  links  of  the 
chain,  while  on  b  the  row  is  double,  and  is  adapted  to  the  spaces  n  n  of  the  chain. 

The  loaded  wagon  being  brought  to  the  bottom  of  the  incline,  the  hind  axle  is  caught  by  one  of  the 
hooks  g,  (which  are  about  9  feet  apart,)  and  is  drawn  up.  At  the  top  the  wagon  is  received  on  a  small 
descending  railway,  inclined  at  an  angle  of  about  5°,  and  whose  summit  is  sufficiently  above  the  plat- 
form B  B,  that  gravity  alone  will  carry  the  wagon  to  its  place  of  unloading.  The  emptied  wagons  are 
placed  on  a  side  track  s  s,  and  are  lowered  by  means  of  a  rope  attached  to  the  windlass  1 1,  Figs. 
1308  and  1309. 

Along  the  railway  o  o,  and  at  a  distance  of  from  5  to  6  feet,  are  placed  the  moveable  catches  or  bell- 
levers  u  u,  which,  in  case  of  the  breakage  of  the  chain,  will  catch  tlie  hind  axle  and  stop  the  descent  of 
the  wagon. 

The  wagons  used  in  Belgium  are  composed  of  cast  and  wi"ought  iron,  and  the  materials  for  supplying 
the  furnace  are  first  put  m  plate-iron  vessels,  (holding  from  30  to  40  pounds,  and  of  the  form  repre- 
sented in  Figs.  1315  and  1316,)  and  then  placed  in  the  wagons,  which  contain  from  12  to  18  of  them. 

An  Elevator  working  on  an  incline  vnth  a  pulley-rope. — In  blast-furnaces,  where  only  charcoal  is  used, 
the  elevator,  represented  in  Figs.  1317  to  1321,  is  frequently  employed.  Fig.  1317  is  a  side  view;  Fig 
1318,  a  plan;  Fig.  1319,  a  section  on  the  line  AB;  and  Figs.  1320  and  1321  are  details. 

The  principal  axis  kki.  Fig.  1320,  is  at  k,  where  the  drum  I  is  cyhndrical,  and  at  /tj  squared.  On  this 
part  is  placed  the  moveable  wheel  m,  with  the  knobs  n  n,  which  are  inserted  into  corresponding  holes 
of  the  drum  /,  whenever  this  latter  is  to  follow  the  movement  of  the  axis  k  /;,.  In  tlie  periphery  of  the 
wheel  is  carved  a  groove,  into  which  fits  the  quadrant  o.  Figs.  1317  and  1320,  wound  like  the  worm  of 
a  screw,  and  fixed  to  the  shaft  p.  To  this  shaft  is  also  fixed  the  disk  q.  Figs.  1317,  1320,  and  1321,  on 
whose  periphery  is  placed  the  bar  rr,  which  is  joined  to  it  by  the  counter-chains  s  and  t,  Fig.  1321,  in 
such  manner  that  the  wheel,  together  with  the  shaft  p  and  quadrant  o,  is  alternately  turned  to  the  left  and 
to  the  right,  according  as  the  bar  is  puslied  backwards  or  forwards.  By  this  the  wheel  m  is  either  moved 
on  or  off  the  drum  /,  and  consequently  the  latter  is  brought  in  or  out  of  connection  with  the  axis  k  ki. 

A  double  Elevator  working  on  an  incline  with  pulley-ropes. — At  blast-furnaces,  wliere  the  smelting  of 
the  ore  is  effected  by  means  of  coke,  and  large  quantities  of  iron,  stone,  fuel,  and  other  supplies  are  to 
be  conveyed  up  to  heights  of  30  or  50  feet,  several  of  these  elevators  are  applied.  On  the  inclined 
plane,  forming  an  angle  of  30  or  40°,  are  two  railways,  parallel  to  each  other ;  the  one  serving  for  the 
ascent  of  the  charged  wagon,  and  the  other  for  the  descent  of  the  empty  one.  An  elevator  of  this  kind 
is  represented  in  Figs.  1322,  1323,  1324,  and  1325.  Fig.  1322  is  a  side  elevation;  Fig.  1323,  a  plan; 
Fig.  1824,  a  front  elevation;  and  Fig.  1326  represents  tlie  principal  axis  with  its  two  drums  and  levers 
for  moving  out  and  in  the  clutches. 

An  Elevator  moved  by  condensed  air  or  pneumatic  engine. — At  the  iron-works  of  Chatlinot,  near 
Charleroi,  in  Belgium,  an  elevator  of  this  description,  and  about  50  feet  in  height,  was  constructed  in 
1839,  for  tliree  blast-furnaces,  where  the  smelting  of  the  ore  is  effected  by  means  of  coke.  The  con- 
densed air,  required  as  motive  power,  was  derived  from  the  great  wind-reservoir  of  the  blast  apparatus, 
the  air  Jiere  being  condensed  at  the  rate  of  4  pounds  pressure  on  the  square  inch.  This  elevator  is 
represented  on  page  460,  where  Fig.  1326  is  a  side  elevation;  Fig.  1327,  a  front  elevation;  and  Fig. 
1328,  a  horizontal  section  of  a  part  immediately  above  the  cylinder. 

The  fi-ame  a  a.  Figs.  1326  and  1327,  is  composed  of  upright  standards  and  cross-bars,  whose  joints  are, 
for  the  sake  of  durability,  covered  with  iron  bands.  The  nine  vertical  beams  bbb  form  in  the  plan  four 
equal  squares.  Fig.  1328.  They  rest  on  cast-iron  pedestals  ce.  Fig.  1326  and  1327,  and  into  whose  holes 
they  are  firmly  fixed  by  means  of  wooden  wedges.  In  two  of  the  squares,  by  the  side  of  each  other,  the 
iron  ore  and  other  materials  are  drawn  up  in  vessels  or  tubs  A  A,  one  of  which  is  represented  in  Fig. 
1328     Tlia  vessels  are  provided  with  two  cast-iron  crosses  dd  and  ee,  joined  by  the  wrought  iion  bars 
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//.  The  cross-arms  form  diagonals  of  the  squares,  and  are  at  tlieir  ends  provided  with  rollers  gggg, 
CTOoved  at  their  periphery,  to  fit  the  rectangmar  rails  hhhh,  on  which  they  run  up  and  down  from  the 
bottom  to  the  top  of  tlie  elevator.    The  vessels  containing  the  ore,  etc.,  are  placed  on  the  iron  plate  i  i 
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esting  on  the  lower  cross.  The  square  marked  k  k,  Fig.  1328,  signifies  the  upper  face  of  »  pedestal.  To 
each  of  the  frames  is  fixed  the  chains  II,  II.  The  other  ends  of  the  chains  pass  round  the  cast-iron  wheel 
m  m  and  are  fastened.  The  wheels  are  fixed  on  the  shaft  n  n,  to  the  middle  of  which  a  third  wheel  o 
is  attached,  of  far  smaller  diameter  than  that  of  the  other  ones,  and  to  whose  periphery  is  fixed  the 
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chain  jr>/),  fnstened  at  its  lower  end  to  the  joint-head  q  of  the  piston-rod  r.  The  piston  P  moves  up  and 
down  in  the  air-cylinder  ss,  which  is  about  10  feet  high,  2  feet  in  the  diameter,  and  open  below.  The 
piston-rod  is  packed  as  in  a  steam-engine.  At  the  side  of  the  cylinder  is  tlie  valve-box  u.  Fig.  1327 
which  receives  the  condensed  air  from  the  reservoir  of  the  blast  apparatus  through  the  pipe  v  v,  anr' 
from  which  again  it  can  be  let  into  the  cylinder  s  s,  by  means  of  the  valve  w,  Fig.  1327.    The  valve 


1 


is  hollow,  to  pertnlt  the  escape  of  the  condensed  air  (after  it  has  pressed  down  the  pistoii  to  tlir  ejk- 
tremity  of  the  cylinder)  through  the  aperture  x.  As  soon  as  the  valve  w  is  mo\  ed  out  of  its  position, 
as  shown  in  Fig.  1327,  downwards,  (which  is  eflfected  by  the  combined  contrivance  of  the  bnra  ,  the 
ahaft  /3,  mid  the  lever  y,)  the  condensed  air  acts  on  the  piston  t  and  presses  it  down.    The  effect  of  tJiia 
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i8,  that  the  vessels  A  A  are  drawn  up  sunultaneously  with  a  velocity  surpassing  the  movement  of  tho 
piston  in  proportion  to  the  difference  in  diameter  between  the  wheels  m  m  and  the  wheel  o. 

As  soon  as  the  vessels  are  lowered  again,  the  slide  w  is  drawn  upward ;  and  as  the  condensed  air 
filling  the  cylinder,  escapes  through  the  aperture  x,  the  vessels  A  A  sink  down  by  their  own  weight, 
wliich  surpasses  that  of  the  counterbalance  P.  The  piston  <  is  at  the  same  time  drawn  up  to  the  upper 
part  of  the  cylinder. 

Elevators  in  corn-mills,  etc. — Elevators  of  this  kind  are  very  frequently  used  in  corn-mills  and  grana- 
ries for  the  purpose  of  raising  corn  or  flour  from  one  loft  to  another.  Elevators  for  corn  are  in  general 
of  larger  size  than  those  used  for  raising  flour,  although  both  are  constructed  and  arranged  on  the  same 
system. 

An  elevator  of  this  kind  is  represented  on  page  460,  where  Fig.  1329  is  a  side  elevation.  Fig.  1330 
a  front  elevation,  and  Fig.  1331  a  section  of  its  lower  part,  (from  the  line  A  B,  in  Fig.  1329,  downwards.) 
Around  the  wheels  a  a  is  strained  the  band  bbbb,  to  which  are  fastened  or  riveted  the  vessels  c  c,  of 
tinned  sheet-iroa  Motion  is  generally  communicated  to  the  upper  wheel  by  bands  from  some  driving- 
shaft.  Each  of  the  two  wheels  is  enclosed  by  a  wooden  case,  the  lower  one  by  the  case  dd,  and  the 
upper  disk  by  the  case  e  e.  The  interstices  or  cliannels  ff  and  gg  are  so  arranged,  that  in  the  former 
the  band  with  its  vessels  has  but  little  play,  while  in  the  latter  more  space  is  given  to  prevent  any 
collision  with  the  vessels  c  c,  which  otherwise  might  happen  on  account  of  the  inclined  position  of  the 
elevator. 


The  corn  or  flour  pours  into  the  lower  case  by  the  channel  h,  and  the  influx  can  be  regulated,  or,  ii 
required,  entirely  stopped,  by  the  shutter  or  slide  i.  In  the  rear  of  the  same  case  is  the  shutter  k,  for 
the  clearing  of  the  case  and  removal  of  obstructions. 

At  the  bottom  of  the  upper  case  is  the  aperture  I,  into  which  is  thrown  the  grain  or  flour  from  the 
vessels  c  c,  as  they  overturn  on  the  upper  wheel.  From  I  the  corn  or  flour  is  distributed  by  the  trough  m, 
turning  on  the  bolt  n,  or  is  in  some  other  way  removed  to  its  place  of  destination.     See  Corn  Elevator. 

Elevators  in  factories  for  removing  manufucfured  and  other  goods  from  one  room  to  another. — An 
elevator  of  this  kind  is  represented  above,  where  Fig.  1334  is  a  plan.  Fig.  1335  a  side  elevation  of  a 
section  towards  the  middle.  Fig.  1336  a  transverse  section,  and  Fig.  1337  a  side  elevation,  showing  the 
mechanism  of  the  prime  movers. 

In  a  square  space  passing  through  all  the  stories  of  the  factory,  the  frame  a  a.  Figs.  1334  and  1335, 
moves  up  and  down,  of  about  5  feet  square  between  two  beams  b  b  placed  alongside  of  each  other.    It 
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Is  driven  by  the  same  poTver  that  drives  the  factory.  The  frame  is  fastened  to  two  ropes  or  bands  « 
and  C],  passing  over  the  cast-iron  wheel  dd.  To  the  other  end  of  the  rope  c,  is  fastened  a  counterpoise 
of  the  frame,  or  of  the  charge  to  be  raised.  On  the  shaft  of  the  wheel  d  d  is  fastened  the  spur-wheel 
ee,  into  which  the  spring-wheel  f  plays,  Fig.  1334,  on  the  opposite  end  of  whose  shaft  is  the  diagonal 
wheel  ff.  Into  this  latter  geer,  smiultaneously,  the  two  smaller  diagonal  wheels  h  and  i  of  the  axis  k  k, 
to  whicli  the  wheel  h  is  firmly  fixed,  while  the  wheel  i  is  moveable  on  it.  On  the  latter  wheel  is 
screwed  the  cast-iron  roller  /,  by  the  side  of  which  are  two  other  ones  of  the  same  size,  m  and  n,  tho 
former  being  moveable  and  the  latter  fixed  on  the  common  shaft  kk.  The  band  oo,  Fig.  1336,  con 
nected  with  the  motive  power,  passes  round  one  of  these  three  wheels.  Suppose  it  be  the  wheel  n,  tho 
shaft  k  k,  together  Avith  the  wheel  h,  is  revolving  in  the  same  direction  as  the  band  moves  round.  Con 
sequently  the  shaft  of  the  wheels  ff  and  /,  and  at  the  same  time  the  wheel  dd  rotating  by  the  actioK 
of  the  wheel  h,  the  frame  g;  a  is  raised,  while  the  wheel  i  is  by  the  wheel  g  turned  round,  and  rotates 
freely  on  the  axis  k  k,  in  a  direction  the  reverse  of  that  of  the  band.  If,  on  the  other  hand,  the  band  o  o 
is  removed  from  the  disk  n  to  I,  by  which  the  wheel  i  takes  into  the  wheel  p,  while  the  wheel  h  is  now 
kept  out  of  action,  the  frame  a  a  is  moving  downwards.  Finally,  if  the  band  be  placed  round  the 
moveable  wheel  m,  the  elevator  is  in  the  state  of  rest ;  this  wheel  then  revolves  on  the  axis  k  k,  without 
exercising  any  actioa 
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For  the  purpose  of  removing  the  band  from  one  of  the  three  wheels  to  anotlier,  and  to  regulate  the 
different  movements  in  the  described  manner,  the  following  arrangement  is  made.  The  beam  pp  sup- 
ports the  bearings  of  the  shaft  q,  (parallel  to  that  worked  with  cff,)  on  which  is  fixed  the  wheel  r.  An 
1839.  endless  rope  » t,  Fig.  1337,  stretching  from  the  top  to  the  bottom  of  the 

building,  passes  round  this  wheel,  and  can  every  where  easily  be  seized 
by  the  workmen.  Now,  according  as  the  part  s  or  the  part  t  of  the 
rope  is  pulled,  the  disk  r  or  the  axis  q  are  turning  either  to  the  right  or 
to  the  left,  and  by  this  and  the  handle  v,  the  sliding  bar  u  is  pushed 
rfther  onwards  or  backwards.  This  bar  being  fastened  to  the  band  o  o, 
by  means  of  a  fork  or  handle,  the  band  is  removed  to  one  of  the  three 
iisks  I,  m  and  n.  The  distances  between  the  two  guides  ww  of  the  sliding-bar  w,  are 
exactly  adjusted  to  these  shiftings  of  the  hand  o  o. 

For  stopping  the  movement  of  the  frame  a  a  whenever  required,  a  contrivance  is 
made,  consisting  of  thff  wheel  x,  Figs.  1335  and  1337,  on  whose  periphery  is  laid 
the  band  r/  of  strong  sheet-iron.  This  hand  is  fixed  at  z,  and  with  the  other  end  fast- 
ened at  a,  to  the  lever  ^3,  resting  on  the  heart-shaped  wheel  y  which  is  fastened  on 
the  axis  q.  Now,  as  soon  as  the  hand  o  o  is  placed  round  the  wheel  Z  or  n  ,  the  band 
y  is  lifted,  and  together  with  it  the  lever  /3.  But  as  soon  as  tho  band  oo  is  removed 
to  the  wheel  m,  the  lever  lowers  again,  resting  with  its  roller  in  the  concavity  of  the 
disk  Y,  Fig.  1335. 

Elevator  for  Descent  and  Ascent  of  the  Workmen.  In  mines  this  subject  is  frequently 
less  attended  to  than  it  deserves.  The  common  method  of  descending  a  shaft  is  by 
means  of  ladders:  this  is  tedious.  In  other  instances,  flights  of  stairs  are  provided, 
on  which  the  labor  of  ascent  and  descent  is  less  tedious,  but  is  equally  difficult.  Our 
mines  are  not  generally  deep,  hut  those  of  300  and  400  feet  in  depth  require  some 
exertion  on  the  part  of  the  workmen  to  enter  and  leave  the  mine.  This  operation  is 
frequently  performed  by  the  workmen  who  step  on  the  platform,  or  in  the  buckets, 
and  are  thus  hoisted  or  sunk  by  the  engine.  This  is  dangerous.  For  ascent  and  de- 
scent no  apparatus  is  more  suitable  in  our  country  than  that  which  is  contrived  in  some 
of  the  German  mines,  and  is  now  also  employed  in  some  of  the  English  mines.  It  is 
represented  in  fig.  1339 :  two  rods  descend  lie  whole  length  of  the  shaft,  which  may 
be  of  wood  or  iron ;  the  first  material,  however,  appears  to  be  preferable.  In  order  to 
secure  the  safety  of  the  men,  in  case  any  part  of  the  machinery  should  break,  balance 
pulleys  are  fastened  at  certain  distances,  over  which  a  chain  is  slung  which  balances  the 
weight  of  that  part  of  the  rod  below  the  pulley,  and  in  case  one  side  of  the  machine 
is  injured  by  breakage,  it  will  be  moved  by  the  other  side,  and  no  interruption  of  the 
regular  motion  will  happen ;  the  men  are  therefore  perfectly  safe.  These  balance 
pulleys  may  be  in  distances  of  a  timber's  length,  say  from  60  to  60  feet.  To  the 
rods  platforms  are  fastened,  so  that  one  or  two  men  may  stand  on  each :  these  plat- 
forms are  from  10  to  20  feet  apart,  to  which  the  lift  of  tlie  rod  corresponds.  The 
opposite  platforms  meet  at  the  dead  points  of  the  up  and  down  motion,  and  at  this 
culmination  the  men  step  from  one  platform  over  to  the  other,  and  by  this  motion 
from  one  side  to  the  opposite  they  may  either  ascend  or  descend,  as  they  choose. 
The  meeting  of  the  platforms  being  at  the  dead  points  of  the  cranks,  there  is  a  shcrt  rest  in  the  motio;- 
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of  the  rods,  and  the  change  of  place  may  be  accomplished  with  perfect  safety  by  the  men.     The  motion 
of  these  rods  may  be  accomplished  by  means  of  cog-wheels,  or  by  means  of  cranks  or  levers. 

The  rods  may  in  the  mean  time  serve  as  pump-rods,  driving  a  set  of  pumps  at  the  bottom  of  the  pit, 
or  a  system  of  pumps  at  various  heights. 

ELEVATOR,  for  raising  bricks,  mor- 
tar, and  any  other  7naterials  employed  in 
building,  and  adapted  to  the  unloading 
of  ships  and  warehousing  of  goods.  In- 
vented by  M.  Spurgin.     Fig.  1340. 

Description  of  machine. — Tlio  main 
part  of  the  machine  A,  consisting  of  the 
geering  to  set  the  machine  in  motion, 
rests  upon  the  ground.  The  second  part 
is  a  trestle,  which  may  be  placed  upon 
the  scaffolding  of  the  bricklayers,  as  at 
F  ;  in  the  upper  part  of  this  trestle  is  an 
indented  wheel  B,  which  corresponds 
perpendicularly  with  a  similar  wheel, 
attached  to  the  principal  body  of  the 
machine,  resting  on  the  ground.  Pass- 
ing round  these  two  wheels  is  an  end- 
less iron  chain,  which  is  put  in  motion 
by  one  or  several  men,  who  tiun  the 
handle  of  the  machine  A,  consisting  of  a 
pinion-wheel  working  into  a  large  toothed 
wheel,  on  the  axis  of  which  is  an  in- 
dented wheel,  round  which  an  endless 
chain  passes,  and  also  round  a  corres- 
ponding wheel  at  the  side  of  the  one  at 
the  foot  of  tlie  vertical  chain ;  the  latter 
is  set  in  motion  when  the  wheel  A  re- 
volves, together  with  the  endless  chain 
just  described,  over  the  indented  wheels 
at  C  and  E  by  which  the  chain  oper- 
ates its  rot-ition.  On  the  side  of  the 
cham  ascending,  the  workmen  attach 
theu'  hods  full  of  materials,  by  means  of 
a  hook  fixed  in  the  hod,  as  at  B,  and 
others  detach  them,  as  at  F,  to  carry 
them  to  the  bricklayers  on  the  scaffold- 
ing. The  empty  hods  are  attached  to 
the  chain  on  the  opposite  side,  as  at  G, 
and  descend  to  the  ground,  where  they 
are  detached,  as  at  H. 

The  chain  may  be  lengthened  and 
shortened  as  necessary.  When  a  story 
is  added  to  the  scaffolding,  the  trestle  is 

f)laced  upon  the  new  story,  and  the  chain 
engthened  as  required.  At  the  top  is 
a  screw  for  tightening  or  relaxing  the 
chain,  as  occasion  may  require. 

The  figures  I K  L  are  accessories  used 
for  hoisting  the  materials,  viz :  I,  for  bro- 
ken briclis ;  K,  for  water ;  and  L,  for 
pieces  of  stone  for  windows,  chimneys, 
•fcc.  M  is  an  enlarged  view  of  the  in- 
dented wheel,  and  N  the  chain. 

The  advantages  of  tliis  machine  are, 
that  it  relieves  the  workman  from  tlie    _ 
most  toilsome  part  of  his  labor,  by  doing    r~,i 
away  with  tlie  practice  of  ascending  the  ^  *" 
ladder ;  and  it  prevents,  as  far  as  possi-  " 
ble,  the  accidents  arising  from  this  prac- 
tice, to  wliich  he  so  often  falls  a  victim. 
It  also  enables  building  operations  to  be  J. 
carried  on  with  much  greater  expedition 
than  heretofore ;  and  at  the  same  time  it  diminishes  the  cost  of  such  works. 

Dynamical  Tablk  of  the  strength  of  a  man,  showing  the  number  of  bricks  that  can  be  carried  up  t 

ladder  by  an  ordinary  laborer. 


Ft  in  height. 

per  min. 

per  hour. 

in  10  hours. 

Ft.  in  height. 

per  min. 

per  hour, 

in  10  hoiira. 

10 

90 

5400 

54,000 

40 

22 

1350 

13,500 

20 

45 

2700 

27,000 

50 

18 

1080 

10,800 

SO 

30 

1800 

18,000 

60 

15 

900 

9,000 
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ELLIPTOGRAPH.  Fig.  1341  is  a  side  elevation  of  the  machine,  showing  the  pencil  adjusted  for 
describing  au  ellipse,  and  Fig.  1342  is  a  plan  agreeing  to  the  above.  Fig.  1343  is  a  section  of  the  slide 
of  the  ball  O  -which  forms  a  universal  joint  for  E  the  pencil-holder.  Fig.  1344  is  the  arm  C  drawn  dou- 
ble size.  Fig.  1345  is  a  section  of  the  same  arm,  with  its  rocking  shde-bar  g.  Fig.  1346  is  the  arm  D, 
drawn  double  size,  with  its  rocking  slide-bar/.  Fig.  1347  is  an  end  view  of  the  bar/.  Fig.  1348  shows 
the  bar  /  suspended  from  its  top  centre.  Fig.  1349  represents  the  bar  /  generally  used  for  ellipses  ol 
ordinary  proportions.  A  is  the  top  frame  of  the  instrument  which  carries  the  revolving  or  generating 
circle  B.  C  is  the  moveable  centre  arm  which  determines  the  major  axis  of  the  ellipse.  D  is  the  bottom 
moveable  arm  which  determines  the  minor  axis.  E  is  tlie  pencil-holder,  being  a  light  brass  tube,  turned 
exactly  parallel ;  its  use  is  to  hold  the  describing  pencil,  which  is  fitted  into  its  lower  extremity,  the 
point  bemg  in  a  direct  Hne  with  the  axis  of  the  holder.  F  is  the  bottom  plate,  into  which  the  upright 
pillar  G  is  fixed,  by  means  of  the  adjusting-screw  H.  The  method  of  application  of  the  instrument  is 
as  follows : — Take  a  straight-edge  T  or  T  square,  having  previously  drawn  two  lines  at  right  angles 
across  each  other,  for  the  major  and  minor  axes  of  the  required  figure ;  place  the  bottom  frame,  with  the 
centre  marks  a  a  on  the  hne  for  the  major  axis,  and  the  marks  bb  on  the  line  for  the  minor  axis,  which 
marks  are  inside  of  the  frame  F ;  then  bring  the  straight-edge  T  against  the  side  of  the  frame  F  and 


fix  it.  If  the  ellipsis  required  is  the  largest  of  the  set,  let  the  slide  with  the  ball  0  be  pushed  out  so 
far  as  to  bring  the  point  of  the  pencil  to  the  length  of  the  major  axis  1 1,  the  generating  circle  having 
been  turned  round  until  the  sliding-groove,  with  the  ball  0  is  parallel  with  the  major  axis,  that  is,  when 
the  arm  C  is  about  half  height,  the  position  shown,  (this  should  never  be  higher  but  in  extreme  cases, 
for  the  lower  the  cross-arms  C  and  D  are  kept,  the  steadier  will  be  the  point  of  the  pencil ;)  but  if  by 
sUding  out  the  ball  0,  it  is  not  enough  for  the  ellipsis  required,  the  arm  C  must  be  raised  until  the 
point  reaches  the  desired  distance.  When  this  is  done,  turn  round  the  generating  circle  B  B,  until  the 
sliding-groove  of  the  ball  0  is  parallel  with  the  minor  axis  J  J,  which  will  be  at  right  angles  to  its  former 
position.  Then  slide  the  arm  D  up  or  down  imtil  the  point  of  the  pencil  rests  on  the  point  of  the  minor 
axis,  and  if  by  turning  round  the  generating  circle  B  B,  the  pencil  point  touches  all  the  four  points 
I IJ  J,  the  instrument  is  correct  for  that  proportion  of  the  eUipsis.  With  this  single  arrangement  it  will 
now  draw  any  number  of  sizes,  from  a  mere  point  up  to  the  full  capacity  of  the  instrument,  by  simply 
Bhding  the  ball  0  out  or  in,  until  the  point  of  tlie  pencil  reaches  the  point  of  either  the  major  or  minor 
axis  required,  the  generating  circles  having  been  tm-ned  round  to  suit  either  of  them,  as  before.    It  is 


EMBOSSING  MACHINE. 


473 


ftamaterial  to  -wliich  of  the  axes  it  is  set,  as  the  instrument  will  always  produce  the  same  proportions  of 
ellipsis  so  long  as  the  arms  C  and  D  are  not  altered.  But  if  the  major  axis  is  required  to  be  lengthened 
or  shortened  without  changing  the  minor  axis,  the  arm  C  must  be  drawn  up  or  down  so  as  to  bring  the 
pencU  to  the  desired  point ;  or  if  the  minor  axis  is  to  be  altered,  the  major  axis  remaining,  tlie  arm  D 
must  be  moved  up  or  down  until  tlie  pencil  again  rests  on  the  point  required ;  the  generating  circle  in 
either  case  having  been  turned  round  untQ  the  sliding-groove  of  the  ball  O  is  parallel  with  the  axis  of 
the  eUipsis  to  be  altered,  or,  which  is  the  same,  with  the  sliding-groove  of  the  opposite  arm.  To  pro- 
duce the  figure,  nothing  more  is  necessary  than  to  turn  round  the  generating  cu-cle  by  the  finger  and 
thumb  acting  on  the  studs  S  S,  when  the  pencil  point  will  trace  the  figure  on  the  paper  below ;  the 
slide  of  the  ball  0  should  be  so  tight  as  not  to  alter  with  the  action  of  the  pencil.  I'he  particular  use 
of  the  straight-edge  T,  is  to  enable  the  operator  to  change  the  plane  of  the  ellipsis  and  return  again  to 
the  same  plane ;  all  that  is  required  being  simply  to  bring  the  points  a  a  to  the  line  of  the  axis  required, 
such  as  I  to  I,  &c.  The  closer  the  arms  C  and  D  are  brought,  the  nearer  will  the  ellipsis  be  to  the  cir- 
cle, and  if  the  rocking-bar  /  of  the  arm  D,  Figs.  1346,  IZil,  1348,  and  1349,  is  shifted  to  hang  by  the 
top  centre,  as  in  Fig.  1348,  the  two  arms  C  and  D  can  then  be  brought  quite  close,  and  tlie  centres  of 
suspension  of  both  rocking-bars  ff  and  /  in  the  arms  C  and  D  will  be  in  the  same  plane,  and  yet  both  at 
perfect  liberty  to  vibrate  with  the  pencil-holder  which  passes  through  both  these  bars  as  well  as  through 
the  ball  0.  In  this  case  perfect  circles  will  be  produced,  and  if  the  arm  D  be  lowered  below  that  point 
in  the  slightest  degree,  the  eUipsis  will  vary  in  that  proportion,  and  so  on  until  the  arm  D  reaches  the 
bottom.  But  if  still  further  elongation  is  required,  tliis  arm  D  must  be  inverted,  and  the  bar/  again 
suspended  as  in  Fig.  1348,  when  a  straight  line  wiU  be  produced  if  required,  by  bringing  the  surface 
acted  upon  in  the  same  plane  with  the  centre  of  suspension  of  the  bar/;  and  by  raising  the  arm  D  in 
the  slightest  degree,  an  ellipsis  of  that  proportion  will  be  produced,  and  so  on  as  the  arm  D  is  raised. 

EMBOSSING  MACHINE,  and  Bookbinders'  Arming  or  Stamping  Press.  With  tliis  machine  the 
pressure  is  applied  by  means  of  a  treadle,  thereby  allowing  the  operator  the  use  of  both  hands  to  feed 
and  fly  with ;  also  enabling  him  to  apply  an  immense  pressure  with  but  little  exertion.  The /orm  being 
stationary,  it  may  be  heated  by  steam  if  required. 

1350. 


This  machine  is  manufactured  by  R.  Hoe  &  Co.,  New  York  The  embossing  machines  of  Mr.  D.  Dick 
*nd  of  Mr.  Austin,  are  also  favorite  machines  with  bookbinders. 

EMBANKMENTS,  Moveable  Machine  for  executing.  First  employed  on  the  St.  Germain's  Railwajj 
by  M.  Classeyron,  Engineer-in-Chief. 

It  consists  of  two  trussed  beams,  which  are  laid  with  rails.  It  is  placed  at  the  head  of  the  embank- 
ment during  the  course  of  execution,  the  earth  wagons  being  run  uoon  it  after  being  tipped.    Suppose 
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the  formation  of  an  embankment  proceeding  from  one  end  of  a  cutting,  the  baleine  is  placed  as  shown 
in  Figs.  1351  to  1356,  with  one  end  resting  upon  the  embankment  and  the  other  laid  in  the  same  hne  oj 
dii'ection,  and  supported  on  a  -wheel-carnage.  The  carriage  stands  on  a  small  auxiliary  railway  pro- 
ceeding from  the  lower  level  of  the  head  of  the  embankment,  the  rails  being  taken  up  at  one  end  a? 
the  other  progresses. 

Upon  a  wagon  being  tipped,  (at  the  battery  head,)  and  the  contents  discharged  between  the  rails,  it 
is  then  pushed  to  the  fiu-ther  end  of  tlae  baleine.  This  course  is  followed  with  a  second  wagon,  which  is 
also  discharged  and  run  on  the  baleine,  next  the  first,  and  it  is  continued  until  the  baleine  cannot 
accommodate  any  more,  when  the  whole  of  the  wagons  are  carried  back  together  to  the  places  of  filling; 
by  a  horse  or  a  locomotive  engine. 


The  workmen  move  the  baleines  forward  upon  the  wheels  of  the  carriage  supporting  it,  by  crow- oars 
and  other  tools.  They  also  raise  it  by  ropes  and  puUeys  to  whatever  height  may  be  required  at  the 
head  of  the  embankment. 

ENAMELLINfi.    See  Glass  and  Poecelain. 
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ENGINES,  DETAILS  OF.  Pumping-Engine. — In  a  pamphlet  printed  by  ilessra.  Boulton  aod 
Watt,  for  the  u-se  of  their  workmen,  some  time  between  1782  ana  1785,  we  have  some  excellent  practical 
directions  respecting  the  construction  and  management  of  pumping  engines,  the  greater  part  of  which 
are  applicable  to  the  circumstances  of  the  present  time. 

Directions  for  putting  tite  engine  together. — "  Having  put  the  working-beam  together,  and  fastened 
the  gudgeon  to  it,  rest  it  on  the  plummer-blocks ;  but  do  not  fasten  these  blocks  until  the  cylinder 
is  fixed. 

"  Level  the  top  of  the  stone  platform,  and  lay  the  outer  bottom  of  the  cylinder  down  in  its  place, 
truly  level,  and  corresponding  to  the  holding-down  screw-boxes. 

"  Apply  the  inner  bottom  upon  the  outer  one,  and  set  its  upper  joint  level,  by  wedging  betwixt  it  and 
the  outer  bottom,  if  it  requires  it ;  then  cut  out  segments  of  pasteboard,  such  as  is  used  for  the  boards  of 
books,  (not  such  as  is  composed  of  paper  pasted  together ;)  let  these  segments  be  of  such  thicknesses  as 
the  diiFerent  parts  of  the  joint  may  require,  (if  it  be  more  open  in  some  places  than  in  others.)  Soak 
these  pasteboard  segments  in  warm  water  until  Ihey  become  quit«  soft,  then  lay  them  upon  boards  to 
dry,  and  when  quite  dry  put  them  into  a  flat  pan  with  a  quantity  of  drying  liiiseed-oil ;  warm  the  oil 
until  the  pasteboard  ceases  to  emit  bubbles  of  air,  but  take  care  not  to  heat  the  oil  much  hotter  than 
boiling  water,  otherwise  it  will  harden  or  bum  the  pasteboard.  Anoint  the  segments  on  both  sides  with 
thin  putty  made  with  fine  whiting  and  some  of  the  linseed-oil ;  let  the  whiting  be  very  dry,  otherwise 
it  will  be  difiicult  to  mix  with  the  oil — and  N.  B.,  that  white  lead  will  not  answer  in  place  of  it. 

"  You  must,  as  much  as  you  can,  avoid  using  more  than  one  thickness  of  pasteboard,  and  the  s^^ments 
should  be  a  little  broader  than  the  flanch,  with  all  the  holes  cut  out  by  a  chisel,  but  not  quite  so  large 
as  the  holes  in  the  iron.  Tlie  segments  should  also  be  thinned  at  the  ends  where  they  overlap  each 
other,  so  that  they  may  form  a  cifcle  of  pasteboard  of  a  uniform  thickness. 

"  To  pack  the  piston,  take  sixty  common-sized  white  or  untarred  ropeyame,  and  with  them  plait  a 
gasket  or  fiat  rope,  as  close  and  firm  as  possible,  tapering  for  18  inches  at  each  end,  and  long  enough  to 
go  round  the  piston  and  overlap  for  that  length ;  coil  this  rope  the  thin  way  as  bard  as  you  can,  lay  it 
on  an  iron  plate,  and  beat  it  with  a  sledge-hammer  until  its  breadth  answers  its  place ;  put  it  in  and 
beat  it  down  with  a  wooden  driver  and  a  hand-maUet ;  pour  some  melted  tallow  all  round ;  then  pack 
in  a  layer  of  whit«  oakum  half  an  inch  thick,  then  another  rope,  then  more  oakum,  bo  that  the  whole 
packing  may  have  the  depth  of  about  four  inches,  or  only  three  inches  if  the  engine  be  a  small  one. 
Cast  segments  of  a  circle  of  lead,  about  12  inches  long,  3  inches  deep,  and  1^  inch  thick,  fitted  to  the 
circle  of  the  piston,  and  cut  down  square  at  both  ends ;  lay  them  round  upon  the  packing  as  close  as 
they  can  he  to  one  another  without  jamming,  and  screw  down  the  piston-springs  upon  them ;  the  pisttm- 
spnngs  should  be  bent  downwards  at  the  end  next  the  piston-rod,  and  a  little  mortise  should  be  cut  in 
the  cast-iron  there,  for  the  bent-down  point  of  each  of  them  to  lodge  in,  which  will  prevent  their  coming 
forwards  to  touch  the  cylinder.  Previous  to  the  piston  being  put  into  the  cyhnder  the  hollows  among 
the  crosses  should  be  quite  filled  up  with  solid  pieces  of  deal  wood,  put  in  radius  fashion.  The  packing 
of  the  piston  should  be  beat  sohd,  but  not  too  hard,  otherwise  it  will  create  so  great  a  friction  as  to 
hinder  the  easy  going  of  the  engine.  Abundance  of  tallow  should  be  allowed  it,  especially  at  first ;  the 
quantity  required  will  be  less  as  the  cylinder  grows  smooth. 

"  The  joints  being  all  made,  the  regulator  valves  in  their  places,  and  the  covers  screwed  on,  but  no 
water  in  the  condenser  cistern,  admit  steam,  and  when  the  cylinder  and  steam-case  are  thcn-ougbly 
warmed,  screw  up  the  nuts  of  all  your  screws,  and  caulk  the  pasteboard  or  oakum  of  such  jomts  as  may 
require  it,  with  a  caulking-chisel,  until  you  find  that  every  thing  about  the  cylinder  is  perfectly  stanch ; 
then  pour  three  or  four  feet  deep  of  water  into  the  hot-water  pump ;  stake  down  the  injection  and  blow- 
ing-valves, and  also  those  on  the  air-pump  hd ;  then  let  the  steam  into  the  condenser,  which  will  show 
the  defects  or  leaks,  if  there  be  any. 

"  Screw  on  the  steam-gage  to  tlie  steam-case  near  the  nozzle,  and  behind  the  engine-man's  place ; 
pour  as  much  mercury  into  it  as  will  half  fill  the  open  leg ;  put  a  float  on  it,  broad  at  bottom,  but  very 
slender  in  the  stem ;  cut  the  float  or  index  off  close  to  the  end  of  the  open  tube,  and  fix  a  scale  to  it, 
reckoning  every  half-inch  the  float  rises  equal  to  an  augmentation  of  the  elasticity  of  the  steam,  corres- 
ponding to  the  supporting  of  a  column  of  mercury  an  inch  high,  because  the  etahux  has  sunk  as  much 
m  the  one  leg  as  it  has  risen  in  the  other.  Solder  a  small  copper  foaset-pipe,  to  fit  the  copper  commu- 
nicating tube  of  the  barometer,  into  the  eduction-pipe,  12  incnes  onder  toe  fomet  of  the  blowing-valve, 
and  on  the  opposite  side  of  the  eduction-pipe ;  place  the  barometer  in  the  door-way  to  the  condenser  on 
the  further  side  from  the  plug-tree,  bo  that  the  engine-man  may  see  it  when  at  his  station ;  jom  the 
copper  tube  to  it  by  pouring  melted  sealing-wax  into  the  copper  cup  at  top ;  fill  the  short  leg  of  the 
barometer  with  mercunr,  within  four  or  five  indies  of  its  top,  and  put  a  light  float  in  it,  long  eiwagfa  to 
reach  to  the  top  of  its  frame. 

"  Fill  the  condenser  cistern,  shut  the  lower  regulator,  and  there  being  no  steam  in  the  ^linder,  or  its 
communication  with  the  boiler  being  cut  off;  take  off  the  bonnet  or  cover  of  the  exhanstwD  r^olator, 
shut  that  regulator,  and  work  the  air-pump  by  means  of  the  brake.  If  then  you  find  that  air  enters  by 
the  regulator,  pour  some  water  on  ity  and  continue  pompiag  until  you  have  raised  the  barometer,  L  e. 
sunk  its  float,  to  27  or  28  inches ;  leave  oS  pumpii^,  and  observe  if  the  vacomn  contimies  good,  or  is  a 
long  time  in  being  destroyed.  If  it  loses  &st,  seek  for  the  leaks,  which  must  be  someiHKre  in  the 
eduction-pipe,  and  will  make  a  nc«se  if  toadied  with  a  wet  hand,  (observe  if  the  eondenser  moves  by 
the  pumping,  and  secure  it)  And  having  cured  these  leaks,  you  may  try  the  tigfafness  of  the  cylinder 
by  staking  the  working-beam,  so  that  the  pstoa  cannot  descend;  then  taung  the  oorer  oflfthe  cylinder, 
open  the  exhaustion  regulator,  and  shut  the  steam  regulator ;  on  beginnii^  to  pomp^  jaa  will  perceive  if 
Ibe  piston  be  tight ;  if  it  is  not  it  may  be  beat  a  little,  and  scnne  water  being  thrown  upon  it,  and  on  the 
steam  regulator,  whatever  air  enters  must  be  by  leaks,  which  must  be  eoi^it  for  and  cured  by  screwing 
w  caulking  in  oakum. 
"N.  B.  A  critical  tightness  m  Uie  piston  cannot  be  obtained  nntn  the  aifpae  has  gone  a  Sew  days 
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without  beating  it  too  hard,  to  permit  the  engine  to  move  easily.  When  you  can  detect  no  more  leakr 
in  this  way,  the  steam  must  be  admitted,  and  the  same  examination  made  as  before. 

"  After  tlie  engine  has  been  set  agoing,  and  has  gone  a  few  hours,  the  holding-down  screws  should  be 
screwed  tight,  and  so  from  time  to  time  as  tliey  become  slack;  and  in  like  manner  aU  the  other  screws 
about  the  cylinder  or  nozzles  should  be  screwed  up  as  they  slacken,  and  the  joints  caulked  and  puttied 
where  they  require  it. 

"  Directions  for  working  the  engine. — ^To  set  the  engine  agoing,  raise  the  steam  until  the  index  of  the 
steam-gage  comes  to  three  inches  on  the  scale ;  when  the  outer  cylinder  is  fully  warmed,  and  steam 
issues  freely  on  opening  the  small  valve  at  the  bottom  of  the  siphon  or  waste-pipe,  which  discharges 
the  condensed  water  from  the  outer  bottom,  open  aU  the  regulators;  the  steam  will  then  forcibly  blow 
out  the  air  or  water  contained  in  the  eduction-pipe,  by  the  blowing-valve,  but  cannot  immediately  take 
place  if  the  air  is  in  the  cylinder  itself;  to  get  qmt  of  it,  after  you  have  blown  the  engine  a  few 
minutes,  shut  the  steam 'regulator.  The  cold  water  of  the  condenser  cistern  will  condense  some  of  the 
steam  contained  in  the  eduction-pipe,  and  its  place  will  be  supplied  by  some  of  the  air  from  the  cy Under ; 
open  the  steam  regulator  and  blow  out  that  air ;  and  repeat  the  operation  until  you  judge  the  cylinder 
to  be  cleared  of  air ;  when  that  is  the  case  shut  all  the  regulators,  and  observe  if  the  bai'ometer  shows 
that  there  is  any  vacuum  in  the  eduction-pipe.  When  the  barometer  gage  has  sunk  tliree  inclies,  open 
the  uijection  a  very  little,  and  shut  it  again  immediately ;  if  this  produces  any  considerable  degree  of 
vacuum,  open  the  exhaustion  regulator  a  very  little  way,  and  the  injection  at  the  same  time.  If  the 
engine  does  not  commence  its  motion  it  must  be  blown  again,  and  the  same  operation  repeated  imtil  it 
moves.  If  the  engine  be  very  lightly  loaded,  or  if  there  is  no  water  in  the  pumps,  you  must  be  very 
nimble  and  shut  the  exhaustion  and  top  regulators-  so  soon  as  it  begins  to  move  quickly,  otherwise  it 
will  make  its  stroke  with  great  violence,  and  perhaps  do  some  mischief.  To  prevent  which,  open  the 
top  and  exhaustion  regulators  only  a  little  way  and  put  pegs  in  the  plug-tree,  so  that  they  may  be  sure 
to  shut  these  regulators  long  before  the  piston  comes  to  the  bottom. 

"  If  there  is  much  unbalanced  weight  on  the  pump-end,  you  must  also  take  care  to  put  a  peg  in  the 
ladder  which  guards  the  steam  regulator  lever,  so  as  to  allow  that  regulator  to  open  only  a  little  way, 
and  so  to  lessen  the  passage  for  the  steam  when  it  enters  to  fill  the  cylinder,  otherwise  the  rods,  <tc.,  at 
the  pump-end  may  descend  too  fast  and  be  prejudicial ;  if  you  find,  after  a  few  strokes,  that  tlie  engine 
goes  out  too  slow,  the  steam-regulator  may  be  opened  wider.  In  order  to  regulate  the  opening  of  the 
exhaustion  regulator  you  should  have  pieces  of  board,  of  various  thicknesses,  to  put  under  the  weight 
which  puUs  it  open,  by  means  of  which  it  may  be  made  to  open  more  or  less  at  pleasure,  and  the  top 
regulator  may  be  managed  in  the  same  manner. 

•*  Should  the  engine  work  with  too  great  violence,  on  account  of  its  being  underloaded,  you  may 
correct  it  by  giving  the  top  regulator  a  lesser  opening,  and  shutting  it  at  such  a  part  of  the  stroke  as 
will  just  give  the  piston  sufficient  force  to  come  to  the  bottom.  Whenever  the  top  regulator  is  used  the 
exhaustion  regulator  should  be  tlu^own  fully  open  every  stroke,  in  order  to  give  a  free  exit  to  the  steam, 
on  which  a  great  part  of  the  good  effects  of  the  top-regulator  depends. 

"  The  engine  should  always  be  made  to  work  full  stroke,  that  is,  until  the  catch-pins  come  within  half 
an  inch  of  the  springs  on  each  end,  which  is  easily  managed  by  an  attention  to  the  pegs.  Care  must  be 
taken  that  the  piston  rise  high  enough  in  the  cylinder,  when  the  engine  is  at  rest^  to  spill  over  into  the 
perpendicular  steam-pipe  any  water  which  may  be  condensed  above  it ;  for  if  any  water  remain  there, 
or  in  any  other  part  of  the  cylinder  while  it  is  working,  it  will  very  much  increase  the  consumption  of 
steam.  When  the  engine  is  to  be  stopped  shut  the  injection  and  secure  it ;  put  a  peg  in  the  plug-tree 
to  prevent  the  exhaustion  regulator  from  opening,  and  take  out  the  peg  on  the  other  side  so  as  to  allow 
the  steam  regulator  to  open  and  to  remain  open :  otherwise  you  may  have  a  partial  vacuum  in  the 
cylinder,  and  it  may  be  filled  with  water  from  the  injection  or  leakages,  which  is  a  troublesome  accident 
The  top  regulator  should  also  be  open  while  the  engine  stands. 

"  When  an  engine  is  in  tolerably  good  order  it  will  bear  to  stand  ten  minutes,  and  go  to  work  again 
without  blowing  afresh ;  and  though  it  has  stood  two  or  three  hours,  if  there  has  been  any  steam  issuing 
from  the  boiler,  and  no  air  has  been  admitted  into  the  cylinder,  it  wdl  generally  go  off  with  once  blowing 
for  about  a  minute. 

"  If  you  find,  after  following  the  above  directions,  that  the  engine  does  not  go  to  work,  shut  the 
exliaustion  regulator  and  give  some  injection ;  if  it  then  makes  no  vacuum,  it  is  likely  there  are  air-leaks 
about  the  eduction-pipe ;  if  it  does  make  a  vacuum  which  remains  but  a  short  time,  it  may  be  owing 
either  to  air  or  water  leaks ;  these  may  be  distinguished  by  blowing  as  before,  and  shutting  the  lower 
regulator  for  about  a  minute  without  giving  any  injection.  If,  upon  opening  it  again,  it  throws  out  a 
good  deal  of  water  at  the  blowing-pipe  before  it  blows  steam,  it  is  certain  that  it  either  has  some  leak 
in  the  condenser  under  water,  or  that  the  injection  or  blowing  valve  does  not  shut  close ;  if  they  are 
found  to  shut  close,  every  joint  should  be  examined,  and  also  tlie  valve  at  the  foot  of  the  eduction-pipe. 

"  If,  after  blowing  as  before,  you  find  that  immediately  on  opening  the  exliaustion  regulator  a  quantity 
of  air  is  thrown  out  at  the  blowing-valve,  the  leak  is  in  the  eduction-pipe,  somewhere  between  the 
surface  of  the  water  in  the  cistern  and  the  nozzle  The  particular  place  of  these  leaks  may  be  found 
by  emptying  the  cistern  of  water,  putting  tliree  or  four  feet  deep  of  water  into  the  hot-water  pump,  and 
staking  down  the  blowing  and  injection  valves  with  those  on  the  air-pump  lid ;  then,  if  steam  be 
admitted  into  the  eduction-pipe  it  will  come  out  at  the  leaks  and  point  them  out^  If  not  found  out  in 
this  way,  apply  the  brake  to  the  air-pump,  taking  care  first  to  put  some  water  on  its  bucket,  and  then 
V)y  working  that  ])ump  by  hand,  you  will  probably,  on  an  attentive  examination,  observe  where  air  goes 
in,  which  may  be  known  more  distinctly  by  wetting  the  place  suspected. 

"  If  upon  shutting  the  lower  regulator  and  making  a  vacuum  in  the  exhaustion-pipe  by  pumping,  or 
5y  injection,  you  find  the  vacuum  continues  good  for  a  considerable  time,  then  the  fault  does  not  lie  in 
Sie  eduction-pipe,  biit  in  the  nozzle  or  joint  of  the  cylinder  bottom,  where  it  must  be  sought  for. 

"  In  these  examinations  by  pumping  it  is  proper  to  take  off  the  bonnet  or  cover  of  the  exhaustion 
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regulator,  and  to  examine  if  air  enters  at  that  regulator ;  if  it  does,  and  only  in  small  quantity,  throw 
Bome  water  on  the  regulator  while  you  are  examining  the  eduction-pipe ;  and  when  the  leak  is  suspected 
to  be  in  the  bottom  joint  of  the  cylinder,  or  in  the  lower  nozzle,  you  must  throw  some  water  on  the 
steam  regulator  and  also  on  the  piston,  then,  by  pumping  and  strict  examination,  you  will  soon  find 
where  the  air  enters.  When  you  are  examining  the  tightness  of  the  piston  by  pumping,  you  must  stake 
the  beam,  so  that  the  piston  may  not  descend. 

"  If  in  course  of  working  you  do  not  find  the  vacuimi  keep  good,  and  the  engine  goes  sluggishly,  or 
stops  and  requures  to  be  blown  frequently,  you  must  examine  whether  an  uncommon  quantity  of  air  or 
water  issues  at  the  hot-water  pump,  or  if  any  comes  out  at  the  valves  on  the  air-pump  lid ;  if  the 
quantity  of  air  is  great,  the  engine  has  some  air  leak ;  and  if  the  quantity  of  water  be  great,  and  is  cooler 
than  usual,  it  proceeds  from  a  water  leak  in  the  condenser ;  if  the  quantity  of  water  be  great,  and  at  the 
same  time  very  hot,  it  proceeds  from  a  bad  piston,  or  froi»the  steam  regulator  not  shutting  close. 

"  The  engine  wiU  also  go  badly  if  the  air-pump  or  water-pump  buckets  or  clacks  strip  the  water,  that 
is,  let  it  pass  by  them.  You  will  know  if  this  be  the  case  with  the  water-pump  bucket  by  observing 
whether  the  water  follows  down  after  it  at  the  return  of  the  stroke,  and  leaves  a  part  of  the  pump 
empty ;  if  it  does  not,  either  the  bucket  strips  the  water  or  the  engine  receives  water  in  some  way  which 
it  ought  not. 

"  Attention  ought  to  be  given  to  feeding  the  boiler  in  a  regular  manner,  that  it  may  not  be  spoiled, 
nor  steam  wanted.  When  there  is  too  much  water  in  the  boiler  the  engine  will  not  work  regular,  and 
if  there  is  too  little  the  sides  of  the  boiler  will  be  burnt  by  the  flame  in  the  flues.  If  by  accident  it 
should  at  any  time  run  a  little  too  low,  the  feed  should  be  augmented  so  as  to  fill  it  gradually ;  for  if 
you  run  in  too  much  at  once,  you  will  check  the  steam,  and  stop  the  engine ;  but  if  it  be  run  very  low, 
stop  the  engine,  open  the  puppet  clack,  and  fill  the  boiler  from  the  pool  or  reservoir,  if  you  have  one ; 
otherwise  fill  it  by  working  the  air-pump,  having  first  staked  down  tlie  valves  on  its  cover  and  opened 
the  injection-valve.  In  working  the  engine  the  steam  ought  to  be  strong  enough  to  make  the  index  of 
the  steam-gage  stand  half  an  inch  high  at  least,  otherwise  air  will  enter  at  the  joints  of  the  boiler,  &c., 
and  spoil  the  vacuum,  so  as  to  cause  a  good  deal  of  trouble  to  get  quit  of  it  again.  Therefore  if  you 
perceive  the  steam-gage  to  be  lower,  stop  the  engine  until  it  rises  again.  By  a  little  attention  you  will 
find  the  proper  opening  of  the  feeding-cock  for  any  rate  of  working. 

"  Let  all  the  coals  employed  to  feed  the  fire  be  thoroughly  watered  just  before  they  are  thrown  on,  as 
that  will  prevent  their  being  swept  into  the  flues  by  the  draught  of  the  chimney. 

"The  tire  should  be  kept  of  an  equal  thickness  and  free  from  open  places  or  holes,  which  are 
extremely  prejudicial,  and  should  be  filled  up  as  soon  as  they  appear;  if  the  fire  grows  foul  and  wants 
air,  by  clinkers  collecting  on  the  bars,  they  must  be  got  out  with  a  poker,  but  the  fire  should  be  as 
little  disturbed  in  that  operation  as  possible,  and  the  greatest  care  taken  not  to  make  any  coals  or  coke 
fall  through  which  are  not  thoroughly  consumed ;  it  is  very  common  for  a  fourth  of  the  whole  coals  to 
be  wasted  in  this  manner  by  mere  carelessness.  When  the  fire  is  newly  made  the  damper  should  be 
raised  a  little,  so  as  to  let  off  the  smoke  freely,  but  should  be  let  down  to  its  proper  place  so  soon  as  the 
smoke  is  gone  off.  The  air  door  in  the  chimney  should  be  always  open  more  or  less ;  it  prevents  the 
flame  from  being  sucked  up  the  chimney,  and  very  considerably  increases  the  effect  of  the  coals.  Once 
a  month  the  boiler  and  flues  oughly  to  be  cleaned,  or  oftener  if  the  water  be  very  subject  to  incrust  the 
boiler.  Every  morning  the  ashes  ought  to  be  taken  out,  the  engine-house  swept  clean,  and  a  view  taken 
of  every  part  of  the  engine,  to  see  that  nothing  be  working  out  of  its  place  or  want  oiling.  Particular 
attention  ought  be  paid  to  the  bolts  and  cutters  of  the  great  chains  and  piston-rod,  so  that  none  of  tliem 
get  loose. 

"  An  engine,  when  in  good  order,  ought  to  be  capable  of  going  so  slow  as  one  stroke  in  ten  minutes, 
and  so  fast  as  ten  strokes  in  one  minute ;  and  if  it  does  not  fiilfil  these  conditions,  somewhat  is  amiss  thai 
can  be  remedied. 

"  The  hot  water  should  issue  of  the  heat  of  96°  of  Fahrenheit's  thermometer,  that  is,  blood  warm,  when 
die  engine  is  in  excellent  order,  and  should  never  exceed  the  heat  of  110°,  unless  when  the  injection  or 
cold  water  is  hotter  than  70°,  and  in  that  case  the  vacuum  will  not  be  good. 

"  To  make  putty  for  making  or  repairing  the  joints. — Take  whiting,  or  chalk  finely  powdered,  dry  it 
on  an  kon  plate  or  in  a  ladle  until  all  the  moisture  be  exhaled ;  then  mix  it  with  raw  linseed-oil,  and 
beat  or  grind  it  well,  adding  more  oil  or  whiting  until  it  be  of  the  consistence  of  thick  paint,  and  per- 
fectly free  from  lumj^s  or  inequalities. 

"  For  some  purposes,  where  the  putty  is  wanted  to  dry  and  to  be  very  sticky,  use  painters'  drying  oil, 
which  is  made  by  boiling  the  oil  with  a  small  quantity  of  litharge  or  red-lead. 

"  Where  the  putty  is  wanted  to  continue  always  soft,  mix  about  two  ounces  of  butter  or  common 
salad-oil  with  each  pound  or  pint  of  the  linseed-oil.  This  soft  putty  is  principally  useful  in  tlie  caulked 
joints  of  the  eduction-pipe  above  water.     K  B.  White-lead  will  not  answer  in  place  of  the  whiting. 

"  No  wet  cloths  should  be  suffered  to  be  laid  on  the  cylinder,  boiler,  or  steam-pipes,  and  every  part 
containing  steam  should  be  guarded  as  much  as  possible  from  the  influence  of  cold  air  or  water. 

"  The  proper  grease  for  the  piston  and  cylinder  stuffing-box  is  melted  tallow,  and  for  the  chains, 
gudgeons,  Ac,  common  Spanish  olive-oil,  which,  for  some  uses,  may  be  thickened  by  dissolving  some 
tallow  or  butter  in  it  by  means  of  heat.  Linseed-oil  should  never  be  used  as  grease,  as  it  dries  and 
creates  more  friction  tlian  would  have  been  without  it.  Hogs'  lard,  or  train-oil,  if  applied  anywhere 
about  the  cylinder,  or  where  it  is  hot,  will  thicken  like  linseed-oil.  When  the  oil  or  grease  about  tlie 
great  chains,  or  any  of  the  working  parts,  grows  clotted  or  very  thick,  it  should  be  scraped  off  before 
new  grease  is  added. 

_  "  An  improvement  has  lately  been  made  in  the  covering  of  boiler  tops.  The  setting  being  built  up  to 
nine  inches  above  the  flues  as  usual,  a  course  of  horse  or  cow  dung,  three  inches  thick  and  well  beat,  ig 
ipplied  to  the  boiler  top ;  on  the  outside  of  that  is  laid  some  good  Ume  mortar,  about  an  inch  in  thick- 
aess,  to  which  is  applied  a  course  of  bricks  flatwise,  with  their  ends  upwards ;  on  the  outside  of  thai 
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another  course  of  bricks  (also  laid  in  good  mortar)  in  the  same  position,  but  bo  as  to  break  joint  with  tht 
first  course ;  in  which  manner  the  covering  is  carried  on  until  the  whole  top  is  covered,  taking  care  to 
leave  an  opening  for  the  manhole ;  every  flanch  may  be  thus  covered,  and  when  well  done  it  effectually 
makes  the  top  steam-tight,  and  also  defends  it  from  cold  and  rain,  so  that  a  boiler-house  is  not  necessary. 
The  mortar  employed  must  be  such  as  stands  water. 

"  Additional  observations. — Instead  of  using  painters'  drying-oil  to  make  the  joints  with,  take  good 
raw  or  unboiled  linseed-oil,  put  it  in  an  iron  pot,  place  it  over  a  gentle  fire,  (out  of  doors,  but  protected 
from  rain,)  let  it  be  watched  as  it  heats,  as  it  is  very  liable  to  boil  over ;  when  it  boils"  make  the  fire 
more  moderate,  but  continue  to  heat  the  oil,  imtil  upon  dropping  some  of  it  upon  a  cold  stone  or  piece  of 
iron,  you  find  it  is,  when  cold,  of  the  thickness  of  thick  tar  or  treacle.  The  pasteboards  for  the  jomts  are 
to  be  soaked  in  this  oil  warm,  or  painted  over  with  it,  and  laid  in  a  hot  place  to  suck  it  up ;  and  it  is 
also  to  be  used  to  make  the  putty  with. 

"  The  oakum  with  wlaich  the  joints  are  caulked  should  be  well  smeared  with  the  strong  or  thick  boiled 
oil  mentioned  in  these  additional  directions.  If  the  under  side  of  the  pipe  of  the  inner  bottom  does  not 
fit  close  to  the  lower  edge  of  the  opening  made  for  it  in  the  outer  bottom,  that  is  to  say,  if  the  space  left 
there  for  pasteboard  or  caulking  be  wider  than  one  quarter  of  an  inch,  a  piece  of  hammered  iron  an  inch 
and  a  half  broad  must  be  forged  of  such  thickness  as  to  fill  up  the  space,  so  as  to  make  it  tight  by  the 
help  of  a  thickness  of  pasteboard  above  it,  and  another  below  it  Lead  ought  not  to  be  used  in  these 
cases,  aS  its  expansion  and  contraction  by  heat  and  cold  are  too  great.  Instead  of  putting  a  prop  from 
the  nozzle  to  the  ground,  it  is  found  better  to  put  a  balance  beam  off  sideways  under  the  floor  with  a 
short  upright  having  a  flat  end  to  take  a  broad  bearing  imder  the  nozzle.  The  weight  of  the  balance 
should  not  support  more  than  two-thirds  of  the  weight  of  the  nozzle. 

"  Some  people  use  a  plaited  rope  to  make  the  joint  of  the  cylinder  lid,  wliich  is  a  bad  practice ;  for 
tliough  a  plaited  rope  may  make  a  joint  apparently  steam-tight,  yet  it  has  been  found  by  experience, 
that  such  jouits  are  not  au'-tight ;  but  when,  by  the  working  of  the  top  regulator,  a  partial  vacuum  is 
produced  in  the  upper  part  of  the  cylinder,  they  permit  some  air  to  enter  imperceptibly,  and  without 
noise,  which,  of  course,  passes  to  the  condenser,  and  by  persons  that  are  not  aware  of  this  circumstance, 
may  be  thought  to  enter  at  some  air  leak  in  another  place.  We  therefore  recommend  that  this  joint  be 
always  made  with  pasteboard  and  putty ;  and  that  a  strict  attention  be  paid  to  the  tightness  of  the 
BtuflBng-box,  wherever  the  top  regulator  is  used." 

In  the  Cornish  engines  great  diminution  in  the  consumption  of  fuel  has  taken  place,  chiefly  by  the 
larger  application  of  the  principle  of  expansion.  An  85-inch  cylinder  engine,  erected  at  the  United 
IVIines  in  1840,  reached  in  1842  an  average  duty  of  107  milUons  of  pounds  raised  1  foot  high  with  a 
bushel  of  coals.  In  this  engine  the  pressure  of  the  steam  is  40  lbs.,  and  it  is  cut  off  at  one-tenth  or  one- 
twelfth  of  tlie  stroke.  To  diminish  the  risk  of  fractvu-e  in  engines  using  such  high  steam,  the  double 
cylinder  engine  is  employed.  The  small  cylinder  here  stands  on  top  of  the  large  one,  and  the  same 
piston-rod  passes  through  both.  The  same  number  of  valves  too  that  is  used  in  conmion  pumping- 
engines,  suffices  in  this  modification  of  the  double  cylinder  plan. 

f  The  Cornish  engines  are  provided  with  a  steam  jacket  The  clothmg  applied  to  the  cylinder  is  very 
various ;  a  common  plan  is  to  enclose  the  cylinder  in  a  brick  wall,  leaving  a  space  between  them  ;  to 
plaster  the  wall,  and  coat  it  -with  timber.  The  cylinder  cover  and  cylinder  bottom  are  usually  made 
hollow,  and  filled  with  steam  :  they  are  then  carefully  coated  with  non-conducting  materials. 

The  main  beam  of  the  engine  usually  consists  of  two  cast-iron  plates,  bolted  together,  and  armed  with 
projecting  horns  to  catch  the  spring  beams,  should  the  piston  be  disposed  to  strike  tlie  bottom  of  tlie 
cyhnder.  From  the  beam  hangs  the  plug-rod,  by  which  the  valves  are  moved  by  means  of  some  such 
arrangement  as  that  shown  in  Fig.  1358,  which  differs  in  some  respects  from  the  Cornish  form.  The 
valves  of  the  Cornish  engine  erected 
by  Mr.  Hosking  are  shown  on  a  large 
scale  in  Figs.  1357,  1359,  and  13G0. 
These  valves  are  of  the  equilibrium  j-, 
description.  Figs.  1357  and  1359, 
the  valve  to  the  left  is  the  governor- 
valve,  by  the  adjustment  of  which 
the  flow  of  steam  to  the  cyhnder  is 
regulated;  the  centre  valve  is  the 
steam-valve ;  and  the  valve  to  the 
right  is  the  equihbrium-valve.  Fig. 
1360  represents  the  eduction- valve, 
which,  it  will  be  remarked,  is  larger 
than  the  others,  so  as  to  afford  a  free 
exit  for  the  steam  into  the  condenser.  Tliree-quarters  of  a  square  inch  per  horse  power  is  a  common  size 
for  the  steam-valve  in  rotative  engines,  fumisned  witli  spindle-valves ;  and  a  square  inch  and  a  quarter 
per  horse  power  is  a  common  size  for  the  exliaustion-valve. 

The  plunger-pump  is  the  pump  universally  used  in  the  Cornish  mines,  and  it  is  much  preferable  to 
tlie  lifting-pump,  as  it  can  be  packed  afresh,  or  the  packing  may  be  tightened,  with  much  greater  faciUty 
than  can  be  done  in  the  case  of  a  lifting-pump,  while  the  friction  is  at  the  same  time  less.  The  shaft  is 
divided  into  a  succession  of  Ufts,  in  wMch  the  water  of  the  lowest  hft  is  delivered  to  the  pump  next 
above  it,  and  so  on  in  succession  imtil  the  water  reaches  the  surface.  The  plunger-pump  is  used  in  all 
these  lifts  except  the  lowest,  where  the  lifting-pump  is  used,  with  the  view  of  obviating  inconvenience, 
should  the  water  from  derangement  in  the  machinery,  or  otherwise,  rise  so  high  in  the  mine  as  would 
make  the  valves  and  barrel  of  a  forcing-pump  inaccessible,  and  also  on  account  of  the  facilities  afforded 
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hj  the  lifting-pump  in  the  drainage  of  the  water  as  the  mine  is  sunk  deeper.  The  plunger-pump  ob- 
viates the  necessity  for  as  large  a  counterweight  as  would  otherwise  be  necessary ;  for  tlie  force  of  the 
engine  is  expended  in  lifting  the  pump-rods,  and  the  water  is  forced  out  by  the  weight  of  the  pump-roda 
m  their  descent.  The  pump-rods  of  some  of  the  engines,  however,  are  too  heavy  for  the  engine  to  lift, 
and  part  of  the  weight  has  to  be  taken  off  by  one  lever  or  more,  provided  with  counterbalance  weio-hta, 
placed  either  at  the  surface  or  in  some  convenient  side  excavation.  The  main  pump-rod  of  Davy's  engine 
at  the  Consolidated  Mines,  is  one-third  of  a  mile  in  length,  and  weighs  95  tons.  The  other  rods  weigh 
40  tons,  making  a  total  weight  of  135  tons,  of  which  39  only  are  wanted  to  balance  the  water  in  the 
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pump,  and  the  greater  part  of  the  remaining  96  is  balanced  by  weighted  levers.  The  main  pump-rod 
IS  usually  composed  of  balks  of  Memel  timber,  and  at  intervals  down  the  sides  of  the  shaft  projecting 
pieces  are  bolted  on,  which  catch  upon  suitable  timbers  let  into  the  sides  of  the  shaft,  to  prevent  the  rod 
from  descending  too  far  in  the  event  of  fractxu-e  above.  The  rod  is  guided  at  intervals  by  appropriate 
frames.  Tliere  is  sometliing  rather  primitive  in  these  expedients,  and  it  is  not  improbable  that  the 
whole  of  tliis  cumbrous  apparatus  will  hereafter  be  superseded  by  machinery  operating  by  atmospheric 
pressure,  whereby  the  pump-rods  will  be  rendered  superfluous,  or  else  by  the  centrifugal  pump ;  and  a 
small  engine,  working  at  a  quick  speed,  will  sufiice  for  working  such  an  apparatus. 
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A  bushel  of  Welsh  coal  now  used  in  Cornwall  weighs  94  pounds. 

Rotative  engines. — A  rotative  engine  of  Messrs.  Caird's,  is  represented  in  Fig.  1861,  which  is  a  general 
elevation. 


Figs.  1362  and  1363  are  en- 
larged views  of  the  working- 
beam,  which  is  of  cast-iron; 
and  Figs.  1364  and  1365  are 
sections  of  the  same.  The 
sizes  of  this  beam  agree,  with 
tolerable  nearness,  with  those 
given  in  our  tables  of  dimen- 
sions. The  depth  of  beam  at 
the  centre  is  usually  about 
equal  to  the  diameter  of  the 
cylinder,  and  the  depth  at  the 
ends  is  generally  made  about 
one-third  of  the  depth  of  the 
beam  at  the  centre.  The 
length  of  the  beam  is  gener- 
ally about  three  times  the 
length  of  the  stroke,  and  the 
'  thickness  1  -1 08th  of  the  length.  (pT^ 
By  the  thickness  is  meant  the  ^^"'^^^ 
mean  tliickness :  the  edge-bead 
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Fig.  1366  is  the  cast-iron  main  centre  of  the  working-beam;  Fig.  1361  is  the  cast-iron  stud  for  the 
main  links;  Fig.  1368  is  the  connecting-rod  stwd,  of  cast-iron;  Fig.  1369  is  the  wrought-iron  stud  for  tlie 
air-pumps ;  Fig.  IStO  is  the  wrouglit-iron  stud  for  the  hot  and  cold  water  pumps. 

The  diameter  of  the  end  studs  of  the  beam  is  generally  made  about  l-9tli  of  the  diameter  of  the  cylinder 
when  the  studs  are  of  cast-iron,  and  1-1 0th  of  the  diameter  of  the  cyhnder  wlien  they  are  of  wrought- 
iron  ;  but  the  larger  proportion  is  preferable,  as  the  wear  of  the  brasses  is  then  less  rapid.  It  is  a  com- 
mon fault  to  make  bearings  too  small,  from  their  proportionment  being  viewed  with  reference  only  to 
strength,  whereas  it  should  also  be  viewed  with  reference  to  wear. 

Figs.  1371  and  1372  are  views  of  the  piston-rod  clutch  or  cross-head.  The  piston-rod  passes  into  the 
round  hole  in  the  centre  of  the  clutch,  and  the  main  links  encircle  the  projecting  bearings,  and  join  the 
clutch  with  tlie  main  beam.    Fig.  1373  represents  the  cross-head  gibs  and  cutter. 
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Figs.  1374  and  1375  represent  tlie  main  links;  Fig.  1376,  the  pillar  of  the  main  link, 

which  is  interposed  between  the  upper  and  under  brasses;   and  Figs.  1377,  1378,  and 

1379  the  upper  brass  and  pillar-plate  of  the  link.     Fig.  1380  represents  the  gibs  and 

cutter  of  the  main  links.     The  sectional  area  of  the  main  links  is  usually  made  about 

l-113th  of  the  area  of  the  piston,  that  of  the  piston-rod  being  1-lOOth.     To  find  the  proper 

sectional  area  of  the  main  links,  a  common  rule  is  to  divide  the  square  of  the  diameter  of 

i         the  cylinder  by  144.    Tlie  length  of  the  main  links  is  usually  about  the  same  as  the  length 

of  the  crank,  which  is  half  the  stroke.    The  main  beam  is  always  somewhat  longer  than 

the  distance  between  the  cylinder  and  crank  centres,  and  at  the  cylinder  end  the  perpen- 

=1  foot,  dicular  centre  line  divides  the  versed  sine  equally.     The  angular  motion  of  the  beam  is 

about  38°  during  the  whole  stroke.     Tlie  length  of  stroke  is  the  chord  of  the  arc  the  centre 

end  pin  describes,  and  the  versed  sine  represents  the  amount  of  deviation  from  the  perpendicular, 

is  called  the  vibration  of  the  beam.     The  beam  being  three  times  the  length  of  the  stroke,  the  dis 
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tance  from  the  main  centre  to  the  end  stud  is  one  and  a  half  times  the  length  of  the  stroke,  and  with  these 
proportions  the  end  stud  will  deviate  from  the  perpendicnlar  one  inch  for  every  foot  of  stroke.  To  find 
the  amount  of  vibration  of  the  end  stud :  from  the  square  of  the  radius  in  inches  described  by  the  stud, 
subtract  the  square  of  the  length  of  the  crank  in  inches ;  extract  the  square  root  of  the  remainder,  which 
deduct  from  the  radius  in  inches.  To  find  the  proper  distance  between  tlie  main  centre  and  the  centre 
of  the  cylinder :  add  the  above-mentioned  square  root  to  the  radius  of  the  lever  in  inches ;  half  their 
sum  will  be  the  horizontal  distance  in  inches. 

The  main  centre  of  a  land-engine  beam  is  usually  fixed  in  with 
keys;  the  other  centres  are  sometimes  fixed  with  keys,  and  at 
other  times  they  are  ground  in,  which  appears  to  be  the  preferable 
practice.  The  beam  is  set  upon  its  edge  on  two  blocks  of  wood ;  a 
straight-edge  is  applied  to  ascertain  if  it  is  nearly  straight,  and  if 
bent  or  twisted  it  is  brought  straight  by  being  hammered  with  the 
face  of  the  hammer,  though  this  practice  weakens  the  beam  if 
carried  far.  A  cross-piece  of  wood  is  put  into  each  main-centre 
hole,  upon  which  the  central  point  is  marked ;  the  beam  is  plumbed, 
the  end  centres  are  put  through,  staked  with  wedges,  and  levelled  by  means  of  a  short  level  with  twr 
legs  passing  down  from  the  edge  of  the  beam.  The  lengths  from  the  main  centre  are  next  ascertained 
to  be  right,  and  the  main  centre  is  then  put  in,  using  the  end  centres  as  points  to  measure  from. 
Finally,  the  keys  are  fitted.  This  is  tlie  mode  of  procedure  when  the  holes  for  the  centres  are  not  bored 
out.  It  is  expedient  to  put  a  centre  line  on  the  edge  of  the  beam  to  fix  the  position  of  the  studa 
laterally,  and  this  is  generally 


•^^ ^^ 

-Ju2^ 

ScALK. — 1  \  inch=l  foot. 


-luia-f 

ScALC— 1^  incli=l  foeC 
1386. 


done.    lie  force  acting  at  each  ^' 

end  of  an  engine-beam  may  be 
taken  at  14  pounds  per  circular 
inch  of  the  piston,  or,  if  the 
beam  be  supposed  to  be  sup- 
ported at  both  ends,  it  may  be 
taken  at  28  pounds  per  circular 
inch  acting  at  the  centre.  The 
depth  of  the  beam  at  the  ends 
being  one  thii-d  of  the  depth 
at  the  middle,  to  find  the  di- 
mensions at  the  middle,  divide 
the  weight  in  pounds  acting  at 
the  centre  by  250,  and  multiply 
the  quotient  by  the  distance  in 
feet  between  the  supports*  To 
find  the  depth,  the  breadth 
being  given,  divide  this  product 
by  the  breadth  in  inches,  and 
extract  the  square  root  of  the 
quotient,  which  is  the  depth.  It 
is  expedient,  however,  to  make 
main  beams  strwiger  than  is  in- 
dicated by  any  of  these  rules,  as 

a  higher  pressure  of  steam  is  now  used  almost  tmiversally  than  was  employed  by  Mr.  Watt.  In  ow 
rules  for  the  dimensions  of  beams  at  the  centre,  the  resulting  figures  represent  the  web  of  the  beam, « 
the  dimensions  within  the  beads,  if  the  pressure  of  the  steam  be  above  that  of  the  atmosj^ere. 
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The  parallel  motion. — Figs.  1381  and  1382  represent  the  radius  bars,  and  Figs.  1383  and  1384  the 
parallel  bars.  The  screws  at  the  end  of  the  parallel  bars  enter  holes  in  the  cross-bar  shown  in  Figs. 
1385  and  1386,  and  to  the  exterior  bearings -of  the  same  cross-bar  the  radius-bars  are  attached,  the  other 
ends  of  those  bars  being  attached  to  studs  fixed  to  the  spring  beams  in  the  line  of  the  piston-rod. 
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Figs.  ISSY  and  1388  represent  the 
back  links,  the  upper  brass  of  which  en- 
circles the  air-pump  stud  in  the  beam ; 
the  middle  brass  receives  the  cross-head 
on  the  top  of  the  air-pump  rod,  and  the 
lowest  brass  connects  with  the  cross-bar 
of  back  Lnks,  Fig.  1386,  through  the  oval 
hole  in  which  the  air-pump  rod  passes. 
The  sectional  area  of  the  back  links  is 
made  the  same  as  that  of  the  air-pump 
rod,  which  is  one  tenth  of  the  diameter 
of  the  air-pump,  or  one  twentieth  of  the 
diameter  of  the  cylinder.  The  sectional 
area  therefore  of  the  two  back  links  taken 
together  is  equal  to  the- area  of  a  circle 
one-twentieth  of  the  diameter  of  the 
cylinder;  but  in  practice  they  are  gen- 
erally made  of  somewhat  stronger  pro- 
portions. 

The  best  proportionment  of  the  par- 
allel motions  of  land  engines,  and  that 
n?w  followed  universally,  consists  in 
making  the  radius  and  parallel  rods  of 
exactly  the  same  length,  and  this  length 
equal  to  half  the  radius  of  the  great 
beam.  The  stud  from  which  the  back 
links  are  hung  is  in  tliis  case  situated 
midway  between  the  main  centre  and 
the  end  stud  of  the  beam,  and  the  studs 
m  the  spring  beams  round  which  the 
radius  bars  move,  are  in  the  same  verti- 
cal line  as  the  centre  of  the  cyUnder. 
To  find,  therefore,  the  right  position  for 
those  studs,  measure  down  perpendicu- 
larly from  the  centre  of  the  end  stud, 
■when  the  beam  is  level,  to  a  distance 
equal  to  the  length  of  the  main  or 
back  links,  and  at  this  distance  draw  a 
horizontal  line  on  the  inner  sides  of  the 
spring  beams.  Then  set  off  from  the 
main  centre  on  this  line  the  distance 
between  the  main  centre  and  centre  of 
the  cylinder ;  the  point  of  intersection  is 
tlie  right  position  of  the  studs  in  the 
spring  beams  to  which  the  radius  or 
bridle  rods  are  attached. 

The  back  links  and  the  main  links  are 

always    of    the 
1397.  •'- 


ScALK. — 1\  inch=l  loot. 


ScALy.— li  incb=l  foot. 


same  length,  and 
are  now  gener- 
ally made  half 
the  length  of  the 
stroke,  or  the 
length  of  the 
crank,  as  we  have 
already  stated. 
The  air-pump 
cross-head  is  in- 
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serted  in  tlie  back  links  at  the  middle  of  their  length.  This  point  in  the  back  links  moves,  it  ig 
obvious,  in  tho  vertical  line,  for  as  the  top  of  the  links  follows  the  motion  of  the  main  beam,  and  the 
bottom  that  of  the  radius  bars,  -which  liave  tlie  same  radius  and  the  same  length  of  motion  as  the  stud 
in  the  beam  from  which  the  links  are  suspended,  the  central  point  of  the  links  will  have  motion  in  a 
curve  equally  removed  from  that  of  each  end,  which  will  be  a  straight  line  very  nearly.    The  line  tracec* 
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by  the  parallel  motion  is  not  precisely  a  straight  hne,  but  a  species  of  S 
curve ;  it  approaches  to  a  straight  line,  however,  with  sufficient  nearness  for 
every  practical  purpose.  Notwithstanding  the  elegance  of  the  parallel  motion, 
as  an  expedient  for  maintaining  the  perpendicular  position  of  the  piston-rod, 
it  is  questionable  whether  guides  are  not  to  be  preferred.  In  this  country 
they  are  very  generally  used,  even  with  very  long  strokes  and  very  short 
beams ;  and  in  some  of  the  steam  vessels  in  England  they  have  been  substi- 
tuted with  advantage.  The  adjustment  of  parallel  motions  is  a  difficult  task ; 
and  unless  the  parallel  motion  be  very  true  it  will  be  difficult  to  keep  good  ej  ^-f^j:z^s: 
packing  in  the  stuffing-box,  and  the  cylinder  will  speedily  be  worn  ovaL  L^fA     H 

Figs.  1389  and  1390  represent  the  air  pump  cross-head,  which  fits  into  tlie 
central  brasses  of  the  back  links.    Fig.  1391  is  the  pillar  wliich  fits  between 


^'^—t 


the  brasses;  and  Figs.  1392,  1393,  and  1894,  are  different  views  of  the  brasses,  Ac,  of  the  air-pump 
cross-head.  The  parts  appertaining  to  tli  e  air-pump  are  made  of  tlie  size  that  would  be  requisite  for  a 
cylinder  of  the  same  diameter. 
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Figs.  1395  and  1396  are  views  of  the  connecting-rod,  which  is  of  cast-iron.  Malleable  iron  connecting- 
rods  are  now  coming  into  use  for  land  engines,  and  they  are  in  every  way  preferable.  When  the  con- 
necting-rod is  of  cast-iron,  of  the  form  represented  in  the  figure,  the  breadth  across  the  arms  of  the  cross 
is  made  about  l-20th  of  the  length  of  the  rod ;  the  sectional  area  at  centre  of  rod  l-28th  of  the  area  of 
the  cylinder,  and  tlie  sectional  area  at  ends  of  rod  l-35th  of  the  area  of  the  cylinder.  Fig.  1397  shows 
the  form  of  sectional  area  at  centre.  The  length  of  the  connecting-rod  is  generally  made  about  three 
times  the  length  of  the  stroke.  The  diameter  of  the  crank-pin  is  about  one-sixth  of  the  diameter  of  the 
cyMnder,  and  is  generally  made  of  cast-iron  in  land  engmes.  Tlie  gudgeons  of  water-wheels  are 
generally  loaded  with  about  500  pounds  for  every  circular  inch  of  their  transverse  section,  which  is 
nearly  the  proportion  which  obtains  in  the  end  studs  of  engine-beams,  but  the  main  centre  is  usually 
loaded  beyond  this  proportion.  To  find  the  proper  size  of  a  cast-iron  gudgeon  adapted  to  sustain  a 
given  weight,  multiply  the  weight  in  pounds  by  the  intended  length  of  bearing  expressed  in  terms  ol 
the  diameter,  divide  the  product  by  500,  and  extract  the  square  root  of  the  quotient,  which  is  the 
diameter  in  inches.  For  malleable  iron  the  operation  is  the  same,  but  the  divisor  may  be  made  1,000 
instead  of  500.  These  strengths  are  not  intended  to  resist  torsion,  but  are  those  proper  for  gudgeons. 
Experiments  upon  the  force  requisite  to  twist  off  cast-iron  necks  show,  that  if  the  cube  of  the  diameter 
of  the  neck  in  inches  be  multiplied  by  880,  the  product  will  be  the  force  of  torsion  in  pounds  which  will 
twist  them  off  when  acting  at  6  inches  radius.  The  strength  for  cast-iron  crank-shafts  may  be  determined 
by  multiplying  the  square  of  the  diameter  of  the  cylinder  in  inches  by  the  length  of  the  stroke  in  feet, 
multiplying  by  the  decimal  '15,  and  extracting  the  cube  root  of  the  product,  which  is  the  proper 
diameter  of  the  shaft-neck  in  inches.  This  rule  has  reference  not  mei-ely  to  torsion,  but  also  to  the 
strength  as  a  gudgeon  necessary  to  sustain  the  fly-wheel. 

Messrs.  Fenton  and  Murray  use  the  following  rule  for  determining  the  weight  of  the  fly-wheel : — 
Multiply  the  number  of  horse  power  of  the  engine  by  2,000,  and  divide  the  product  by  the  square  of 
the  velocity  of  the  circumference  of  the  fly-wheel  in  feet  per  second ;  the  quotient  is  the  proper  weight 
of  the  fly-wheel  in  hundred- weights.  To  find  the  weight  of  the  rim  of  a  fly-wheel  in  pounds,  multiply 
the  mean  diameter  of  the  rim  in  feet  by  the  area  of  its  transverse  section  in  square  inches,  and  multiply 
the  product  by  g^SlT  pounds.  This  gives  the  weight  of  the  rim  in  pounds  when  the  sectional  area  is 
determined.  Mr.  Farey  gives  the  following  rule  for  determining  the  proper  quantity  of  cast-iron  in  a 
fly-wheel  in  cubic  feet : — Multiply  the  mean  diameter  of  the  rim  by  the  number  of  its  revolutions  per 
minute,  and  square  the  product  for  a  divisor ;  divide  the  number  of  horse  power  exerted  by  the  engine 
by  the  number  of  strokes  the  piston  makes  per  minute ;  multiply  the  quotient  by  the  constant  number 
2,760,000,  and  divide  the  product  by  the  divisor  found  as  above.  The  quotient  is  the  requisite  quantity 
of  cast-iron  in  cubic  feet  to  form  the  fly-wheel  rim. 

In  large  engines  each  arm  is  cast  separate,  and  after  having  been  fitted  to  the  central  boss,  the  rim  of 
the  wheel  is  fitted  to  the  arms  in  segments.  In  small  engines,  an  arm  and  a  segment  are  generally 
cast  together.  In  mill  engines  it  appears  expedient  to  work  with  a  short  stroke  and  rapid  piston, 
whereby  the  fly-wheel  is  made  more  effectual,  or  a  smaller  one  will  suffice. 

We  do  not  approve  of  the  plan  of  putting  cast-iron  cranks  on  hot,  as  the  eye  is  liable  to  be  cracked 
in  the  process :  it  is  preferable,  we  conceive,  to  grind  them  upon  the  shaft,  and  then  to  fix  them  by 
means  of  a  strong  square  key,  such  as  that  shown  in  Fig.  1399.  In  cranks  which  are  put  on  hot  it  is 
expedient  to  recess  the  crank-eye  a  little,  so  as  to  enable  the  collar  upon  the  shaft  to  enter  it,  as  the 
crank  contracts  sideways  in  the  act  of  cooling ;  and  unless  the  collar  be  recessed  a  space  will  be  left 
between  it  and  the  crank-eye,  wliich  will  be  a  disfigurement.  The  crank-pin  is  made  slightly  taper,  and 
is  fixed  in  by  means  of  a  key. 

Figs.  1400  and  1401  are  representations  of  the  eccentric-rod,  and  Figs.  1402  to  1409  are  views  of  the 
several  parts  of  the  governor.  We  have  given  rules  for  determining  the  proportions  of  governors,  and 
the  arrangement  of  the  parts  here  figured  will  be  apprehended  by  a  reference  to  Fig.  1402.  The 
upright  revolving  spindle  on  which  the  collar  shown  in  section.  Figs.  1405  and  1406,  slides,  and  the  curved 
guide.  Figs.  1408  and  1409,  is  fixed.  From  the  top  of  the  spindle,  the  arms.  Fig.  1402,  are  suspended, 
with  the  balls  at  the  end,  the  arms  moving  in  the  slit  in  the  curved  guides,  Figs.  1408  and  1409.  The 
divergence  or  collapse  of  the  balls  causes  the  collar  to 
slide  up  or  down  on  the  spindle ;  and  through  a  sUt 
shown  in  the  spindle,  (which  is  hollow,)  this  movement 
is  communicated  to  a  rod  sliding  within  it,  which,  by  a 
suitable  g^ttachment,  moves  the  tlu-ottle-valve. 

The  speed  given  by  Mr.  Farey,  in  a  table,  from 
which  the  annexed  is  an  extract. 

In  this  table  the  pressure  is  taken  to  vary  slightly 
with  the  size  of  the  engine ;  but  Messrs.  Boulton  and 
Watt  now  adopt  a  uniform  pressure  of  7  pounds  on 
the  square  inch,  as  a  preferable  element  of  computa- 
tion. The  speed  of  the  piston  in  feet  per  minute  is 
about  128  times  the  cube-root  of  the  stroke ;  and  the 
nominal  horse  power  of  an  engine  may  be  found  by 
multiplying  the  square  of  the  diameter  of  Ihe  cylinder 
in  inches  by  the  cube-root  of  the  stroke  in  feet,  and 
dividing  by  47.  To  find  how  many  millions  of  pounds 
are  raised  1  foot  high  by  the  consumption  of  a  bushel 
or  84  pounds  of  coal: — Divide  166-32  by  the  number 
of  pounds  of  coal  consumed  per  hour  by  each  horse 
power;   the   quotient  is  the  number  of  millions  of 
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pounds  raised  1  foot  high  by  the  consumption  of  84  pounds  of  coaL    A  bushel  of  Newcastle  coal  will 
weigh  about  84  pounds,  but  the  Welsh  coal  is  heavier. 

If  a  cubic  inch  of  water  be  supposed  to  produce  a  cubic  foot  of  steam,  and  tlie  latent  heat  of  steam 
at  212°  be  taken,  with  Mr.  "Watt,  at  960°,  or,  in  other  words,  the  cubic  foot  of  steam  be  supposed  to 
contain  as  much  heat  in  the  latent  form  as  would  raise  the  temperature  of  the  cubic  inch  of  water,  if  it 
could  be  prevented  from  expanding,  960°,  then  the  sum  of  the  latent  and  sensible  heats  will  be  repre 
sented  by  11*72°.  Tlie  temperature  of  tlie  water  discliarged  by  the  air-pump  is  about  100°,  which, 
taken  from  1172°,  leaves  1072°,  which  must  be  taken  up  by  such  a  quantity  of  cold  water  that  ite 
temperature  will  not  rise  above  100°.  If  the  temperature  of  the  injection  water  be  50°,  then  the 
difference  between  that  and  100°,  viz.  50°,  is  available  for  the  absorption  of  the  heat ;  and  1072  divided 
by  50  =  21"44,  which  is  the  number  of  times  the  quantity  of  injection  water  must  exceed  the  quantity 
of  water  in  the  steam.  To  condense  a  cubic  inch  of  water,  therefore,  in  the  shape  of  steam,  21*44  cubic 
inches  of  injection  water  are  necessary ;  but  inasmuch  as  the  water  may  not  always  be  as  cold  as  50°, 
Mr.  Watt's  practice  was  to  allow  a  wine  pint,  or  289  cubic  inches  of  injection  water  for  every  cubic 
inch  of  water  converted  into  steam.  The  capacity  of  the  cold-water  pump  is  usually  made  from  one 
thirty-sixth  to  one  forty-eighth  of  the  capacity  of  the  cylinder.  The  injection  orifice  should  liave  an  area 
of  about  one  fifteenth  of  a  square  inch  per  horse  power.  Tlxe  capacity  of  the  hot-water  pump  should  be 
about  one  240th  of  that  of  the  cylinder,  supposing  that  the  engine  is  double-acting,  and  the  pump 
single-acting.  The  air-pump  is  usually  made  half  the  diameter  of  the  cylinder,  and  half  the  stroke,  or 
one  eighth  of  the  capacity.  The  power  requisite  to  work  the  air-pump  is  from  one  thirtieth  to  one 
fortieth  of  the  power  of  the  engine.  The  openings  through  the  foot  and  delivery  valves  are  made  of 
about  one  fourth  of  the  area  of  the  pump.  The  internal  diameter  of  the  steam-pipe  may  be  found  by 
dividing  tlie  horse  power  by  0-8,  and  extracting  the  square  root  of  the  quotient.  We  shall  reserve  what 
we  have  to  say  on  the  subject  of  bolts  until  we  come  to  speak  of  the  holding-down  bolts  of  marine 
enginea 
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There  are  many  other  kinds  of  parallel  motion  besides  those  which  we  have  mentioned,  but  there  are 
none  of  them  of  sufficient  importance  to  justify  a  lengthened  description.  Fig.  1410  represents  a  spe- 
cies of  parallel  motion  invented  by  Mr.  James  White,  and  published  in  his  "  New  Century  of  Inven- 
tions," in  1801.  It  depends  on  the  principle  that  an  encloidal  curve,  formed  by  one  circle  rolling  within 
another,  becomes  a  straight  line  when  the  diameter  of  the  outer  circle  is  just  twice  that  of  the  inner 
one.  A  large  wheel,  with  teetli  on  its  inner  circumference,  is  fixed  on  a  frame  concentric  with  the  axis 
and  circle  of  tlie  crank.  A  wheel  with  external  teeth  is  fixed  freely  on  the  crank-pin  and  the  point  of 
attachment  of  the  piston-rod.  By  tliis  arrangement  the  small  wheel  is  compelled,  by  the  pressure  of 
the  piston-rod  upwards,  to  roll  round  the  great  circle,  ascending  on  the  one  side,  and  descending  on  the 
other,  so  that  the  distance  of  the  end  of  the  piston-rod  from  the  point  of  contact  of  the  circles  is  always 
equal  to  the  distance  of  the  circle  from  the  diameter.  Tlie  fault  of  this  species  of  parallel  motion  is,  that 
the  socket  in  the  centre  of  the  revolving  wheel  is  exposed  to  a  strain  equal  to  twice  that  on  the  piston, 
and  which  it  cannot  conveniently  be  made  long  enough  to  resist,  so  that  it  is  hable  to  break  or  speedily 
shake  loose.  In  the  plate  of  direct-action  engines,  various  modifications  of  the  parallel  motion  will  .be 
observed.  In  the  Gorgon  engine,  by  Messrs.  Seaward,  the  parallel  motion  is  formed  by  the  applicatiorf 
of  a  radius-bar  to  the  air-pump  lever,  whereby  one  radius  is  made  to  counteract  the  other, — the  centre 
of  the  lever  resting  upon  a  jointed  pillar,  in  order  to  enable  the  cylinder  end  of  the  lever  to  move  up 
and  down  in  a  vertical  line.  This  species  of  parallel  motion  is  sometimes  made  with  a  horizontal  slide 
for  the  centre  to  move  in,  instead  of  a  vibrating  pillar  or  Imk ;  but  a  sUde  works  slack  sideways,  and  is 
not  satisfactory  in  practice.  The  combination  might  be  improved  by  causing  the  shding  ends  of  the 
rods,  which  in  some  cases  are  used  instead  of  a  lever,  to  work  into  stuffing-box  tubes  hung  on  a  centre, 
BO  as  to  enable  tliem  to  swivel  The  rods,  so  soon  as  any  wear  took  place,  could  be  tightened  afresh  by 
screwing  up  tlie  packing. 

Marine  engines :  Cylinder. — In  the  marine  engine  the  cylinder-bottom  is  more  frequently  cast  in, 
than  in  land  engines,  and  a  plug  of  metal  is  fitted  into  a  hole  in  the  centre  of  the  bottom,  which  is  left 
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to  allow  the  boring-bar  to  pass  tlirough.  It  is  necessary  that  the  cylinder  should  be  bolted  veir  firmly 
to  the  sole-plate,  as  in  engines  which  exhaust  at  the  under  side  of  the  valve-casing,  an  air-tight  joint  has 
to  be  made  between  the  sole-plate  and  the  part  of  the  cylinder-bottom  next  to  the  valve.  A  cylindef 
of  about  6  feet  diameter  is  usually  made  about  1  i  inch  thick,  and  the  metal  should  be  hard  as  well  as 
solid.  Messrs.  Maudslay's  practice  in  side-lever  engines  is  to  cast  the  cylinder-bottom  in,  up  to  60  inches 
diameter,  and  above  that  size  they  prefer  casting  the  cylinder  open  at  the  bottom,  and  making  the  bot- 
tom out  of  the  sole-plate.  A  projection  is  cast  on  tlie  sole-plate,  to  go  a  certain  distance  into  the  cylin- 
der, with  a  space  hollowed  out  for  the  cylinder-port.  The  bottom  joint  should  not  be  of  rust,  but  metal 
to  metal — the  bottom  flange  of  tlie  cylinder  and  the  place  on  wliich  it  stands  on  the  sole-plate  being 
botli  faced  in  the  boring-milL  The  cylinder  cover  should  fit  so  nicely  as  to  be  tight,  by  interposing  a 
piece  of  lead  or  a  ring  of  wire  gauze,  smeared  with  white  or  red  lead.  In  oscillating  engines  the  cylin- 
der bottom  is  generally  cast  in,  whatever  be  the  size  of  the  cylinder. 

Tlie  valve-casing  should  be  attached  to  the  cylinder  by  means  of  a  metallic  joint,  or,  in  other  words, 
by  fitting  the  surfaces  so  accurately  that  a  little  red-lead  interposed  will  make  them  tight.  The  valve- 
casing  can  thus  be  easily  removed  at  any  time  to  repair  the  valve  fiices ;  whereas,  if  the  joint  of  the 
casing  be  of  rust,  the  removal  of  the  casing  is  an  operation  of  raucli  dilficulty.  The  attachments  of  the 
cylinder  to  the  diagonal  stay  are  very  generally  made  too  small ;  that  is,  the  surface  is  too  small,  and 
the  flange  too  thick.  A  very  tliick  flange  cast  on  any  particuhvr  part  of  a  cylinder  endangers  the  sound- 
ness of  the  cylinder  by  inducing  an  imequal  contraction.  It  is  much  the  best  way  to  make  the  flange 
for  the  framing  thin,  and  the  surface  large.  The  bolts,  too,  should  be  turned  bolts,  and  nicely  fitted. 
Some  persons  make  them  with  a  nut  at  both  ends,  the  body  of  the  bolt  being  made  with  a  little  taper ; 
and  the  nut  which  answers  to  the  head  is  screwed  up  after  the  conical  part  of  the  bolt  has  been  drawn 
into  the  hole  by  the  nut  at  the  point.  The  object  of  this  plan  is  to  facilitate  the  fitting ;  but  if  the  fitting 
be  well  done,  it  is  unimportant  whether  it  is  done  in  this  way  or  any  other. 

Cylinders  are  not  now  usually  made  with  steam-casings,  yet  experiment  has  satisfactorily  proved 
that  there  is  a  loss  of  power  consequent  on  their  rehnquishment.  It  is  not  very  easy  to  discern  the 
cause  of  this  loss,  as  there  is  more  radiating  surface  in  the  casing  than  in  the  cylinder ;  yet  the  existence 
of  the  loss  is  very  certain.  Mr.  Watt,  in  some  of  his  early  trials,  discontinued  the  steam-jacket ;  and  he 
found  Uie  consumption  of  fuel  to  be  materially  increased.  He  therefore  again  resumed  it,  but  it  has 
been  again  discarded  in  most  of  the  modern  engines,  except  those  of  the  Cornish  construction.  Escape- 
valves,  for  letting  out  any  water  that  may  enter  with  the  steam,  are  now  usually  employed  in  marine 
engines  :  they  may  in  most  cases  be  applied  conveniently  to  the  ports  of  the  cylinder,  as  shown  in  the 
details  of  engines  of  the  West  India  packets,  and  may  be  kept  shut  by  a  spring,  in  the  same  manner  as 
the  safety-valve  of  a  locomotive.  Escape-valves  should  be  placed  on  that  side  of  the  cylinder  wliich  is 
nearest  the  side  of  the  ship ;  so  that  the  attendants  may  not  be  scalded  by  the  issuing  water  if  the  en- 
gine primes.  The  escape-valve  is  shown  beneath  the  "  Plan  of  Cylinder"  in  the  West  India  mail  engine 
details ;  and  to  those  details  the  remarks  wliich  follow  are  to  be  understood  to  refer,  except  where 
specified  to  the  contrary.  In  boring  cylinders  of  74  inches  diameter,  the  boring-bar  must  make  one 
revolution  in  about  4^  minutes,  so  tliat  the  cutters  will  move  at  the  rate  of  about  5  feet  per  minute.  In 
boring  brass,  the  speed  must  be  slower :  the  common  rate  at  which  the  tool  moves  in  boring  brass  air- 
pumps  is  about  3  feet  per  minute.  If  this  speed  be  exceeded  the  tool  will  be  spoiled,  and  the  pimip 
made  taper.  The  speed  proper  for  boring  a  cylinder  will  answer  for  boring  the  brass  air-pump  of  the 
same  engine.  A  brass  air-pump  of  36^  inches  diameter  requires  the  bar  to  make  one  turn  in  about  3 
minutes,  whicli  is  also  the  speed  proper  for  a  cylinder  60  inches  in  diameter.  To  bore  a  brass  air-pmnp 
36i  inches  in  diameter  requires  a  week,  an  iron  one  requires  48  hours,  and  a  copper  one  24  hours.  In 
turrung  a  malleable  iron  shaft,  12|  inches  in  diameter,  the  shaft  should  make  about  five  turns  per  minute, 
wliich  is  equivalent  to  a  speed  in  the  tool  of  about  16  feet  per  minute.  A  boring-mill,  of  wliich  the 
speed  may  be  varied  from  one  turn  in  six  minutes  to  twenty-five  turns  in  one  minute,  will  be  suitable 
ijr  all  ordinary  wants  that  can  occur  in  practice. 

Piston. — The  proportion  of  taper  given  to  the  piston-rod  where  it  fits  into  the  piston,  in  the  West 
Lidia  mail  engines  is  a  good  one ;  if  the  taper  be  too  small,  the  rod  is  drawn  through  the  hole,  and  the 

Eiston  is  spUt.  Small  grooves  are  turned  out  of  this  piston-rod  above  and  below  the  cutter-hole,  and 
emp  is  introduced,  in  order  to  make  the  piston-eye  tight.  Most  piston-rods  are  fixed  to  the  piston  by 
means  of  a  gib  and  cutter,  as  shown  in  the  figures  of  details,  but  in  some  cases  the  upper  portion  of  the 
rod  within  the  eye  is  screwed,  and  it  is  fixed  into  the  piston  by  means  of  an  indented  nut.  This  nut  is 
in  some  cases  hexagonal,  and  in  other  cases  the  exterior  forms  a  portion  of  a  cone,  which  completely 
fills  a  corresponding  recess  in  the  piston.  But  nuts  made  in  tills  way  become  rusted  into  their  seat 
after  some  time,  and  cannot  be  started  without  much  difficulty.  Messrs.  Miller,  Ravenhill  and  Co.,  fix 
in  their  piston-rods  by  means  of  an  indented  hexagonal  nut,  which  may  be  started  by  means  of  an  open 
box  key.  The  thread  of  the  screw  is  made  flat  upon  the  one  side,  and  much  slanted  on  the  other, 
whereby  a  greater  strength  is  secured,  without  any  disposition  to  split  the  nut.  When  pistons  are  made 
of  a  single  ring,  or  of  a  succession  of  single  rings,  the  strength  of  each  ring  is  tested  previously  to  its 
introduction  into  the  piston,  by  means  of  a  lever  loaded  by  a  heavy  weight.  The  old  practice  was  to 
depend  cliiefly  upon  grinding,  as  the  means  of  making  the  rings  tight  upon  the  piston  or  upon  one 
another ;  but  scraping  is  now  chiefly  relied  oa  A  slight  grinding,  however,  with  powdered  Turkey 
stone  appears  to  be  expedient,  which  may  be  most  conveniently  accomplished  by  setting  the  piston  on  a 
revolving  table,  and  holding  the  ring  stationary  by  a  cross-piece  of  wood  while  the  table  turns  round. 
Pieces  of  wood  may  be  interposed  between  the  ring  and  the  body  of  the  piston,  to  keep  the  ring  nearly 
n  its  right  position ;  but  these  pieces  of  wood  should  be  fitted  so  loosely  as  to  give  some  side-play,  eLie 
the  ring  will  wear  itself  into  a  groove  on  the  piston.  Messrs.  Penn  grind  their  cylinders  after  they  are 
bcred,  by  laying  them  on  their  side,  and  rubbing  a  heavy  piece  of  lead,  made  to  the  curve  of  tlie  cyUn- 
dcr,  and  smeared  with  emery  and  oil,  backwards  and  forwards  by  hand,  the  cylinder  being  gradually 
turned  round,  so  as  to  subject  every  part  successively  to  the  operation.    The  pistons  are  also  ground 
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into  the  cylindera  with  great  care,  so  that  they  are  perfectly  tight  from  the  commencement    Messrs 
Penn's  piston  for  oscillating -engines  has  a  single  packing  ring,  with  a  tongue-piece,  as  in  Messrs.  Mauds- 
lay's  and  Messrs.  ililler's  arrangements.     Tiie  ring  is  packed  behind  with  hemp-packing,  and 
the  piece  which  covers  the  joint  is  made  of  slieet-copper,  and  is  indented  into  the  iron  of  the       l^ll. 
ring,  so  as  to  offer  no  obstruction  to  tlie  application  of  the  hemp.    The  ring  is  ground  to  the    rf^^ 
piston  only  on  the  under  edge  :  the  top  edge  is  rounded  from  tlie  inside  to  a  point,  and  the    J I      U 
junk-ring  does  not  bear  upon  it,  but  the  junk-ring  squeezes  down  the  hemp-packing  between  ^      "^ 
the  packing-ring  and  the  body  of  the  piston.    The  metallic  packing  of  the  piston  consists  of 
a  double  tier  of  rings,  cut  into  numerous  segments.     We  approve  of  the  plan  of  adding  a  nut 
to  the  top  of  the  piston-rod,  in  addition  to  the  cutter,  for  securing  tlie  piston-rod  to  the  cross- 
bead,  as  shown  in  Fig.  1411,  where  the  piston-rod  is  7  inches  in  diameter,  and  the  screw  5 
inches :  the  part  of  the  rod  which  fits  into  the  cross-head  eye,  is  1  foot  6^  inches  long,  and  tapers 
from  6i  to  6  13-1 6th  inches  diameter.    The  proportion  of  taper  is  a  good  one:  if  the  taper  be 
less,  or  if  a  portion  of  the  piston-rod  within  the  cross-head  eye  be  left  untapered,  as  is  some- 
times the  case,  it  is  very  difficult  to  detach  the  parts  from  one  another. 

Cylinder  cover. — The  cylinder  cover  in  plate  of  details  is  cast  close,  and  a  few  holes  are  left  for  taking 
out  the  core  by,  which  holes  are  afterwards  plugged  up.  An  annular  recess  is  left  in  the  under  side  of 
the  cover,  for  the  accommodation  of  the  heads  of  the  piston-bolts.  The  gland  of  the  stuffing-box  is 
shown  on  a  larger  scale  on  the  same  plate.  Fig.  1412  repre- 
sents the  stuffing-box  of  the  Don  Juan  steamer,  cylinder  68 
inches  diameter.  This  appears  to  us  better  than  that  of  the 
West  India  packets :  there  is  a  great  advantage  in  a  deep 
stuffing-box,  especially  in  the  case  of  vessels  intended  to 
perform  long  voyages.  Fig.  1413  represents  the  cylinder 
cover  of  a  Cornish  engine.  The  stuffing-box  is  provided 
with  a  lantern  brass,  into  which  steam  is  admitted  by  a  small 
pipe.  There  is  packing  both  above  and  below  the  lantern 
brass,  to  prevent  any  leakage  of  air  by  the  stuffing-box; 
for  even  if  the  packing  be  defective,  it  will  be  steam  that 
leaks  in,  which  is  condensable ;  and  such  a  leak,  though  it 
will  increase  the  consumption  of  fuel,  will  not  diminish  the 
250wer  of  the  engine.  It  is  the  usual  practice  to  interpose 
between  the  cylinder  cover  and  the  cylinder  flange  a  gasket- 
ring  as  a  joint ;  but  a  joint  of  this  kind  leaks  air  impercep- 
tibly, and  it  is  better  to  make  the  surfaces  very  true,  and 
to  interpose  either  a  ring  of  sheet-lead  or  a  little  red-lead 
putty.  It  appears  expedient  to  us  that  all  marine  engines 
should  be  furnished  with  steam-jackets,  and  should  also  be 
funished  with  spaces  in  the  cover  and  cylinder-bottom  for 
the  admission  of  steam.  Large  engines,  too,  we  conceive 
should  be  fitted  with  the  lantern  brass  stuffing-boxes. 

Fig.  1414  represents  the  stuffing-box  of  the  Trident,  the  engines  of  which  are  of  the  oscillating  kind 
by  Messrs.  Boulton  and  Watt.  The  extra  depth  of  this  stuffing-box  is  necessary  to  counteract  the  ten 
dency  to  wear  oval.  This  tendency  has  not  been  found  to  occasion  much  inconvenience  in  oscillating 
engines.  In  engines  with  the  ordinary  parallel  motion  the  stuffing-box  has  a  tendency  to  wear  oval, 
wliich  may  be  perceived  if  attention  be  paid  to  the  setting  of  the  parallel  motion.  If  the  piston  be 
moved  through  a  stroke,  the  gland  will  be  found  to  move  easily  upon  the  piston-rod  at  some  points,  and 


be  jammed  up  tight  in  the  stuffing-box  at  other  points  of  the  stroke ;  inequalities  which  clearly  show 
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the  existence  of  a  very  sensible  deviation  from  a  perfectly  vertical  motion.  The  brass  dome  attached 
to  the  gland  and  embracing  the  rod,  is  an  excellent  addition ;  it  keeps  the  grease  employed  to  lubricate 
the  rod,  from  being  split,  and  prevents  grit  and  dust  from  getting  into  the  gland,  whereby  in  common 
engines  the  rod  is  frequently  much  scratched  and  injured.  Metallic  packing  in  the  stuffing-box  lias  been 
used  in  some  engines,  consisting  in  most  instances  of  one  or  more  rings,  cut,  sprung  out,  and  slipped  upon 
the  piston-rod,  before  the  cross-head  is  put  on,  and  packed  with  hemp  behind.  This  species  of  packing 
answers  very  well  when  the  parallel  motion  is  true,  and  the  piston-rod  free  from  scratclies,  and  it  ac- 
complishes a  material  saving  of  tallow.  In  some  cases  a  piece  of  sheet-brass,  packed  behind  with  hemp, 
has  teen  introduced  with  good  effect,  a  flange,  notched  to  permit  the  bending,  being  turned  over  on  th»s 
under  edge  of  the  brass,  to  prevent  it  from  slipping  up  or  down  with  the  motion  of  the  rod. 


ENGINES,  DETAILS  OF. 


493 


Slide-valve. — The  slide-valve  represented  in  the  plate  of  details  is  that  kr  own  as  the  long  D.  The 
ralve-rod  is  attached  to  a  cross-bridge  in  the  plane  of  the  under  face,  and  the  spring  upon  the  rod  is 
sufficient  to  allow  the  valve  to  be  tiglitened  up  as  the  face  wears.  In  short  D  valves,  where  the  valve- 
rod  is  very  short,  the  eye  which  attaches  the  valve  to  the  rod  has  to  be  made  oblong.  Fig.  1415,  or  else 
the  holes  of  the  casing-cover  have  to  be  made  oval,  so  as  to  enable  the  valve-cover  to  be  advanced 
nearer  to  the  cylinder,  as  the  valve  face  wears.  The  valve-packings  are  introduced  by  doors  at  the 
back  of  the  valve-casing,  and  are  pressed  by  blocks,  of  which  one  is  shown  in  the  same  plate  as  the 
valve.  This  block,  it  will  be  remarked,  is  in  three  pieces,  which  are  tongued  to  one  another ;  it  is 
pressed  forward  by  means  of  screws,  which  pass  through  a  cross-bar  extending  across  the  packing-port, 
Fig.  1416,  the  ends  of  which  rest  in  two  angular  lugs  cast  therein.  The  purpose  of  this  bar  is  to  pre- 
vent the  strain  requisite  for  tightening  the  packing  from  being  thrown  upon  the  packing-door,  which 
would  spring  it  out,  and  might  cause  the  joint  of  the  door  to  leak.  In  some  cases  the  screws  by  which 
the  packing  is  pressed,  pass  through  tlie  door,  and  are  made  tight  by  a  jam-nut,  with  a  recess,  into 
which  a  turned  part  of  the  nut  enters,  as  shown  in  Fig.  1417  ;  a  hemp  washer  being  interposed  at  the 
point  of  contact.  In  the  plate,  however,  a  different  plan  is  shown,  which  is  again  represented  in  Fig. 
1417.  The  packing-screws  do  not  pass  through  the  doors,  but  are  kept  short ;  and  opposite  to  each 
screw  a  plug  is  situated  in  the  packing-door,  which  has  to  be  withdrawn  when  the  packing  is  to  be 
tiglitened.  In  each  of  these  plugs  a  small  recess  is  turned  out,  for  the  reception  of  a  ring  of  hemp. 
This  recess  is  better  half-round  than  square. 

1416. 
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Some  packhig-blocks  are  tightened  sideways,  by  screws  which  are  inserted  in  the  sides  of  the  pack- 
ing ports ;  but  in  the  plate  the  block  is  tightened  by  its  own  wedge-shape  point,  which  presses  against 
another  wedge-formed  piece,  cast  on  the  valve-casing,  as  will  be  understood  by  a  reference  to  Fig.  1418. 
In  some  cases  the  end  of  the  packing  abuts  upon  the  cylinder  face,  but  generally  it  overlaps  two  or 
tliree  inclies  in  large  engines,  and  a  piece,  a,  Fig.  1419,  is  cast  on  each  side  of  the  cylinder  port,  in  con- 
tinuation of  the  circle  of  the  valve,  to  furnish  a  surface  upon  which  the  packing  may  press.  By  this 
expedient  the  chance  of  leakage  at  the  corner  of  the  valve  is  diminished,  and  the  length  of  the  packing 
need  not  be  adjusted  with  such  critical  exactitude  as  is  necessary  by  the  other  arrangement.  In  some 
engines  the  packing  of  the  valve  is  put  in  like  that  of  a  piston,  and  is  pressed  down  by  means  of  a  junk- 
ring,  but  that  plan  is  now  little  resorted  to.  Metallic  packing  has  been  tried  in  D  valves,  but  only  with 
very  moderate  success.  The  kind  that  has  answered  best  is  a  piece  of  sheet-brass,  thinned  at  the  ends, 
bent  to  the  sliape  of  the  valve,  and  packed  beliind  with  hemp. 

1419. 
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Tliere  is  a  good  deal  of  trouble  with  every  modification  of  valve  faces ;  but  cast-iron  working  upon 
cast-iron  is  perhaps  the  best  combination  yet  introduced.  The  usual  practice  is  to  pin  brass  faces  on 
the  cylinder,  allowing  the  valve  to  retain  its  cast-iron  face.  Some  makers  employ  brass  valves,  and 
others  pm  brass  on  the  valves,  leaving  the  cylinder  with  a  cast-iron  face.  Speculum  metal  and  steel 
have  been  tried  for  the  cylinder  faces,  but  only  with  moderate  success.  In  some  cases  the  brass  gets 
into  ruts ;  but  the  most  prevalent  affection  is  a^degradation  of  the  iron,  owing  to  the  action  of  the  steam, 
and  the  face  assuming  a  granular  appearance,  something  like  loaf  sugar.  This  action  shows  itself  only 
at  particular  spots,  and  cliiefly  about  the  angles  of  the  port,  or  valve  face.  At  first  the  action  is  slow ; 
but,  once  the  steam  has  worked  a  passage  for  itself,  the  cutting  away  becomes  very  rapid,  and  in  a 
short  time  it  will  be  impossible  to  prevent  the  engine  from  heating  when  stopped,  owing  to  the  leakage 
of  steam  through  the  valve  into  the  condenser.  However  truly  the  I)  valve  may  be  formed  at  first,  tlie 
face  will  become  slightly  hollow  by  the  application  of  heat,  as  the  circular  will  expand  more  than  the 
straight  part,  and  the  packing  resists  the  enlargement  of  the  circle.  The  cross-section  will  therefore 
assume  something  of  the  form  sho\vn  in  Fig.  1420,  where  the  dotted  line  represents  the  original  position 
of  the  face ;  and  on  examining  a  valve  newly  put  in  action,  it  will  generally  be  found  that  it  presses 
hardest  on  the  tails.  The  face  therefore  should  be  made  slightly  rounded  in  the  manufacture ;  and  ii 
the  engine  is  a  large  one,  the  cylinder  must  not  be  faced  when  lying  on  its  back,  unless  it  has  been 
wedged  up  to  the  form  it  assumes  when  standing  on  end,  else  the  partial  collapse  of  the  cylinder  will 
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cause  the  face  to  become  untrue.  Copper  steam-pipea  seem  to  have  some  galvanic  action  on  vaka 
faces,  and  malleable  iron  pipes  have  sometimes  been  substituted ;  but  they  are  speedily  worn  out  by 
Dxydation,  and  the  scales  of  rust  which  are  carried  on  by  the  steam,  scratch  the  valves  and  cylinders,  so 
that  the  use  of  copper  pipes  is  the  least  evil.  The  valve-rod  in  tliat  part  opposite  to  the  steam-port  is 
often  much  wasted  by  the  steam ;  it  therefore  appears  expedient  to  surround  it  by  a  copper  pipe  where 
an  injm-ious  action  is  to  be  apprehended.  Tlie  valve-casing  shown  in  the  plates  is  made  close  at  the 
bottom,  the  exhaustion  being  accomphshed  by  the  upper  eduction-pipe.  In  cases  in  which  exhaustion 
is  performed  from  below,  it  is  expedient  to  cast  two  projections  on  the  sole-plate,  to  prevent  the  valve 
from  falhng  down  inconveniently  far  when  the  valve  links  are  taken  of£  There  is  no  expansion  joint 
introduced  in  the  valve-casing  of  these  engines,  which  is  a  serious  defect,  as  the  steam  gains  admission 
to  the  valve-casing  before  it  can  enter  the  cylinder,  and  the  joints  are  damaged,  and  in  some  cases  the 
cyUnder  is  cracked,  by  the  inequality  of  expansion  of  the  cyhnder  and  valve-casing. 

In  facing  a  valve  recourse  is  had  to  the  use  of  a  face  plate,  to  ensiu-e  the  accuracy  of  the  work.  To 
ascertain  whether  the  face  plate  bears  equally,  smear  it  over  with  a  little  red  ochre  and  oil,  and  move 
the  face  plate  slightly,  which  will  fix  the  color  upon  the  prominent  points.  This  operation  is  to  be  re- 
peated frequently,  and  as  the  work  advances,  the  quantity  of  coloring  matter  is  to  be  diminished,  until 
finally  it  is  spread  over  the  face  plate  in  a  thin  film,  which  only  dims  the  brightness  of  the  plate.  The 
surface  at  this  stage  must  be  rubbed  firmly  together  to  make  the  points  of  contact  visible,  and  the  higher 
points  will  become  slightly  clouded,  while  the  other  parts  are  left  more  or  less  in  shade.  If  too  small  a 
quantity  of  coloring  matter  be  used  at  first,  it  will  be  difficult  to  form  a  just  conception  of  the  general 
state  of  the  surface,  as  the  prominent  points  will  alone  be  indicated,  whereas  the  use  of  a  large  quantity 
of  coloring  matter  in  the  latter  stages  would  destroy  the  delicacy  of  the  teSt  the  face  plate  afibrds.  The 
scraping  tool  should  be  of  the  best  steel,  and  should  be  carefully  sharpened  at  short  intervals  on  a  Tur 
key  stone,  so  as  to  maintain  a  fine  edge.  A  flat  file  bent,  and  sharpened  at  the  end,  makes  an  eligible 
scraper  for  the  first  stages ;  and  a  three-cornered  file,  sharpened  at  all  the  corners,  is  the  best  instru- 
ment for  finishing  the  operation.  The  number  of  bearmg  points  desirable  on  the  surface  of  the  work 
depends  on  the  use  to  which  it  is  to  be  applied,  but  in  any  case  tlie  bearing  points  should  be  distributed 
equally  over  the  surface.  Great  care  must  be  taken  in  fitting  valve  faces  that  the  valve  be  not  made 
conical :  unless  the  back  be  exactly  parallel  with  the  face,  it  will  be  impossible  to  keep  the  packing 
from  being  rapidly  cut  away.  When  the  valve  is  laid  upon  the  face-plate,  the  back  must  be  made  quite 
fair  along  the  whole  length,  by  draw-filing,  according  to  the  indications  of  a  straight  edge ;  and  the  dis- 
tance from  the  face  to  the  extreme  height  of  the  back  must  be  made  identical  at  each  extremity. 
Should  a  hole  occur  either  in  the  valve,  in  the  cylinder,  or  any  other  part  where  the  surface  requires  to 
be  smooth,  it  may  be  plugged  up  with  a  piece  of  cast-iron  as  nearly  as  possible  of  the  same  texture. 
Bore  out  the  faulty  part,  and  afterwards  widen  the  hole  with  an  eccentric  drill,  so  that  it  will  be  of  the 
least  diameter  at  the  mouth.  The  hole  may  go  more  than  half  through  the  iron :  fit  then  a  plug  of  cast- 
iron  roughly  by  filing,  and  hammer  it  into  the  hole,  whereby  the  plug  will  become  riveted  in,  and  its 
surface  may  then  be  filed  smooth.  Square  pieces  may  be  let  in  after  the  same  fashion,  the  hole  being 
made  dovetailed,  and  the  pieces  thus  fitted  will  never  come  out. 

Brass  faces  are  put  upon  valves  or  cylinders  by  means  of  small  brass  screws,  tapped  into  the  iron 
with  conical  necks  for  the  retention  of  the  brass :  they  are  screwed  in  by  means  of  a  square  head,  which, 
when  the  screw  is  in  its  place,  is  cut  off  and  filed  smooth.  In  some  cases  the  face  is  made  of  extra 
thickness,  and  a  rim  not  so  thick  runs  round  it,  forming  a  step  or  recess  for  the  reception  of  brass  rivets, 
the  heads  of  which  are  clear  of  the  face. 

Air-pump. — ^The  air-pump  is  attached  to  the  sole-plate  by  a  rust  faucet  joint,  which  is  preferable  to  a 
rust  flange  joint,  as  the  salt  water  eats  away  the  heads  of  the  bolts,  unless  they  are  copper ;  and  if  they 
are  copper,  they  waste  the  iron.  The  oil  and  grease  which  fall  from  the  crank-pin  upon  the  sole-pLite, 
deoxidize  the  rust  of  a  flange  joint,  whereas  with  a  faucet  joint,  suitably  made,  they  cannot  remain  in 
the  same  intimate  contact  Short  steel  keys  should  be  driven  into  the  faucet  in  several  places  before 
the  joint  is  made,  but  they  should  not  rise  to  the  top  of  the  faucet  so  as  to  divide  the  joint  into  segments. 

The  air-pump  bucket  is  made  with  a  junk-ring,  whereby  the  packing  of  the  bucket  may  be  easily 
screwed  down.  The  valve  is  of  the  spindle  or  pot-lid  kind.  The  foot  and  delivery  are  of  the  flap  or 
iianging  kind.  These  valves  all  make  a  considerable  noise  in  working,  and  are  objectionable  in  many 
ways.  Valves  of  the  same  construction  as  those  known  as  Harvey  and  West's,  which  are  similar  to 
those  shown  in  Fig.  1360,  have  been  employed  with  advantage  by  Messrs.  Rennie;  and  valves  on 
BeUdor's  construction,  which  is  in  effect  that  of  a  throttle-valve  hung  off  the  centre,  were  some  years 
ago  proposed  by  us  for  the  delivery  and  foot-valves.  Some  delivery-valve  seats  are  bolted  into  the 
mouth  of  the  air-pump,  apparently  in  the  conviction  that  the  pump-bucket  never  requires  to  be  looked 
at.  If  delivery-valves  be  put  in  the  mouth  of  the  air-pump  at  all,  tlie  best  mode  of  fixing  them  appeara 
to  be  that  adopted  by  Messrs.  Maudslay.  The  top  of  the  pump-barrel  is  made  quite  fair  across,  and 
upon  this  flat  surface  a  plate  containing  the  delivery-valve  is  set,  there  being  a  small  ledge  all  round  to 
keep  it  steady.  Between  the  bottom  of  the  stufiing-box  of  the  pump-cover  and  the  eye  of  the  valve- 
seat,  a  short  pipe  extends,  encircling  the  pump-rod,  its  lower  end  checked  into  the  eye  of  the  valve-seat, 
and  its  upper  end  widening  cut  to  form  the  bottom  of  the  stufling-box  of  the  pump-cover.  Upon  the 
top  of  this  pipe  some  screws  press,  which  are  accessible  from  the  top  of  the  stuffing-box  gland,  and  the 
packing  also  aids  in  keeping  down  the  pipe,  the  function  of  which  is  to  retain  the  valve  seat  in  its  place. 
When  the  pump-bucket  has  to  be  examined,  the  valve-seat  may  be  slung  with  the  cover  so  as  to  come 
up  with  the  same  purchase.  For  the  bucket-valves  Messrs.  Maudslay  employ  two  or  more  concentric 
ring-valves,  witlx  a  small  lift.  These  valves  have  given  a  good  deal  of  trouble,  in  consequence  of  the 
frequent  fracture  of  the  bolts  which  guide  and  confine  the  rings ;  but  their  principle  appears  superior  to 
that  of  any  of  the  other  air-pump  valves  at  present  in  common  use,  with  the  exception  of  the  equili- 
brated-valve,  in  which  it  is  preferable  that  the  face  should  Ml  in  a  groove  filled  with  end-wood.  It 
would  not  be  difficult  to  make  this  groove  so  that  the  water  would  have  to  be  forced  out  of  it  during 
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the  descent  of  the  valve,  whereby  the  shock  would  be  still  further  diminished.  It  would  be  preferable, 
however,  if  all  these  valves  could  be  discarded  in  favor  of  a  slide-valve,  which  might  be  applied  to  the 
air-pump  with  much  advantage. 

The  air-pump  bucket  and  valves  are  all  of  brass,  and  the  chamber  of  the  pump  is  Jined  with  copper. 
It  is  now  a  common  practice  to  make  the  chamber  of  the  air-pump  wholly  of  brass,  whereby  a  emgle 
boring  suffices.  When  a  copper  lining  is  used,  the  pump  is  first  bored  out,  and  a  bent  sheet  of  copper 
is  introduced,  which  is  made  accurately  to  fill  the  place,  by  hammering  the  copper  on  the  inside. 
Muntz's  metal  is  sometimes  used  instead  of  copper,  and  Muntz's  metal  air-pump  rods  are  now  as  gen- 
erally used  as  copper  rods  or  iron  rods  covered  with  brass.  Iron  rods  covered  Avith  brass  are  not  to  be 
commended ;  they  generally  are  wasted  away  where  the  bottom  cone  fits  into  the  bucket-eye,  and  if  the 
casing  be  at  all  porous,  the  water  will  sometimes  insinuate  itself  between  the  casing  and  the  rod,  and 
eat  away  the  iron.  If  iron  rods  covered  with  brass  be  used,  the  brass  casing  should  come  some  distance 
into  the  bucket-eye ;  the  cutter  should  be  of  brass,  and  a  brass  washer  should  cover  the  under  side  of 
the  eye,  so  as  to  defend  the  end  of  the  rod  from  the  salt  water.  Rods  of  Muntz's  metal  are,  probably, 
on  the  whole  to  be  preferred ;  and  it  is  a  good  practice  to  put  a  nut  on  the  top  of  the  rod  to  seciu-e  it 
more  firmly  in  the  cross-head  eye.  The  part  which  fits  into  the  cross-head  eye  should  have  more  taper 
when  made  of  copper  or  brass  than  when  made  of  iron ;  as  if  the  taper  be  small,  the  rod  may  get  staved 
into  the  eye,  whereby  it  will  be  so  firmly  fixed  as  to  make  its  detachment  a  difficult  operation.  Me- 
tallic packing  has  in  some  instances  been  employed  in  air-pump  buckets,  but  its  success  has  not  been 
such  as  to  lead  to  its  further  adoption. 

Sole-plate  and  condenser. — Every  marine  engine,  of  the  side-lever  kind,  should  be  constructed  with  a 
sole-plate ;  and  we  think  it  the  best  way  that  the  condenser  be  cast  upon  the  sole-plate.  Engines  un- 
furnished with  sole-plates,  and  with  joints  between  the  valve-casing  and  condenser  below  the  level 
of  the  keelsons,  are  extremely  objectionable.  Those  joints,  either  from  the  working  of  the  ship — the 
movement  of  the  cylinder  or  condenser — the  deoxidizing  effect  of  the  oil  spilt  about  the  macliinery — or 
the  combination  of  all  these  causes — will  be  siu-e,  sooner  or  later,  to  become  leaky ;  and  it  is  almost  im- 
possible to  remake  or  effectually  stanch  them.  Messrs.  Maudslay  and  Co.,  in  their  West  India  mail 
packet  engines,  bolted  the  condenser  to  tlie  under-side  of  the  sole-plate ;  by  which  expedient  the  rust- 
joints  are  preserved,  in  a  great  measure,  from  the  action  of  the  grease,  and  from  any  strain  or  vibration 
consequent  upon  tlie  yielding  of  the  condenser  or  cylinder.  Messrs.  Miller  and  Co.  adopted  the  same 
arrangement  of  condenser,  but  cast  the  condenser  upon  the  sole-plate. 

Tliere  are  very  few  of  the  engines  made  in  Scotland  in  which  the  condenser  is  not  cast  upon  the  sole- 
plate  ;  and  in  almost  all  of  them  the  greater  part  of  the  condenser  is  situated  above  the  sole-plate,  and 
the  main-centre  passes  through  it.  The  height  of  the  condenser,  in  tliis  arrangement,  has  the  advantage 
of  enabling  the  air-pump  to  drain  it  of  water  very  effectually ;  but  the  same  object  is  accomplishable  by 
the  use  of  a  very  large  eduction-pipe  immediately  behind  the  valve-casing  into  which  the  injection  wa- 
ter is  admitted,  and  which  thus  becomes,  in  effect,  a  tall  condenser.  This  latter  is  the  arrangement  of 
Messrs.  Maudslay  and  Messrs.  Miller.  It  has  the  advantage  of  leaving  the  space  usually  occupied  above 
the  sole-plate  by  the  condenser,  free  and  unperplexed  by  any  species  of  macliinery  except  the  main- 
centre,  which  is  supported  by  pillow-blocks  resting  or  cast  on  the  sole-plate. 

The  practice  of  passing  the  main-centre  through  the  condenser,  either  with  or  without  a  pipe,  is  ob- 
jectionable. A  pipe  is  calculated  to  make  the  sides  of  the  condenser  crack  by  unequal  contraction,  and 
the  absence  of  a  pipe  endangers  a  leakage  of  air  round  the  main-centre  joint.  The  keys  employed  to 
fix  the  main-centre  will  sometimes  occasion  trouble,  from  becoming  loose ;  and,  in  some  instances,  we 
have  known  a  main-centre  boss  to  be  split,  from  the  keys  being  driven  too  hard.  In  all  cases  the  thick- 
ness of  metal  requisite  in  the  condenser  sides  for  resisting  the  strain  of  the  main-centre,  will  make  the 
sides  more  Uable  to  crack,  in  consequence  of  being  suddenly  cooled.  Upon  the  whole,  the  practice  of 
securing  the  main-centres  by  plummer-blocks  appears  greatly  preferalDle:  when  the  main-centre  is 
made  to  pass  through  the  condenser,  the  hole  should  be  bored  out,  and  the  main-centre  ground  in  with 
a  little  taper.  It  is  the  usual  practice  in  engines  which  have  the  main-centre  passing  through  the  con- 
denser, to  set  the  hot  well  on  the  top  of  the  condenser,  and  this  is  the  arrangement  in  the  engines  of 
which  we  have  given  the  details.  A  part  of  the  hot  well  is  divided  off,  to  serve  as  an  eduction-passage 
for  the  conveyance  of  the  steam  from  the  superior  part  of  the  valve-casing.  By  this  arrangement  there 
is  no  danger  of  water  running  from  the  condenser  bact  into  the  cylinder.  Projections  are  cast  in  the 
foot-valve  passage  for  the  reception  of  the  foot-valve  seat,  by  means  of  which  it  is  keyed  into  its  place ; 
and  similar  projections  are  cast  in  the  mouth  of  the  air-pump  for  the  reception  of  the  delivery -valve. 

There  does  not  appear  to  be  any  man-hole  door  to  the  condenser  in  this  engine,  which  is  a  defect.  It 
would  have  been  easy  to  make  a  man-hole  in  tlie  curved  nozzle  leading  from  the  air-pump  to  the  hot 
well :  a  door  in  that  situation  would  have  been  easy  of  access  from  the  hot  well  man-hole,  and  it  would 
have  always  been  covered  with  water  when  the  engine  was  at  work,  so  that  a  leakage  of  air  could  not 
have  taken  place.  The  injection  nose-pipe  runs  across  the  condenser,  near  the  mouth  of  the  eduction- 
pipe.  A  cock,  by  which  water  may  be  injected  from  the  bilge,  should  the  vessel  spring  a  leak,  is  uni- 
versally employed  in  marine  engines,  and  is  shown  in  the  sectional  drawing  of  the  enguies,  dotted  in. 
lliis  cock  should  never  be  furnished  with  a  rose  within  the  condenser,  and  should  never  be  joined  on  to 
the  injection-pipe  proceeding  from  the  sea.  We  have  kn.^wn  various  cases  in  which  a  vessel  has  been 
nearly  lost  from  the  internal  roses  of  the  bilge  injection  becoming  choked  up  with  refuse  drawn  out  of 
the  bilge,  and  which,  but  for  tliose  roses,  would  have  passed  into  the  condenser  and  been  deUvered  by 
the  air-pump  without  creating  any  obstruction. 

Framing. — Cast-iron  framing  is  now  given  up  in  marine  engines,  and  malleable  iron  framing  alone  is 
employed.  It  is  a  bad  plan  to  attach  the  diagonal  stay  to  the  hot  well,  as  is  sometunes  done,  as  the 
working  of  the  stay  breaks  the  hot-well  joint.  It  is  a  bad  plan,  too,  to  attach  the  framing  to  the  sides 
Df  the  ship,  as  the  working  of  the  ship  in  a  sea  will  strain  and  may  break  it.  In  iron  steamers  a  plan 
now  prevails  of  running  the  deep  beams  before  and  abaft  the  crank-hatch  (which  are  also  made  of  iron) 
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through  the  ship's  side,  joining  the  extremities  of  those  beams  by  curved  cross-beams,  on  which  the  shaft 
plummei  blocks  are  made  to  rest    The  paddle-wheel,  by  tliis  plan,  is  overhung,  and  the  whole  of  the 
arms  radiate  from  a  triple  centre.    A  very  substantial  framing  may  be  made  by  adopting  this  arrange- 
ment, and  it  is  one  which  is  applicable  in  the  case  of  direct-action  engines  as  well  as  in 
those  on  the  side-lever  plan.    The  brasses  of  the  paddle-shaft  plummer-blocks  should  not  1421. 

be  made  with  fitting  strips  on  the  backs,  but  the  whole  of  their  exterior  should  be  planed, 
and  the  interior  of  the  plummer-blocks  should  also  be  planed  for  their  reception.  Brasses 
fitted  with  fitting  strips  soon  wear  slack  sideways.  Octagonal  bottom  brasses  are  not  so 
good  as  those  which  are  square,  as  they  cannot  be  lined  up  so  conveniently  if  the  shaft 
gets  out  of  truth.  Square-bottom  brasses,  with  flanges,  as  shown  in  Fig.  1421,  we  have  ' 
found  preferable  to  any  other  variety. 

Side-lever. — ^The  drawing  we  have  given  of  the  side-lever  will  sufficiently  explain  its  general  form  and 
dimensions.  In  some  of  the  more  recent  side-lever  engines,  the  side-levers  are  made  of  malleable  iron, 
each  lever  being  composed  of  two  plates,  set  on  edge,  the  length  of  the  bearings  apart  from  each  other. 
The  studs  in  the  side-lever  should  be  steeled,  and  should  be  of  larger  dimensions  than  is  necessary  for 
strength ;  as  if  they  wear  oval,  they  are  likely  to  burst  the  side-rod  or  cross-tail  straps,  when  the  brasses 
are  tightened  up.  ,  Unless  the  main-centre  journals  be  made  spheroidal,  there  should  always  be  large 
collars  on  the  main-centre,  against  which  the  side-levers  may  press,  so  as  to  prevent  lateral  play ;  and 
the  washers  on  the  main-centre  ends  should  be  capable  of  being  tightened  up  against  the  brasses  of  the 
side-lever  eye.  Without  this  precaution,  the  engines  will  jerk  most  disagreeably  sideways  in  a  sea-way 
when  the  brasses  come  to  be  at  all  worn. 

Cross-heads  and  tails,  side  and  connecting-rods. — The  parallel  motion,  it  will  be  remarked  in  the 
drawings  of  details,  is  attached  to  the  cross-head ;  but  parallel  motions  are  now  falling  into  disfavor,  and 
guides  are  taking  their  place.  The  side-rod  eye  is  fitted  with  a  conical  bush,  with  a  spiral  cut  in  it,  so 
that  it  may  be  tightened  upon  the  cross-head  journal  by  means  of  a  washer  drawn  in  oy  a  screw.  In 
some  cases  the  side-rod  eye  is  fitted  with  an  octagonal  brass,  tightened  by  a  cutter  beneath  the  vmder 
portion ;  and  in  other  cases  the  brass  is  round,  and  the  upper  portion  is  pressed  down  by  means  of  a 
screw,  which  is  made  hollow,  and  serves  also  as  an  oil-cup.  The  upper  piece  is  such  as  would  require 
to  be  cut  out  of  the  brass,  in  order  to  permit  the  joiunal  to  come  out  without  being  shifted  on  end ;  and 
the  sliding  joints  of  the  bush  are  rebated,  to  prevent  end-play.  In  the  manufacture  of  brasses  of  this 
kind  the  pieces  are  first  fitted  and  soldered  together ;  they  are  then  bored  and  turned ;  and  finally  the 
soldering  is  loosened  by  the  appUcation  of  heat.  The  cross-tail  butts  are  generally  ground  on  to  their 
places,  and  the  end  of  the  cross-tail  riveted  over  on  them,  a  round  steel  pin  being  afterwards  intro- 
duced, half  into  the  cross-tail  and  half  into  the  butt.  In  some  cases,  however,  they  are  put  on  hot,  as 
practised  in  the  case  of  cranks ;  and  in  the  specimen  before  us  a  washer  is  substituted  for  the  riveting 
of  the  end.  In  aU  cases  in  which  an  eye  is  put  on  hot  against  a  collar,  the  eye  should  be  recessed  for 
the  reception  of  a  small  portion  of  the  collar,  as  the  eye  in  contracting  sideways  will  leave  a  space 
between  the  collar  and  the  eye,  which,  by  tliis  means,  wiU  not  be  discernible.  The  connecting-rod  is 
made  with  a  strap  to  embrace  the  crank-pin,  as  is  the  usual  practice.  Connecting-rods  made  in  this  way 
should  always  have  a  malleable  iron  cap  above  the  upper  brass,  instead  of  having  the  cap  and  upper 
brass  made  in  a  piece.  If  the  crank-pin  heats,  the  brass  cap  wil^  probably  be  cracked,  and  cases  might 
be  mentioned  in  which  vessels  have  been  nearly  lost  from  such  an  occurrence. 

Cranks,  eccentrics,  shafts,  and  paddles. — The  cranks  and  shafts  of  marine  engines  are  now  always 
made  of  wrought-iron.  The  crank  is  shrunk  on  the  shaft  hot,  and  a  strong  square  key  is  then  driven  in 
at  the  part  nearest  the  web,  so  as  to  obviate  the  weakening  of  the  eye.  The  crank-pin  is  fixed  in  the 
intermediate  crank,  and  is  loose  in  the  eye  of  the  paddle-crank,  which  is  fitted  with  a  bush,  upon  which 
the  rounded  end  of  the  crank-pin  bears.  The  end  of  the  crank-pin,  fitting  into  the  eye  of  the  inter 
mediate  crank,  is  made  conical,  and  is  drawn  into  its  place  by  a  cutter  passing  through  both  pin  and 
eye.  The  rounded  end  of  the  pin  enables  the  paddle-shaft  to  fall  at  the  outer  end,  as  it  always  does, 
witliout  breaking  the  pin.  In  some  cases  a  drag-link  is  used  instead  of  the  rounded  pin,  but  drag-hnks 
are  not  now  much  in  fashion.  A  very  good  method  of  fixing  the  crank-pin  into  the  eye  consists  in  the 
apphcation  of  a  strong  washer  over  the  crank-eye,  with  a  hole  in  the  centre,  through  wliich  a  stout  bolt 
passes  tapped  into  the  pin.  The  washer  is  indented  a  little  into  the  crank-eye,  so  as  to  obviate  any 
tendency  to  move  laterally.  Tliis  plan  is  unattended  with  any  more  trouble  than  if  the  pin  were  riveted 
in,  and  it  admits  of  the  pin  being  taken  out  by  merely  unscrewing  the  bolt  of  the  washer.  The  end  of 
the  pin  inserted  in  the  loose  eye  is  of  course  made  spheroidal,  so  as  to  permit  the  outer  end  of  the  shaft 
to  drop  a  little,  without  breaking  the  pin.  Tlie  pin  is  steeled  on  both  sides  of  this  spheroidal  part,  and 
bears  against  two  dovetailed  steel  plates.  Tlie  plate  situate  on  the  backing  side  was,  in  the  case  of  the 
Don  Juan,  tightened  by  means  of  a  screw  passing  tlu-ough  the  crank-eye.  The  web  of  the  crank  was 
made  thicker  and  narrower  than  usual,  the  intention  of  the  makers  being  that  the  web  should  be  capable 
of  resisting  the  twist  occasioned  by  the  overhang  of  the  crank-pin  more  effectually  than  is  done  in  the 
case  of  cranks  whose  shape  is  regulated  by  the  supposition  that  the  crank-pin  does  not  overhang:  at  alL 
There  is  more  plausibiUty  than  soundness  in  this  reasoning ;  the  fact  being,  that  the  strength  given  for 
the  single  purpose  of  overcoming  the  leverage,  is  more  flian  sufficient  to  withstand  the  twist.  The 
crank-pin  must  be  fitted  very  accurately  into  the  crank-eye,  else  it  will  be  very  liable  to  be  broken. 
The  wank-pin  should  always  be  larger  in  diameter  than  is  necessary  for  strength,  for  the  purpose  of 
keeping  the  journal  from  heating.  The  dimensions  given  in  our  tables  will  be  found  to  answer  very  well, 
and  they  are  slightly  in  excess  of  the  common  proportions. 

We  may  here  set  down  a  few  remarks  about  paddle-wheels,  which  cannot  well  be  severed  from  the 
subject  of  tlie  engine.  The  best  plan  of  making  the  centres  is  with  square  eyes,  and  each  centre  should 
be  secured  in  its  place  by  means  of  eight  thick  keys.  The  shaft  should  be  burred  up  against  the  heads 
of  these  keys  with  a  chisel,  so  as  to  prevent  the  keys  from  coming  back  of  their  own  accord.  If  the  keys 
sre  wanted  to  be  driven  back  this  burr  must  be  cut  ofij  and  the  keys,  if  made  thick  and  of  the  right 
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taper,  may  then  be  started  without  difficulty.  The  shaft  must  of  course  be  forged  with  square  proi 
jections  on  it,  so  as  to  be  suitable  for  the  application  of  centres  -with  square  eyes.  Messrs.  Maudslay 
ife  Co.  bore  out  their  paddle-centres  and  turn  a  seat  for  them  on  the  shaft,  afterwards  fixing  them  on  the 
shaft  with  a  single  key.  Tlie  plan  is  objectionable  for  two  reasons — it  is  insecure  when  new,  and  when 
old  is  irremoveable.  One  of  the  "West  India  mail  vessels,  by  Messrs.  Maudslay,  was  almost  disabled 
from  tliis  cause  on  the  first  voyage,  the  key  on  the  shaft  having  slackened,  and  tlie  centre  having  conse- 
quently turned  round ;  and  in  some  of  tlie  older  vessels  by  the  same  makers,  lately  under  repair  at 
Woolwich,  the  centres  had  to  be  broken  off,  for  they  could  not  be  got  off  in  any  other  way.  With  this 
plan  of  centre  we  have  often  kno\vn  tlie  centres  to  shift :  in  one  case  the  wheel  on  the  weather  side  was 
forced  against  the  side  of  the  ship,  and  the  floats,  in  their  revolution,  cut  deeply  into  the  outside  plank- 
ing. The  plan  of  making  round  bosses  on  the  shaft,  and  fixing  the  centres  with  four  keys,  as  shown  in 
our  plates  of  details,  is  also  objectionable  on  the  ground  of  insecurity. 

The  general  practice  among  the  London  engineers,  is  to  fix  the  paddle-arms  at  tlie  centre  to  a  plate 
by  means  of  bolts,  Fig.  1422,  a  projection  being  placed  upon  the  plates  on  each  side  of  the  arm,  to  pre- 
vent lateral  motion.  We  have  found  tliis  method  to  be  inferior  in  durability  to  that  adopted  in  the 
Clyde,  Fig.  1423,  in  which  each  arm  is  fitted  into  a  socket  by  means  of  a  cutter,  a  small  hole  being  left 
opposite  to  the  end  of  each  arm,  whereby  the  arm  may  be  forced  back  by  a  drift.  A- preferable  way 
would  be  to  form  tlie  paddle-centre  out  of  the  arms  themselves,  by  widening  them  at  the  head  until 
they  touch  one  another.  Fig.  1424,  and  then  applying  a  boiler-plate  upon  one  side,  and  riveting  the 
arms  firmly  to  it.  If  this  plan  be  adopted,  it  will  be  expedient  to  swell  the  tops  of  the  uncovered  side 
at  the  part  nearest  the  centre,  so  as  to  increase  the  length  of  bearing  for  the  keys  which  secure  the 
centre  to  the  shaft.  In  the  manufacture  of  this  centre  the  heads  of  the  arms  would  first  be  forged,  then 
planed  on  the  edges  and  fitted  together  on  the  plate.  The  holes  would  then  be  bored  for  the  rivets, 
temporary  bolts  fitted  into  them,  and  the  key-seats  cut  and  the  ends  of  the  arms  pared  in  the  slotting- 
macbine.  Finally,  the  arms  would  be  welded  on  to  the  heads,  and  the  various  parts  of  the  wlieel  riveted 
together. 


I 


1422. 


1423. 


Most  of  the  London  engineers  join  the  paddle-arms  to  the  outer  ring,  by  means  of  bolts,  but  those 
bolts,  after  a  time,  generally  become  slack  sideways,  and  a  constant  working  of  the  parts  of  the  wheel 
goes  on  in  consequence.  Some  engineers  form  the  part  of  the  outer  ring  opposite  the  arm  into  a  mortise, 
Fig.  1425,  and  they  wedge  the  arms  tight  in  the  hole  by  wedges  driven  in  on  each  side.  But  the  plan 
is  an  expensive  one,  and  not  satisfactory,  as  tlie  wedges  work  loose  even  though  riveted  over  at  the 
point.  The  best  mode  is  the  plan  for  the  most  part  practised  in  the  Clyde,  Fig.  1426,  of  making  the  arm 
with  a  long  T-head,  and  riveting  the  cross-piece  to  the  outer  ring  with  a  number  of  rivets,  not  of  the 
largest  size,  which  would  weaken  the  outer  ring  too  mucL  The  best  way  of  securing  the  inner  rings  to 
arms  is  by  means  of  lugs,  Fig.  1427,  welded  on  the  arms,  and  to  which  the  rings  are  riveted. 


1425. 


142C. 


1427. 


Paddle-floats  are  usually  made  either  of  elm  or  of  pine ;  if  of  the  former,  the  common  thickness  for 
large  sea-going  vessels  is  about  2  J  inches ;  if  of  the  latter,  3  inches.  They  should  have  plates  on  both 
sides,  else  the  paddle-arms  will  be  very  liable  to  cut  into  the  wood,  and  tlie  u-on  of  the  arms  will  be 
rapidly  wasted.  When  the  floats  have  been  fresh  put  on,  they  must  be  screwed  up  several  times  before 
they  come  to  a  bearing.    If  this  be  not  done,  the  bolts  will  be  sure  to  get  slack  at  sea,  and  all  the  floats 


498 


ENGINES,  DETAILS  OF. 


on  the  weather  side  may  be  washed  off,  as  once  occurred  to  the  British  Queen,  on  the  next  voyage  after 
the  floats  had  been  removed  to  allow  the  vessel  to  go  into  dock.  It  is  a  good  plan  to  give  the  threads 
of  the  paddle-blocks  a  nick  with  a  chisel  after  the  nut  has  been  screwed  up,  which  will  prevent  the  nut 
from  turning  back.  The  floats  should  not  be  notdied  out,  to  allow  of  their  projection  beyond  the  outer 
ring ;  as,  if  the  sides  of  the  notch  be  in  contact  with  the  outer  ring,  the  ring  is  soon  eaten  away  in  that 
part,  and  the  projecting  part  of  the  float,  being  unsupported,  is  liable  to  be  broken  oft'.  It  is  usual  to 
put  a  steel  plate  at  each  end  of  the  paddle-shaft,  tightened  with  a  key,  to  prevent  end-play  when  the 
vessel  rolls,  but  the  arrangement  is  precarious  and  insufficient.  Messrs.  Maudslay  make  their  paddle- 
sliaft  bearings  with  very  large  fillets  in  the  corner,  with  the  view  of  diminishing  the  evil ;  ancl  Mr.  R. 
Napier  causes  the  crank-eyes  of  both  paddle  and  intermediate  cranks  to  bear  sideways  against  the 
brasses  of  the  plummer-blocks.  It  would  be  preferable  to  make  the  bearings  of  the  crank-shafts 
spheroidal,  and,  indeed,  it  would  be  an  improvement  if  most  of  the  bearings  about  the  engine  were 
to  be  made  in  tlie  same  ftxshion.  The  spheroidal  form  would  not  only  prevent  end-play,  but  would 
keep  the  oil  from  running  out  at  the  ends  of  the  bearings.  The  loose  end  of  the  crank-pin  should  be 
made  not  spheroidal,  but  consisting  of  a  portion  of  a  sphere,  and  a  brass  bush  might  then  be  fitted  into 
the  crank-eye,  that  would  completely  encase  the  ball  of  the  pin,  and  yet  permit  the  outer  end  of  the 
paddle-shaft  to  fall  without  straining  the  pin,  the  bush  being  at  the  same  time  susceptible  of  a  slight 
end-motion.  This  arrangement  is  far  preferable  to  that  of  making  the  pin  bear  upon  a  single  point,  aa 
is  the  common  practice.  Tliere  is  an  inconvenient  amount  of  wear  on  the  pin,  which  involves  a  back- 
lash in  the  eye,  and  the  point  of  contact  sometimes  heats  and  screeches,  unless  the  eye  be  kept  well 
supplied  with  tallow. 

l)isengaging  paddle-wheeh. — Many  plans  have  been  contrived  for  disengaging  the  paddle-wheels  ot 
steamers,  so  as  to  enable  one  paddle  to  be  worked  without  tlie  other,  or  both  paddles  to  be  thrown  out 
of  geer,  so  as  to  revolve  loosely  when  the  vessel  is  under  sail.  The  best  of  these  expedients  is  that 
represented  in  Figs.  1428  and  1429,  where  A  is  the  paddle-shaft ;  B,  a  cast-iron  disk  keyed  thereon ;  C, 


1428. 


1429. 


1431. 


a  Tvrought-iron  strap  surrounding  the  disk,  lined  with  brass ;  D,  a  brass  cushion  with  a  tightening  key 
for  producing  friction,  by  bringing  the  cushion  in  contact  with  the  disk ;  F,  the  brass  lining  of  the 
WTOught-iron  strap,  excepting  that  portion  occupied  by  the  cushion ;  fff,  screws  by  which  the  brass 
lining  is  held  to  the  strap.  A  few  blows  of  a  hammer  on  the  key  D  will  connect  or  disconnect  the 
paddle-shaft,  even  when  the  engines  are  at  f'^  speed. 

Messrs.  Maudslay's  method  of  disconnecting  is  to  shift  the 
shaft  on  end  by  suitable  geer,  until  the  crank-pin  leaves  the 
crank-eye.  Messrs.  Miller's  method  is  to  put  a  clutch  on  the 
shaft,  which  catches  into  the  paddle-centre — the  whole  of  the 
three  centres  being  combined  into  one  diverging  one,  which 
nana  loose  on  the  shaft.  A  method  contrived  by  Mr.  Grantham 
is  represented  in  Figs.  1430,  1431,  and  1432,  where  A  is  a 
moveable  bush  in  the  paddle-crank  eye ;  B,  the  crank ;  C,  a 
screw  for  moving  in  or  out  the  bush ;  D,  crank-pin ;  E,  slot  in 
the  crank-eye  to  permit  the  pin  to  pass  in  the  revolution  of  the 
crank,  except  when  the  pm-bush  is  moved  out  to  engage  it ; 
F,  square  head  of  screw  C ;  G,  H,  the  bush  engaged  with  tlie 
crank-pin.  It  is  obvious  that  by  screwing  the  bush  out  or  in, 
the  crank-pin  is  either  engaged  with  or  disengaged  from  the 
paddle.  In  Messrs.  Seaward's  engines  a  method  of  disen-  „(_(._ j^J) 
gaging  almost  identical  with  this  is  sometimes  employed. 

Eccentrics. — The  eccentrics  of  marine  engines  are  always 
put  on  in  two  pieces ;  they  are  almost  always  loose  on  the 
shaft,  and  are  always  capable  of  backing.    The  manner  in 

which  that  shown  in  our  plates  of  details  is  made,  is  a  common  one.  The  eccentric  is  loose  upon  the 
sliaft,  and  is  furnished  with  a  back  balance  and  catches,  and  tlie  halves  are  put  together  witli  rebated 
joints,  to  keep  them  from  separating  laterally,  and  they  are  prevented  from  sliding  out  by  round  steel 
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pins,  each  ground  into  both  halves.  Square  keys  would  be  preferable  to  round  pins  in  this  arrange- 
ment, as  the  pins  tend  to  wedge  the  jaws  of  the  eccentric  asunder.  In  some  cases  the  halves  of  the 
eccentric  are  bolted  together  by  means  of  flanges.  The  eccentric-rod  shown  in  the  plates  of  details  ia 
not  a  paiticularly  neat  one.    The  eccentric-rod  of  tlie  Don  Juan  is  represented  in  Fig.  1433,  and  that 


forin  is  now  widely  adopted.  It  is  expedient  to  cast  an  oil-cup  on  the  eccentric-hoop,  and  where  it  is 
practicable,  a  pan  should  be  placed  beneath  the  eccentric,  for  the  reception  of  the  oil-dropj^ings.  The 
notch  of  tlie  eccentric-rod,  for  the  reception  of  the  piu  of  the  valve-shaft,  is  usually  steeled,  to  prevent 
Uicoiivenient  Avear ;  for  when  the  sides  of  the  notch  wear,  the  valve  movement  is  not  only  disturbed,  but 
it  is  very  difficult  to  tlirow  the  eccentric-rod  out  of  geer.  It  is  found  to  be  preferable,  however,  to  fit 
tliis  notch  with  a  brass  bush.  Fig.  1434,  for  the  wear  is  then  less  rapid,  and  it  is  an  easy  thing  to  replace 
this  bush  with  another  wlien  it  becomes  worn.  The  eccentric  catches  shown  in  the  plates  are  the  kind 
usually  employed,  but  catches  of  tliis  kind  sometimes  break  off  at  the  first  bolt-hole,  and  it  is  preferable 
either  to  have  a  bolt  in  advance  of  the  catch-face,  as  in  Fig.  1435,  or  to  have  a  hoop  encirchng  the 
shaft,  with  the  catches  welded  on  it,  the  hoop  itself  being  fixed  by  bolts  or  a  key.  This  hoop  pay 
either  be  put  on  before  the  cranks  in  one  piece,  or  afterwards  in  two  pieces,  as  shown  in  Fig.  1436.    The 
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expansion-cam  is  figured  in  the  plate ;  it  is  put  on  the  shaft  in  two  pieces,  which  are  fastened  to  each 
other  by  means  of  four  bolts  passing  through  lugs,  and  is  fixed  to  the  shaft  by  keys.  A  roller  at  one 
<^nd  of  a  bell-crank,  which  is  connected  with  the  expansion-valve,  presses  against  the  cam,  so  that  the 
motion  of  the  lever  will  work  the  valve.  The  roller  is  kept  against  tlie  cam  by  a  weight  on  a  lever 
attached  to  the  same  shaft.  If  the  cam  were  concentric  with  the  shaft,  the  lever  which  presses  upon  it 
would  remain  stationary,  and  also  the  expansion-valve ;  but  by  the  projection  upon  the  cam,  the  end  of 
the  lever  receives  a  reciprocating  motion,  wliich  is  communicated  to  the  valve.  The  position  of  this 
projection  determines  the  point  in  relation  to  the  stroke  at  which  the  valve  is  opened,  and  the  extent  of 
the  projection  determines  the  duration  of  opening.  The  time  at  which  the  valve  should  begin  to  open  is 
tJie  same  under  almost  all  circumstances ;  but  tlie  duration  of  its  opening  varies  with  the  amount  of 
expansion  desired.  In  order  to  obtain  this  variable  expansion,  there  are  several  projections  made  upon 
tha  cam,  each  of  which  gives  a  different  degree  or  grade,  as  it  is  usually  called,  of  expansion.  These 
grades  begin  at  the  same  point  on  the  cam,  but  are  of  different  lengths,  so  that  they  would  begin  to 
move  the  lever  at  the  same  time,  but  would  differ  in  the  time  of  returning  it  to  its  original  position.  The 
change  of  expansion  is  effected  by  moAdng  the  roller  on  to  the  desired  grade.  There  are  seven  different 
grades  in  the  West  India  steamers.  ITie  expansion-valve  is  of  tlie  kind  used  in  the  Cornish  engines, 
and  known  as  the  equilibrium  valve.  Of  the  valve-shafts  and  links,  parallel-motion  rods,  and  other 
similar  details,  it  is  needless  here  to  speak,  as  there  is  nothing  of  difficulty  connected  with  those  parts, 
and  the  plates  make  their  arrangement  sufficiently  intelligible. 

Starting-geer. — The  best  starting  geer  is  Stephenson's  link  motion,  which  will  be  described  in  our 
remarks  respecting  details  of  locomotives.  This  combination  obviates  the  necessity  of  throwing  tlie 
engines  out  of  geer  at  all ;  and  full  speed  ahead  may  be  changed  instantaneously  into  full  speed  istcm,  ^ 
and  without  stopping  the  engines.  Messrs.  Rennie  have  introduced  this  species  of  starticg'-geer  into 
the  Samson  and  some  other  steam  vessels  with  the  most  satisfactory  results ;  and  it  appears  likely  to 
become  general,  at  least  in  valves  where  there  is  little  lap.  In  our  plates  of  details  the  valve  is  moved 
by  means  of  a  lever,  and  the  eccentric-rod  is  thrown  out  of  geer  by  means  of  a  pulley  on  the  end  of  a 
lever,  which,  when  raised,  forces  the  pulley  against  the  under  side  of  the  rod  and  lifts  it  out  of  the 
notch.  The  act  of  raising  this  pulley  depresses  another  pulley  on  a  lever  fixed  upon  the  same  shaft,  and 
enables  another  rod  in  connection  with  the  starting-handle  to  fall  into  geer,  the  intention  bemg,  that 
when  the  eccentric-rod  is  in  geer,  the  starting-handle  shall  be  without  motion,  as  its  swinging  would  be 
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inconvenient  and  dangerous  if  worked  by  the  engine.  This  plan  of  preventing  the  starting-handle  ana 
the  eccentric-rod  from  being  in  gecr  at  tlie  same  time  has  now  come  into  general  use.  llie  metlioa 
adopted  by  Napier  in  the  Precursor  is  a  very  elegant  one :  it  consists  in  the  use  of  an  eccentric-stud  foi 
supporting  the  lever  which  carries  the  roller ;  and  tlie  act  of  moving  this  lever,  so  as  to  enable  tha 
eccentric-rod  to  fall  into  geer,  draws  back  the  pinion  of  Uie  starting-shaft  out  of  the  sector,  with  which  it 
is  engaged.  Instead  of  a  lever,  the  starting-shaft  in  this  case  is  moved  by  a  wheel  similar  to  a  steering 
wheel  of  a  ship. 

Brine-pumps. — Pumps  for  changing  the  water  in  marine  engine  boilers,  so  as  to  prevent  the  salt 
water  from  reaching  an  inconvenient  degree  of  saturation,  were  first  applied  by  Messrs.  Boulton  and 
Watt  to  tlie  City  of  Edinburgh  steamer,  and  their  use  is  now  very  general.  In  tlie  engines  of  the  Ceutiiur, 
represented  in  the  plate  of  direct-action  engines,  the  brine-pumps  are  set  on  each  side  of  the  feed-pump, 
and  are  wrought  with  it  off  the  air-pump  cross-head.  In  some  cases  the  feed  water  is  sent  into  a  vessel 
called  a  refrigerator,  through  which  the  super-salted  water  proceeding  from  the  boiler  to  the  brine-pump 
is  conducted  in  a  multitude  of  small  pipes, — the  intention  of  the  arrangement  being  to  economize  heat 
by  communicating  the  heat  of  the  super-salted  water  to  the  feed.  But  tlie  amount  of  heat  thus  saved 
is  exceedingly  unimportant,  and  the  refrigerators  are  not  only  expensive  to  construct,  but  are  very 
liable  to  be  choked  up  by  deposite.  They  thus  become  a  source  of  danger,  as  the  engineer  is  led  to 
confide  in  an  expedient  which  may  deceive  him,  while  he  believes  it  to  be  in  effective  operation.  The 
valves  of  brine-pumps  require  to  be  loaded  sufficiently  to  counteract  the  pressure  of  tlie  steam,  and  of 
tlie  head  of  water  in  the  boiler.  If  brine-pumps  be  ased,  it  appears  preferable  to  use  them  without  the 
refrigerator ;  they  then  become  equivalent  to  a  continuous  blowing  off,  but  the  pipes  are  less  liable  to 
choke,  and  there  is  no  blowing  off  while  the  engines  are  at  rest. 

Sea-water  contains  about  1-33  its  weight  of  salt,  and  its  specific  gravity  is  increased  by  boUing  until 
it  contains  12-33  of  salt,  which  is  the  point  of  saturation,  and  the  water  will  not  then  hold  more  ssilt  in 
Bolution.  As  the  water  is  more  concentrated,  it  requires  a  higher  temperature  to  make  it  bolL  ITie 
boiling  point  of  sea-water  wliich  has  1-33  of  salt,  is  213'2°  ;  with  2-33,  2144° ;  with  3-33,  215-5 ;  with 
4-33,  216-7°;  with  5-33,  217-9°;  with  6-33,  219°;  with  7-33,  220-2° ;  wth  8-33,  221-4°;  with  9-33, 
222-5°;  with  10-33,  223-7°;  with  11-33,  2249°;  and  saturated  water  226°.  These  are  the  boiling 
points  in  the  open  air ;  in  a  steam  boUer,  where  the  pressure  of  steam  is  always  above  the  pressure  oi 
the  atmosphere,  the  boiling  points  will  be  correspondingly  higher,  but  with  any  uniform  pressure  oi 
steam  in  the  boiler  it  is  possible  to  make  the  thermometer  an  index  of  the  saltness  of  the  water.  li 
the  water  be  maintained  at  a  concentration  of  4-33,  or  if  about  one-fourth  of  the  vater  be  with- 
drawn from  the  boiler  by  the  brine-pumps  that  is  forced  in  by  the  feed-pumps,  very  little  deposite  will 
collect  within  the  boiler.  The  quantity  of  fuel  wasted  by  blowing  off  this  quantity  of  water,  cannot, 
it  is  clear,  be  considerable,  and  there  should  not  be  less  blown 
off.     Of  every  4  cubic  feet  of  water  entering  tlie  boiler  from  the  1^37. 

hot-well,  3  passes  off  in  steam  and  1  in  brine.  The  temperature 
of  the  hot-well  being  100°,  the  heat  imparted  to  the  water  to 
raise  it  into  steam,  may  be  represented  by  1112°  X  3  =  3336, 
while  the  heat  contained  in  the  brine  is  112°,  or  rather  less,  the 
specific  heat  of  brine  being  less  than  that  of  fresh  water,  and 
3336  -r- 112  =:  29,  so  that  about  l-29th  of  the  heat  passes  out  of 
the  super-salted  water  when  large  blowing  off  is  practised.  A 
much  larger  quantity  of  heat  tlian  this  goes  to  waste  if  there  be 
any  material  accumulation  of  scale  upon  the  flues,  and  engineers 
will  therefore  see  that  there  is  no  economy  in  peuurious  blow- 
ing ofE 

Pumps,  cocks,  and  pipes. — In  the  plates  of  details  the  feed- 
pump plunger  is  shown  with  a  screw  at  the  bottom,  for  the 
extraction  of  the  core,  but  it  appears  preferable  to  extract  the 
core  out  of  a  hole  in  the  top,  which  may  be  adapted  for  the 
reception  of  the  pump-rod.  There  should  be  a  considerable 
clearance  between  the  bottom  of  the  plunger  and  the  bottom  of 
the  pump-chamber,  as  otherwise  the  bottom  of  the  chamber  may 
be  knocked  out,  should  coal-dust  or  any  other  foreign  substance 
gam  admission,  as  it  probably  would  do,  if  there  were  any  in- 

{ecting  from  the  bilge.  Messrs.  Maudslay  make  the  feed  and 
lilge  pump  plungers  serve  as  guides  to  the  air-pump  cross-head, 
the  pump-rods  being  continued  upwards  and  working  through 
eyes  in  the  framing.  We  do  not  see  any  objection  to  this 
arrangement,  if  the  stuffing-boxes  be  made  deep :  when  separate 
guide-rods  are  used  with  eyes  in  the  cross-head,  those  eyes  should 
be  fitted  with  stuffing-boxes,  to  diminish  the  wear,  and  the 
guides  should  be  made  very  strong,  for  the  same  reason.  The 
valves  of  the  feed-pump  are  most  conveniently  arranged  in  a 
chest,  which  may  be  attached  in  any  accessible  position  to  the 
side  of  the  hot-well.  An  arrangement  of  this  kind  is  shown 
in  Fig.  1437.  Of  the  two  side  nozzles,  the  lower  one  leads  to 
the  pump  and  the  upper  one  to  the  boiler.  The  pipe  leading 
to  the  pump  is  a  suction-pipe  when  the  plunger  ascends,  and  a 
forcing-pipe  when  tlie  plunger  descends.  The  plunger,  in  ascend- 
ing, draws  the  water  out  of  the  hot-weU  through  the  lowest  of  the  valves,  and  in  descending,  forcea 
it  through  the  centio  valve  into  the  space  above,  which  communicates  with  the  feed-pipe.    Should  the 
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feed- cock  be  sliut,  so  as  to  prevent  any  feed-water  from  passing  through  it,  the  water  will  raise  the  top- 
most valve,  which  is  loadecl  to  pressure  considerably  above  the  pressure  of  the  steam,  and  escape  into  the 
hot- well.  This  arrangement  is  neater  and  less  expensive  than  that  of  having  a  separate  loaded  valve  on 
the  feed-pipe,  with  an  overflow  tlirough  the  ship's  side,  as  is  the  more  usual  practice.    Figs.  1438  and  1489 
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represent  a  double-acting  deck  feed-pump  of  a  very  complete  and  efficient  construction.    It  is  of  the 

plunger  kind,  which  is  preferable  to  that  which  operates  by  a  piston.     The  air-vessel  is  furnished  with 

an  escape-valve,  to  prevent  the  pump  from  being  split  should  it  be  put  in  connection  with  the  engine 

when  the  cocks  in  the  pipe  leading  to  the  boiler  are  closed,  an  accident  which  not  unfrequently  happens. 

Fig.  144C  represents  a  four-way  cock,  the  application  of  which  enables  the  pump  to 

draw  from  the  sea,  from  the  boiler,  or  from  the  bilge,  and  the  ])ump  can  deliver 

either  into  the  boiler  or  upon  deck.     This  pump  can  be  worked  either  by  the  engine 

or  by  hand :  it  is  employed  to  feed  the  boilers  when  the  engines  are  stationary,  or  to 

pump  the  boilers  out,  after  they  are  blown  off  as  fiir  as  can  be  accomplished  by  the 

steam.     At  other  times  it  is  useful  for  raising  the  water  to  wash  tlie  decks,  to  act  as 

a  fire-engine  in  case  of  fire,  and  to  pmnp  out  the  ship  if  she  springs  a  leak. 

In  most  of  the  new  vessels  fitted  with  tubular  boilers,  small  engines  have  been 
introduced,  to  pump  water  into  the  boiler  when  the  vessel  stops  under  steam.  Most 
of  these  engines  are  furnished  with  a  crank  and  fly-wheel,  but  that  introduced  by  Messrs.  Penn  has  no 
fly-wheel,  and  is  a  very  compact  and  elegant  arrangement.  The  pump-piston  and  the  steam-piston  are 
at  different  ends  of  the  same  rod,  and,  instead  of  the  ordinary  pump-valves,  a  shde-valve  is  introduced, 
which  is  situated  at  the  opposite  end  of  the  steam  slide-rod.  The  slide-valves  are  pipe-valves,  and  are 
moved  by  means  of  a  tappet  on  the  piston-rod.  On  another  part  of  the  same  plate  some  views  are 
given  of  a  self-acting  feed  apparatus,  which  consists  of  a  small  cliest,  placed  upon  the  front  of  the  boiler 
at  the  level  of  the  water-line,  with  ports,  closed  by  a  sliding-plate,  communicating  with  the  water  in 
the  boiler  and  the  steam  above  it.  When  these  ports  are  opened  the  water  rises  to  the  same  height  in 
the  chest  as  in  the  boiler,  and  the  ports  are  opened  and  sliut  by  the  small  engine  at  every  stroke  of  the 
pump.  While  the  pump  is  making  its  stroke  the  ports  leading  from  tlie  cliest  to  the  boiler  are  closed, 
and  if  the  chest  be  cliieny  filled  with  steam,  it  will  be  compressed  by  the  entering  water,  and  the  cliest 
wiU  receive  a  charge  of  water,  which,  on  the  ports  being  opened,  will  flow  into  the  boiler.  But  if  there 
be  but  httle  steam  in  the  cliest  when  the  j^ump  is  making  its  stroke,  or  the  cliest  be  filled  with  water 
from  the  rise  of  the  water-level,  the  water  discliarged  by  the  pump  cannot  gain  admission,  and  it  must 
therefore  escape  overboard  through  the  loaded  valve.  Thus,  as  the  water-level  rises,  the  chest  takes 
less  water  from  the  pump,  and  it  takes  more  when  the  level  falls,  the  effect  of  which  in  practice  is  to 
maintain  a  uniform  water-level  in  tlie  boiler,  however  great  the  variations  in  the  demand  for  steam.  In 
some  steam  vessels  floats  have  been  introduced  to  regulate  the  feed,  but  their  action  cannot  be  depended 
on  in  agitated  water,  if  applied  after  the  common  fashion.  Floats  would  probably  answer  if  placed  in 
a  cylinder  which  communicated  with  the  water  in  the  boiler  by  means  of  small  holes ;  and  a  disk  of 
metal  might  be  attached  to  the  end  of  a  rod  extending  beneath  the  water-level,  so  as  to  resist  irregular 
movements  from  the  motion  of  the  slrip,  which  would  otherwise  prevent  the  satisfactory  action  of  the 
apparatus. 

This  disk  would  be  placed  within  the  cylinder,  and  a  short  distance  above  it  a  fixed  diaphragm  might 
extend  across  the  cylinder,  between  which  and  tlie  moveable  disk  or  piston  on  the  rod  the  water  would 
be  compressed,  in  the  event  of  any  sudden  disposition  of  the  float  to  rise,  such  as  might  be  created  by 
the  sudden  motions  of  the  ship ;  whereas  by  the  slow  and  gradual  subsidence  of  the  water-level  from 
evaporation,  the  water  in  the  cylinder  would  be  able  to  sub.-;ide  by  gradually  passing  through  the  sm;ill 
holes  in  the  cylinder  and  disk.    One  objection  to  this  plan  is,  that  the  smallholes  would  be  liable  to  be 
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closed  up  by  deposite ;  and  the  preferable  arrangement,  probably,  "would  be  to  place  the  float  witliir 
the  boiler,  guided,  but  without  any  cylinder,  and  to  apply  a  small  oil  cylinder,  such  aa  is  used  for  the 
cataract  of  some  pumping  enguies,  to  the  end  of  the  float-rod  where  it  protrudes  through  the  top  of  the 
boiler.  Such  an  arrangement  would  enable  the  float  to  resist  suddenly  acting  forces,  while  any  forci 
that  was  gradual  and  steadily  operative  would  still  produce  its  due  effect. 

The  admission  of  the  feed- water  into  the  boiler  is  sometimes  regulated  by  cocks,  and  sometimes  by 
spindle-valves,  raised  and  lowered  by  a  screw.  Cocks  are  less  liable  to  accident  or  derangement  than 
screw-valves,  and  in  modern  steam  vessels  are  generally  employed.  The  feed-water  is  usually  con- 
ducted from  the  feed-cock  to  a  point  near  tlie  bottom  of  the  boiler,  by  means  of  an  internal  pipe, — the 
object  of  the  arrangement  being  to  prevent  the  rising  steam  from  being  condensed  by  tlie  entering 
water.  By  being  introduced  near  the  bottom  of  the  boiler,  it  comes  into  contact  in  the  first  place  with 
the  bottoms  of  the  furnaces  and  flues,  and  extracts  heat  from  them,  which  could  not  be  extracted  by 
water  of  a  higher  temperature,  whereby  a  saving  of  fuel  is  accomplished.  In  some  cases  the  feed-water 
is  introduced  into  a  casing  around  tlie  chimney,  from  whence  it  descends  into  tlie  boiler.  Tliis  plaJi 
appears  to  be  an  expedient  one  when  the  boiler  is  short  of  heating  surface,  and  more  than  a  usual 
quantity  of  heat  ascends  the  chimney,  but  in  well-proportioned  boilers  a  water  casing  round  the 
chimney  is  superfluoi^.  When  a  water  casing  is  used,  the  boiler  is  usually  fed  by  a  head  of  water,  tlie 
feed-water  being  forced  up  into  a  small  tank,  from  whence  it  descends  into  the  boiler  by  the  force  of 
gravity,  wliile  the  surplus  runs  to  waste,  as  in  the  feeding  apparatus  of  land  engines,  represented  in 
Fig.  1439. 

Blow-off  cocks  are  generally  placed  some  distance  from  the  boiler,  but  they  should  always  be  placed 
quite  close  to  it,  as  there  are  no  means  of  shutting  off  the  water  from  the  pipe  between  the  blow-o8 
cock  and  the  boiler,  should  fracture  or  leakage  there  arise.  Every  boiler  must  be  furnished  with  a 
blow-off  cock  of  its  own,  independently  of  the  main  blow-off  cock  on  the  ship's  sides,  so  that  the  boilers 
may  be  blown  off  separately,  and  may  be  shut  oft"  from  one  another.  The  preferable  arrangement 
appears  to  be,  to  cast  upon  each  blow-off  cock  a  bend  for  attaching  the  cock  to  the  bottom  of  the  boiler, 
and  the  plug  should  stand  about  an  inch  in  advance  of  the  front  of  the  boiler,  go  that  it  may  be  removed 
or  reground  with  facility.  The  floor-plate  covering  the  blow-off  cock  should  have  a  cooming,  a  few 
inches  high,  cast  round  a  hole  of  sufficient  diameter  to  admit  a  box-key  to  turn  the  plug,  and  to  each 
plug  a  box-key  should  be  fitted  with  a  collar,  at  the  level  of  the  top  of  the  cooming,  of  sufficient 
diameter  to  cover  the  hole  and  thickness  of  metal  around  it,  and  with  the  top  of  the  key-spindle 
supported  by  an  eye  attached  to  the  boiler.  These  box-keys  would  not  be  shifted  from  one  plug  to 
another,  as  at  present,  but  each  would  remain  in  its  place,  and  the  engineer  would  only  have  to  turn 
them  when  he  wanted  to  blow  off  the  boilers.  The  present  method  of  using  the  blow-off  cocks  is  very 
inconvenient  A  small  plate  has  to  be  removed  to  enable  the  box-key  to  be  applied ;  coal  sometimes  is 
lying  upon  the  plate,  which  lias  to  be  removed,  and  coal-dust  gets  into  the  bilge  in  these  continual 
removals,  which  chokes  the  roses  of  the  bilge-pumps.  In  dark  nights  and  lough  weather,  the  engineer 
requires  to  feel  the  nick  in  the  top  of  the  plug,  which  is  often  filled  with  coal-dust  and  grease,  before  he 
can  assure  liimself  whether  the  cock  is  open  or  shut,  and  the  operation  of  turning  tlie  cocks  is  more 
diflicult  when  the  spindle  of  the  key  is  without  suj^port.  These  evils  may  be  remedied  by  the  arrange- 
ment suggested.  The  spindle  will  require  to  be  made  with  a  hole  or  eye  to  admit  a  handle  wherewith 
to  turn  it  round,  and  it  would  be  an  easy  thing  to  make  the  stud  supporting  the  top  of  the  spindle  of 
such  a  form  that  the  handle  for  turning  the  spindle  could  not  be  withdrawn  when  the  cock  was  open. 
The  cock,  therefore,  could  not  be  left  open  without  the  handle  being  left  in  its  place,  where  it  would 
stand  out  from  the  boiler,  incommode  the  firemen,  and  duly  notify  the  neglect. 

The  general  arrangement  of  the  blow-off  pipes  is  to  put  a  main  blow-off  pipe  beneath  the  floor-plates 
across  the  ship  at  the  end  of  the  engines,  and  into  this  pipe  lead  a  separate  pipe,  furnished  with  a  cock, 
from  each  boiler.  The  main  blow-oft"  cock,  where  it  penetrates  the  ship's  side,  is  furnished  with  a  cock ; 
and  in  modem  steam  vessels  Kingston's  valves  are  also  used,  which  consist  of  a  spindle  or  plate-valve 
fitted  to  the  exterior  of  the  ship,  so  that  if  the  internal  pipe  or  cock  breaks,  the  external  valve  will  still 
be  operative.  Some  expedient  of  tliis  kind  is  almost  necessary,  as  the  blow-off  cocks  require  occasional 
regrmding,  and  the  sea  cocks  cannot  be  reground  without  putting  the  vessel  into  dock,  except  by  the 
use  of  Mr.  Kingston's  valves  or  some  equivalent  expedient.  When  old  vessels  are  getting  new  sea 
cocks  applied,  it  may  answer  to  make  the  old  cocks  serve  the  purpose  of  Kingston's  valves,  the  new 
cocks  being  appUed  between  the  old  cocks  and  the  blow-off  pipes. 

All  the  cocks  about  an  engine  should  be  provided  with  bottoms  and  stuffing-boxes,  and  reliance 
should  never  be  placed  upon  a  single  bolt  passing  through  a  bottom  washer  for  keeping  the  plug  in,  in 
the  case  of  any  cock  communicating  with  the  boiler,  for  a  great  pressure  is  thrown  upon  that  bolt  if  the 
pressure  of  the  steam  be  high  and  the  plug  be  made  with  much  taper ;  and  should  the  bolt  break  or 
the  threads  strip,  the  plug  will  fly  out,  and  persons  standing  near  may  be  scalded  to  death, — an  acci- 
dent which  has  sometimes  happened.  In  large  cocks  it  appears  the  preferable  plan  to  cast  tlie  bottoms 
in ;  and  the  metal  of  which  all  the  cocks  about  a  marine  engine  are  made  should  be  of  the  same  quality 
as  that  used  in  the  composition  of  tlie  brasses,  and  should  be  without  lead  or  other  deteriorating  mate- 
rial In  some  cases  the  bottoms  of  cocks  are  burnt  in  with  hard  solder,  but  this  method  cannot  be  de- 
pended upon,  as  the  solder  is  softened  and  wasted  away  by  the  hot  salt-water,  and  in  time  the  bottom 
leaks  or  is  forced  out.  The  stuffing-boxes  of  cocks  sliould  be  made  of  adequate  depth,  and  the  gland 
bhould  be  secured  by  means  of  four  strong  copper  bolts.  The  taper  of  blow-off  cocks  is  an  important 
element  in  their  construction ;  as  if  the  taper  be  too  great,  the  plugs  will  have  a  continual  tendency  to 
rise,  which,  if  the  packing  be  slack,  will  enable  grit  to  get  between  the  faces;  while,  if  the  taper  be  too 
little,  the  plug  will  be  liable  to  jam,  and  a  few  times  grinding  will  smk  it  so  far  through  the  shell,  that 
the  water-ways  wll  no  longer  correspond.  One-eighth  of  an  inch  deviation  from  the  perpendicular"  foi 
every  inch  in  height  is  a  com  mon  angle  for  the  side  of  the  cock,  which  corresponds  with  one  quarter  of 
an  inch  difference  of  diameter  in  an  inch  of  height;  but  one-third  of  an  inch  difference  of  diameter  fur 
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every  inch  of  height,  is  a  preferable  proportion.  The  bottom  of  the  plug  must  be  always  kept  a  small 
distance  above  the  bottom  of  the  shell,  and  an  adequate  surfoce  must  be  left  above  and  Delow  the 
water-way,  to  prevent  leakage.  Cocks  formed  according  to  these  directions  will  be  found  to  operate 
satisfactorily  in  practice. 

Gage-cocks  are  rarely  made  with  stuffing-boxes,  and  are  for  the  most  part  adorned  with  stalactites 
of  salt  after  a  short  period  of  service,  in  consequence  of  leakage.  The  water  discharged  from  them,  too, 
disfigures  the  front  of  the  boiler,  and  adds  to  the  corrosion  in  the  ash-pits.  It  would  be  preferable  to 
combine  the  gage  cocks  appertaining  to  each  boiler  into  a  single  upright  tube,  connected  suitably  with 
the  boUer,  and  the  Avater  flowing  from  them  could  be  directed  downwards  into  a  funnel  tube  communi- 
cating with  the  bilge.  The  gage-cocks  and  also  the  glass  tube-cocks  should  be  furnished  with  stuffing- 
boxes,  and  with  bottoms,  unless  the 'water  enters  through  the  bottom  of  the  plug.  The  glass  gage- 
tubos  should  always  be  fitted  with  a  cock  at  each  neck,  communicating  with  the  boiler,  so  that  both  the 
water  and  steam  may  be  shut  off  if  the  tube  breaks.  The  gage-cocks  frequently  have  pipes  running  up 
within  the  boiler,  to  the  end  that  a  high-water  level  may  be  made  consistent  with  an  easily  accessible 
position  of  the  gage-cocks  themselves.  With  the  glass  tubes,  however,  this  species  of  arrangement  ia 
not  possible,  and  the  glass  tubes  must  always  be  placed  in  the  position  of  the  water  level,  whether  it 
be  hjgh  or  low. 

The  sea  injection-cocks  are  usually  made  in  the  same  fashion  as  the  sea  blow-off  cocks,  and  of  about 
the  same  size.  The  injection  water  is  generally  admitted  to  the  condenser  by  means  of  a  sUde-valve, 
but  a  cock  is  more  easily  opened,  and  has  not  any  disposition  to  shut  of  its  own  accord.  The  sea  injec- 
tion-pipes should  be  put  through  the  sliip's  side  in  advance  of  the  paddles,  so  that  the  water  drawn  in 
may  not  be  injuriously  charged  with  air.  In  some  cases  the  suction-pipe  of  the  deck-pump  leads  into 
the  injection-pipe;  but  it  is  preferable  to  put  a  pipe  through  the  ship's  side  for  the  exclusive  use  of  the 
deck-pump,  as  is  the  general  practice.  The  waste-water  pipe,  passing  from  the  hot-well  tlu'ough  the 
vessel's  side,  is  provided  with  a  stop-valve,  called  the  dischai-ge- valve,  •which  is  usually  made  of  the 
spindle  kind,  so  as  to  open  when  the  water  coming  from  the  air-pump  presses  agamst  it.  In  some  cases 
this  valve  is  a  sluice-valve,  but  the  hot-well  is  then  almost  sm-e  to  be  split  if  the  engine  be  set  on  with- 
out the  valve  having  been  opened.  The  opening  of  the  waste-water  pipe  should  always  be  above  the 
load  water  Une,  as  it  will  otherwise  be  difiBcidt  to  prevent  leakage  through  the  engine  into  the  ship, 
when  the  vessel  is  lying  in  harbor. 

Boilers  are  now  generally  supplied  with  stop-valves,  whereby  one  boiler  may  be  thrown  out  of  use 
without  impairing  the  efficacy  of  the  remainder.  These  stop-valves  are  usually  spindle  valves  of  large 
size,  and  they  are  for  the  most  part  set  in  a  pipe  which  runs  across  the  steam-chests  connecting  the 
several  boilers  together.  The  spindles  of  these  valves  should  project  through  stuffing-boxes  in  the 
covers  of  the  valve-chests,  and  they  should  be  balanced  by  a  weighted  lever  and  kept  in  continual  ac- 
tion by  the  steam.  If  the  valves  be  lifted  up  and  be  suffered  to  remain  up,  as  is  the  usual  practice,  they 
will  become  fixed  by  corrosion  in  that  position,  and  it  will  be  impossible  after  some  time  to  shut  them 
on  any  emergency.  These  valves  should  always  be  easily  accessible  from  the  engine-room,  and  it  ought 
not  to  be  necessary  for  the  coal  boxes  to  be  empty  to  gain  access  to  them.  The  safety-valves  should 
not  bo  set  on  the  common  pipe  connecting  the  boilers,  but  each  boiler  should  have  a  safety-valve  of  its 
own  set  direct  upon  the  steam-chest,  for  if  the  stop-valve  should  jam,  and  the  safety-valve  be  exterior 
to  it,  the  safety-valve  cannot  contribute  any  thing  to  save  the  boiler  from  explosion.  Each  boiler  also 
should  have  a  distinct  steam-gage  and  a  distinct  atmospheric  valve,  if  atmospheric  valves  be  applied  at 
all,  but  they  scarcely  appear  to  be  necessary  in  the  case  of  tubular  boilers,  which  are  capable  of  with 
standing  the  atmospheric  pressure  with  impunity. 

The  pipes  of  marine  engines  should  always  be  made  of  copper.  Cast-iron  blow-off  pipes  have  in 
some  cases  been  employed,  but  they  are  hable  to  fracture,  and  are  dangerous.  Every  pipe  passing 
through  tlie  ship's  sides,  and  every  pipe  fixed  at  both  ends  and  liable  to  be  heated  and  cooled,  should 
be  furnished  with  a  faucet  or  expansion  joint,  and  in  the  case  of  cast-iron  pipes,  the  part  of  the  pipe  fit- 
ting into  the  faucet  should  be  turned.  In  the  distribution  of  the  faucets  of  the  pipes  exposed  to  pres- 
sure, care  must  be  taken  that  they  be  so  placed  that  the  parts  of  the  pipe  cannot  be  forced  asunder  by 
the  strain,  as  serious  accidents  have  occurred  from  the  neglect  of  this  precaution.  A  faucet  is  usually 
placed  where  the  main  steam-pipe  joins  the  branch  steam-pipes  proceeding  to  the  cylinders,  and  if  those 
branch  steam-pipes  are  attached  to  the  cylinders  or  valve-casings  by  means  of  faucets,  the  whole  of  the 
branch  steam-pipes  may  swivel  round  on  these  faucets  and  leave  the  main  steam-pipe,  which  will  then 
discharge  its  full  volume  of  steam  into  the  engine  room,  an  accident  which  could  hardly  fad  to  be  at- 
tended with  the  most  disastrous  consequences. 

Where  the  pipes  pierce  the  ship's  side,  they  should  be  made  tight,  as  follows : — The  hole  being  cut,  a 
Rhort  piece  of  lead  pipe  with  a  broaH  flange  at  one  end  should  be  fitted  into  it,  the  .place  having  been 
previously  smeared  with  white-lead,  and  the  pipe  should  then  be  beaten  on  the  inside  until  it  comes 
into  close  contact  all  round  witli  the  wood.  A  loose  flange  should  then  be  slipped  over  the  projecting 
end  of  the  lead  pipe,  to  which  it  should  be  soldered,  and  the  flanges  should  both  be  nailed  to  the  timber 
with  scupper  nails,  white-lead  having  been  previously  spread  underneath.  TTiis  method  of  procedure 
prevents  the  possibility  of  leakage  down  through  the  timbers,  and  all  therefore  that  has  to  be  guarded 
against  after  tliis  precaution,  is  to  prevent  leakage  into  the  ship.  To  accomplish  this  object,  let  the 
pipe  which  it  is  desired  to  attach  be  put  through  the  leaden  hawse,  and  let  the  space  between  the  pipe 
and  the  lead  be  packed  with  gasket  and  white-lead.  The  pipe  must  have  a  flange  upon  it  to  close  the 
hole  in  the  ship's  side ;  the  packing  must  then  be  driven  in  from  the  outside  and  be  kept  down  by 
means  of  a  gland  secured  with  bolts  pap.smg  through  the  ship's  side.  If  the  pipe  is  below  the  water- 
hne,  the  gland  must  be  of  brass,  but  lor  the  waste-water  pipe  a  cast-iron  gland  will  answer.  In  t)ift 
cas<i  of  iron  vessels,  it  appears  to  be  the  best  practice  to  attach  a  short  iron  nozzle,  projecting  inwaros, 
to  the  skin,  for  the  attachment  of  every  pipe  below  the  water-line,  as  the  copper  it  brass  would  wasto 
Lhe  iron  of  the  skin  if  the  attachment  were  made  in  the  isual  way. 
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Parts  of  oscillating  engines. — ^The  most  important  parts  of  oscillating  engines  are  the  piston,  tbo 
piston-roa  stuffing-box,  the  trunnions,  and  the  attachment  for  tlie  valve.  'ITie  two  former  parts  we  have 
already  described ;  we  shajl  here  give  the  chief  details  of  the  two  latter. 

Fig.  1441  represents  the  valve  attachment  to  the  steam  vessel  the  Trident,  constructed  by  Messrs. 
Boulton  and  Watt,  cyhnder  70|  inches  diameter,  and  5  feet  stroke,  and  reckoned  at  350-horse  power. 
The  eccentric  rod  is  attached  to  the  stud  a,  which  is  fixed  to  the  centre  of  a  plate  forming  part  of  a 
frame  wliich  is  guided  vertically  by  means  of  the  guide-rod  b,  and  by  the  columns  of  the  engine  at  c  c. 
d  is  the  end  of  the  valve  lever  which  is  moved  np  and  down  by  tlie  frame,  whatever  position  in  the  arc 
the  end  of  the  lever  may  occupy  in  consequence  of  the  oscillation  of  the  cyhnder.  e  is  a  rack  whereby 
the  frame  may  be  moved  up  or  down  by  means  of  a  shaft  at  A  B,  when  the  eccentric  rod  is  not  in  geer, 
and  at  the  end  of  the  shaft  a  wheel  is  situated  for  starting  the  engine.  The  curved  groove  in  which  the 
end  of  the  valve  lever  moves  is  part  of  a  circle,  but  it  is  not  swept  from  the  centre  of  the  trunnion  when 
the  valve  is  at  half-stroke,  but  with  a  radius  equal  to  the  distance  of  the  centre  of  the  valve-shaft  from 
the  centre  of  the  trunnion,  when  the  cylinder  is  perpendicular.  Messrs.  Penn  do  not  form  tlie  curve  in 
this  way,  but  sweep  it  from  tlie  centre  of  the  trunnion  when  the  valve  is  at  half-stroke ;  and  although 
the  same  motion  of  the  valve  is  not  thus  obtained  as  when  there  is  no  oscillation,  the  difference  is  very 
slight,  and  is  moreover  considered  to  be  a  better  motion  than  if  no  disturbance  had  taken  place.  It 
appears  to  us  that  the  use  of  a  curve  might  be  dispensed  with  altogether  by  observing  a  suitable  ad- 
justment of  the  eccentric ;  the  effect  would  probably  be  to  increase  slightly  the  side  pressure  on  tha 
piston  rod,  but  the  increase  would  be  altogether  inappreciable  in  the  case  of  equUibrated  valves  whidi 
may  be  wrought  with  an  inconsiderable  exercise  of  force. 


ScALB. — i  inch=l  foot 


Fig.  1442  represents  one  of  the  trunnions  of  the  Trident,  which,  instead  of  being  cast  upon  the  cylin- 
der, as  is  tlie  usual  practice,  are  bolted  on  with  twelve  l^-inch  bolts,  and  are  strengthened  by  twelve 
brackets,  1  inch  thick,  cast  on  the  flanges  of  attachment.  There  is  a  projecting  ring,  it  will  be  observed, 
left  upon  the  part  which  is  to  be  bolted  on,  which  is  accurately  fitted  into  the  hole  in  the  belt  in  order 
to  obviate  slackness  sideways.  A  rib  1 J  inch  tliick  runs  back  from  the  hole  on  each  side  in  the  middle 
of  the  belt,  to  tie  the  belt  more  effectually  to  the  cylinder,  and  above  and  below  the  belt  a  feather  runs 
vertically  1 J  inch  thick,  and  tapering  in  depth  from  the  belt  till  it  runs  off  to  nothing  on  tlie  cyhnder 
side. 

Tlie  bearing  part  of  the  trunnion  is  22  inches  chameter,  7  inches  long,  and  the  metal  is  2J  inches 
thick ;  the  steam-pipe  entering  the  trunnion  is  1  inch  thick,  and  the  packuig  space  between  the  pipe  and 
trunnion  1^  inch  wide.  The  gland  for  compressing  the  packing  is  usually  put  on  in  two  pieces.  The 
pipe  requires  to  be  so  made  that  it  can  be  pushed  in  against  the  cyhnder  in  order  to  acconmiodate  its 
outer  attachment.  It  is  not  necessary  to  make  provision  at  the  outer  end  of  the  trunnion-pipe  for  the 
falhng  of  the  trunnion  by  wear,  as  the  wear  is  so  small  as  to  be  of  no  practical  moment  The  thickness 
of  metal  of  the  cylinder  is  IJ  inch;  the  thickness  of  the  top  and  bottom  of  the  belt  is  2 J  inches  in  the 
wake  of  the  trunnion,  and  2  inches  in  other  places.  The  diameter  of  the  hole  in  the  belt  is  18  inches; 
the  internal  diameter  of  the  steam-pipe  is  1 3  inches ;  and  the  diameter  over  the  flange  for  the  attach- 
ment of  the  trunnion  is  30J  inches,  llie  ulterior  of  the  beit  in  tlie  wake  of  the  trunnion  measures  29 
inches  deep  and  44  inches  wide.  Tlie  crank-shaft  bearings  i\re  12  inches  in  diameter  and  18  inches 
long,  llie  paddle-wheels  are  overhung,  and  the  outer  journal  of  the  shaft  is  14  inches  diameter,  ami  14 
inches  long ;  the  part  on  which  the  centre  is  fixed,  from  whence  the  arms  diverge,  being  IG  inches  dLim- 
eter,  and  24  inches  long.     When  tlie  paddle  is  overhung,  the  shaft  increases  in  size  at  the  outer  end,  in- 
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stead  of  diiiiinishing  as  in  other  cases.  The  diameter  of  the  wheels  ie  22  ieet ;  the  floats  are  2  feet 
broad  and  9  feet  long,  and  have  a  dip  of  4  feet  *l  inches  from  the  load  watjr-line,  at  -wliich  point  the 
vessel  draws  1 1  feet  of  water.  The  crank-pin  is  9  inches  in  diameter,  and  has  a  length  of  bearing  for 
the  connecting  rod  of  14  inches.  The  diameter  of  the  Trident's  piston-rod  is  7i  inches  ;  we  think  the 
introduction  of  larger  piston-rods  than  have  yet  been  introduced  in  oscillating  engines  would  be  an  im- 
provement, and  would  add  to  the  durability  of  the  engines.  Each  cyUnder  measures  8  feet  1  inch 
across  from  centre  to  centre  of  trunnion,  and  11  feet  6  inches  from  the  level  of  the  trunnion  to  the  level 
of  the  shaft. 

The  position  of  the  trunnion  should  b«  a  little  above  the  centre  of  gravity  of  the  cylinder,  so  that  it 
will  have  no  tendency  to  tilt  over  when  the  piston-rod  is  disengaged  from  the  crank-pin,  and  very  little 
tendency  at  the  same  time  when  pushed  over  to  resume  the  perpendicular.  The  plan  of  attaching  a 
weight  to  one  side  of  the  cylinder  to  balance  the  valve-casing  is  now  discontinued  in  the  best  engines, 
and  two  valves  are  employed  wliich  balance  one  another.  These  valves  are  placed  one  on  each  side  of 
the  trunnion,  so  that  they  may  both  be  wrought  by  the  same  eccentric.  If  the  curved  eccentric  frame 
were  discarded,  the  eccentric  rod  might  be  attached  immediately  to  a  cross-head,  from  the  ends  of  which 
the  two  valve-rods  descended,  and  the  intermediate  geer  at  present  used  might  thus  be  dispensed  with. 

Encfines  applied  direct  to  the  screw. — It  requires  but  little  penetration  to  foresee  that  the  present  spe- 
cies of  marine  engine  must  be  given  up  if  the  screw  propeller  gains  a  general  introduction,  for  the 
engines  will  in  that  case  be  coupled  immediately  to  the  screw-shaft,  which,  as  it  requires  to  revolve 
much  more  quickly  than  a  paddle-shaft,  involves  a  greatly  increased  speed  of  piston.  Small  engines, 
witli  the  pistons  moving  at  a  quick  speed,  will  exert  the  same  power  as  large  engines  moving  with  a 
slow  speed ;  and  small  engines,  by  being  appUed  to  the  screw-shaft  direct,  may  be  made  to  do  the 
work  of  large  ones.  Tliis  is  a  manifest  advantage  to  steam  navigation,  as  a  vessel  may  be  constructed 
with  very  large  power  without  being  inconveniently  burdened  with  the  weight  of  the  engines ;  and  it  is 
also  an  advantage  to  the  makers  of  engines,  who  will  thus  be  enabled  to  produce  a  given  power  at  a 
less  cost.  The  only  impediment  to  the  general  introduction  of  this  system  lies  in  the  difficulty  of  driving 
the  air-pump  at  a  high  speed  without  causing  the  valves  to  strike  so  hard  as  to  wear  themselves  out 
very  quickly.  The  difficulty  may  be  met  by  making  the  air-pump-  piston  without  valves,  and  opening 
and  shutting  the  foot  valve  passage  by  means  of  a  slide-valve,  the  motion  for  working  which  is  derived 
from  the  eccentric-rod.  The  delivery  valve  must  still  be  opened  by  the  pressure  of  water  in  the 
pump ;  but  it  may  be  made  to  consist  of  a  piston  valve  with  skewed  ports  of  the  usual  form,  and  it 
may  be  closed,  or  the  piston  be  brought  opposite  to  the  ports  by  means  of  a  pendulum  weight  at 
the  end  of  a  lever  moving  outside.  Most  of  the  engines  at  present  in  com-se  of  construction  for  direct 
application  to  the  screw,  are  made  with  four  cylinders  lying  horizontally  with  two  cranks  upon  the  screw- 
shaft,  to  wliich  the  connecting  rods  are  attached,  the  connecting  rods  being  joined  to  the  top  of  the  pis- 
ton-rods, as  in  the  Gorgon,  or  locomotive  construction.  Oscillating  engines,  laid  at  an  angle  of  45°,  and 
ioined  to  a  single  crank  on  the  shaft,  have  in  some  cases  been  employed ;  and  we  think  this  arrange- 
ment is  upon  the  whole  the  preferable  one.  The  air-pump  may  be  made  double-acting,  and  may  be 
worked  from  the  same  crank-pin  to  wliich  the  piston-rods  are  attached ;  the  pin,  however,  being  made 
eccentric  in  the  part  to  which  the  air-pump  rod  is  attached,  in  order  to  give  the  pump  a  shorter  stroke 
than  the  piston.  The  crank  and  crank-pin  will,  if  this  arrangement  be  adopted,  be  stronger  if  made  in 
the  same  piece,  and  the  neck  of  the  shaft  from  which  the  crank  overhangs  must  be  made  stronger  than 
usual.  If  the  air-pump  be  made  double-acting,  as  appears  to  be  the  preferable  practice,  its  diameter 
may  be  very  small,  but  the  foot  and  delivery  valve  passages  must  be  larger  than  usual  in  proportion  to 
the  size  of  the  pump.  If  a  piston  valve  be  adopted  for  ^le  delivery  valve,  it  will  be  expedient  to 
balance  the  valve  by  means  of  a  counterweight,  as  is  done  in  case  of  the  steam-valve,  adding  then  a 
pendulum,  or  a  sliort  crank  pulled  into  the  vertical  position  by  a  rod  loaded  with  a  weight,  the  end  of 
the  rod  being  suitably  guided  by  a  swivelHng  eye,  itj  order  to  bring  back  the  valve,  or  retain  the  piston 
opposite  the  ports  untQ  the  pressure  comes  on.  It  is  clear  that,  if  this  arrangement  be  adopted,  the 
thrust  of  the  shaft  forwards,  which  in  the  case  of  the  Rattler  screw  steamer  is  equivalent  to  a  weight  of 
four  tons,  cannot  be  sustained  by  the  end  of  the  shaft ;  and  the  best  arrangement  appears  to  be,  to  re- 
ceive tlie  thrust  upon  a  collar  on  the  shaft,  which  works  within  an  oil  cylinder, — oil  being  forced  con- 
tinually by  a  small  pump  worked  by  the  engine  between  the  end  of  the  til  cylinder  and  the  collar,  until 
the  collar  is  forced  back  with  a  pressure  equal  to  that  of  the  forward  thrust.  It  is  not  expedient,  how- 
ever, to  trust  to  the  oil  alone ;  and,  therefore,  between  the  collar  and  the  bottom  of  the  oil  cylinder,  and 
also  between  the  collar  and  the  top  of  the  oil  cylinder — so  as  to  give  security  for  backing — rollers  car- 
ried by  rings,  as  in  the  case  of  the  rollers  of  a  swivel  bridge,  or  railway  turn-table,  should  be  interposed. 
These  rollers  should  be  as  numerous  as  can  be  conveniently  applied ;  they  should  each  touch  only  in  one 
point ;  should  be  made  narrow,  and  several  of  these  narrow  rollers  should  be  set  I'pon  the  same  spindle, 
BO  as  to  increase  the  quantity  of  the  bearing  surface.  The  collar  and  ends  of  the  oil  cylinder  should 
consist  of  plates  of  hardened  steel,  and  the  rollers  should  also  be  of  hardened  steel,  and  be  all  made  of 
exactly  the  same  diameter.  The  oil  cylinder  would  have  to  be  supplied  with  a  safety-valve  on  each 
side  of  the  collar,  so  that  any  surplus  oil  sent  in  by  the  pump  would  be  able  to  escape  into  a  small  tank, 
out  of  which  the  pump  would  draw.  By  these  expedients,  the  thrust  of  the  screw  may  be  effectually 
and  satisfactorily  counteracted.  It  appears  expedient  to  tooth  out  the  eye  of  the  collar,  and  to  make  it 
of  sufficient  length  to  serve  as  a  coupling-box,  the  end  of  the  shaft  proceeding  from  the  screw  to  the  collar 
being  similarly  toothed,  and  fixed  fast  into  the  collar ;  while  the  end  of  the  shaft  proceeding  from  the 
collar  to  the  engine  is  toothed  in  the  same  fashion,  but  so  fitted  as  to  slide  endways  in  the  collar.  By 
this  arrangement,  should  the  oil  cyhnder  yield  slightly,  or  the  rollers  wear,  the  engine  framing  will  still 
be  preserved  from  the  forward  strain ;  the  only  effect  of  such  accidents  being  to  make  the  engine  shaft 
slip  somewhat  further  into  the  collar.  The  edge  of  the  collar  would  be  furnished  with  cupped  leathers 
upon  each  side,  of  the  same  description  as  those  used  for  the  rams  of  hydraulic  presses. 

Centres  and  lengths  of  rods. — In  fixing  the  positions  of  the  centres,  it  appears  to  be  the  most  conre* 
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nient  way  to  begin  with  the  main  centre.  Tlie  height  of  the  centre  of  the  cross-head  at  half-stroka 
above  the  plane  of  the  main  centre,  is  fixed  by  the  drawing  of  the  engine,  wliich  gives  the  distance  from 
the  centre  of  cross-head  centre  at  half-stroke,  to  the  flange  of  the  cylinder ;  and  from  thence  it  is  easy  to 
find  the  perpendicular  distance  from  the  cylinder-flange  to  the  plane  of  the  main  centre,  merely  by  putting 
a  straight-edge  along  level,  from  the  position  of  the  maia  centre  to  the  cyUnder,  and  raeasming  from 
the  cyhuder-flange  down  to  it,  raising  or  lowering  the  straight-edge  until  it  rests  at  the  proper  measure- 
ment The  main  centre  is  in  that  plane,  and  the  fore  and  aft  position  is  to  be  found  by  plumbing  up 
from  the  centre  line  on  the  sole-plate.  To  find  the  paddle-shaft  centre,  plumb  up  from  the  centre  line 
marked  on  the  edge  of  the  sole-plate,  and  on  this  line  lay  off  from  the  plane  of  the  main  centre  the 
lengtli  of  the  connecting  rod,  if  that  length  be  already  fixed ;  or  otherwise  the  height  fixed  in  the  draw- 
uig  of  tlie  paddle-shaft  above  the  main  centre.  To  fix  the  centre  for  the  parallel-motion  shaft,  when  the 
parallel  bars  are  connected  with  the  cross-head,  lay  off  on  the  plane  of  main  centre  the  length  of  the 
parallel  bar  from  the  centre  of  the  cylinder,  deduct  the  length  of  the  radius  crank,  and  plumb  up  for 
the  central  hne  of  motion  shaft ;  lay  off  on  this  hne,  measuring  from  the  plane  of  main  centre,  the  length 
of  the  side-rod ;  this  gives  the  centre  of  parallel-motion  shaft,  when  the  radius-bars  join  the  cross-head, 
as  is  the  preferable  practice  where  parallel-motions  are  used.  The  length  of  the  connecting  rod  is  the 
distance  from  the  centre  of  the  beam  when  level,  or  the  plane  of  the  main  centre,  to  the  centre  of  the 
paddle-shaft.  The  length  of  the  side-rods  is  the  distance  from  the  centre  line  of  the  beam  when  level, 
to  the  centre  of  the  cross-head  when  the  piston  is  at  half-stroke.  The  length  of  the  radius-rods  of  the 
parallel  motion  is  the  distance  from  the  point  of  attachment  on  the  cross-head  or  side-rod,  when  the  pis- 
ton is  at  half-stroke,  to  the  extremity  of  the  radius-crank,  when  the  crank  is  horizontal ;  or,  in  engines 
with  the  parallel  motion  attached  to  the  cross-head,  it  is  the  distance  from  the  centre  of  the  pin  of  the 
radius-crank,  when  horizontal  to  the  centre  of  the  cylinder. 

How  to  set  the  parallel  motion. — In  marine  engines,  having  fixed  the  centre  of  the  pai-allel-motion 
shaft  in  tlie  manner  just  described,  it  only  remains  to  put  the  parts  together  when  the  motion  is  attached 
to  the  cross-head ;  but  when  the  motion  is  attached  to  the  side-rod,  the  end  of  the  parallel  bar  must  not 
move  in  a  perpendicular  Ime,  but  in  an  arc,  the  versed  sine  of  which  bears  the  same  ratio  to  that  of  the 
side-lever  that  the  distance  from  the  top  of  tlie  side-rod  to  the  point  of  attachment  bears  to  the  total 
length  of  the  side-rod. 

Tlie  parallel  motion  when  put  in  its  place  should  be  tested  by  raising  and  lowering  the  piston  by 
means  of  the  crane :  first  set  the  beams  level,  and  shift  in  or  out  the  motion-shaft,  plummer-Wocks,  or 
bearings,  until  the. piston-rod  is  upright.  Then  move  the  piston  to  the  two  extremes  of  its  motion :  if  at 
both  ends  the  cross-head  is  tluown  too  much  out,  the  stud  in  the  beam  to  which  the  motion  side-rod  is 
attaclied  is  too  far  out,  and  must  be  shifted  nearer  to  the  main  centre :  if  at  the  extremities  the  cross- 
head  is  thro^vn  too  far  in,  the  stud  in  the  beam  is  not  out  far  enough.  If  the  cross-head  be  thrown  in 
at  the  one  end  and  out  equally  at  the  other,  the  fault  is  in  the  motion  side-rod,  wliich  must  be  lengA- 
eued  or  shortened  to  remedy  the  defect. 

How  to  set  the  slide-valves. — The  first  thing  is  to  a,scertain  whether  the  eccentric-rod  is  of  the  right 
length.  To  determine  this,  put  the  valve  in  the  middle  of  its  stroke,  so  that  both  ports  are  covered 
equally,  and  fix  it  in  that  position.  Next,  turn  round  the  eccentric  on  the  shaft  until  the  eccentric-rod 
has  reached  the  furthest  point  of  its  travel /ro?;i  the  shaft,  and  square  up  from  the  side  of  the  eccentric- 
pin  a  hne  upon  the  rod.  Turn  round  the  eccentric  again  until  the  eccentric-rod  reaches  the  end  of  its 
travel  towards  the  shaft,  and  square  up  another  line  on  the  rod  from  the  other  side  of  the  pin.  If  the 
eccentric  notch  be  equally  distant  from  the  hnes  thus  marked  upon  the  eccentric-rod,  the  rod  is  of  tlie 
right  length ;  but  if  the  notch  be  too  far  dpwn  upon  it,  the  rod  requires  to  be  shortened ;  and  if  too  far 
up,  to  be  lengthened — in  each  case  to  an  extent  equal  to  the  deviation  of  the  notch  from  the  central 
line.  Thus,  if  on  trial,  the  notch  be  found  to  be  half  an  inch  nearer  to  the  lower  tlian  to  the  upper  line, 
the  notch  will  require  to  be  shifted  up  a  quarter  of  an  inch,  to  place  it  midway  between  the  hnes  ;  and 
to  do  this,  the  rod  must  be  shortened  a  quarter  of  an  inch ;  whereas,  if  the  notch  be  half  an  inch  nearer 
the  upper  than  the  under  line,  the  rod  will  require  to  be  lengthened  a  quarter  of  an  inch,  and  so  on  in  all 
other  proportions. 

The  right  length  for  the  eccentric-rod  having  been  thus  obtained,  and  the  rod  having  been  adjusted 
thereto,  the  next  step  is  to  set  the  crank  perpendicular.  In  a  workshop  this  is  easily  done  by  a  plumb- 
line,  but  in  a  steam-vessel  recourse  must  be  had  to  another  method.  Find  on  the  sole-plate,  or  cylin- 
.  der-mouth  if  a  direct  action  engine,  the  transverse  centre  hne  answering  to  the  centre  of  the  shaft.  De- 
scribe on  the  large  eye  of  the  crank  a  circle  of  the  size  of  the  crank-pin,  and  lay  off  in  a  fore  and  aft 
direction  from  the  transverse  centre  line  on  cyhnder-mouth  or  sole-plate,  a  distance  equal  to  the  radius 
or  half  diameter  of  the  crank-pin.  Stretch  a  line  from  the  point  thus  marked  off  to  the  edge  of  the 
circle  described  on  the  large  eye  of  the  crank,  and  turn  round  the  paddle-wheels  until  the  crank-pin  just 
touches  the  stretched  hne — the  crank  will  then  be  perpendicular,  and  may  be  set  by  this  method  either 
on  top  or  bottom  centre. 

The  crank  having  been  set  in  a  peqiendicular  position  wliile  the  valve  is  set  and  fixed  with  the 
amount  of  lead  it  is  intended  to  give,  the  eccentric  has  only  to  be  turned  round  upon  the  shaft  until  the 
notch  comes  opposite  to  the  pin  and  the  rod  falls  into  geer,  to  determine  tlie  right  position  of  the  eccen- 
tric on  the  shaft.  The  situation  of  the  eccentric  may  then  be  marked  upon  the  shaft,  and  the  catches 
fitted  on  in  the  usual  way.  The  valve  may  first  be  set  for  going  ahead,  and  may  then  be  set  for  going 
astern, — shifting  round  the  eccentric  to  the  opposite  side  of  the  shaft  until  the  rod  again  falls  into  geer. 
The  position  answerable  to  going  ahead  in  some  engines  will  be  that  answerable  to  going  astern  in 
others,  depending  on  the  way  in  which  the  engines  are  placed,  the  arrangement  of  the  levers,  and  the 
kind  of  valve  employed.  It  is  necessary  to  recollect  that  it  is  tlie  catches  wliich  dn  ve  the  eccentric, 
and  not  the  eccentric  the  catches,  mistakes  having  sometimes  arisen  from  forgetfulness  j)f  this  conditioa 

It  is  impossible  to  give  any  general  rule  for  finding  the  length  of  the  valve  levers  or  the  throw  of  the 
valve.    In  most  engines,  however,  the  travel  of  the  valve  is  twice  the  depth  of  tlie  port,  and  the  tlirow 
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of  the  eccentric  is  equal  to  the  travel  of  the  valve,  so  that  motion  is  neitlier  gained  nor  lost  by  the  levers, 
In  engines  wliich  do  not  oi)erate  expansively,  the  depth  of  tlie  valve  face  is  eqnal  to  the  depth  of  the 
port ;  but  all  modern  engines  liave  a  certain  amount  of  lap  or  cover  on  the  steam  side ;  and  some  on 
the  eduction  side  also.  In  tiie  Tliames  and  Medway  steamers  by  Messrs.  Maudslay,  the  travel  of  the  ' 
valve  is  16  inches,  and  tlie  length  of  valve  lever  8|  inches;  depth  of  port  6  inches;  length  of  port  26 
inches;  distance  from  upper  edge  of  upper  port  to  under  edge  of  under  port,  8  feet  9|  inches;  and  dis- 
tance between  extreme  edges  of  valve  faces,  8  feet  9 J  inches;  so  that  instead  of  there  being  cover  upon 
the  eduction  side,  the  valve  is  one-eighth  of  an  inch  short  at  each  end,  and  will  not  cover  the  ports  in 
any  position.  In  some  engines  the  UD])er  face  is  made  naiTOwer  than  the  under  face.  In  Messrs. 
Mauclslay's  oO-horse  power  engines,  the  breadtii  of  the  jwrt  is  3  inches,  and  its  length  15  inches;  the 
breadth  of  the  lower  valve  face  is  5  inches,  and  of  the  upper  one,  4|  inches.  In  the  48-inch  cylinders 
of  the  s.ame  makers,  the- size  of  port  is  3^  inciies  by  18  inches;  in  the  54-inch  cylinders  the  size  of  port 
•  is  20  inches  by  4  inches ;  the  valve  faces,  8  inches,  and  7i  inches  broad ;  and  the  length  of  the  travel  1 1 
inches.  Other  makers  adopt  different  modes  of  setting  the  valves — we  believe  with  Uttle  difference  in 
the  efficiency  of  the  engine.  We  must  refer  the  reader  to  the  investigations  and  rules  we  have  already  , 
given  respecting  slide-valves,  as  the  best  guide  we  can  furnish  for  fixing  tlie  lap,  lead,  and  other  ele- 
ments, in  the  absence  of  a  uniformity  of  practice. 

Hoio  to  put  tlie  engines  into  a  srewnship. — First,  measure  across  from  the  inside  of  paddle-bearers  to 
the  centre  of  the  ship,  to  make  sure  that  the  central  line,  running  in  a  fore  and  aft  direction  on  the  deck 
or  beams,  usually  drawn  by  tlie  caipenter,  is  really  in  the  ceiitr6 ;  and  if  it  is  not,  make  a  fore  and  aft 
line  or  mark  that  is  in  the  centre.  Stretch  a  line  across  between  the  paddle-bearers  in  the  direction  of 
tlie  shaft :  to  this  line  in  the  centre  of  the  ship  where  the  fore  and  aft  mark  has  been  made,  apply  a 
square  with  arms  six  or  eight  feet  long,  and  bring  a  line,  stretched  perpendicularly  from  the  deck  to  the 
keelson,  accurately  to  the  edge  of  the  square ;  the  lower  point  of  the  line  where  it  touches  the  keelson 
will  then  be  immediately  beneath  the  mark  made  on  the  deck.  If  this  point  does  not  come  in  the 
centre  of  the  keelson,  it  will  be  better  to  shift  it  a  little,  so  as  to  bring  it  to  the  centre,  altering  the  mark 
on  the  deck  correspondingly,  provided  either  paddle-shaft  will  admit  of  this  being  done — one  of  the 
paddle-brackets  being  packed  behind  with  wood,  to  give  it  an  additional  projection  from  the  side  of  tiie 
paddle-bearer.  Continue  the  line  fore  and  aft  upon  the  keelson  as  nearly  as  can  be  judged  in  the  centre 
of  the  ship ;  stretch  another  line  fore  and  aft  through  the  mark  upon  the  deck,  and  look  it  out  of  winding 
with  the  line  upon  the  keelson.  Fix  upon  any  tv/o  points  equally  distant  from  the  centre,  in  the  line 
stretched  transversely  in  the  direction  of  the  shaft ;  and  from  those  points  as  centres,  and  with  any  con- 
venient radius,  sweep  across  the  fore  and  aft  line  to  see  that  the  two  are  at  right  angles ;  and  if  not, 
shift  the  transverse  line  a  little  to  make  them  so.  From  the  transverse  line  next  let  fall  a  line  upon 
each  outside  keelson,  bringing  the  edge  of  the  square  to  the  line,  the  other  edge  resting  on  the  keelson. 
A  point  will  thus  be  got  on  each  outside  keelson  perpendicularly  beneath  the  transverse  line  running  in 
Ine  direction  of  the  shaft,  and  a  line  drawn  between  those  two  points  will  be  directly  below  the  shaft. 
To  this  line  the  line  of  the  shaft  marked  on  the  sole-plate  has  to  be  brought,  care  being  taken  at  the 
same  time,  that  the  right  distance  is  preserved  between  the  fore  and  aft  line  upon  the  sole-plate,  and 
the  fore  and  aft  line  on  the  central  keelson.  Before  any  part  of  the  machhiery  is  put  in,  the  keelsons 
should  be  dubbed  fair  and  straight,  and  be  looked  out  of  winding  by  means  of  two  straight-edges.  The 
art  of  placing  engines  in  a  ship  is  more  a  piece  of  plain  common  sense  than  any  other  feat  in  engineer- 
ing ;  and  every  man  of  intelligence  may  easily  settle  a  method  of  procedure  for  himself  Plumb-lines 
and  spirit-levels,  it  is  obvious,  cannot  be  employed  on  board  a  vessel;  and  the  problem  consists  in  so 
placing  the  sole-plates,  without  these  aids,  that  the  paddle-shaft  will  not  stand  awry  across  the  vessel, 
nor  be  carried  forward  beyond  its  place  by  the  framing  shouldering  up  moi-e  than  was  expected.  As  a 
plumb-line  cannot  be  used,  recourse  must  be  had  to  a  square ;  and  it  will  signify  nothing  at  what  angle 
with  the  deck  the  keelsons  run,  so  long  as  the  line  of  the  shaft  across  the  keelsons  is  squared  down  from 
the  shaft  centre.  The  sole-plates  being  fixed,  tliere  is  no  difficulty  in  setting  the  other  parts  of  the 
engine  in  their  proper  places  upon  them.  The  paddle-wheels  must  be  hung  from  the  top  of  the  paddle 
box,  to  enable  the  shaft  to  be  rove  through  them ;  and  the  cross-stays  between  the  engines  should  be 
fixed  in  when  the  vessel  is  afloat.  To  try  Avhether  the  shafts  are  in  a  line,  turn  the  paddle-wheels, 
and  try  if  the  distance  between  the  cranks  is  the  same  at  the  upper  and  under,  and  the  two  horizontal 
centres ;  if  not,  move  the  end  of  the  paddle-shaft  up  or  down,  or  backwards  or  forwards,  until  the  distance 
between  the  cranks  at  all  the  four  centres  is  the  same. 

Miscellaneous  remarks  respecting  marine-engines. — The  cylinders  should  be  felted,  and  then  cased 
with  wood  that  has  been  baked  until  it  will  shrink  no  longer.  The  steam-pipes  should  be  cased  in  the 
same  way,  and  the  boilers  should  be  felted,  and  then  covered  with  sheet-lead,  soldered  at  every  johit. 
The  whole  of  the  screws  about  the  engine  should  be  made  according  to  a  uniform  system  of  threads,  and 
the  nuts  of  the  same  sized  bolts  should  also  be  of  the  same  size,  so  that  a  single  siianner  will  serve  for 
those  nuts.  Tiie  spanners  intended  for  pohshed  nuts  should  be  close  and  single-ended,  and  they  should 
be  themselves  polished  and  case-hardened,  and  ranged  in  regular  order  on  one  of  the  engine-room  buUc- 
heads.  A  pair  of  brass-sheaved  blocks  for  raising  the  cylinder  cover,  and  another  smaller  pair  for 
raising  the  air-pump  cover,  should  be  pro'tlded ;  and  a  strong  screw,  with  a  large  eye  at  the  end,  for 
raising  the  paddle-wheel.  Strong  spanners  should  also  be  provided  for  the  holding-down  bolts,  with 
eyes  at  the  end,  to  which  a  tackle  may  be  applied ;  and  a  box-key  for  tiglitening  down  the  bolts  of  the 
paddle-shaft  plummer-blocks  through  the  crank-hatch.  Tallow  kettles  are  little  needed  if  the  pistons 
and  cylinder  stuffing-boxes  have  metallic  packings.  Oil-cans  and  lamps  should  be  ranged  on  a  shelf  in 
separate  stands,  so  that  they  cannot  fall  off  when  the  vessel  rolls.  For  every  article  of  engine-room 
"airniture  there  should  be  a  convenient  and  conspicuous  j^lace;  and  if  there  bo  any  Articles  of  spare 
geer,  they  should  be  all  kept  in  sight.  Unless  this  be  done,  they  are  almost  sure  to  be  eaten  up  with 
rust,  as  neglect  generally  follows  tlieir  stdKvage  in  an  unfrequented  or  inaccessible  place. 

In  most  steam-vessels  a  good  deal  of  trouble  is  caused  by  the  holduig-doAvn  bolts,  which  are  generally 
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made  of  iron.  Sometimes  they  go  through  the  bottom  of  tlie  ship,  and  at  other  times  (liey  merely  gc 
through  the  keelson,  a  recess  being  made  in  the  floor  or  timbers  to  admit  of  the  introduction  of  a  nut. 
The  iron,  however,  wears  rapidly  away  in  both  cases,  even  though  the  bolts  are  tinned ;  and  it  has  been 
found  tlie  preferable  method  to  make  such  of  the  bolts  as  pass  through  the  bottom,  or  enter  the  bil"e, 
of  iluntz's  metal,  or  of  copper.  In  side-lever  engines  four  Muntz's  metal  bolts  may  be  put  through  the 
bottom  at  the  crank  end  of  the  framing  of  each  engine,  four  more  at  the  main  centre,  and  four  more  at 
the  cylinder,  making  twelve  through  bolts  to  each  engine ;  and  it  is  more  convenient  to  make  these 
bolts  with  a  nut  at  each  end,  as  in  that  case  the  bolts  may  be  dropped  down  from  the  inside ;  and  the 
necessity  is  obviated  of  putting  the  vessel  on  very  high  blocks  in  the  dock,  in  order  to  give  room  to  puf 
the  bolts  up  from  the  bottom.  The  remainder  of  the  holding-down  bolts  may  be  of  iron ;  and  may,  by 
means  of  a  square  nut,  be  screwed  into  the  timber  of  the  keelsons  as  wood  screws,  the  upper  part  being 
furnished  with  a  nut,  which  may  be  screwed  down  upon  the  sole-plate,  so  soon  as  the  wood  screw 
portion  is  in  its  place.  If  the  cylinder  be  a  fixed  one,  it  should  be  bolted  down  to  the  sole-plate  by  as  • 
many  bolts  as  are  employed  to  attach  the  cylinder-cover,  and  they  should  be  of  copper  or  brass,  in  anv 
situation  that  is  not  easily  accessible.  In  well-formed  bolts  the  spiral  groove  penetrates  about  one- 
twelfth  of  the  diameter  of  the  cylinder,  so  that  the  diameter  of  the  solid  cylinder  which  remains  is  five- 
sixtlis  of  the  diameter  over  the  thread.  The  strain  to  which  iron  may  be  safely  subjected  in  machinery, 
is  one-fifteenth  of  its  utmost  strength,  or  4000  pounds  on  the  square  inch,  so  that  2180  pounds  may  be 
sustained  by  a  screw  an  inch  in  diameter  at  the  outside  of  the  threads.  The  strength  of  the  holding- 
down  bolts,  therefore,  may  easily  be  computed,  when  the  elevating  force  of  the  piston  or  main  centre  is 
known,  but  it  is  expedient  very  much  to  exceed  this  strength  in  practice,  on  accomit  of'  the  elasticity  of 
the  keelsons,  the  liability  to  corrosion,  and  other  reasons. 

A  very  useful  species  of  oil-cup  is  now  employed  in  a  number  of  steam-vessels ;  and  which,  it  is  said, 
accomplishes  a  considerable  saving  of  oil,  at  the  same  time  that  it  more  effectually  lubricates  the 
bearings.  A  ratchet-wheel  is  fixed  upon  a  little  shaft  which  passes  through  the  side  of  the  oil-cup,  and 
is  put  into  slow  revolution  by  a  pendulum  attached  to  it  outside ;  and  in  revolving  it  lifts  uj>  little 
buckets  of  oil  and  empties  them  down  a  funnel  upon  the  centre  of  the  bearing.  Instead  of  buckets,  a 
few  short  pieces  of  wire  are  sometimes  liung  on  the  internal  revolving  wheel,  the  drops  of  oil  which 
adhere  to  them  on  rising  from  the  liquid  being  deposited  upon  a  high  side  set  upon  the  funnel,  and 
which  in  their  revolution  the  hanging  wires  touch.  By  this  plan,  however,  the  oil  is  not  well  supplied 
at  slow  speeds,  as  the  drops  fall  before  the  wires  are  in  the  proper  position  for  feeding  the  journal 
Another  lubricator  consists  of  a  cock  or  plug  inserted  in  the  neck  of  the  oil-cup,  and  set  in  revolution  by 
a  pendulum  and  ratchet-wheel,  or  any  otiier  means.  There  is  a  small  cavity  in  one  side  of  the  plug, 
which  is  filled  with  oil  when  that  side  is  uppermost,  and  delivers  the  oil  through  the  bottom-pipe  Avhen 
it  comes  opposite  to  it.  In  some  cases  bearings  heat  from  making  a  cruciform  groove  in  the  top  brass 
for  the  distribution  of  the  oil,  the  effect  of  Avhich  is  to  leave  the  top  of  the  bearings  dry.  In  the  case  of 
revolving  journals,  the  plan  of  cutting  a  cruciform  channel  for  the  distribution  of  the  oil  does  not  do 
much  damage ;  but  in  other  cases,  as  in  beam-journals  for  instance,  it  is  most  injurious,  and  the  brasses 
cannot  wear  well  wherever  the  plan  is  pursued.  The  right  way  is  to  make  a  horizontal  groove  along 
the  brass  where  it  meets  the  upper  surface  of  the  bearing,  so  that  the  oil  may  be  all  deposited  on  the 
highesj  point  of  the  journal,  leaving  tlic  force  of  gravity  to  send  it  downwards.  This  channel  should  of 
course  stop  short  a  small  distance  from  each  flange  of  the  brass,  otherwise  the  oil  would  run  out  at  the 
ends. 

The  paddle-shaft,  where  it  passes  tiirough  tho  vessel's  side,  is  usually  surrounded  with  a  lead  stuffing- 
box,  which  will  yield  if  the  end  of  the  shaft  falls.  This  stuffing-box  prevents  leakage  into  the  ship 
from  the  paddle-wheels,  but  it  is  expedient  as  a  further  precaution  to  have  a  small  tank  on  the  ship's 
side  immediately  beneath  the  stuffing-box,  with  a  pipe  leading  down  to  the  bilge  to  catch  and  conduct 
away  any  water  that  may  enter.  The  bearing  at  the  outer  end  of  the  paddle-shaft  is  sometimes 
supphed  with  tallow  forced  into  a  hole  m  the  plummer-block  cover,  as  in  the  case  of  water-wheels ;  but 
for  vessels  intended  to  perform  long  voyages,  it  is  preferable  to  have  a  pipe  leading  down  to  an  oil-cup 
above  the  journal,  from  the  top  of  the  paddle-box,  tlu-ough  which  pipe  oil  may  at  any  time  be  supplied. 
The  eccentrics  should  be  fitted  with  pans  beneath  them  to  catch  the  oil  which  falls.  In  vessels  fitted 
with  Hall's  condensers,  the  pistons  and  stuffing-boxes  must  be  supplied  with  oil  instead  of  tallow,  as  the 
tallow  congeals  in  the  pipes  of  the  condensers  and  chokes  them  up.  The  bolts  for  holding  on  the 
paddle-floats  should  be  made  extra  strong  on  account  of  the  corrosion  to  which  they  are  subject,  and 
the  nuts  should  be  made  large  and  should  bo  square,  so  that  they  may  be  effectually  tightened  up  even 
though  the  comers  are  worn  away  by  con'osion.  Paddle-floats,  when  consisting  of  more  than  one  board, 
should  be  bolted  together  edgewise  by  means  of  bolts  rimning  across  their  whole  breadth ;  they  should 
not  overhang  the  ring  much  at  the  outside  of  the  wheel,  else  they  will  be  very  liable  to  be  broken  off 
when  the  wheel  strikes  the  water  heavily.  The  aftermost  paddle-beana  she  uld  come  as  close  as  possible 
to  the  wheel  to  prevent  the  spray  from  bc'ng  carried  up.  The  angular  pieces  or  wales  running  from 
tiio  extremities  of  the  paddle-beams  to  the  back  of  the  deck-houses,  are  best  when  fitted  with  iron 
gratings,  as  wooden  gratings  are  liable  from  their  greater  opposing  surface  to  be  caiTied  away.  The 
brackets  supporting  the  paddle-box  steps  should  consist  of  circular  pieces  running  roimd  the  paddle-box 
from  step  to  step,  as  when  put  on  with  isolated  brackets  the  steps  are  liable  to  be  carried  away  by  the 
sea.  The  funnel  shrouds  should  consist  of  rope  of  the  same  dimensions  as  the  shrouds  of  the  mainmast 
but  a  few  feet  at  the  top  should  consist  of  chain,  as  rope  close  to  the  funnel  would  be  burned. 

It  is  very  difficult  to  fix  engines  effectually  which  have  once  begun  to  work  in  the  ship,  for  in  time 
even  the  surfac<^of  the  keelsons  on  which  the  enguies  bear  becomes  worn  uneven,  and  the  enginei 
necessarily  rock  upon  it  As  a  general  rule,  the  bolts  attacliing  the  engine  to  the  keelsons  are  too  few 
and  of  too  large  a  diameter ;  it  would  be  greatly  preferable  to  have  smaller  bolts  and  more  of  them. 
Twelve  very  strong  brass  or  copper  holding-down  bolts  going  through  the  vessel's  bottom  are  suflicient 
for  a  side-lever  engine,  and  supposmg  the  vessel  to  be  a  wooden  one ;  but  there  should  be  a  large 
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number  of  wood  screws  securing  the  sole-plate  to  the  keelson,  and  a  large  number  of  bolts  securing  the 
various  parts  of  the  engine  to  the  sole-plate.  In  iron  vessels,  holding-down  bolts  passing  through  the 
bottom  are  not  expedient,  and  then  the  engine  has  merely  to  be  secured  to  the  iron  plate  of  the  keel- 
sons, which  are  made  hollow  and  admit  of  the  most  effectual  attachment  of  the  engine.  Where  the 
framing  is  of  cast-iron,  it  is  very  expedient  to  have  one  piece  running  across  the  end  of  the  engines  clear 
of  the  connecting-rod,  so  as  to  bind  the  whole  of  the  frames  together,  and  a  cross  should  extend  horizon- 
tally between  the  intermediate  frames  immediately  beneath  the  paddle-shaft,  so  as  to  counteract  the 
disturbing  action  of  the  connecting-rods.  At  the  cylinder  jaw,  if  the  frame  works,  the  best  expedient 
appears  to  be  the  introduction  of  a  number  of  steel  tapered  bolts,  the  holes  having  been  previously 
bored  out ;  and  if  the  flanges  be  thick  enough,  square  keys  may  also  be  introduced,  half  into  the  one 
flange  and  half  into  the  other,  so  as  to  receive  the  strain.  If  the  jaw  cracks  or  breaks  away,  a  malleable 
iron  hoop  may  be  applied  round  the  cylinder,  and  that  will  in  all  cases  be  the  preferable  expedient, 
where  from  peculiarities  of  structure  it  can  be  as  easily  done  as  introducing  bolts  and  keys.  If  the 
engines  rock  very  much  in  the  vessel,  and  are  defective  in  other  respects,  it  will  be  the  preferable  plan 
to  take  them  out  and  thoroughly  repair  them,  preparatory  to  their  re-introduction ;  and  the  keelsons 
will  then  have  to  be  dubbed  afresh,  and  the  sole-plates  fitted  carefully  to  them.  A  common  practice  is 
to  let  the  sole-plates  rest  on  the  bolt-|»cads,  and  then  to  fit  in  wedges  all  round  until  the  vacuity  is 
filled ;  but  it  is  preferable  to  fit  the  plates  down  solid  upon  the  wood,  and  such  is  the  practice  of  the 
best  engineers. 

Rust  joints  are  not  now  much  used  in  marine-engines,  yet  it  is  necessary  that  we  should  state  how 
they  are  made.  One  ounce  of  sal-ammoniac  in  powder  is  added  to  18  ounces  or  a  pound  of  borings  of 
cast-iron,  and  a  sufiiciency  of  water  is  added  to  wet  the  mixtm-e  thoroughly,  which  should  be  done  some 
liours  before  it  is  wanted  for  use.  Some  persons  add  about  half  an  ounce  of  flowers  of  brimstone  to  the 
above  proportions,  and  a  little  sludge  from  the  grindstone  trough.  This  cement  is  caulked  into  the  joints 
with  a  caulking-iron,  about  three-quarters  of  an  inch  wide,  and  one-quarter  of  an  inch  thick ;  and  after 
the  caulking  is  finished,  the  bolts  of  the  joint  may  be  tried  to  see  if  they  cannot  be  further  tightened. 
Tiie  skin  of  the  iron  must  in  all  cases  be  broken  wliere  a  rust  joint  is  made,  and  if  the  place  be  greasy, 
the  surface  must  be  well  rubbed  over  with  nitric  acid,  and  then  washed  with  water  until  no  grease 
remains.  I'he  oil  about  engines  has  a  tendency  to  damage  rust  joints  by  recovering  the  oxide.  Cop- 
persmiths stanch  the  edges  of  plates  and  the  rivets  by  means  of  a  cement  formed  of  pounded  quick- 
lime and  serum  of  blood,  or  white  of  egg,  and  in  copper  boilers  such  a  substance  may  be  useful  in 
stopping  the  impalpable  leaks  which  sometimes  occur,  though  Roman  cement  appears  to  be  nearly  as 
effectual.  It  would  be  worth  trying,  however,  whether  the  mixture  would  not  prevent  the  internal 
corrosion  of  boilers,  if  laid  on  as  a  paint.  Wire  gauze  smeared  with  white  or  red  lead  and  interposed 
between  surfaces  made  quite  true,  appears  to  be  the  best  desciuption  of  joint  yet  introduced,  and  has 
now  become  identified  with  the  practice  of  the  best  engineers. 

Metals  used  in  the  constriction  of  engines. — The  general  ambition  in  making  cylinders  is  to  make 
them  sound  and  hard ;  but  it  is  expedient  also  to  endeavor  to  make  them  tough,  so  as  to  approach  as 
nearly  as  possible  to  malleable  iron.  This  may  best  be  done  by  mixing  in  the  furnace  as  many  different 
kinds  of  iron  as  possible ;  and  it  may  be  set  down  as  a  general  rule  in  iron-founding,  that  the  greater 
the  number  of  the  kinds  of  iron  entering  into  the  composition  of  any  casting,  the  denser  and  tougher  it 
will  be.  The  constituent  atoms  of  different  kinds  of  iron  appear  to  be  of  different  sizes,  and  the  mixture 
of  different  kinds  maintains  the  toughness  which  adds  to  the  density  and  cohesion.  Hot-blast  iron  was 
at  one  time  generally  believed  to  be  weaker  than  cold-blast,  but  it  is  now  found  to  be  the  stronger  of 
the  two.  The  cohesive  strength  of  unmixed  iron  is  not  in  proportion  to  its  specific  gravity ;  and  its 
elasticity  and  power  to  resist  shocks  appear  to  become  greater  as  the  specific  gravity  becomes  less. 
We  give  here  the  average  results  of  a  number  of  experiments  made  in  Scotland  upon  the  strength  ol 
iron.  The  bars  experimented  on  were  one  inch  square  and  three  feet  long.  Coltness  iron  (No.  1)  bore 
a  weight  of  636  pounds,  and  the  same  iron  (No.  3)  bore  649  pounds;  Gartsherrie  (No.  1)  bore  633 
j)ounds;  Shott's,  (No.  1,)  594  pounds;  Wilsontown,  (No.  1,)  '706  pounds,  and  (No.  2j  118  pounds; 
Pintwyn,  (No.  1,)  681  pounds;  Calder,  (No.  3,)  765  pounds;  Govan,  (No.  3,)  645  pounds;  Bumbow, 
(No.  2,)  734  pounds.  Mixed  irons  are  found  to  be  stronger.  Coltness  and  Gartsherrie  (No.  1)  bore  842 
pounds;  Coltness,  Castlehill,  Shott's,  and  Gartsherrie,  (No.  1,)  639  pounds;  Coltness,  (No.  1,)  and  Bum- 
bow,  (No.  2,)  677  pounds.  A  mixture  consisting  of  2  tons  Pintwyn,  (No.  1,)  4  tons  PintAvyn,  (No.  2,)  5 
tons  of  Wilsontown,  (No.  2,)  2  tons  of  Wilsontown,  (No.  3,)  5  tons  of  Calder,  (No.  2,)  and  4  tons  ol 
Calder,  (No.  3,)  bore  1,008  pounds;  and  a  miscellaneous  lot  of  old  cast-iron  of  the  cold-blast  manufacture, 
from  Wilsontown,  bore  1,500  pounds.  Numbers  3  and  4  are  the  strongest  irons  in  most  cases:  iron 
remelted  in  a  cupola  is  not  so  strong  as  when  remelted  in  an  air-furnace ;  and  when  run  into  green  sand 
it  is  not  reckoned  so  strong  as  when  run  into  dry  sand  or  loam.  The  quality  of  the  fuel,  and  even  the 
state  of  the  weather,  exerts  an  influence  upon  the  quality  of  the  iron.  Smelting  furnaces  on  the  cold- 
blast  principle  have  long  been  known  to  yield  better  iron  in  winter  than  in  summer,  probably  from  the 
existence  of  less  moisture  in  the  air;  and  it  would  probably  be  found  to  be  an  improvement  in  iron- 
founding  if  the  blast  were  to  pass  through  a  vessel  containing  muriate  of  lime,  by  which  the  moisture  in 
the  air  would  be  extracted.  The  secret  of  making  fine-skinned  castings  lies  in  using  plenty  of  black- 
cuing.  In  loam  and  dry  sand  castings  the  charcoal  should  be  mixed  with  thick  clay  water,  and  applied 
until  it  is  an  eighth  of  an  incli  thick,  or  more ;  the  surface  should  then  be  very  carefully  smoothed  or 
sleeked,  and  if  the  metal  has  been  judiciously  mixed,  and  the  mould  thoroughly  dried,  the  casting  is 
sure  to  be  a  fine  one.  Dry  sand  and  loam  castings  should  be  as  much  as  possible  made  in  boxes ;  the 
moulds  may  thereby  be  more  rapidly  and  more  effectually  dried,  and  better  castings  will  be  got,  with  a 
•ess  expense. 

In  the  malleable  iron  work  of  engines  scrap-iron  has  long  been  used,  and  considered  preferable  to 
other  kinds ;  but  if  the  parts  are  to  be  case-hardened,  as  is  now  the  usual  practice,  the  use  of  scrap-i/oi 
is  to  be  reprehended,  as  it  is  almost  sure  to  make  the  parts  twist  in  the  case-hardening  process.     Ir 
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case-hardening,  iron  absorbs  carbon,  wliich  causes  it  to  swell :  some  kinds  of  iron  have  a  greater  capacity 
for  carbon  than  other  kinds,  and  in  case-hardening  they  will  swell  more ;  and  any  such  unequal  enlarge 
ment  in  the  constituent  portions  of  a  piece  of  iron  will  cause  it  to  change  its  figure.  In  some  instancei 
case-hardening  has  caused  such  a  twisting  of  the  parts  of  an  engine,  that  they  could  not  aftei-wards  be 
fitted  together.  It  is  preferable,  therefore,  to  make  such  parts  as  are  to  be  case-hardened  to  any 
considerable  depth  of  Lowmoor  iron,  which,  being  homogeneous,  will  absorb  carbon  equally,  and  will 
not  twist. 

Piston-rods  are  now  very  generally  made  of  steel,  and  are  obtained  of  the  requisite  size  and  quality 
from  the  rolling-mill.  Steel  is  made  almost  exclusively  from  Dannemora  iron :  the  bars  are  arranged 
in  a  furnace  about  14  feet  long ;  a  layer  of  charcoal  is  spread  over  the  bottom,  then  a  layer  of  bars,  and 
eo  on  until  about  10  tons  of  iron  have  been  introduced.  The  top  is  covered  with  charcoal,  over  which  is 
a  layer  of  sand,  and  above  tliat  a  layer  of  slush  from  the  grindstone  trough,  applied  wet ;  the  object  of 
which  is  entirely  to  exclude  the  air.  The  fire  is  then  liglited,  and  in  about  a  week  the  iron  will  have 
increased  in  weight  a  one  hundred  and  fiftieth  part,  and  be  found  converted  into  blistered  steel.  These 
bars  may  then  be  fiigoted  and  tilted,  so  as  to  form  steel  articles  of  any  size.  In  the  operation  of  case- 
hardeiung  the  same  process  is  carried  on  as  in  converting  iron  into  steel,  but  it  is  only  continued  for  such 
a  time  as  to  enable  the  charcoal  to  penetrate  to  a  moderate  depth.  In  our  judgment  all  the  malleable 
iron  parts  of  a  marine  steam-engine  should  be  case-hardened,  as  they  cannot  then  be  so  easily  defaced, 
by  hammer  marks  or  otlierwise,  and  will  be  much  less  liable  to  rust.  The  more  unwieldy  portions  may 
be  case-hardened  by  prussiate  of  potash,  a  salt  made  from  animal  substances,  composed,  of  two  atoms  of 
carbon  and  one  of  nitrogen,  and  which  operates  on  the  same  principle  as  in  the  case  of  case-hardening 
by  means  of  charcoal.  The  iron  is  heated  in  the  fire  to  a  dull-red  heat,  and  the  salt  is  either  sprinkled 
upon  it  or  rubbed  on  in  the  lump,  or  the  iron  is  rolled  in  the  salt  in  powder ;  the  iron  is  then  returned  to 
the  fire  for  a  few  minutes,  and  immersed  in  water.  By  some  persons  the  salt  is  supposed  to  act 
unequally,  as  if  there  were  greasy  spots  upon  the  iron  which  the  salt  refused  to  touch,  and  tlie  effect 
under  any  circumstances  is  exceedingly  superficial ;  nevertheless,  upon  all  parts  not  exposed  to  wear,  a 
sufiicient  coating  of  steel  may  be  obtained  by  this  process.  The  most  common  plan  of  case-liardening 
consists  in  inserting  the  articles  among  horn  or  leather  cuttings,  bone-dust,  or  animal  charcoal,  in  an  iron 
box  provided  with  a  tight  lid,  which  is  then  put  into  a  furnace,  and  kept  hot  for  a  period  answerable  to 
the  depth  of  steel  required.  In  some  cases  the  plan  pursued  by  the  gunsmiths  may  be  employed  with 
convenience.  The  article  is  inserted  in  a  sheet-iron  case,  amid  bone-dust,  often  not  burned ;  the  lid  of 
the  box  is  tied  on  with  wire,  and  the  joint  luted  with  clay,  and  the  box  is  heated  to  redness  as  quickly 
as  possible,  and  kept  half  an  hour  at  a  uniform  heat.  Its  contents  are  then  suddenly  immersed  in  cold 
water.  The  carbonaceous  lining  in  the  inside  of  old  retorts  is  sometimes  used  in  case-hardening  with 
good  effect. 

Steel  is  hardened  by  heating  and  cooling  it  suddenly,  and  softened  by  heating  and  coohng  it  slowly. 
A  thin  blade  of  steel,  if  heated,  and  placed  between  the  cold  hammer  and  anvil,  will  become  extremely 
hard ;  whereas  a  tliick  piece  of  steel  woidd  not  be  made  hard  by  such  a  mode  of  treatment.  Mercury 
lias  been  proposed,  instead  of  water,  for  hardening  steel,  but  its  use  is  not  attended  with  sensible 
advantage.  Salt  and  water  is  also  used,  but  the  articles  immersed  in  it  are  liable  to  rust,  unless  after- 
wards steeped  in  lime-water.  Water  which  has  been  long  used  for  tempering  is  supposed  to  be 
preferable  to  fresh  water,  and  if  the  steel  is  harsh  the  chill  is  taken  off  the  water.  In  the  case  of  thin 
edge-tools  the  water  is  sometimes  covered  with  a  film  of  oil,  but  it  is  a  question  whether  plain  water  is 
not  preferable.  The  file-makers  medicate  the  water  they  use  for  tempering,  and  the  method  of  doing 
so  forms  one  of  the  secrets  of  the  trade ;  but  it  appears  probable  that  a  little  white  arsenic  is  the  chiet 
addition  they  make.  A  common  practice  with  some  steel  articles  is  to  make  them  in  the  first  instance 
as  hard  as  possible,  and  then  to  soften  them  somewhat,  or  let  them  down,  as  it  is  called,  by  heating 
them  to  a  certain  temperature,  which  is  indicated  by  tlie  color  they  assume.  A  pale  straw-color,  which 
is  indicative  of  a  temperature  of  from  430°  to  450°,  is  the  color  proper  to  tools  for  metal ;  a  dark  straw- 
color,  470°  to  490°,  is  that  suitable  for  tools  for  wood  and  for  screw-taps ;  a  brown-yellow,  verging  to  a 
light  purple,  500°  to  530°,  is  the  color  suitable  for  hatchets  and  saws ;  and  a  dark  blue,  550°  to  600°, 
is  the  color  for  springs.  Steel  dies  may  be  tempered  by  heating  them  to  the  color  of  sealing-wax, 
plunging  them  into  naphtha  lieatedio  200°,  and  so  soon  as  ebullition  ceases,  plunging  them  into  cold 
water.  It  appears  to  be  the  prevailing  opinion  among  experienced  machinists,  that  for  the  great 
majority  of  articles  requiring  to  be  tempered,  plain  cold  water  is  the  best  agent,  but  tliat  for  small 
elastic  works  oil  is  preferable.  For  letting  down  large  tools,  a  red-hot  muffle  is  a  convenient  instrument, 
and  is  used  in  the  Bank  of  England.  Steel  articles  may  be  most  effectually  softened  by  exposing  them 
to  a  high  heat,  imbedded  in  a  mixture  of  charcoal  and  chalk.  Steel  that  has  been  spoiled  by  over- 
heating may  be  recovered  by  heating  and  quenching  in  wat«r  four  or  five  times,  caiTying  each  to  a 
somewhat  less  degree  tlian  the  first  excess,  and  finally  the  steel  must  be  well  hammered  at  a  red  heat, 
continuing  the  hammering  until  the  strel  is  nearly  cold. 

Copper  and  zinc  seem  to  mix  in  all  proportions,  and  every  addition  of  zinc  increases  the  fusibility, 
Tlie  red  color  of  copper  slides  into  that  of  yellow  brass  at  about  4  or  5  ounces  to  tlie  pound,  and 
remains  little  altered  to  about  8  or  10  ounces;  after  this  it  becomes  whiter,  and  when  32  ounces  of  zinc 
are  added  to  16  of  copper,  the  mixture  has  tlie  brilliant  silvery  colou  of  speculum  metal,  but  witli  a 
bluish  tint.  The  alloys  witli  zinc  retain  their  malleability  and  ductility  well,  to  about  8  or  10  ounces  to 
the  pound ;  after  this,  the  crystalline  character  begins  to  prevail.  The  alloy  of  2  zinc  and  1  copper 
may  be  crumbled  in  a  mortar  when  cold.  The  ordinary  range  of  good  yellow  brass,  that  files  and  turns 
well,  is  from  about  4  J  to  9  ounces  to  the  pound.  Brazing  solders  may  be  stated  in  the  order  of  their  hard- 
ness— 3  parts  copper  and  1  part  zinc,  (very  hard ;)  8  parts  brass  and  1  part  zinc,  (hard ;)  6  parts  brass, 
1  part  tin,  and  1  part  zinc,  (soft.)  A  very  common  solder  for  iron,  copper,  and  Ijrass  consists  of  nearly 
I'qual  parts  of  copper  and  zinc.  Muntz's  metal  consists  of  40  parts  of  zinc  and  60  of  copper.  Any 
proportions  between  the  extremes  of  50  zinc  and  50  copper,  and  37  zinc  and  63  copper,  will  roll  and 
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work  at  the  red  lieat,  but  40  zinc  to  60  copper  are  the  proportions  preferred.  Bell-metal  for  large  bells 
consists  of  4i  ounces  to  5  ounces  of  tin  to  the  pound  of  copper.  Tough  brass  for  engine-work,  1  ^  pound 
tin,  1 J  pound  zinc,  and  10  pounds  copper.  Brass  for  heavy  bearuigs,  2  J  ounces  tin,  J  ounce  zinc,  and  1 
pound  cojipor.  There  is  a  great  difference  in  the  length  of  time  brasses  wear,  as  made  by  different 
manufacturers,  but  the  difference  arises  as  much  from  a  different  quantity  of  surface  as  from  a  varying 
composition  of  the  metal.  Brasses  should  always  be  made  strong  and  thick,  as  when  thin  they  collapse 
upon  the  shaft,  and  increase  the  friction  and  the  wear. 

A  lining  metal  for  bushes  has  latterly  been  introduced  in  the  bushes  of  locomotive  axles,  and 
other  machinery,  composed  of  1  pound  of  copper,  5  pounds  regulus  of  antimony,  and  50  pounds  of 
tin,  or  other  similar  proportions,  the  presence  of  the  tin  being  the  only  material  condition.  The  copper 
is  first  melted,  and  the  antimony  is  added,  with  a  small  portion  of  the  tin,  charcoal  being  strewed 
over  the  metal  in  the  crucible,  to  prevent  oxidation.  The  bush  or  article  to  be  lined  having  been  cast 
with  a  recess  for  the  soft  metal,  is  to  be  fitted  to  an  iron,  formed  of  the  shape  and  size  of  the  bearing  or 
journal,  allowing  a  httle  in  size  for  the  shrinkage ;  drill  a  hole  for  the  reception  of  the  soft  metal,  say  from  ^ 
to  I  of  an  inch  diameter ;  wash  the  parts  not  to  be  tinned  with  a  clay  wasli,  to  prevent  the  adhesion  of 
the  tin ;  wet  the  part  to  be  turned  with  alcohol,  and  sprinkle  fine  sal  ammoniac  upon  it ;  heat  the  article 
till  a  fume  arises  from  the  ammonia,  and  immerse  it  in  a  kettle  of  Banca  tin,  care  being  taken  to  prevent 
oxidation.  When  sufficiently  tinned  the  bush  should  be  soaked  in  water,  to  take  off  any  particles  of 
ammonia  that  may  remain  upon  it,  as  the  ammonia  would  cause  the  metal  to  blow.  Wash  with  fine 
pipe-clay  and  dry,  then  heat  the  bush  to  the  melting  point  of  tin,  wipe  it  clean,  and  pour  in  the  metal, 
giving  it  sufficient  head  as  it  cools ;  the  bush  should  then  be  scoured  with  fine  sand,  to  take  off  any  dirt 
that  may  remain  upon  it,  and  it  is  then  fit  for  use.  This  metal  wears  for  a  longer  time  tlian  ordinary 
gun-metal,  and  its  use  is  attended  with  very  little  friction.  If  the  bearing  heats,  however,  from  tlie 
stopping  of  the  od-hole,  or  otlierwise,  the  metal  will  be  melted  out. 

For  details  of  Boilers  see  Boilers. 

Locomotive  Engines — General  features  of  the  boiler.     See  Boileb3, 

The  shell,  which  is  cylindrical,  is  attached  to  the  smoke-box  and  fire-box  by  angle-iron ;  tlie  end  ot 
the  shell  next  the  smoke-box  is  closed  entirely  by  the  tube-plate,  but  at  the  smoke-box  end  the  water 
has  free  access  quite  roimd  the  iiaternal  fire-box,  one  side  of  which  forms  the  tube-plate.  The  shell,  ex- 
ternal fire-box,  and  tlie  smoke-box  are  always  of  iron,  the  thickness  of  plate  being  5-1 6  th  in.  in  ordinary 
boilers  of  3  feet  to  3  feet  4  in.  in  diameter,  though  in  some  cases  it  is  f  in. ;  the  pitch  of  rivets  is  1|  in., 
and  the  diameter  of  rivets  11-1 6th  in.  The  shell  is  sometimes  made  with  flush  joints,  a  band  of  iron 
covering  the  joint  attached  by  two  rows  of  rivets.  The  boiler  plates  should  have  their  fibres  iiinning 
round  the  boiler  instead  of  in  tiie  direction  of  its  length,  as  the  plate  is  somewliat  stronger  in  that  direc- 
tion. The  boiler  is  secured  endwise  by  longitudinal  stays,  which  are  fastened  by  cutters  to  jaws  at- 
tached to  the  end  plates. 

The  blast-pipe  is  the  eduction-pipe  diminished  in  area  at  the  mouth  to  such  a  degree  as  to  cause  the 
steam  to  issue  with  a  great  velocity,  whereby  a  powerful  draught  through  the  fire  is  maintained  by  the 
steam  rushing  up  the  chimney.  The  area  of  the  mouth  of  the  blast-pipe  varies  in  different  engines,  but 
an  area  of  l-22d  of  the  area  of  the  cylinder  is  a  common  proportion.  A  variable  blast-pipe,  the  orifice 
of  which  may  be  increased  or  diminished  in  area,  is  now  much  used.  One  arrangement  for  tliis  purpose 
consists  of  tlie  application  of  a  regulator  plate  at  the  top  of  the  blast-pipe,  with  a  hole  through  the  centre 
of  the  plate,  through  which  the  nozzle  of  the  blast-pipe  passes.  When  this  regulator  plate  is  closed,  the 
whole  of  the  steam  has  to  ascend  through  the  central  nozzle ;  but  when  the  regulator  is  open,  or  partly 
open,  a  part  of  the  steam  escapes  through  the  holes  in  it.  Another  plan  consists  in  the  application  of  a 
moveable  plug  within  the  blast-pipe,  which  may  narrow  the  escape  orifice  to  an  annular  space  of  small 
area,  the  plug  being  raised  or  lowered  by  a  lever  and  rod.  Stephenson's  method  of  contracting  the 
blast  consists  in  making  the  nozzle  of  the  pipe  conical,  and  forming  it  to  elide  within  the  upright  pipe, 
whereby  an  annular  space  is  left  for  the  escape  of  the  steam  around  the  nozzle  when  the  nozzle  is 
lowered. 

The  steam-whistle  is  generally  placed  upon  the  firetjox  dome  within  conve- 
nient reach  of  the  engineer.  It  consists  of  a  cock.  Fig.  1443,  opening  by  four  side 
holes  into  an  annular  chamber,  whence  the  steam  escapes  through  an  annular 
apertiure  about  l-64th  in.  in  width,  striking  in  its  exit  the  edge  of  a  bell,  fixed  by 
a  stem  to  the  cock,  whereby  the  sound  is  produced.  The  edge  of  this  bell  should 
be  about  l-32d  of  an  inch  thick,  and  should  be  exactly  over  the  opening,  so  that 
the  issuing  steam  may  impinge  directly  upon  it.  The  metal  should  be  of  similar 
composition  to  that  of  clock  bells.  The  whistle  is  sometimes  jointed  by  running 
melted  lead  between  its  flange  and  the  dome-plate ;  but  it  is  better  to  fit  the  sur- 
faces so  truly  together  as  to  be  steam-tight  merely  with  the  assistance  of  one 
tliickness  of  fine  canvas  coated  with  red-lead  or  cement,  for  lead  will  always 
be  found  to  decay  by  contact  with  high-pressure  steam,  making  continual  renova- 
tion necessary.  This  remark  equally  applies  to  the  other  joints  connected  to  the 
f;hell  of  the  boiler,  such  as  the  gage-tube,  blow-off  cocks,  and  feed-pipes. 

To'save  the  steam  wliich  is  formed  when  the  engine  is  stationary,  a  pipe  is  fitted 
to  the  boiler  which  conveys  the  steam  at  such  times  to  the  tender,  where  it  heats 
the  water  and  is  itself  condensed.  This  method  of  disposing  of  the  steam  is  bene- 
ficial in  descending  mclined  planes,  when  more  steam  is  formed  than  is  required 
for  the  use  of  the  engine.  A  cock  for  emptying  the  boiler  is  usually  fixed  to  tlie 
bottom  of  the  fire-box ;  this  cock  should  not  be  placed  at  the  front  end  of  the  fire- 
box, as  the  foul  water  blown  out  of  the  boiler  is  thrown  over  the  geering,  which  is 
'jijured  by  the  sand  getting  into  the  bearings. 
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The  Fire-Bars  have  always  been  a  source  of  ranch  expense  in  the  locomotive-engine,  as  they  hum 
out  very  rapidly,  and  have  to  be  often  renewed ;  from  the  rapid  combustion  going  on  over  their  upper 
surfaces,  they  become  heated  intensely  throughout,  causing  them  to  throw  oflF  scale,  and  to  bend  under 
the  weight  of  the  fuel.  The  best  remedy  has  been  found  to  consist  in  making  the  bars  very  thin  and 
deep,  so  as  to  keep  their  lower  edges  exposed  to  a  cooling  draught  of  air,  and  to  diminish  the  area  of 
metal  conducting  heat  downwards  from  their  heated  upper  edges.  Fire-bars  have  given  much  satis- 
faction when  made  4  inches  deep,  (parallel,)  and  full  f  inch  thick  on  the  upper  edge  and  f  inch  on  the 
lower  edge.  In  some  very  large  square  fire-boxes,  such  as  those  used  on  the  Great  Western  Railway, 
a  diaphragm,  or  divisional  4-inch  water-space,  has  been  placed  across  the  middle  of  the  fire-box,  with 
the  view  of  obtaining  increased  heating  surfaoo. 

Tlie  ash-box  consists  of  a  plate-iron  tray,  placed  below  the  fire-box,  to  receive  the  burning  ashes  that 
drop  from  betwixt  the  fire-bars.  In  the  earlier  locomotives,  no  ash-boxes  being  used,  the  red-hot  ashes 
were  dispersed  to  a  considerable  distance  by  coming  in  contact  with  the  wheels,  and  conflagrations  were 
often  tliereby  originated.  The  ash-box  should  be  as  large  as  convenient,  and  not  less  than  10  inches 
deep,  otlierwise  it  will  materially  impede  the  draught ;  but  if  of  ample  dimensions,  and  closed  at  the 
sides  and  back,  it  will  increase  the  draught,  particidarly  when  running  against  a  head  wind,  at  which 
time  a  strong  draught  is  required.  A  hanging  shutter  to  open  or  close  the  front  of  the  ash-box  forms  a 
good  damper.  The  bottom  of  the  asli-box  is  placed  about  9  inches  above  the  level  of  the  rails,  and 
should  on  no  account  be  nearer  than  6  inches,  otherwise  the  engine  cannot  pass  safely  over  stones  or 
similar  objects  lying  accidentally  between  the  rails. 

Tubes. — The  tubes  are  generally  formed  of  brass ;  the  ferules  by  wliich  they  are  secured  are  for  the 
most  part  made  of  steel  at  the  furnace  end,  and  of  malleable  iron  at  the  smoke-box  end,  and  the  holes 
in  the  tube-plates  are  tapered,  so  that  the  tubes  bind  them  together.  Great  care  should  be  taken  in 
securing  tlie  tubes,  as  any  neglect  -will  be  productive  of  much  inconvenience.  The  ferules  are  found  to 
be  very  injurious  to  freedom  of  draught,  particularly  in  very  small  tubes ;  and  to  overcome  this  objec- 
tion, the  methods  we  have  mentioned,  and  many  others,  have  been  tried  for  fixstening  the  tubes  in  by 
riveting  over  or  screwing  into  the  tube-plates ;  but  hitherto  no  method,  except  that  of  internal  tube- 
rings,  has  been  found  to  answer  in  the  case  of  brass  tubes ;  but  we  tliink  it  likely  that,  with  wrought- 
iron  tubes,  internal  tube-rings  will  be  ultimately  abandoned.  Stephenson  has  fi^equently  adopted  iron 
tubes  of  late,  in  preference  to  brass,  on  the  score  of  their  greater  cheapness  and  dmability ;  and  in  some 
cases,  where  unusual  attention  has  been  paid  to  them,  and  pure  water  used,  they  have  been  found  to 
answer  very  welL  A  common  internal  diameter  of  tubes  is  1  §  in.  If  made  very  small,  the  tubes  are 
liable  to  be  choked  by  pieces  of  coke,  and  the  sectional  area  will  be  inconveniently  contracted,  while,  if 
made  much  larger,  the  heating  sm-face  will  be  unduly  diminished.  The  number  of  tubes  varies  con- 
siderably in  different  boilers  ;  in  one  species  of  locomotive  in  extensive  use  the  number  is  134,  and  the 
pitch  2\  in.  Sufficient  space  is  left  below  the  tubes  for  deposite,  that  it  may  not  be  in  contact  with  the 
tubes  and  cause  them  to  be  burned :  the  extreme  tube  of  the  widest  row  is  about  the  diameter  of  a 
tube  from  the  boiler  shell.  In  the  long-boiler  engines  of  Stephenson,  from  the  volume  of  water  con- 
tained in  them,  considerable  time  is  required  to  get  up  the  steam,  even  so  much  as  three  and  a  half 
hours  where  the  ordinary  engines  take  two  hours,  and  they  requu'e  great  care  in  firing  and  feeding  to 
prevent  the  steam  running  low. 

Smoke-box  and  chimney. — The  smoke-box  door  of  many  engines  is  hinged  at  the  bottom,  and  is  kept 
shut  by  means  of  handles  and  catches ;  but  the  position  of  the  door  when  open  is  in  that  case  inconve- 
nient, as  it  prevents  ready  access  to  the  tubes.  In  some  of  Stephenson's  engines,  the  smoke-box  door 
is  in  two  leaves,  which  open  like  the  doors  of  a  house,  overlapping  at  the  centre,  where  they  are  closed 
by  a  bar,  and  at  top  and  bottom  by  handles  and  catches.  This  door  admits  of  the  easy  examination  of 
the  cylinders  and  valves.  A  small  door  is  usually  left  near  the  bottom  of  the  smoke-box,  by  which  the 
accumulated  cinders  may  be  removed.  The  bottom  of  the  smoke-box  should  not  be  below  the  ash-pan, 
or  be  much  nearer  the  level  of  the  rails  than  1 8  inches,  else  the  waste-water  cocks  of  the  cylinder 
projecting  through  it,  would  be  liable  to  injury  from  objects  lying  on  the  line.  The  smoke-box  is  lower 
m  freight  engines  than  in  passenger  engines,  on  account  of  the  driving  wheels  being  smaller ;  and,  being 
coupled  with  the  other  wheels,  the  cylinder  has  frequently  to  be  inclined  to  let  the  moving  parts  work 
clear  of  the  front  axle. 

The  chimney  must  not  stand  more  than  14  feet  high  above  the  raUs.  The  sectional  area  of  the  chim- 
ney is  about  1-1 0th  of  the  area  of  fire-grate.  The  chimney  is  usually  provided  ^ith  a  damper,  similar 
to  the  disk  throttle-valve  of  an  ordinary  engine  ;  this  is  generally  hung  off  the  centre,  and  a  hole  is  made 
in  it  for  the  top  of  the  blast-pipe,  which  projects  through  it  when  it  is  closed.  Another  damper  has  been 
applied  by  Messrs.  Rennie  at  the  smoke-box  end  of  the  tubes,  consisting  of  a  sliding-plate  perforated 
with  holes,  which  when  opposite  the  ends  of  the  tubes  will  give  a  free  current,  and  may  be  made  to 
close  them  completely  if  required.  Another  kind  of  damper  consists  of  an  arrangement  of  thin  bars 
similarly  disposed  to  the  laths  of  a  Venetian  blind ;  the  plates  being  so  hinged,  that  when  placed  with 
their  edges  to  the  tube-plate,  they  leave  the  flow  of  air  through  the  tubes  unimpeded,  and  when  hanging 
down  they  close  up  the  tubes,  or  they  partially  close  the  tubes  in  any  intermediate  position.  By  either 
of  these  arrangements,  the  hot  air  is  retained  for  a  longer  period  in  contact  with  the  tubes  than  if  a  simple 
damper  were  used,  as  each  tube  is  virtually  furnished  with  a  hanging  bridge  which  keeps  in  the  hottest 
air  and  lets  only  the  coldest  flow  out  An  inconvenient  degree  of  heat  in  the  smoke-box  is  also  pre- 
vented, nie  smoke-box  is  usually  made  of  \  plate ;  the  chimney  of  Jth  plate ;  the  blast-pipe  of  Jth 
copper,  and  the  steam-pipe  of  3-1 6th  copper. 

Framinq. — In  some  engines  the  side-frames  consist  of  oak,  with  iron  plates  riveted  on  each  side. 
The  guard-plates  are  in  these  cases  of  equal  length,  the  frames  being  curved  upwards  to  pass  over  the 
driving-axle.  Hard  cast-iron  blocks  are  nveted  between  the  guard-plates,  to  serve  as  guides  for  the  axle- 
bushes!  Tlie  side-frames  are  connected  across  at  the  ends,  and  cross-stays  are  introduced  beneath  the 
boiler  to  stiflen  the  frames  sidewise,  and  prevent  the  ends  of  the  connecting  or  eccentric  rods  from  fall 


ENGINES,  DETAILS  OF.  513 


ing  down,  if  they  should  be  broken.  The  springs  are  of  the  ordinary  carriage  kind  Avith  plates,  con- 
nected at  the  centre,  and  allowed  to  slide  on  each  other  at  their  ends.  Tlie  upper  plate  terminates  in 
two  eyes,  through  each  of  which  passes  a  pin,  which  also  passes  through  the  jaws  of  a  bridle,  con- 
nected by  a  double-threaded  screw  to  another  bridle,  which  is  jointed  to  the  framing :  the  centre  ot 
the  spring  rests  on  the  axle-box.  Sometimes  the  springs  are  placed  between  the  guard-plates  and  bo 
low  the  framing,  which  rests  upon  their  extremities.  One  species  of  spring  which  has  gained  a  con- 
siderable introduction  consists  of  a  number  of  flat  steel  plates,  with  a  piece  of  metal  or  other  substance 
interposed  between  them  at  the  centre,  leaving  the  ends  standing  apart. 

A  common  mode  of  connecting  the  engine  and  tender,  is  by  means  of  a  rigid  bar  with  an  eye  at 
each  end,  tlirough  which  pins  are  passed.  Between  the  engine  and  tender,  however,  buffers  should 
always  be  interposed,  as  their  presence  contributes  greatly  to  prevent  oscillation  and  other  irregular 
motions  of  the  engine.  A  bar  is  strongly  attached  to  the  front  of  the  carriage  on  each  side,  and  pro- 
jects perpendicularly  downwards  to  within  a  short  distance  of  the  rail,  to  clear  away  stones  or  other 
obstructions  that  might  occasion  accidents  if  the  engine  ran  over  them.  The  axles  bear  only  agamst 
the  tops  of  the  axle  boxes,  which  are  generally  of  brass ;  but  a  plate  extends  beneath  the  bearing  to 
prevent  sand  from  being  thrown  upon  it.  The  upper  part  of  the  box  in  most  engines  has  a  reservoir  of 
oil,  which  is  supplied  to  the  journal  by  two  tubes  and  siphon  Avicks.  Stephenson  uses  cast-iron  axle 
boxes  with  brasses,  and  grease  instead  of  oil,  which  is  fed  by  the  heat  of  the  bearing  melting  the  grease, 
and  causing  it  to  Hoav  down  through  a  hole  in  the  brass.  All  the  engines  with  outside  bearings  have 
inside  bearings  also ;  they  are  supported  by  longitudinal  bars,  which  serve  also  in  some  cases  to  support 
the  piston  guides :  these  bearings  are  sometimes  made  so  as  not  to  touch  the  shaft,  unless  in  the  event 
of  its  breaking. 

Steam-dome  pipes  and  regulator. — The  steam-dome,  or  separator,  from  the  upper  part  of  which  the 
supply  of  steam  is  obtained,  is  now  generally  placed  over  the  fire-box ;  and  in  Bury's  and  Steplienson's 
engines  it  fonns  a  part  of  the  external  shell  of  the  fire-box ;  whilst  in  the  engines  used  on  the  Grand 
Junction  Railway,  it  consists  of  an  independent  cylindrical  vessel,  attached  to  the  low  roof  of  the  fire- 
box. Either  plan,  this  latter  or  Bury's,  is  perfectly  safe  and  strong,  witliout  the  addition  of  stay-rods ; 
but  Stephenson's  dome  presents  a  large  extent  of  flat  surface,  from  the  roof  of  the  internal  fire-box  up  tc 
the  arched  roof  of  the  external  fire-box ;  and  this  flat  surface  requires  to  be  powerfully  stayed  by  angle- 
irons  and  tension-rods.  We  remember  an  instance  in  which  the  accidental  omission  of  one  of  the  nu- 
merous tension-rods  led  to  the  forcing  out  and  partial  explosion  of  the  side  of  the  fire-box,  showing  how 
much  depends  on  the  circumstances  of  tliese  rods,  with  their  joints  and  pins,  remaining  sound  and  imin- 
jured  from  corrosion  or  other  source  of  injury  or  decay.  In  this  respect  the  round  fire-box,  with  its 
dome,  has  the  advantage  of  superior  strength  and  safety.  A  large  steam-dome  is  found  to  be  the  most 
efficacious  mode  yet  tried  for  preventing  the  evil  of  priming  or  damp  steam ;  but  no  height  of  dome  will 
entirely  prevent  it  if  there  be  not  space  enough  left  above  the  tubes  in  the  cylindrical  part  of  the  boilei 
to  allow  the  free  passage  of  the  steam  along  to  the  fire-box  and  dome,  while  an  excessive  height  of  dome 
is  also  found  to  produce  an  unsteady  motion  of  the  engine,  by  causing  the  machine  to  be  top-heavy.  A 
height  of  about  2  feet  6  inches  above  the  cylindrical  part  of  the  boiler  is  found  to  give  satisfactory  re- 
sults in  practice,  and  to  lead  to  the  production  of  as  pure  steam  as  any  greatci  altitude  could  secure. 
In  some  engines  the  steam  is  withdrawn  from  a  dome  placed  at  the  smoke-box  end  of  the  boiler,  into 
which  the  steam-pipe  rises.  It  is  thought  that  the  ebullition  being  less  violent  at  this  point,  the  steam 
will  thus  be  more  effectually  dried.  The  steam-pipes  are  made  either  of  iron  or  copper ;  and  of  these, 
iron  best  withstands  the  high  temperature  of  the  smoke-box  and  the  impact  of  the  cinders,  but  it  is  liable 
to  internal  corrosion.  The  steam-pipe,  after  entering  the  smoke-box,  divides  into  two  branches,  one 
passing  down  each  side  of  the  smoke-box  so  as  to  leave  a  free  space  for  cleaning  the  tubes,  and  also  to 
avoid  as  much  as  possible  the  impact  of  the  hot  air  and  cinders ;  but  in  some  engines  the  steam- pipe 
descends  vertically,  Avhich  is  somewhat  inconvenient  in  practice.  Tlie  area  of  tlie  steam-pipe  is  one- 
sixth  to  one-eighth  of  the  area  of  cylinder,  and  the  branch  steam-pipes  are  each  about  one-tenth  of  the 
area  of  cylinder. 

The  admission  of  the  steam  from  the  boiler  to  the  cylinders  is  regulated  by  a  valve  or  regulator 
whicli  is  generally  placed  immediately  above  the  internal  fire-box,  and  is  connected  with  two  copper 
pipes,  one  conducting  steam  from  tlie  higliest  point  of  the  dome  down  to  it,  and  the  other  conducting 
the  steam  that  has  passed  through  it  along  the  boiler  to  the  upper  part  of  the  smoke-box.  Regulators 
may  be  divided  into  two  sorts,  viz.,  those  with  sliding-valves  and  steam-ports,  and  those  with  conical 
valves  and  seats,  of  which  the  latter  kind  are  the  best.  The  former  kind  have  for  the  most  part  hitherto 
consisted  of  a  circular  valve  and  ftice,  with  radial  apertures,  the  valve  resembling  the  outstretched 
wings  of  a  butterfly,  and  being  made  to  revolve  on  its  central  pivot,  by  connecting-links  between  its 
outer  edges  or  by  a  central  spindle.  In  some  of  Stephenson's  engines  with  variable  expansion  geer, 
the  regulator  consists  of  a  slide-valve  covering  a  port  on  the  top  of  the  valve-chests.  A  rod  passes 
from  this  valve  through  the  smoke-box  below  the  boiler,  and  by  means  of  a  lever  parallel  to  the  start- 
ing lever,  is  brought  up  to  tlie  engineer's  reach.  Cocks  were  at  first  used  as  regulators,  but  were  given 
-.p,  as  they  were  found  liable  to  stick  fast.  A  gridiron  slide-valve  has  been  used  by  Stephenson,  which 
consists  of  a  perforated  square  plate  moving  upon  a  ftvce  with  an  equal  number  of  holes.  This  plan 
of  a  valve  with  a  small  movement  gives  a  large  area  of  opening.  In  Bury's  engines  a  sort  of  coni- 
cal plug  is  used,  which  is  withdrawn  by  turning  the  handle  in  front  of  the  fire-box ;  a  spiral  groove  of 
very  large  pitch  is  made  in  the  valve-spindle,  in  whicli  fits  a  pin  fixed  to  the  boiler,  and  by  turning 
the  spindle  an  end  motion  is  given  to  it  which  either  shuts  or  opens  the  steam  passage  according 
ji  the  direction  in  which  it  is  turned.  The  best  regulator  would  probably  be  a  valve  of  tlie  equihbrium 
description,  such  as  is  used  in  the  Cornish  engines. 

Safety-valves  and  fusible  plugs. — Tiie  safety-valves  are  placed  upon  the  dome,  in  Bury's  and  Stephen- 
son's engines ;  but  it  has  been  found  much  better  to  place  them  on  the  cylindrical  part  cf  tlie  boiler,  be- 
i^ause  when  an  engine  commences  to  prime,  the  water  projected  from  the  blast-pipe  generally  c^iuses  an 
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anusual  generation  of  steam,  which  escapes  at  the  safety-valve,  and  in  its  passage  of  course  accumulatec 
and  lifts  the  surface-water  and  foam  at  whatever  point  of  the  boiler  the  safety-valves  are  situated ;  thus 
the  farther  they  are  placed  from  the  steam-dome  the  better,  as  they  will  then  diminish  the  evil  of  prim- 
ing, which,  if  placed  upon  the  steam-dome,  they  would  only  aggravate.  Indeed,  if  the  safety-valves 
are  properly  situated,  an  engineman  has  the  great  advantage  of  being  able  to  check  or  stop  the  priming 
of  the  boiler  on  the  instant,  by  causing  his  safety-valves  to  blow  off  strongly.  It  is  requisite  to  place 
the  safety-valves  upon  a  tubular  pillar,  of  such  altitude  as  to  prevent  the  escaping  cloud  of  steam  from 
obscuring  the  look-out  of  the  enginaman.  Bury's  14-inch  engine  contains  a  pair  of  safety-valves  of  2  j 
inches  diameter,  exclusive  of  the  mitre  ;  and  Stephenson's  15-inch  engine  contains  a  pair  of  4-incli  diam- 
eter. The  latter  dimension  is  preferable,  as  large  safety-valves  are  much  less  liable  to  adhere  to  tlicir 
seats  than  small  ones.  Safety-valves  require  to  be  tested  occasionally ;  and  the  best  method  consists 
in  attaching  the  valve  joint-pin  to  one  end  of  an  ordinary  pair  of  scales,  when  the  overbalancing  weight 
at  the  reverse  end  will  indicate  the  real  pressure  upon  the  valve,  which  exceeds  the  nominal  pressure 
by  the  weight  and  friction  of  the  lever,  with  its  joints  and  spring  balance,  and  the  adliesion  of  the  valve 
to  its  seat.  To  bring  this  adhesion  to  a  minimum,  it  is  a  good  plan  to  make  the  lip  of  the  valve-seat 
Boraewliat  flatter  than  a  mitre,  that  is,  at  a  less  angle  than  45°  with  the  horizon ;  30°  answers  veiy 
well. 

The  safety-valve  is  pressed  down  by  means  of  a  lever,  and  a  screw  at  its  extremity  is  attached  to  a 
spiral  spring  balance.  To  find  the  pressure  per  square  inch,  multiply  the  weight  indicated  on  the  scale, 
by  the  ratio  of  the  two  arms  of  the  lever,  and  divide  the  product  by  the  number  of  square  inches  in  the 
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area  of  the  valve ;  but  to  save  the  trouble  of  calculation,  the 
ratio  of  the  arms  of  the  lever  is  made  so  as  to  be  expressed 
by  the  number  which  represents  the  area  of  the  valve,  so 
that  the  weight  marked  on  the  balance  is  the  pressure  per  • 
square  inch  upon  the  valve.  Some  allowance  must  be 
made  for  the  weight  of  the  valve  itself,  and  part  of  that  of 
the  lever.  It  is  expedient  to  put  a  stop  upon  the  screw  by 
which  the  lever  is  screwed  down  or  the  tension  of  the  spring 
increased,  so  as  to  prevent  the  pressure  from  exceeding  a 
safe  amoimt.  Lock-up  valves,  which  were  intended  as  a 
precaution  against  the  recklessness  or  neglect  of  the  en- 
gineer, have  fallen  into  disfavor,  as  from  such  valves  being 
inaccessible  and  seldom  being  required  to  act,  they  became 
fixed  in  their  seats ;  but  it  is  an  easy  thing  to  make  a  valve 
wliich  can  be  raised,  but  cannot  be  forced  down  by  the  en- 
gineer, and  such  valves  are  in  general  use  in  steam  vessels. 
In  the  engines  of  Cave,  Hick,  and  Jackson,  one  of  the  valves 
is  permanently  loaded  a  little  above  the  usual  pressure,  and 
enclosed  in  a  chest ;  it  is  usually  made  with  bent,  flat,  steel 
springs,  pressing  against  one  another,  and  guided  by  stand- 
ards screwed  to  the  valve-seat.  One  of  these  valves  is 
shown  by  Fig.  1444. 

A  plug  of  lead  is  usually  fixed  in  the  furnace  crown,  which  melts  if  the  boiler  becomes  short  of  wa- 
ter, and  gives  notice  of  the  danger.  In  some  engines  a  cock  is  attached  to  the  top  of  the  steam-dome, 
against  which  a  small  disk  of  fusible  metal  is  retained  by  a  ring  of  brass  bolted  to  the  cock,  and  which 
Ls  intended  as  an  antidote  to  explosions.  When  the  cock  is  opened,  the  steam  has  access  to  the  under 
side  of  the  fusible  plate,  which  when  melted  is  forced  through  the  small  hole  in  the  retaining  plate ;  and 
the  engineer  being  thus  warned  of  the  undue  pressure,  can  shut  the  cock  and  take  measures  to  reduce 
the  pressure.  This,  however,  is  altogether  a  futile  expedient,  for  the  steam  would  be  too  much  cooled 
m  passing  through  this  cock  and  small  pipe  to  melt  the  metal :  and  even  if  that  defect  were  remedied, 
the  objections  still  remain,  as  applying  to  all  fusible  plugs,  and  the  danger  is  increased  by  leading  the 
engineer  to  trust  to  a  measure  of  safety  that  is  inoperative  in  the  hour  of  danger.  Steam  gages  have 
not  been  applied  hitherto  to  locomotives,  on  account  of  the  inconvenient  height  of  the  column  of  mer- 
cury requisite  to  balance  the  steam.  But  it  would  be  an  easy  thing  to  make  a  steam  gage  of  moderate 
dimensions,  by  making  the  tube,  whether  straight  or  siphon,  of  gliiss,  closed  at  the  top,  so  that  the 
mercury  in  its  ascent  would  have  to  compress  the  air  above  it ;  and  the  graduations  would  be  equal,  or 
nearly  so,  if  the  tube  were  made  taper. 

Cylinders  and  valves. — The  cylinders  are  made  of  cast-iron,  about  three-quarters  of  an  inch  thick,  and 
should  be  of  hard  metal,  so  as  to  have  but  little  tendency  to  wear  oval  from  the  weight  and  friction  of 
the  piston.  The  ends  of  the  cylinder  are  made  about  one  inch  thick,  and  both  ends  are  very  generally 
made  removable.  At  each  end  of  the  cylinder  there  is  generally  about  h.alf  an  inch  of  clearance.  The 
valve  is  invariably  of  the  three-ported  description :  it  is  made  of  brass,  and  is  not  pressed  upon  by  the 
valve-casing,  as  it  is  necessary  in  the  absence  of  cylinder  escape-valves  that  the  steam -valve  should 
be  capable  of  leaving  the  fiice  to  enable  the  steam  or  air  shut  within  the  cylinder  to  escape  when  tlie 
train  is  carried  on  by  its  momentum,  and  also  to  afford  an  escape  for  the  water  carried  over  by  the 
Btcam  when  priming  takes  place.  The  operation  of  priming  upon  the  cyhnders  and  valves  is  very  in- 
jurious, as  the  grit  and  sediment  then  carried  over  with  the  steam  wears  the  pistons,  cylinders,  and 
valve  faces  very  rapidly;  so  that  if  the  water  be  sandy  and  the  engine  addicted  to  priming,  the  pistons 
and  valves  may  be  worn  out  and  the  cylinders  require  re-boring  in  the  course  of  a  few  months. 

The  valve-casing  is  sometimes  cast  on  tlie  cylinder :  the  face  of  the  cylinder  on  wliicli  the  valve  works 
u  raised  a  little,  so  that  any  foreign  matters  deposited  upon  it  may  be  pushed  off  to  the  less  elevated 
parts  by  the  valve.    The  area  of  the  steam-ports  Ls  in  some  cases  one-nmth,  and  in  others  one-twelfth 


ENGINES,  DETAILS  OF.  515 


or  one-tliii-tecnth  of  the  area  of  the  cyhndcr ;  and  the  eduction  one-sixth  to  one-eighth  of  the  area  of  th« 
cylinder, — proportions  whidi  allow  at  mean  speeds  of  twenty-five  to  tliirty  miles  per  hour,  a  pressure 
little  different  from  that  of  the  steam  in  the  steam  pipes :  for  liigher  speeds  the  porta  should  be  larger 
in  proportion.  The  valve  casing  is  covered  with  a  door,  which  can  be  removed  to  inspect  the  valves  or 
the  cylinder  face.  Some  valve  casings  have  covers  upon  their  front  end  as  well  as  then-  top,  wliich  ad- 
mits of  the  valve  and  valve  bridle  being  more  readily  removed. 

A  cock  is  placed  at  each  end  of  the  cylinder  to  allow  the  water  to  be  discharged  which  accumulates 
tliere  from  priming  and  condensation.  The  four  cocks  of  the  two  cylinders  are  connected,  so  that  by 
working  a  handle  the  whole  are  opened  or  shut  at  the  same  time.  In  Stephenson's  engines  with  vark- 
ble  expansion,  there  is  but  one  cock,  which  is  on  the  bottom  of  the  valve  chest. 

The  valve  lever  is  usually  longer  tlian  the  eccentric  lever,  to  increase  the  travel  of  the  valve.  The 
pins  of  the  eccentric  lever  wear  quickly.  Stephenson  puts  a  ferule  of  brass  on  these  pins,  which  being 
loose  and  acting  as  a  roller,  facilitates  'the  throwing  in  and  out  of  geer,  and  when  worn  can  easily  be 
replaced ;  so  that  there  need  be  no  material  derangement  of  the  motion  of  the  valve  from  play  in  this 
situation.  "  The  starting  lever  travels  between  two  iron  segments,  and  can  be  fixed  at  the  dead  point  or 
for  tl»e  forward  or  backward  motions.  This  is  done  by  a  small  catch  or  bell  crank  jointed  to  the  bottom 
of  the  handle  at  the  end  of  the  lever,  and  coming  up  by  the  side  of  the  handle,  but  pressed  out  from  it 
by  a  spring.  The  smaller  arm  of  this  bell  crank  is  jointed  to  a  bolt  which  shoots  into  notches  made  in 
one  of  the  segments  between  which  the  lever  moves.  By  pressing  the  bell  crank  against  the  handle  of 
tlie  lever,  the  bolt  is  withdrawn,  arid  the  lever  may  be  shifted  to  any  other  point ;  when  the  spring  be- 
ing released,  the  bolt  flies  into  the  nearest  notch. 

The  pistons  which  consist  of  a  smgle  ring  and  tongue  piece,  or  of  two  single  rings  set  one  above  the 
other  so  as  to  break  joint,  are  preferable  to  those  which  consist  of  many  pieces.  In  Stephenson's  pistons 
the  screws  are  liable  to  work  slack  and  the  springs  to  break.  The  piston-rods  are  made  of  steel,  the 
diameter  being  from  one-seventh  to  one-eighth  of  the  diameter  of  the  cylinder.  They  are  tapered  into 
tJ»e  piston,  and  secured  there  with  a  cutter.  The  top  of  the  piston-rod  is  secured  by  a  cutter  into  a 
socket  with  jaws,  through  the  holes  of  which  a  cross-head  passes,  wMch  is  embraced  between  the  jaws 
by  the  small  end  of  the  connecting  rod,  while  the  ends  of  the  cross-head  move  in  guides.  Between  the 
piston-rod  clutch  and  the  guide  blocks,  the  feed-pump  rod  joins  the  cross-head  in  some  engines.  The 
guides  are  formed  of  steel  plates  attached  to  the  framing,  between  which  work  the  guide  blocks,  fixed 
on  the  ends  of  the  cross-head,  and  which  have  flanges  bearing  against  the  inner  edges  of  the  guides. 
Steel  or  brass  guides  are  better  than  iron  ones.  Stephenson  and  Hawthorn  attach  their  guides  at  one 
end  to  a  cross-stay, — at  the  other  to  lugs  upon  the  cylinder  cover ;  and  they  are  made  stronger  in  the 
middle  than  at  the  ends.  Stout  guide-rods  of  steel  encircled  by  stuffing-boxes  on  the  ends  of  the  cross- 
hoad  would  probably  be  found  superior  to  any  other  arrangement.  The  stuffing-boxes  might  contain 
conical  bushe.^  cut  spirally,  in  addition  to  the  packing ;  and  a  ring  cut  spirally  might  be  sprung  upon 
Uie  rod  and  fixed  in  advance  of  the  stufling-box  with  lateral  play,  to  wipe  the  rod  before  entering  the 
stuffing-box,  and  prevent  it  from  b6ing  scratched  by  the  adhesion  of  dust 

Feed  apparatus. — The  feed-pumps  are  made  of  brass,  but  the  plungers  are  sometimes  made  of  iron, 
and  are  generally  attached  to  the  piston-rod  cross-head,  though  in  Stephenson's  engines  they  are  worked 
by  rods  attached  to  eyes  on  the  eccentric  hoops.  There  is  a  ball  valve  be- 
tween the  pump  and  the  tender,  and  two  usually  in  tJie  pipe  leading  from  the  l^^. 
pump  to  the  boiler,  besides  a  cock  close  to  the  boiler,  by  which  the  pump  may- 
be shut  off"  from  the  boiler  in  the  case  of  accident  to  the  valves.  The  ball  valves 
are  guided  by  four  branches  which  rise  vertically  and  join  at  top  in  a  hemispher- 
ical form,  as  shown  in  Fig.  1445.  The  shocks  of  the  ball  against  this  have  in 
some  cases  broken  it  after  a  week's  work,  from  the  top  of  the  cage  having  been 
made  flat,  and  tlie  branches  not  having  had  their  junction  at  top  properly  filleted. 
These  valve  guards  are  attached  in  different  ways  to  the  pipes ;  when  one  occurs 
at  the  junction  of  two  pieces  of  pipe  it  has  a  flange,  which,  along  with  the  flanges 
of  the  pipes  and  that  of  the  valve  seat,  are  held  together  by  a  union  joint.  It  is 
sometimes  formed  with  a  tliread  at  the  under  end,  and  screwed  into  the  pipe. 
The  balls  are  cast  hollow,  to  lessen  the  shock  as  well  as  to  save  metal :  in  some 
eases,  where  the  feed-pump  plunger  has  been  attached  to  the  cross-head,  the 
jiiston-rod  has  been  bent  by  the  strain ;  and  that  must  in  all  cases  occur  if  the 
communication  between  the  pump  and  boiler  be  closed  when  the  engine  is  started, 
and  there  be  no  escape  valve  for  the  water.  Spindle  valves  have  in  some  cases  been  used  instead  of 
ball  valves,  but  they  are  more  subject  to  derangement.  Slide  valves  niight  easily  be  applied,  and 
would  probably  be  found  preferable  to  either  of  the  other  expedients.  The  pipes  connecting  the  ten- 
der with  the  pumps  should  allow  access  to  the  valves  and  free  motion  to  the  engine  and  tender. 

The  feed-pipe  of  many  engines  enters  the  boiler  near  the  bottom,  and  about  the  middle  of  its  length. 
Fn  Stephenson's  the  water  is  let  in  at  the  smoke-box  end  of  the  boiler,  a  little  below  the  water  level. 
By  this  means  the  heat  is  more  effectually  extracted  from  the  escaping  smoke  ;  but  the  arrangement  is 
of  questionable  applicability  to  engines  of  which  the  steam-dome  and  steam-pipe  are  at  the  smoke-box 
end,  as  in  that  case  the  entering  cold  water  would  condense  the  steam. 

To  ascertain  the  height  of  water  in  the  boiler,  gage-cocks  and  glass  tubes  are  provided,  as  in  the  case 
of  marine  boilers.  One  of  these  glass  gages  is  represented  in  Fig.  1446.  The  upward  turn  of  pipe  pro- 
ceeding from  the  top  of  the  tube  in  the  interior  of  the  boiler,  is  calculated  to  prevent  the  water  from 
boiling  down  through  the  tube,  as  it  sometimes  will  do  if  the  boiler  be  too  full.  The  downward  turn 
of  the  tube  at  the  lower  end  does  not  appear  calculated  to  be  of  service.  A  small  screw  plug  is  placed 
on  each  socket  opposite  the  cock  to  enable  a  wire  to  be  introduced,  to  clear  the  cock,  should  it  become 
choked.     There  are  generally  three  gage-cocks  attached  to  the  boiler, — besides  the  glass  tube, — ^tiie 
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lowest  of  which  should  always  run  water,  and  the  highest  should  always  blow  steam.    If  the  wat«"  os 
cillates  inconveniently  in  the  glass  tube,  the  evil  may  be  checked  by  partially  closing  the  cocks. 

Wheels. — The  driving  wheels  are  made  large  to  increase  the  speed; 
the  bearing  wheels  also  are  easier  on  the  road  when  large.  In  freight 
engines  the  driving  wheels  are  smaller  than  in  passenger  engines,  and 
are  generally  coupled  together.  Wheels  are  made  in  various  ways ; 
they  are  frequently  made  with  cast-iron  naves,  and  with  the  spokes 
and  rim  of  wrought-iron.  The  spokes  are  forged  out  of  flat  bars  witli 
X  formed  heads ;  these  are  arranged  radially  in  tlie  founder's  mould,  [J| 
whilst  the  cast-iron  centre  is  poured  around  them ;  tlie  ends  of  the  X 
heads  are  then  welded  together  to  constitute  the  periphery  of  the 
wheel  or  inner  tire,  and  little  wedge-form  pieces  are  inserted  where 
there  is  any  deficiency  of  iron.  In  some  cases  the  arms  are  hollow 
though  of  A\TOught-iron,  the  tire  of  wrought-iron,  and  the  nave  of  cast- 
iron  ;  and  the  spokes  are  turned  where  they  are  fitted  into  the  nave, 
and  are  secured  in  their  sockets  by  means  of  cutters.  Hawthorn 
makes  his  wheels  with  cast-iron  naves,  and  wrought-iron  rims  and 
arms,  but  instead  of  welding  the  arms  together,  he  makes  palms  on 
their  outer  end,  which  are  attached  by  rivets  to  the  rim.  These  rivets, 
however,  unless  very  carefully  formed,  are  apt  to  work  loose ;  and  we 
think  it  would  be  an  improvement  if  the  palms  were  to  be  slightly 
indented  into  the  rim,  in  cases  in  which  the  palms  do  not  meet  one 
another  at  the  ends.  When  the  rim  is  turned,  it  is  ready  for  the  tire, 
which  is  now  often  made  of  steel.  Tlie  materials  for  wheel  tires  are 
first  swaged  separately,  and  then  welded  together  under  the  bea^y 
hammer  at  the  steel  works,  after  which  they  are  bent  to  the  circle, 
welded,  and  turned  to  certain  gages.  The  tire  is  now  heated  to  red- 
ness in  a  circular  furnace ;  during  the  time  it  is  getting  hot,  the  iron 
wheel,  previously  turned  to  the  right  diameter,  is  bolted  down  upon  a 
face-plate  or  surface  ;  the  tire  expands  with  the  heat,  and  when  at  a 
cherry-red,  it  is  dropped  over  the  wheel,  for  which  it  was  previously 
too  small,  and  it  is  also  hastily  bolted  down  to  the  surface  plate ;  the  ^- 
whole  load  is  quickly  immersed  by  a  swing  crane  into  a  tank  of  water  rjj 
about  five  feet  deep,  and  hauled  up  and  down  nntil  nearly  cold ;  the 
tires  are  not  afterwards  tempered.  It  is  not  indispensable  that  the 
whole  tire  should  be  of  steel,  but  a  dovetail  groove  turned  out  of  the 
tire  at  the  place  where  it  bears  most  on  the  rail,  and  fitted  with  a 
band  of  steel,  which  may  be  put  in  in  pieces,  is  sometimes  adopted, 
though  at  the  risk  of  being  thrown  off  in  working.  The  steel,  after 
being  introduced,  is  well  hammered,  which  expands  it  sideways,  until 
it  fills  the  dovetail  groove,  but  it  has  sometimes  come  out.  The  tire 
is  attached  to  the  rim  by  rivets  with  countersirak  heads,  and  the 
wheel  is  then  fixed  on  its  axle.  The  tire  is  turned  somewhat  conical, 
to  facilitate  the  passage  of  the  engine  round  curves — the  diameter  of 
the  outer  wheel  being  virtually  increased  by  the  centrifugal  force,  and  that  of  tlie  inner  wheel  cottk- 
spondingly  diminished,  whereby  the  curve  is  passed  without  the  resist.ance  which  would  otherwise  aris« 
from  the  inequality  of  the  spaces  passed  over  by  wheels  of  the  same  diameter  fixed  upon  the  same  axle 
The  rails,  moreover,  are  not  set  quite  upright,  but  are  slightly  inclined  inwards,  in  consequence  of  which 
the  wheels  must  either  be  conical  or  slightly  dished,  to  bear  fairly  upon  them.  One  benefit  of  inclining 
the  rails  in  this  way  and  coning  the  tires  is,  that  the  flange  of  the  wheel  is  less  liable  to  bear  against  the 
side  of  the  rail,  and  with  the  same  view  tlie  flanges  of  all  the  wheels  are  made  with  large  fillets  in  the 
comers.  Wheels  have  been  tried  loose  upon  the  axle,  but  they  have  less  stabih'ty,  and  are  not  now 
much  used. 

In  all  locomotives,  there  is  a  very  material  loss  of  power  fwm  the  contraction  of  blast-pipe  necessary 
to  maintain  the  blast ;  at  high  speeds  one  half  of  the  power  of  the  engine  is  lost  by  the  inadequate  area 
of  the  steam  passages,  of  which  the  greatest  loss  is  that  arising  fiom  the  contraction  of  the  blast-pipe. 
Tenders  are  now  made  larger  to  obviate  the  necessity  of  so  many  fuel  and  water  stations.  Tenders 
can  be  put  on  any  number  of  wheels,  so  tliat  inconvenience  is  not  likely  to  arise  from  their  size  and 
weight 

Cranked  axle. — The  cranked  axle  is  made  of  wrought-iron,  with  two  cranks  forged  upon  it,  towards  th« 
middle  of  its  length,  at  a  distance  from  each  other  answerable  to  the  distance  between  the  cylinders; 
bosses  are  made  on  the  axle  for  the  wheels  to  be  keyed  upon,  and  there  are  bearings  for  tlie  support  ol 
the  framing.  The  axle  is  usually  forged  in  two  pieces,  which  are  then  welded  together.  Sometimes 
the  pieces  for  the  cranks  are  put  on  separately,  but  those  so  made  are  liable  to  give  way.  In  engines 
witli  outside  cylinders  the  axles  are  straight,  the  crank-pins  being  inserted  in  tlie  naves  of  the  wheels. 
The  bearings  to  wliich  the  connecting-rods  are  attached  are  made  with  very  large  fillets  in  the  corners, 
80  as  to  strengthen  the  axle  in  that  part,  and  to  obviate  side  play  in  the  connecting-vod.  In  engines 
which  have  been  in  use  for  some  time,  however,  there  is  generally  a  good  deal  of  end  play  in  the  bear- 
ings of  the  axles  themselves,  and  this  slackness  contributes  to  make  the  oscillation  of  the  engine  more 
violent 

ConMCtinyrods. — It  is  very  desirable  that  the  length  of  the  connecting-rod  should  remain  invariable, 
in  spite  of  the  wear  of  the  brasses,  for  there  is  a  danger  of  the  piston  striking  against  the  cover  of  the 
cylinder,  if  it  be  shortened,  as  the  clearance  is  left  as  small  as  possible,  in  order  to  economize  steam.    la 
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Bome  engines  the  strap  encircling  the  crank-pin  is  fixed  immovably  to  the  connecting-rod  by  dovetailed 
keys,  as  shown  in  Fig.  1448,  and  a  bolt  passes  through  the  keys,  rod,  and  strap,  to  prevent  the  dovetail 
keys  from  working  out.  The  brass  is  tightened  by  a  gib  and  cutter,  which  is  kept  from  Avorking  loose 
by  three  pinching  screws,  and  a  cross-pin  or  cutter  tiirough  tlie      1449.  1447. 

point.  The  effect  of  this  arrangement  is  to  lengthen  the  rod,  but 
at  the  cross-head  end  of  the  rod  the  elongation  is  neutralized,  by 
making  the  strap  loose,  so  that  in  tightening  the  brass  the  rod  is  [^ 
shortened  by  an  amount  equal  to  its  elongation  at  the  crank-pin 
end.  The  tightening  here  is  also  effected  by  a  gib  and  cutter, 
which  is  kept  from  working  loose  by  two  pinching  screws  press- 
ing on  the  side  of  the  cutter.  Both  journals  of  the  connecting-rod  gj 
are  furnished  with  oil-cups,  having  a  small  tube  in  the  centre, 
with  siphon  wicks.  The  connecting-rod,  represented  in  Figs. 
1448,  1447,  is  a  thick  flat  bar,  with  its  edges  rounded.  Stephen- 
eon's  connecting-rod  is  made  at  the  crank  end ;  a  strap  of  round 
iron  passes  over  both  brasses,  and  is  attached  to  the  T  end  of  the 
coimecting-rod  by  means  of  nuts  upon  the  ends  of  the  bent  iron, 
which  is  made  thickest  in  the  middle,  to  resist  the  strain.  This 
plan  has  the  defect  of  shortening  the  connecting-rod  when  the 
brasses  are  screwed  up,  and  tlie  brasses  require  to  be  very  strong 
and  heavy.  Hawthorn's  connecting-rod  has  a  strap  at  each  end, 
tightened  by  a  gib  and  cutter ;  but,  to  obviate  the  tendency  to 
shorten  the  rod,  the  piston-rod  end  is  furnished  with  a  cutter  for 
tightening  the  brass  outwards.  The  point  of  the  cutter  is  screwed, 
and  goes  through  a  lug  attached  to  the  gib,  and  is  tightened  by 
a  nut.  It  would  be  preferable  to  attacli  the  lug  to  the  cutter  and 
the  screw  to  the  gib,  as  the  projection  of  the  screw,  when  the  cut- 
ter is  far  in,  would  not  then  be  so  great.  In  the  engines  on  the 
Rouen  Railway  the  piston-rod  end  of  the  connecting-rod  has  nei- 
ther strap  nor  brass,  but  simply  embraces  the  cross-head,  while 
the  crank  end  is  hollowed  out  to  admit  brasses,  which  are  tight- 
ened by  a  gib  and  cutter.  The  lengtli  of  the  connecting-rod  va- 
ries from  four  times  the  length  of  the  crank  to  seven  times.  The 
long  connecting-rod  has  the  advantage  of  diminishing  the  friction  upon  the  slides. 

Eccentrics  and  eccentric-rod. — The  eccentrics  are  made  of  cast-iron ;  and  when  set  on  the  axle  between 
the  cranks,  they  are  put  on  in  two  pieces  held  together  by  bolts,  as  shown  in  Figs.  1449,  1450 :  but  in 
straight-axle  engines  they  are  cast  in  a  ])iece,  and  are  secured  on  the  shaft  by  means  of  a  key.  The 
eccentric,  when  in  two  pieces,  is  retained  at  its  proper  angle  on  the  shaft  by  a  pinching  screw,  which  is 
provided  with  a  jam-nut  to  prevent  it  from  working  loose.  A  piece  is  left  out  of  the  eccentric  in  cast- 
mg  it,  to  allow  of  tlie  screw  being  inserted,  and  the  void  is  afterwards  filled  by  inserting  a  dovetailed 
piece  of  metal.  Stephenson  and  Hawthorn  leave  holes  in  their  eccentrics  on  each  side  of  the  central 
arm,  and  they  apply  pinching  screws  in  each  of  these  holes.  The  screws  sometimes  slacken  and  allow 
the  eccentric  to  shift,  unless  they  are  provided  with  jam-nuts.  In  the  Rouen  engines  with  straight  axles, 
the  four  eccentrics  are  cast  in  one  piece. 

Eccentric  straps  are  best  made  of  wrought-iron,  as  inconveni- 
ence arises  from  the  frequent  breakage  of  brass  ones.  When 
made  of  malleable  iron,  one-half  of  the  strap  is  forged  with  the 
rod,  the  other  half  being  secured  to  it  by  bolts,  nuts,  and  jam- 
nuts.  Pieces  of  brass  are  in  some  cases  pinned  within  the  mal- 
leable iron  hoop,  but  it  appears  to  be  preferable  to  put  brasses 
within  the  strap  to  encircle  the  eccentric,  as  In  the  case  of  any 
other  bearing.  When  brass  straps  are  used,  the  lugs  have  gen- 
erally nuts  on  both  sides,  so  that  the  length  of  the  eccentric-rod 
may  be  adjusted ;  but  it  is  better  for  the  lugs  of  the  hoops  to  abut 
against  the  necks  of  the  screws,  and  if  any  adjustment  is  neces- 
sary from  the  wear  of  the  straps,  washers  can  be  interposed.  In 
some  engines  the  adjustment  is  effected  by  screwing  the  valve- 
rod,  and  the  cross-head  through  which  it  passes  has  a  nut  on  either  side  of  it  by  which  its  position  upon 
the  valve-rod  is  determined.  The  foi-ks  of  the  eccentric-rod  are  steeL  The  length  of  the  eccentric-rod 
is  the  distance  between  the  centre  of  the  crank  axle  and  the  centre  of  the  valve-shaft. 

Valve  motions. — In  locomotives  the  eccentrics  are  now  always  fixed  upon  the  axle,  and  two  are  used, 
one  for  the  forward,  the  other  for  the  backward  motion :  the  loose  pulleys  have  been  given  up  on  ac- 
count of  their  liability  to  get  out  of  order  from  the  shocks  to  which  tliey  were  subjected  by  sudden 
change  of  direction  when  worked  at  a  quick  speed.  The  arrangement  whereby  the  motion  of  the  ec- 
centric is  transmitted  to  the  valve,  is  either  direct  or  indirect.  In  cases  of  indirect  attachment  the 
motion  is  given  through  the  intervention  of  levers,  and  there  is  some  variety  in  the  arrangements  by 
which  the  reversing  is  accomplished.  Alcard  and  Buddicome  use  a  pair  of  eccentrics  at  the  end  of  the 
axle,  which  is  straight ;  the  reversing  shaft  is  placed  below  the  level  of  the  piston-rod,  and  to  a  lever 
keyed  upon  it  are  attached  links  of  unequal  length,  connected  at  their  upper  extremities  with  the  ends 
of  the  eccentric-rods,  one  of  which  is  above  and  one  below  the  studs  on  the  lever  of  the  valve-shaft,  so 
that  the  upper  eccentric-rod,  being  in  geer,  gives  the  forward  motion,  and  the  lower  gives  the  backward 
motion.  \n  other  engines,  forks  are  situated  above  and  below  the  stud  of  the  eccentric  levers ;  the  for- 
ward eccentric-rod  is  lifted  up  out  of  geer  by  a  link  depending  from  tlie  lever  on  the  reversing  shaft, 
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and  by  the  same  movement  the  backing  eccentric  is  lifted  into  geer  by  a  longer  link  connecting  it  to  « 
lever,  not  upon  the  reversing  shaft,  but  upon  a  shaft  below  it.  Steplienson  and  Hawthorn  have  both 
used  a  similar  arrangement,  but  admitting  of  the  eccentric-rods  being  both  under  the  studs  of  the  lever 
on  the  valve-shaft,  so  that  there  is  no  danger,  in  the  event  of  a  disengaged  rod  falling  down,  or  of  any 
part  of  the  geering  being  bent  or  twisted  by  both  rods  being  in  geer  at  the  same  time.  ITie  motion  oi 
the  eccentrics  is  now  frequently  transmitted  directly  to  the  valves.  In  Pauwel's  arrangement  of  valve 
geering,  the  valve  works  on  the  side  of  the  cylinder,  and  the  valve-rod  is  prolonged  in  the  form  of  a 
(leep  flat  blade  of  a  lozenge  section,  on  each  side  of  Avhich  a  stud  is  fixed, — one  being  intended  for  the 
notch  of  the  forward  eccentric-rod,  and  the  other  for  tliat  of  the  reversing  eccentric.  Above  them  is 
fixed  the  reversing  shaft,  from  a  lever  on  which  depend  two  links  of  unequal  length,  wliich  are  jointed 
to  the  ends  of  the  eccentric-rods.  By  working  this  lever  up  or  down,  the  eccentric-rods  will  be  alter- 
nately engaged  and  disengaged,  and  will  communicate  their  respective  motions  to  the  valve ;  or  if  tlie 
lever  be  kept  in  its  mid  position,  both  eccentrics  will  be  out  of  geer,  and  the  valve  of  course  will  remain 
stationary.  Pauwel's  engines  are  difficult  to  work,  and  are  subject  to  shocks  from  going  suddenly  into 
geer :  this  arises  from  the  whole  weight  of  levers  and  rods  being  on  the  front  of  the  reversing  shaft,  but 
the  evil  might  be  remedied  by  attaching  a  counterbalance  to  the  shaft.  Valves  situated  upon  the  sides 
of  the  cylinders  are  in  many  cases  more  easily  connected  with  the  eccentric,  but  they  require  springs  to 
keep  them  up  to  the  face,  so  that  it  appears  preferable  to  make  the  faces  of  the  two  cylinders  inclined 
to  one  another  rather  than  upright,  if  valves  on  the  sides  of  the  cylinders  are  preferred.  Stephenson's 
link  motion  is  the  most  elegant,  and  one  of  tlie  most  eligible  modes  of  connecting  the  valve  with  the 
eccentric  yet  introduced.  The  nature  of  tliis  arrangement  will  be  made  plain  by  a  reference  to  Fig. 
1451,  where  e  is  the  valve-rod  wliich  is  attached  by  a  pin  to  an  open  curved  link  connected  at  the  one- 


end  with  the  driving  eccentric-rod  d,  and  at  the  other  with  the  backing  eccentric-rod  d'.  The  link  with 
the  eccentric  rods  is  capable  of  being  moved  up  or  down  by  the  rod  /  and  bell  crank  /",  situated  on 
the  shaft  g,  while  tlie  valve-rod  remains  in  the  same  horizontal  plane.  It  is  very  clear  that  each  end  of 
the  link  must  acquire  the  motion  of  the  eccentric-rod  in  coimection  with  it,  whatever  course  the  central 
part  of  the  link  may  pursue,  and  the  valve-rod  will  partake  most  of  the  motion  of  the  eccentric-rod  that 
IS  nearest  to  it.  AVhen  the  link  is  lowered  down,  tlie  valve-rod  will  acquire  the  motion  of  the  upper 
eccentric-rod,  which  is  that  proper  for  going  ahead ;  when  raised  up,  the  valve-rod  will  acquire  the 
motion  of  the  reversing  eccentric,  while  in  the  central  position  th6  valve-rod  will  have  no  motion,  or 
almost  none.  The  link  motion  therefore  obviates  the  necessity  of  throwing  the  eccentric-rod  out  of 
geer ;  it  also  enables  the  engine  to  be  worked  to  a  certain  extent  expansively,  tliough  as  a  contrivance 
for  working  expansively,  we  cannot  hold  it  as  deserving  of  much  commendation.  The  dead  point  of  the 
link  motion  is  where  the  line  of  the  valve-rod  bisects  the  angle  formed  by  the  eccentric  rods.  The 
maximum  forward  motion  is  when  the  rods  are  as  figured,  and  the  maximum  backward  motion  when 
the  rods  d  and  d'  are  in  the  position  h"  and  h'.  The  best  forms  of  the  link  motions  have  side  studs,  to 
which  the  eccentric-rods  are  connected,  and  these  are  placed  so  that  at  the  greatest  throw,  whether 


oackward  or  forward,  the  valve-rod  and  eccentric-rod  are  in  the  same  straight  line,  and  the  valve  re- 
ceives the  full  throw  of  the  eccentric.  A  counter- weight  is  also  attached  to  the  shaft  to  balance  the 
weight  of  the  link  and  rods.  The  second  eccentric  antl  eccentric-rod  of  the  link  motion  might,  it  appears 
to  U8,  be  beneficially  dispensed  with  by  placing  the  shaft  g  in  the  plane  of  the  valve-rod,  and  attsiching 
a  pin  to  the  centre  of  the  link,  which  would  work  in  tlie  eye  of  the  horizontal  arm  of  the  lever/.  This 
lever  would  in  such  case  require  to  be  made  much  stronger  than  at  present,  as  it  Avould  have  to  with 
stand  the  thrust  of  the  eccentric,  and  the  link  would  then  virtually  be  a  double-ended  lever  with  a 
movable  centre.  Wiere  more  convenient,  the  pin  in  the  centre  of  the  link  might  be  moved  in  vertical 
or  curved  guides,  instead  of  being  attached  to  the  lever/.     The  act  of  raising  tlie  hnk,  and  with  it  tlie 
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eccentric-rod,  -would  in  effect  alter  the  position  of  the  eccentric  on  the  shaft,  and  if  the  eccentric-ro<? 
were  properly  proportioned  in  length,  would  make  the  lead  right  on  the  reversing  side. 

Tlie  movement  for  working  the  valves  is  in  some  cases  derived  from  the  connecting-rod,  as  in  the 
arrangement  known  as  MoUing's  motion,  represented  in  Fig.  1452,  where  the  valve-rod  is  attached  by 
suitable  connections  to  a  pin  in  the  connecting-rod. 

A  somewhat  similar  mode  of  working  the  valve  has  been  employed  by  Hawthorn,  of  Newcastle, 
which  admits  of  expansive  actiofl,  and  which  is  represented  in  Fig.  1452a.  The  pin  in  the  connecting-rod 
works  in  a  link,  to  which  arms  are  attached  at  right  angles.  The  extremity  of  the  lower  of  these  arms 
is  connected  by  a  link  and  lever  to  a  shaft,  which  is  worked  by  the  reversing  handle,  while  the  upper 
arm  is  attached  to  a  lever  upon  the  valve-shaft.  Upon  tliis  shaft  there  is  a  double-ended  lever,  Avith 
either  end  of  which  a  rod,  in  communication  with  the  valve,  geers,  according  as  a  forward  or  reverse 
motion  is  wanted.  This  valve-link  is  connected  by  a  link  with  the  starting-shaft.  The  central  slot  in 
:he  link  permits  the  free  end  movement  of  the  pin  on  the  connecting-rod,  while  the  lateral  movement  is 
communicated  to  the  link,  and  made  available  for  working  the  valve  levers.  To  reverse  the  engine,  the 
inclination  of  the  link  must  be  altered,  and  the  fork  in  geer  must  be  changed  to  the  other  end  of  the 
lever,  which  is  done  by  the  same  handle :  the  lead  is  regulated  by  the  degree  of  inclination  of  the  par- 
allelogram, which  might  be  changed  by  lengthening  the  lever  on  the  reversing-shaft  connected  with  the 
lower  arm  of  the  link,  or  by  shifting  it  round  on  the  shaft  so  as  to  throw  the  lower  arm  towards  the 
cylinder.  There  is  much  complication  in  this  arrangement ;  the  parts,  too,  require  to  be  large,  and  the 
plan  has  not  been  received  with  much  favor,  although  good  results  have  been  obtained. 


Variable  expansive  action  has  recently  been  extensively  introduced  in  locomotives,  and  the  whole  of 
the  various  expedients  for  its  accomplishment  operate  either  by  altering  the  travel  of  the  valve,  or  by 
the  introduction  of  superposed  valves.  The  first  mode  is  that  adopted  by  Stephenson  and  Cabrey,  and 
the  second  is  principally  used  by  Mayer  and  Gonzenbach.  In  the  first  the  effect  is  to  uncover  the  steam 
ports  less,  and  re-shut  them  sooner ;  to  hurry  the  eduction,  and  to  compress  the  steam  shut  within  the 
cylinder :  from  the  early  closing  of  the  eduction,  the  advantages  due  to  expansion  are  partly  sacrificed, 
for  the  steam  escapes  before  it  has  done  all  its  work,  and  power  is  lost  in  the  compression  of  vapor. 
The  second  class  of  expansion  contrivances  is  not  chargeable  with  these  defects.  It  admits  of  the  steam 
being  cut  off  at  any  part  of  the  stroke,  without  any  derangement  of  the  valve  motion,  but  there  is  greater 
complication  in  tjie  apparatus.  In  the  class  with  variable  tlirow,  the  cutting  off  is  the  result  of  a  vir- 
tual contraction  of  the  ports,  which  wire-draws  the  steam,  increasing  the  speed  of  tlie  entering  steam, 
and  making  the  pressure  in  the  cylinder  less  than  in  the  passages.  In  Cabrey's  expansion  geer,  the 
fault  is,  that  for  certain  degrees  of  travel,  and  when  there  is  much  cover  on  the  valve,  it  may  happen 
that  instead  of  opening  the  port  before  the  end  of  Jhe  stroke,  the  valve  may  not  have  uncovered  the 
steam  port  when  the  piston  is  about  to  begin  the  return  stroke.  This  evil  results  from  the  invariable 
position  of  the  eccentrics  on  the  shaft,  and  the  immobility  of  the  centre  of  tlie  valve  lever.  Stephenson 
gets  rid  of  the  defects  of  Cabrey's  system  in  regard  to  changing  the  lead  of  the  eccentric,  by  rendering 
movable'  the  centre  of  oscillation  of  the  valve  lever,  as  the  link  may  be  considered,  whereby  he  vir- 
tually turns  round  the  eccentric  on  the  axle.  Mayer's  geer  has  given  very  good  results,  and  is  free  from 
the  defects  of  Cabrey's  and  Stephenson's.  Whatever  be  the  degree  of  expansion,  it  presents  the  same 
area  of  steam  port ;  the  eduction  is  not  unduly  hurried,  the  linear  lead  is  unvarying,  and  the  compres- 
sion of  the  steam  before  the  piston  is  but  small,  and  is  not  liable  to  increase.  The  wheel  and  chain 
geering,  however,  used  in  working  it,  are  very  troublesome,  and  liable  to  get  out  of  order,  and  the  valves 
have  a  great  deal  of  friction.  Gonzenbach's  has  less  friction  tfean  Mayer's,  and  gives  equally  good 
results. 

How  to  set  the  valves  of  locomotives. — "When  the  cylinder  is  horizontal  the  crank  is  horizontal  at  the 
ends  of  the  stroke ;  but  it  is  not  vertical  when  the  piston  is  at  the  middle  of  its  stroke,  owing  to  the 
deviation  from  parallelism  introduced  from  the  connecting-rod  being  compelled  to  move  at  one  of  its 
extremities  in  a  straight  line.  When  the  piston  is  at  the  end  of  the  bottom  stroke,  and  is  gradually 
advanced  towards  the  middle  of  the  stroke,  the  end  of  the  connecting-rod  is  carried  round  by  the  crank 
in  a  curve  opposed  to  that  which  it  would  naturally  describe  round  the  cross-head  as  centre ;  but  when 
the  piston  lias  approached  the  end  of  the  top  stroke,  the  curvature  of  the  path  in  which  the  end  of  the 
connecting-rod  is  moved  by  the  crank  is  in  the  same  direction  as  that  of  the  circle  which  it  would  de- 
scribe round  the  cross-head,  and  these  curves  would  coincide  if  the  connecting-rod  were  equal  in  length 
to  the  crank :  it  will  be  easily  seen,  therefore,  that  at  the  top  stroke  the  piston-rod  requires  but  a  small 
movement  to  enable  the  end  of  the  connecting-rod  to  traverse  a  large  portion  of  the  circle  of  the  crank, 
while  at  the  bottom  stroke  the  piston  has  to  travel  farther  to  allow  of  an  equal  arc  being  described  by 
the  crank.  From  these  considerations  it  follows,  that  the  motion  of  the  crank  being  nearly  uniform, 
there  must  be  considerable  inequalities  in  the  speed  of  the  piston ;  and  more  than  a  half  circle  will  be 
described  by  the  crank  during  the  top  half  of  the  stroke,  and  less  than  a  half  circle  in  the  bottom  half 
sf  tlie  stroke.     The  length  of  the  connecting-rod  is  the  distance  from  the  cross-head  at  half  stroke  to  the 
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3entre  of  the  shaft ;  and  it  is  clear,  therefore,  that  at  mid-stroke  the  crank  cannot  be  vertical.  The  mo- 
tion of  the  valve  partakes  of  the  same  species  of  irregularity ;  but  as  the  eccentric-rod  is  much  longef 
in  proportion  to  the  radius  of  the  eccentric  than  the  connecting-rod,  that  inequality  only  may  be  noted 
which  arises  from  the  relation  between  the  circumference  of  a  circle  and  its  diameter.  The  irregularity 
arising  from  the  angle  of  the  connecting-rod  also  affects  the  valve,  but  not  to  an  injurious  extent  in  ordi- 
nary cases.  In  Fig.  1453  we  have  shown  the  direct  connection,  as  used  in  some  of  Stephenson's  loco- 
motives, A  E  B  F  representing  the  crank  circle,  and  tlie  inner  circle  th^  of  the  eccentric.  Supposing, 
now,  that  the  total  length  of  the  valve  face  were  equal  to  the  distance  between  the  extreme  edges  of 
the  steam  ports,  the  valve  would  be  without  lap ;  and  leaving  the  question  of  lead  out  of  consideration 
for  the  present,  that  is,  supposing  that  the  steam  were  admitted  exactly  at  the  ends  of  the  stroke,  the 
eccentric  would  be  fastened  upon  the  shaft  at  right  angles  to  the  crank ;  in  other  words,  the  small  crank 
wliich  constitutes  the  eccentric  would  be  at  right  angles  to  the  large  crank,  which  is  attached  to  the 
piston-rod.  In  this  way  the  valve  would  be  in  the  middle  of  its  stroke  when  the  piston  was  at  either 
end  of  its  stroke,  so  as  to  close  both  the  steam  and  eduction  passages,  and  to  be  ready  with  the  slightest 
possible  advance,  to  open  both  for  the  return  stroke  of  the  piston.  It  has  been  found  advantageous, 
however,  to  make  the  valve  face  longer  than  the  distance  between  the  extreme  edges  of  the  steam  ports, 
so  that  when  it  is  in  the  middle  of  its  stroke,  it  projects  or  overlaps  the  ports  at  both  ends  ;  and  fience 
it  requires  to  move  through  a  space  equal  to  the  overlap  before  it  is  in  a  condition  to  open  the  steam 
port  for  the  return  stroke  of  the  piston.  To  effect  this,  it  is  only  necessary  to  move  the  eccentric  for- 
ward in  its  path,  until,  at  the  end  of  the  stroke  of  the  piston,  the  valve  is  on  the  edge  of  the  steam  port, 
ready,  as  before,  upon  the  slightest  farther  advance,  to  admit  the  steam  to  the  cylinder.  Now,  as  the 
valve  is  thus  required  to  move  through  a  part  of  its  travel  or  throw  equal  to  the  overlap  at  each  end, 
and  as  the  throw  is  equal  to  the  diameter  of  the  circle  which  the  eccentric  describes,  it  follows  that,  to 
give  the  requisite  advance,  that  distance  must  be  measured  upon  the  diameter  of  the  ckcle,  and  the  cor 
responding  position  of  the  centre  of  the  eccentric  is  that  of  which  we  are  in  search. 


On  the  remote  side  of  the  centre  of  the  crank-shaft,  and  on  the  line  of  centres,  mark  off  D  0,  the 
amount  of  overlap  at  each  end  of  the  valve,  and  draw  a  line  parallel  to  E  F,  the  vertical  centre  line  of 
the  crank-shaft ;  the  arc  of  the  eccentric  circle  intercepted  between  these  parallel  lines  is  that  through 
which  the  eccentric  must  move,  in  order  to  draw  the  valve  through  a  portion  of  its  stroke  equal  to  the 
overlap  D  C ;  and  the  point  in  which  the  line  intersects  the  circle  of  the  eccentric  is,  therefore,  the  posi- 
tion which  the  centre  of  the  eccentric  should  occupy, when  the  piston  is  at  the  end  of  its  down-stroke, 
and  on  the  very  point  of  beginning  its  up-stroke.  In  practice,  however,  the  valve  is  not  so  set  as  to 
open  simultaneously  with  the  commencement  of  the  stroke  of  the  piston,  but  is  set  so  that  the  steam 
commences  to  flow  into  the  cyhnder  a  very  little  before  the  beginning  of  the  stroke ;  and  hence,  when 
the  piston  actually  commences  its  stroke,  the  valve  has  already  partially  opened  the  port.  To  make 
this  adjustment,  an  additional  advance  must  be  given  to  the  valve,  and  of  course  in  the  same  direction ; 
and  the  amount  of  lead,  or  opening,  wliich  the  port  has  at  the  commencement  of  the  stroke  of  the  piston, 
must  be  added  to  the  lap,  their  sum  from  C  to  D  being  treated  the  same  in  every  respect  as  if  tlie 
whole  were  lap ;  and  so,  for  the  sake  of  brevity,  we  may  treat  it 

Let  us  suppose  now  that  it  was  required  to  iind  the  length  that  the  eccentric-rod  should  be : — Place 
the  crank  horizontal,  so  that  it  may  hav^  the  piston  at  the  bottom  of  its  stroke ;  bring  round  the  eccen- 
tric to  the  corresponding  position  which' we  find  it  should  occupy,  and  measure  the  distance  fi"om  that 
point  to  the  centre  of  the  joint  by  which  the  eccentric-rod  is  to  be  attached  to  the  valve-rod ;  this  will 
be  the  length  of  the  eccentric-rod.  When  the  length  of  the  eccentric-rod  is  known,  eitlier  the  valve  or 
eccentric  may  be  put  in  its  proper  place,  if  one  of  them  be  already  set :  thus,  if  the  valve  be  set,  as  in 
the  drawing,  and  the  eccentric-rod  connected  also  with  the  eccentric,  it  will  bring  the  latter  into  its 
place,  where  it  may  be  fixed ;  but  if  the  valve  could  not  be  conveniently  set,  it  would  then  be  necessary 
to  take  the  following  method,  which  requires  the  knowledge  of  the  amount  of  lap,  and  the  length  of  the 
eccentric-rod.  Find,  as  before,  the  position  of  the  eccentric,  attach  the  rod,  and  the  valve  must  come 
into  connection  in  the  proper  position.  In  practice,  the  most  convenient  method  of  finding  the  position 
of  the  eccentric  with  a  given  lap  is  to  draw  a  circle,  such  as  H  K,  representing  the  crank-shaft,  upon  a 
board  or  a  piece  of  sheet-iron,  and  ar.other  equal  to  the  circle  of  the  eccentric,  and  draw  two  diameters 
perpendicular  to  each  other ;  mark  off  from  the  centre  of  the  crank-shaft,  and  upon  one  diameter,  the 
amount  of  lap  C  D ;  through  this  point  draw  a  line  parallel  to  E  F,  the  other  diameter ;  the  ]X)ints  in 
which  this  line  cuts  the  circle  of  the  eccentric  are  the  positions  of  the  forward  and  backward  eccentrics. 
Through  these  points,  and  from  the  centre  of  the  crank-shaft,  draw  lines  CM,  CN,  which  will  intersect 
the  circumference  of  the  crank-shaft ;  upon  this  circumference  measure  with  a  pair  of  compasses  the 
chord  of  the  arc  intercepted  between  either  point  of  intersection  and  tliat  of  the  vertical  diameter  E  F , 
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and  the  lines  of  diameters  being  first  drawn  upon  the  shaft  itself,  then,  by  transferring  with  the  com- 
passes tlie  distance  found  upon  the  diagram,  the  proper  position  of  the  eccentric  at  the  end  of  the  stroke 
of  the  piston  is  at  once  determined ;  and  this  being  marked  upon  the  shaft,  the  eccentric  can  at  any 
time  be  set,  by  bringing  it  round  to  that  mark.  Before  leaving  this  figure  we  may  remark,  that  as  tlie 
valve  in  Stephenson's  locomotives  of  this  kind  is  on  the  side  of  the  cylinder,  the  cyhnder  face  should  be 
towards  us  in  the  drawing.  As  this  arrangement,  however,  would  have  afforded  a  less  easy  explana- 
tion, we  have  adopted  the  present  one.  It  will  also  be  observed  that  the  crank-shaft  and  cylinder  are 
too  close,  and  are  not  in  a  line  with  each  other ;  but  this,  while  it  could  not  be  easily  avoided,  is  at  tlie 
same  time  of  no  importance  in  considering  the  respective  motions  of  the  piston  and  valve,  crank  and 
eccentric,  which  are  shown  in  tlieir  true  relative  positions.  The  crank  is  upon  the  centre,  and  the  piston, 
consequently,  at  the  end  of  the  bottom  stroke ;  the  eccentric  and  valve  being  put  in  advance  of  the 
piston  by  the  lap,  have  shut  off  the  steam  before  the  end  of  the  stroke,  and  have  also  opened  the  educ- 
tion in  readiness  for  the  up-stroke ;  whereas,  without  lap,  the  valve  would  shut  off  the  steam  at  one  end 
and  open  the  eduction  at  the  other,  simultaneously  with  the  termination  of  the  stroke  of  the  piston. 


In  Fig.  1454  we  have  a  different  kind  of  valve  geering,  there  being  levers,  which  reverse  the  direction 
of  the  motion ;  that  is,  wliile  tlie  eccentric-rod  and  lever  are  moving  in  one  direction,  the  valve-rod  and 
lever,  being  on  the  opposite  side  of  the  weigh-bar  shaft,  are  moving  in  the  opposite  direction.  In  the 
former  case  there  were  no  levers,  and  therefore  no  reversal  of  the  motion.  Hence,  in  order  to  give  the 
valve  the  same  motion  as  before,  in  relation  to  the  crank,  it  is  necessary  to  throw  the  eccentric  to  the 
opposite  side  of  the  crank-shaft,  so  that  its  motion  may  be  in  the  reverse  direction,  to  compensate  for 
the  reversing  action  of  the  levers.  For  whereas,  when  upon  one  side  of  the  shaft  they  caused  the  valve 
to  move  in  the  same  direction  as  themselves  by  means  of  the  eccentric-rods,  now  that  the  levers  are 
introduced,  the  eccentrics  must  themselves  move  in  an  opposite  direction,  to  give  the  valves  the  same 
motion  as  heretofore.  And  this  can  only  be  done  by  putting  the  eccentrics  on  the  opposite  side  of  the 
crank  centre,  round  which  they  move,  and,  of  course,  in  an  opposite  direction. 


Fig.  1455  is  intended  to  illustrate  the  valve  connection  of  the  common  locomotive,  in  which  the  mo 
tion  of  the  eccentric  is  communicated  through  levers  to  the  valve,  and  generally  with  an  increase  of 
throw.  In  this  figure  we  have  the  cylinder  face,  with  the  valve  upon  it,  at  one  end  of  its  travel. 
Measure  off  the  length  of  the  valve  throw,  from  the  end  of  the  valve  face,  in  the  direction  of  its  travel. 
The  throw  of  the  valve  may  best  be  found  by  adding  the  lap  to  the  breadth  of  the  steam-port,  and  dou- 
bling their  sum.  If  there  were  no  levers  Intervening  between  the  valve  and  eccentric,  the  line  thus 
measured,  which  is  the  throw  of  the  valve,  would  be  the  diameter  also  of  the  circle  described  by  the 
centre  of  the  eccentric  pulley;  but  the  use  of  levers  interferes  with  this  proportion  unless  the  levers  be 
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made  of  equal  length.  The  effect  of  lepers  of  unequal  length,  in  making  a  proportional  inequality  be- 
tween tlie  throw  of  the  valve  and  of  the  eccentric,  will  be  readily  seen  by  reference  to  a  diagram.  From 
the  centre  A  of  the  diameter,  representing  the  throw  of  the  valve,  draw  a  line  perpendicular  to  the 
valve  face ;  and  from  the  same  point  measure  oflf,  upon  that  hne,  the  length  of  the  lever  A  B,  which  is 
to  be  attached  to  the  valve-rod,  and  which,  for  distinction,  we  shall  call  tlie  valve  lever.  From  the 
point  B  thus  found  as  a  centre  with  the  radius  B  A,  describe  a  portion  of  a  circle  intersecting  perpendic- 
ulars drawn  from  C  and  D,  the  extremities  of  the  line  which  represents  the  tlirow  of  the  valve ;  from 
those  points  in  the  circumference  of  the  circle  produce  lines  through  the  centre  B.  On  either  side  of  the 
centre  line  A  E,  and  at  a  distance  from  it  equal  to  the  radius  of  the  eccentric,  draw  a  parallel  line. 
From  B  as  a  centre,  with  the  distance  from  the  centre  B  to  the  points  HK, — in  which  the  parallels  in- 
tersect tlie  produced  lines  of  the  lever,  as  radius, — describe  an  arc  of  a  circle ;  the  radius  of  this  circle  is 
the  length  which  the  eccentric  lever  must  be,  in  order  to  give  the  requisite  throw  to  the  valve.  It  will 
be  evident  from  the  inspection  of  this  diagram,  that  if  it  be  desired  to  give  a  smaller  throw  to  the  valve 
than  that  of  the  eccentric,  it  is  necessary  to  make  the  valve  lever  shorter  than  the  eccentric  lever ;  and 
if  it  were  desired  to  make  the  valve  throw  greater  than  the  eccentric  throw,  it  is  indispensable  that  the 
valve  lever  should  be  made  proportionally  longer  than  the  eccentric  lever.  If,  for  example,  the  throw 
of  the  valve  is  to  be  made  twice  the  throw  of  the  eccentric,  then  this  can  only  be  accomplished  by  mak- 
ing the  valve  lever  twice  the  length  of  the  eccentric  lever.  Hence  the  relations  between  these  quan- 
tities are  expressed  by  simple  proportion ;  and  any  three  being  given,  we  can  readily  find  the  remain- 
ing one.  For  the  sake  of  clearness,  we  shall  state  the  various  forms  which  the  proportion  will  assume. 
First. — Given  the  throw  of  the  valve,  the  throw  of  the  eccentric,  and  the  length  of  the  lever  attached 
to  the  valve-rod,  to  find  the  length  of  the  eccentric  lever ;  we  have  then  the  proportion : — 

Rule. — As  the  throw  of  the  valve  is  to  the  throw  of  the  eccentric,  so  is  the  length  of  the  valve  lever 
So  the  length  of  the  eccentric  lever. 

If  we  represent  the  throw  of  the  valve  by  T,  that  of  the  eccentric  by  t,  tlie  valve  lever  by  L,  and  the 
eccentric  lever  by  I,  we  will  have  the  proportion  in  a  condensed  algebraic  form,  thus, — T  :  < :  :  L  :  / ;  or 
taking  the  actual  dimensions  in  inches  of  the  engine  before  us,  4-5  :  3  :  :  9  :  6. 

Secondly. — Given  the  throw  of  the  valve,  the  throw  of  the  eccentric,  and  the  length  of  the  eccentric 
lever,  to  find  the  length  of  the  valve  lever.    Then, 

Rule. — As  the  throw  of  the  eccentric  is  to  the  tlirow  of  the  valve,  so  is  the  length  of  the  eccentric 
lever  to  the  length  of  the  valve  lever ; 

Or,  algebraically,  < :  T  :  :  /  :  L ;  or,  as  before,  in  actual  dimensions,  3  :  4'5  : :  6  :  9. 

Tliirdly. — Given  the  throw  of  the  valve  and  the  lengths  of  the  levers,  to  find  the  throw  of  the  ec- 
centric. 
Rule, — As  the  valve  lever  is  to  the  eccentric  lever,  so  is  the  valve  throw  to  the  eccentric  throw ; 

Or  thus,  L  :  /  : :  T  :  <;  or,  9  :  6  : :  4-5  :  3. 
Fourthly. — Given  the  eccentric  lever,  the  valve  lever,  and  the  eccentric  throw,  to  fimd  the  valve  throw. 
Rule. — As  the  eccentric  lever  is  to  the  valve  lever,  so  is  the  eccentric  throw  to  the  valve  throw ; 
Or,  /  :  L  :  : « :  T ;  or,  6  :  9  :  :  3  :  45. 

"We  formerly  explained  how  the  reversing  action  of  the  levers  rendered  it  necessary  to  set  the  eccentric 
on  that  side  of  the  crank-shaft  centre  nearest  to  the  cylinder ;  whereas,  in  the  case  of  the  direct  valve 
connection,  it  was  set  on  the  side  remote  from  the  cylinder.  Having  now  found  the  means  of  ascertain- 
ing the  lengths  of  the  levers  to  be  employed  with  a  given  throw  of  valve  and  eccentric,  the  next  step 
necessary  is  to  determine  the  true  position  of  the  eccentric  upon  the  shaft,  in  reference  to  the  crank. 

Place  the  crank-pin  in  the  dead  point  nearest  the  cylinder ;  that  is,  place  the  centres  of  the  crank- 
shaft and  crank -pin  in  a  line  with  the  centre  line  of  the  piston-rod.  Upon  this  line  of  centres  A  G,  raise 
a  perpendicular  L  M,  through  the  point  F.  From  F  draw  a  circle,  the  diameter  of  which  is  equal  to  the 
throw  of  the  eccentric,  and  another  equal  to  the  cranked  axle.  If  the  levers  are  equal,  mark  off  from 
F,  upon  the  line  of  centres  and  on  the  cylinder  side,  the  amount  of  lap,  and  draw  a  line  parallel  to  L  M, 
cutting  the  eccentric  circle  in  the  points  N  0.  From  F  draw  lines  through  N  and  0  to  the  cu-cumference 
of  the  cranked  axle.  The  points  N"  and  0  are  the  positions  of  the  centres  of  the  eccentric  pulleys  for 
the  forward  and  backward  geer,  only  one  of  which  is  necessary  for  going  one  way.  In  practice  it  is 
ronvenient  to  make  marks  at  P  R,  as  the  points  N  and  O  are  inaccessible.  If  there  were  no  lap  upon 
the  valve,  there  would  be  nothing  to  set  off  from  the  centre  line  L  M,  and  therefore  that  Ime  would  give 
thepositions  of  the  eccentrics. 

The  intersections  of  the  perpendicular  A  G  would  give  the  positions  of  the  eccentrics  on  the  shaft  it 
the  connecting-rod  were  infinitely  long ;  but  inasmuch  as  the  shortness  of  the  connecting-rod  introduces 
irregularity,  the  true  position  of  the  crank  at  the  middle  of  the  stroke  of  the  piston  must  be  taken. 

If  the  lengths  of  the  levers  be  unequal,  the  throws  of  the  eccentric  and  valve  will  also  be  unequal  •, 
and  if  the  valve  lever  be  the  longer,  as  in  the  case  we  have  taken,  the  eccentric  throw  is  less  than  the 
valve  throw  in  the  same  proportion  as  the  eccentric  lever  is  less  than  the  valve  lever ;  and  therefore, 
since  tlie  eccentric  tlirow  is  thus  less  than  the  valve  throw,  by  reason  of  the  levers,  it  follows  that  the 
lap,  which  we  set  off  from  F,  and  which  is  part  of  the  valve  throw,  must  also  be  dimiiished  in  the  same 
proportion  as  the  whole  throw,  in  order  to  set  off  the  proper  quantity  from  F.  The  simplest  way  of 
accomplishing  tliis  is,  by  marking  off  the  lap  from  the  line  of  centres.  Fig.  1455,  at  the  point  A,  at  the 
same  end  as  we  formerly  marked  off  half  the  valve  throw.  This  distance  will  be  from  A  to  the  edge 
of  the  port,  that  being  the  overlap ;  then  from  the  edge  of  the  port  draw  a  parallel  to  A  G ;  and  from 
the  point  in  which  this  parallel  cuts  the  arc  of  the  longer  lever,  draw  a  line  through  the  centre  B,  and 
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produce  it  till  it  cuts  the  arc  K  H ;  the  perpendicular  from  tliis  point  to  the  line  E  A  is  the  reduced 
amount  of  lap,  which  is  to  be  set  off  from  the  point  F. 

Another  useful  problem  is  the  method  of  finding  the  length  of  the  eccentric-rod,  the  positions  of  the 
crank-shaft,  and  the  weigh-bar  shaft,  and  the  length  of  the  eccentric  lever  being  given.  From  the  centre 
of  the  weigh-bar  shaft,  with  the  length  of  the  eccentric  lever  as  radius,  describe  an  arc ;  draw  a  tangent 
from  this  to  the  centre  of  the  crank-shaft ;  from  the  centre  of  the  weigh-bar  shaft  drop  a  perpendicular 
to  the  tangential  hne  ;  the  distance  from  the  point  of  intersection  to  the  centre  of  the  crank-shaft  is  the 
length  of  the  eccentric-rod,  and  the  perpendicular  is  the  line  of  the  eccentric  lever,  when  the  valve  lever 
is  perpendic  alar  to  the  line  of  the  valve-rod :  this  gives,  therefore,  the  positions  in  which  these  levers 
must  be  keyed  upon  the  weigh-bar  shaft. 

In  Fig.  1455  the  mid-line  of  the  eccentric-rod  was  the  same  as  the  line  of  the  piston-rod ;  but  in  Fig. 
1454  it  is  thrown  down  below  that  of  the  piston-rod,  forming  an  angle  with  it,  the  vertex  of  which  is  tlie 
centre  of  the  crank-shaft.  In  this  case  the  centres  of  the  eccentric  pulleys  must,  consequently,  be  moved 
downwards  as  many  degrees  as  the  central  line.  In  order  to  facilitate  this  adjustment,  we  may  briefly 
explain,  that  every  circle  is  supposed  to  have  its  circumference  divided  into  360  equal  parts,  called 
degrees ;  and  if  two  diameters  bo  drawn  in  it  at  right  angles  to  each  other,  they  will  divide  the  circum- 
ference into  four  equal  parts,  each  of  which  contains  90  degrees.  This,  therefore,  is  the  means  by  which 
the  angle  is  measured ;  nor  will  it  matter,  although  the  circle  be  of  any  size  whatever,  for  it  is  still 
equally  divided  by  the  two  diameters.  Hence,  if  the  number  of  degrees  contained  in  the  angle  which 
the  mid-line  of  the  eccentric-rod  makes  with  the  line  of  the  piston-rod,  be  measured  upon  any  circle 
described  from  the  centre  of  the  crank-shaft,  and  the  angle  be  laid  down  upon  a  board,  and  if  from  the 
vertex  of  the  angle  a  circle  be  described  equal  to  the  diameter  of  the  crank-shaft,  the  chord  of  the  arc 
of  this  circle  intercepted  between  the  lines  containing  the  angle,  is  the  distance  to  be  transferred  upon 
the  crank-shaft,  and  through  which  the  eccentric  pulley  must  be  moved  round,  in  order  to  compensate 
for  the  obhquity  of  the  eccentric-rod.  In  the  example,  Fig.  1454,  the  mid-line  of  the  eccentric-rod,  when 
in  geer,  lies  at  an  angle  of  five  degrees  with  the  line  of  the  piston-rod ;  and  in  all  such  cases  this  line  is 
to  be  taken  when  reference  is  made  to  the  valve  motion ;  and  the  piston-rod  line  is  to  be  taken  when 
reference  is  made  to  the  motion  of  the  piston.  In  the  case  of  Fig.  1455,  these  lines  were  made  to  coin- 
cide, for  the  sake  of  simplicity. 

Miscellaneous  remarks  respecting  locomotives. — The  tractive  force  requisite  for  drawing  carriages  over 
well-formed  and  level  common  roads  is  about  1-36  of  the  load,  at  low  speeds.  On  railways,  the  tractive 
force  has  generally  been  rated  at  about  1-300  of  the  load,  or  7^  pounds  per  ton,  at  low  speeds;  but  in 
well-formed  railways  the  tractive  force  is  probably  less  than  this,  to  keep  the  train  moving  slowly.  The 
resistance  of  railway  trains,  however,  increases  rapidly  with  the  speed,  on  account  of  the  resistance  of 
the  atmosphere ;  and  the  resistance  occasioned  by  the  atmosphere  may  be  taken  at  15  pounds  per  ton, 
with  an  ordinary  passenger  traui  moving  at  the  rate  of  30  miles  an  hour.  The  friction  of  the  engme 
and  the  resistance  of  the  rails  vary  simply  as  the  velocity,  if  the  power  of  the  engine  remains  the  same ; 
but  the  resistance  of  the  atmosphere  varies  as  the  square  of  the  velocity,  and  the  power  requisite  for 
overcoming  that  resistance  as  the  cube  of  the  velocity :  so  that  by  doubling  the  speed  of  a  train,  by  dimin- 
ishing the  load  without  increasing  the  power,  the  friction  is  doubled,  the  atmospheric  resistance  is  made 
four  times  greater  than  before,  and  the  power  requisite  to  overcome  that  resistance  eight  times  greater. 
This  shows  the  extravagance  of  high  speeds,  even  if  the  power  were  as  economically  produced  at  high 
Gpeeds,  which  is  by  no  means  the  case.  In  moderately  light  trains  upwards  of  50  per  cent,  of  the  power 
is  expended  in  overcoming  atmospheric  resistance,  in  speeds  of  about  35  miles  per  hour;  and  the  loss 
will  be  greater  if  the  trains  be  very  light,  and  present  a  large  frontage. 

"We  have  already  stated  that  in  low-pressure  condensing  engines  the  evaporation  of  one  cubic  foot  of 
water  from  the  boiler  may  be  taken  to  represent  a  horse  power.  In  high-pressure  engines,  working 
without  expansion,  the  mechanical  efficacy  of  a  cubic  foot  of  water  raised  into  steam  will  be  somewhat 
less,  on  account  of  the  resistance  to  the  motion  of  the  piston,  occasioned  by  the  pressure  of  the  atmos- 
phere ;  but  in  locomotive-engines,  where  the  working  pressure  is  veiy  high,  the  resistance  due  to  the 
pressure  of  the  atmosphere  becomes  relatively  nearly  as  small  as  the  resistance  due  to  the  rare  vapor 
within  the  condenser  of  a  condensing-engine ;  and  it  will  not,  therefore,  be  a  material  deviation  from  the 
truth  if,  in  locomotive-engines,  working  without  priming,  we  reckon  a  cubic  foot  of  water  evaporated 
per  hour  as  equivalent  to  a  horse  power.  An  engine  evaporating  200  cubic  feet  of  water  per  hour,  and 
therefore  exerting  about  200-horse  power,  draws  about  110  tons  at  thirty  miles  an  hour;  but  if  there 
were  no  loss  from  the  resistance  of  the  atmosphere,  or  of  the  blast-pipe,  and  no  increased  friction  upon 
the  engine  from  the  increased  power  requisite  for  high  speeds,  the  tractive  force,  if  taken  at  8  pounds 
per  ton,  would  only  require  to  be  70-4-horse  power  for  110  X  8  X  2640,  the  number  of  feet  travelled 
per  minute  at  30  miles  an  hour,  -r  33000  =  70-4-horse  power.  The  friction  of  the  train,  however,  at 
30  miles  an  hour,  including  that  of  an  engine  of  200-horse  power,  cannot  be  taken  at  much  less  than  10 
pounds  per  ton ;  for  the  friction  of  an  engine  increases  with  the  power  exerted,  which  determines  the 
pressure  upon  its  moving  parts ;  and  the  friction  of  the  carriages  is  also  increased  at  high  speeds,  in 
consequence  of  the  draw-bars  being  attached  below  the  centre  of  effort  of  the  frontage  exposed  to  the 
wind,  whereby  the  carriages  are  pressed  down  more  firmly  on  the  rails.  If  the  traction  be  taken  at  10 
pounds  per  ton,  then  the  power  requisite  for  propulsion  of  a  train,  setting  aside  the  resistance  of  the 
atmosphere,  will  be  about  90-horse  power,  and  the  remaining  110-horse  power  is  absorbed  in  overcoming 
the  resistance  of  the  atmosphere  and  of  the  blast-pipe.  If  the  speed  be  increased  from  30  to  60  miles 
an  hour,  about  200-horse  power  will  be  required  for  overcoming  the  friction  of  the  train,  and  880-horse 
power  will  be  required  to  overcome  the  atmospheric  resistance;  making  1,080-horse  power,  which  will 
be  necessarv  to  propel  a  train  of  110  tons  at  60  miles  an  hour.  The  evaporation  of  a  locomotive  boiler 
is  greatest  when  the  speed  is  at  its  maximum,  as  the  blast-pipe  then  produces  its  greatest  effect ;  and 
the  power  of  the  engine  varies  nearly  as  the  rate  of  evaporation,  provided  the  blast-pipe  be  not  unduly 
contracted.    At  ordinary  railway  speeds  the  power  of  the  boiler  is  seven  or  eight  times  greater  than  il 
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would  be  without  the  blast,  though,  indeed,  such  a  comparison  hardly  holds,  as  without  the  blast  the 
fire  of  a  locomotive  boiler  would  not  draw  at  all.  At  a  speed  of  20  miles  an  hour,  a  locomotive  boiler 
boils  off  from  10  pounds  to  14  pounds  of  water  per  square  foot  of  heating-surface,  and  the  rate  of  evap« 
oration  varies  nearly  as  the  ^of  the  speed. 

The  adhesion  of  the  wheels  upon  the  rails  is  about  one-fifth  of  the  weight  when  tlie  rails  are  clean, 
and  either  perfectly  wet  or  perfectly  dry ;  but  when  the  rails  are  half  wet  or  greasy,  the  adhesion  is 
not  more  than  one-tenth  or  one-twelftli  of  the  weight.  The  weight  of  locomotive  engines  varies  from 
15  to  20  tons.  A  powerful  locomotive  engine  and  tender,  such  as  is  suitable  for  high  speeds,  will  weigh 
about  25  tons.  The  consumption  of  power  by  the  locomotive  itself  is  very  groat  at  high  speeds,  chiefly 
in  consequence  of  the  resistance  occasioned  by  the  blast-pipe  to  the  free  escape  of  the  steam.  Mr.  Ste- 
phenson considers  that,  at  ordinary  railway  speeds,  a  locomotive  engine  will  absorb  as  much  power  as 

15  loaded  carriages,  weighing  60  tons ;  so  that  in  a  train  of  15  carriages,  half  the  power  is  consumed  by 
the  engine.  These  determinations,  however,  are  all  very  indefinite,  and  experiments  are  yet  wanting  to 
show  the  power  produced  and  consumed  by  locomotives  under  different  circumstiinces.  Locomotive 
engines  in  England  cost  from  $9,000  to  $11,000  each.  They  run,  on  an  average,  about  130  miles  a  day, 
at  a  cost  for  repairs  of  about  5  cents  per  mile ;  and  the  cost  of  locomotive  power,  including  repairs,  wages, 
oil,  and  tallow,  and  coke,  may  be  taken  at  12  cents  per  mile,  on  economically  managed  railways.  This 
does  not  include  a  sinking  fund  for  the  renewal  of  engines  which  may  be  worn  out,  and  -which  may  be 
taken  at  10  per  cent,  on  the  original  cost  of  the  locomotives.  On  second  class  railways  the  expense  of 
locomotives,  and  workshops,  and  tools  for  repairing  them,  may  be  set  down  at  $10,000  per  mile. 

Economy  of  fuel  in  locomotives  is  materially  promoted  by  working  expansively ;  but  all  attempts  at 
economizing  fuel  in  locomotives  should  begin  with  an  increase  in  the  area  of  the  fire-grate,  so  that  the 
power  of  the  engine  may  not  suffer  so  large  a  diminution  by  the  creation  of  the  necessary  draft. 

Every  locomotive  engine  should  be  furnished  with  efficient  expansion  apparatus,  of  some  kind  or 
other ;  as,  setting  aside  the  economy  of  fuel  accomplishable  by  expansion,  it  is  cleai"  that  expansion  acts 
beneficially  by  diminishing  the  weight  of  the  boiler,  which  may  be  made  smaller  at  every  increase  of 
the  efiiciency  of  the  steam.  When  the  draft  is  strong,  a  great  loss  of  effect  is  caused  by  opening  the 
furnace  door,  from  the  refrigeration  due  to  the  large  volume  of  air  admitted ;  and  it  would  be  a  material 
improvement  if  the  furnace  could  be  fed  by  some  such  mechanism  as  the  revolving  grate.  The  use  of 
sediment-collectors  in  locomotive  boilers  also  appears  expedient,  as,  if  judiciously  applied,  they  will 
effectually  prevent  the  formation  of  scale  upon  the  tubes,  and  will  also  operate  as  an  antidote  to 
priming  in  many  cases.  The  form  of  collector  best  adapted  for  a  locomotive  boiler,  will  dej^end  in  a 
great  measure  upon  the  peculiar  structure  of  the  boiler ;  but  generally  any  form  will  answer  which 
communicates  with  the  water  level,  and  contains  water  within  it  in  a  tranquil  state.  The  V-shaped 
outs  for  establishing  the  communication  between  the  exterior  and  interior  of  the  vessel,  have  been  found 
preferable  to  holes  of  any  other  form ;  for  a  subsiding  particle,  so  soon  as  it  falls  in  a  slight  degree,  gets 
behind  the  case  of  the  collecting  vessel,  and  cannot  afterwards  escape. 

Details  of  the  engines  of  stemnfrigate  Dragon. — Fig.  1456  represents  the  paddle  and  intermediate 
shafts  from  the  centre  line  of  the  vessel  to  the  outer  bearing.  In  this  figure  are  introduced  a  section  of 
one  of  the  cranks  and  of  the  cam  for  working  the  expausiou  valve. 

Fig.  1457  is  a  sectional  view  (taken  through  the  centre  of  the  valve  face)  of  the  cylinder  and  piston, 
with  the  piston-rod  and  cross-head. 

Fig.  1458  shows  a  plan  and  sections  of  the  elastic  packing-ring  at  the  middle  and  ends. 

Fig.  1459  is  a  sectional  view  of  the  steam-pipe,  showing  tlie  expansion  and  tlirottle  valves. 

Fig.  1460  represents  a  vertical  section  of  the  expansion-valve  detached. 

Fig.  1461  is  a  transverse  section  of  the  air-pump  and  feed-pump  with  their  appendages.  In  this 
figure  are  also  introduced  external  views  of  the  air-pump  rod  and  cross-head,  and  of  the  plunger-rod  of 
the  feed-pump. 

Figs.  1462  and  1463  show  the  air-pump  link. 

Figs.  1464  and  1465  the  connecting-rod. 

Figs.  1466  and  1467  the  long  parallel-motion  beams  which  work  the  air-pump. 

Fig.  1468  the  radius-rod  for  the  parallel  motion. 

Literal  references. — A,  the  sole-plate,  of  cast-u-on,  2  inches  tliick,  laid  on  a  solid  bed  of  African  oak 

16  inches  thick,  and  cast  so  as  to  form  the  bottom  of  the  cyUnder.  It  is  made  of  larger  dimensions  than 
are  absolutely  required  for  the  attachment  of  tlie  fixed  parts  of  the  engines,  being  extended  to  some 
distance  on  each  side,  in  order  to  cover  a  larger  space  and  to  increase  the  strength  of  tlie  keelsons  and 
lower  timbers  of  the  sliip.  The  sole-plate  does  not,  however,  on  that  account,  occupy  additional  room, 
being  so  constructed  as  to  form  the  flooring  on  every  side,  and  at  the  same  time  to  distribute  the  weight 
and  action  of  the  engines  over  a  more  extended  surface  of  the  flooring. 

E,  the  steam-cylinder,  IJ  inch  thick,  cast  open  at  each  end,  the  sole-plate  forming  the  cylinder 
bottom.  Its  internal  diameter  is  88  inches,  and  the  stroke  5  feet  9  inches.  Besides  being  strengthened 
by  the  flanges  at  the  top  and  bottom,  it  is  encircled  by  three  belts,  each  3  inches  deep,  in  order  to  give 
rigidity  to  tlie  cylmder  when  laid  horizontal  during  the  process  of  boring.  It  is  now  usual  to  bore 
cylinders  of  large  iiameter  in  a  vertical  position,  to  avoid  all  chance  of  ellipticity  arising  from  this 
cause.  The  cylinder  is  fitted  with  escape-valves  for  priming  or  condensed  water  both  above  and 
below  the  piston,  the  valve  being  loaded  to  somewhat  above  tlie  highest  tension  of  the  steam  in  the 
cylinder. 

dd,  the  steam-ports,  3  feet  8  inches  long,  by  7|  inches  wide. 

e,  a  separate  casting  for  tlie  cylinder  face,  planed  and  scraped  to  a  true  surface. 

i,  the  throttle-valve,  of  gun-metal,  worked  by  one  of  the  three  handles  at  v'  through  a  series  of  rods 
and  levers, 

H,  the  steam-piston,  81  inclies  deep  at  the  circum/erence,  and  11 J  inches  at  the  centre  formed  of  cast 
iroD  1^  inch  thick,  stiffened  by  radiating  feathers. 
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j,  the  external  packing-rings,  of  cast-iron,  2^  inches  deep,  on  GoodfcUow'a  patent  construction.  Tliesa 
rings  are  turned  concentric,  and  each,  being  cut  across  diagonally,  to  prevent  grooving  the  cylinder,  is 
free  to  accommodate  itself  to  the  interior  of  the  cylinder  as  it  wears  by  the  friction  of  the  piston,  but 
possesses  no  elasticity  in  itself. 


A,  and  I  represent  the  thick  and  thin  ends  of  the  inner  eccentric  V-shaped  ring,  of  cast-iron,  which,  Oj 
.ts  elasticity,  presses  the  two  external  rings  against  the  cylinder,  thus  forming  a  steam-tight  joint,  llie 
requisite  elasticity  is  given  to  this  ring  by  forming  in  it  a  series  of  cuts  or  grooves  increasing  regularly 
in  depth  from  k,  where  the  ring  is  entire,  to  I,  where  the  grooves  are  deepest ;  and  also  by  causing  the 
projections  at  the  back  of  the  rings  shown  at  h  to  vanish  at  I.     Tlie  ring  is  4|  inches  deep,  its  thickner s 
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being  5|  inches  at  the  thickest  part,  and  |  inch  at  the  tliinnest.  The  grooves  (86  in  niimber)  are,  at  the 
point  /,  2i  inches  deep,  and  7-16  inches  wide,  and  tliey  are  pitched  at  2J  inches  centre  to  centre. 

m,  the  junk-ring,  of  cast-iron,  1^  inch  thick. 

n,  a  brass  nut  for  fixing  the  piston-rod. 

I,  tlie  steam-cy Under  cover,  cast  hollow,  with  radiating  feathers,  and  with  a  thin  polished  plate  of  cast- 
iron  for  the  upper  part. 

o,  the  stuffing-box  gland,  made  so  as  to  allow  the  strap  of  the  connectmg-rod  to  clear  it  on  each  side. 
It  is  formed  of  cast-iron,  witli  a  brass  lining,  and  packed  with  hemp. 

J,  the  piston-rod.  It  is  fastened  into  the  piston  by  a  cone  and  screw  n,  and  further  secxired  by  a 
cotter. 

p,  the  piston  cross-head,  of  forged  iron,  secured  to  the  rod  by  a  long  cone  and  cotter.  The  bearings 
for  the  connecting-rod  and  the  first  parallel-motion  beams  are  forged  hi  one  piece  with  it. 

M,  the  connecting-rod,  formed  with  a  fork  at  the  lower  extremity,  which  is  attached  by  straps,  gibs, 
and  cotters  to  the  great  bearings  on  each  side  of  the  piston  cross-head  p. 

N,  the  crank,  of  wrought-iron. 
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w,  the  crank-pin.  Tliat  portion  of  it  which  passes  through  the  crank  on  the  intermediate  shaft  P  is 
firmly  fixed  to  it  by  being  driven  into  a  slightly  tapered  eye,  and  is  farther  secured  by  a  cotter ;  but  at 
the  opposite  extremity  it  passes  loosely  through  the  crank  on  the  paddle-shaft,  to  allow  for  the  deviation 
from  the  true  vertical  and  horizontal  lines  of  the  shafts,  occasioned  by  the  unavoidable  tendency  of  the 
outer  bearing  of  tlie  paddle-shaft  to  droop  and  to  wear  forwards. 

0,  the  paddle-shaft,  of  wrought-iron. 

XXX,  bosses  on  the  paddle-shaft  for  fixing  the  paddle-centres. 

P,  the  intermediate  shaft,  which  connects  the  two  engines.  The  diameter  at  the  centre  is  18  J  inches, 
and  the  bearings  are  17  inches  diameter,  by  18  inches  long. 

y,  the  position  of  the  eccentric  In  this,  as  in  most  other  marine  engines,  the  eccentric  is  not  fixed 
firmly  to  the  shaft,  but  revolves  between  the  bearings  shown  at  y,  to  admit  of  its  turning  the  valves  so 
as  to  give  the  engine  motion  eitlier  backwards  or  forwards.  By  placing  the  eccentric  loose  upon  the 
shaft,  only  witli  a  projecting  catch  on  one  side  which  is  carried  round  by  a  corresponding  projection  on 
the  shaft,  it  is  left  free,  except  when  this  check  comes  into  contact  with  the  other,  at  either  end  of  the 
stroke.  To  effect  tliis  it  is  necessary  to  open  the  valves  by  hand  during  at  least  one-half  stroke.  The 
eccentric,  of  cast-iron,  revolves  witliin  a  ring  of  gun-metaL  Tlie  throw  of  the  eccentric  is  20  inches ;  the 
diameter  of  the  bearing  surface  is  3  feet  5S  inches ;  the  thickness  of  the  gun-metal  ring  is  1|  inch,  and 
the  breadlli  4  inches. 

o,  the  air  pump  finks.  Thickness  of  strap,  1|  inch-  the  column  2|  inches,  tapered  to  1|  inch 
diameter. 
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p,  tlie  air-pump  cross-head.     The  diameter  over  the  boss  is  1 1 J  inches ;  diameter  of  hollow  cone, 
6  7-16  inches,  tapered  to  5  J  inches  ;  tliickness  of  blade,  3  inches. 

q,  the  air-pumj)  rod,  formed  of  wrought-iron,  cased  with  gun-metal,  i  inch  thick  when  finished,  cast 
round  the  rod  and  the  cone,  to  prevent  galvanic  action. 

r,  the  air-pump  bucket,  of  gun-metal,  packed  with 
hemp. 

s  s,  tlie  bucket-valves,  of  gun-metal,  of  the  descrip- 
tion commonly  called  butterjly-valves.  They  work  on 
a  curved  hinge  encircling  the  pump-rod. 

1 1,  discharge  valves,  also  of  gun  metal,  and  of  the 
same  construction  as  the  bucket-valves. 

U,  the  condenser,  of  cast-iron,  1^  inch  thick.  It  is 
cast  in  one  piece  for  both  enghies,  with  a  partition 
tlirough  the  middle  to  keep  the  condenser  of  each  dis- 
tinct from  the  other.  Tliere  is  a  passage-way  through 
the  lower  part  of  the  condenser  to  the  valve-jackets,  ^^^^ » 
in  order  to  gain  access  to  the  valve-ports  for  packing 
them. 

V,  the  air-pump,  of  solid  gun-metal,  |  inch  thick 
when  finished,  48  inches  diameter,  and  34  i  inches 
stroke. 

W,  the  feed-pump,  with  brass  plunger,  9^  inches 
external  diameter,  and  34  J  inches  stroke. 

Y,  tlie  discharge-pipe,  of  cast-iron,  forming  the  top 
of  the  air-pump.  From  the  air-pump  to  the  sluice- 
valve  through  the  ship's  side,  it  becomes  a  circular 
copper  pipe,  21  i  inches  bore. 

Z,  the  supplementary  engine  for  feeding  the  boilers 
previous  to  starting  the  large  engines. 

vvv,a.  combination  of  levers  and  rods  for  working. 

w,  the  injection-valve. 

X,  the  blow-through  or  snifting-valve,  and  i,  the 
throttle-valve.  The  connections  for  each  valve  are 
distinctly  shown  in  the  elevation. 

y,  a  graduated  cam  on  the  intermediate  shaft  for 
working  the  expansion  geer. 

zzz,  a  brass  roller,  levers,  and  rods  for  conveying  the  motion  from  the  cam  to  the  expansion-valvo. 
The  roller  is  adjusted  to  each  cam  by  a  screw,  according  to  the  amount  of  expansion  required. 
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ENGINES,  for  further  details  of,  See  Marine,  Locomotive,  Stationary,  Pumping,  IIiGH-PRESSURa:. 

N"0N-C0NDENSING,  <fec.,  &C. 

ENGINES,  rules  for  calculating  the  parts  of.  Rules  and  tables  for  facilitating  the  construction  n\ 
boilers,  Ac,  by  determining  the  lengths  of  plate  or  angle-iron  requisite  for  the  formation  of  hoops  of 
different  diameters.     For  plate  or  flat  bar : — 

Rule. — Add  the  thickness  of  the  bar  to  the  required  diameter,  and  the  corresponding  circumference 
in  the  table  of  circumferences  of  circles  is  the  length  of  the  bar. 

If  the  iron  be  bent  edgewise  the  breadth  of  the  bar  must  be  added  to  the  diameter ;  for  it  is  the 
thickness  of  the  bar  measured  radially  that  is  to  be  taken  into  consideration. 

In  such  pieces  of  work  as  the  tires  of  railway  wheels,  which  have  a  flange  on  one  edge,  it  is  necessE.ry 
to  add,  not  only  tlie  thickness  of  the  tire,  but  also  two-thirds  of  the  thickness  of  the  flange.  Generally, 
however,  the  tire  bars  arc  sent  from  the  iron  works  so  curved  tliat  tlie  plain  edge  of  the  tire  is  concave 
and  the  flange  edge  convex ;  while  the  side  which  is  afterwards  to  be  bent  into  contact  with  the  cylin 
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drlcal  surface  of  the  wheel  is  a  plane.  By  this  means  the  addition  to  the  diameter  of  two-thirds  the 
thickness  of  the  flange  is  unnecessary ;  for  the  curving  of  tlie  flange  edge  has  the  effect  of  increasing  the 
real  length  wlien  only  the  chord  of  the  arc  is  measured  for  the  circumference.  The  radius  of  the  curve 
in  which  the  tires  are  first  bent  may  be  safely  taken  as  four  times  tlie  circumference  of  the  hoop  or 
wheel     In  the  form  of  rules,  these  results  will  be,  first :  wlien  the  tire  is  straight — 

Hide.— Add  the  thickness  of  the  hoop,  and  two-thirds  the  thickness  of  the  flange  to  the  diameter,  and 
find  the  corresponding  circumference. 

And  when  the  tire  is  curved  it  will  be : — 

Add  the  thickness  of  the  hoop  to  the  diameter,  and  find  the  circumference. 

TABLE  OF  DIMENSIONS  OF  THE  PARTS  OF  LOCOMOTIVE  ENCINES. 


Width  of  railway  between  rails 

Diameter  of  boiler  (^inside) 

Length  of  ditto 

Thickness  of  plates 

Length  of  outside  fire-box 

Breadth  of  diUo 

Depth  below  boiler 

Height  above  ditto 

Thickness  of  plates 

Length  of  inside  fire-box 

Breadth  of  ditto 

Thickness  of  copper  plates 

Extra  thickness  of  ditla  for  insertion  of  tubes 
From  bottom  of  fire-box  to  top  of  fire-bars     . 
From  top  of  flre-bars  to  crown  of  fire-box    . 
Area  of  fire-grate  in  superficial  feet   .    .    .    . 

Length  of  smoke-box  (inside) 

Breadth  of  ditto  (outside) 

Thickness  of  tube-plate 

Thickness  of  side-plates 

Diameter  of  chimney  (inside) 

Height  of  top  of  ditto  from  rails 

Number  of  brass  tubes 

Exterior  of  diameter  of  ditto 


Thickness  of  tubes.— Wire  gage.    .    .    . 
Distance  from  centre  to  centre  of  tubes . 
Diameter  of  steam-dome  (inside)     .    .    . 

Height  of  ditto 

Diameter  of  safety-valves 

Diameter  of  inside  copper  steam-pipe    . 
Thickness  of  ditto.— Wire  gage  .    .    .    , 
Diameter  of  branch  steam-pipe  (inside) 
Diameter  of  top  of  blast-pipe  (inside)  .    . 

Diameter  of  cylinders 

Length  of  stroke 

Distance  of  centres  of  cylinders     .    .    . 

Size  of  steam-ports 

Size  of  eduction-ports 

Breadth  of  bridge  between  ports    .    .    . 
Lead  of  slide- valves 


Belgium. 


Cover  of  ditto 

Distance  from  centre  of  cylinder  to  centre  of 

steam-chest 

Thickness  of  piston 

Diameter  of  piston-rod 

Diameter  of  valve-spindle 

Diameter  of  pump-ram 

Length  of  pump-lever 

Diameter  of  ball-valves 

Diameter  of  union  and  section  pipes  (inside) 

Diameter  of  driving-wheels 

Tyres  of  ditto  in  centre  of  tread     .... 

Diameter  of  leading-wheels 

Tires  of  ditto 

Diameter  of  trailing-wheels 

Tires  of  ditto 

Diameter  of  plain  part  of  cranked  axle    .    . 

Diameter  of  inside  bearings 

Length  of  ditto 

Radius  of  ditto 

Diameter  of  crank-pins 

Length  of  ditto 

Radius  of  ditto 

Diameter  of  outside  bearings 

Lengih  of  ditto 

Diameter  of  bosses  on  axles  for  eccentrics . 
Diameter  of  bosses  for  driving-wheels     .    . 

Length  of  bosses  for  ditto 

Diameter  of  axle  for  leading-wheels    .    .    . 
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TABLE  OF  DIMENSIONS  OF  THE  PARTS  OF  LOCOMOTIVE  ENGINES.— (Coutinued.) 


Railways. 


Diameter  of  bearings  for  leading-wheels    .    . 

Length  of  bearings  for  ditto 

Diameter  of  boss  for  wheels 

Length  of  boss  for  ditto 

Diameter  of  axle  for  trailing-wheels  .    .    .    . 

Diameter  of  bearings 

Length  of  bearings 

Diameter  of  boss  for  wheels 

Length  of  boss 

Diameter  of  boss  on  axle  for  outside  cranks 

J^ength  of  ditto 

Length  of  outside  cranks  from  centre  to  centre 

Diameter  of  plain  pin  on  ditto 

Length  of  plain  pin 

Diameter  of  ball  pin 

Outside  frame  (extreme  breadth)    .... 

Length  of  ditto 

Dej)th  of  frame  sides 

Thickness  of  ditto 

Thickness  of  side-plates 

Thickness  of  horn-plates 

Length  of  driving-wheel  springs     .... 
Breadth  of  ditto 

Number  of  plates 


Length  of  leading-wheel  springs 
Breadth  of  ditto 


Number  of  plates 


Length  of  trailing-wheel  springs 
Breadth  of  ditto 


Number  of  plates 


Diameter  of  eccentrics 

Throw  of  ditto 

Breadth  of  ditto  (brass  hoops)  .    .    .    . 
Diameter  of  valve-geer  shafts      .... 
Diameter  of  journals  to  ditto    .... 

Length  of  journal 

Length  of  side-levers 

Length  of  fork-end  levers 

Diameter  of  ferules 

Length  of  lifting  levers 

Length  of  reversing  levers 

Distance  between  motion  bars    .... 
Diameter  of  ball  on  cross-head  spindle  . 
Diameter  of  connecting-rods  in  middle     . 

Inside  horn-bars 

Distance  from  centre  of  crank-axle  to  fire-box 
Distance  from  centre  of  crank-axle  to  centre  of 

leading-axle 

Distance  from  centre  of  crank-axle  to  centre  of 

trailing-axlo 
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In  the  construction  of  the  boilers  for  these  engines,  the  cylindrical  parts  of  each  are  fixed  to  the 
smoke  and  fire-boxes,  by  2  J  inch  angle-irons  round  the  upper,  and  3  inch  angle-irons  round  the  lower 
half  of  the  boiler,  firmly  riveted  with  |  of  an  inch  rivets.  The  tops  of  the  outside  fire-boxes  of  the  en- 
gines for  the  Iforth  Midland,  Northern  and  Eastern  Counties,  and  the  Great  Western  Railways,  are 
worked  into  a  dome-shaped  figure,  by  which  means  the  advantage  is  obtained  of  placing  tlie  regulator, 
with  its  appendages,  immediately  over  the  inside  fire-box.  The  man-hole,  being  also  placed  in  this 
dome,  admits  of  a  free  access  to  the  interior  of  the  boiler. 

The  outside  fire-boxes  for  the  engines  of  the  Belgium  railways,  having  low  semicircular  tops,  the 
steam  domes  are  fixed  on  the  cylmdrical  part  of  the  boiler,  and  tlie  regidators  fixed  to  the  tube-plate 
of  the  smoke-box.  The  inside  fire-boxes  are  formed  of  copper  plates  of  the  dimension  shown ;  that  por- 
tion of  the  tube-plate,  necessary  for  the  insertion  of  the  tubes,  being  increased  in  thickness  in  order  tc 
increase  its  stabihty,  as  well  as  to  assist  in  the  more  perfect  securing  of  the  tubes.  The  opening,  m  the 
ir:;nt  plate  for  the  smoke-box  doors,  is,  in  all  respects,  sufficiently  large  to  admit  of  free  working-room, 
ior  the  removal  and  reinstatement  of  the  copper  tubes  of  the  boiler,  as  occasion  may  require. 

In  the  inside  fire-boxes  of  the  engines  for  the  Great  Western  Railway,  there  are  low  hollow  parti- 
tions, forming  a  clear  water-space  of  four  inches  across  the  box ;  in  the  sides  of  this  box,  to  which  the 
partition  is  riveted,  apertures,  eight  by  four  inches,  are  cut  so  as  to  allow  of  the  free  escape  of  steam 
from  this  division.  The  cylinders  in  the  whole  of  the  engines  here  enumerated  are  fixed  in  the  lower 
part  of  the  cavity  of  the  smoke-box,  and  firmly  bolted  to  the  front  and  back  plates,  these  plates  being 
cut  to  receive  the  same.     Tlie  pipes  from  the  eduction  ports  (excepting  in  the  engines  for  the  Great 
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# 
Western  Railway)  are  cast  on  the  body  of  the  cylinders,  and  extending  across  towards  the  middle,  ano 
uniting  with  its  corresponding  pipe,  is  strongly  bolted  thereto ;  on  the  upper  surfaces  of  these  pipes, 
flanches  are  cast  with  a  horizontal  plane,  upon  which  the  blast-pipes  are  fixed.  The  blast-pipe  of  cop- 
jier,  of  a  conical  or  pyramidal  shape,  formed  with  flanches  at  the  bottom,  is  placed  immediately  over 
he  junction  of  the  pipes  from  the  eduction  ports,  and  firmly  bolted  thereto. 

The  pumps  are  fixed  either  directly  or  indirectly  to  the  outer  bars  of  the  inside  framework,  as  the 
shape  and  position  of  the  parts  may  require ;  the  rams  of  the  engines  for  the  Great  Western  Railway 
are  worked  immediately  from  the  spindle  of  the  cross-head ;  those  of  the  North  Midland  and  the  Bel 
giutn  engines,  by  an  arm  or  lever  attached  to  the  piston-rod.  The  whole  of  the  valve-geer,  as  well  as 
the  carriages  for  the  cross-head  guide-bars  are  supported  in  their  position  by  strong  iron  framework, 
technically  called  horn-bars.     These  bars  extend  from  the  back  plate  of  the  smoke-box  to  the  front 

Elate  of  the  outside  fire-box,  and  are  bolted  to  lugs  fixed  thereon  to  receive  the  ends  of  the  bars.  These 
ars  also  serve  the  pui-pose  of  staying  the  crank  axle  by  means  of  horns,  which  are  worked  on  the  bars, 
and  in  which  the  bearings  are  fixed.  The  inner  horn-bars  of  the  engines  for  the  North  Midland,  tlie 
Belgium,  and  the  North  Eastern  Railways,  extend  in  a  parallel  direction,  from  the  smoke-box  to  the 
extreme  length  of  the  guide-bars ;  and  from  thence  obliquely  in  a  Y-shaped  form,  uniting  with  each 
other,  and  forming,  with  the  two  outside  horn-bars,  a  third  stay  to  the  crank  axle. 

The  construction  of  the  valve-geer  of  the  engine  for  the  Bordeaux  and  La  Teste  Railway,  differs  widely 
in  its  details  from  the  rest  of  the  engines  here  noted.  The  eccentric  bosses  are  placed  close  to  each 
other,  in  the  middle  of  the  driving-wheel  axle,  the  end  of  each  eccentric-rod  being  furnished  with  a  pin 
on  which  the  ferules  are  placed,  instead  of  forked  ends,  as  have  been  hitherto  genei:ally  adopted.  On 
♦he  shaft  which  gives  motion  to  the  valve  lever  is  fixed  a  double  lever,  with  forked  ends ;  in  the  hollow 
of  each  fork  a  socket  is  formed  for  the  reception  of  the  pin  and  ferule  on  the  end  of  the  eccentric-rod ; 
and  of  such  depth  as  to  allow  the  lever  to  have  a  throw,  variable  from  4  J^  to  5  inches.  Each  of  these 
fork-ended  levers  are  placed  in  a  vertical  position  with  each  other,  but  acting  in  opposite  directions  upon 
the  inner  end  of  the  valve-shaft.  The  eccentric-rod  ends  are  connected  with  a  lever  on  the  reversing 
shaft,  by  lifting  and  lowering  links,  which  not  only  admit  of  the  eccentrics  being  thrown  in  or  out  of 
geer,  but  also  allow  of  a  greater  or  less  degree  of  travel  to  the  side  valve,  by  increasing  or  diminishing 
the  throw  of  the  fork-ended  lever.  The  peculiar  advantage  of  the  plan  thus  adopted  is  obvious  from 
the  economy  in  the  saving  of  steam,  the  travel  of  the  sMde  being  regulated  so  as  to  admit  of  no  more 
steam  into  the  cylinder  than  what  is  necessary  to  propel  the  engine  at  the  velocity  required.  The  link 
motion  has,  to  a  great  extent,  superseded  the  fork-ended  levers,  and  it  is  a  greatly  preferable  arrange- 
ment. 

RULES   FOR   THE    CALCULATION    OF    THE    PARTS    OF    MARINE    ENGINES. 

Rule  1. — To  find  the  breadth  of  crank  at  paddle  centre. — Multiply  the  square  of  the  length  of  the 
crank  in  inches  by  1'561,  and  then  multiply  the  square  of  the  diameter  of  cylinder  in  inches  by  •1235  ; 
multiply  the  square  root  of  the  sum  of  these  products  by  the  square  of  the  diameter  of  the  cylinder  in 
inches ;  divide  the  product  by  45 ;  finally,  extract  the  cube  root  of  the  quotient.  The  result  is  the 
breadth  of  the  web  of  crank  at  paddlo  centre. 


48  =  length  of  crank  in  inches- 

48 

2304 

1-561  =  constant  multiplier. 
3596.5 
505-8 


4102-3 


64  =  diameter  of  cylinder. 

64 

4096 

•1235  ^constant  multiplier. 

505-8 

and  ^4102-3  =  64-05  nearly. 

4096  =  square  of  the  diameter  of  the  cylmdei. 

45)"262348-5 

6829-97 

and  ^5829-97  =  18  nearly. 

Rule  2. — To  find  the  thickness  of  large  eye  of  crank. — Multiply  the  square  of  the  length  of  the  crank 
in  inches  by  1-561,  and  then  multiply  the  square  of  the  diameter  of  the  cylinder  in  inches  by  -1235  ; 
multiply  the  sum  of  these  products  oy  the  square  of  the  diameter  of  the  cylinder  in  inches;  afterwards, 
divide  the  product  by  1828-28  ;  divide  this  quotient  by  the  length  of  the  crank  in  inches ;  finally,  extract 
tl»e  cube  root  of  the  ouotient.    The  result  is  the  proper  thickness  of  the  large  eye  of  crank  in  inches. 
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EXAMPLE. 

48  :=  length  of  crank  in  inches. 

48 

2304 

1-561  =  constant  multiplier. 


3596-5 
505-8 

4102-3 


64  =  diameter  of  cylinder  in  inches. 

64 
4096 
•1235  =  constant  midtiplier. 


505-8 


4102-3 
4096  =  square  of  diameter. 


48)  16803020-8 
1828-28)  350062-94 

r9r47 

and  .yi91-4t  =5-'7'7  nearly. 

Rule  3. — To  find  the  thickness  of  the  web  of  crank  at  paddle-shaft  centre. — Multiply  the  square  of 
tlie  length  of  crank  in  inches  by  1-561,  and  tlien  multiply  the  square  of  the  diameter  in  inches  by  -1235  , 
multiply  the  square  root  of  the  sum  of  these  products  by  the  square  of  the  diameter  of  the  cylinder  in 
inches ;  divide  this  quotient  by  360 ;  finally,  extract  the  cube  root  of  the  quotient.  The  result  is  the 
tfuckness  of  the  v^eh  of  crank  at  paddle-shaft  centre  in  inches. 

Tlius  to  apply  tlie  rule  to  the  particular  example  which  -w^e  have  selected,  we  have 

48  =  length  of  crank  in  inches, 

48 

2304 

1-561  =  constant  multiplier. 


3596-5 

505-8 

4102-3 


64  =  diameter  of  cylinder. 

64 
4096 
•1235  =  constant  multiplier.  ^ 

505^ 

And  ,/4102  3  =  64-05  nearly 

4096  =  square  of  diameter. 

360)262348-5 

728-75 

And  ^728-75  =  9  nearly. 

Rule  4. — To  find  the  diameter  of  the  paddle-shaft  journal. — Multiply  the  square  of  the  diameter  of 
cylinder  in  inches  by  the  length  of  the  crank  in  inches ;  extract  the  cube  root  of  the  product ;  finally 
multiply  the  result  by  -242.     The  final  product  is  the  diameter  of  the  paddle-shaft  journal  in  inches. 

Rule  5. — To  find  the  length  of  the  paddle-shaft  journal. — Multiply  the  square  of  the  diameter  of  the 
cylinder  in  inches  by  the  length  of  the  crank  in  inches ;  extract  the  cube  root  of  the  quotient ;  multiplv 
die  result  by  -303.  The  product  is  the  length  of  the  paddle-shaft  jomnal  in  inches.  (The  length  of  the 
paddle-shaft  journal  is  1^  times  the  diameter.) 

Rule  6. — To  find  the  diameter  of  crank-pin  journal. — Multiply  the  diameter  of  the  cylinder  in  inches 
by  -142.     The  result  is  tlie  diameter  of  crank-pia  journal  in  inches. 

Rule  7. — To  find  the  length  of  crank-pin  journal. — Multiply  the  diameter  of  the  cylinder  in  inches 
by  -16.     The  product  is  the  length  of  the  crank-pin  journal  in  inches. 

Rule  8. — To  find  the  breadth  of  the  eye  of  cross-head. — Multiply  the  diameter  of  the  cylinder  in  inches 
by  -041.    The  product  is  the  breadth  of  the  eye  in  inches. 

Rule  9. — To  find  the  depth  of  the  eye  of  cross-head. — Multiply  the  diameter  of  the  cylinder  in  inches 
by  -286.     The  product  is  the  depth  of 'the  eye  of  cross-head  in  inches. 

Rule  10. — To  find  the  diameter  of  the  journal  of  cross-head. — Multijjly  the  diameter  of  the  cylinder  in 
inches  by  -086.     The  product  is  the  diameter  of  the  journal  in  inches. 

Rule  11. — To  find  the  length  of  the  journal  o/ cross-Ztearf.— Multiply  the  diameter  of  the  cylinder  in 
mches  by  -097.    The  product  is  the  length  of  the  journal  in  inchea 
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Rule  12. — To  find  the  thickness  of  the  web  of  cross-head  at  middle. — Multiply  the  diameter  of  the 
cylinder  iu  inches  by  -072.  The  product  is  the  thickness  of  Uie  -web  of  cross-head  at  middle  in 
inches. 

Hule  1 3. — To  find  the  breadth  of  web  of  cross-head  at  middle. — Multiply  the  diameter  of  the  cylindei 
in  inches  by  -268.    The  product  is  the  breadth  of  the  web  of  cross-head  at  middle  in  inches. 

Hule  14. — To  find  the  thickness  of  the  web  of  cross-head  at  journal. — Multiply  the  diameter  of  the 
cylinder  in  inches  by  '06 1.     The  product  is  the  thickness  of  the  web  of  cross-head  at  journal  in  inches. 

Hule  15. — To  find  the  breadth  of  web  of  cross-head  at  journal. — Multiply  the  diameter  of  the  cylinder 
in  inches  by  "lOl.     Tlie  product  is  the  breadth  of  the  web  of  cross-head  at  journal  in  inches. 

Hide  16. — To  find  the  diameter  of  the  piston-rod. — Divide  the  diameter  of  the  cylinder  in  inches  by 
10.     The  quotient  is  the  diameter  of  the  piston-rod  in  inches. 

Rule  1*7. — To  find  the  length  of  the  part  of  the  piston-rod  in  tfte  piston. — Divide  the  diameter  of  the 
cylinder  in  inches  by  5.     The  quotient  is  the  length  of  the  part  of  the  piston-rod  in  the  pisttMi  in  inches. 

Rule  18. — 7b  find  the  major  diameter  of  the  part  of  piston-rod  in  cross-head, — Multiply  the  diameter 
of  the  cylinder  in  inches  by  095.  The  product  is  the  major  diameter  of  the  part  of  piston-rod  in  cross- 
head  in  inches. 

Rule  19. — To  find  the  minor  diameter  of  the  part  of  piston-rod  in  cross-head. — Multiply  the  diameter 
of  the  cylinder  in  inches  by  "09.  The  product  is  the  minor  diameter  of  the  part  of  piston-rod  in  cross- 
head  in  inches. 

Rule  20. — To  find  the  major  diameter  of  the  part  of  piston-rod  in  piston. — Multiply  the  diameter  of 
the  cylinder  in  inches  by  '14.  The  product  is  the  major  diameter  of  the  part  of  the  piston-rod  in  pistcaa 
in  inches. 

Rule  21. — To  find  the  minor  diameter  of  the  part  of  piston-rod  in  piston. — Multiply  the  diameter  of 
the  cylinder  in  inches  by  "115.     The  product  is  the  minor  diameter  of  the  part  of  piston-rod  in  piston. 

Rtde  21 — To  find  the  depth  of  gibs  and  cutter  through  cross-head. — Multiply  the  diameter  of  the 
cylinder  in  inches  by  'lOo.     The  product  is  the  depth  of  the  gibs  and  cutter  through  cross-head. 

Rule  23. — To  find  the  thickness  of  the  gibs  and  cutter  throiigh  cross-head. — Multiply  the  diameter  of 
the  cylinder  in  inches  by  '021.     The  product  is  the  thickness  of  the  gibs  and  cutter  through  cross-head. 

Rule  24. — To  find  the  depth  of  cutter  through  piston. — Multiply  the  diameter  of  the  cylinder  in  inches 
by  'OSo.     The  product  is  the  depth  of  the  cutter  tlirough  piston  in  inches. 

Ride  25. — To  find  the  thickness  of  cutter  through  piston. — Multiply  the  diameter  of  the  cylinder  in 
inches  by  '035.    The  product  is  the  thickness  of  cutter  through  piston  in  inches. 

Rule  26. — To  find  the  diameter  of  connecting-rod  at  ends. — Multiply  the  diameter  of  the  cylinder  ia 
inches  by  '095.     The  product  is  the  diameter  of  the  connecting-rod  at  ends  in  inches. 

Ride  2*7. — To  find  the  major  diameter  of  the  part  of  connecting-rod  in  cross-tail. — Multiply  the  diam- 
eter of  the  cylinder  in  inches  by  'OSS.  The  product  is  the  major  diameter  of  the  part  of  connectii^-rod 
in  cross-tail. 

Rule  28. — To  find  the  minor  diameter  of  the  part  of  connecting-rod  in  cross-tail. — Multiply  the  diam- 
eter of  the  cylinder  in  inches  by  "09.  The  product  is  the  minor  diameter  of  the  part  of  connecting-rod 
in  cross-tail  in  inches. 

Rule  29. — To  find  the  breadth  of  the  butt. — Multiply  the  diameter  of  the  cylinder  in  inches  by  '156 
The  product  is  the  teeadth  of  the  butt  in  inches. 

Rtde  30. — 2^0  find  the  thickness  of  the  butt. — Divide  the  diameter  of  the  cylinder  ia  inches  by  8.  The 
quotient  is  the  thickness  of  the  butt  in  inches. 

Rule  31. — To  find  the  mean  thickness  of  the  strap  at  cutter. — Multiply  the  diameter  of  the  cylinder 
in  inches  by  '043.     Tlie  product  is  the  mean  thickness  of  the  strap  at  cutter. 

Rule  32. — To  find  the  mean  thickness  of  the  strap  above  cutter. — Multiply  the  diameter  of  the  cylin- 
der in  inches  by  -032.     The  product  is  the  mean  thickness  of  the  strap  above  cutter. 

Rule  33. — To  find  the  distance  of  cutter  froon  end  of  strap. — Multiply  the  diameter  of  the  cylinder  in 
inches  by  '048.     The  product  is  the  distance  of  cutter  from  end  of  strap  in  inches. 

Rule  34. — To  find  the  breadth  of  the  gibs  and  cutter  through  cross-tail. — Multiply  the  diameter  of  the 
cyUnder  in  inches  by  -105.     The  product  is  the  breadth  of  the  gibs  and  cutter  through  cross-tail. 

Ride  35. — To  find  the  breadth  of  the  gibs  and  cutter  through  butt. — Multiply  the  diameter  of  the  cyl- 
inder in  inches  by  '11.     The  product  is  the  breadth  of  the  gibs  and  cutter  through  butt  in  inches. 

Rule  36. — To  find  the  thickness  of  the  gibs  and  cutter  through  butt. — Multiply  the  diameter  of  the 
cylinder  in  inches  by  '029.     The  product  is  the  tliickness  of  the  gibs  and  cutter  through  butt  in  inches. 

Rule  37. — To  find  the  breadth  of  the  small  eye  of  crank. — Multiply  the  diameter  of  the  cylinder  in 
inches  by  '063.    The  product  is  the  proper  breadth  of  the  small  eye  of  crank  in  inches. 

Rule  38. — To  find  the  length  of  the  small  eije  of  crank. — Multiply  the  diameter  of  the  cylinder  in 
inches  by  •!  87.     The  product  is  the  proper  length  of  the  small  eye  of  crank  in  inches. 

Rule  39. — To  find  the  thickness  of  the  web  of  crank  at  pin  centre. — Multiply  the  diameter  of  the  cyl- 
inder in  inches  ty  'll.     The  product  is  the  proper  thickness  of  the  web  of  crank  at  pin  centre  in  inches. 

Rule  40. — To  fi'id  the  breadth  of  the  web  of  crank  at  pin  centre. — Multiply  the  diameter  of  the  cylin- 
der in  inches  by  '16.     The  product  is  the  proper  breadth  of  crank  at  pin  centre  in  inches. 

Ride  41. — To  find  the  diameter  of  cylinder  side-rods  at  ends. — Multiply  the  diameter  of  the  cylinder 
in  inches  by  '065.     The  product  is  the  diameter  of  the  cylinder  side-rods  at  ends  in  inches. 
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Rule  42. — To  find  tlie  breadth  of  butt  in  inches. — Multiply  the  diameter  of  the  cylinder  in  inches  by 
077.     The  product  is  the  breadth  of  the  butt  in  inches. 

Rule  48. — To  find  the  thickness  of  the  butt. — Multiply  the  diameter  of  the  cylinder  in  indies  by  .061. 
The  product  is  the  thickness  of  the  butt  in  inches. 

Rule  44. — To  find  the  mean  thickness  of  strap  at  cutter.  Multiply  the  diameter  of  the  cylinder  in 
inches  by  -032.     The  product  is  the  mean  thickness  of  the  strap  at  cutter. 

Rule  45. — To  find  the  mean  thickness  of  strap  below  cutter. — Multiply  the  diameter  of  the  cylinder  iu 
inches  by  -023.    The  product  is  the  mean  thickness  of  strap  below  cutter  in  inches. 

Rule  46. — To  find  the  depth  of  gibs  and  cutter. — Multiply  the  diameter  of  the  cylinder  in  inches  by 
•08.     The  product  is  the  depth  of  gibs  and  cutter  in  inches. 

Rule  41. — To  find  the  thicknesTof  gibs  and  cutter.  Multiply  the  diameter  of  the  cylinder  in  inches 
by  -016.     The  product  is  the  thickness  of  the  gibs  and  cutter  in  inches. 

Rule  48. — To  find  the  diameter  of  the  main  centre  journal. — Multiply  the  diameter  of  the  cyhnder  in 
inches  by  -183.    The  product  is  the  diameter  of  the  main  centre  journal  in  inches. 

Rule  49. — To  find  the  length  of  the  main  centre  journal. — Multiply  the  diameter  of  the  cylinder  in 
inches  by  •275.     The  product  is  the  diameter  of  the  cylinder  in  inches. 

Rule  50. — To  find  the  depth  of  eye  round  end  studs  of  lever. — Multiply  the  diameter  of  the  cyhnder  in 
mches  by  -01  i.     The  product  is  the  depth  of  the  eye  round  end  studs  of  lever  in  inches. 

Rule  51. — To  find  the  thickness  of  eye  round  end  studs  of  lever. — Multiply  tlie  diameter,  of  the  cylin- 
der in  inches  by  "052.     The  product  is  the  tlaickucss  of  eye  round  end  studs  of  lever  in  inches. 

Rule  52. — To  find  the  diameter  of  the  end  studs  of  lever. — Multiply  the  diameter  of  the  cylinder  in 
inches  by  •OT.    The  product  is  the  diameter  of  the  end  studs  of  lever  in  inches. 

Rule  53. — To  find  the  length  of  the  end  studs  of  lever. — Multiply  the  diameter  of  the  cylinder  in  inches 
by -OlG.    The  product  is  the  length  of  the  end  studs  of  lever  in  inches. 

Rule  54. — To  find  the  diameter  of  the  air-pump  studs. — Multiply  the  diameter  of  the  cylinder  in  inches 
by  "045.    The  product  is  the  diameter  of  the  air-pump  studs  in  inches. 

Rule  55. — To  find  the  length  of  the  air-pump  studs. — Multiply  the  diameter  of  the  cylinder  in  inches 
by  '049.     The  product  is  the  length  of  the  air-pump  studs  in  inches. 

Rule  56. — To  find  the  depth  across  the  centre  of  the  side  lever. — Multiply  tlie  length  of  the  side  lever 
in  feet  by  "7423 ;  extract  the  cube  root  of  the  product,  and  reserve  the  result  for  a  multiplier.  Then 
square  the  diameter  of  the  cylinder  in  mches ;  extract  tlie  cube  root  of  the  result.  The  product  of  the 
final  result  and  the  reserved  multiplier  is  the  depth  of  the  side  lever  in  inches  across  the  centre. 

Rule  57. — To  find  the  diameter  of  the  air-pump. — Multiply  the  diameter  of  the  cylinder  in  inches 
l>y  fi.     The  product  is  the  diameter  of  the  air-pump  in  inches. 

j.,  RuleJ)%.-;-To  find  the  thickness  of  the  ey€  of  air-pump  cross-head. — Multiply  the  diameter  of  tl,ie  cyl- 
ifader  in  inches  by  '025.     The  product  is  the  thickness  of  the  eye  of  air-pump  cross-head  in  inches; 

Rule  59. — To  find  the  depth  of  eye  of  air-pump  cross-head. — Multiply  the  diameter  of  the  cylinder  in 
inches  by  •171.     The  product  is  the  depth  of  the  eye  of  air-pump  cross-head  in  inches. 

Rule  60. — To  find  the  diameter  of  the  journals  of  air-ptmip  cross-7teac?.-^Multiply  the  diameter  of  the 
cyhnder  in  inches  by  "051.     The  product  is  the  diameter  of  the  end  journals. " 

Rtde  61. — To  find  the  length  of  the  end  journals  for  air-pump  cross-head. — Multijsly  the  diameter  ot 
the  cyhnder  in  inches  by  "058.     The  product  is  the  length  of  the  air-jjiinlp  cross-head  journals  in  inches. 

Rule  62. — To  find  the  thickness  of  the  web  of  air-pump  cross-head  at  middle. — Multiply  the  diameter 
of  tlie  cylinder  in  inches  by  ^043.  The  product  is  the  thickness  at  middle  of  the  web  of  air-pump  cross- 
head  in  inches. 

Rule  63. — To  find  the  depth  at  middle  of  the  web  of  air-pump  cross-head. — Multiply  the  diameter  of 
the  cyhnder  in  inches  by  -lei.     The  product  is  the  depth  at  middle  of  air-pump  cross-head  in  inches. 

Rule  64. —  To  find  the  thickness  of  the  web  of  air-pump  cross-head  at  journals. — Multiply  the  diame- 
ter of  the  cylinder  in  inches  by  •037.  The  product  is  the  tliickness  of  the  web  of  air-pump  cross-head 
at  journals  in  inches. 

Rule  65. — To  find  the  depth  of  the  air-pump  cross-head  rveb  at  journals. — Multiply  the  diameter  of 
the  cylinder  m  inches  by  '061.     The  product  is  the  depth  at  journals  of  the  web  of  air-pump  cross-head. 

Rule  66. — To  find  the  diameter  of  the  air-pump  piston-rod  when  of  copper. — Multiply  the  diameter 
of  tlie  cylinder  in  inches  by  '067.  The  product  is  the  diameter  of  the  air-pxmip  piston-rod,  when  of  coj>- 
per,  in  inches. 

Rule  67. — To  find  the  depth  of  gibs  and  cutter  through  air-pump  cross-head. — Multiply  the  diameter 
9f  the  cylinder  in  inches  by  "063.  The  product  is  the  depth  of  the  gibs  and  cutter  through  ah-pump 
poss-head  in  inches. 

Rule  68. — To  find  the  thickness  of  the  gibs  and  cutter  through  air-pump  cross-head. — Multiply  tlie 
diameter  of  the  cylinder  in  inches  by  •013.     The  product  is  the  thickness  of  the  gibs  and  cutter  m  inches. 

Rule  69. — To  find  the  depth  of  cutter  through  piston. — Multiply  the  diameter  of  the  cylinder  in 
inches  by  -051.     The  product  is  the  depth  of  the  cutter  through  piston  in  inches. 

■  Ride  70.— Tb  find  the  thickness  of  cutter  through  air-pump  piston. — Multiply  the  diameter  of  the 
cylinder  in  inches  by  •021.     The  product  is  the  thickness  of  tlie  cutter  through  air-pump  piston; 
•   Riile  71. — To  find  the  diameter  of  air-pump  side -rod  at  ends. — Multiply  the  diameter  of  the  cyhndei 
in  inches  by  ^039.     The  product  is  the  diameter  of  the  air-pump  side-rod  at  ends  in  inches. 
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Rule  1'2. — To  find  the  breadth  ofhuttfor  air-pump. — Multiply  the  diameter  of  the  cylinder  in  inches 
by  -046.    The  product  is  tlie  breadth  of'butt  in  inches.  , 

Rule  '73. — To  find  the  thickness  of  butt  for  air-pump. — Multiply  the  diameter  of  the  cylinder  in 
inches  by  'OS?.    The  product  is  the  tliickness  of  butt  for  air-pump  in  inches. 

Ride  '74. — To  find  tJie  mean  thickness  of  strap  at  cutter. — Multiply  the  diameter  of  the  cylinder  in 
inches  by  -019.     The  product  is  the  mean  thickness  of  strap  at  cutter  for  air-pump  in  inches. 

Ride  75. — To  find  the  mean  thickness  of  strap  below  cutter. — Multiply  the  diameter  of  the  cylindei 
in  inches  by  "OH.    The  product  is  the  mean  thickness  of  strap  below  cutter  in  inches. 

Rule  '76. — To  find  the  depth  of  gibs  and  cutter  for  air-pump. — ^Multiply  the  diameter  of  the  cylindei 
in  inches  by  -048.     The  product  is  the  depth  of  gibs  and  cutter  for  air-pump  in  inches. 

Rule  11. — To  find  the  thickness  of  gibs  and  cutter  for  air-pump. — Divide  the  diameter  of  the  cylin- 
der in  inches  by  100.     The  quotient  is  the  proper  thickness  of  the  gibs  and  cutter  for  air-pump  in  inches. 

With  regard  to  the  following  rule  we  may  remark,  tliat  the  area  of  the  steam  port  ought  to  depend 
principally  upon  the  cubical  content  of  the  cylinder,  which  again  depends  entirely  upon  the  product  of 
the  square  of  the  diameter  of  the  cylinder  and  the  length  of  tlie  stroke  of  the  engine.  It  is  well  known, 
however,  that  the  quantity  of  steam  admitted  by  a  small  hole  does  not  bear  so  great  a  proportion  to 
the  quantity  admitted  by  a  larger  one,  as  the  area  of  the  one  does  to  the  area  of  the  other ;  and  a  cer- 
tain allowance  ought  to  be  made  for  this.  In  the  absence  of  correct  theoretical  information  on  this 
point,  we  have  attempted  to  make  a  proper  allowance  by  supplying  a  constant ;  but  of  course  this  plan 
ought  only  to  be  regarded  as  an  approximation. 

Rule  18. — To  find  the  area  of  each  steam  port. — Multiply  the  square  of  the  diameter  of  the  cylinder 
in  inches  by  the  length  of  the  stroke  in  feet ;  multiply  this  product  by  11;  divide  the  last  product  by 
1800 ;  and,  finally,  to  the  quotient  add  8.     'The  result  is  the  area  of  each  steam  port  in  square  inches. 

To  show  the  use  of  this  rule,  we  shall  apply  it  to  a  particular  example.  We  shall  apply  it  to  an 
engine  whose  stroke  is  6  feet,  and  diameter  of  cylinder  30  inches.    Then,  according  to  the  rule,  we  have 

30  =  diameter  of  the  cylinder  in  inches. 
30 
900  =  square  of  diameter 
6  =  length  of  stroke  in  feet. 


59400-^1800  =  33 

8  =  constant  to  be  added. 

41  =area  of  steam  port  in  square  inches. 

Rule  19. — To  find  the  diameter  of  branch  steam-pipe. — Multiply  together  the  square  of  the  diameter 
of  the  cylinder  in  inches,  the  length  of  the  stroke  in  feet,  and  -00498 ;  to  the  product  add  10'2,  and  ex- 
tract the  square  root  of  the  sum.     The  result  is  the  diameter  of  the  steam-pipe  in  inches. 

Rule  80. — 7h  find  the  diameter  of  waste-water  pipe. — Multiply  the  square  root  of  the  nominal  horse 
power  of  the  engine  by  1"2.     The  product  is  the  diameter  of  the  waste-water  pipe  in  inches. 

Rule  81. — To  find  the  area  of  foot-valve  passage. — Multiply  the  nominal  horse  ]X)wer  of  the  engine 
by  9 ;  divide  the  product  by  5  ;  add  8  to  the  quotient,  llie  sum  is  the  area  of  foot-valve  passage  in 
square  inches. 

Rule  82. — To  find  the  area  of  injection-pipe. — Multiply  the  nominal  horse  power  of  the  engine  by 
■069  ;  to  the  product  add  2-81.     The  sum  is  the  area  of  the  injection-pipe  in  square  inches. 

Rule  83. — To  find  the  diameter  of  feed-pipe. — Multiply  the  nominal  horse  power  of  the  engine  by  "04 ; 
to  the  product  add  3 ;  extract  the  square  root  of  the  sum.  The  result  is  the  diameter  of  the  feed-pipe 
ill  inches. 

Rule  84. — To  find  the  diameter  of  waste-steam  pipe. — Multiply  the  collective  nominal  horse  power  of 
the  engines  by  -375 ;  to  the  product  add  16-875 ;  extract  the  square  root  of  the  sum.  The  final  result 
is  the  diameter  of  the  waste-steam  pipe  in  inches. 

Rule  85. — To  find  the  diameter  of  the  safety-valve  when  only  one  is  used. — To  one-half  the  collective 
nominal  horse  power  of  the  engines  add  225  ;  extract  the  square  root  of  the  suni.  The  result  is  tlie 
duimeter  of  the  safety-valve  when  only  one  is  used. 

Rtde  86. — To  find  the  diameter  of  the  safety-valve  when  two  are  used. — Multiply  the  collective  nominal 
horse  power  of  the  engines  by  -25  ;  to  the  product  add  11-25  ;  extract  the  square  root  of  the  sum.  The 
result  is  the  diameter  of  the  safety-valve  when  two  are  used. 

Ride  87. — To  find  the  diameter  of  the  safety-valve  when  three  are  used. — To  one-sixth  of  the  collective 
nominal  horse  power  of  the  engines  add  7-5 ;  extract  the  square  root  of  the  sum.  The  result  is  tlie 
diameter  of  the  safety-valve  where  three  are  used. 

Rule  88. — To  find  tlie  diameter  of  the  safety-valve  when  four  are  used. — Multiply  the  collective  nomi- 
nal horse  power  of  the  engines  by  125 ;  to  tlie  product  add  5625 ;  extract  the  square  root  of  the  simi. 
Tlie  result  is  the  diameter  of  the  safety-valve  wlien  four  are  used. 

Another  rule  for  safety-valves,  and  a  preferable  one  for  low  pressures,  is  to  allow  -8  of  a  circular  inch 
of  area  per  nominal  horse  power. 

Rule  89. — To  find  the  depth  of  the  web  at  tlie  centre  of  the  main  beam  of  a  land  engine. — Multiply 
.ogether  the  square  of  the  diameter  of  the  cylinder  in  niches,  lialf  the  length  of  the  main  beam  in  feet, 
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and  the  number  3  ;  extract  the  cube  root  of  the  product.  The  result  is  the  proper  depth  of  the  web  of 
the  main  beam  across  the  centre  in  inches,  when  the  main  beam  is  constructed  of  cast-iron. 

Rule  90. — To  find  the  depth  of  main  beam  at  ends. — Multiply  together  the  square  of  the  diameter  of 
the  cyhnder  in  inches,  half  the  length  of  the  main  beam  in  feet,  and  the  number  "192 ;  extract  the  cube 
root  of  the  product.    The  result  is  the  depth  in  inches  of  the  main  beam  at  ends,  when  of  cast-iron. 

Rule  91. — To  find  tlie  content  of  the  feed-pump. — Multiply  the  square  of  the  diameter  of  the  cylinder 
in  inches  by  the  length  of  the  stroke  in  feet ;  divide  the  product  by  30.  The  quotient  is  the  content  of 
the  feed-pump  in  cubic  inches. 

Rule  92. — To  find  the  content  of  the  cold-water  pump. — Multiply  the  square  of  the  diameter  of  the 
cylinder  in  inches  by  tlie  length  of  the  stroke  in  feet ;  divide  the  product  by  4400.  The  quotient  is  the 
content  of  the  cold-water  pump  in  cubic  feet. 

Ride  93 To  find  the  thickness  of  the  large  eye  of  crank  for  fiy-wheel  shaft  when  of  cast-iron. — 

Multiply  the  square  of  the  length  of  tlie  crank  in  inches  by  1'561,  and  then  multiply  the  square  of  the 
diameter  of  the  cylinder  in  inches  by  '1235  ;  multiply  the  sum  of  these  products  by  the  square  of  the 
diameter  of  cylinder  in  inches;  divide  this  product  by  666-283 ;  divide  this  quotient  by  the  length  of 
the  crank  in  inches ;  finally,  extract  the  cube  root  of  the  quotient.  The  result  is  the  proper  thickness  of 
the  large  eye  of  crank  for  fly-wheel  shaft  in  inches,  when  of  cast-iron. 

Rule  94. — To  find  the  breadth  of  tlie  web  of  crank  at  fly-wlieel  shaft,  when  of  cast-iron. — Multiply  the 
square  of  the  length  of  the  crank  in  inches  by  1'561,  and  then  multiply  the  square  of  the  diameter  of 
the  cylinder  in  inches  by  "1235  ;  multiply  the  square  root  of  the  sum  of  these  products  by  the  square 
of  the  diameter  of  the  cylinder  in  inches ;  divide  the  product  by  23"04,  and  finally  extract  the  cube  root 
of  the  quotient.  The  final  result  is  the  breadtli  of  the  crank  at  the  centre  of  the  fly-wheel  shaft,  when 
the  crank  is  of  cast-iron. 

As  tliis  rule  is  rather  complicated,  we  shall  illustrate  it  by  showing  its  application  to  the  particular 
example  of  an  engine  whose  stroke  is  8  feet,  and  diameter  of  cylinder  64  inches.  For  this  engine,  fol- 
lowing the  directions  of  the  rule,  we  have  in  succession, 

64  =  diameter  of  cylinder  in  inches. 
64 

4096  =  square  of  the  diameter  of  cylinder. 

•1235  =  constant  multiplier. 

505-8 

48  =  length  of  crank  in  inches 

48 


2304  ^  square  of  the  length  of  crank. 
1-561  =  constant  multiplier. 


3596-5 
505-8 


4102-3  =  sum  of  products. 

V^4102-3  =  64-05  nearly. 

4096  ^  square  of  the  diameter  of  cylinder. 


constant  divisor  =  23-04)262348-5 


11386-66  nearly, 
and -yil386-66  =  22-49. 

Ride  95. — To  find  the  thickness  of  the  web  of  crank  at  centre  of  fiy-wheel  shaft,  when  of  cast-iron. — 
MultiiDly  the  square  of  the  length  of  the  crank  in  inches  by  1-561,  and  then  multiply  the  square  of  the 
diameter  of  the  cylinder  in  inches  by  -1235 ;  multiply  the  square  root  of  the  sum  of  these  products  by 
the  square  of  the  diameter  of  the  cylinder  in  inches ;  divide  this  product  by  184-32 ;  finally,  extract  the 
cube  root  of  the  quotient.  The  result  is  the  thickness  of  the  web  of  crank  at  the  centre  of  the  fly-wheel 
shaft  when  of  cast-iron,  in  inches. 

As  this  rule  is  rather  complicated,  we  shall  illustrate  it  by  applying  it  to  the  particular  engine  which 
we  have  already  selected.    For  this  engine  we  have  in  succession, 

48  =  length  of  crank  in  inches. 
48 

2304  =  square  of  the  length  of  crank. 
1-561  =  constant  multiplier. 

3596-5 

64  =  diameter  of  cylinder  in  inches. 
64 
4096  =  square  of  the  diameter  of  cylinder. 
•1235  =  constant  multipher. 
505-8 
8596-5 
410'2  3  ==  sum  of  products. 
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and  v/4102-3  =  64*05  nearly 

4096  =  square  of  diameter. 


Constant  divisor  =  184-32)262348-5 


1423-33 
and  ^1423-33  =  11-25. 

Rule  96. — To  find  the  diameter  of  the  fly-viheel  shaft  at  smallest  part,  when  it  is  of  cast-iron. — Multl* 
ply  the  square  of  the  diameter  of  the  cylinder  in  inches  by  the  length  of  the  crank  in  inches ;  extract 
the  cube  root  of  the  product;  finally  multiply  the  result  by  '3025.  The  result  is  the  diameter  of  the 
fly-wheel  shaft  at  smallest  part  in  inches. 

Rule  97. — To  find  the  sectional  area  of  the  rim  of  the  fly-wheel,  when  of  cast-iron. — Multiply  together 
the  square  of  the  diameter  of  the  cylmder  in  inches,  the  square  of  the  length  of  the  stroke  in  feet,  the 
cube  root  of  the  length  of  the  stroke  in  feet,  and  6-125 ;  divide  the  final  product  by  the  cube  of  the 
diameter  of  the  fly-wheel  in  feet.  The  quotient  is  the  sectional  area  of  the  rim  of  fly-wheel  in  square 
inches,  provided  it  is  of  cast-iron. 

As  this  rule  is  rather  complicated,  we  shall  endeavor  to  illustrate  it  by  showing  its  apphcation  to  a 
particular  engine.  We  shall  apply  the  rule  to  determine  the  sectional  area  of  the  rim  of  fly-wheel  for 
an  engine  whose  stroke  is  8  feet,  diameter  of  cylinder  50  inches ;  the  diameter  of  the  fly-wheel  being  20 
feet.    For  this  engine  we  have  as  follows : 

2500  =  square  of  the  diameter  of  cylinder. 
64  =  square  of  the  length  of  stroke. 


160000 

2  =  cube  root  of  the  length  of  stroke. 


320000 
6-125  ^  constant  multiplier. 


1960000 
therefore  sectional  area  in  square  inches  —  1960000  ~-  20'  =  1960000  -r  8000  =  1960  -f-  8  =  245. 

In  the  following  formulae  we  denote  the  diameter  of  the  cylinder  in  inches  by  D,  the  length  of  the 
crank  in  inches  by  R,  the  length  of  the  stroke  in  feet,  and  the  nominal  horse  power  of  the  engine  by  H.  P. 

Marine  engines. — Dimensions  of  several  of  the  parts  of  the  side-lever. 

Depth  of  eye  round  end  studs  of  lever  =  -074  X  D. 

Thickness  of  eye  round  end  studs  of  lever  =  -052  X  D. 

Diameter  of  end  studs,  in  inches  =  -07  X  D. 

Length  of  end  studs,  in  inches  =  -076  X  D. 

Diameter  of  air-pump  studs,  in  inches  =  -045  X  D. 

Length  of  air-pump  studs,  in  mches  =  -049  X  D.  g  ^ 

Depth  of  cast-iron  side-lever  across  centre,  in  inches  =  D'  X  (7423  X  length  of  lever  in  feet)*. 

Marine  engine. — Dimensions  of  several  parts  of  air-pump  cross-head. 

Diameter  of  air-pump,  in  inches  =  -6  X  D. 

Tliickness  of  eye  for  air-pump  rod,  in  inches  =  -025  X  D.  ' 

Depth  of  eye  for  air-pump  rod,  in  inches  =  -171  X  D. 

Diameter  of  end  journals,  in  inches  =:  -051  X  D. 

Length  of  end  journals,  in  inches  =  -058  X  D. 

Tliickness  of  web  at  middle,  in  inches  =  -043  X  D 

Depth  of  web  at  middle,  in  inches  =  -161  X  D. 

Thickness  of  web  at  journal  ^  -037  X  D. 

Depth  of  web  at  journal  =  -061  X  D. 

Marine  engine.-^— Dimensions  of  the  parts  of  air-pump  pistoHrfoa. 

Diameter  of  air-pump  piston-rod  when  of  copper,  in  inches  =  -067  X  D.  ■    '■    '   -i    '.i 

Depth  of  gibs  and  cutter  through  cross-head,  in  inches  =  -063  X  D.  "'. '*  "^  '' 

Thickness  of  gibs  and  cutter  tlirough  cross-head,  in  inches  =  -013  X  D. 
Depth  of  cutter  through  piston,  in  inches  =  -051  X  D. 
Thickness  of  cutter  through  piston,  in  inches  =  -021  X  D. 

Marine  engine. — Dimensions  of  the  remaining  parte  of  the  air-pump  machinerjf. 

Diameter  of  air-pump  side-rods  at  ends,  in  inches  :=  -039  X  D. 

Breadth  of  butt,  in  inches  =  -046  X  D. 

Thickness  of  butt,  in  inches  =  -037  X  D, 

Mean  thickness  of  strap  at  cutter,  in  inches  =  -019  X  D. 

Mean  thickness  of  strap  below  cutter,  in  inches  =  -014  X  D.  . 

Depth  of  gibs  and  cutter,  in  inches  ^  -048  X  D. 

Tliickness  of  gibs  and  cutter,  in  inches  =  D  -f- 100. 

Marine  and  land  engines. — Area  of  steam  porta, 
Area  of  each  steam  port,  in  square  inches  =  11  X^XD'-rl800  +  8 
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Marine  and  land  engines. — Dimensions  of  branch  steam-pipes. 
Diameter  of  each  branch  steam-pipe  =  v/004:98  X  ^  X  D^  +  10-2. 

Marine  engine. — Dimensions  of  several  of  the  pipes  connected  with  the  engi-.^. 

Diameter  of  waste  water-pipe,  in  inches  =  1-2  X  \/H.  P. 
Area  of  foot- valve  passage,  in  square  inches  =  1.8  X  H.  P.  +  8. 
Area  of  injection-pipe,  in  square  inches  =  069  X  H.  P.  +  2'Sl. 

Diameter  of  feed-pipe,  in  inches  =  >/04:  X  H.  P.  +  ^- 

Diameter  of  waste  steam-pipe,  in  inches  :=  y/-dl5  X  H.  P.  -f  1 6-875. 

Marine  and  land  engines. — Dimensions  of  safety-valves. 
Diameter  of  safety-valve,  when  one  only  is  used  =  ■^b  X  H.  P.  +  22-5. 
Diameter  of  safety-valve,  when  two  are  used  =  ^25  X  H.  P.  -I-  11'25. 
Diameter  of  safety-valve,  when  three  are  used  =  ^^-167  X  H.  P.  -}-  7-5. 
Diariieter  of  safety-valve,  when  four  are  used  =  j/'125  X  H.  P.  r|-.5"62p. 

Land  engine.^Dimensions  of  main  beam.  ... 


Depth  of  web  of  main  beam  across  centre  =  ij/S  X  D''  X  half  length  of  main  beam^  in  feet 
Deptli  of  main  beam  at  ends  =  ^:l  92  X  D'^  X  half  length  of  inain  beam,  in  feet. 

,       Land  and  Marine-engines. — Content  of  feed-p^lmp.  . 
Content  of  feed-pump,  in  cubic  inches  =  D"  X  ^ -f- 30.  .-..■' 

Land  engines. — Content  of  cold-water  pump. 
Content  of  cold-water  pump,  in  cubic  feet  =  D'  X  ?  -f-  4400. 

Land  engines. — Dimensions  of  crank. 


Tliickness  of  large  eye  of  crank,  in  inches  =  ^D»  X  (1'561  X  K^  +  -1235  D")  -=-  (R  X  666-283.) 
Breadth  of  web  of  crank  at  ily-wheel  shaft  centre,  in  inches  = 

-yD'-"  X  ^(1-561  X  R''  +  -1235  X  D=)-t- 23-04. 
Thickness  of  web  of  crank  at  fly-wheel  shaft  centre,  in  uiches  == 

^U'  X  -^{l-bQl  X  R'  +  -1235  X  W)  -=r  184-32. 

Land  engines. — Dimensions  of  flywheel  shaft. 


k 


.   Diameter  of  fly-wlieel  shaft,  when  of  cast-iron,  =:  3025  X  ^R  X  D'^. 

DIMENSIONS    OF    P>   .'  ,-    OF    LOCOMOTIVES. 

Diameter  of  cylinder. — In  locomotive  engines  the  diameter  of  the  cylinder  varies  less  than  in  either 
(he  land  or  the  marine  engine.  In  few  of  the  locomotive  engines  at  present  in  use  is  the  diameter  of 
the  cylinder  greater  than  18  inches,  or  less  than  12  inches.  The  length  of  the  stroke  of  nearly  all  the 
locomotive  engines  at  present  in  use  is  18  inches,  and  there  are  always  two  cylinders,  wliich  are  gener- 
ally connected  to  cranks  upon  the  axle,  standing  at  right  angles  with  one  another.  Outside  cylinders, 
operating  upon  pins  in  tlie  drivuig-wheels,  liave  latterly  been  largely  introduced. 

Area  of  induction  ports. 

■  Rule. — To  find  the  &ize  of  the  stcaih  ports  for-  the  locomotive  ^?i(7me.— Multiply  the  square  of  the 
diameter  of  the  cylinder  by  -068.     The  product  is  the  proper  size  of  the  steam  ports  in  square  inches. 

Example. — Required  the  proper  size  of  the  steam  ports' of  alocomotiVe  erigine  whose  diameter  is  15 
inches.  Here,  according  to  tlie  rule,  size  of  steam  ports  =  -OeS  X  15  X  15  ==  -068  X  225  =  15-3  square 
mches,  or  between  15^  and  15i  square  inches.  '        •'•.'- 

After  having  determined  the  area  of  the  ports,  we  may  easily  find  the  depth  when  the  length  is 
given,  or,  conversely,  the  length  when  the  depth  is  given.  Thus,  suppose  we  know  the  length  was  8 
inches,  then  we  find  that  the  depth  should  be  15-3  -^  8  ==  1-9125  inches,  or  nearly  2  inches  ;  or  suppose 
we  knew  the  depth  was  2  inches,  then  we  would  find  that  the  leiagth  was  15-3  -;-  2  :=  7-65  inches,  or 
nearly '71  inches.  '     '   .  '■     .  .    :  ,    . 

Area  of' eduction  ports. — The  proper  area  for  the  eduction  ports  may  be  found,  from  tlie  following 
rule.  .,,;.'         .      .  '  . 

Hule. — To  find  the  area  of  the  eduction  ports. — Multiply  the  square  of  the  diam.eter  of  the  Cylinder  in 
inches  by  -128.     The  product  is  the  area  of  the  eduction  ports  in  square  inches.: , 

Example. — Required  the  area  of  the  eduction  ports  of  a  locomotive  engine,' when  the  diameter  of  the 
cylinders  is  13  inches.  In  this  example  we  have,  according  to  the  rule,  area  of  eduction  port  =  "128  X 
1 3^^  =  -128  X  169  =  21-632  ipches,  or  between  21^  and  21|  square  incbeJs.  >  • 

Breadth  of  bridge  betioeen  ports. — The  breadth  of  the  bridges  between  the  eduction  port  and  the  in 
ductioii  ports  is  usually  between  |  inch  and  1  inch.       .  •      - 
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Diameter  of  boiler. 

Rule. — 2b  find  the  inside  diameter  of  the  boiler. — Multiply  the  diameter  of  the  cylinder  in  inches  by 
3"11.    Tlie  product  is  the  inside  diameter  of  the  boiler  in  inches. 

Example. — Required  the  inside  diameter  of  the  boiler  for  a  locomotive  engine,  the  diameter  of  the 
cylmders  being  15  inches. 

In  tliis  example  we  liave,  according  to  the  rule,  inside  diameter  of  boiler  =  15  X  311  =  4665  inches, 
or  about  3  feet  10|  inches. 

Length  of  boiler. — In  the  Northern  and  Eastern  Counties  Railway  the  length  of  the  boiler  is  8  feet , 
wliile  in  the  North  Midland  Counties  Railway,  in  the  Great  Western  Railway,  and  in  the  Hartlepool 
Railway,  the  length  of  the  boiler  is  8  J  feet.  In  the  Belgian  railways  the  length  of  tlie  boiler  is  8  feet 
2  inches.  And  in  the  Bordeaux  and  La  Teste  railway  the  length  of  the  boiler  is  8  feet  9  inches.  In 
Stephenson's  locomotive  engines,  the  length  of  the  boiler  is  between  11  and  12  feet.  In  this  country 
the  length  is  from  10  to  14  feet. 

Diameter  of  steam  dome  inside. — It  is  obvious  that  the  diameter  of  the  steam  dome  may  be  varied 
considerably,  according  to  circumstances ;  but  the  first  indication  is  to  make  it  large  enough.  It  is 
usual,  however,  in  practice,  to  proportion  the  diameter  of  the  steam  dome  to  the  diameter  of  the  cylin- 
der ;  and  there  appears  to  be  no  great  objection  to  this.  The  following  rule  will  be  found  to  give  the 
diameter  of  the  dome  usually  adopted  in  practice. 

Bule. — To  find  the  diameter  of  the  steam  dome. — Multiply  the  diameter  of  the  cylinder  in  inches  by 
14  3.    The  product  is  the  diameter  of  the  dome  in  niches. 

Height  of  steam  dome. — ^The  height  of  the  steam  dome  may  vary.  Judging  from  practice,  it  appears 
that  a  uniform  height  of  2^  feet  would  answer  very  well. 

Diameter  of  safety-valve. — In  practice  the  diameter  of  the  safety-valve  varies  considerably.  The  fol- 
lowing rule  gives  the  diameter  of  the  safety-valve  usually  adopted  in  practice. 

Rule. — To  find  the  diameter  of  the  safety-valve. — Divide  the  diameter  of  the  cylinder  in  inches  by  4. 
Tlie  quotient  is  the  diameter  of  the  safety-valve  in  inches. 

Example. — Required  the  diameter  of  the  safety-valves  for.  the  boiler  of  a  locomotive  engine,  the 
diameter  of  the  cylinder  being  13  inches.  Here,  according  to  the  rule,  diameter  of  safety-valve  =  13  -r- 
4  =  3i  inches.     A  larger  size,  however,  is  preferable,  as  being  less  likely  to  stick. 

Diameter  of  valve  spindle. — The  following  rule  will  be  found  to  give  the  correct  diameter  of  the  valve 
spindle.    It  is  entirely  founded  on  practice. 

Rule. — To  find  the  diameter  of  the  valve  spindle. — Multiply  the  diameter  of  the  cylinder  in  inches  by 
•016.     The  product  is  the  proper  diameter  of  the  valve  spindle. 

Example. — Required  the  diameter  of  the  valve  spindle  for  a  locomotive  engine  whose  cylinders' 
diameters  are  13  inches. 

In  this  example  we  have,  according  to  the  rule,  diameter  of  valve  spindle  =  13  X  'Ote  =  •988  inches, 
or  very  nearly  1  inch. 

Diameter  of  chimney. — It  is  usual  in  practice  to  make  the  diameter  of  the  chimney  equal  to  the 
diameter  of  the  cy Under.  Thus,  a  locomotive  engine  whose  cyhnders'  diameters  are  15  inches  would 
have  the  inside  diameter  of  the  chimney  also  15  inches,  or  thereabouts.  This  rule  has,  at  least,  the 
merit  of  simpUcity. 

Area  of  fire-grate. — The  following  rule  determines  the  area  of  the  fire-grate  usually  given  in  practice. 
"VVe  may  remark,  tliat  the  area  of  the  fire-grate  in  practice  follows  a  more  certain  rule  than  any  other  part 
of  the  engine  appears  to  do ;  but  it  is  in  all  cases  much  too  small,  and  occasions  a  great  loss  of  power 
by  the  urging  of  the  blast  it  renders  necessary,  and  a  rapid  deterioration  of  the  furnace  plates  from  ex- 
cessive heat.  There  is  no  good  reason  why  the  fui-nace  should  not  be  nearly  as  long  as  the  boiler :  it 
would  then  resemble  the  furnace  of  a  marine  boiler,  and  be  as  manageable. 

Rule. — To  find  the  area  of  fire-grate, — Multiply  the  diameter  of  the  cylinder  in  inches  by  'VZ.  The 
product  is  the  area  of  the  fire-grate  in  superficial  feet. 

Example. — Required  the  area  of  the  fire-grate  of  a  locomotive  engine,  the  diameters  of  the  cylinders 
being  15  inches. 

In  this  example  we  have,  according  to  the  rule,  area  of  fire-grate  =  •77  X  15  =  11^55  square  feet, 
or  about  11  i  square  feet.  Tliough  this  rule,  however,  represents  tlie  usual  practice,  the  area  of  fire- 
grate should  not  be  contingent  upon  the  size  of  the  cylinder,  but  upon  the  quantity  of  steam  to  be 
generated. 

Area  of  heating  surface. — In  the  construction  of  a  locomotive  engine,  one  great  object  is  to  obtain  a 
boiler  which  will  produce  a  sufficient  quantity  of  steam  with  as  little  bulk  and  weight  as  possible.  This 
object  is  admirably  accomplished  in  tlie  construction  of  the  boiler  of  the'  locomotive  engine.  This  little 
barrel  of  tubes  generates  more  steam  in  an  hour  than  was  formerly  raised  from  a  boiler  and  fire  occu- 
pying a  considerable  house.  This  favorable  result  is  obtained  simply  by  exposing  the  water  to  a  greater 
amount  of  heating  surface. 

In  the  usual  construction  of  the  locomotive  boiler,  it  is  obviors  that  we  can  only  consider  four  of  the 
six  faces  of  the  inside  fire-box  as  effective  heating  surface ;  viz.,  the  crown  of  the  bo.x,  and  the  three  per- 
pendicular sides.  The  circumferences  of  the  tubes  are  also  effective  heating  surface ;  so  that  the  whole 
effective  heating  surface  of  a  locomotive  boiler  may  be  considered  to  be  the  four  faces  of  the  inside  fire- 
box, plus  the  sum  of  the  surfaces  of  the  tubes.  Understanding  this  to  be  the  effective  heating  surface, 
the  following  rule  determines  the  average  amount  of  heating  surface  usually  given  in  practice. 

Rule. — To  find  the  effective  heating  surface. — Multiply  the  square  of  the  diameter  of  the  cylinder  in 
inches  by  5  ;  divide  the  product  by  2.    The  quotient  is  the  area  of  the  efifective  heating  surface  in  square  ft 
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Example. — Required  the  effective  heating  surface  of  the  boiler  of  a  locomotive  engine,  the  diameters 
of  the  cylinders  being  15  inches. 

In  this  example  we  have,  according  to  the  rule,  effective  heating  surface  =  15*X5-r2  =  225X6 
-r  2  =  1125  -T-  2  =  562i  square  feet. 

According  to  the  rule  whicli  we  have  given  for  the  fire-grate,  the  area  of  the  fire-grate  for  this  boiler 
would  be  about  11  i  square  feet.  We  may  suppose,  therefore,  the  area  of  the  crown  of  the  box  to  be 
12  square  feet.  The  area  of  the  three  perpendicular  sides  of  the  inside  fire-box  is  usually  three  times 
the  area  of  the  crown ;  so  that  the  effective  heating  surface  of  the  fire-box  is  48  square  feet.  Hence 
the  heating  surface  of  the  tubes  =  526o  —  48  =  478-5  square  feet.  The  inside  diameters  of  the  tubes 
are  generally  about  1|  inches;  and  therefore  tlie  circumference  of  a  section  of  these  tubes  is  5-4978 
inches.  Hence,  supposing  the  tube  to  be  8^  feet  long,  the  surface  of  one  =5-4978  X  8^-7-12  = 
•45815  X  Si  =  3-8943  square  feet.  And,  tlierefore,  the  number  of  tubes  =478-5 -f- 3-8943  =  123 
nearly. 

Area  of  water-level. — This  of  course  varies  with  the  different  circumstances  of  the  boiler.  The  aver- 
age area  may  be  found  from  the  following  rule. 

Rule. — To  find  the  area  of  the  it-ater-lcvel. — Multiply  the  diameter  of  the  cylmdcr  in  inches  by  2-08. 
The  product  is  the  area  of  the  water-level  in  square  feet. 

Example. — Required  the  area  of  the  water-level  for  a  locomotive  engine,  whose  cylinders'  diameters 
are  14  inches. 

In  this  case  we  have,  according  to  the  rule,  area  of  water-level  =  14  X  2-0^  =  29-12  square  feet. 

Cubical  content  of  water  in  boiler. — This  of  course  varies  not  only  in  different  boilers,  but  also  in  the 
same  boiler  at  different  times.  The  following  rule  is  supposed  to  give  the  average  quantity  of  water 
in  the  boiler. 

Rule. — To  find  the  cubical  content  of  the  water  in  the  boiler. — ^Multiply  the  square  of  the  diameter  ot 
the  cylinder  in  inches  by  9  ;  divide  the  product  by  40.  The  quotient  is  the  cubical  content  of  the  water 
in  the  boiler  in  cubic  feet. 

Example. — Required  the  average  cubical  content  of  the  water  in  the  boiler  of  a  locomotive  engine, 
the  di.ameters  of  the  cylinders  being  14  inches. 

In  this  example  we  have,  according  to  the  rule,  cubical  content  of  water  =  9  X  14'  -r*  40  =  44-1 
cubic  feet. 

C'o7itent  of  feed-pump. — In  the  locomotive  engine,  the  feed-pump  is  generally  attached  to  the  cross- 
head,  and  consequently  it  has  the  same  stroke  as  the  piston.  As  we  have  mentioned  before,  the  stroke 
of  the  locomotive  engine  is  generally  in  practice  18  inches.     Hence,  assuming  the  stroke  of  the  feed- 

{)ump  to  be  constantly  18  inclies,  it  only  remains  for  us  to  determine  the  diameter  of  the  ram.  It  may 
)e  found  from  the  following  rule. 

Rule. — To  find  the  diameter  of  the  feed-pump  ram. — Multiply  the  square  of  the  diameter  of  the  cylin- 
der in  inches  by  -Oil.     The  product  is  the  diameter  of  the  ram  in  inches. 

Example. — Required  the  diameter  of  the  ram  for  the  feed-pump  for  a  locomotive  engine  whose  diam- 
eter of  cylinder  is  14  inches. 

In  this  example  we  have,  according  to  the  rule,  diameter  of  ram  ^-011  X  14^  =  -011  X  196=2-150 
inches,  or  between  2  and  2^  inches. 

Cubical  content  of  steam  room. — The  quantity  of  steam  in  the  boiler  varies  not  only  for  different 
boilers,  but  even  for  the  same  boiler  in  different  circumstances.  But  when  the  locomotive  is  in  motion, 
there  is  usually  a  certain  proportion  of  the  boiler  filled  with  the  steam.  Including  the  dome  and  the 
steam-pipe,  the  content  of  the  steam  room  will  be  found  usually  to  be  somewhat  less  than  the  cubical 
content  of  the  water.    But  as  it  is  desirable  that  it  should  be  increased,  we  give  the  following  rule. 

Ride. — To  find  the  cubical  conte^it  of  the  steam  room. — Multiply  the  square  of  the  diameter  of  the 
cylinder  in  inches  by  9 ;  divide  the  product  by  40.  The  quotient  is  the  cubical  content  of  the  steam 
room  in  cubic  feet. 

Example. — Required  the  cubical  content  of  the  steam  room  in  a  locomotive  boiler,  the  diameters  of 
the  cylinders  being  12  inches. 

In  this  example  we  have,  according  to  the  rule,  cubical  content  of  steam  room  =  9  X  12" -7- 40  = 
9  X  144  -i-  40  =  32-4  cubic  feet. 

Cubical  contetit  of  inside  fire-box  above  fire-bars. — The  following  rule  determines  the  cubical  content 
of  fire-box  usually  given  in  practice. 

Rule. — To  find  the  cubical  content  of  inside  fire-box  above  fire-bars. — Divide  the  square  of  tlie  diam- 
eter of  the  cylinder  in  inches  by  4.  The  quotient  is  the  content  of  the  inside  fii-e-box  above  fire-bars  in 
cubic  feet. 

Example. — Required  the  content  of  inside  fire-box  above  fire-bars  in  a  locomotive  engine,  when  the 
diameters  of  the  cylinders  are  each  15  inches. 

In  this  example  we  have,  according  to  the  rule,  content  of  inside  fire-box  above  fire-bars  =  15"  -f-  4  := 
225  -r  4  =  56i  cubic  feet. 

Thickness  of  the  plates  of  boiler. — In  general  the  thickness  of  the  plates  of  the  locomotive  boiler  is 
9-32  inch,  or  No.  8  wire  gage. 

Inside  diameter  of  steam-pipe. — The  diameter  usually  given  to  the  steam-pipe  of  the  locomotive  en- 
gine may  be  found  from  the  following  rule. 

Rule. — To  find  the  diameter  of  the  steam-pipe  of  the  locomotive  engine. — Multiply  the  square  of  the 
diameter  of  the  cylinder  in  inches  by  -03.     The  product  is  the  diameter  of  the  steam-pipe  in  inches. 

Example. — Required  the  diameter  of  the  steam-pipe  of  a  locomotive  engine,  the  diameter  of  the 
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cylinder  being  13  inches.  Here,  according  to  the  rule,  diameter  of  steam-pipe  =  -03  X  13"  =:  -03  X  1C9 
=  5'07  inclies ;  or  a  very  little  more  than  5  inches.  The  steam-pipe  is  usually  made  too  small  iu  en- 
gines intended  for  high  speeds. 

Diameter  of  branch  steam-pipes. — The  following  rule  gives  the  usual  diameter  of  the  branch  steam- 
pipe  for  locomotive  engines. 

Rule. — To  find  the  diameter  of  the  branch  steam-pipe  for  the  locomotive  e^igine. — Multiply  the  square 
of  the  diameter  of  the  cylinder  in  inches  by  •021.  Tlie  product  is  the  diameter  of  the  branch  steam- 
pipe  for  the  locomotive  engine  in  inches. 

Example. — Required  the  diameter  of  the  branch  steam-pipes  for  a  locomotive  engine,  when  the  cylin- 
ders' diameter  is  15  inches.  Here,  according  to  the  rule,  diameter  of  branch  pipe  =  -021  X  lo^  ="021 
X  225  =4'725  inches,  or  about  41  inches. 

Diameter  of  top  of  blast-pipe. — Tne  diameter  of  the  top  of  the  blast-pipe  may  bo  found  from  the  fol- 
lowing rule.  ,;.;,. 

Rule. — To  find  the  diameter  of  the  top  of  the  blast-pipe. — Multiply  the  square  of  the  diameter  of  the 
cylinder  in  inches  by  •OlY.     The  product  is  the  diameter  of  the  top  of  the  blast-pipe  in  inches. 

Example. — The  diameter  of  a  locomotive  engine  is  13  inches;  required  tlie  diameter  of  the  blast-pipe 
at  top.  Here,  according  to  the  rule,  diameter  of  blast-pipe  at  top  =  -017  X  IS''  =  -017  X  169  =  2'873 
inches,  or  between  2  J  and  3  inches ;  but  the  variable  e.xhaust  is  now  generally  used. 

Diameter  of  feed-pipeS; — There  appear  to  be  no  theoretical  considerations  wliich  would  lead  us  to  de- 
termine exactly  the  proper  size  of  the  feed-pipes.  Judging  from  practice,  however,  the  following  rule 
Avill  \)Q  found  to  give  the  proper  dimensions.  ; 

Rule. — To  find  the  diameter  of  the  feed-pipes. — Multiply  the  diameter  of  the  cylinder  in  inches  by 
•141.,    The  product  is  the  proper  diameter  of  the  feed-pipes. 

Example. — Required  the  diameter  of  the  feed-pipes  for  a  locomotive  engine,  the  diameter  of  the 
cylinder  being  15  inches. 

In  this  example  we  have,  according  to  the  rule,  diameter  of  feed-pipe  :^  15  X  "141  =  2115  inches, 
or  between  2  and  2\  inches.  ' 

'  Diameter  pf -piston-rod. — The  diameter  of  the  piston-rod  for  the  locomotive  engine  is  usually  about 
one-seventh  the  diameter  of  the  cyhndor.     Therefore, 

Ruie.-^To  find  the  diameter  of  the  piston-rod  for  the  locomotive  engine. — Divide  the  diameter  of  the 
dylirider  in  inches  by  7.     The  quotient  is  the  diameter  of  the  piston-rod  in  inches. 

Example. — The  diameter  of  the  cylinder  of  a  locomotive  engine  is  15  inches,  required  the  diameter  of 
the  piston-rod.     Here,  according  to  the  rule,  diameter  of  piston-rod  ^  15  -r-  7  =  2i  inche?. 

Thickness  of  piston. — The  thickness  of  the  piston  in  locomotive  engines  is  usually  about  two-sevenths 
of  the  diameter  of  the  cylinder.     Therefore, ' 

Ride.- — To  find  the  thickness  of  the  piston  in  the  locomotive  engine. — Multiply  tlie  diameter  of  the 
cylinder  in  inches  by  2 ;  divide  the  product  by  7.  The  quotient  is  the  thickness  of  tlie  "piston  in 
inches. 

Example. — Tiie  diameter  of  the  cylinder  of  a  locomotive  engine  is  14  inches,  required  the  thickness 
of  thQ  piston.     Here,  according  to  the  rule,  thickness  of  piston  =  2  X  14-r-7=4  inches. 

Diameter  of  connecting-rods  at  middle. — The  following  rule  gives  the  diameter  of  tlie  connectiog-rod 
at  middle.     The  rule  is  entirely  founded  on  practice. 

Rule. — To  find  the  diameter  of  the  connecting-rod  at  middle  of  the  locomotive  engine.- — Multiply  the 
diameter  of  tiie  cylinder  in  inches  by  "21.  Tlie  product  is  the  diameter  of  the  connecting-rod  at  middle 
in  inches. 

Example. — Required  the  dLameter  of  the  connecting-rods  at  middle  for  a  locomotive  engine,  the 
diameter  of  the  cyhnders  being  12  inches. 

For  this  example  we  have,  accordingtotherule,diameter  of  connecting-rods  at  middle  =  12  X  ^21  = 
2^52  inches,  or  2i  inches. 

Diameter  of  ball  on  cross-head  spindle. — The  diartieter  of  the  ball  on  the  cross-head  spindle  may  be 
found  from  the  following  rule. 

Ride: — To  find  the  diameter  of  the  ball  on  cross-head  spindle  of  a  locomotive  engine. — ilultiply  the 
diameter  of  the  cyhnder  in  inches  by  ^23.  The  product  is  the  diameter  of  the  ball  on  the  cross-head' 
sjiindle.  ,     ' 

Example. — Required  the  diameter  of  the  ball  on  the  cross-head  spindle  of  a  locomotive  enginte,  -^hen' 
tlic  diameter  of  the  cylinder  is  15  inches.  Here,  according  to  the  rule,  diameter  of  ball  =  -23  X  15  = 
3'45  inches,  or  nearly  3^  inckes.-      >       -       •  ■' 

Diameter  of  the  inside  bearings  of  the  crank-axle. — It  is  obvious  that  the  inside  bearings  of  the  crank- 
axle  of  the  locomoti\-e  engine  correspond  to  the  paddle-shaft  journal  of  the  majine  engine,  and  to  the 
fly-wheel  shaft  journal  of  the  land  engine.  We  may  conclude,  therefore,  tliat  the  proper  diameter  of 
these  bearings  ought  to  depend  jointly  upon  the  length  of  the  stroke  and  the  diameter  of  the  cylinder, 
[n  the  locomotive  engine  the  stroke  is  usually  18  inches,  so  that  we  may  consider  that  the  diameter  of 
tlifi  be4ring  depends  solely  upai  the  diameter  of  the  cylinder.  The  following  rule  will  give  tlie  diam- 
eter of  the  inside  bearing.    , 

Riile.^-rTo  find  the  diameter  of  tlie  inside  bearing  for  the  locomotive  cn^ine.-^E.>rtract  the  cube  root 
af  the  square  of  the  diameter  of  "the  cylinder  in  inches;  multiply  the  result  by  •OG.  The  product  is  the 
proper  diameter  of  the.  inside  bearing  of  the  cr^uk-axle  for  tlie  locomotive  engine. 
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Diameter  of  plain  part  of  crank-axle. — It  is  usual  to  make  the  plain  part  of  crank-axle  of  the  same 
Bectional  area  as  the  insido  bearings. 

Hide. — To  determine  the  diameter  of  the  plairi  part  of  cranh-axle  for  the  locomotive  engine. — Extract 
the  cube  root  of  the  square  of  the  diameter  of  the  cyliuder  in  inches  ;  multiply  the  resuR  by  '96.  Tlie 
product  is  the  proper  diameter  of  the  plain  part  of  the  crank-axle  of  the  locomotive  engine  in  inches. 

Diameter  of  the  outside  bearings  of  the  crank-axle. — The  crank-axle,  in  addition  to  resting  upon  the 
inside  bearings,  is  sometimes  also  made  to  rest  partly  upon  outside  bearings.  These  outside  bearings 
are  added  only  for  the  sake  of  steadiness,  and  they  do  not  need  to  be  so  strong  as  the  inside  bearings. 
The  proper  size  of  the  diameter  of  these  bearings  may  be  found  from  the  following  rule. 

Rule. — To  find  the  diameter  of  outside  hearings  for  the  locomotive  engine. — Multiply  the  square  oi 
tlie  diameter  of  the  cylinders  in  inclies  by  -396 ;  extract  the  cube  root  of  the  product.  The  result  is  the 
diameter  of  the  outside  bearings  in  inches. 

Diameter  of  crank-pin. — The  following  rule  gives  the  proper  diameter  of  the  crank-pin.  It  is  obvious 
that  the  crank-pin  of  the  locomotive  engine  is  not  altogether  analogous  to  the  crank-pin  of  the  marine 
or  land  engine,  and,  Wka  them,  ought  to  depend  upon  the  diameter  of  the  cylinder,  as  it  is  usually  formed 
out  of  the  solid  axle. 

Rule. — To  find  the  diameter  of  the  crank-pin  for  the  locomotive  engine. — Multiply  the  diameter  of  the 
cylinder  in  inches  by  404.    The  product  is  the  diameter  of  the  crank-pin  in  inches. 

Example. — Required  the  diameter  of  the  crank-pin  of  a  locomotive  engine  whose  cylioders'  diameters 
are  15  inches. 

In  tills  example  ■we  have,  according  to  the  rule,  diameter  of  crank-pin ^15  X  •404  =  006  inches,  or 
about  6  inches. 

Length  of  crank-pin. — The  length  of  the  crank-pin  usually  given  in  practice  may  be  found  from  the 
following  rule. 

Rule. — To  find  the  length  of  the  crank-pin. — Multiply  the  diameter  of  the  cylinder  in  inches  by  •23S. 
The  product  is  the  length  of  the  crank-pins  in  inches. 

The  part  of  the  crauk-a.xle  answering  to  the  crank-pin  is  usually  rounded  very  much  at  the  comers, 
both  to  give  additional  strength,  and  to  prevent  side  play. 

These,  then,  are  the  chief  dimensions  of  locomotive  engines,  according  to  the  practice  most  generally 
followed.  The  establishment  of  express  trains  and  the  general  exigencies  of  steam  locomotion  are  daily 
introducing  innovations,  the  effect  of  which  is  to  make  the  engines  of  greater  size  and  power ;  but  it 
cannot  be  said  that  a  plan  of  locomotive  engine  lias  yet  been  contrived  that  is  free  from  grave  objec- 
tions. The  most  material  of  these  defects  is  the  necessity  that  yet  exists  of  expending  a  large  propor- 
tion of  the  power  in  the  25roduction  of  a  draft ;  and  this  evil  is  traceable  to  the  inadequate  area  of  the 
fire-grate,  wliich  makes  an  enormous  rush  of  air  through  the  fire  necessary  to  accomplish  the  combustion 
of  the  fuel  requisite  for  the  production  of  the  steam.  To  gain  a  sufficient  area  of  fire-grate  an  entirely 
new  arrangement  of  engine  must  be  adopted ;  the  furnace  must  be  greatly  lengthened,  and  perhaps  it 
may  be  found  that  sliort  upright  tubes  may  be  introduced  with  advantage,  tj pright  tubes  have  been 
found  to  be  more  effectual  in  raising  steam  than  horizontal  tubes ;  but  the  tube-plate  in  the  case  of 
upright  tubes  would  be  more  liable  to  burn. 

We  here  give  the  preceding  rules  in  formulae,  in  the  belief  that  those  well  acquainted  with  algebraic 
symbols  prefer  to  have  a  rule  expressed  as  a  formula,  as  they  can  thus  see  at  once  the  different 
operations  to  be  performed.  In  the  following  formulas  we  denote  tlie  diameter  of  the  cylinder  ij> 
inches  by  D. 

Locomotive  engine. — Parts  of  the  cylinder. 

Area  of  induction-ports,  in  square  inches  =  '068  X  D'". 
Area  of  eduction-ports,  in  square  inches  =  *128  X  D^. 
Breadth  of  bridge  between  ports  between  |  inch  and  1  inch. 

Locomotive  engine. — Parts  of  boiler 

Diameter  of  boiler,  in  inches  =  3'I1  X  D. 

Length  of  boiler  between  8  feet  and  1 2  feet. 

Diameter  of  steam  dome  inside,  in  inches  =  1-43  X  D, 

Height  of  steam  dome  =  2^  feet. 

Diameter  of  safety-valve,  in  inches  :=  D  -7-  4. 

Diameter  of  valve-spindle,  in  inclies  =-076  X  D. 

Diameter  of  chimney,  in  inches  =:  D. 

Area  of  fire-grate,  in  square  fe«  t  =  '77  X  D. 

Area  of  heating-surface,  in  square  feet  =  5  X  D*^  -^  2. 

Area  of  water-level,  in  square  feet  =  2-08  X  D. 

Cubical  content  of  water  in  boiler,  in  cubic  feet  =  9  X  D^  -r  40. 

Diameter  of  feed-pump  ram  in  inches  =  -011  X  D^. 

Cubical  content  of  steam  room,  in  cubic  feet  =  9  X  D"  -f-  40. 

Cubical  content  of  inside  fire-box  above  fire-bars,  in  cubic  feet  =  D^  ~  4. 

Thickness  of  the  plates  of  boiler  =  §  inch. 

Locomotive  engine. — Dimensions  of  several  pipet. 
Inside  diameter  of  steam-pipe,  in  inches  =  03  X  D'. 
Inside  diameter  of  branch  steam-pipe,  hi  inches  =021  X  D^ 
Inside  diameter  of  the  top  of  blast-pipe  =  -017  X  D^. 
Inside  diameter  of  the  feed-pipes  =  "141  X  D. 
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Jjocomotive  engines. — Dimensions  of  several  moving  parts. 

Diameter  of  piston-rod,  in  inches  =  D  -r  7. 

Thickness  of  piston,  in  inches  =  2  D  -f-  7. 

Diameter  of  connecting-rods  at  middle,  in  inches  = -21  X  D. 

Diameter  of  the  ball  on  cross-head  spindle,  in  inches  =r  -23  X  D. 

Diameter  of  the  inside  bearings  of  the  crank-axle,  in  inches  =  '96  X  ^D". 
)  Diameter  of  the  plain  part  of  crank-axle,  in  inches  =:  -96  X  'S^D'. 

!  Diameter  of  the  outside  bearings  of  the  crank-axle,  in  inches  =  •^•396  X  D'. 

Diameter  of  crank-pin,  in  inches  =  '404  X  D.        * 

Length  of  crank-pin,  in  inches  =  •233  X  D. 

Expedients  for  regulating  the  velocity,  and  ascertaining  the  state  and  effective  power  of  the  engine.-— 
In  most  engines  yet  invented  for  developing  mechanical  effect  from  steam,  there  are  great  irreo-ularitiea 
in  the  velocity  of  the  engine  unless  some  contrivance  be  added  to  equalize  the  action  of  the  steam.  In 
the  land  engine,  and  in  the  marine  engine,  the  inequalities  of  velocity  may  be  considered  to  proceed  from 
two  sources ;  one,  the  unequal  action  of  tlie  mechanism  of  the  engine  itself,  and  the  other  the  unequal 
resistances  which  the  engme  has  to  overcome.  The  piston  does  not  move  with  a  uniform  velocity  up 
and  down  the  cylinder.  The  velocity  is  greatest  at  half  stroke,  and  gradually  decreases  towards  the 
end  of  the  stroke  till  it  stops  altogether,  and  finally  returns  in  the  opposite  direction.  When  it  is  said 
that  the  velocity  of  the  piston  is  so  many  feet  per  minute,  it  is  at  once  inferred  that  tliis  can  only  be  the 
mean  velocity,  and  that  at  the  middle  of  the  stroke  the  piston  moves  faster,  and  at  the  termination 
slower,  than  the  specified  velocity.  But  even  if  the  piston  were  to  move  uniformly,  the  intervention  ol 
tJie  crank  would  introduce  irregularities  into  the  velocity  of  the  engine.  The  crank  is  certainly  the  best 
constructive  expedient  yet  devised  for  deriving  a  rotary  motion  from  the  reciprocating  motion  of  the 
piston ;  but,  with  all  its  advantages,  it  has  the  defect  of  not  transmitting  uniformly  the  pressure  and 
velocity  of  the  engine.  Let  it  not  be  inferred  from  this  statement  that  we  intend  to  show  the  least 
favor  to  the  exjjloded  notion  of  the  crank  absorbing  some  of  the  power  or  mechanical  effect  of  the  steam. 
The  crank,  like  every  other  piece  of  macliinery,  transmits  at  every  instant  all  the  mechanical  effect  com- 
municated to  it ;  so  that  the  only  way  in  which  we  can  suppose  it  to  have  an  appetite  for  devourino- 
power  is  by  taking  into  consideration  tlie  friction  of  the  parts  connected  with  it.  But  this  is  not  incon- 
sistent with  our  statement  that  the  crank  does  not  transmit  the  pressure  and  velocity  of  the  piston 
uniformly.  The  mechanical  effect  transmitted  by  the  crank  at  any  mstant  is  measured  by  the  product 
of  the  effective  pressure  on  the  crank  into  its  velocity  at  that  instant ;  and  this  is  exactly  equal  to  the 
mechanical  effect  generated  at  the  piston  at  the  same  instant,  as  measured  by  the  product  of  the 
pressure  on  the  piston  into  its  velocity.  But  then  the  velocity  of  the  crank  does  not  always  bear  the 
same  proportion  to  the  velocity  of  the  piston,  nor  does  the  effective  pressure  on  the  crank  always  bear 
the  same  proportion  to  the  pressure  on  the  piston.  The  products  are  constantly  equal,  but  the  pro- 
portions of  the  elements  constantly  cliange ;  and  the  effect  of  the  intervention  of  the  crank,  if  unre- 
dressed, would  be  to  cause  the  velocity  of  the  machinery  driven  by  the  engine  to  undergo  inconvenient 
fluctuations. 

These  irregularities  proceeding  from  the  internal  mechanism  of  the  engine  itself  would  leave  tlie  mean 
velocity  luiaffected.  Sujiposing  the  amount  of  steam  supplied,  and  the  amount  of  resistance  to  be  over- 
come, to  remain  constant,  then,  although  the  velocity  would  be  different  for  different  positions  of  the 
crank,  still  the  average  velocity  throughout  a  whole  revolution  would  remain  constant.  If,  however,  the 
amount  of  resistance  to  be  overcome  be  changed,  the  average  velocity  will  also  change,  unless  the 
supply  of  steam  be  modified  so  as  to  suit  the  exigency.  We  may  see  the  great  variation  of  resistance 
which  a  marine  engine  has  to  sustain  in  a  storm.  Sometimes  the  paddle-board  is  deeply  immersed  in 
tlie  wave — at  other  times  it  is  almost  completely  out  of  the  water ;  and  in  these  circumstances  it  is 
obvious  that  the  average  velocity  of  the  paddle-shaft  wiU  vary.  Analogous  variations  are  experienced 
in  most  of  the  applications  of  the  land  engine.  If  a  land  engine  be  employed  to  drive  the  machinery  ol 
a  cotton-mill,  it  will  have  to  impart  motion  to  all  the  spinning-frames  in  that  mill  The  operation  of  one  or 
more  of  these  may  from  time  to  time  be  suspended,  and  consequently  the  moving  power  will  be  relieved 
from  a  corresponding  amount  of  resistance,  and  again  the  spinning-frames  offer  different  resistances  at 
different  times.  These  circumstances,  it  is  obvious,  must  effect  the  mean  velocity  of  the  engine,  unless 
^ome  contrivance  be  added  to  modify  the  supply  of  steam  so  as  to  correspond  to  the  amount  of  resistance 
to  be  overcome.  If,  under  such  circumstances,  the  energy  of  the  moving  power  remains  the  same,  the 
velocity  with  which  the  machinery  will  be  driven  must  be  subject  to  variation,  being  increased  whenever 
the  operation  of  any  portion  of  the  macliines  usually  driven  by  it  is  suspended ;  and,  on  the  other  hand, 
diminished  when  any  increased  number  of  machines  are  brought  into  operation.  In  fine,  the  speed 
will  vary  nearly  in  the  inverse  proportion  of  the  load  driven,  increasing  as  the  load  is  diminished,  and 
vice  versa. 

Now  in  most  of  the  applications  or  the  steam-engine,  irreguhirity  of  velocity  is  considered  to  be  a 
great  evil,  and  every  exertion  is  made  to  lessen  it  as  much  as  possible.  Indeed,  in  all  applications  of 
machinery  it  is  desirable,  all  other  things  being  equal,  to  have  the  motion  uniform.  On  this  Tredgold 
remarks,  very  justly, "  An  equable  motion  is  desirable  in  almost  every  kind  of  machine,  it  being  strained 
much  more  by  an  irregular  desultory  one,  as  well  as  the  fabric  that  supports  it,  than  when  the  motion 
is  equable,  llie  strength  of  the  machine  must  be  adapted  to  the  greatest  strains  that  occur ;  but  the 
quantity  of  work  done  is  equivalent  to  the  mean  action  only,  and  more  is  not  performed  by  a  desultory 
motion  than  by  one  at  a  mean  rate,  and  uniform."  But  uniformity  of  velocity  is  more  sought  after  in 
6onie  of  tne  apphcations  of  tlic  steam-engine  than  in  others.  In  the  marine  engine  and  the  locomotive 
engine  all  the  requisite  uniformity  is  obtained  by  attaching  two  engines  to  the  main  shaft,  and  so 
adjusting  tliem  tliat  the  irregularities  of  the  one  engine  partly  counteract  the  irregularities  of  the  other. 
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Tlie  plan  does  not  ensure  perfect  uniformity,  but  it  approaches  to  it  as  far  as  particular  circumstances 
seem  to  require.  In  these  engines  no  provision  is  made  that  the  supply  of  steam  should  adapt  itself  to 
the  amount  of  resistance  to  be  overcome.  Again,  in  the  common  pumping-engine,  there  is  not  so  much 
urgent  necessity  for  uniformity  of  motion  as  in  most  other  applications  of  the  land  engine.  Indeed, 
judging  from  practice,  we  may  infer  that  the  advantage  to  be  gained  by  a  greater  uniformity  in  the 
velocity  of  the  pumping-engine  is  not  sufficiently  great  to  compensate  for  the  increased  expense  mcurred 
in  providing  and  repairing  a  mechanism  for  redressing  its  inequalities.  However,  in  many  of  the  other 
applications  of  the  land  engine,  uniformity  of  velocity  is  the  great  object  aimed  at,  and  provision  is  made 
for  approximating  to  it  as  closely  as  possible. 

We  have  pointed  out  two  sources  of  irregularity  of  velocity;  one  the  peculiar  internal  mechanism  of 
the  engine  itself,  and  the  other  the  unequal  resistances  which  it  has  to  overcome.  We  proceed  now  to 
mention  in  detail  the  several  remedies  that  have  been  proposed  for  redressing  these  inequalities ;  and 
first  we  proceed  to  mention  those  remedies  which  have  been  proposed  for  redressing  the  inequaUties 
arising  from  the  peculiar  mechanism  of  the  engine  itself. 

Remedies  for  redressincf  the  inequalities  arising  from  the  mechanism  of  the  engine  itself. — We 
have  already  mentioned,  that  in  the  marine  engine  and  locomotive  engine  an  approximation  to  uni- 
formity of  velocity  and  uniformity  of  pressure  is  obtained  by  putting  two  engines  upon  the  same 
shaft,  and  so  adjusting  them  that  when  the  piston  of  the  one  engine  is  at  its  maximum  velocity,  the 
piston  of  the  other  is  at  its  minimum,  and  vice  versa.  This  is  effected  by  placing  the  cranks  at  right 
angles  to  one  another.  The  velocity  obtained  in  this  way  is  more  nearly  uniform  than  when  only  one 
engine  is  used,  but,  unless  assisted  by  a  fly-wheel,  the  irregularities  would  be  too  great  for  many  of  the 
nice  applications  of  tiie  modern  steam-engine.  Another  objection  to  tliis  plan  is,  that  it  requires  two 
engines,  and  thus  takes  up  more  room,  and  offers  more  constructive  difficulties,  than  if  the  requisite 
power  were  obtained  from  one  engine  only.  These  objections  are  to  a  certain  extent  obviated  by  an 
mgenious  plan  first  proposed  by  Mr.  Mark  Isambard  Brunei,  and  for  which  he  obtained  a  patent  in  1823. 
In  liis  plan,  instead  of  using  two  cranks,  two  cylinders  are  employed  to  give  motion  to  the  same  crank 
This  is  effected  by  inclining  the  two  cylinders  to  one  another  at  an  angle  of  about  90°,  and  causing 
them  to  act  upon  the  same  axle  by  means  of  their  connecting-rods.  The  frame  of  the  engine  is  of  the 
form  of  an  isosceles  triangle.  The  working  cylinders  rest  upon  the  inclined  sides,  and  the  main  shaft 
upon  the  apex  of  the  triangle.  The  piston-rod  is  preserved  in  its  rectilineal  course  by  metal  rollers 
running  upon  guide-plates,  Avhich  act  a  similar  part  to  the  vertical  guides  in  the  common  direct-action 
engine.  Mr.  Brunei  states  that  the  axis  of  the  cylinders  should  be  inclined  to  one  another  at  an  angle 
of  102° ;  having,  as  he  says,  found  that  angle  to  be  preferable  to  all  others  for  transmitting  a  rotary 
motion  to  the  axle  from  the  reciprocating  motion  of  the  pistons ;  but  there  seems  to  be  no  theoretical 
considerations  which  would  lead  us  to  prefer  an  angle  of  102°  to  an  angle  of  90°,  except  that  the  weight 
of  the  pistons  and  their  connections  presses  only  in  a  downward  direction.  Underneath  each  of  the 
working  cylinders  is  placed  a  small  cylinder  containing  the  valve.  The  valves  are  wrought  by  eccen- 
trics from  the  main  shaft,  and  the  steam  is  alternately  admitted  into  one  end  of  the  working  cylinder, 
and  a  passage  opened  for  its  escape  at  the  other,  as  is  the  usual  arrangement.  From  this  form  of  con- 
struction it  follows,  tliat  when  the  piston  of  one  of  the  cylinders  is  at  half-stroke,  the  piston  of  the  other 
is  at  the  termination  of  its  stroke,  or  nearly  so ;  and  thus  the  irregularities  of  the  one  cylinder  partly 
counteract  the  irregularities  of  the  other.  It  is  obvious,  however,  that  this  engine,  whatever  may  be  its 
peculiar  advantages  in  other  respects,  will  fail  in  obtaining  any  greater  regularity  of  velocity  than  is 
obtained  in  the  more  usual  construction,  by  placing  two  marine  engines  or  two  locomotive  engines  upon 
the  same  shaft — a  motion  which  of  itself  is  too  irregular  for  many  of  the  modem  applications  of  the 
steam-engine. 

When  the  expansive  principle  is  employed  in  an  engine,  it  involves  the  condition  of  a  variation  in  the 
intensity  of  the  moving  power.  If  the  steam  acts  with  a  uniform  energy  on  the  piston  as  long  as  the 
supply  from  the  boiler  continues,  so  soon  as  that  supply  is  stopped  by  closing  the  steam-valve,  the  steam 
contained  in  the  cylinder  will  fill  a  gradually  increasing  volume  by  the  motion  of  the  piston,  and  con- 
sequently will  act'  above  the  piston  with  a  gradually  decreasing  energy.  Kow,  if  the  resistance  to  the 
movmg  power  be  not  subject  to  a  variation  corresponding  exactly  to  this  variation  in  the  moving  power, 
the  result  will  be  that  the  motion  will  cease  to  be  uniform.  For  if  the  momentum  of  the  moving  power 
at  any  part  of  the  stroke  be  greater  than  the  resistance,  the  motion  of  the  machinery  will  be  accelerated ; 
and  if  it  be  less,  the  motion  of  the  machinery  will  be  retai-dcd.  Hence  tlie  application  of  the  expansive 
principle  will  introduce  irregularities  peculiar  to  itself.  In  the  patent  wliich  Watt  took  out  for  the  ap- 
plication of  the  expansive  principle,  he  specified  several  expedients  for  approximating  to  a  uniform 
effect  upon  a  uniform  resistance,  notwithstanding  the  variation  of  the  energy  of  the  power  which  neces- 
sarily attended  the  expansion  of  the  steam.  One  method  consisted  in  causing  the  moving  force,  when 
acting  with  the  greatest  energy,  to  impart  momentum  to  a  mass  of  inert  matter,  which  should  be  rnade 
to  restore  the  same  force  when  the  moving  power  was  more  enfeebled.  Another  expedient  consisted 
in  causing  the  moving  power,  when  acting  with  greatest  energy,  to  lift  a  weight  hung  considerably 
above  the  centre  of  the  beam  which  should  resist  the  ascent  of  the  piston  at  the  beginning  of  the  strolte, 
but  aid  its  motion  as  soon  as  the  beam  passed  the  horizontal  line,  when  the  weight.  Tike  a  tumbler, 
would  pass  its  centre  of  gravity.  He  also  proposed  to  make  the  piston  act  on  a  lever,  wliich  should 
have  an  arm  of  variable  length,  and  so  regulated,  tliat  when  the  momentum  of  the  moving  force  in- 
creased or  diminished,  the  length  of  the  arm  diminished  or  increased  in  the  same  proportion.  This  last 
expedient  had  been  already  applied  in  mechanics  for  the  purpose  of  equalizing  a  varying  power,  and  a 
fiiraihar  example  of  its  action  occurs  in  the  internal  mechanism  of  a  watch.  When  a  watch  is  newly- 
wound  up,  the  force  of  the  spring  is  much  greater  than  when  the  watch  is  nearly  run  down ;  so  that  ii 
the  force  of  the  spring  always  acted  at  the  same  leverage,  a  very  unequal  velocity  would  be  produced. 
The  iri'cgularity,  however,  is  counteracted  by  the  varying  diameters  of  the  grooves  of  the  fusee,  or 
which  the  force  of  the  spring,  through  the  intervention  of  the  chain,  acts.     As  the  watch  goes  down,  the 
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main-spring  relaxes,  and  its  force  diminishes ;  but  then  the  chain  acts  upon  a  wheel  or  circle  havnng  a 
diameter  increased  in  the  same  proportion  as  the  strength  of  the  spring  is  diminished.  This  expedient 
however,  has  never  been  successfully  employed  to  regulate  the  action  of  the  moving  power  of  the  steam- 
engine  ;  and  it  does  not  appear  to  be  as  practicable  a  scheme  as  that  of  hanging  a  weight  above  the 
centre  of  the  beam. 

The  following  ingenious  expedient  for  equalizing  the  action  of  the  steam  in  the  engine,  was  first  sug- 
gested by  Mr.  Buckle,  of  Soho,  and  constructed  by  him  for  Mr.  Lucy,  of  Birmingham.  It  acts  upon  the 
principle  of  causing  the  engine  to  drag  up  a  piston  against  the  pressure  of  the  atmosphere  when  the  en- 
ergy of  the  moving  power  is  above  the  average ;  the  power  thus  consumed  being  returned  to  the  engine 
by  the  atmosphere  forcing  down  the  piston  when  the  energy  of  the  moving  power  is  below  the  average, 
Fig.  1469.  The  manner  in  which  tliis  is  accomplished  may  be  easily  understood  from  the  accompanying 
figure.  P  represents  the  piston  in  the  cylinder,  L  L  the  great  beam,  L  R  the  connecting-rod,  R  0  the 
crank,  and  R  W  W  W  a  toothed  wheel  carried  round  by  the  crank.  These  are  all  the  same  as  in  the 
common  steam-engine.  There  is  added  rwww,  a  smaller  wheel,  whose  diameter  is  only  one-half  that 
of  the  Larger,  and  consequently  it  has  only  one-half  the  number  of  teeth.  The  small  wheel  will  obvi- 
ously perform  a  half  revolution  wliilst  the  large  wheel  performs  a  quarter  revolution.    ^  ^  is  a  second 
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lever,  diiven  by  the  crank  of  the  small  wheel,  to  which  it  is  attached  by  means  of  its  connecting-rod. 
The  piston-rod  Z  H  is  attached  to  the  small  lever  1 1,  carrying  with  it  a  piston  from  top  to  bottom  of  an 
open  cylinder  H.  At  the  points  marked  1,  2,  3,  4,  the  circumference  of  the  great  wheel  is  supposed  to 
be  divided  into  four  equal  quadrants.  Suppose  now  that  the  figure  represents  the  state  of  the  engine 
when  the  piston  is  ascending.  Whilst  the  crank  moves  from  its  present  position  to  the  position  corre- 
sponding to  2,  the  small  wheel  will  have  performed  a  semi-revolution,  and  the  piston  H  will  have 
ascended  to  the  top  of  the  open  cylinder,  leaving  a  vacuum  behind  it.  The  piston  H  has  been  dragged 
up  agahist  tlie  pressure  of  the  atmosphere,  and  this  has  consumed  so  much  of  the  power  of  the  engine. 
This  power,  however,  is  not  lost — it  is  only  lent ;  for  while  the  crank  moves  from  the  position  2  to  the 
position  3,  tlie  pressure  of  the  air  forces  down  the  piston,  and  then  the  mechanical  power  is  given  back 
to  the  large  wheel.  Again,  whilst  the  crank  moves  from  the  position  3  to  the  position  4,  the  piston  H 
has  to  be  dragged  up  to  the  top  of  the  cylinder.  Finally,  whilst  the  crank  moves  from  the  position  4  to 
the  position  1,  the  pressure  of  the  air  forces  down  the  piston  of  the  open  cyhnder.  Thus  all  the  power 
consumed  in  di-agging  up  the  piston  against  the  pressure  of  the  atmosphere,  whilst  the  crank  moves 
from  1  to  2  and  from  3  to  4,  is  faithfully  given  out  to  the  wheel  whilst  the  crank  moves  from  2  to  3  and 
from  4  to  1.  By  this  arrangement  the  engine  is  made  to  lay  up,  as  it  were,  a  store  oT  power  when  the 
moving  force  is  acting  with  greatest  energy,  and  this  store  is  employed  to  assist  it  Avhen  the  moving 
force  is  acting  with  least  energy.  The  pressure  of  the  atmosphere  is  very  adroitly  converted  into  a 
sort  of  reservoir,  in  which  is  deposited  tlie  surplus  power  generated  while  the  crank  moves  from  1  to  2, 
and  from  3  to  4,  to  be  withdrawn  in  order  to  supply  the  deficiency  whilst  the  crank  moves  from  2  to  3 
and  from  4  to  1.  Let  A  denote  the  number  of  square  inches  in  the  piston  H,  and  h  tlie  number  of  feet 
in  the  diameter  of  the  small  wheel ;  then  the  power  necessary  to  drag  the  small  piston  from  the  bottom 
of  the  cylinder  to  the  top,  exclusive  of  the  friction,  is  represented  by  a  mechanical  effect  of  15  X  A  X 
h  lb.  raised  one  foot  high.  Hence,  the  total  effect  of  this  pneumatic  pump  is  equivalent  to  causing  the 
engine  to  raise  15  X  A  X  A  lb.  one  foot  liigh  whilst  the  crank  is  passing  the  quadrantal  points,  and 
allowing  that  weight  to  fall  whilst  the  crank  is  passing  the  line  of  the  centres.  At  the  first  considera- 
tion we  may  perhaps  infer  that  there  would  be  a  sudden  change  of  velocity  and  pressm^e  when  the 
small  piston  had  arrived  at  the  top  or  the  bottom  of  its  stroke ;  but  a  little  more  attention  will  convince 
us  that  the  change  is  gradually  introduced  by  the  peculiar  relation  of  the  wheels  to  one  another.  In 
the  position  represented  in  the  figm^e,  the  crank  moves  a  certain  distance  past  position  1  without  raisuig 
the  piston  to  any  great  extent.  As  the  crank  descends  to  tlie  quadrantal  point,  in  which  position  most 
power  is  generated,  the  crank  of  the  small  wheel  descends  to  its  quadrantal  point,  in  which  position  the 
pressure  of  the  atmosphere  on  the  piston  H,  offers  the  greatest  resistance  to  the  motion  of  the  wheel 
After  the  large  crank  has  passed  its  quadrantal  point,  the  energy  of  the  moving  power  begins  to  lessen, 
and  at  the  same  time,  the  small  crank  having  passed  its  quadrantal  point,  the  motion  of  the  email 
wheel  is  less  retarded  by  the  pressure  of  the  atmosphere  on  the  piston  H.  When  the  large  crank  ap- 
proaches to  the  position  2,  tlie  small  crank  approaches  to  the  lowest  part  of  its  revolution,  where  tho 
oressure  of  the  atmosphere  on  the  piston  H,  offers  little  opposition  to  the  motion  of  the  small  wheel 
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It  is  unnecessary  to  examine  the  action  of  the  pump  throughout  the  whole  revolution  of  the  wheel,  as  it 
would  be  only  a  repetition  of  the  process  for  Ji  quadrant.  But  we  see  that,  by  the  peculiar  connection 
of  the  wheel,  the  pressure  of  the  atmosphere  acts  at  one  time  as  an  acceleratmg  force,  at  another  as  a 
retarding  force ;  that  tlie  change  is  not  abrupt,  but  gradual ;  that  it  acts  most  efficiently  as  a  retarding 
force  at  the  very  moment  that  the  energy  of  the  moving  force  is  greatest,  viz.,  when  the  large  crank  is 
passing  the  quadrantal  points ;  and  finally,  it  acts  most  efficiently  as  an  accelerating  force  at  tlie  very 
moment  that  the  energy  of  the  moving  force  is  least,  viz.,  when  the  crank  is  passing  the  line  of  the 
centres.  In  fact,  this  pneumatic  equalizer  approaches  more  closely  to  theoretical  perfection,  than  any 
expedient  ever  proposed  for  equalizing  the  action  of  the  engine.  It  may  easily  be  shown  that  the 
equalization  of  the  effective  pressure  on  the  shafts  is  more  efficient  than  that  obtained  by  using  a  pair 
of  engines,  and  certainly  it  is  much  less  complicated  and  expensive.  The  superiority  is  still  more  mani- 
fest wlien  we  consider  the  regularity  of  velocity  which  it  in  practice  has  been  known  to  introduce. 
The  principal  objection  against  the  expedient  is,  that  the  tootlied  wheels  are  very  bad  constructive  ex- 
pedients, as  tliey  cause  considerable  friction,  and  the  teeth  are  apt  to  break  and  to  throw  the  whole  into 
disarrangement. 

Several  ingenious  expedients  have  been  proposed  for  enabling  one  shaft  performing  a  certain  number 
of  revolutions  per  minute  to  drive  another  shaft  so  as  to  make  more  revolutions  per  minute  without  con- 
necting tliem  togetlier  by  tooth  geering ;  but  it  would  take  up  too  much  of  our  space  to  describe  them 
here.  We  may  only  refer  to  one  which  is  applied  in  Smith's  direct-action  engine.  Tliis  expedient 
enables  the  main  shaft  to  drive  a  second  shaft  with  a  double  velocity ;  the  very  thing  which  is  required 
for  Buckle's  pneumatic  equalizer.  We  may  remark  that  expedients  for  multiplying  velocity  are  in- 
vested with  additional  interest  at  present,  from  the  introduction  of  the  screw  propeller.  Before  a  suffi- 
ciency of  resistance  can  be  obtained  from  the  screw  propeller,  it  must  be  made  to  perform  more  revo- 
lutions per  minute  than  the  paddle-slitft,  in  the  more  common  construction. 

To  demonstrate  tlie  practical  efficiency  of  Buckle's  equalizer,  we  may  instance  the  gi'eat  success 
which  has  attended  its  application  at  a  Birmingham  fliour-mill.  So  perfect  was  the  action  of  this  me- 
chanism that  the  fly-wlieel  had  been  wholly  removed,  and  the  engine  and  the  whole  mill-work  were 
moving  in  the  most  smooth  and  effective  manner.  It  was  found  that  the  change  enabled  them  to  give 
all  the  grinding  stones  a  greater  velocity  than  formerly,  so  that  the  quantity  ground  was  greater,  in  the 
proportion  of  56  to  52,  and  the  quantity  of  the  finest  or  first  flour,  from  the  same  wheat,  was  likewise 
much  increased ;  so  that,  both  by  quantity  and  quality,  tlie  owner  of  the  mill  was  now  able  to  command 
the  market.  The  same  motion  has  subsequently  been  applied  to  cotton-mills  with  perfect  success,  the 
quality  and  the  quantity  of  yarn  produced  being  much  improved. 

The  last  expedient  for  equalizing  the  action  of  the  steam  which  we  shall  notice,  is  that  known  as  the  fly- 
wheel. The  fly-wheel  derives  all  its  efficacy  as  an  equalizer  of  the  action  of  the  steam  from  the  principle, 
that  a  large  mass  of  matter  offers  great  resistance  to  a  change  of  motion.  In  a  common  double-action 
engine,  the  steam  loses  all  energy  as  a  moving  power  for  driving  the  machinery  when  the  crank  is  pass- 
ing the  line  of  the  centres,  and  a  person  not  familiar  with  the  laws  of  matter  might  conclude  that  the 
engine  would  come  to  a  stand-stiU,  unless  some  moving  force  was  applied  at  these  critical  positions. 
It  is  well  known,  however,  that  the  momentum  of  the  moving  parts  of  the  machinery  will  supply  a 
force  sufficient  to  force  the  crank  over  the  centre,  although  with  a  diminished  velocity.  The  momentum 
of  tlie  moving  parts  acts  therefore  to  a  certain  extent  as  a  regulator  of  the  action  of  the  steam,  and  the 
addition  of  the  fly-wheel  only  promotes  regularity  of  velocity  in  so  far  as  it  increases  this  momentum. 
The  moving  force  of  a  body  in  motion  is  estimated  by  the  product  of  its  mass  into  its  velocity.  If, 
therefore,  we  wish  to  regulate  the  velocity  of  an  engine,  by  increasing  the  momentum  of  its  moving 
parts,  we  liave  only  to  connect  with  it  some  large  mass  that  it  moves  with  great  velocity.  Such  a  mass 
is  the  fly-wheel :  it  is  made  of  large  diameter,  so  that  its  rim  revolves  with  great  rapidity  ;  and  the  rim 
is  made  of  great  weight,  it  being  generally  constructed  of  cast-iron.  It  is  obvious  ^hat  the  same  amount 
of  momentum  may  be  obtained  by  other  forms  of  construction ;  but  the  wheel  possesses  three  advan- 
tages peculiar  to  itself,  which  entitle  it  to  the  preference :  it  consumes  no  power  by  friction ;  it  suffers 
but  little  resistance  to  its  motion  from  the  air ;  and,  finally,  it  can  be  so  exactly  poised  on  its  axis  as  to 
cause  little  strain  on  the  machinery. 

When  the  piston  is  at' half-stroke,  the  energy  of  the  moving  force  is  at  its  maximum,  so  that  at  tliis 
time  more  mechanical  effect  is  generated  than  the  usual  resistance  can  appropriate.  The  surplus  me- 
chanical effect  is  expended  in  quickening  the  velocity  of  all  the  moving  parts  of  the  machinery.  But 
tlie  greater  the  mass  of  a  moving  body,  the  more  opposition  does  it  offer  to  a  change  of  motion ;  so  that 
the  large  mass  of  the  fly-wheel  absorbs  the  surplus  mechanical  effect  without  any  great  change  of  velo- 
city. As  the  crank  approaches  the  dead  points,  the  effect  of  the  moving  power  upon  the  axle  and  the 
wheel  is  gradually  eufeebled.  The  defect  can  only  be  supplied  by  abstracting  some  of  the  momentum 
of  tlie  moving  parts,  and  in  these  circumstances  the  large  mass  of  the  fly-wheel  can  give  out  the  suffi- 
cient quantity  of  momentum  without  any  considerable  change  of  velocity.  The  mass  of  the  fly-wheel 
is  thus  converted  into  a  reservoir  for  receiving  the  surplus  power  at  one  time,  and  giving  it  out  at 
anotlier.  It  is  obvious,  however,  that  the  equalization  of  the  motion  produced  by  the  fly-wheel  is  par- 
tial, and  can  never  be  theoretically  perfect.  The  fly-wheel  acts  as  a  receptacle  of  momentum,  and  as 
matter  can  only  receive  momentum  or  give  out  momentum  by  a  change  of  velocity,  its  agency  as  an 
equalizer  presuppo.^es  a  slight  change  in  the  velocity  of  all  the  machinery.  The  motion  of  revolution 
leceived  by  the  main  shaft  is  always  subject  to  a  variation  corresponding  to  the  amount  of  change  of 
momentum  in  the  great  mass  of  the  fly-wheel  sufficient  to  extricate  the  crank  twice  in  every  revolution 
from  its  critical  position  while  passing  the  line  of  centres ;  but  this  change  can  be  rendered  smaller  and 
smaller  by  increasing  the  weight  and  magnitude  of  the  fly-wheel.  Buckle's  Pneumatic  Equahzer  acts 
upon  the  principle  of  increasing  or  diminishing  the  resistance  according  as  the  energy  of  the  moving 
force  increases  or  diminisiies ;  the  fly-wheel,  on  the  other  hand,  acts  upon  the  principle  of  increasing  the 
momentum  of  the  moving  parts  of  tlie  machinerv,  so  that  when  the  energy  of  the  moving  force  is  greater 
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or  less  than  the  resistance,  the  surplus  may  be  absorbed  or  the  defect  supplied  without  any  sensible 
change  in  the  motion  of  the  whole.  The  former  is  capable  of  theoretical  perfection ;  the  latter  must 
necessarily  fall  short  of  that  perfection,  though  it  may  be  made  suflBciently  near  it  for  practicable 
purposes. 

Fly-wheels  are  sometimes  employed  for  other  purposes  than  merely  regulating  the  velocity  of  the 
steam-engine.  Whenever  the  employment  of  an  engine  is  such  that  an  enormous  force  is  required  to 
act  only  for  short  times,  such  as  when  it  is  employed  for  rolling  iron,  or  for  stamping  coins,  then  an 
enormous  fly-wheel  is  attached  to  the  engine,  which  absorbs  the  power  generated  when  the  resistance  is 
removed,  and  gives  it  all  the  force  at  once  at  the  proper  moment.  In  these  cases,  the  mass  of  the  fly 
wheel  rim  is  generally  much  greater  than  when  the  fly-wheel  is  only  employed  to  regulate  the  velocity 
in  order  that  the  momenta  may  be  accumulated  without  inconveniently  increasing  the  velocity.  In  some 
cases  the  energy  of  the  fly-wheel  would  be  thu-teen  times  greater  than  what  the  proportions  given  by 
our  rule  would  make  it.  Fly-wheels  moving  at  a  great  velocity  should  always  nave  malleable  iron 
arms,  and  the  ring  should  be  cast  in  a  piece,  and  may  be  hooped  with  malleable  iron  with  advantage. 

Expedients  for  redressing  the  inequalities  of  velocity/  arising  from  the  variation  of  resistance  ichich 
the  engine  has  to  overcome. — By  the  expedients  wliich  we  have  mentioned  for  equalizing  the  velocity  of 
tlie  engine,  the  motion  imparted  to  the  main  shaft  will  approximate  to  uniformity,  provided  that  the 
moving  power  of  the  engine  be  always  proportionate  to  the  load  Avhich  the  engine  has  to  drive.  But  it 
is  obvious  that  in  the  general  application  of  the  steam-engine  to  the  purposes  of  manufacture,  provision 
must  be  made  for  a  considerable  variation  of  the  amount  of  resistance.  If,  while  the  amount  of  resistance 
was  changed,  the  energy  of  the  moving  power  remained  the  same,  then  the  velocity  would  also  change, 
increasing  as  the  resistance  diminished,  and  diminishing  as  the  resistance  increased.  It  is  obvious  that 
an  expedient  for  redressing  the  inequalities  arising  from  this  source  may  act  upon  the  principle  of  regu- 
lating the  supply  of  steam  from  the  boiler.  The  elastic  force  of  tlie  steam  is  the  moving  agent  of  the 
whole  machine ;  so  that  if  we  wish  to  keep  the  mean  velocity  constant,  we  must  regulate  tlie  supply  of 
steam  to  the  amount  of  resistance  to  be  overcome.  The  simplest  contrivance  for  this  purpose  is  the 
throttle-valve ;  so  called  from  its  agency  in  cutting  off  the  supply  of  steam  by  throttlhig  it  in  the  steam- 
pipe.  It  consists  of  an  axis  placed  across  the  steam-pipe  so  as  to  form  the  diameter  of  a  section  of  the 
pipe,  and  on  tliis  axis  is  fixed  a  thin  circular  disk  of  nearly  the  same  diameter  as  the  inside  diameter  of 
the  steam -pipe ;  so  that  when  the  axis  is  turned  to  a  certain  position,  the  supply  of  steam  is  cut  off  alto- 
gether. On  one  end  of  the  axis  is  placed  a  short  lever  or  handle,  by  whicli  it  can  be  turned  in  either 
directi'/3.  When  the  handle  is  turned  so  that  the  plane  of  the  disk  is  nearly  at  right  angles  to  the  direc- 
tion cf  Lhe  steam-pipe,  the  passage  within  the  pipe  is  closed  altogether,  and  no  steam  can  find  admission 
to  the  cylinder.  On  the  other  hand,  when  the  handle  is  turned  about  a  fourth  of  a  complete  revolution 
from  'Jiis  position,  the  plane  of  the  circular  disk  will  then  be  in  the  direction  of  tlie  length  of  the  pipe,  so 
as  to  offer  little  or  no  opposition  to  the  passage  of  tlie  steam.  By  turning  the  handle  to  any  other 
angle,  the  disk  may  be  made  to  offer  any  required  degree  of  opposition  to  tlie  jjassage  of  the  steam. 
The  form  of  the  valve  is  obviously  such,  that,  if  constructed  accurately,  the  pressure  of  the  steam  in 
passing  from  the  boiler  will  have  no  tendency  to  change  any  given  position  of  the  valve.  If  constructed 
accm-ately,  the  quantity  of  surface  on  both  sides  of  the  axis  is  equal,  and  therefore  the  pressure  of  the 
steam  balances  itself  on  the  axis,  so  that  it  can  have  no  tendency  either  to  change  the  valve  from  its 
existing  position,  or  to  oppose  the  effect  of  a  pressure  upon  the  liandle.  Any  slight  inaccuracy  in  the 
construction  of  the  valve,  which  would  give  the  steam  a  capabiUty  of  changing  its  position,  would  be 
counteracted  by  the  friction  of  the  valve  on  its  axis. 

By  this  expedient  the  variations  of  the  velocity  of  the  engine,  consequent  upon  the  inequalities  of 
resistance  which  the  engine  has  to  overcome,  may  be  remedied.  If  the  load  on  the  engine  be  lightened, 
then,  the  yupply  of  the  steam  continuing  the  same,  the  motion  will  be  immediately  accelerated ;  but  the 
tendency  wUl  be  coulhteracted  if  the  attendant  workman  turn  round  the  handle,  so  as  partially  to  close 
the  valve.  If,  on  the  other  hand,  the  load  on  the  engine  be  increased,  then,  the  supply  of  the  steam  con- 
tinuing the  same,  the  motion  will  be  immediately  retarded.  To  counteract  this,  the  attendant  workman 
must  turn  round  the  valve,  so  as  to  admit  a  greater  supply  of  steam.  By  the  adoption  of  these  means  th< 
mean  velocity  of  the  engine  would  be  rendered  uniform,  provided  the  vigilance  of  the  attendant  work- 
man were  sufficient  for  the  due  management  of  the  valve,  and  provided  that  the  evaporating  power  of 
the  boiler  continued  in  sufficient  activity  to  supply  the  greatest  amount  of  steam  which  would  ever  be 
necessary  for  the  maintenance  of  the  mean  velocity  when  the  valve  was  fully  open. 

For  some  purposes  engines  are  thus  regulated  by  hand  at  the  pleasure  of  the  attendant  workman.  In 
general,  however,  the  proper  manipulation  of  the  handle  is  impracticable  with  any  degree  of  vigilance 
and  skill  which  could  be  obtained  from  the  person  employed  to  attend  the  engine.  Before  the  steam- 
engine  could  be  employed  in  those  cases  where  great  uniformity  of  velocity  is  required,  it  was  necessary 
'hat  means  should  be  found  for  enabling  the  engine  itself  properly  to  manipulate  the  valve  without  any 
k',are  or  attention  on  the  part  of  the  attendant  workman. 

The  governor. — In  the  mechanism  of  the  governor  as  represented  in  Fig.  1470,  E  E  represent  two 
heavy  balls  of  iron,  which  are  suspended  from  the  point  e  by  suitable  arms.  These  bars  cross  one 
another  at  e,  forming  a  joint  there,  and  are  continued  to/.  At/ these  bars  arc  joined  by  pivots  to  other 
bars  fh,  which  last  fit  into  a  ring  or  collar  of  metal  at  F,  placed  on  the  upright  spindle,  so  as  to  be 
capable  of  a  motion  upwards  and  downwards.  Tiie  lever  F  G  H  rests  upon  a  bar  at  G  as  fulcrum,  and 
is  connected  to  the  ring  of  metal  at  F  by  means  of  a  forked  end  interposed  between  two  collars  on  the 
sliding  piece.  In  this  species  of  cfinnection  it  is  obvious  that  the  ring  of  metal  may  revolve  with  tlie 
spindle  witliout  moving  the  lever,  but  that  it  cannot  move  upwards  or  downwards  on  the  spindle  with- 
out at  the  same  time  depressing  or  raising  the  remote  extremity,  H,  of  the  lever.  Tlie  bars  E  ef  pass 
llirough  slits  in  a  metallic  arch,  which  is  firmly  fixed  to  tlie  upright  spindle,  so  that  the  balls,  the  arms, 
*nd  the  spindle  must  all  revolve  at  the  same  time.  If,  now,  the  spindle  be  made  in  any  manner  what- 
-ever  to  revolve  with  a  certain  velocity,  say  thirty  revolutions  per  minutf ,  the  balls  E  E  will  diverge  fronr 
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tl«e  spindle  till  tlieir  centrifugal  force  balances  their  weight.  Let  this  be  the  position  represented  in  the 
figure.  If  the  spindle  be  made  to  make  more  revolutions  than  30,  then  the  balls  will  diverge  more 
than  what  is  represented  in  the  figure.  The  points  //  will  diverge,  and  by  means  of  the  bars  fh  pull 
down  the  one  end  F  of  tlie  lever  F  H,  and  raise  the  other  end  H.  This,  by  the  mechanism  represented 
in  the  figure,  would  obviously  tend  to  shut  the  valve,  and  to  cut  off  the  supply  of  steam.  If,  on  the 
other  liand,  the  spindle  be  made  to  perform  fewer  revolutions  per  minute  than  30,  the  balls  will  collapse 
more  than  what  is  represented  in  the  figure.  The  points//  will  approach  to  one  another,  and  by  means 
of  the  arms /A  force  up  one  end  F  of  the  lever,  and  depress  the  other  end  H.  This  will  obviously  tend 
to  open  the  valve,  and  to  increase  the  supply  of  steam.  After  this  action  is  understood,  suppose  that  by 
some  mechanism  the  upright  spindle  is  so  connected  with  some  moving  part  of  the  machinery,  that  when 
the  velocity  of  the  engine  is  unduly  accelerated,  the  spindle  performs  more  than  30  revolutions,  and 
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that  when  the  velocity  of  the  engine  is  unduly  retarded,  the  spindle  performs  less  than  30  revolutions 
per  minute,  then  this  expedient  becomes  a  regulator  of  all  the  inequalities  of  velocity  arising  from  the 
variations  in  the  amount  of  resistance  to  be  overcome.  The  upright  spindle  may  be  connected  with  the 
fly-wheel  shaft  by  means  of  an  endless  cord  passing  over  a  small  grooved  wheel  d  on  the  axis  of  the 
spindle,  and  working  into  a  similar  groove  on  the  fly-wheel  shaft,  or  by  geering,  which  is  a  preferable 
mode  in  large  engines.  By  properly  proportioning  tlie  diameters  of  these  wheels,  the  spindle  may  be 
made  to  perform  any  number  of  revolutions  per  minute.  It  is  obvious,  that  by  these  means  the  speed 
of  the  grooved  wheel  d  may  be  considered  as  representing  the  speed  of  the  fly-wheel,  and  of  the 
machinery  which  the  fly-wheel  drives.  After  these  observations,  and  the  remarks  upon  the  subject  we 
have  already  made,  the  principle  which  renders  the  governor  so  admirable  a  regulator  of  the  velocity  of 
tlie  macliine  will  he  easily  apprehended.  Let  t  denote  the  time  in  seconds  of  a  periodic  revolution  of 
the  balls,  and  h  the  height  in  inches  of  e  above  the  horizontal  plane  passing  through  the  centre  of  tlia 
balls  ;  then,  according  to  tlie  well-known  formula — 

<  =  •31986'/ A. 

Let  »  deaote  the  number  of  revolutions  per  minute,  then  we  have  the  proportion —  / 
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or  n  =  187-58-^- ■//',  which  also  may  be  written  A  =  35186-rw^  We  have  supposed  Fig.  1470  to 
represent  the  divergence  of  the  balls  when  the  spindle  was  making  30  revolutions  per  minute.  In  that 
case  n  =  30,  and  h  =  35186  —  30^*  =  35186  -^  900  =  39-09  inches,  or  about  39yV  inches.  Now  suppose 
tliat  the  velocity  of  the  engine  was  accelerated  so  much  that  the  spindle  performed  31  revolutions  per 
minute;  then,  taking  ?i  =  31,  we  obtain  A  =  35186  -f- 31°:=  35186 -r-  961  =  36'61  inches,  or  somewhat 
more  than  36  i  inches.  Thus,  before  the  spindle  can  perform  one  more  revolution  per  minute,  the  plane 
of  revolution  of  the  balls  rises  39j^'jf  —  867;^  =  2^*^  =2^  inches,  which  obviously  would  cause  a  very 
great  change  in  the  angle  of  divergence  of  tlie  arms  E  ef.  Suppose,  on  the  other  hand,  that  the  velocity 
of  the  engine  were  retarded  so  much  that  the  spindle  2>erformed  only  29  revolutions  per  minute.  Then, 
by  taking  rt  =  29,we  find  A  =  35186 -7- 29^  =  35186 -r- 841  =41-84  inches,  or  between  41|  and  42 
inches.  Thus,  before  the  spindle  can  perform  one  less  revolution  per  minute,  the  plane  of  revolution  of 
the  balls  must  fall  41-84  —  39-1  =  2-74  =  2  J  inches  nearly,  which  would  obviously  cause  the  angle  of 
divergence  of  the  arms  E  e  to  diminish  very  considerably.  The  efficiency  of  the  governor  in  regulating 
the  supply  of  steam  depends  very  much  upon  the  mechanism  employed  to  communicate  its  agency  to 
the  throttle-valve.  We  may  suppose  the  relations  of  the  different  bars  E  ef,fh,  F  G  H,  and  H  w,  to  be 
such,  tliat  when  the  horizontal  plane  passing  through  the  centre  of  the  two  balls  E  E  is  only  36-61  hiches 
below  the  point  of  suspension  e,  the  throttle-valve  would  entirely  close  up  the  steam-pipe,  and  that 
when  the  horizontal  plane  passing  through  the  centres  of  the  two  balls  E  E  is  41-84  inches  below  the 
point  of  suspension  e,  the  throttle-valve  would  be  fully  open.  On  this  supposition  the  effect  of  the 
governor  would  be,  that  the  engine  could  never  be  so  much  retarded  as  that  the  upright  spindle  per- 
formed less  tlian  29  revolutions  per  minute,  or  so  much  accelerated  that  tlie  upright  spindle  performed 
more  than  31  revolutions  per  minute.     This  would  ensure  that  the  greatest  change  of  velocity  of  an-y 
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part  of  the  machinery  could  never  exceed  ^^  =  -j-y  of  its  mean  velocity, — a  variation  which  in  practice 
IS  scarcely  perceptible ;  so  that  such  a  governor  might  be  considered  as  practically  perfect.  In  the  best 
modern  engines  the  amount  of  variation  is  seldom  less  than  one-tenth  of  the  mean  velocity.  But  we 
may  easily  suppose  the  governor  to  be  so  connected  with  the  engine  as  to  act  with  even  greater 
efficiency  than  the  one  which  we  have  described.  The  governor  can  be  so  proportioned,  and  so  con- 
nected with  the  engine,  as  to  make  60  revolutions  per  minute ;  and  the  mechanism  connectii^  it  with 
the  throttle-valve  may  be  so  contrived,  that  Avhen  it  makes  59  revolutions  per  minute  the  valve  may  be 
fully  open,  and  that  when  it  makes  61  revolutions  per  minute  the  valve  may  be  entirely  closed.  In  this 
case  the  greatest  variation  of  the  velocity  of  any  part  could  never  exceed  one-thirtieth  of  the  mean 
velocity  of  tliat  part.  Indeed,  in  theory  there  is  no  limitation  to  the  degree  of  regularity  which  may  be 
produced  by  the  application  of  the  governor.  Practical  considerations,  however,  hmit  the  apphcation 
of  tlie  principle  in  several  ways.  It  has  been  found  inconvenient,  for  example,  to  allow  minute  altera- 
tions of  the  governor  to  affect  sensibly  the  position  of  the  valve,  and  in  order  to  prevent  the  incon- 
venience arising  from  a  continual  changing  in  its  position  it  is  found  expedient  to  construct  the  governor 
Buch  that  even  a  considerable  change  in  tlie  divergence  of  the  balls  shall  not  produce  too  much  alteration 
in  the  opening  of  the  valve.  This  consideration,  and  several  others,  limit  the  application  of  the 
governing  principle,  and  prevent  engineers  from  approximating  so  closely  to  theoretical  perfection,  as 
the  principle  permits. 

In  the  construction  of  a  governor  to  regulate  a  particular  engine,  it  is  necessary  to  consider  the 
position  of  the  balls  corresponding  to  the  mean  velocity  of  the  engine,  the  range  of  motion  which  must 
oe  given  to  the  arms  so  as  to  enable  them  to  confine  the  variations  of  velocity  within  certain  limits,  and 
the  weight  of  each  of  the  balls.     We  proceed  to  consider  each  of  these  points  separately. 

Position  of  balls  when  moving  with  mean  velocity. — To  determine  this  position,  we  have  only  to  con- 
sider the  vertical  height  of  the  point  of  suspension  above  the  horizontal  plane  passing  through  the  centre 
of  the  balls  when  the  spindle  is  making  the  average  number  of  revolutions  per  minute.    This  is  found 

from  the  formula,  h  =  — - — 
n^ 

From  which  we  have  the  following  rule : — 

Hule. — To  determine  the  height  of  the  point  of  suspension  above  the  plane  of  the  balls,  Khen  moving 
with  mean  velocity. — Divide  the  nmnber  35186  by  the  square  of  the  mean  number  of  revolutions  per 
minute.  The  quotient  is  the  height  of  the  point  of  suspension  above  the  plane  of  the  balls  when  moving 
with  mean  velocity. 

Example  1. — In  a  particular  engine  the  governor  is  so  connected  with  the  fly-wheel  shaft,  that  when 
the  engine  is  moving  with  average  velocity  the  upright  spindle  makes  40  revolutions  per  minute.  Required 
the  proper  height  of  the  point  of  suspension  above  the  plane  of  the  balls  ^ 

T    .!-•  11       35186      35186      351-86      „,  „^  .    ^  .v  x    ,.  i.  •  vx  •      v  _. 

In  this  example,  h^ —  =  — -— = =  21'99  mches;  so  that  the  proper  height  is  aboot 

■^    '  40'         1600  16  '  i'    1  & 

22  inches 

Example  2. — The  governor  spindle  is  driven  by  the  fly-wheel  shaft  by  means  of  an  endless  cwd 
passing  over  a  groove  on  the  spindle,  and  another  groove  on  the  fly-wheel  shaft.  The  diameter  of  the 
groove  on  the  governor  spindle  is  9  inches,  and  the  diameter  of  the  groove  on  the  fly-wheel  shaft  is  12 
inches.  The  engine  has  a  stroke  of  8  feet,  and  the  mean  velocity  of  the  piston  is  256  feet  per  minute. 
Required  the  proper  height  of  the  point  of  suspension  above  the  plane  of  the  balls. 

In  this  example,  since  the  mean  velocity  of  the  piston  is  256  feet  per  minute,  and  the  length  of  the 
stroke  8  feet,  it  follows  that  the  engine  makes  256-7-8  =  32  single  strokes,  or  16  double  strokes  per 
minute.  The  fly-wheel  makes  one  revolution  for  each  double  stroke  of  the  piston,  and  therefore  tlie  fly- 
wheel also  makes  16  revolutions  per  minute.  The  number  of  revolutions  of  the  fly-wheel  shaft  is  to  the 
number  of  the  revolutions  of  the  governor  spindle  inversely  as  the  diameters  of  the  grooves ;  so  tliat  we 

16  X  12 
have  tSie  proportion  9  :  12  ::  16  :n^ =  21J. 

Hence,  according  to  the  mle,  A  = = -:='7'7-31  inches.    Tliis  proportion  is  one  never  eaa- 

(2U)^       455J  ^    ^ 

ployed  in  practice  on  account  df  the  inconvenience  of  the  dimensions ;  but  it  is  that  proper  to  the  data 
assumed. 

The  range  of  motion  of  the  arms. — This  depends  entirely  upon  the  amount  of  variation  of  velocity 
which  may  be  permitted  without  detriment  to  the  work  upon  wliich  the  engine  is  applied.  We  have 
already  shown,  that  when  the  governor  performed  on  an  average  30  revolutions  per  minute,  a  variation 
of  velocity  equal  to  one-fifteenth  of  the  mean  velocity  required  only  a  range  corresponding  to  a  vertical 
height  of  5-23  (=41-84  —  36-61)  inches.  But  we  shall  now  conduct  the  inquiry  in  general  terms 
Lot 

V  =  mean  velocity  of  any  moving  part  of  the  machinery. 

w  =  number  of  revolutions  of  the  governor  spindle  corresponding  to  v. 
h  =  height  of  point  of  suspension  above  the  plane  of  balls  corresponding  to  v. 
f-(-imt;  =  (l-|-i»i)  i;  ^maximum  velocity  of  any  moving  part  of  the  machinery 
/i'  =■  value  of  h  corresponding  to  (1  -f-  ^  m)  v. 

V  —  ijmv=^{\  —  J7«)j;=:  minimum  velocity  of  any  moving  part  of  the  machinery. 
A,  =  value  of  h  corresponding  to  velocity  (1  —  J  m)  v. 
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llicn  we  wish  to  find  the  value  of  hi  —  It}.  It  is  obvious  that  the  value  of  n  corresponding  to  the 
inaximum  velocity  will  be  (1  -{-  i  m)  n,  and  the  value  of  n  corresponding  to  the  imnimum  velocity  will 

.      ,        ,     ,         „  ,.  .        ,     ,,  35186  ,  35186  ,   , 

be  (I  —  i  m)  11.    Hence,  according  to  the  rule,  /t'  =  j-—.—, — .^-^  hi  =: ; — -— t,  ;  and  therefore, 

(l-f-i»w)  «■  (1  —  J>wfw' 

32  m 
hi  —  h'  —  - 57,  X  A. 

Tliis  formula  is  too  complicated  to  be  easily  expressed  in  the  form  of  a  rule ;  but  its  applications  may 
easily  be  apprehended  from  the  following  example : 

Example. — The  governor  of  a  steam-engine  performs  80  revolutions  per  minute  when  the  engine  is 
moving  at  the  average  speed.  Required  the  range  as  expressed  in  vertical  height  of  the  arms  of  the 
governor,  such  that  the  difference  between  the  maximufti  and  minimum  velocity  of  any  moving  part 
■should  never  exceed  one-fifteenth  of  the  average  velocity  of  that  part. 

In  this  example  m  =  — ,  and  as  we  have  shown  previously,  h  =  39-09. 

Hence,  hi  —  h'=- '  ■[       X  39-09  inches  =  5-23  inches. 

[  4  —  (ts)  ] 

We  may  conclude  these  investigations  respecting  the  governor  with  a  summary  of  the  most  important 
points  in  the  rationale  of  its  operation.  The  governor  may  either  be  considered  as  a  conical  pendulum 
compounded  of  the  movements  of  two  pendulums  vibrating  at  right  angles  with  one  another,  or  it  may 
be  viewed  simply  as  a  system  of  revolving  balls,  of  which  gravity  is  the  centripetal  force.  In  the 
former  case  tiie  governor  will  make  half  tiie  number  of  revolutions  that  a  pendulum  of  the  same 
vertical  height  makes  of  vibrations ;  and  if  the  speed  of  the  governor  be  urged  beyond  this  point,  the 
arms  will  fly  out  and  diminish  the  vertical  height,  until  it  just  becomes  equal  to  the  length  of  a  pendu- 
lum that  makes  twice  the  number  of  vibrations  in  the  minute  that  the  governor  makes  of  revolutions. 
Every  one  knows  that  if  the  length  of  a  pendulum  be  diminished,  it  will  make  a  greater  number  of 
vibrations  in  a  given  time  than  before ;  the  cause  of  which  simply  is,  that  the  steepness  of  the  arc  in 
which  the  ball  of  the  pendulum  descends  is  then  increased,  and  it  consequently  descends  with  a  greater 
velocity.  The  length  of  the  seconds'  pendulum  at  the  level  of  the  sea  in  London  is  39-1393  inches,  and 
the  number  of  vibrations  made  in  a  given  time  by  pendulums  of  different  lengths  varies  inversely  as  the 
square  roots  of  their  lengths.  The  proper  speed  for  a  governor,  therefore,  with  a  vertical  height  of  about 
39  inches,  is '30  revolutions  per  minute,  which  accords  with  the  preceding  determinations ;  and  similarly 
if  the  vertical  height  of  governor  proper  to  any  other  number  of  revolutions  be  required,  it  is  only 
necessary  to  find  the  length  of  a  pendulum,  which  will  give  twice  the  number  of  vibrations.  If  the 
number  of  revolutions  and  tlie  length  of  the  arm  be  fixed,  and  it  is  wanted  to  know  what  is  the  diameter 
of  tlie  circle  described  by  the  Centre  of  the  ball,  it  is  necessary  to  find  the  vertical  height  by  the  fore- 
going rule;  or  the  following  may  be  adopted.  Divide  the  constant  number  187-68  by  the  number  of 
revolutions  per  minute,  and  the  square  of  the  quotient  will  be  the  vertical  height  in  inches  of  the  centre 
of  suspension  above  the  plane  of  the  ball's  revolution.  Deduct  the  square  of  the  vertical  height  in 
inches  from  the  square  of  the  length  of  the  arm  in  inches,  and  twice  the  squai-e  root  of  the  remainder  is 
the  diameter  of  the  circle  in  which  the  centres  of  the  balls  revolve.  The  vertical  height  of  tlie  governor 
is  in  every  case  taken  as  the  distance  between  this  circle  and  the  point  of  suspension. 

In  considering  the  governor  as  a  system  of  bodies  acted  upon  by  centrifugal  and  centripetal  forces,  the 
same  results  are  obtained  as  where  it  is  regarded  as  a  conical  pendulum.  The  horizontal  distance  of  the 
ball  from  the  spindle,  divided  by  the  vertical  height,  will  give  the  amount  of  centripetal  force ;  and 
the  velocity  of  revolution  requisite  to  produce  an  equivalent  centrifugal  force  may  be  found  by  multi- 
plying the  centripetal  force  of  the  ball  in  terms  of  its  own  weight  by  70-440,  and  dividing  the  product 
by  twice  the  distance  of  the  centre  ball  from  the  centre  of  the  spindle  in  inches.  The  square  root  of  the 
quotient  is  the  right  number  of  revolutions  of  the  spindle  per  minute.  Considering  the  question  in  tliis 
way,  we  first  fix  the  length  of  the  arms  and  the  diameter  of  the  base  of  the  cone,  or  what  is  the  same 
thing,  the  angle  at  which  it  is  desired  the  arms  may  revolve ;  and  then,  by  the  rule  given  above,  we 
make  the  speed  of  revolution  such  that  the  centrifugal  force  will  keep  the  balls  in  the  desired  position. 
Many  persons  find  some  difficulty  in  considering  the  governor  as  a  pendulum,  inasmuch  as  it  may  be 
driven  at  any  speed;  but  each  particular  speed  has  a  vertical  height  of  the  centre  of  suspension  above 
the  plane  of  revolution  proper  to  itself,  and  one  condition  cannot  be  altered  without  affecting  the  other. 
The  metiiod  of  considering  the  governor,  however,  as  a  revolving  system  of  balls,  does  not  involve  this 
difficulty,  and  to  many  engineers  it  will  therefore  be  the  most  satisfactory. 

Weight  of  balls. — The  proper  weight  of  balls  depends  principally  upon  the  nature  of  the  mechanism 
employed  to  transmit  tlie  ftgency  of  the  f^^vcrnor  to  the  throttle-valve.  In  practice  they  are  generally 
somewhere  between  30  and  80  pounds  each.  It  may  be  remarked  in  general,  that  of  two  governors 
performing  the  same  number  of  revolutions  per  minute,  the  one  which  is  farthest  removed  from  its 
throttle- valve,  and  whicli  is  consequently  connected  with  it  l,y  the  most  complicated  mechanism,  ought 
to  have  the  heaviest  balls.  No  general  rule  founded  upon  theory  can  be  given  for  determining  the 
proper  weight  of  these  balls  in  any  particular  case.  In  fact,  according  to  theory,  the  agency  of  the 
governor  is  altogether  independen^of  the  weight  of  the  balls ;  for  the  balls  perform  the  same  number 
of  revolutions  per  minute,  and  revolve  at  the  same  distance  from  the  spindle,  whatever  is  their  weight. 
The  truth  of  this  remark  will  appear  clear  enough  if  each  ball  be  supposed  to  be  compounded  of  a 
number  of  smaller  balls,  each  of  which  would  certainly  keep  the  same  position  as  the  larger  ball ;  and 
every  particle  may  therefore  be  supposed  to  act  for  itself.  Though  the  centripetal  force  of  the  balls  be 
increased,  therefore,  by  adding  to  their  weight,  yet,  inasmuch  as  their  centrifugal  force  when  in  motion 
is  increased  in  the  same  proportion,  their  position,  when  the  governor  is  set  into  revolutior.  cannot  be 
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affected  thereby.  An  increase  in  the  weight  of  the  balls  gives  the  governor  more  power  to  ojjen  oi 
close  the  throttle-valve,  but  does  not  in  any  other  way  affect  its  operation.  Large  engines,  where  the 
valves  are  large  and  stiff,  require  to  have  the  balls  of  the  governor  of  corresponding  size,  especially  if  the 
connections  between  the  governor  and  tlirottle-valve  are  stiff  and  complicated ;  but  in  no  other  respect 
is  the  size  of  the  balls  of  importance.        • 

The  principle  on  which  the  governor  acts,  necessarily  supposes  temporary  variations  of  the  speed 
The  governor,  theoretically  speaking,  does  not  maintain  a  uniform  velocity,  but  restores  it  after  it  has 
been  disturbed.  Suppose  that,  either  by  reason  of  the  diminished  load  upon  the  engine,  or  an  increased 
evaporative  power  in  the  boiler,  the  speed  of  the  engine  is  accelerated,  the  governor,  being  immediately 
affected,  will  cause  a  corresponding  alteration  in  the  throttle-valve ;  but  in  general,  this  alteration  being 
too  much,  the  velocity  of  the  engine  will  be  too  much  retarded.  This  second  error  will  again  affect  the 
governor  in  the  contrary  way,  and  the  speed  fivill  now  be  increased  beyond  the  proper  limit.  Thus  a 
succession  of  alternations  of  effect  will  ensue,  until  the  governor  settles  down  into  the  position  correspond- 
ing to  the  proper  speed.  Tiie  agency  of  the  governor  is  never  brought  into  use  before  a  change  of  ve- 
locity has  taken  place.  The  very  supposition  that  a  governor  acts,  presupposes  that  a  change  of  the 
speed  has  ensued ;  and  which,  though  it  corrects,  it  cannot  prevent  from  arising. 

Varieties  of  governors. — The  conical  pendulum  is  the  governor  employed  almost  universally  for  the 
regulation  of  the  speed  of  rotative  steam-engines.  Yet  other  kinds  have  been  introduced,  and  in  some 
instances  with  a  good  effect.  One  very  sensitive  governor  consists  of  a  cylindrical  double  bellows, 
worked  by  the  engine,  and  furnished  with  a  small  cock  at  the  orifice  at  which  the  air  escapes,  so  that 
it  may  be  contracted  at  pleasure.  When  the  engine  runs  beyond  the  right  speed,  an  additional  quan- 
tity of  air  is  taken  in  by  the  bellows,  which,  as  it  cannot  obtain  a  free  exit  by  the  orifice  contracted  by 
the  cock,  raises  up  the  superior  or  floating  part  of  the  bellows,  to  which  a  rod  is  attached  that  closes 
the  throttle-valve.  When  the  speed  slackens,  the  floating  part  of  the  bellows  subsides,  and  opens  the 
throttle-valve,  until,  after  a  few  fluctuations,  a  mean  point  is  reached — determined  by  the  size  of  the 
orifice  left  for  the  issuing  air — at  which  the  floating  part  of  the  bellows  will  remain  nearly  stationary. 
A  bellows  on  this  j)lan  has  been  for  some  years  attached  to  the  engine  that  gives  motion  to  the  ma- 
chinery in  Truman  and  Hanbury's  brewery,  and  its  operation  is  spoken  of  in  the  highest  terms. 

Another  plan  of  governor  was  some  years  ago  contrived  by  Mr.  Hick,  of  Bolton.  Upon  an  upright 
spindle  he  wound  a  spiral  feather,  and  then  fitted  upon  the  spindle  a  single  ball,  so  that  the  ball  might 
be  moved  up  or  down  on  the  spindle,  but  Avould  turn  on  its  axis  in  the  operation.  To  the  ball  were 
fixed  two  vanes,  which,  impinging  upon  the  air  when  the  ball  was  put  into  revolution  with  a  high  velo- 
city, caused  the  ball  to  mount  up  on  the  sjiiral  feather  or  thread.  So  long  as  the  speedwf  the  shaft 
upon  which  the  ball  was  placed  remained  moderate,  the  ball  continued  at  the  foot  of  the  spiral ;  but 
when  the  speed  was  increased,  the  impact  of  the  vanes  upon  the  air  so  far  resisted  the  rotation,  that  the 
ball  rose  on  the  spiral  feather  in  opposition  to  the  force  of  gravity ;  and  in  its  ascent  it  closed  the  valve. 
A  governor  upon  this  plan  seems  to  be  well  adapted  for  steam  vessels,  if  a  spring  be  substituted  for 
the  ball.  The  ordinary  governor,  however,  may  be  rendered  applicable  to  the  marine  engine  if  the  balls 
be  made  to  move  out  horizontally  instead  of  in  an  arc  of  a  circle.  It  is  clear  that  a  common  governor 
would  not  act  at  sea  without  this  modification,  as  the  balls  would  diverge  or  collapse  at  every  heave  of 
the  ship.  In  Siemen's  chronometric  governor  a  clock  movement  furnished  with  a  weight  and  pendulum 
is  employed.  The  clock  movement  carries  round  a  bevel-wheel  at  a  uniform  speed ;  and  another  bevel- 
wheel  of  the  same  size,  and  situated  upon  the  same  axis,  is  carried  round  by  the  engine  in  an  oppo- 
site direction.  A  bevel-pinion  at  the  end  of  a  crank-arm  geers  with  both  wheels  in  the  manner  of  a 
differential  motion,  and  to  this  crank  is  attached  a  rod  communicating  with  tlie  throttle-valve.  When 
both  wheels  are  moving  at  the  same  speed  the  pinion  remains  stationary,  but  if  one  wheel  travels  faster 
than  the  other,  the  crank  will  be  carried  round  upon  its  axis,  and  will  thereby  affect  the  throttle-valve. 
There  appears  to  be  too  much  complication  in  this  contrivance  to  enable  it  to  gain  an  introduction  into 
practice,  unless  a  clock  movement  be  required  for  other  uses  than  that  of  the  engine. 

The  governor,  as  at  present  applied  to  regulate  the  steam-engine,  acts  only  on  the  throttle-valve,  to 
restrain  the  flow  of  steam  into  the  cylinder  ;  but  in  our  humble  judgment  it  ought  also  to  act  upon  the 
injection-valve,  to  restrain  the  flow  of  water  into  the  condenser.  In  all  cases  of  large  fluctuations  of 
velocity,  inconvenience  and  danger  is  the  inevitable  effect  of  the  injection  water  being  left  without  due 
regulation,  and  in  steam  vessels  in  particular,  accidents  are  frequently  traceable  to  this  cause.  If  the 
injection-cock  be  adjusted  to  give  admission  to  the  right  quantity  of  water  when  the  engine  is  working 
with  a  mean  velocity,  it  will  clearly  admit  too  much  when  the  velocity  is  arrested  so  as  to  be  brought 
to  one-half  or  onc-fouith  of  the  common  speed ;  and  as  the  air-pump  cannot,  when  it  is  working  so 
slow,  deliver  the  water  whicli  rushes  into  the  condenser  in  undiminished  quantity,  the  engine  becomes 
choked  with  water,  and  the  water  sometimes  runs  back  into  the  cylinder,  and  occasions  fracture  by 
resisting  the  descent  of  the  piston.  ^The  most  common  cause  of  breakages  in  steam  machinery  is  the 
entrance  of  water  into  tlie  cylinder.  Sometimes  it  passes  over  with  the  steam,  when  priming  in  the 
boiler  takes  place ;  and  at  other  times  it  finds  its  way  from  the  condenser,  and  this  will  more  frequently 
happen  if  the  cylinder  exliausts  from  below  than  if  it  exhausts  from  the  top  or  superior  portion  of  the 
valve  casing.  The  right  remedy  for  this  danger  is  to  apportion  the  quantity  of  water  admitted  to  an 
engine  to  the  quantity  of  steam ;  and  this  may  be  accomplished  by  placing  a  throttle-valve  in  the 
injection-pipe,  which  will  also  be  operated  on  by  the  governor ;  but  l^tle  condensing  water  will  then  be 
admitted  when  there  is  but  little  steam  to  be  condensed,  and  the  engine  will  neither  be  burdened  by 
ne.idless  water  nor  starvetl  into  ineflSciency  by  an  uiadequate  supply. 

2'ke  cataract. — llie  governors  we  have  already  mentioned  are  chiefly  applicable  to  the  rotative  en- 
gine. The  accredited  governor  of  the  single-acting  or  pumping  engine,  is  the  cataract,  of  which  insiru 
ment  there  are  many  varieties.  The  cataract  consists  of  a  small  pump  plunger,  and  barrel,  set  in  a 
cistern  of  water,  the  barrel  being  furnished  on  the  one  side  with  a  valve,  opening  inwards,  tlirough 
which  the  water  obtains  admission  to  the  pump  chamber  from  the  cistern ;  and  on  the  other  by  a  cock. 
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through  which,  if  the  phingcr  be  forced  down,  the  water  may  be  sent  out  again,  with  a  rapidity  propor- 
tionate to  the  size  of  the  ojifice  left  by  the  cock.  The  engine,  in  its  upward  stroke,  which  is  accom- 
plished by  the  preponderance  of  weight  at  the  pump  end  of  the  beam,  raises  up  the  plunger  of  the 
cataract  by  means  of  a  small  rod,  represented  in  the  drawing  of  valve  geering  already  referred  to — 
the  water  entering  the  pump  chamber  through  the  spindle  valve,  which  is  also  represented,  and  filling 
the  pump  chamber  comjjletely.  By  the  time  the  engine  reaches  the  top  of  the  stroke,  it  liberates  the 
rod  by  which  the  plunger  has  been  drawn  up,  and  the  plunger  then  descends  by  gravity,  forcing  out  the 
water  in  the  barrel,  and  at  the  same  time  opening  the  injection  valve.  If  the  cock  of  the  cataract  be 
shut,  it  is  clear  that  the  plunger  cannot  descend  at  all ;  and  as,  in  that  case,  the  injection  valve  cannot 
be  opened,  the  engine  stands  still :  but  if  tlie  cock  be  slightly  opened,  the  plunger  will  descend  slowly, 
the  injection  valve  will  slowly  open,  and  the  engine  will  make  a  gradual  stroke  as  it  gains  the  water 
necessary  for  condensation.  The  degree  to  which  the  cock  is  opened,  therefore,  determines  the  speed  at 
which  the  engine  moves  ;  so  that  by  the  use  of  the  cataract,  the  speed  of  the  engine  may  easily  be  ad- 
justed to  the  quantity  of  water  in  the  mine.  There  are  other  varieties  of  cataract  employed  besides 
that  liere  described,  but  they  all  depend  upon  the  same  general  principle.  In  some  cases  air  is  used 
instead  of  water,  and  in  others  a  cyhnder  of  oil  is  employed,  fitted  with  a  piston  with  a  valve  after  the 
manner  of  a  pump  bucket,  and  a  small  side  pipe,  fitted  with  a  cock,  which  commmiicates  between  the 
spaces  on  each  side  of  the  piston.  When  the  piston  of  tliis  cataract  is  forced  down,  the  oil  easily  ascends 
through  the  valve  into  the  superior  part  of  the  cylinder ;  but  when  it  is  drawn  up,  the  oil  can  only  escape 
by  the  curved  pipe,  from  the  space  above  the  piston  to  the  space  beneath  it,  by  passing  through  the  con- 
tracted orifice  of  the  cock  ;  and,  though  a  considerable  counterbalance  be  applied,  the  piston,  if  the  cock 
be  partially  closed,  can  ascend  but  slowly.     The  effect  is  the  same  as  in  the  arrangement  first  described. 

iJxpedients  for  ascertaining  the  state  and  power  of  an  engine. —  Water  gages. — There  are  three  kinds 
of  water  gages :  the  first  the  ordinary  gage  cock,  the  second  the  glass  gage,  and  the  third  the  float. 
The  gage  cock,  on  being  turned,  shows  whether  it  is  water  or  steam  that  exists  at  the  level  at  which  it 
is  inserted.  There  are  usually  three  gage  cocks  inserted  in  each  boiler,  at  different  levels ;  and  the  rule 
is,  to  so  feed  the  boiler  that  there  will  be  steam  in  the  top  gage-cock,  and  water  in  the  other  two.  The 
glass  gage  consists  of  a  glass  tube  set  in  front  of  the  boiler,  communicathig  in  its  superior  portion  with 
the  steam  space,  and  in  its  inferior  portion  with  the  water  within  the  boiler,  the  position  of  the  tube 
being  so  adjusted  tliat  the  water  level  stands  at  about  the  middle  of  its  length.  The  tube  is  connected 
at  the  top  and  bottom  to  the  boiler  by  mean^  of  sockets  furnished  with  cocks,  so  that  the  tube  may  be 
blown  through  by  tlie  steam  to  clear  it,  and  the  water  and  steam  may  be  shut  off  if  the  glass  breaks. 
It  is  unsafe  to  trust  to  the  glass  gages  altogether  as  a  means  of  ascertaining  the  water  level,  as  some- 
times they  become  choked,  and  the  water  continues  to  stand  high  in  the  tube  though  it  may  have  sunk 
low  in  the  boiler.  If  the  boiler  be  short  of  steam,  however,  and  a  partial  vacuum  be  produced,  the  glass 
gages  become  of  essential  service,  as  the  gage  cocks  will  not  operate  in  such  a  case,  for  though  opened 
neither  steam  nor  water  will  come  out,  but  air  will  rush  in.  This  sometimes  occurs  in  practice,  and 
glass  gages  are  then  found  to  be  of  especial  value.  We  may  mention,  however,  that  a  vacuum  in  the 
boiler  should  never  be  suffered  to  occur,  as  if  the  boiler  is  short  of  steam  the  throttle-valve  should  be 
closed  to  a  corresponding  degree,  or  a  higher  degree  of  expansion  should  be  employed,  so  that  the  due 
pressure  of  the  steam  may  be  maintained.  A  better  economy  is  to  be  realized  by  this  plan  of  proce- 
dure than  by  suffering  the  engine  to  draw  from  the  boiler  the  attenuated  steam.  In  steam  vessels  the 
operation  of  blowing  off  cannot  be  performed,  unless  the  pressure  of  the  steam  be  considerably  above 
that  of  the  atmosphere,  and  the  neglect  of  this  operation  entails  evils  which  are  of  serious  moment,  and 
which  are  very  expensive  to  cure. 

The  float  gage  consists  of  a  float  resting  on  the  surface  of  the  water,  and  communicating  with  an  in- 
dex, so  that  the  fluctuations  in  the  water  level  are,  by  reference  to  this  index,  made  apparent.  The 
float  is  usually  of  stone  or  cast-iron,  but  is  so  balanced  by  a  counter  weight  as  to  make  its  operation  the 
same  as  if  it  were  a  buoy  of  timber.  In  land  boilers  a  float  is  generally  employed  to  regulate  the  ad- 
mission of  the  feed-water,  and  the  same  float  may  also  indicate  the  height  of  the  water  within  the  boiler. 
The  feed-water  is  admitted  from  a  small  open  cistern  at  the  top  of  the  ptand-pipe,  as  shown  in  Fig.  14*71. 
At  the  bottom  of  the  cistern  is  a  valve,  which  the  float  opens  or  closes,  and  into  the 
cistern  the  water  is  poured  by  the  feed-pump.     When  the  valve  is  open  the  Avater  1471. 

runs  down  into  the  boiler,  but  when  closed  it  runs  away  by  an  overflow  shoot.     The  ^;^ 

foot  of  the  stand-pipe  penetrates  to  near  the  bottom  of  the  boiler,  so  that  steam 
cannot  escape  by  it,  but  the  water  rises  in  the  stand-pipe  to  a  height  proportionate 
to  tlie  pressure  of  the  steam,  and  a  most  effectual  safety-valve  is  thus  provided,  which 
will  come  into  operation  in  the  event  of  a  dangerous  pressure  being  attained.  In  the 
stand-pipe  a  float  is  placed,  which  rises  and  falls  as  the  pressure  of  tlie  steam  varies, 
and  opens  or  closes  the  damper  leading  from  the  boiler  flue  to  the  chimney.  Some 
fitand-pipes  are  contracted  in  their  diameter  below  the  level  at  which  the  damper 
float  usually  operates,  and  danger  has  arisen  from  tliis  cause ;  for  the  float  has  de- 
scended into  this  narrow  neck  when  there  was  no  longer  a  pressure  of  steam  in  the 
boiler,  and  by  stopping  up  the  passage  it  has  prevented  the  access  of  the  feed-water 
The  length  of  the  damper  chain  should  be  so  regulated  as  to  obviate  accidents  of  this 
description,  which  are  not  unlikely  to  burst  the  boiler,  by  causing  the  boiler  bottom 
or  flues  to  become  red-hot.  _^ 

Salt  gages. — In  steam  vessels  it  is  a  commendable  practice  to  apply  salt  gages  to  "^Ip      T, 

the  boiler,  so  that  the  water  may  never  be  suffered  to  reach  an  injurious  degree  of  I J 

saturation.     These  gages  usually  consist  of  glass  balls,  which  operate  on  the  principle       U — <-^ 

of  tlie  hydrometer,  rising  to  the  surface  when  the  water  becomes  highly  concentrated, 

and  therefore  heavier.     In  some  instances  bulbs  of  this  description,  enclosed  in  a  large  glass  tul>e,  are 

fitted  to  the  front  of  each  boiler ;  but  the  general  plan  is  to  draw  off  some  of  the  water  into  a  sei)arate 
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vessel,  and  then  to  test  its  saltness  by  an  instrument  provided  for  the  purpose.  The  Don  Juan  steamei 
■was  fitted  with  large  copper  balls,  to  determine  the  saltness  of  the  water  in  the  boiler :  they  were  of 
course  totally  immersed  in  the  water,  and  as  the  water  increased  in  density  they  rose  and  opened  the 
blow-off  valve,  which  was  made  of  such  a  construction  as  to  be  capable  of  being  easily  opened.  There 
is  too  much  refinement  probably  in  tliis  expedient,  and  the  ball  requires  to  be  large  to  realize  a  sufiicient 
motive  force  to  make  the  action  of  the  instrument  certain,  yet  the  operation  of  the  plan  is  very  complete, 
especially  if  conjoined  with  a  self-acting  feed,  as  was  the  case  in  the  instance  referred  to.  A  good  salt 
gage  is  still  a  desideratum,  for  the  plan  of  drawing  off  water  from  the  boiler,  and  testing  it  by  an  hydro- 
meter, is  very  inconvenient  in  practice.  A  salt  gage,  to  be  a  convenient  instrument,  should  indicate,  by 
a  hand  or  other  simple  appendage,  the  density  at  tlie  time  of  observation  of  the  water  in  the  boiler,  antl 
such  an  instrument  becomes  of  especial  importance  if  the  amount  of  water  blown  off  be  regulated  by  the 
position  of  the  feed-cocks,  as  is  done  in  the  case  of  Mr.  Lamb's  blow-off  apparatus  for  steam  vessels, 
which  is  now  gaining  an  extensive  introduction.  In  this  apparatus  the  mouth  of  the  blow-off  pipe  within 
the  boiler  is  situated  near  the  water  level,  whereby  it  catches  and  removes  from  the  boiler  the  particles 
of  impalpable  matter  which,  by  their  subsidence  on  the  flues,  occasion  scale. 

Mr.  Lamb  attaches  a  valve  to  the  mouth  of  the  blow-off  pipe  regulated  by  a  float,  with  the  view  of 
preventing  the  steam  from  blowing  off  when  the  water  has  subsided  below  the  said  mouth,  which  is 
situated  about  12  inches  beneath  the  average  water  line.  The  float  is  made  of  copper,  of  the  form  of 
an  oblate  spheroid,  with  a  tube  passing  tlirough  it  for  the  reception  of  a  spindle,  the  position  of  which  in 
reference  to  the  float  is  regulated  by  nuts  above  and  below  the  float,  wliich  connect  with  screw  threads 
cut  upon  the  spindle.  The  valve  resembles  a  flute  key.  The  lower  end  of  the  spindle  is  attached  to 
the  valve  arm,  so  as  to  enable  the  float  to  exert  a  greater  power,  and  the  upper  end  of  the  spindle  moves 
in  a  guide  attached  to  any  convenient  part  of  tlie  boiler.  By  this  apparatus  the  operation  of  blowing 
off  is  continuously  performed ;  but  when  the  salt  gage  shows  that  the  quantity  of  water  blown  off  is 
either  needlessly  great  or  insufficient,  tlie  position  of  the  feed-cock  is  altered  so  as  to  give  a  diminished 
or  increased  supply.  When  more  feed-water  is  admitted,  the  float  upon  the  surface  of  the  water  opens 
the  blow-off  valve  more  widely,  and  permits  a  larger  quantity  of  water  to  be  blown  out ;  and  when  less 
feed-water  is  admitted,  the  contrary  effect  is  produced.  The  operation  of  the  float,  therefore,  is  to  main- 
tain the  Avater  at  a  uniform  level,  and  also  to  preserve  the  water  within  the  boiler  at  a  uniform  density 
so  soon  as  the  right  position  of  the  feed-cock  is  ascertained.  In  bailers  which  are  thus  worked,  or  to 
which  brine  pumps,  or  any  continuous  blow-off  contrivandis  are  applied,  an  efficient  salt  gage  is  indis- 
pensable, as  there  can  otherwise  be  no  intimation  of  the  accidental  interruption  of  the  operation,  and 
inucli  mischief  may  be  the  result.  In  the  ordinary  way  of  blowing  off,  where  the  engineer  keeps  the 
blow-off  cocks  open  until  the  water  level  has  descended  any  given  number  of  inches,  it  is  certain  tliat 
if  the  water  level  descends,  a  certain  volume  of  super-salted  water  has  been  ejected ;  unless,  indeed,  a? 
has  sometimes  happened  where  there  is  a  difference  of  pressure  in  the  different  boilers,  one  boiler  hai- 
discharged  its  contents  into  the  other  when  all  the  blow-off  cocks  are  opened  at  once.  But  in  the  ordi 
nary  operation  of  blowing  off  one  boiler  at  a  time,  a  determinable  quantity  of  water  is  expelled  by  blow- 
ing out  at  determinate  intervals  with  a  certainty  which  leaves  nothing  to  the  chances  of  accidental  de- 
rangement, and  which  the  use  of  the  salt  gage  in  the  case  of  boilers  fitted  with  any  description  of  con- 
tinuous blow-off  is  indispensable  to  insure. 

Steam  gage. — The  steam  gage  consists  generally  of  a  simple  tube,  sometimes  of  glass  and  sometimes 
of  iron,  bent  so  as  to  form  the  letter  U.  One  of  the  ends  is  placed  in  communication  Avith  the  boiler,  and 
the  other  end  is  open  to  the  atmosphere.  Into  the  bent  part  of  the  tube  mercury  is  poured,  which,  it 
not  acted  on  by  the  steam,  will  stand  at  equal  heights  in  both  legs  of  the  tube.  If,  hoAvever,  the  steam 
be  admitted  to  act  upon  the  mercury  at  one  of  the  extremities  of  the  tube,  it  Avill  force  it  up  in  the 
other  leg,  and  may  be  made  to  indicate  the  amount  of  pressure  on  a  divided  scale.  The  scale  is  com- 
monly divided  into  inches  and  parts  of  an  inch,  each  inch  corresponding  to  a  pressure  of  very  nearly 
one  pound  on  the  square  inch.  Some  people  prefer  estimatuig  the  elasticity  of  the  steam  by  pounds 
per  circular  inch.  For  this  purpose  each  of  the  divisions  of  the  scale  ought  to  be  1  -^  inches,  and  these 
divided  again  into  10  equal  part%,  when  the  pressure  in  lbs.  and  tenths  of  a  lb.  will  be  shown  by  the 
scale.  When  the  tube  is  constructed  of  iron,  it  is  necessary  that  a  float  of  'W'ood  resting  on  the  top  of 
the  mercury  should  ascend  above  the  tube,  and  indicate  on  a  proper  scale  the  place  of  the  mercury.  It 
is  clear  that  every  inch  the  mercury  rises  in  the  open  end  of  the  tube  occasions  a  difference  of  level  of 
two  inches,  for  tlie  level  in  the  leg  pressed  on  by  the  steam  falls  an  inch  at  the  same  time  that  the  level 
in  the  open  end  rises  an  inch.  Some  steam  gages  consist  of  a  straight  glass  tube,  with  one  end  termi- 
nating in  a  small  cistern  of  mercury,  Avhile  the  other  end  is  open,  and  the  mercury  is  forced  up  into  the 
tube  by  tlie  pressure  of  the  steam.  In  tliis  case  the  graduation  lias  to  be  such  that  a  pound  pressure 
will  be  represented  by  two  inches  in  height  upon  tlie  scale,  for  the  level  of  mercury  in  the  cistern  does 
not  subside  appreciably  by  the  rise  of  mercury  in  the  tube.  The  siphon  gage  is  the  one  generally 
employed,  and  it  appears  to  be  entitled  to  the  preference  it  enjoys.  Every  boiler  ought  to  be  provided 
with  a  steam  gage  as  a  precaution  of  safety,  as  Avell  as  a  means  of  seeing  that  the  steam  is  kept  steadily 
up.  If  the  pressure  rises  to  any  dangerous  pitch,  the  mercury  will  be  bloAvn  out  of  the  gage,  and  the 
escape  of  steam  Avill  notify  the  existence  of  danger.  In  such  case,  if  tlie  safety-valve  cannot  be  raised, 
from  derangement  or  otherwise,  the  best  plan  is  to  open  the  bloAV-through  valve  of  the  engine.  To 
start  tlie  engine  might  cause  a  flow  of  water  from  the  feed-pump  over  hot  plates  Avitliin  the  boiler,  if  the 
water  be  at  the  same  time  low  within  it,  and  an  explosion  might  be  the  consequence  of  such  an  indiscretion. 

Vacuum  gage. — The  vacuum  gage  is  a  barometer  for  determining  tlie  relative  elasticities  of  the  air 
and  of  the  attenuated  vapor  in  the  condenser.  It  consists  of  a  glass  tube,  of  which  the  inferior  orifice 
is  inserted  in  a  small  cistern  of  mercury,  Avhile  the  superior  orifice  is  fitted  Avith  a  small  pipe,  which 
communicates  Avith  the  interior  of  the  condenser.  The  air  presses  on  the  surface  of  the  mercury  in  the 
ristern,  while  the  pressure  of  the  condenser  vapor  only  exists  Avithin  the  tube,  and  the  mercury  rises  in 
Uie  tube  to  a  height  corresponding  to  the  difference  of  these  pressures — usually  to  a  height  of  about  27 
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inches.  There  is  a  good  deal  of  oscillation  in  the  mercury  of  a  vacuum  gage  if  tlie  cock  in  the  pipa 
leading  from  the  top  of  the  tube  to  the  condenser  be  opened  fully,  and  it  should  therefore  be  nearly 
closed  before  the  observation  of  the  quahty  of  the  vacuum  is  made,  else  it  will  be  very  difficult  to  tell 
at  what  point  the  mercury  stands  on  the  average,  in  consequence  of  its  rapid  rising  and  suljsidence.  lu 
the  graduation  of  vacuum  gages  reference  enough  is  not  generally  had  to  the  size  of  the  mercury  cis- 
tern, which  is  usually  made  small ;  and  as  the  subsidence  of  the  level  of  the  mercury  in  the  cistern  falls 
considerably  when  the  tube  becomes  full,  the  graduation,  if  made  in  inches,  is  correspondingly  inaccu- 
rate, as  the  divisions  should  be  less  than  an  inch  apart  to  represent  inches,  if  the  surfoce  of  the  mercury 
in  the  cistern  falls.  Some  vacuum  gages  are  made  on  the  principle  of  indicating  the  difference  between 
the  vacuum  in  the  condenser  and  a  perfect  vacuum,  instead  of  the  difference  between  the  vacuum  in  the 
condenser  and  the  pressure  of  the  atmosphere.  This  species  of  vacuum  gage  is  much  used  in  sugar  re- 
tining,  and  is  convenient  there  from  its  portable  nature ;  but  it  has  not  met  with  any  extended  adoption 
for  the  uses  of  the  steam-engine.  A  siphon  vacuum  gage,  like  the  steam  gage  in  form,  is  also  some- 
times used ;  but  the  straight  glass  tube,  arranged  in  the  manner  we  have  described,  is  generally  pre- 
ferred to  any  other  arrangement. 

The  indicator. — The  indicator  is  an  instrument  for  determining  the  amount  of  power  actually  exerted 
by  an  engine.  In  computing  the  power  of  engines,  one  important  element  is  the  unbalanced  pressure 
of  tile  steam  on  the  piston ;  and  any  inaccuracy  in  the  statement  of  this  particular  mu^t  vitiate  the  cal- 
culation, and  give  an  erroneous  result.  In  all  ordinary  cases,  even  when  no  expansion  geer  is  used,  it  is 
wrong  to  reckon  the  pressure  of  the  steam  in  the  cylinder  as  uniform,  or  the  condensed  vapor  as  of  a 
constant  elasticity ;  and  to  assume  that  the  pressure  in  the  cylinder  is  the  same  as  that  indicated  by 
the  steam  gage,  is  to  introduce  a  fallacy  into  the  computation  of  power.  The  use  of  the  indicator  is  to 
measuie  and  register  the  variations  of  pressure  during  a  complete  stroke  of  the  engine,  and  thus  to  ob- 
tain accurate  data  whereby  the  effective  power  of  the  engine  may  be  computed. 

The  indicator  consists  of  a  small  cylinder  c,  Fig.  1472,  placed  in  connection  with  the  cylinder  of  the 
engine  either  above  or  below  the  piston,  and  fitted  with  a  piston  P,  which  is  connected  with  the  spiral 
spring  ,9.    By  opening  the  cock  of  the  indicator  the  steam  is  admitted  below  the  piston  P,  on  which  it 

{jrcsses  during  the  whole  stroke.  If  the  pressure  were  uniform,  the  piston  would  remain  stationary ; 
)ut  if  the  pressure  vary,  the  piston  will  have  corresponding  movements  either  up  or  down.  If  a  pencil 
p,  be  attached  to  the  piston-rod,  it  will  register  the  variations  of  pressure  upon  a  piece  of  paper  held 
against  it ;  but,  unless  some  provision  were  made  to  give  a  clear  space  upon  the  paper  at  each  instant 
of  time,  one  mark  of  the  pencil  would  be  upon  the  other,  and  the  registration  could  not  be  deciphered : 
bat,  if  the  paper  receives  a  continuous  lateral  motion  in  one  direction  dui'ing  the  down  stroke  of  tho 


Siston,  and  a  re\  ersed  motion  during  the  return  stroke,  while  the  pencil  moves  vertically,  a  continuous 
ne  will  be  traced  upon  the  paper,  which  will  inclose  a  space,  and  the  vertical  ordinates  of  the  figure 
will  represent  the  effective  pressure  during  a  complete  stroke.  Instead,  however,  of  using  a  plain  sur- 
face, as  was  done  in  Boulton  and  Watt's  establishment  for  some  time  after  its  formation,  it  is  now  the 
universal  practice  to  wind  the  paper  round  a  cylinder,  or  roller,  which  is  made  to  turn  upon  its  axis 
with  a  reciprocating  motion,  and  the  apparatus  is  thus  rendered  more  compact.  If  tlie  pressure  of  the 
steam  were  uniform,  the  line  described  upon  the  paper  would  be  in  a  plane  perpendicuhir  to  the  axis  of 
the  roller,  so  that,  if  the  paper  were  unrolled,  the  fine  would  be  straight.  The  paper  is  fastened  to  the 
roller  by  means  of  a  catch  /;,  the  edge  of  Avhich  is  graduated.  Before  the  instrument  is  connected  with 
the  steam  cylinder,  the  roller  is  set  in  motion,  and  the  pencil  then  describes  a  neutral  line,  wluch  repre« 
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Bents  the  pressure  of  the  atmosphere — any  vertical  ordinate  above  this  being  the  steam  pressure  abov« 
that  point,  and  any  vertical  ordinate  below,  the  pressure  below  it.  If  the  connection  between  the  indi 
cator  and  the  cylinder  be  now  formed,  while  steam  is  entering  the  cylinder,  the  piston  of  the  indicator 
will  rise ;  and,  if  steam  is  escaping  from  the  cylinder,  it  will  fall ;  the  extent  of  rise  and  fall  leing  reg- 
ulated by  the  spiral  spring,  which  yields  more  as  the  pressure  becomes  greater.  The  vertical  motion 
of  the  pencil,  combined  with  the  circular  motion  of  the  roller,  will  form  a  curve  more  or  less  regular, 
the  vertical  ordinates  of  which  represent  the  values  of  the  steam  pressure  and  vacuum  during  a  com- 
plete stroke,  measured  by  the  scale  which  is  marked  upon  the  roller  clasp.  The  graduation  of  this 
scale  depends  upon  the  strength  of  the  spring  s,  which  forces  the  piston  down  when  the  steam  ceases  to 
force  it  up ;  because,  the  stronger  the  spring  is  made,  the  smaller  is  the  distance  through  which  steam 
of  a  given  force  Avill  compress  it  by  raising  the  piston.  The  alternate  motion  of  tlie  roller  is  given  by 
connecting  it  with  any  reciprocating  part  of  the  engine,  such  as  the  parallel  motion,  by  means  of  a  cord 
attached  to  the  pulley  a,  which  is  iixed  upon  the  same  axis  as  the  paper  roller  d.  Tliis  cord  gives  mo- 
tion in  one  direction,  and  the  return  motion  is  received  from  a  spring  in,  which  is  coiled  up  like  a  watch- 
spring  ;  Z  is  a  guide  pulley  for  changing  the  direction  of  the  cord  when  it  passes  from  the  pulley  a ;  it 
is  not  shown  in  its  place  except  in  the  bottom  plan,  where  part  of  it  is  dotted  in. 

Let  us  now  suppose  the  engine  to  be  in  motion,  and  the  stop-cock  of  the  indicator  closed.  If  the 
cord  be  drawn  out  by  hand,  or  connected  with  the  engine,  the  pencil  pressing  against  the  paper  will 
describe  the  horizontal  line  representing  the  atmospheric  pressure ;  and  if,  when  the  piston  is  at  the  top 
of  its  stroke,  the  indicator  stop-cock  be  opened,  it  will  commence  its  registration.  "When  the  steam  be- 
gins to  rush  into  the  cylinder,  it  will,  of  course,  also  press  upon  the  piston  of  the  indicator,  which  it  will 
raise,  and  with  it  the  pencil ;  and  the  roller,  with  the  paper  upon  it,  being  moved  by  its  connection 
with  the  engine,  a  line  will  be  traced  upon  the  paper,  which  rises  higher  up  on  the  cyhnder  as  the  pres- 
sure of  the  steam  increases,  and  comes  lower  upon  it  as  the  steam  pressure  subsides.  The  area  of  the 
curve  traced  out  by  the  pencil,  therefore,  represents  the  pressure  on  the  piston  through  all  its  variations, 
and,  when  multiplied  by  the  number  of  strokes,  represents  the  power  exerted  by  the  engine.  Tliis 
power  has  no  connection  with  the  nominal  horse  power,  which  is  determined  by  the  dimensions  of  the 
engine,  and  which  does  not  vary  with  variations  in  the  pressure  of  the  eteam ;  but  it  is  the  effective 
power,  or  the  power  actually  exerted. 

The  indicator,  however,  not  merely  tells  the  amount  of  power  exerted  by  every  stroke  of  an  engine, 
but  the  nature  of  the  faults  by  which  the  power  is  impaired.  A  particular  form  of  the  indicator  dia- 
gram sliows  that  the  ports  of  the  cyhnder  are  too  small ;  and  the  indication  in  such  a  case  obviously  is 
to  enlarge  them.  If  the  valve  be  wrongly  set,  the  indicator  will  explain  the  natm-e  of  the  imperfection, 
and  its  adjustment  then  becomes  easy.  By  the  indicator  too  the  amount  of  power  consumed  by  each 
of  the  several  mechanisms  of  a  factory  may  be  determined,  and  the  relative  values  of  different  oils  fixed 
Uiat  may  be  employed  for  the  lubrication  of  the  shafts.  If,  for  examjile,  it  is  wanted  to  know  tlio 
amount  of  power  consumed  by  a  fan  or  a  saw-mill  that  may  be  driven  by  the  engine,  the  machine  in 
Question  has  only  to  be  put  in  connection  with  the  engine,  Avliile  all  the  rest  of  the  machinery  of  the 
factory  is  cast  off;  and  if  the  indicator  be  applied  to  the  engine,  the  amount  of  power  consumed  in  dri- 
ving the  one  machine  will  be  determined ;  and  then  it  will  be  foimd,  by  taking  another  diagram,  with 
all  the  macliinery  on,  what  proportion  this  part  bears  to  the  total  power.  In  testing  the  quahty  of  oils, 
if  it  be  found  that  the  engine  requires  more  power  to  drive  the  shafting  with  one  kind  of  oil  than  with 
another,  that  which  involves  the  largest  expenditure  of  power  is,  of  course,  the  worse.  To  read  off  the 
indications  of  the  indicator  is  a  thing  every  one  may  do  after  the  foregoing  explanation.  The  pencil 
describes  a  curved  line  inclosing  a  space.  Across  that  space  any  number  of  lines  may  be  drawn  at 
right  angles  to  the  atmospheric  line.  The  lengths  of  the  lines  are  tlien  measured  on  a  scale,  and  their 
mean  taken,  which  mean  represents  the  power  exerted.  The  indicator  is  an  invention  of  Watt's,  but 
it  does  not  very  clearly  appear  who  it  was  that  first  applied  the  pencil  to  trace  a  cmve.  The  apphca- 
tion  was,  however,  first  made  at  Soho,  probably  by  Mr.  Southern  or  Mr.  Creighton. 

Continuous  indicator. — A  continuous  indicator  is  an  instrument  that  will  not  merely  ascertain,  but 
also  register  the  work  done  by  an  engine  during  any  given  period,  whereby  the  performance  of  one 
engine  may  be  compared  with  the  performance  of  another,  to  the  end  of  asceitaining  which  is  the  most 
economical  in  fuel.  In  Cornwall  this  object  is  accomplished  by  means  of  a  counter,  which  merely  reg- 
isters the  number  of  strokes  made  by  the  engine ;  but  this  expedient  will  only  answer  wliere  the  load 
upon  the  engine  is  constant  and  easily  measurable,  and  becomes  of  but  little  avail  in  a  steam  vessel, 
where  the  load  is  continually  varying.  The  invention  of  an  instrument  of  a  simple  kind,  that  will  re- 
cord the  varying  power  of  the  engine  under  all  circumstances  of  speed  and  variation  of  expansion,  be- 
comes an  object  of  no  trivial  importance,  when  it  is  recollected  that  such  an  instrument  is  indispensable 
to  the  success  of  any  effectual  scheme  of  registration.  This  chasm  has  now  been  filled  up  by  W.  H. 
Linslay.  By  registration  we  mean  the  determination  by  an  authorized  person  of  the  power  exerted  by 
steam  vessels,  or,  in  other  words,  the  work  done  in  relation  to  the  fuel  consumed,  and  the  publication  of 
these  results  obtained  from  a  large  number  of  steam  vessels  at  regular  intervals ;  so  that  it  may  appear 
on  the  face  of  a  table  suitably  drawn  up  what  steam  vessels  are  the  most  effectual.  These  published 
tables  would,  therefore,  be  identical  in  all  their  main  features  with  the  tables  published  in  Cornwall  by 
the  Messrs.  Lean ;  and  indeed  the  measure  we  propose  consists  in  the  extension  to  steam  vessels  of  the 
system  of  registering  the  duti/  of  engines  pursued  in  Cornwall,  and  which  has  produced  such  beneficial 
effects  in  tliat  district. 

The  best  proof  of  the  saving  in  fuel  derivable  from  the  plan  of  registering  the  duty  of  steam-eiigines 
consists  in  an  enumeration  of  the  wonders  it  has  already  done ;  and  we  find  tliat  the  amount  of  work 
performed  in  Cornwall  by  a  bushel  of  coal,  represented  by  20,000,000  in  1815,  had  arisen  to  60,000,000 
m  1848.  Nor  is  this  a  soUtary  case,  but,  on  the  contrary,  it  is  the  average  duty  of  all  the  engines  regis- 
tered at  the  two  periods,  so  that  the  expense  of  fuel  to  do  the  same  amount  of  work  is  at  present  only 
one-third  of  what  it  was  in  1815,  and  we  think  we  may  add  only  one-tliird  of  what  it  would  have  been 


ENGINES,  RULES  FOR  CALCULATING  THE  PARTS  OF.  65£ 

now,  had  the  plan  of  registration  not  been  adopted.  Tlie  Messrs.  Lean  have  drawn  up  a  table  which 
makes  the  value  of  this  system  very  conspicuous,  and  from  which  it  appears  tliat  the  Cornish  mine 
owners  are  now  saving  about  £85,000  per  annum  in  their  limited  operations,  by  the  simple  expedient 
of  registering  and  pubHshing  tlie  duty  of  their  engines.  Such  a  practice  puts  all  the  engineers  upon 
their  mettle,  and  induces  an  emulation  out  of  which  improvement  cannot  but  spring ;  and  at  the  same 
time  it  stimulates  all  engine  attendants  to  a  more  sedulous  attention,  as  any  negligence  on  their  part 
will  be  sure  to  tell  to  tlieir  disadvantage.  If  such  a  saving  can  be  realized  out  of  the  contracted  sphere 
of  Cornish  engineering,  what  a  magnificent  result  might  not  be  realized  by  the  application  of  the  plan 
to  the  innumerable  steam  vessels  of  this  country  !  Yet  the  saving  in  the  cost  of  the  coal  in  the  case  oi 
steam  navigation,  important  as  it  would  be,  is  not  the  greatest  benefit  of  such  an  economy :  the  powers 
of  steam  navigation  would  be  prodigiously  increased,  and  its  profits  correspondingly  augmented,  by  any 
improvement  by  which  the  quantity  of  coal  carried  was  materially  lessened ;  for  steam  vessels  could 
then  go  farther  without  a  relay  of  coal,  or  could  carry  more  cargo,  and  the  growth  of  our  steam  marine 
woukl  just  be  in  proportion  to  the  extension  of  the  limits  which  now  hinder  its  development. 

It  is  needless,  however,  to  dwell  much  on  the  advantages  of  the  system  of  registration,  as  they  must 
be  conspicuous  enough  to  every  one  who  gives  attention  to  the  subject.  Professor  Moseley  professes  to 
have  invented  an  indicator  of  the  continuous  kind,  but  it  is  far  too  complicated  for  ordinary  practice ; 
and  as  some  of  the  parts  drive  the  other  parts  by  friction  surftices,  which  are  apt  to  slip  should  a  little 
oil  chance  to  fall  upon  them,  its  indications  are  correspondingly  uncertain.  A  suitable  indicator  being 
obtained,  every  steamer  of  any  pretensions  should  be  provided  with  one,  and  an  inspector  should  then 
be  appointed,  in  whose  skill  and  lionesty  all  parties  have  confidence,  and  whose  business  it  should  be 
to  examine  the  indications  of  the  several  instruments,  and  make  up  from  thence  tables  of  the  perform- 
ance of  each  vessel,  which  should  periodically  be  published.  The  quantity  of  coal  consumed  could  of 
course  only  be  got  at  by  a  reference  to  the  coal  accounts  of  the  several  vessels ;  and  it  would  be  a  good 
thing  if  those  coal  accounts  were  all  kept  upon  a  uniform  plan  to  faciUtate  the  discovery  of  this  ele- 
"ment. 

A  continuous  indicator  of  a  very  complete  description  was  some  years  ago  brought  under  the  notice 
of  tlie  British  Association  by  Dr.  Lardner,  though  its  expense  and  complication  were  too  great  to  war- 
rant its  introduction  in  practice.  A  web  of  paper  was  wound  upon  a  small  brass  drum,  and  a  larger 
drum,  which  was  put  into  revolution  by  means  of  clock-work,  wound  the  web  of  paper  off  the  small 
drum  on  to  itself.  At  suitable  distances  round  the  larger  drum  pencils  of  different  colors  were  placed, 
which  were  acted  upon  by  floats  placed  in  siphon  tubes  of  mercury,  to  which  the  steam-pipe,  condenser, 
<fec.,  were  respectively  connected.  When  the  pressure  of  steam  in  the  boiler  varied,  the  pencil  attached 
to  the  float  in  the  siphon  gage  communicating  with  the  boiler  was  elevated  or  depressed  correspondingly, 
and  traced  a  line  upon  the  drum  above  or  below  the  right  position.  At  the  termination  of  the  voyage 
the  paper  was  taken  off  and  translated  into  words,  and  the  difference  in  the  colors  of  the  different  pen- 
cils prevented  the  lines  made  by  each  from  being  confounded  with  any  other.  There  was  more  trouble 
connected  with  the  use  of  this  instrument  than  engineers  would  willingly  take,  and  more  expense  than 
the  proprietors  of  steam  vessels  would  willingly  incur,  added  to  which  it  took  no  satisfactory  cognizance 
of  any  variation  in  the  degrees  of  expansion,  though  that  is  the  most  important  of  the  elements  demand- 
ing registration. 

Counter. — ^l^he  counter  is  an  instrument  with  wheelwork  so  contrived,  that,  by  every  stroke  of  the 
engine,  an  index  hand  is  moved  a  certain  distance  forward,  so  that  it  registers  or  counts  the  number  of 
strokes  made  by  the  engine  during  any  given  period.  The  construction  of  the  counter  varies  very  much : 
in  most  cases,  however,  the  wheels  are  moved  round  by  a  pendulum  attached  to  some  vibrating  part  of 
the  engine,  the  wheel  being  carried  on  one  tooth  by  every  vibration.  Some  of  the  French  counters  are 
extremely  neat  and  portable,  being  much  like  a  pedometer  watch  in  size  and  appearance.  A  very  ele- 
gant counter  for  locomotive  engines  has  been  contrived  by  Mr.  Adie :  an  endless  screw  works  into  the 
rim  of  two  small  wheels,  situated  on  the  same  axis,  but  one  wheel  having  a  tooth  more  than  the  other. 
A  differential  motion  is  thus  obtained,  of  great  slowness,  for  the  wheel  with  the  additional  tooth  will 
only  move  slightly  more  slowly  than  the  other  wheel,  and  the  result  is  indicated  by  the  difference  of 
the  two  speeds.  The  end  of  the  screw  is  attached  to  a  revolving  part  of  the  engine,  by  means  of  an 
appropriate  fiistening,  and  the  wheels  hang  do\vn  like  a  pendulum  from  it,  and  do  not  turn  with  tlie 
I'evolving  part  in  question,  so  that  the  wheels  are  turned  on  their  axis  by  the  screw,  without  any  thing 
of  the  nature  of  reciprocation.  The  counter  was  first  introduced  by  Mr.  Watt,  and  was  attached  by 
him  to  the  Cornish  engines  for  the  purpose  of  showing  the  proportion  of  savings  in  fuel  due  to  him  from 
the  application  of  his  improved  engine ;  and  in  the  case  of  those  engines  which  were  uniformly  loaded, 
the  counter  afforded  a  correct  indication  of  the  power  exerted.  The  number  of  strokes  of  the  engine 
multiplied  by  the  capacity  of  the  pump,  and  the  height  tiirough  which  the  water  is  raised,  will  give  a 
quantity  representative  of  the  engine  power ;  and  in  the  case  of  pumping  engines,  the  indications  of  the 
counter  will  enable  us  to  determine  the  duUj,  the  registration  of  which  has  in  Cornwall  been  productive 
of  such  beneficial  effects. 

Dynamometer. — In  screw  vessels  the  forward  thrust  of  the  screw  has  been  measured  by  a  dynamo- 
meter, an  instrament  constructed  on  the  principle  of  a  weighing-machine,  in  which  a  small  weight  or 
spring  pressure  at  the  index  will  sustain  a  much  greater  weight  or  pressure  at  the  other  end.  In  the 
Rattler  screw  steamer  the  forward  thrust  of  the  screw,  as  determined  by  the  dynamometer,  was  found 
to  be  about  four  tons,  and  it  was  also  found  that  when  a  piece  of  paper  was  drawn  slowly  along  be- 
neath the  index,  a  pencil  attached  to  the  index  described  upon  the  paper  a  serrated  line  showing  great 
fluctuations  of  pressure  in  tlie  different  positions  of  the  screw.  The  greatest  thrust  is  when  the  screw 
bhide  is  in  a  line  with  tlie  stern  post.  A  dynamometer  has  also  been  employed  in  Woolwich  dockyard 
to  test  the  tractive  force  of  paddle-wheel  steamers.  Morin's  dynamometer  is  usually  employed  for  as 
tertaining  the  resistance  of  railway  trains.  It  consists  substantially  of  two  blades  of  steel,  the  flexure 
cf  which  indicates  the  resistance. 
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ENGINE,  VARIETIES  OF  THE  STEAM..— Condensinff  and  hiffh-pressure  enffines.—Stoam-eagims 
of  every  kind  are  divisible  into  two  great  classes — high-pressure  engines  and  condensing  engines.  Con- 
densing engines  are  sometimes  also  worked  with  a  high  pressure  of  steam,  and  the  distinctive  appellation 
of  high-pressure  engines  is  applied  to  engines  of  which  the  steam  is  not  condensed.  All  locomotive 
engines  are  of  the  high-pressure  variety ;  and  generally  all  engines  are  made  on  the  high-pressure  plan, 
where  the  carriage  of  condensing  water  would  be  inconvenient,  or  the  first  cost  of  the  machine  becomes 
a  point  of  more  importance  than  an  increased  consumption  of  fuel.  High-pressure  engines  are  neces- 
sarily more  expensive  in  fuel  than  low-pressure  engines,  as  they  occasion  tlie  loss  of  the  power  derivable 
from  a  vacuum ;  and  as  the  quantity  of  heat  in  the  same  weight  of  steam  is  nearly  the  same  at  all 
pressures,  there  is  no  countervailing  source  of  economy  to  compensate  for  this  deduction.  "Where  high- 
pressure  steam  is  employed,  it  is  expedient  to  make  the  pressure  considerable,  as  the  deduction  to  be 
made  for  the  pressure  of  the  atmosphere  is  less  in  proportion,  with  a  high,  than  with  a  moderate 
pressure.     Some  locomotive  engines  are  worked  as  high  as  90  pounds  on  the  square  inch. 

The  pumping  engine. — The  pumping  engine,  as  arranged  by  Watt  at  an  early  period  of  his  career,  and 
the  modern  pumping  engine,  differ  from  this  primitive  type  only  in  a  few  details  of  secondary  impor- 
tance ;  excepting,  however,  the  use  of  steam  of  a  higher  pressure,  and  the  larger  employment  of  the 
principle  of  expansion,  by  which  a  gi-eatly  increased  economy  of  fuel  has  been  realized. 

All  the  Cornish  engines  are  furnished  with  a  steam-jacket  to  the  cylinder,  and,  in  some  cases,  a  flue 
winds  spu'ally  round  the  jacket,  carrying  hot  air  from  a  small  fire  in  the  engine-house,  to  maintain  the 
temperature  of  the  steam  unimpaired.  Where  this  is  not  done,  the  cylinder  is  encased  in  a  large  jacket, 
filled  with  some  non-conducting  substance,  or  is  covered  with  wood. 

In  most  pumping  engines  one  end  of  the  beam  is  made  longer  than  the  other,  the  intention  being  to 
enable  the  cylinder  to  have  a  long  stroke,  without  communicating  such  a  velocity  to  the  pump  buckets 
as  will  make  them  strike  hard,  and  wear  themselves  quickly  out.  One  advantage  of  a  long  stroke  is, 
that  high-pressure  steam  may  be  used  without  being  obliged  to  make  the  parts  inconveniently  strong ; 
for  the  principal  parts  of  the  engine  have  to  be  made  of  the  same  strength  whatever  be  tlie  length  of 
the  stroke,  and  to  increase  the  diameter  of  the  cylinder,  to  compensate  for  shortness  of  the  s^^^roke, 
involves  the  necessity  of  a  strong  and  expensive  engine.  Woolf's  plan  of  employing  two  cylinders  is 
sometimes  used  as  an  alternative  remedy,  and  in  some  recent  engines  the  plan  has  been  much  simpli- 
fied, by  placing  tlie  small  cylinder  on  the  top  of  the  large  one,  and  working  both  with  the  same 
piston-rod ;  althougli  there  is  less  irregularity  in  the  impelling  force,  there  is  greater  complexity  in  the 
macliine,  bo  that  a  long  stroke  with  an  unequal  beam  appears  to  be  a  preferable  expedient. 

The  pump  valves  of  engines  working  high  lifts  are  a  continual  somxe  of  trouble  and  expense,  and 
many  expedients  have  been  contrived  to  abate  the  shock  and  tremor  caused  by  their  rapid  closing.  Of 
these,  the  best  is  probably  the  valve  known  as  Harvey  and  West's,  which  is,  in  all  its  material  features, 
identical  with  tlie  balance  valve.  This  valve  presses  down  with  very  little  force,  and  an  annular  recess 
is  frequently  made  in  the  pump  bucket,  which  is  filled  with  end-wood,  on  which  the  valve  falls.  In 
some  engines  canvas  valves  are  used  even  for  the  air-pump  of  engines  which  are  intended  to  work  at  a 
high  speed — in  some  cases  with  good  effect ;  though  in  others,  probably  from  the  employment  of  an 
inferior  quality  of  canvas,  the  valves  have  worn  out  very  quickly.  The  bucket  consists  of  a  metal  disk, 
perforated  with  a  large  number  of  small  holes,  and  these  holes  are  all  closed  by  a  canvas  disk,  which 
rises  and  falls  like  a  common  pot-lid  valve ;  with  the  exception  that  it  is  bound  down  at  the  eye,  and 
the  edges  only  left.  India-rubber  has  been  tried  as  well  as  canvas,  but  it  sinks  too  much  into  the  holes, 
and  has  not  answered  so  well. 

If  there  be  any  case  in  which  the  use  of  an  engine  beam  can  be  excused,  it  is  in  the  case  of  a  pumping 
engine ;  direct  action  is  so  inconvenient  and  precarious  over  the  mouth  of  a  mine.  The  main  beam  rests 
on  a  wall  of  masonry  near  the  mouth  of  the  mine,  as  may  be  seen  by  a  reference  to  the  plate  of  a 
"  Cornish  pumping  engine."  At  ^bs  one  end  of  the  beam  is  the  cylinder,  and  at  the  other  end  the  pump 
rod,  which  penetrates  into  the  mine.  From  the  pump-rod  end  of  the  beam  the  rods  for  working  the  air- 
pump  and  feed-pump  are  suspended.  The  air-pump  is  shown  in  dotted  lines,  and  beyond  it  appears 
tlie  condenser,  situated  in  the  cold-water  cistern,  with  a  valve  attached  to  the  end  of  a  curved  pipe,  for 
admitting  the  injection  water — the  valve  being  ^vrought  by  the  cataract  which  stands  beneath  the  valve 
geering.  A  rod  passes  tlirough  the  end  wall  of  the  house,  for  adjusting  the  position  of  the  centre  of  the 
radius-bar  of  the  parallel  motion.  The  cylinder  end  of  the  beam  is  armed  with  catch-pins,  which  strike 
on  the  spring  beams  stretching  from  the  lever  wall  to  the  end  of  the  house,  if  the  piston  proceeds  down 
so  far  as  to  endanger  the  cylinder  bottom.  The  feed-pump  stands  on  the  top  of  the  eduction  pipe :  the 
valve  geering  we  have  already  explained.  It  is  usual  in  the  Cornish  practice  to  make  the  lowest  pump 
of  the  series  of  lifts  a  lifting  pump,  and  all  the  others  forcing  pumps.  The  plungers  of  the  forcuig 
pumps  are  more  easily  packed  than  the  buckets  of  the  lifting  pumps,  and  there  is  not  the  same  risk  ol 
drawing  air ;  but  the  lowest  pump  is  made  a  lifting  one,  to  facilitate  extensions  to  a  lower  level,  and  also 
to  prevent  the  pump  valves  from  becoming  inaccessible  if  the  water  accumulates  in  the  mine. 

Rotative  engine. — Wc  shall  not  here  dwell  upon  any  description  of  the  ordinary  rotative  or  mill- 
engine,  as  we  look  upon  it  now  as  a  mere  piece  of  antiquity. 

Marine  engine. — The  marine  engine  has  now  become  the  most  important  variety  of  the  steam-engine, 
not  merely  on  account  of  the  great  extension  of  steam  navigation,  but  because  it  is  fast  superseding  the 
ordinary  steam-engine,  even  for  land  purposes.  We  shall  therefore  enter  into  the  consideration  of  the 
structure  and  operation  of  this  engine  with  considerable  fulness  of  detail,  and  much  of  what  we  say  will 
also  be  found  to  illustrate  the  merits  of  the  other  varieties  of  engine. 

.Paddle-wheel.1. — If  a  body  moves  through  a  quiescent  fluid  with  a  given  velocity,  or  if  a  fluid  moving 
with  a  given  velocity  impinge  against  a  body  at  rest,  the  resistance  will  in  either  case  be  as  the  square 
of  tlie  velocity,  while  the  power  requisite  to  overcome  that  resistnnce  will  be  as  the  cube  of  the  velocity; 
BO  that  if  tlie  velocity  of  a  steamer  be  doubled,  the  resistance  experienced  in  passing  through  the  water 
becomes  four  times  greater  than  before,  and  the  power  required  to  achieve  that  doubled  speed  eigh* 
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times  greater  than  before.  This  is  explained  by  the  circumstance  that  the  resistance  of  a  body  moving 
in  a  fluid  is  proportionate  to  the  number  of  particles  struck  and  the  velocity  with  which  they  are  struck : 
as  twice  the  number  of  particles  are  struck,  and  each  particle  with  twice  the  force,  tlierc  is  four  times 
the  resistance ;  and  as  the  strain  occasioned  by  this  resistance  is  four  times  greater  upon  the  engine,  and 
the  engine  has  at  the  same  time  to  work  at  twice  the  speed,  there  must  be  four  times  the  expenditure 
of  power. 

The  absolute  resistance  which  a  quiescent  fluid  opposes  to  a  plane  surface  moving  through  it  with  a 
given  velocity,  is  equal  to  the  weight  of  a  column  of  the  fluid  wnose  base  is  the  plane,  and  altitude  the 
same  as  that  which  is  due  to  the  velocity  of  motion ;  that  is,  the  height  through  which  a  heavy  body 
must  fall  to  acquire  that  velocity  by  tlie  action  of  gravity.     Reduced  to  a  simple  Rule, 
Resistance  =  area  X  velocity  squared  X  0'9715. 

When  a  fluid  impinges  upon  a  plane  surface  in  an  oblique  direction,  it  will  impel  the  plane  in  a 
direction  at  right  angles  to  its  sm-face  with  a  force  which  is  proportional  to  the  square  of  the  velocity  ol 
motion,  the  density  of  the  fluid,  the  area  of  the  plane,  and  the  square  of  the  sine  of  the  angle  of  inci- 
dence.    The  equation  for  the  resistance  then  becomes — 

Resistance  =  area  X  velocity  squared  X  sine  squared  of  angle  of  incidence  X  O'Q'IIS. 

Wnen  a  paddle-wheel  is  first  put  in  motion,  every  point  upon  it  describes  a  circle  round  the  centre 
out  as  the  vessel  begins  to  move,  the  forward  motion  of  the  vessel  being  compounded  with  the  rotative 
motion  of  the  wheel,  each  point  describes  in  the  air  or  water  a  curtate  cycloid  difiering  from  a  circle  in 
the  proportion  of  its  propinquity  to  the  centre.  The  speed  of  the  vessel  is  usually  about  a  tliird  less 
than  the  speed  of  tlie  extremities  of  the  paddle-arms,  and  a  cii'cle,  therefore,  described  on  the  wheel  with 
a  radius  of  two-thirds  the  length  of  the  paddle-arm,  will  travel  v/ith  tiie  same  speed  as  the  vessel  passes 
through  the  water.  This  circle,  which  is  usually  called  the  rcliing  circle,  is  such,  that  if  the  vessel  Avere 
travelling  upon  land  upon  wheels  of  that  size,  and  with  the  same  speed  of  engine,  her  velocity  would 
remain  unaifected. 

As  every  point  in  the  radius  of  the  wheel  moves  with  a  greater  velocity  as  it  is  fmiher  from  the  centre, 
it  is  clear  that  the  portion  of  the  paddle-board  furthest  removed  from  the  centre  must  experience  a  different 
degree  of  resistance  from  tlie  portion  nearer  to  it ;  and  the  mean  centre  of  pressure  therefore  cannot  be 
at  the  centre  of  the  float,  but  at  a  point  nearer  the  outer  edge,  and  varies  also  with  the  angle  of  the 
paddle  and  the  depth  of  the  immersion.  For  light  immersions  it  may  be  reckoned  that  the  resistance  on 
any  ]X)int  of  the  paddle-board  varies  as  the  3d  power  of  its  distance  from  the  rolling  circle ;  and 
assuming  this,  we  arrive  at  the  following  rule :  From  the  radius  of  the  wheel  subtract  the  radius  of  the 
rollmg  circle ;  to  the  remainder  add  the  depth  of  the  paddle-board,  and  divide  the  fourth  power  of  the 
Bum  by  four  times  the  depth ;  then  from  the  cube  root  of  the  quotient  subtract  the  diff"erence  between 
the  radii  of  the  wheel  and  circle  of  rotation,  and  the  remainder  will  be  the  distance  of  the  centre  of 
pressure  from  the  upper  edge  of  the  paddle.  Instead  of  the  common  radial  paddle-wheel,  a  description 
of  wheels  Vith  moveable  floats,  known  as  Morgan's  wheels,  are  now  much  employed,  though  they  were 
for  many  years  regarded  with  disfavor.  In  tliis  wheel  each  paddle,  which  is  of  iron,  is  hung  upon  a 
centre  in  the  maimer  of  a  throttle-valve,  and  is  connected  by  a  rod  to  a  fixed  eccentric,  either  on  the 
side  of  the  ship,  or  upon  the  spring  beams  which  sustain  the  end  of  the  paddle-shaft.  When  the  wheel 
revolves,  the  operation  of  the  eccentric  maintains  every  float  in  the  vertical  position,  or  nearly  so,  whereby 
a  more  perfect  action  of  the  wheel  is  realized  than  if  the  floats  were  fixed,  as  in  the  case  of  the  common 
radial  paddle  Avith  wooden  floats. 

In  considering  attentively  the  action  of  the  paddle-wheel,  it  will  be  remarked,  that  although  the  cir- 
cular velocity  of  the  wheel  is  uniform,  very  unequal  portions  of  the  cycloidal  path  are  described  in  equal 
times ;  for  the  space  described  during  the  first  quadrant  is  more  than  double  that  described  during  the 
second,  and  that  described  during  the  third  quadrant  is  less  than  half  that  described  during  tlie  fourth. 
The  result  of  this  action  is,  that  the  verticle  paddle-board,  instead  of  being  the  most  eff'ectual  in  the  propul- 
sion of  the  vessel,  as  might  appear  on  a  cursory  survey,  is  the  least  eff'ectual  of  the  floats  immerged :  for 
the  horizontal  velocity  of  a  float,  when  in  the  vertical  position,  is  at  its  minimum  point,  and  consequently 
in  the  common  radial  paddle-wheel  both  the  entering  and  emerging  floats  are  the  more  effectual.  In 
the  feathering  paddle  this  action  is  materially  modified,  and  the  featliering  paddles  do  not  involve  the 
same  loss  of  power.  By  rendering  a  smaller  diameter  of  wheel  applicable,  too,  they  enable  the  engines 
to  move  at  a  higher  speed,  whereby  their  efficacy  is  increased :  a  vessel  that  wiU  go  13  miles  an  hour 
with  the  common  wheels,  Avill  make  a  mile  an  hour  more  with  the  feathering  wheels,  the  jjower  of  the 
engines  being  the  same  in  both  cases. 

The  screw  propeller. — There  is  too  little  yet  known  respecting  the  performance  and  manner  of  opera- 
tion of  the  screw  propeller  to  justify  the  formation  of  rules  pretending  to  regulate  the  details  of  practice; 
but  the  conviction  of  the  most  experienced  engineers  appears,  at  the  present  time,  to  be,  that  while  for 
river  steamers  the  feathering  paddle  is  the  best  propeller,  the  screw  has,  at  least,  established  a  claim  to 
equality  in  the  case  of  ocean  steamers ;  while  as  a  propeller  for  vessels  fitted  with  auxiliary  power  it 
has  an  undisputed  superiority.  For  vessels  of  Avar  the  screw  has  the  manifest  recommendation,  that  it 
is  less  exposed  to  shot,  and  the  whole  of  the  machinery  for  driving  the  scrcAV  may  be  placed  under  the 
water-line,  which  is  not  possible  in  the  case  of  paddle-wheel  steamers. 

The  form  in  which  the  screw  propeller  was  first  applied  to  the  Archimedes  steamer  consisted  of  a  broad 
helical  feather  attached  to  a  cylindrical  axis,  driven  by  the  engine,  and  which,  working  in  the  Avater  in 
aearly  the  same  manner  as  a  carpenter's  screw  works  in  a  piece  of  wood,  carried  the  vessel  forward  in 
tiie  direction  of  its  length.  Tlie  helical  feather  made  a  single  convolution  round  the  axis,  the  length  of 
the  convolution  being  regulated  by  the  pitch  of  the  screw ;  but  this  arrangement  was  relinquished,  as  it 
gave  a  vibratory  motion  to  tlie  boat,  interfered  with  the  action  of  the  rudder,  and  threw  the  strain  too 
much-  on  one  side  of  the  axis ;  and  two  half  convolutions  of  a  double-threaded  screw  were  adopted, 
instead  of  the  whole  convolution  of  a  single-threaded  screAv.     In  later  applications  the  screw  has  bceu 
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made  much  shoi-ter  than  what  answers  to  half  a  convolution ;  about  one-sixth  of  a  convolution  is  now  & 
common  proportion.  In  the  Great  Northern,  the  area  of  midship  section  at  16  feet  draft  of  water  is  540 
square  feet,  while  the  screw  contains  about  90  square  feet,  deducting  the  area  of  the  boss.  The  speed 
of  the  vessel  is  nine  statute  miles  an  hour,  and  tlie  slip  of  the  screw  is  one-tenth. 

If,  when  the  vessel  is  at  rest,  the  engine  causes  the  screw  to  revolve  on  its  axis  without  advancing 
forward  in  the  water,  every  point  of  its  surface  will  describe  a  circle,  the  magnitude  of  which  is  propor- 
tional to  the  distance  of  the  describing  point  from  the  centre  of  motion.  It  is  clear  the  surface  of  the 
screw  will  strike  the  water  with  a  force  that  is  due  to  the  velocity  of  motion,  and  the  water  will  be 
impelled  in  a  direction  at  right  angles  to  the  surface,  with  a  velocity  corresponding  to  that  of  the 
revolving  feather,  but  varying  in  proportion  to  the  distance  of  any  particular  pomt  from  the  axis.  This 
is  the  force  that  is  effective  in  propelling  the  vessel,  and  it  will  be  seen  that  it  is  greater,  at  a  greater 
distance  from  the  centre,  decreasing  gradually  as  we  approach  the  axis  where  the  velocity  of  the 
revolving  surface  is  small.  On  tlie  other  hand,  if  the  vessel  moves  forward  in  the  direction  of  its  length 
while  the  screw  is  prevented  from  revolving  on  its  axis,  every  point  on  the  surface  of  the  projecting 
feather  will  trace  a  straight  line,  equal  in  length  to  the  distance  passed  over  by  the  vessel ;  or,  in  other 
words,  the  screw,  in  being  pulled  forward,  wHl  displace  a  cylinder  of  water  of  its  own  diameter  and  of 
the  length  of  the  vessel's  motion,  occasioning,  of  course,  a  waste  of  power  in  the  operation.  When  the 
screw  is  put  into  action  by  the  engine,  both  of  these  resistances  are  encomitered.    If  the  action  of  the 

{)ropeller  were  perfect,  the  screw  would  operate  as  if  working  in  a  nut ;  and  as  there  would  be  then  no 
OSS  by  slip,  we  could  ascertain  the  speed  of  the  vessel  by  multiplying  the  number  of  revolutions  by  the 
pitch  of  the  screw,  and  dividing  by  88,  which  would  give  the  speed  per  hour  in  statute  miles ;  but  in 
practice  the  speed  is  generally  from  one-tenth  to  one-twentieth  less  than  the  speed  thus  ascertained 
There  is  not  an  invariable  loss  by  slip,  however,  or  at  least  not  an  apparent  loss,  for  in  some  cases,  the 
vessel  is  propelled  at  a  faster  rate  than  if  tlie  screw  worked  in  a  solid.  One  cause  of  this  anomaly 
probably  is,  that  the  water,  in  closmg  in  upon  the  wake  of  the  vessel,  having  a  motion  given  to  it,  the 
screw  impinges,  not  upon  still,  but  upon  moving  water,  whereby  an  increased  reaction  is  obtained ;  but 
somethmg  depends  too  upon  the  size  of  the  screw,  and  in  general  it  has  been  found  that  when  the 
superficial  area  of  tlie  screw,  taken  as  a  disk,  is  about  one-fourth  of  the  area  of  the  immersed  section  of 
the  vessel,  the  speed  will  be  as  great  or  greater  than  if  the  screw  was  working  in  a  sohd.  The  water 
partakes  very  little  of  the  rotatory  motion  of  the  screw,  but  is  drawn  in  on  aU  sides  from  the  circum- 
ference towards  the  centre,  and  is  then  projected  aft  in  a  column  slightly  conical,  as  it  recedes  from  the 
screw.  The  pitch  of  the  screw,  or  the  angle  at  which  the  blades  are  set,  differs  necessarily  with  the 
form  of  the  vessel  and  the  power  of  the  engine ;  or,  in  other  words,  with  the  speed  expected  to  be  at- 
tained :  a  common  enough  angle  is  from  66  to  68  degrees  with  the  axis. 

In  settling  the  dimensions  and  pitch  of  screw  proper  for  any  particular  vessel,  the  first  indication  is 
to  make  the  diameter  of  the  screw  as  large  as  it  can  be  got ;  and  tlien  the  probable  speed  of  the  vessel, 
judging  from  the  power  and  form,  is  to  be  estimated,  which,  after  fixing  the  number  of  revolutions  and 
making  an  allowance  of  say  one-tenth  or  one-twelfth  for  slip,  will  give  the  pitch  of  the  screw.  Most  of 
the  screws  now  used  are  made  with  two  tlireads,  or  have  two  blades.  Screws  with  tliree  blades  act 
more  equably,  as  the  whole  of  the  blades  are  never  in  the  line  of  the  stern-post  at  once,  at  which  point 
the  forward  thrust  is  greatest ;  but  double-threaded  screws  seem  upon  the  whole  to  be  the  most 
effective,  and  they  may,  if  necessary,  project  beneath  the  keel,  as  they  can  be  turned  into  the  horizontal 
direction  when  t)ie  vessel  is  in  harbor,  to  prevent  them  from  touching  the  ground.  To  ascertain  the 
amount  of  helical  surface  of  a  screw  making  one  convolution,  multiply  the  sum  of  the  radii  of  the  screw 
and  of  the  central  boss  by  their  difference,  and  the  product  will  be  the  difference  of  their  squares :  mul- 
tiply this  number  by  3'1416,  and  the  product  by  the  secant  of  the  angle  of  the  screw,  and  the  result  wiU 
be  the  area  of  the  helical  surface  sought. 

Bourne's  double-power  engine. — The  screw  propeller  has  created  a  new  exigency  in  steam  me- 
chanism. The  propeller  generally  requires  to  make  a  greater  number  of  revolutions  than  the  engines 
can  conveniently  perform ;  and  cog-wheels  have  in  many  cases  been  introduced  to  bring  up  the  speed, 
thus  introducing  into  steam  vessels,  the  jar,  tremor,  and  liability  to  fracture  incidental  to  the  use  of  such 
devices.  To  remove  this  source  of  objection  it  is  necessary  that  the  engines  should  be  coupled  dii'ect  to 
the  propeller  sliaft ;  but  as  the  valves  of  the  air-pumps  would  strike  so  hard  as  to  knock  themselves  to 
pieces  if  the  engines  were  worked  at  any  very  high  speed,  and  as  the  various  contrivances  of  canvas  and 
india-rubber  valves  are  of  doubtful  efficacy  in  such  an  emergency,  Mr.  Bourne  has  contrived  a  species 
of  engine  in  which  the  whole  of  the  air-pump  valves  are  replaced  by  a  particular  arrangement  of  slide- 
valve,  whereby  the  engine  may  be  worked  at  any  degree  of  speed  without  inconvenience.  One  effect  of 
this  innovation  is  to  make  engines  work  more  noiselessly  than  before,  as  there  is  no  longer  any  shock, 
such  as  that  which  attaches  to  the  action  of  the  foot  and  delivery  valves  and  the  valves  of  the  air-pump 
bucket  in  common  engines.  But  the  most  important  feature  of  the  arrangement  is,  that  by  enabling  the 
engines  to  work  at  twice  the  ordinary  speed,  it  enables  them  to  exert  twice  the  ordinary  power.  It  is 
not  for  screw  vessels  alone,  therefore,  that  such  engines  are  appropriate,  but  they  may  be  apphed  with 
advantage  to  most  of  the  purposes  for  which  steam  power  is  required.  In  the  case  of  mill  engines  they 
possess  the  recommendation  of  imparting  a  more  equable  motion  to  the  machinery,  and  in  other  cases 
they  may  be  so  arranged  as  to  save  fuel  by  permitting  a  larger  expansion  than  could  be  allowed  with  a 
lower  speed. 

The  boiler  of  the  double-power  engine  is  for  the  most  part  constructed  with  upright  tubes,  and  the 
engine  set  upon  the  boiler  in  all  powers  under  40  horses.  The  following  are  tlie  chief  dimensions  of  a 
one-horse  power  engine  and  boiler : — Diameter  of  boiler,  16  inclies ;  height  of  boiler,  40  inches ;  diameter 
of  furnace  at  crown-plate,  12  inches;  diameter  of  furnace  at  bars,  13  inches;  height  of  crown-plate 
above  bars,  12  inches  ;  depth  of  fire-bars,  2  inches;  depth  of  ash-pit,  4  inches;  depth  of  smoke-box,  4 
inches ;  diameter  of  chimney,  3  inches.  There  are  36  tubes  in  the  boiler,  1  inch  in  diameter,  and  16 
inches  long  •  but  12  inclies  in  the  length  of  tube  only  passes  through  the  water,  and  is  alone  counted  as 
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effective :  the  tliickness  of  the  shell  of  the  boiler  is  three-sixteenths ;  and  the  pressure  the  boflcr  is  cal- 
culated to  bear  is  80  pounds,  though  70  pounds  is  the  working  pressure.  Tlie  diameter  of  the  cylinder 
is  2  inches;  length  of  stroke,  3  inches;  number  of  revolutions  per  minute,  872;  number  of  feet  travelled 
by  the  piston  per  minute,  436 ;  and  though  these  dimensions  are  small,  that  they  -will  give  fully  a  horse 
power  is  made  manifest  by  a  simple  calculation.  The  area  of  a  cylinder  2  inches  in  diameter  is  3'1416 ; 
and  if  the  effective  pressure  be  taken  at  GO  pounds  per  square  inch,  instead  of  70  pounds,  (as  a  com-*  ^ 
pensation  for  friction  and  loss  of  effect  from  radiation  and  expansion,)  we  have  a  force  of  188^  pounda  X 
urging  the  piston  at  a  speed  of  436  feet  per  minute,  which  is  equivalent  to  82,184  pounds  raised  one  foot  >S 
high  in  tlie  minute;  and  dividing  by  33,000,  this  gives  us  about  2^  horse  power.  On  calculating  the.^  ^ 
amount  of  tube  surface,  it  will  be  found  to  amount  to  12  square  feet,  and  the  furnace  surface  will  ^ 
amount  to  about  3i  square  feet  more,  making  a  total  of  15^  square  feet  of  heating  surfaces  per  horse  ^V  ^L 
power,  which  is  a  large  allowance.  The  weight  of  the  boiler  is  about  2|  cwt.,  and  the  total  weight  of  ^i^  (^A 
engine  and  boiler,  with  water  in  the  boiler,  is  about  4^  cwt.  ^ 

Of  the  40-horse  power  engine  and  boiler  on  the  double-power  plan,  the  following  are  the  principal 
dimensions : — Diameter  of  boiler,  4  feet  8  in. ;  height  of  boiler,  8  feet ;  diameter  of  furnace  at  crown-plate, 
4  i'eet ;  diameter  of  furnace  at  bars,  4  feet  1  inch ;  height  of  crown-plate  above  bars,  20  inches ;  depth  of 
fh-e-bars,  4  inches;  depth  of  ash-pit,  8  inches;  depth  of  smoke-box,  12  inches;  diameter  of  chimney,  12 
inclies.     There  are  547  tubes  1  inch  diameter,  and  52  inches  long,  of  which  a  length  of  34  inches  only  ^^ 
pasi^es  through  the  water,  and  is  alone  reckoned  as  effective.     The  thickness  of  the  shell  of  the  boiler  is  ^r 
ualf  an  inch,  and  the  plates  are  all  double  riveted ;  the  pressure  which  the  boiler  is  calculated  to  with-     a* 
stand  is  80  pounds.    The  diameter  of  the  cyUnder  is  12  inches;  length  of  stroke,  18  inches;  nmnber  ofpy\ 
revolutions  per  minute,  195  ;  number  of  feet  travelled  by  the  piston  per  minute,  586.     The  area  of  a^.^v. 
cylinder  12  inches  in  diameter  is  113'097  square  inches;  and  if  we  take  the  effective  pressure  as  before,    ""^ 
at  60  pounds,  we  have  a  force  of  6785-8  urging  the  piston  at  a  speed  of  586  feet  per  nnnute,  which 
is  equivalent  to  3,976,490  pounds  raised  one  foot  high  per  minute,  which,  being  divided  by  33,000,  gives 
120  horses'  power,  which  is  just  three  times  the  nominal  power.    The  weight  of  the  boilers  is  about  61 J 
cwt. ;  and  the  total  weight  of  engine  and  boiler,  with  water  in  the  boiler,  is  90  cwt.,  or  2^  cwt.  per  horse 
power. 

Tlie  engine  is  of  the  oscillating  kind,  and  the  shaft,  crank,  and  framing  for  supporting  the  crank,  are 
all  of  polished  malleable  iron ;  the  fly-wheel  is  very  small,  and  is  made  with  a  polished  rim,  which  also 
answers  for  the  drum  upon  which  the  belt  runs  that  carries  away  the  power.  The  governor  is  made  in 
the  usual  manner.  The  waste  steam  passes  into  the  chimney,  as  in  locomotive  engines,  whereby  the 
draught  is  so  quickened  that  a  small  area  of  grate-bar  suffices  ;  but  the  end  of  the  eduction  pipe  entering 
the  chimney  is  never  contracted,  as  in  locomotives.  In  the  larger  class  of  engines  a  platform  is  attached 
to  the  boiler,  to  make  the  engine  accessible  to  the  engine-man,  thus  obviating  the  necessity  of  any 
peculiar  structure  in  the  engine-house. 

Galloway's  direct-action  engine. — This  engine  consists  of  two  steam  cylinders,  the  piston  and  rods  of 
which  are  attached  by  suitable  links  to  a  main  cross-head  or  beam,  connecting  both  engines ;  forming  a 
part  of  this  cross-head  are  two  triangular  frames  of  wrought-iron,  which,  serving  the  double  purpose  of 
side-rods  and  connecting-rods,  descend  one  on  each  side  of  the  cylinders,  and  they  are  connected  imme- 
diately with  the  cranks  on  the  main  shaft,  lying  between  the  cylinders  in  a  line  with  the  keel  of  the 
vessel.  The  air-pumps  are  worked  by  the  same  arrangement  of  levers  which  forms  the  parallel  motion 
for  the  piston-rods ;  the  hot  water  and  bilge  pumps  are  wrought  by  the  air-pump  cross-heads  in  the 
usual  way.  The  main  shaft  gives  motion  to  the  screw  shaft  througn  the  medium  of  a  new  multiplying 
geer.    The  engines  are  of  300-horse  power,  and  every  part  of  them  is  below  the  water  line  of  the  vessel. 

There  is  extraordinary  ingenuity  in  the  whole  of  these  arrangements ;  nevertheless  this  engine  has 
not  come  into  use.  The  mode  of  operation  of  the  multiplying  geer  is  not  easily  comprehended,  but  the 
principle  of  the  arrangement  may  be  explained  to  consist  in  such  an  arrangement  of  two  cranks,  of  which 
the  one  is  twice  the  length  of  the  other,  that  the  movement  of  the  crank-pin  of  the  longer  crank  through 
a  semicircle  will  cause  the  crank-pin  of  the  smaller  crank  to  move  through  a  whole  circle.  The  prin- 
ciple, however,  will  be  made  more  clear  by  an  extract  from  Mr.  Galloway's  speciiication,  which  we 
therefore  introduce. 


1473. 


1474. 


1476. 


"  If  the  wheels  shown  in  Fig.  1474  revolved  upon  axes  in  the  usual  way,  a  would  make  an  entu"e 
revolution,  whilst  b  made  only  some  portion  of  a  revolution ;  but  if  6,  instead  of  revolving  upon  an  axis, 
be  suspended  upon  three  cranks  c  e  c,  of  equal  length,  and  the  radii  of  which  are  respectively  equ.nl  to 
one-half  the  difference  between  the  diameters  of  the  wheels,  (calculating  such  diameters  from  the  pitch- 
lines  ;)  and  if  the  whole  apparatus  be  at  first  in  the  position  indicated  by  the  drawing,  thereby  causing  a 
to  revolve,  it  will  be  found  that  the  cranks  ccc,  and  consequently  their  axes,  will  make  three  revolutions 
durin^g  the  time  that  the  inner  wheel  a  makes  one  revolution.  So  if  the  proportionate  diameters  differ, 
Bay  as  2  to  3,  or  4  to  5,  or  any  other  integral  proportions,  and  the  lengths  of  the  cranks  ccc  be  deter- 
mined, then  the  cranks  will  always  make  as  many  more  revolutions  than  the  axis  of  a,  as  the  diameter 
oi  tlie  driving-wheel  a  is  to  the  difference  between  the  diameter  of  the  two  wheels. 
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"  But  I  propose,  in  most  cases,  as  I  have  stated,  instead  of  using  toothed  wheels,  to  adopt  the  arrange- 
ment shown  in  Figs.  1474,  1475,  and  1476,  which  I  shall  now  explain : — Let  it  be  supposed  that  three 
equidistant  points,  ddd,  Fig.  1473,  could  trace  their  path  upon  a  plate  or  disk,  attached  to  b,  and 
moving  therewith,  such  path  would  be  four  epicycloids  dotted  thereon ;  and  if  to  the  points  ddd,  three 
rollers,  of  equal  diameter,  were  affixed,  tlien  a  figure,  eeee,  Fig.  1474,  would  be  the  tangent  of  the 
said  rollers  in  every  part  of  their  patli ;  or,  in  other  words,  the  rollers  Avould  trace  out  the  figure  eeee, 
Fig.  1474 ;  such  being  the  case,  it  will  be  manifest  that  if,  instead  of  toothed  wheels,  we  adopt  the 
arrangement  shown  in  Fig.  1474,  where  ddd  are  the  three  rollers,  afiixed  to  arms,  and  revolving  in 
bearings,  and  the  figure  eeee,  whose  interior  curved  aj^erture  is  generated  upon  the  principle  I  have 
explained— ihen,  on  motion  being  given  to  the  main  axis,  the  cranks,  dotted  at  c  c  c,  will  make  three 
revolutions  for  one  of  tlie  main  axis ;  and  if  the  figure  eeee  be  accurately  constructed,  and  the  cranks 
truly  proportioned,  the  action  of  the  machine  will  be  comparatively  smooth  and  noiseless.  In  like 
manner,  if  the  circles  or  wheels  a  and  b  be  in  their  diameters  as  2  to  3,  the  figure //Y,  Fig.  1475,  would 
be  generated,  and  by  attaching  the  two  rollers  to  the  axis,  as  there  shown,  the  velocity  of  the  main  axis 
would  be  to  the  crank  axis  as  2  to  1 ;  or,  if  the  diameter  of  a  and  i  be  as  4  to  5,  the  figure  ffgff,  Fig.  1476, 
would  be  generated,  and  by  constructing  the  apparatus,  as  shown  at  Fig.  1476,  the  relative  velocities  of 
tlie  main  axis  and  crank  axis  will  be  as  4  to  1.  I  would  further  observe,  that  in  wliatever  proportion 
the  multiplication  be  effected,  it  is  necessary  that  the  number  of  the  rollers  and  of  epicycloids  should  be 
respectively  equal  to  the  number  of  times  the  generating  circles  can  be  divided  by  the  diflerence 
between  the  two  diameters.  It  will  also  be  manifest,  that  the  multiplication  effected  by  this  method 
does  not  admit  of  fractional  quantities,  but  must  always  be  in  integral  proportions:  I  must  furtlier 
explain,  that  if  one  propeller  only  is  intended  to  be  used,  one  only  of  the  three  crank  axes  must  be  pro- 
longed for  that  purjjose ;  but  if  two  propellers  are  intended  to  be  applied,  then  two  of  the  crank  axes 
should  be  similarly  prolonged.  It  is  further  necessary  to  explain,  tliat  tlie  arrangement  of  this  con- 
trivance may  be  changed  by  attaching  the  driving  axis  to  the  epicycloidal  figure,  and  the  cranks  to  the 
part  to  which  the  rollers  are  attached ;  in  which  case  the  proportion  of  the  multiplication  will  also  be 
changed,  so  that  the  cranks  of  Fig.  1474  would  make  three  revolutions  instead  of  two ;  those  of  Fig.  1473 
would  make  four  revolutions  instead  of  tliree ;  and  those  of  Fig.  1476  would  make  five  revolutions 
instead  of  four."  This  method  of  multiplying  the  speed  of  the  screw-shaft,  though  most  ingenious,  is 
likely  to  be  rendered  needless  by  the  acceleration  of  the  speed  of  the  engine  itself  wliich  is  now 
taking  place. 

Direct-action  engines. — Direct-action  engines  have  of  late  years  come  into  extended  use  in  steam 
vessels,  and  their  employment  appears  likely  to  become  universal.  They  are  less  bulky  and  less 
weighty  than  side-lever  engines,  and  although  most  engineers  resisted  their  introduction,  these  engines 
have  now,  even  in  the  engineering  world,  risen  to  considerable  favor.  Most  of  the  early  devices  were 
crude  and  unsatisfactory,  but  the  excellent  performance  of  the  oscillating  and  double-cross-head  engines 
have  redeemed  the  class  from  the  disgrace  that  might  otherwise  have  been  expected  to  overtake  it. 
The  existing  crop  of  direct-action  engines  is  divisible  into  five  varieties  :  the  Gorgon,  Siamese,  Steeple, 
Double-cross-head,  and  Oscillating. 

Many  nautical  men,  and  some  engineers,  have  objected  to  oscillating  engines  on  account  of  the  move- 
ment of  the  cylinder,  wliich  they  imagined  would  become  a  formidable  evil  in  the  case  of  a  vessel  roll- 
ing heavily  at  sea.  Tliese  objectors  do  not  seem  to  liave  remarked  that  the  rolling  of  the  cylinder  is 
neither  dependent  upon,  nor  proportionate  to,  the  rolling  of  the  ship,  but  is  regulated  exclusively  by  the 
movement  of  the  piston ;  and  it  is  difficult  to  see  why  a  mass  of  matter,  in  the  form  of  a  cylinder,  should 
be  more  formidable  or  intractable  in  its  movements  than  a  similar  quantity  of  matter  in  the  form  of  a 
side-lever,  or  in  any  other  shape  whatever.  It  has  also  been  objected  against  the  oscillating  engine,  Ihat 
the  eduction  passages  are  more  tortuous  than  in  common  engines,  so  that  the  steam  gets  out  of  the 
cylinder  less  freely.  We  do  not  believe  such'to  be  the  fact,  if  the  comparison  be  made  with  the  com- 
mon run  of  marine  engines ;  and  in  practice,  no  diminution  of  efficacy  from  this  cause  is  appreciable. 
The  fact  is,  all  tlie  objections  that  have  been  raised  to  the  oscillating  engine  are  merely  hypothetical ; 
they  are  anticipations  of  defects  to  be  found  out  in  large  engines  on  tlie  oscillating  plan,  and  would  prob- 
ably be  plausible  enougli  to  carry  some  weight,  were  it  not  the  fact,  that  they  have  been  completely 
controverted  by  experience.  The  remark,  indeed,  is  heard  sometimes  even  yet,  that  the  oscillating 
method  may  do  very  well  for  small  engines,  but  is  of  doubtful  efficacy  for  large  ones.  But  the  defini- 
tion of  large  engines  has  been  continually  changed,  to  escape  the  contradiction  experience  afforded,  and 
that  size  is,  in  every  case,  decided  to  be  large,  which  just  exceeds  the  size  of  the  oscillating  engine  last 
constructed.  Tlie  grounds  of  tliis  skepticism,  however,  are  now  being  fast  contracted :  and,  indeed,  ex- 
perience has  now  demolished  every  objection  that  theory  had  raised.  Some  persons  have  ajjprehended 
that  it  would  be  difficult  in  large  oscillating  engines  to  obtain  sufficient  surface  of  trunnion  to  prevent 
the  trunnions  from  heating ;  yet  we  have  never  been  able  to  learn  that  any  heating  of  those  bearings 
has  been  found  to  occur  in  practice,  and  it  appears  probable  that  any  such  disposition  would  be  resisted 
by  tlie  cooling  effect  of  the  steam  passing  through  them,  wliich,  though  hot,  is  of  greatly  inferior  tem- 
perature to  tliat  of  a  hot  bearing.  It  does  not  appear  to  us,  however,  that  the  trunnions  may  not  be 
made  Avith  any  amount  of  surface  that  is  thought  desirable. 

liotari/  engines. — Rotary  engines  are  engines  for  obtaining  a  motion  round  an  axis  by  the  direct 
action  of  the  steam,  without  involving  the  necessity  of  reciprocation.  Some  of  them  operate  on  tko 
principle  of  reaction,  others  operate  on  tlie  principle  of  impulse;  a  third  kind  trusts  to  tlie  intervention 
of  some  liquid  to  produce  the  desired  effect.  It  cannot  be  said  tliat  any  one  of  the  multitude  of  rotatory 
engines  yet  tried  has  been  completely  successful.  It  is,  of  course,  impossible  that  we  can  give  any 
enumeration,  even,  of  the  numberless  schemes  for  rotatory  engines  that  have  at  various  times  been  pro- 
jected, but  we  shall  briefly  describe  a  few  of  those  which  have  attracted  the  most  attention. 

A  rotary  engine,  designed  by  Hornblower,  is  represented  in  Figs.  1477,  1478,  and  1479,  and  con- 
sists of  a  steam  vessel  made  of  cast-iron,  of  the  form  of  a  globe,  flattened  at  the  poles     Fig.  1479  is  a 
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1477. 


representation  of  the  parts  of  the  machine  which  move  round  within  the  steam  vessel,  and  Fig.  14'78 
represents  the  interior  of  Fig.  1477,  with  its  lid  removed.  The  pipe  A,  Fig.  1477,  receives  the  steam 
from  the  boiler,  to  which  is  connected  a  valve-box,  of  any  usual  construction,  by  wliich  to  regulate  the 
admission  of  steam.  At  B  the  eduction  pipe  is  connected,  leading  from  the  upper  apartment  to  the 
condensing  apparatus,  and  turning  in  such  a  direction  as  may  be  most  convenient  for  the  discharging 
pump  to  be  wrought  by  the  axle  of  the  engine.  D  D  is  a  middle  part  of  the  steam  vessel,  furnished 
with  flanges  for  the  purpose  of  screwing  it  to  E  E,  and  also  for  receiving  the  lid ;  by  which  means  the 
partition  within  is  secured  to  its  place  in  the  middle  of  the  machine ;  and  the  lid  may  easily  be  removed 
for  the  purpose  of  rectifying  and  repairing  the  internal  structure.  G  is  the  square  part  of  one  end  of 
the  axis  of  the  machine,  over  which  is  placed  a  gland  H,  divided  into  parts,  in  order  that  it  may  be  put 
on  over  the  square,  and  properly  embrace  the  round  part  of  the  axis.  Within  this  gland  is  a  stuffing- 
box,  for  the  purpose  of  keeping  the  axle  both  air  and  steam  tight.  In  one  side  of  the  lower  apartment 
of  the  steam  vessel  is  a  small  ojDcning,  secured  by  a  lid,  for  tiie  purpose  of  cleaning  that  part  of  the 
machine. 

Fig.  1478  represents  the  partition  witliin  the  steam 
vessel,  which  may  be  made  either  of  brass  or  iron,  or 
of  both  those  metals  combined.  B  B  is  the  lower 
flange,  the  upper  part  bemg  taken  away.  C  C  are 
the  two  openings  or  passages  for  the  vanes :  these  the 
inventor  calls  vane-ports ;  and  to  reach  a  right  concep- 
tion of  their  figure,  it  may  be  explained,  that  the 
largest  vane-port  is  formed  by  the  exterior  portions  of 
two  cones,  and  by  a  portion  of  the  concave  part  of  a 
sphere.  The  extent  of  tliis  passage  throughout  must 
at  least  be  equal  to  ninety  degrees  of  a  circle,  and  the 
vanes  must  be  of  a  sufficient  width  for  two  of  them 
always  to  make  their  entrance  into  the  vane-ports 
before  the  other  two  make  their  exit.  The  edge  may, 
therefore,  be  supposed  to  descend  into  the  lower  apart- 
ment one-half  of  its  depth,  and  to  rise  the  other  half  to 
meet  the  eye.  The  part  E  is  formed  spherically,  and  is 
provided  with  a  packing  groove,  which  meets  the  edge 
of  metal  in  the  middle  of  the  vanes.  F  F  is  the  main 
axle  of  the  machine,  as  well  as  the  descending  vane,  by 
which  means  both  the  nave  and  the  vanes  move  steam- 
tight  in  their  revolutions.  V  V  "V  V  is  that  part  of  the 
partition  which  forms  a  plane  at  the  axis  of  the  globe, 
and  is  secured  in  its  place  by  being  seated  in  a  rabbet 
with  the  usual  jointing  materials  on  the  interior  margin 
of  the  steam  vessel.  Two  brasses,  G  G,  are  let  down 
into  the  partition,  and  they  are  raised  or  depressed  by 
screws,  as  occasion  may  require.  The  open  vane  ex- 
hibits a  frame  of  metal,  which  receives  a  plate  on  each 
side :  these  plates,  with  the  edge  of  metal  K,  cast  with 
the  frame,  form  grooves  and  vacuities  to  receive  the 
packing. 

Mr.  Samuel  Clegg's  patent  for  a  rotary  engine  is  re- 
presented in  Figs.  1480,  1481,  and  1482. 

Fig.  1480  is  the  under  side  of  a  circular  piece  of 
cast-iron,  and  of  a  diameter  and  thickness  propor- 
tioned to  the  size  of  the  engine.  I  is  the  common 
centre  of  the  different  circles  shown  on  this  piece. 
With  any  convenient  radius  less  than  that  of  A  A, 
describe  the  circle  C  C,  and  within  the  latter  the  cir- 
cles D  D  and  E  E,  the  radius  of  the  latter  being  the 
least  of  those  now  named.  From  the  uses  of  these 
parts,  which  will  be  immediately  described,  an  idea 
of  their  relative  dimensions  will  readily  be  inferred. 
Let  that  part  of  the  surface  A  B,  A  B  which  is  con- 
tained between  the  circles  A  and  C,  be  plain.  Be- 
tv.'cen  the  circles  C  and  D  sink  a  circular  groove  C  D  of  any  given  depth ;  and  between  the  circles  D 
and  E  let  another  circular  groove  be  cut,  of  the  breadth  D  E,  and  of  any  given  depth  less  tlian  that  of 
the  groove  C  D.  Let  the  remaining  part  of  the  surface  A  B,  namely,  that  included  between  E  and  B, 
be  cut  down  to  any  depth  less  than  the  depth  of  the  groove  I)  E.  Into  the  groove  C  D  let  such  a  num- 
ber of  segments  of  a  circle  be  fitted  as  shall  form  a  complete  circle,  excepting  the  space  at  L,  wliich  is 
occupied  by  adjusting  screws  or  springs,  to  keep  the  segments  close  together.  The  segments  are  the 
breadth  (or  nearly)  of  the  groove  C  D,  and  of  a  depth  less  than  that  of  the  groove  C  D.  Those  sides  of 
them  which  apply  to  each  other  are  to  be  ground  together  plain,  and  air-tight  if  possible.  Their  under- 
surfaces,  which  are  shown  in  Fig.  1480,  are  to  be  flat,  so  that  the  whole  may  form  one  complete  plain 
surface,  excepting  tlie  space  before  mentioned,  which  is  taken  up  by  adjusting  screws  or  springs  L, 
which  screws  or  springs  are  placed  so  far  below  the  surface  as  to  let  a  roller  pass  by  them,  which  wiU 
be  mentioned  hereafter. 


Fig.  1481  represents  a  vertical  section  of  the  plate  and  grooves  of  Fig.  1480,  resting  upon  a  circulai 
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chamber  or  hollow  space  Y  Y,  to  which  chamber  the  said  plate  forms  a  light  covering,  excepting  thai 
space  occupied  by  springs  or  screws  L  L,  as  before  mentioned.  I,  the  centre  of  all  the  grooves  and 
circles  before  described,  is  also  the  centre  of  the  shaft  On  the  shaft  I  is  fastened  a  plate  or  coupling  Z, 
in  which  is  inserted  a  bar  F.  lliis  bar  may  be  of  any  given  breadth,  but  in  depth  must  be  less  than 
that  to  which  the  circle  E  B  was  cut  below  the  surface  A  B.  To  this  bar  is  attached  a  wheel  or  roller 
G,  shown  in  Fig.  1482.  The  manner  in  which  it  is  attached  to  the  bar  F  is  also  there  seen,  and  it  is  so 
attached  to  it  that  the  top  of  the  wheel  or  roller  G  shall  always  be  higher  thaii  the  top  of  the  bar  F. 
The  wheel  G  being  attached  to  the  bar  F,  will,  when  the  bar  is  made  to  revolve,  describe  a  circular 
path  H  H  H,  along  the  plain  surface  of  the  segments  before  described,  c  is  the  condenser,  a  the  air- 
pump,  b  the  air-pump  bucket,  d  the  hot  well,  e  the  foot-valve,  //  the  cam  which  works  the  air-pump, 
and  r  a  roller  resting  thereupon.  Let  that  portion  of  the  plain  surface  of  each  segment,  which  answers 
to  the  path  of  the  roller  G,  be  rounded  off  in  such  a  manner  as  to  make  that  portion  of  the  surface  an 
arc  of  a  circle,  the  convex  circumference  of  which  is  presented  to  the  roller  G.  In  Fig.  1'182,  at  H,  is 
shoAvn  a  perpendicular  view  of  one  of  the  segments,  rounded  off  in  the  manner  described,  and  present- 
ing its  convex  circumference  to  the  roller  G.  There  may,  likewise,  be  another  roller  attached  to  the 
bar  behind  it,  to  lower  down  the  segments  in  the  same  manner  in  Avhich  they  are  raised  by  the  first 
roller.  Now  it  is  obvious,  all  the  said  segments  being  in  their  places  in  the  groove  C  D,  Fig.  1480,  that 
the  roller  G,  in  performing  a  revolution  round  tiie  centre  I,  must  travel  along  a  series  of  convex  arcs  of 
circles  equal  in  number  to  the  number  of  segments  in  the  groove  C  D.  llie  groove  D  E  is,  in  fact,  a 
recess  in  the  deeper  groove  C  D,  and  may,  if  necessary,  be  filled  with  hemp  or  tallow,  or  any  other  ma- 
terial, which  may  answer  tlie  purpose  intended. 

It  must  be  remembered  that  Fig.  1480  is  a  1480. 

view  of  the  under  side  of  the  machinery.  Fig. 
1481  is  a  section  of  it,  supposed  to  be  in  its  proper 
position,  resting  as  a  cover  to  the  circular  cham- 
ber Y  Y,  and  the  segments  resting  upon  a  flat 
facing  O  0.  Each  segment  projects  over  the 
facing  0  0  on  both  sides ;  their  projection  on  one 
side  completes  the  cover  over  the  hollow  chamber, 
and  the  other  is  the  rounded  surface  for  the  roller 
to  lift  them.  The  facing  0  0  is  exactly,  or  as 
nearly  as  can  be,  level  with  the  under  side  of  the 
plate  A  B  A  B,  when  the  plate  is  on  its  place,  as 
represented  in  Fig.  1481  ;  so  that,  when  the  seg- 
ments are  all  in  their  places,  they  complete  the 
semicircular  chamber,  and  fit  so  close  on  their 
seats  and  in  the  groove,  that  were  the  chamber  to 
be  filled  with  any  elastic  fluid,  they  would  pre- 
vent it«  escape,  or  nearly,  excepting  where  the 
space  i'ii  left  for  the  springs  or  adjusting  screws. 

The  use  of  these  segments,  which  are  what  the 
patentee  claims  as  his  invention,  is  as  follows: — 
Conceive  a  door  or  valve  to  be  fitted  in  the  hollow 
chamber  at  Q,  and  a  piston  R,  likewise  fitted  in  the 
chamber  so  as  to  move  round  in  it,  and  the  bar  F  made  fast  to  the  piston,  on  the  side  and  in  the  man- 
ner represented  in  Fig.  1480 ;  then,  if  an  elastic  fluid  of  sufficient  strength  enters  tiie  chamber  at  N,  it 
will  press  equally  against  the  door-valve  and  the  piston ;  but  the  door  or  valve  being  immovable,  and 
the  piston  movable,  the  piston  will  be  propelled  forward  in  the  circular  chamber  by  the  elastic  fluid. 
The  bar  F  being  fastened  to  tlie  piston,  and  the  roller  G  to  the  bar  F,  in  the  manner  represented  in  Fig. 
1482 ;  and  the  roller  being  in  motion  with  the  bar  and  piston,  the  roller  will  lift  the  segments  in  suc- 
cession as  it  comes  in  contact  with  them.  The  segments  before  the  bar,  being  by  this  means  lifted,  allow 
the  bar  to  pass ;  and  the  operation  being  the  same  in  all,  the  bar  and  piston  make  a  complete  revolu- 
tioa  Each  segment,  as  soon  as  the  bar  leaves  it,  falls  down  by  its  own  gravity,  or  by  springs,  or  any 
other  contrivance,  so  that  the  opening  which  is  made  for  the  bar  to  pass  is  closed  before  the  elastic  fluid 
reaches  it ;  the  elastic  fluid  being  kept  from  the  opening  by  the  inner  breadth  of  the  piston  exceeding 
the  outer  diameter  of  each  segment.  The  door  or  valve  is  lifted  out  of  the  way  of  the  piston,  when  the 
piston  comes  in  contact  with  it,  into  the  opening  in  the  plate  at  N,  a  recess  being  made  in  that  segment 
wliich  is  opjwsite  the  door  for  that  purpose ;  during  wliich  time  the  elastic  fluid  is  shut  out,  but  it  enters 
again  when  the  door  returns  to  its  seat,  and  thus  the  operation  continues.  There  is  much  ingenuity  in 
this  contrivance :  the  principle  on  which  the  bar  is  enabled  to  pass  the  segments  is  nearly  identical 
with  that  introduced  by  Mr.  Clegg  into  the  atmospheric  railway,  for  enabling  the  piston  within  the  pipe 
to  be  joined  on  to  the  carriages  outside. 

Our  next  example  is  Mr.  Turner's  rotary  engine,  patented  in  1816.  Fig.  1488  is  a  plan  of  the  en- 
gine, represented  so  as  to  show  the  internal  structure.  Fig.  1484  is  another  plan.  Figs.  1485  and  1486 
are  sections,  taken  through  the  axis  of  the  engine  in  different  directions.  A  A,  B  B,  C  C,  is  the  cylinder, 
or  external  case  of  the  engine,  made  in  two  or  more  parts,  which  are  fastened  together  with  screws,  so 
as  to  form  a  circular  or  annular  passage,  the  transverse  section  of  which  is  likewise  circular,  as  sho\vn 
at  EE,  P^igs.  1485' and  1486.  The  piston  F,  Fig.  1483,  is  accurately  fitted  into  this  circular  passage, 
and  is  caused  to  revolve  therein  by  the  pressure  of  the  steam,  which  is  applied  behind  it,  or  on  the  side 
F,  whilst  a  vacuum  is  made  before  it,  or  on  the  side  G.  llie  piston  being  connected  with  a  central 
plate  G,  which  is  fixed  fast  upon  the  axis  or  shaft  H,  the  said  shaft  is  put  in  motion ;  and  by  wheel- 
work  I,  or  any  machinery  which  is  best  adapted,  the  power  of  the  engine  is  commimicated  to  any  use- 
ful purposes  to  which  it  is  intended  to  be  applied.    The  means  by  which  the  force  of  steam  is  made  to 
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produce  tlip  rotary  motion  is  as  follows : — ^Two  valves  or  sliders,  K  and  L,  are  applied  at  tbe  oiiposite 
bides  of  the  annular  passage  or  cylinder  E  E  in  the  manner  represented  in  Figs.  1483  and  1485.  The 
edge  cf  the  central  plate  (i,  which  has  the  projecting  arm  to  communicate  with  the  piston,  must  be 
made  so  tl-.at  they  can  be  made  to  shut  up  the  passage  of  the  cylinder  E  E,  ae  represented  at  L,  aai 
prevent  the  passage  of  the  steam  through 
tlie  same,  or  the  slider  may  be  opened, 
as  shown  by  tlie  dotted  hues,  to  allow 
the  piston  F  to  pass  freely  through  the 
cylinder.  This  is  done  by  moving  it 
sideways  on  its  centre  3  out  of  the  cyl- 
inder, into  the  box  or  case  M,  which  is 
provided  for  its  reception.  The  sliders 
are  put  in  motion  by  a  communication 
from  the  outside  of  the  engine,  so  that 
each  one  shall  begin  to  open  as  soon  as 
the  piston  F  approaches  it,  and  shall  be 
completely  opened  whilst  the  piston 
passes  by,  and  that  it  shall  then  descend 
again  upon  its  seat  N  0,  Figs.  1483  and 
1486,  are  two  passages,  through  each  of 
which  the  steam  is  alternately  introduced 
and  withdrawn  from  the  cylinder.  The 
two  passages  are  placed  on  opposite 
sides  of  the  centre  of  the  engine,  and  are 
provided  with  valves  or  cocks,  which  are 
adapted  to  be  opened  and  shut  by  the 
action  of  tbe  machinery  in  such  succes- 
sion, that  when  steam  is  entering  from 
tJie  boiler  into  the  cylinder  at  one  pas- 
sage, it  shall  be  going  out  into  the  open 
air,  or  to  the  condenser,  at  the  opposite 
passage.  The  mechanism  which  actuates 
the  shdes  K  L,  and  the  mechanism  which 
opens  the  valves  for  the  admission  and 
exhaustion  of  the  steam  through  the 
passages  N"  and  0,  act  in  concert  with 
each  other,  and  in  unison  with  the  mo- 
tion of  the  piston  F ;  so  that,  as  soon  as 
possible  after  tlie  piston  has  passed  by 
tlie  seat  of  a  slider,  the  slider  shall  be 
lowered  down  into  its  place  ready  to 
close  the  passage  of  the  cylinder  behind 
the  piston.  The  instant  the  piston  has 
passed  by  the  next  opening,  the  steam 
i^  admitted  to  flow  through  it,  and  act 
between  the  slider  and  the  piston,  to 
force  the  .piston  forwards  in  the  cyhnder 
by  its  expansive  forca 

To  explain  the  action  of  the  engine 
more  clearly,  suppose  the  parts  ic  the 
position  in  Fig.  1483 ;  the  slider  L  is  shut, 
and  the  steam  is  flowuig,  through  the 
passage  0,  into  the  space  between  the 
slider  L  and  the  piston  F ;  at  the  same 
time  the  passage  N  is  open  to  the  condenser,  to  exhaust 
tlie  steam  from  the  remaining  part  of  the  cylinder,  and  to 
remove  the  pressure  from  the  front  side  G-  of  the  piston. 
In  consequence,  the  pressure  of  the  steam  acting  behind 
tlie  piston  F,  puts  it  in  motion  in  the  direction  of  the  arrow, 
and  drives  the  arm  of  the  central  plate  before  it.  The 
slider  K  is  now  in  the  act  of  opening,  and  by  the  time 
the  projecting  part  of  the  plate  G  arrives  at  its  seat,  it 
will  be  quite  open  into  the  box  M,  where  it  will  remain 
until  the  piston  F  has  passed  by  its  seat;  it  then  begins  to 
<lescend,  and  by  the  time  the  piston  arrives  at  the  opening 
of  the  passage  If,  the  slider  K  will  be  completely  shut 
and  stop  the  cylinder.  The  instant  the  piston  has  passed 
over  the  opening  of  the  passage  N,  the  steam  valves 
are  changed  by  the  machinery,  so  as  to  admit  the  steam  mto  the  passage  N",  and  also  to  allow  the  st«am 
to  pass  away,  through  the  other  passage  O,  to  the  condenser ;  m  consequence,  the  steam  enters  the 
space  between  N  and  K,  and  thus,  being  behind  the  piston,  drives  it  still  forwards  towards  the  slider  L, 
which  immediately  begins  to  rise  by  the  action  of  the  machinery,  and  as  soon  as  the  projecting  part  Q 
of  the  central  plate  approaches  it,  it  will  have  retreated  into  the  box  M,  leaving  the  cylinder  free  for  the 
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passage  of  the  piston.  Immediately  after  the  piston  has  passed,  the  slider  L  descends  again,  and  gcta 
settled  to  its  place  by  the  time  the  piston  arrives  at  the  opening  0 ;  and  the  instant  the  piston  has 
passed  over  this  opening,  the  steam  valves  are  changed  agaiia ;  so  that  the  steam  will  be  admitted  at  O, 
oeliind  the  piston,  and  act  between  the  slider  L  and  the  back  of  the  piston,  to  force  it  forwards,  which 
h  the  same  position  represented  in  the  figure.  By  this  means  the  pressm-e  of  the  steam  is  always  made 
to  act  behind  the  piston,  and  the  vacuum  is  maintained  before  it.  The  sliders  K  and  L  are  put  in  mo- 
tion by  leyers  9  and  10,  which  are  fitted  on  the  outside  of  the  boxes  M,  but  move  upon  the  same  contro 
pins  3,  as  the  sliders  move  upon  withinside  the  boxes,  the  levers  being  forked,  as  shown  in  the  figure, 
to  reach  on  each  side  of  the  boxes ;  and  the  centre  pins  3  pass  through  the  sides  of  the  boxes,  and  also 
through  both  forks  of  the  levers  9,  10,  but  do  not  turn  round  in  the  holes.  To  communicate  motion 
from  the  levers  at  tlie  outsides  of  the  boxes  to  the  valves  withinside,  curved  rods  11, 11,  are  carried 
from  the  levers  through  the  sides  of  the  boxes  M,  and  jointed  to  the  arm  of  the  sliders ;  stuffing-boxes 
are  formed  round  the  rods  to  make  tight  fittings  where  they  pass  through  the  sides  of  the  boxes  M, 
The  ends  of  the  levers  9,  10,  are  made  to  be  included  in  an  eccentric  groove  or  rein  Z  Y,  fixed  to  the 
central  axis  H.  The  form  of  this  is  shown  in  Fig.  1484,  and  is  such  as  to  hold  the  sliders  shut,  except 
during  the  time  that  it  is  necessary  to  lift  up  the  same  to  allow  the  piston  to  pass  by.  To  make  the 
slidei"3  fit  steam-tight  when  they  are  shut,  they  are  made  rather  larger  than  the  diameter  of  the  cylin- 
der, and  are  received  in  grooves  and  made  round  in  the  inside,  and  the  valves  are  ground  against  one 
of  the  faces  of  each  of  these  grooves,  so  that  they  will  fit  tight  without  any  packing.  The  piston  is 
made  of  several  segments  put  together,  with  springs  behind  them,  to  throw  them  out  against  the  insid* 
surface  of  the  cylinder,  and  it  is  thus  made  tight  without  any  packing  of  hemp. 


1484. 


1486. 


1485. 


We  now  come  to  the  patent  of  Joseph  Eve,  taken  out  in  1825.  Fig.  1487  presents  an  end  sectKMj 
/ig.  1488  a  longitudinal  section  of  this  engine,  a  a  are  the  cylinder  and  cone,  revolving  in  contact  in 
opposite  directions,  the  cone  having  one  groove,  and  being  one-third  of  the  diameter  of  tlie  cylinder, 
which  latter  has  three  wings  or  pistons  ccc,  the  ends  of  which,  as  they  revolve,  touch  the  outer  case  e, 
and  do  not  admit  any  steam  to  pass.  The  steam  is  admitted  through  the  pipe  /,  aud  acUng  on  the 
•wing  c,  causes  the  cylinder  to  revolve  until  the  said  wing  passes  the  pipe  <f,  when  the  voluLie  of  steam 
lodged  betweeen  each  two  wings,  is  allowed  to  escape.  The  wing,  whicli  has  tlius  passed,  falls  into  the 
gr(JOve  d  of  the  cone,  the  bottom  of  which  groove  it  touches  in  passing,  thus  allowing  no  steam  to  escape 
between.  The  said  wing  c  then  passes  again  by  the  steam  pipe  /,  aud  is  acted  upon  as  before  de- 
scribed, and  so  on  in  rotation.  The  cylinder  a,  which  is  firmly  fuced  to  its  axis  b,  rests  on  one  side  on 
the  outer  case  c,  tlirough  which  the  axis  projects ;  but  as  there  is  some  friction  produced  by  tlie  revolu- 
tion of  the  cylinder  at  its  two  ends  touching  the  outer  case,  a  false  end  h  h  is  placed  under  the  opposite 
end  of  the  cylinder,  which  false  end  slides  on  the  axis  b  freely,  and  has  a  thread  cut  at  the  end,  by 
means  of  which,  and  the  adjusting  nut  ?',  the  cylinder,  if  worn  at  the  two  ends,  can  be  easily  tightened 
and  adjusted.  The  adjusting  nut  is  confined  by  the  collar  k,  which  collar  is  screwed  to  the  outer  case. 
The  conical  shape  of  the  small  runner,  wliich  can  likewise  be  moved  upwards  or  downwards  in  the  outer 
case,  serves  to  keep  tlie  two  convex  surfiices  of  the  cylinder  and  cone  in  contact.  The  groove  d,  in  the 
conical  runner,  is  cut  into  a  separate  piece  of  metal,  which  slides  by  an  adjusting  saew  o,  up  and  down: 
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BO  that  when  the  engine  is  adjusted,  the  groove  d,  on  the  piece  of  metal,  into  which  the  said  groove  is 
cut,  can  be  moved  up  and  down,  so  as  to  fit  the  wings  of  the  cylinder.  Letters  n  n,  in  Fig.  1488,  re- 
present two  cog-wlieels  running  into  each  other,  attaclied  on  the  outside  of  the  engine  to  the  axis  of  the 
cylinder  and  cone,  placed  there  for  the  purpose  of  producing  a  corresponding  revolution  of  the  Baid 
cylinder  and  cone,  thus  causing  the  groove  of  the  cone  to  present  itself  regularly  to  the  wings-of  the 
cylinder ;  o  is  a  pinion  fixed  to  the  other  end  of  the  axis,  by  means  of  which  any  machinery  can  be  pu> 
ij  molion 


1491. 


1487, 


Another  variety  of  steam-engine  on  tliis  principle  is  shown  by  an  end  section  view  in  Fig.  1491,  ana 
an  external  view  in  Fig.  1492.  This  engine  has  a  cylinder  with  two  small  conical  runners  on  each  side, 
tlie  said  conical  runners  being  of  the  same  construction  as  before  described,  with  one  groove  cut  into 
each,  and  being  one  third  of  the  diameter  of  the  cyhnder.  There  are  two  induction  and  two  eduction 
Bteam  pipes ;  and  although  the  engine  may  be,  with  the  exception  of  the  addition  of  one  of  the  conical 
ninners,  exactly  of  the  same  size  as  the  one  first  described,  a  double  quantity  of  steam  is  requisite,  and 
twice  the  power  of  the  former  engine  is  gained :  the  steam  enters  through  the  pipe  fa,  and  acts  on  the 
wing  c,  which,  after  haying  passed  the  pipe  g  o,  where  the  steam  escapes,  falls  into  the  groove  d,  of  the 
lower  cone,  and  appearing  at  the  induction  steam  pipe  fb,  is  loaded  again  with  steam  pressure,  which 
it  discharges  at  the  second  eduction  pipe  g  o,  and  then  enters  the  groove  of  the  upper  cone,  which 
haying  passed,  it  is  loaded  again  at  the  first-mentioned  induction  pipe.  Letters  m  »i  are  bridges  by 
which  the  spindles  or  axes  6  6  6  are  supported.  This  engine  has  three  cog-wheels,  n  n  n,  attached  to 
the  three  spindles,  so  as  to  cause  the  cylinder  and  cones  to  revolve  in  unison,  and,  hke  the  first-described 
engine,  lias  a  pinion  o  on  the  opposite  end  of  the  axis  of  the  cylmder.     Fig.  1493  shows  an  end  section, 
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Fig.  1494,  a  longitudinal  section,  and  Fig.  1495,  the  exterior  of  another  form  of  this  engine,  in  -wliicl 
there  are  two  rollers.  The  conical  runners,  in  tliis  case,  are  of  an  equal  length  and  diameter ;  each  has 
two  wmgs  or  pistons  attached,  and  two  grooves  cut  into  it,  and  in  revolving  in  opposite  directions,  the 
wing  of  one  runner  falls  alternately  into  the  groove  of  the  other.  Tlie  steam  enters  by  pipe  /,  and 
as  the  cylinders  are  running  in  contact,  it  cannot  escape 
between  them,  but  acts  upon  the  two  wings  in  oppo- 
site directions,  and  escapes  at  the  eduction  pipe  ff,  after 
the  said  wings  have  passed  the  same.  By  reference  to 
Fig.  1494,  •which  represents  a  longitudinal  section,  it  will 
be  seen  that  the  two  cones  have  each  two  false  ends  h  h, 
sliding  freely  on  their  spindles ;  the  two  outer  cases  e  e,  lit 
over  the  runners  and  tlieir  wings  exactly ;  each  of  the  four 
false  ends  has  an  adjusting  nut,  by  which  the  engine  is 
tightened  if  steam  sliould  escape,  or  slackened  if  it  should 
run  too  tight.  Each  pair  of  the  false  ends,  where  they  join, 
have  a  plate  tliat  connects  thera  and  breaks  their  joints,  so 
as  to  prevent  an  escape  of  steam ;  this  plate  h  slides  into 
the  groove  r,  cut  out  of  the  false  ends,  as  exhibited  by  Fig. 
1489  and  Fig.  1490,  the  former  showing  an  end  view  of  the 
false  ends  with  the  connecting  plate  in  the  middle.  On 
these  false  ends  packing  rings,  g  gff,  which  are  confined  to 
the  sliding  plate,  as  exliibited  in  the  latter  figure,  are 
placed.  These  rings  press  against  the  lioUow  outer  cases, 
and  prevent  any  steam  escaping  by  them.  These  packing 
rings  are  shown  in  section,  in  Fig.  1494.  It  will  be  evident 
that  the  false  ends  need  not  be  made  true,  if  the  connecting 
plates  and  packing  rings,  as  above  described,  be  adopted, 
and  that  the  engine,  if  provided  with  movable  false  ends, 
conical  runners,  and  the  afore-described  connecting  platt's, 
and  packing  rings  attached,  as  shown  in  Fig.  1494,  can 
always  be  kept  steam-tight,  and  by  use  the  various  parts, 
on  which  there  is  any  friction,  will  tit  better." 

Fig.  1496  (A)  is  Beale's  rotary  engine,  in  which  the  steam 
is  admitted  on  the  one  side  of  an  eccentric  frame,  armed 
-vith  rollers,  which  serve  the  place  of  pistons ;  and  the  cen- 
trifugal force  is  reckoned  capable  of  keeping  the  rollers 
against  the  interior  of  the  cylinder.  An  engine  upon  this 
plan  has  been  put  into  a  steam  vessel,  but  its  success  has 
not  been  such  as  to  mduce  its  more  extended  adoption. 

Fig.  1496  (B)  is  the  engine  specified  in  the  last  patent  of  the 
Earl  of  Dundonald,  and  which  has  been  introduced  in  the  steam  frigate  "  Janus."  It  is  not  very  cor- 
rectly represented  in  the  accompanying  sketch,  wliich  is  copied  from  the  rough  drawing  given  in  his 
specification.  This  plan  very  much  resembles  that  contrived  by  "Watt,  except  that  an  eccentric  is  sub- 
stituted for  a  leaf,  and  a  ball  and  socket  joint  is  introduced  in  order  to  enable  the  steam  and  exhaustion 


doors  to  make  a  steam-tight  junction  with  the  eccentric.  This  contrivance  has  not  as  yet  realized  any 
great  success,  and  the  prevailing  opinion  among  engineers  appears  to  be,  tliat  it  will  not  supersede 
ordinary  engines.  Similar  engines  have  been  tried  on  many  former  occasions,  but  they  have  been  always 
found  to  involve  eitlier  a  ruinous  amount  of  leakaget  or  such  a  degree  of  friction  as  to  make  the  plan 
mpossible  in  practice. 
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Fi^.  1498  is  a  rotary  engine  invented  by  Mr.  Yule,  and  lie  has 
had  it  in  operation,  working  smoothly  for  some  years.   It  consists  1498. 

of  a  cylinder  C,  in  which,  upon  the  axis  A,  revolves  another  ec- 
centric cylinder  B,  fitting  tightly  by  means  of  packing  at  the  line 
of  contact.     D  is  a  diaphragm,  which  slides  vertically  in  strong 
guides  and  rests  upon  the  upper  side  of  the  revolving  piston  B. 
The  steam  is  admitted  by  either  of  the  pipes  S'  S",  according  to 
the  direction  the  engine  is  intended  to  revolve  in,  the  slide  valves 
at  the  lower  end  of  the  steam  pipes  being  regulated  accordingly. 
E  is  the  eduction  pipe.     In  the  figure  the  steam  is  represented  as 
entering  by  the  steam  pipe  S',  the  valve  of  which  covers  the  educ- 
tion port,  and  admits  the  steam  to  press  upon  the  diaphragm  D, 
and  the  piston  B.     The  steam  from  the  pipe  S^  is  at  the  same 
time  shut  off,  and  the  eduction  on  that  side  of  the  piston  opened, 
and  there  being  nothing  to  counterbalance  the  pressure  of  the 
steam  on  the  other  side  of  the  piston,  and  the  diaphragm  being 
incapable  of  any  internal  movement,  the  piston  B  is  made  to  re- 
volve in  the  direction  of  the  eduction  port.     If  motion  in  the  con- 
trary direction  be  desired,  it  is  only  necessary  to  reverse  the  valves. 
Bishopp's  Disc  Engine,  fig.  1497.     In  order  to  understand  its 
action,  let  us  imagine  a  ball  A,  (fig.'))  iiito  which  the  cylindrical 
rod  c  is  inserted  so  as  not  to  shake  laterally.     Let  the  ball  be  in 
two  halves,  between  which  the  disc  of  card  B  is  firmly  held  at 
right  angles  to  the  rod  A  c.  If  its  top  c  be  carried  round  the  circle 
cc,  while  the  ball  constantly  occupies  the  same  place,  the  planes 
successively  assumed  by  B  will  change,  as  if  the  whole  revolved 
round  the  imaginary  axis  d.      But  to  resemble  the  motion  of 
Bishopp's  disc,  there  must  be  no  such  actual  rotation  of  the  ball 
and  disc,   but  only  of  the  point  c  ;    and  such  a  motion  of  the 
disc  as  to  make  its  plane  vary  and  take  all  the  positions  of  one 
thus  rotating  round  the  axis  d.     Its  matter  does  not  revolve, 
though  the   space  filled  by  it  does ;    and  to  imitate  this,  Ave 
must  keep  the  same  points  of  its  circumference  towards  the  same  points  of  the  compass,  notwithstand- 
ing the  revolution  of  c.     Cut  a  slit  e  along  one  radius  of  the  disc,  and  insert  therein  the  piece  of  card 
D,  fig.  *,  having  its  concave  edge  cut  to  fit  exactly  the  ball  A ;  and  fix  D  vertically  in  one  position  by 
inserting  it  up  to  the  dotted  line,  between  two  leaves  of  a  table.     Now  if  the  slit  e  be  wide  enough 
to  slide  freely  up  and  down  D,  and  allow  the  disc  to  incline  itself  considerably  to  the  plane  of  D,  we 
may  carry  c  round  the  circle  c  c,  keeping  the  ball  always  pressed  into  the  concavity  of  D,  or  always  fill- 
ing one  position  in  space,  and  the  disc  B  will  fill  the  same  positions  as  if  it  revolved  round  d;  every 
point  of  its  edge  becoming  successively  the  highest,  and  (after  half  a  revolution  of  c)  the  lowest,  al- 
though it  always  keeps  the  same  distance  from  the  fixed  partition  D,  and  only  moves  up  and  down  like 
each  point  in  a  cord  along  which  waves  are  travelling,  or  each  particle  of  matter  in  a  real  wave.     Now, 
in  order  to  see  how  the  steam  imparts  this  motion,  we  have  only  to  add  two  conical  surfaces,  above  and 
below  the  disc,  as  in  fig.  \  siich  that  were  they  complete  cones,  their  points  would  meet  in  the  cen- 
tre of  the  ball  A ;  to  fit  the  surface  of  which  they  are  truncated,  and  they  may  be  kept  steady  by  in- 
tersecting the  plane  T>.     If  their  inclinations  be  just  equal,  it  is  evident  that  the  disc  may  be  kept  in 
contact  with  both,  one  whole  radius  touching  one  cone,  and  the  whole  of  the  opposite  radius  the  other 
cone,  perpetually,  as  c  revolves.     These  cones  form  the  two  ends  or  faces  of  the  chamber  of  the  engine, 
(or  cylinder  as  it  is  commonly  called,  from  the  habit  of  referring  every  thing  to  the  old  form  of  engine,) 
and  its  remaining  enclosure  must  evidently,  to  fit  the  edges  of  the  disc  in  all  its  positions,  be  a  spherical 
zone  ;  but  this  need  not  be  added  in  order  to  understand  the  action.  The  whole  chamber  is  of  course  always 
divided  equally  into  two  parts  by  the  disc,  and  in  the  two  positions  where  the  radius  e  touches  either 
cone,  the  half  on  one  side  the  disc  (as  in  fig.  ',  that  below  it)  is  left  entire,  while  that  on  its  other 
side  (in  fig.  ',  that  above  it)  is  again  divided  equally  by  the  fixed  partition  D,  into  two  quarters  of 
the  whole  capacity  of  the  zone,  although  they  each  occupy  half  its  circumference,  (as  the  undivided  half 
does  a  whole  circumference,  except  the  thickness  of  D.)   'At  this  moment  one  of  these  equal  spaces 
above  the  disc  is  in  the  middle  of  its  connection  with  the  condenser ;  and  in  the  other,  the  steam,  just 
disconnected  from  the  boiler,  is  exerting  its  expansive  power  to  wedge  apart  the  disc  from  the  cone 
above,  i.  e.  to  remove  the  radius  of  contact  further  on,  and  extend  itself  from  half  into  the  whole  circum- 
ference, when  it  will  occupy  the  greatest  space  which  it  ever  can  do,  viz.  half  the  zone.     And  the  other 
space  above  the  disc,  (for  we  are  speaking  now  of  what  takes  place  on  one  of  its  sides  only,)  the  other 
space  will  have  been  reduced  to  nothing,  the  touching  radius  which  bounded  it  behind^  having  advanced 
round  half  a  circumference  and  come  to  the  slit  e,  which  is  now  at  the  top  of  the  partition  D,  instead  of 
the  bottom.  At  this  instant,  then,  the  whole  space  above  the  disc  is  undivided  and  full  of  steam,  which  at 
the  same  moment  finds  a  way  opened  to  the  condenser ;  while  the  touching  radius  advancing  past  the 
partition  D,  leaves  between  itself  and  that  partition  a  small  new  wedge-hke  space,  into  which  the  steam 
from  the  boiler  is  admitted,  and  which  it  speedily  enlarges  ;  and  when  cut  off  from  the  boiler,  continues 
to  enlarge  by  its  own  expansion,  as  already  described;  the  half  filling  of  this  and  half  emptying  of  the 
other  space  bringing  us,  by  another  half  revolution  of  the  touching  radius,  (and  consequently  of  the 
end  of  c,)  round  to  the  position  of  fig.  '"  from  which  we  started.     It  wiU  thus  be  evident  that  the 
ports  for  inlet  and  outlet  of  the  steam,  on  this  side  only  of  the  disc,  are  placed  close  to  the  partition  D, 
one  before,  and  one  behind  it,  that  the  latter  may  be  constantly  open  to  the  condenser,  as  the  formei 
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would  be  to  the  boiler,  were  there  no  expansive  working,  (which  may  be  carried  perhaps  more  easily  to 
a  great  extent  in  this  than  in  any  other  form  of  engine,)  and  that,  unlike  the  single  side  of  an  ordinary 
piston,  which  is  alternately  all  pressed  by  steam,  and  all  left  unpressed  by  its  removal,  a  single  side  of 
the  disc  is  only  at  two  moments  of  the  revolution  thus  exposed  wholly  to  pressure  or  wholly  to  exhau.s- 
tion,  and  at  all  other  times  varj'ing  portions  of  its  area  to  each.  All  this,  of  course,  takes  place  ex- 
actly the  same  on  the  other  side  of  the  disc,  half  a  revolution  earlier  or  later,  the  space  on  that  side 
being  just  filled,  and  replacement  by  fresh  'steam  just  commencing,  when  the  space  on  this  side  is  divid- 
ed in  halves,  one  in  the  middle  of  enlarging,  and  the  other  of  being  exhausted ;  so  that  the  utmost 
moving  power  derivable  on  one  side  occurs  when  the  other  is  powerless ;  the  arrival,  of  the  touching 
radius  at  the  partition  D,  (or  of  the  slit  e  at  the  top  or  bottom  of  its  stroke,)  being  a  momentary  inter- 
ruption to  the  action  of  one  side  only  of  the  piston,  whose  two  sides  act  independently.  And  as  the 
surface  not  pressed  on  one  side  the  disc  equals  at  every  moment  what  is  pressed  on  the  other,  the  whole 
area  pressed  is  constantly  the  same,  viz.  half  the  sum  of  the  disc's  two  faces ;  so  that  the  motion  and  " 
power  would  be  perfectly  uniform  were  the  pressure  of  steam  so,  or  were  there  no  expansive  working ; 
and  the  only  inequalities  arise  from  its  diminished  pressure  when  expanding. 

Fig.  4  is  a  longitudinal  section  through  or  near  the  centre  of  a  disc  engine.  Fig.  5  is  a  transverse 
section  of  the  same,  taken  also  through  or  near  the  centre ;  and  fig.  3  is  an  under  plan.  A  is  the  steam 
chamber  or  cylinder  in  which  the  disc  B  oscillates ;  C  is  the  ball,"  which  is  attached  to  the  disc  B. 

The  American  Boat  Engine.  Its  characteristic  peculiarities  are,  the  long  stroke  and  velocity  of  the 
steam  piston,  the  use  of  high  pressure  steam,  together  with  expansion  and  condensation.  A  large  effective 
power  is  thus  developed  by  a  nmchine,  the  aggregate  weight  of  whose  parts  is  comparatively  small. 

Nearly  all  the  largest  class  engines  are  on  the  beam  plan.  Many  of  the  second  class  and  smaller 
boats  have  cross-headed,  or,  as  they  are  termed,  square  engines.  In  this  arrangement  the  cylinder  is 
situated  directly  over  the  paddle-shaft  and  cranks,  to  which  motion  is  communicated  by  side-rods  from 
the  cvoss-head.  The  air  and  feed  pumps  are  worked  by  a  separate  beam,  which  is  connected  with  the 
cross-head  by  means  of  appropriate  links.  There  are  several  examples  of  inclined  and  horizontal  engines ; 
of  the  latter  kind,  two  or  three  of  tolerably  large  size.  The  John  Stevens,  now  on  the  Delaware  Iliver, 
and  the  John  Potter,  of  New  York,  have  steeple  eagines.  With  very  few  exceptions  the  engines  are  all 
single,  and  are  situated  in  the  middle  of  the  boat.  In  the  existing  instances  of  double  engines,  there 
are  no  connecting  shafts,  but  each  cylinder  works  separately  one  paddle-wheeL  In  the  construction  of 
all  these  engines,  or  at  least  of  their  framing,  wood  is  largely  employed,  its  cheapness,  as  well  as  the 
facility  with  which  it  is  worked,  being  strong  recommendations  to  its  use.  The  engine  of  the  New 
World,  constructed  to  run  on  the  Hudson  River,  by  T.  F.  Secor  &  Co.,  illustrated  in  detail  in  the  follow- 
ing figures,  is  a  most  perfect  example  of  the  river  boat  beam-engine. 

The  Bed-Plate  is  a  single  casting,  and  forms  the  foundation  of  the  heavier  portions  of  the  engine.  It 
ia  carefully  fitted  upon  the  keelsons  of  the  boat,  and  is  firmly  secured  by  numerous  holding-down  bolts. 
That  part  of  the  plate  which  lies  between  the  keelsons  forms  the  channel-way  or  passage  from  the  con- 
denser to  the  air-pump.     In  the  centre  of  this  passage  are  foot  valves  of  the  ordinary  description. 

The  Condenser  is  of  a  cylindrical  form,  flanged  at  both  ends,  of  the  same  diameter  as  the  steam  cylin- 
der, by  6  feet  6  inches  in  height;  its  content  is  therefore  about  13-30th  of  that  of  the  space  through 
which  the  piston  passes  during  one  stroke.  The  upper  extremity  is  cast  close,  the  lower  end  is  open, 
and  is  fitted  down  to  the  chipping-fillets  on  the  bed- plate,  to  which  it  is  firmly  bolted  and  secured  by  a 
rust  joint.  Near  the  top  of  the  condenser,  and  in  the  front  of  it,  is  the  exhaust  steam  branch,  a  long  ob- 
long opening,  corresponding  to  that  on  the  lower  steam-chest,  to  which  it  is  attached.  A  small  branch 
admits  the  injection  water,  which  flows  upwards  through  a  curved  elbow  pipe  within  the  condenser. 
Encircling  this  pipe,  is  a  circular  perforated  plate,  upon  which  the  water  falls  in  its  descent,  and  becomes 
dispersed  throughout  the  condenser.  On  the  sides  of  the  condenser,  and  running  in  an  inclined  direc- 
tion, strongly  bracketed  webs  or  flanges  are  cast,  to  which  the  wooden  framing  that  supports  the  main 
beam  is  fiistened  by  bolts  and  keys. 

The  Injection-valves  are  of  the  ordinary  conical  form,  and  are  worked  by  screws,  which  are  connected 
by  light  spur-geering  to  hand-wheels,  conveniently  placed  within  reach  of  the  engineer.  Tlie  injection 
supply-pipes  are  of  copper,  and  lead  directly  to  the  valves  frona  the  laottom  of  the  boat. 

The  Cylinder -hottom  is  a  circular  flanged  cast- 
ing, containing  the  lower  steam-port.  It  forms 
the  connection  between  the  cylinder  and  the  con- 
denser, to  both  of  which  it  is  fitted  and  bolted. 

The  Steam-cylinder  is  secured  to  its  bottom 
by  a  rust  joint.  It  stands  vertically  over  the 
condenser,  and  has  its  upper  end  steadied  by 
horizontal  stays  to  the  framing.  Its  bored  di- 
ameter is  76  inches.  Fig.  1498  {a)  is  a  section  of 
guide  for  cross-head,  showing  the  foot  which  is 
Iwlted  on  the  cylinder  flange. 

The  Piston  is  a  hollow  casting  of  iron,  strengthened  by  radiating  arms,  and  also  by  two  wrought-iron 
bands,  which  are  bored  and  shrunk  upon  it.  The  application  of  these  bauds  is  a  recent  improvement, 
by  which  great  additional  strength  and  security  are  given  to  the  piston.  The  steam  packing  is  of  cast- 
iron,  and  consists  of  three  rings,  two  external,  and  one  internal,  whose  depth  eqsals  that  of  the  other 
two  combined.  These  rings  are  all  ground  to  the  piston,  and  to  each  other.  The  packing  is  pressed 
out  by  a  great  number  of  short  elliptical  steel  springs,  which  are  placed  close  together  round  the  entire 
circumference  of  the  body  of  the  piston. 

The  Cylinder-cover  is  a  hollow  casting,  ribbed  similarly  to  the  piston.  Its  upper  surface  is  turned 
and  pohshed  bright.  Circular  holes  are  formed  between  the  ribs,  for  the  support  and  subsequent  ex- 
fraction  of  the  core,  and  these  holes  are  afterwards  closed  with  tm-ned  stoppers  of  cast-iron. 
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The  Steam-chests  are  large  and  capacious  castings  of  iron,  containing  the  valves  and  seats,  and  the  m 
let  and  outlet  steam  passages.  On  the  upper  chest  is  cast  the  throttle-valve  pipe,  to  which  is  attached 
the  supply  steam-pipe,  leaduig  from  the  boilers.  On  the  bottom  chest  the  exhaust  branch  is  cast, 
through  which  the  waste  steam  passes  to  tlie  condenser.  The  valve-bonnets  and  glands  are  turned  and 
polished  bright.     The  chests  are  rust  jointed  to  the  upper  and  lower  steam-ports  of  the  cylinder. 

The  Side-pipes,  which  connect  the  steam-chests,  are  of  cast-iron,  ornamented  with  numerous  bands 
and  mouldings,  and  turned  and  polished  bright  throughout  their  entire  length.  At  the  upper  end  of  each 
pipe  is  an  expansion-ring  of  thin  copper,  which,  by  its  yielding,  compensates  for  any  slight  elongation 
or  contraction  of  the  side-pipes,  occasioned  by  heating  and  cooling. 

The  Valves  which  govern  the  entrance  and  exit  of  the  steam  are  of  a  circular  form,  connected  together 
in  pairs,  and  of  tiie  kind  called  double  balance-valves,  from  the  fact  that  the  downward  pressure  on  one 
valve  is  balanced,  or  nearly  so,  by  the  upward  pressure  on  the  other  valve  of  the  same  pair.  The  upper 
valve  of  each  pair  on  the  steam  side,  and  the  lower  one  of  each  pair  of  the  exliaust,  are  a  little  larger 
than  the  others,  and,  consequently,  there  exists  a  small  amount  of  unbalanced  pressure,  which  effectually 
retains  the  valves  in  their  seats,  and  insures  their  tightness.  The  valve-seats  are  formed  by  boring  out 
the  metal  of  the  steam-chests,  and  the  valves  are  fitted  into  their  places  by  turning  and  subsequent 
grinding  with  emeiy  and  glass-powder.  This  is  an  operation  requiruig  great  care  and  skill,  as  it  is  ab- 
solutely necessary  that  the  valves  bear  uniformly  on  both  beats,  so  that  there  may  be  no  leakage  of 
steam.  The  taper  or  cone  of  the  valves  and  seats  is  a  matter  of  considerable  importance ;  from  ^  inch 
to  f  inch  in  the  diameter,  for  every  inch  in  depth,  is  a  good  proportion.  The  valves  themselves  are  of 
brass.  The  connecting  piece  of  each  pair  is  made  of  cast-iron,  in  order  to  insure,  by  its  expanding  uni- 
formly with  the  steam-chest,  the  accurate  fit  of  both  valves  when  hot.  Engines  working  in  perfectly 
fresh  water  have  their  valves  altogether  of  cast-iron,  and  in  these  cases  both  valves  and  connecting 
pieces  are  cast  together ;  excepting,  however,  the  lower  exhaust-valves  of  each  pair,  which  are  kept 
separately,  because,  from  their  larger  diameter,  they  cannot  pass  tlirough  the  upper  seat,  and  conse- 
quently they  have  to  be  introduced  either  through  the  steam-port,  or  through  an  opening  formed  in  the 
back  of  the  chest,  and  then  connected  with  their  upper  valves. 

Where  salt  water  is  largely  or  exclusively  used  in  the  boilers,  not  only  the  valves  but  their  beats  also 
are  made  of  brass.  These  are  fitted  into  the  chests  by  turning  and  bormg,  and  they  are  then  firmly  se- 
cm-ed  by  turning  over  and  riveting  the  under  edges,  which  have  been  previously  rendered  thin  and 
sharp,  to  facilitate  this  operation.  Tlie  combined  area  of  the  two  valves  in  each  pair  is  about  equal  to 
the  area  of  the  side-pipe,  which  is  between  Jth  and  l-9th  of  that  of  the  steam-cylinder.  Engmes  whose 
pistons  move  more  slowly  have  proportionately  smaller  openings  for  the  admission  and  exit  of  the  steam. 
The  valve-spindles  are  made  either  of  cast-steel  or  of  the  very  best  wrought-iron.  The  spindle  passes 
completely  through  both  valves  and  their  connecting  piece,  and  the  lower  extremity  works  in  a  guide, 
which  is  a  separate  casting,  bolted  to  the  steam -chest,  or  when  brass  beats  are  used,  it  is  cast  with  the 
lower  one.  The  valve-spindles  pass  upwards  through  stuffing-boxes  in  the  steam-chest  covers  to  the 
lifters  by  which  tliey  are  worked. 

The  Valve-geering  consists  of  the  lifter-rods  with  their  lifters,  and  the  rock-shafts  with  their  levers. 

There  are  four  lifter-rods,  which  are  turned  bars  of  wrought-iron,  placed  in  front  of  the  steam-chests. 
They  are  made  to  move  vertically  up  and  down  through  guides  which  are  cast  or  bolted  to  the  chests 
and  side-pipes.  On  the  lifter-rods  are  keyed  eight  projecting  arms,  called  lifters.  Four  of  these  em- 
brace the  extremities  of  the  valve-spindles,  which  are  screwed,  and  provided  with  double  jam-nuts. 
The  spindles  pass  quite  loosely  through  the  ends  of  the  lifters,  and  the  jam-nuts  are  adjusted  so  as  not 
to  bind  them :  there  is  thus  an  allowance  made  for  any  shght  lateral  motion  which  inaccuracy  of  adjust- 
ment or  wear  of  guides  may  render  requisite.  The  four  remaining  lifters  are  likewise  keyed  upon  the 
rods,  and  they  are  placed  directly  over  the  levers  on  the  rock-shafts,  from  which  they  receive  their  mo- 
tion. There  are  two  rock-shafts,  one  for  the  steam  and  one  for  the  exhaust-valves,  and  they  are  worked 
by  separate  eccentrics.  On  the  shafts  there  are  four  levers,  by  wliich  the  lifters  and  rods  are  raised, 
and  they  are  curved  on  their  working  faces,  so  that  their  action  is  rendered  perfectly  smooth  and  noise- 
less. By  the  reciprocating  or  rocking  motion  of  the  shafts,  the  lifter-rods,  and  with  them  the  valves, 
are  alternately  raised  and  lowered.  The  exhaust-valve  levers  are  of  a  length  just  suflScient  to  give  the 
requisite  amount  of  lift  and  lead,  and  they  are  so  adjusted  on  their  rock-sliaft,  that  the  moment  one  rod 
is  fairly  down,  tlie  raising  of  the  other  commences.  The  steam  levers  are  considerably  longer,  and  are 
placed  upon  their  rock-shaft  in  a  position  inclined  to  one  another,  so  that  an  interval,  longer  or  shorter, 
occurs  between  the  falling  of  one  rod  and  the  rising  of  the  other.  During  this  interval  both  valves  are 
down,  and  the  steam  is  of  course  shut  off  from  the  piston.  This  apparatus  then  constitutes  the  expan- 
sive or  cut-off  geering,  and  it  may  be  varied  at  pleasure,  by  simultaneously  adjusting  the  respective  po- 
sitions of  the  eccentric  on  the  paddle-shaft,  of  the  two  levers  on  the  rock-shaft,  and  of  the  pin  in  the 
eccentric  lever.  This  latter  has  a  slot  in  it,  in  which  the  pin  travels,  so  that  it  can  be  moved  to  or  from 
the  shaft,  and  fixed  as  required.  By  advancing  the  eccentric,  and  lowering  the  extremities  of  the  levers, 
the  steam  will  be  earlier  cut  off,  and  vice  versa.  The  amount  of  lift  may  be  regulated  by  moving  tlie 
eccentric  pin.  The  movement  of  the  rock-shaft  in  the  interval  dming  which  the  valves  are  down  is  very 
considerable,  especially  in  a  high  expansion,  and  this,  added  to  the  additional  amount  of  movement  by 
which  the  valves  are  Ufted  the  requisite  height,  makes  the  total  angular  motion  of  the  rock-shaft  very 
great,  and  therefore  an  eccentric  of  corresponding  throw  is  required.  The  stsam  eccentric  has  conse- 
quently a  throw  of  9  J  inches  each  way,  giving  a  travel  of  19  inches  to  the  rod.  Tlie  exliaust  eccentric 
throws  5i  inches,  giving  11  inches  travel  The  expansive  geer  above  described  is  called  "Stevens's 
cut-off,"  and  it  is  the  one  employed  in  the  engine  of  the  New  World.  Another  variety  of  geer  in  fre- 
quent use  has  but  one  rock-shaft  and  eccentric,  with  but  two  lifter-rods.  The  exliaust  lifters  and  their 
action  are  precisely  the  same  as  in  the  geer  already  described.  The  steam  lifters,  which  are,  like  the 
others,  keyed  to  the  rod,  have  spring  catches  fitted  at  their  extremities,  which  lock  into  the  valve-spin- 
dles when  down,  and  which  are  released  at  the  proper  time,  by  coming  in  contact  either  with  an  adjusfc- 
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able  stop,  or  with  a  reciprocating  arm,  moved  by  the  engine.  Tlie  valves  then  fall  by  their  own  weight 
To  prevent  damage  arising  from  the  concussion,  a  contrivance  called  tlie  dash-pot  is  made  use  of:  tliis 
consists  of  a  small  cyhnder  containing  water,  and  a  piston  which  fits  it  loosely,  and  is  attacheil  to  the 
valve-stem.  The  height  of  the  water  is  so  adjusted  that  the  piston  touches  or  dashes  upon  it  before  the 
valve  reaches  its  seat :  the  momentum  is  thus  effectually  overcome,  and  injury  to  the  surfaces  of  contact 
completely  prevented.  The  expansion-valve  of  many  of  the  older  engines  is  simply  a  throttle-valve, 
worked  by  cams  on  the  paddle-shaft.  The  rock-shaft,  lifters,  and  levers  are  of  cast-iron,  turned  and 
finished  bright  The  outer  supports  of  the  rock-shafts  are  bolted  to  the  side-pipes,  and  the  middle  sup 
port,  which  is  common  to  botli  shafts,  is  fastened  to  brackets  cast  on  the  cylinder. 

The  Hand  rock-shaft,  or  trip-shaft,  is  a  small  shaft  of  wrought-iron  working  in  bearings  cast  on  the 
lower  steam-chest.  It  has  projections  welded  upon  it,  corresponding  to  similar  ones  on  the  lifter-rods, 
and  its  reciprocating  motion  raises  and  lowers  the  valves  precisely  in  the  same  manner  as  in  the  large 
rock-shafts.  Sockets  are  formed  in  the  trip-shaft,  into  which  the  starting-handle  is  inserted.  The  lever- 
age of  this  is  considerable,  whilst  the  resistance  amounts  to  but  little  more  than  the  weight  of  the 
lifter-rods,  valves,  and  their  appendages ;  consequently  the  handling  of  the  engine  is  performed  with 
great  facility. 

The  whole  front  of  the  engine,  consisting  of  the  chests,  side-pipes,  geers,  and  the  various  handles,  is 
higlily  finished  and  ornamented,  and  the  profusion  of  bright  work  gives  it  a  very  showy  appearance. 
Between  the  side-pipes  are  placed  the  clock,  counter,  steam  and  vacuum  gAges,  which  are  very  hand- 
somely mounted,  and  supported  by  an  ornamental  framework  of  cast-iron. 

The  Eccentrics  are  of  cast-iron,  turned,  bored,  and  fixed  in  their  places  on  the  paddle-shaft  by  means 
of  keys  and  set-screws. 

The  Eccentric-bands  and  rods  are  of  wrought-iron.  The  latter  are  in  two  lengths,  supported  at  the 
junction  by  a  pendulum  link,  which  vibrates  on  a  stud  fixed  to  the  framing  of  the  engine.  The  chief 
portion  of  the  weight  of  the  rod  is  thus  supported,  so  that  the  eccentric-hook  is  very  easily  disengaged 
from  tlie  pin  in  the  rock-shaft  lever.  The  unhooking  geer  is  a  simple  arrangement  of  rods  and  levers, 
by  means  of  which  the  engineer  throws  out  the  eccentric-rod  hooks. 

The  Piston-rod,  cross-head,  and  cap  are  of  wrought-iron.  The  guide-blocks,  which  are  of  brass,  lined 
with  Babbit's  metal,  are  retained  by  jaws  bolted  to  the  extremities  of  the  cross-head.  Tlie  upper  ends 
of  the  guide-blocks,  projecting  above  the  jaws,  are  cast  hollow,  and  form  very  convenient  oil-cups. 

The  Guides  are  of  cast-iron,  bolted  at  the  bottom  to  the  cylinder-flange,  and  at  the  top  to  a  light 
casting  which  connects  them  laterally.  Braces  of  wrought-iron,  running  horizontally  from  the  framing 
to  the  guides,  retain  them  in  their  truly  vertical  position. 

Tlie  Air-pump  is  fitted  and  bolted  to  the  bed-plate  directly  behind  the  condenser ;  it  is  of  cast-iron, 
and  is  lined  with  brass.  The  lining  is  cast  in  narrow  pieces,  the  edges  of  which  are  planed ;  they  are 
then  placed,  like  the  staves  of  a  cask,  all  round  the  interior  of  the  pump,  which  is  previously  bored  out 
The  last  piece  is  driven  in  very  tightly,  and  the  entire  lining  then  undergoes  a  severe  and  continued 
hammering,  by  which  the  metal  is  condensed,  the  joints  closed,  and  the  brass  and  cast-iron  forced  into 
intimate  contact  A  second  boring  completes  the  pump.  Tlie  upper  flange  of  the  air-pump  is  made  of 
large  diameter,  in  order  to  receive  the  reservoir  which  stands  directly  upon  it,  and  is  secured  to  it  by  a 
faucet-joint. 

The  Air-bucket  and  valves  are  of  cast  brass.  Tlie  valves  are  of  the  kind  called  buttei-fly-valves,  and 
have  hinges  somewhat  longer  than  the  valves  which  work  in  corresponding  grooves  cast  in  the  face  of 
the  bucket  The  guard  which  limits  the  lift  of  the  valves  is  of  brass ;  it  is  bored  out  and  slipped  over 
the  rod,  and  bolted  down  to  the  bucket.  The  bucket  is  provided  with  a  loose  junk-ring,  fastened  with 
copper  bolts. 

The  Air-pump  rod  is  of  wrought-iron,  sheathed  with  brass,  Which  is  cast  around  it.  Its  lower  end  is 
turned  of  a  conical  form  to  suit  the  eye  of  the  bucket,  to  which  it  is  fiistened  by  a  brass  key. 

The  Discharge  or  delivery  valve  is  a  dome-shaped  casting  of  iron,  having  in  its  centre  a  deep  stuffing- 
box,  through  which  the  rod  works.  A  groove  is  turned  out  in  the  lower  edge  of  the  valve,  and  this 
groove  is  filled  up  with  wood.  This  wood  forms  the  beat  of  the  valve,  and  it  works  upon  a  faced  ring, 
cast  on  the  upper  end  of  the  air-pump. 

The  Reservoir  or  hot-well  is  a  large  cylindrical  casting,  standing  upon  the  upper  flange  of  the  air- 
pump.    It  has  a  cover  on  the  top,  with  a  stuffing-box,  through  which  the  rod  works. 

The  Air-pump  cap,  cross-head,  and  guides  are  of  the  same  form  and  construction  as  those  of  the  steam- 
cylinder. 

The  Feed-pumps  are  two  in  cumber,  and  stand  on  each  side  of  the  air-pump,  under  its  broad  upper 
flange ;  they  consist  of  the  barrels,  valve-chambers,  and  buckets,  with  their  rods.  The  valve-chambers 
are  square  castings  of  iron,  which  are  bolted  to  projecting  brackets  cast  on  the  air-pump ;  they  contain 
the  brass  flap-valves,  to  which  there  are  appropriate  bonnets.  The  barrels  are  plain  cylinders  of  brass, 
bored  out  truly  cylindrical ;  they  are  cemented  at  the  lower  end  into  faucets  cast  on  the  valve-cham- 
bers, and  at  the  upper  end  to  faucets  in  the  flange  of  the  air-pump.  The  buckets  or  plungers  are  of 
brass,  and  are  keyed  fast  to  wrought-iron  rods  which  pass  through  stuffing-boxes  in  the  cover  of  the 
reservoir  to  the  air-pump  cross-head,  to  which  they  are  attached. 

The  Front  links  which  connect  the  cross-head  witli  the  working-beam  are  of  wrought-iron,  and  with 
their  straps,  cotters,  and  brasses,  are  finished  bright 

The  Air-pump  links  are  similarly  fitted  up  and  finished. 

The  Workinrjbcam  is  composed  of  a  skelet.<n  frame  of  cast-iron,  round  which  a  wrought-iron  strap  of 
great  strength  is  fixed.  This  strap  is  forged  in  one  piece,  and  its  extreme  ends  are  formed  into  large 
eyes,  which  arc  bored  out  to  receive  the  end  journals,  llie  skeleton  frame  is  a  single  castuig  in  the 
form  of  a  cross,  and  it  contains  the  eyes  for  the  main  centre  and  air-pump  journal.  The  centre  eye  is 
strengthened  by  wrought-iron  hoops  which  are  shrunk  upon  it.  At  the  points  of  contact  of  the  strap 
and  skeleton,  key-beds  are  prepared,  into  which  the  keys  are  carefully  fitted  and  tightly  driven.    The 
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keys  are  afterwards  riveted  over  at  both  ends.  By  this  they  are  retained  in  their  places,  as  well  as  tho 
strap  on  the  skeleton  frame.  The  strap  is  likewise  secured  to  the  frame  by  small  straps  and  keys.  Tho 
skeleton  frame  is  still  further  braced  by  straps  with  cotters  and  gibs,  which  tie  the  middle  of  the  long 
arms  of  the  cross  to  the  extremities  of  the  shorter  arms. 

The  Beam-journals  are  all  of  wrought-irori,  secured  in  the  working-beam  by  keys. 

The  Connecting-rod  is  of  wrought-iron.  It  is  forked  at  its  upper  extremity  and  single  at  the  crank- 
pin  end.  It  is  stiffened  by  a  double  truss-brace  of  round  iron,  which  is  secured  by  bolts  to  the  rod  near 
each  end,  and  passes  over  a  strut  at  the  centre.  This  strut  is  screwed  and  furnished  with  nuts,  by 
which  the  brace  is  tightened.  The  rod  and  its  appurtenances  are  finished  bright,  in  the  same  style  aa 
the  front  links. 


1505. 


The  Cranks  are  of  wrought-iron,  bored  out  and  shrunk  upon  the  shafts.  Cast-iron  cranks,  strapped 
with  wrought-iron,  are  very  commonly  employed  on  account  of  their  less  first  cost. 

The  Crank-pin  of  wrought-iron  is  keyed  fast  into  a  conical  hole  in  the  eye  of  one  crank.  The  other 
end  of  the  pin  is  planed  square,  and  passes  into  ?.  parallel  hole  in  the  other  crank.  In  the  four  seg- 
mental spaces  thus  left  between  the  pin  and  crank-eye,  wedges  are  fitted,  and  these  are  retained  in 
their  places  by  a  washer  bolted  to  the  end  of  the  pin.  This  arrangement  permits  the  pin  to  accommo- 
date itself  to  any  relative  motion  of  the  two  cranks  which  the  falling  of  the  shaft  sooner  or  later 
produces :  it  also  facilitates  the  adjustment  of  the  pin,  which  is  effected  by  slippmg  sheet-iron  packing 
under  the  wedges. 

The  Paddle-shafts  are  of  wrought-iron. 

Tlie  Shaft-bearings  or  pillow-blocks  are  bracketed  castings,  formed  to  suit  the  angles  of  tlie  wooden 
framing  on  which  they  lie.  They  are  fitted  with  the  usual  brasses,  wliich  are  lined  with  Babbit's  metal. 
Tlie  holding-down  bolts,  by  which  the  pillow-blocks  are  secured,  are  arranged  in  a  radiating  direction 
from  the  centre,  so  that  they  embrace  a  considerable  extent  of  the  floors  and  keelsons. 

The  Older-bearing s  are  simple  plummer-blocks,  fitted  with  brasses,  and  resting  on  frames  which  are 
raised  upon  the  guard-beams. 
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The  Spring-bearing  is  a  mere  cushion  of  brass,  which  is  placed  to  support  the  shaft  just  within  the 
wheel,  in  order  to  prevent  vibration.     It  is  occasionally  supported  on  springs. 

■  The  Pillow-blocks  of  the  main  centre  of  the  working-beam  are  similarly  made  with  those  of  the  shaft; 
and  are  fastened  by  strap-bolts  attached  to  the  wooden  framing,  and  also  by  bolts  extending  right  down 
to  the  floor  timbers  of  the  boat. 

Tlie  Water-wheels  are  made  up  of  the  centres,  arms,  and  buckets. 

The  centres  are  circular  bracketed  castings  of  iron,  to  which  the  arms  are  fitted  and  bolted ;  they  are 
bored  out  to  fit  the  shaft,  and  secured  by  eight  keys  in  each.  The  arms  and  rims  are  of  wrought-iron, 
fastened  to  each  other  and  to  the  centres  by  riveting ;  they  are  braced  laterally  by  round  iron  stays, 
fastened  in  the  form  of  a  cross  between  the  outer  arms  of  each  set.  There  are  nineteen  sets  of  three 
arms  in  each  wheel. 

The  Floats  or  buckets  are  of  wood,  and  there  are  tliirty-eight  in  each  wheel,  attached  to  tlie  arms  by 
hook-bolts. 

Various  forms  of  wheel  are  in  use :  some  have  the  single  bucket,  as  the  New  World ;  in  others  the 
float-board  is  divided,  sometimes  in  the  direction  of  its  length,  and  in  other  cases  in  that  of  its  width. 
Iron  arms,  though  much  lighter,  are  more  expensive  than  wooden  ones,  and  are  but  seldom  employed. 
Wooden  arms,  moreover,  are  more  readily  repaired  when  fractured  by  ice,  floating  timber,  or  other 
causes,  and  such  fractures  are  of  frequent  occurrence  at  certain  seasons  of  the  year.  The  divided 
buckets  tend  greatly  to  the  smooth  and  equable  motion  of  the  engine,  especially  in  rougli  water,  although 
the  full  board  will  give  a  somewhat  higher  speed  in  water  perfectly  smooth.  The  wheels  of  the  New 
World  are  the  largest  ever  made,  being  upwards  of  45  feet  in  diameter. 

The  Framework  of  the  engine  is  composed  of  four  pieces  of  pine-wood,  which  are  formed  into  two 
triangles,  inclined  laterally  to  each  other.  Their  lower  ends  rest  upon  the  keelsons,  and  upon  their 
upper  extremities  are  placed  the  pillow-blocks  of  the  working-beam.  They  are  very  solidly  fastened 
together  and  to  the  boat  by  numerous  horizontal  and  diagonal  timbers,  wliich  are  secured  by  wooden 
knees  and  keys,  and  are  heavily  bolted.  The  two  front  legs  of  the  framing  are  bolted  and  keyed  to  the 
diagonal  flanges  cast  on  the  sides  of  the  condenser.  At  the  other  end,  the  framing  is  attached  to  the 
large  mass  of  timbers  which  support  the  shaft  pillow-blocks.  The  framing  is  further  steadied  by  two 
additional  timbers  running  from  the  beam  pillow-blocks  outside  the  shaft  to  the  keelsons  of  the  boat 
The  entire  fastening  of  the  engine  and  of  its  framing  is  so  disposed  as  to  reduce  all  the  strains  to  direct 
ones  of  extension  or  compression  on  the  fibres  of  the  iron  and  wood  employed  in  the  construction. 

The  Boilers  are  on  what  is  termed  the  single  return  plan,  that  is,  the  flame  and  heated  gases  make 
but  one  change  of  direction  in  their  progress  from  the  furnace  to  the  smoke-pipe.  The  latter  is  directly 
over  the  furnace,  at  which  the  flues  commence  and  lead  directly  to  the  space  or  connection  at  the  back 
of  the  boiler ;  from  thence  another  set  of  flues  over  the  first  runs  straight  to  the  smoke-pipe.  The  shell, 
the  upper  part  of  the  front,  and  the  flues  are  all  circular,  and  therefore  require  no  stsij'ing.  On  all  flat 
surfaces,  screw,  socket,  or  crow-feet  stays,  are  placed  every  eight  or  nine  inches  apart.  The  smoke  up- 
take is  likewise  stayed  to  the  steam-drum  by  socket-bolts.  In  the  construction  of  these  boilers  no  angle 
iron  is  used,  but  the  plates  are  everywhere  bent  to  form  the  junctions  at  the  angles,  and  the  flue-heads 
are  worked  out  into  collars,  into  which  the  flues  are  inserted  and  riveted.  The  excellent  quahties  of  tlie 
Pennsylvania  iron  enable  this  bending  to  be  performed  with  safety  and  ease.  Except  at  the  junction  of 
the  shell  and  front  part,  there  is  no  double  riveting.  With  unimportant  differences  of  detail,  the  great 
majority  of  the  boilers  made  and  used  in  and  about  New  York  are  of  the  same  general  form  and  con- 
struction. Tubular  boilers  on  various  plans  have  been  and  still  are  occasionally  employed,  but  they 
have  hitherto  met  with  no  very  extensive  adoption.  The  New  World  has  two  boilers,  and  they  are 
placed  on  the  guards  of  the  boat,  abaft  of  the  wheel-houses.  Tlie  front  part  of  the  boilers  rests  on  a  bed 
of  putty  laid  directly  on  the  deck,  and  the  shells  are  supported  by  appropriate  saddles  of  cast-iron.  The 
space  between  the  front  of  the  boilers  and  the  wheels  is  used  for  the  firing-rooms,  the  coal,  and  the 
blowers  with  their  driving  engines. 

The  fuel  used  is  the  anthracite  coal,  and  the  consumption  in  both  boilers  is  about  6000  pounds  per 
hour.     The  durability  of  the  boilers  depends  very  much  on  the  care  which  is  taken  of  them. 

The  Fire-bars  are  1^  inch  wide  on  the  top,  with 
a  space  of  |  of  an  inch  between  them ;  they  are 
east  in  pairs,  and  have  a  circular  groove  along 

tl.eir  upper  surfaces,  which,  becoming  filled  with  ~  s 1  j^^g 

ashes,  &c.,  protects  the  bar  from  the  extreme  heat         ^^^- 

of  the  fire.  I  ~ 

Fig.  1508  is  a  section  of  fire-bars  of  the  Georgia 

and  Ohio,  burning  anthracite  coal.    Total  grate 

surface,  416  square  feet;  steam,  15  pounds  per  square  inch ;  consumption,  5000  pounds  weight  per  hour 

•n  the  four  boilers. 

Fig.  1509  is  a  section  of  fire-bars  of  the  New  World,  burning  anthracite  coal.  Total  grate  surface, 
221  square  feet ;  steam,  20  to  35  poimds ;  consumption  of  coal  per  hour,  average  6000  pounds. 

The  Blowers  are  of  tlie  direct-action  kind,  that  is,  are  worked  directly  on  the  shafts  of  their  engines, 
and  they  are  consequently  of  much  larger  diameter  than  those  whose  speed  is  got  up  by  pulleys  and 
belts.  They  are  made  precisely  in  the  same  manner  as  a  paddle-wheel,  having  cast-iron  centres,  Avrought- 
iron  arms,  and  wooden  buckets,  all  of  course  of  very  slender  proportions,  answerable  to  the  nature  of  the 
work  they  perform.  The  casing  of  the  blowers  is  made  of  wood,  and  the  air  passes  through  wooden 
conduits  under  the  fire-room  floors,  to  the  ash-pits,  which  are  furnished  with  suitable  doors  of  wrought-iron. 

The  Blower  engines,  of  which  there  is  one  to  each  boiler,  have  14-inch  cyhnders,  by  14  inches  length 
of  stroke ;  they  are  very  simple  and  compact  direct-action  engines,  and  are  bolted  to  perpendicular 
posts  which  are  fixed  to  the  deck ;  they  rece.'ve  their  steam  from  the  boilers,  and  e.xhaust  into  the  con- 
denser, by  which  the  benefit  of  the  vacuum  is  obtained.    The  handles  of  the  steam  regulators  are 
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pUiced  within  convenient  reach  of  the  firemen,  who  can  thus  start  or  stop  the  blower  engines,  incroaae 
or  diminish  their  speed  at  pleasure,  and  to  suit  the  varying  requirements  of  the  fires. 

The  Safety-valves  are  of  the  usual  description,  with  levers  and  weights ;  they  are  eight  inches  ifi 
diameter,  and  there  is  one  to  eacli  boiler. 
The  Pipes  round  the  engine,  both  steam  and  feed,  are  of  wrought  copper,  with  cast  flanges. 
The  dimensions  of  the  New  World  are, 

Ft.      In.  Ft.    In. 

Length 375     0       Breadth 3G     0 

Breadth  over  guards 69     0      Depth  ofhold 10     6 

She  is  constructed  of  wood.  There  are  some  good  examples  of  iron  boats,  two  or  three  of  them  of 
considerable  size.  The  external  planking  is  3  inches  in  thickness,  and  the  ribs  are  sheathed  internally, 
for  a  considerable  distance  amidships,  by  double-crossed  diagonal  planking,  p^urther  forward  and  aft, 
the  sheathing  is  single,  and  towards  tiie  ends  of  the  boat  the  ribs  are  not  sheathed.  The  floor  timbers 
arc  strengthened  by  several  longitudinal  timbers  or  keelsons  of  considerable  size.  To  compensate  for 
the  want  of  depth  in  the  sides  of  the  boat,  the  "  hog-back"  or  "  bow"  frame,  is  applied  to  strengthen  it. 
This  consists  of  timbers  joined  together  in  the  shape  of  a  bow,  springing  from  the  side  at  some  little 
distance  from  each  end  of  the  boat,  and  rising  to  a  height  of  20  or  25  feet  at  the  centre.  It  is  braced 
to  the  side  in  several  places  by  vertical  and  diagonal  timbers  and  bolts.  The  whole  forms  a  powerful 
trussed  framework,  which  is  placed  directly  over  the  side  of  the  boat,  and  is  to  be  regarded  as  being 
virtually  an  addition  to  the  depth  of  the  side.  Tlie  floor  of  the  boat  is  strengthened  by  a  system  of 
bracing,  consisting  of  masts  40  or  60  feet  in  length,  which  are  slipped  on  the  keelson,  and  are  furnished 
at  tlieu-  top  with  caps,  to  which  are  fastened  iron  rods :  these  rods  radiate  to  the  sides  of  the  boat,  hke 
the  shrouds  in  a  ship,  and  they  thus  transfer  the  upward  pressure  on  the  centre  of  the  floor  directly  to 
tlie  side.  The  deck  beams  project  over  the  sides  of  the  boat  to  the  extreme  width  of  the  wheel-houses, 
forming  what  are  called  the  "guards."     These  guards  are  sup-  ,.,„ 

ported  by  diagonal  struts  underneath  them,  and  they  overhang 
at  the  centre  16  feet  6  inches;  they  meet  in  a  point  at  the  bow, 
and  at  the  stern  project  about  2  feet  6  inches,  forming  a  gang- 
way round  the  ladies'  saloon.  The  New  World  being  a  day 
boat,  lias  of  course  no  sleeping  berths.  The  entire  space  below 
deck,  with  the  exception  of  that  occupied  by  the  engine,  is  de- 
voted to  two  immense  dining-saloons.  On  the  after-part  of  the 
main  deck  is  the  ladies'  saloon,  nearly  one-fourth  of  the  length 
of  the  boat.  Over  this  is  the  hurricane  deck,  which  extends 
nearly  to  the  bow,  and  forms  a  magnificent  promenade.  The 
space  underneath  this  deck,  forward  of  the  ladies'  saloon,  is 
appropriated  to  the  baggage,  tfec,  and  on  each  side  of  it  are 
rooms  for  the  accommodation  of  the  officers  and  crew  of  the 
boat.  The  fittings  and  decorations  of  the  saloons  are  most 
costly  and  magnificent.  The  night  boats  have  three  tiers  of 
berths  rurming  completely  round  the  saloon  under  the  main 
deck,  and  there  is  another  saloon  upon  the  hurricane  deck,  ex- 
tending entirely  over  it.  Opening  into  this  saloon,  and  on  each 
side  of  it,  are  state-rooms  containing  berths.  These  night  boats 
thus  possess  sleeping  accommodation  for  many  hundred  pas- 
sengers. The  passage  from  New  York  to  Albany  occupies  on 
the  average  about  9  hours :  the  total  distance  is  146  miles. 
The  boats  usually  make  13  landings,  which  involve  a  loss  of 
time  of  at  least  5  minutes  each,  leaving  7  hours  55  minutes  as 
the  average  running  time,  giving  a  speed  of  about  18^  miles 
per  hour :  this  is,  however,  by  no  means  the  top  speed,  since 
the  passage  through  is  frequently  made  in  much  less  time. 
Upwards  of  20  miles  per  hour  is  commonly  effected,  and  when  racing,  tlie  swifter  boats  have  occasionally 
moved  at  the  tremendous  rate  of  at  least  22  miles  per  hour  through  the  water. 

Details  of  the  engine  of  the  Osceola. — As  another  example  of  American  steamboat  engines,  we  have 
selected  the  engine  of  the  steamboat  Osceola,  made  by  Adam  Hall,  of  New  York,  and  represented  in 
Figs.  1511  to  1534.  The  frame  is  made  of  yellow  pine,  well  jointed  and  bolted  together,  the  mortises 
and  tenons  being  well  inlaid  with  white-lead.  The  timbers  which  sustain  tlie  crank-shaft  bearings  are 
firmly  dowelled  and  bolted  to  the  fore-leg  of  the  main  frame,  and  are  further  supported  with  large 
knees  of  ofik,  firmly  secured  to  the  keelson.  The  prevailing  and  American  characteristic  in  the  construc- 
tion of  the  engine  consists  in  the  free  use  of  tension-rods  and  straps  of  wrought-iron,  arranged  diago- 
nally so  as  to  receive  and  sustain  the  alternate  strains  to  which  the  moving  parts  are  subjected.  The 
advantage  of  this  principle  of  construction  is  very  obvious,  as  it  renders  the  parts  extremely  strong  and 
rigid,  at  comparatively  a  small  expense  of  material.  This  will  appear  from  the  description  which  fol 
lows.  The  arrangement  of  the  working  parts  is  simple  and  efficient :  the  handles  for  starting,  stopping, 
and  tlie  injection,  being  brought  to  one  spot  behind  the  cylinder,  thus  enabling  the  engineer  to  attend 
instantly  when  required.  The  arrangement  by  which  the  eccentric-rod  is  supported  on  a  vibrating  rod, 
renders  the  working  of  the  engine  much  less  laborious  than  without  it ;  and  by  using  the  balance-valves  in- 
stead of  the  ordinary  poppet-valves,  a  very  moderate  degree  of  manual  force  is  requisite  to  work  the  engine. 

Fig.  1511  is  a  side  elevation  of  th«  engine.  Fig.  1512  is  an  end  elevation,  exhibiting  the  steam-chests, 
the  cylinder,  and  the  parallel  motion.  Fig.  1513  is  a  vertical  section  of  the  steam  cylinder,  the  condenser, 
;he  bed-plate,  and  the  au-pumps.     Fig.  1515  is  a  plan  of  the  bed-plate,  showing  the  passage  connecting 
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the  condenser  with  tlie  air-pump,  and  the  opening  by  which  the  foot-valve  is  introduced  to  its  place.  Fig- 
1616  is  a  transverse  section  of  the  steam-chests,  showing  the  arrangement  of  tlie  balance-valves.  Fig. 
1.517  is  a  plan  of  the  steam-chest,  and  of  the  cylinder  with  the  lid  removed.  Figs.  1518  and  1519  are 
views  of  the  traverse  shaft  for  working  the  valve-lifters.  Figs.  1520  and  1521  are  face  and  edge  -viiews 
of  the  crank,  showing  the  method  of  binding  it  by  a  wrought-iron  strap.  Figs.  1522  and  1523  are  front 
and  side  views  of  the  connecting-rod,  with  the  method  of  bracing  it  by  wrought-iron  rods.  Figs.  1524, 
1525,  1526,  and  1527,  are  elevations  and  plans  of  the  crank-shaft  and  main  centre  pedestals,  showing 
tlie  attachments  for  securing  the  blocks  to  the  framuig.  Figs.  1528  and  1529  are  an  elevation  and  a 
plan  of  one  of  the  paddle-wheels  of  the  steamboat  North  America.  We  give  tliis  wheel  as  an  example 
of  American  paddle-wlieels,  and  of  the  modes  of  framing  timber  for  tlie  support  of  the  journals  of  the 
paddle-shafts.  Fig.  1530  is  a  front  vieAV  of  one  of  the  floats ;  Fig.  1531  is  an  edge  view ;  and  Fig.  158^ 
is  a  plan.    Figs.  1533  and  1534  are  a  face  and  edge  view  of  one  of  the  centres  of  the  wheeL 
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Tlie  following  arc  the  literal  references  : — 

A,  is  the  principal  frame,  wliich  supports  the  main  centres  of  the  beam,  and  also  the  bearings  of  the 
crank-shaft. 

B,  are  the  keelsons. 

a  a,  the  fore  and  aft  legs  of  the  frame. 

b,  the  upright  post  under  the  main  centre. 

c,  oak  knees,  by  which  the  legs  are  secured  to  the  keelsons. 

d,  timbers  which  support  the  crank-shaft  bearings ;  the  fore  and  aft  timbers  are  placed  obliquely  to 
strengthen  the  support 

e,  the  back-stay  for  further  securing  the  main  centre. 

C  is  the  steam  cylinder,  and  C  is  the  cyUnder  bottom. 

/,  the  pLston ;  the  under  side  of  it,  1,  is  a  solid  web,  rounded  and  in  one  piece  witli  tlie  centre,  2,  by 
which  it  13  keyed  to  the  rod,  and  with  the  circular  flange,  3,  at  the  circumference,  upon  which  the  pack- 
ing is  laid.  These  three  parts  are  connected  together  by  stiffening  flanges,  4 ;  and  the  whole  is  covered 
in  by  a  flat  plate,  5,  which  holds  down  the  packing,  and  is  bolted  to  the  body  of  the  piston. 
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(J,  the  piston-rod. 

h  h,  the  steam  ports ;  the  under  port  is  formed  in  the  cylinder  bottom.    This,  it  -will  be  observed,  is 
hollowed  out  to  the  form  of  the  under  side  of  the  piston. 

i,  the  clutch  and  cross-head,  keyed  to  the  upper  end  of  the  piston-rod, 

k,  the  links  connecting  the  cross-head  to  the  working-beam. 

D,  are  the  steam  chambers,  in  wliich  are  placed  the  valves  for  regulating  the  motion  of  the  ateam 
into  and  out  of  the  cylinder. 

/ 1,  the  chambers  whence  the  steam  is  admitted  to  the  cylinder. 

mtn,  the  chambers  into  which  the  steam  is  discharged  from  the 
cylinder. 

n  n,  pipes  connecting  the  upper  and  under  chambers ;  bolted  fast  to 
upper  chambers,  but  connected  to  the  under  chambers  by  expansion 
joints. 

»o,  the  steam-valves,  and  p,  the  exhaust-valves,  fixed  in  pairs  on  the 
spindles,  and  denominated  equilibrium  or  balance  valves. 

q  r,  the  valve-spindles,  having  their  under  ends  guided  in  inverted 
caps,  introdaced  through  the  under  sides  of  the  steam-chests;  their 
upper  ends  pass  through  stuffing-boxes,  and  are  connected  on  the  out- 
side to  tlie  brackets  on  the  lifting-rods. 


Scale. — IJ  inchz=l  foot. 

s,  the  steam-pipe  from  the  boiler.  It  is  furnished  with  two  valves;  one  of  them  c",  is  the  tlirottle- 
valve;  the  other  d",  is  the  cut-off  valve ;  the  latter  is  worked  by  a  cam  fixed  on  the  crank-shaft,  which 
works  the  lever  e",  the  fulcrum  of  which  is  fixed  on  the  timbers  of  the  crank-shaft  bearings ;  this  lever 
working  the  lever  on  the  valve-spindle  by  means  of  the  rod  /",  the  traverse-shaft  and  levers  g",  and 
the  rod  h". 

t,  the  exhaust-passage,  connected  to  the  passage  i',  in  the  condenser. 
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n  «.  the  steam  passages  to  the  cylinder. 

V  V,  the  hftiiig-rods,  with  brackets,  1,  1,  2,  2,  fixed  on  them,  and  connected  at  the  extremities  to  the 
valve-spindles,  on  which  they  are  adjusted  by  nuts  ;  3  3,  the  lifting  faces. 

w,  tlie  traverse-shaft;  1,  the  lifting-frame;  2,  the  lifters;  3,  the  eccentric-rod  lever.  (See  Figs.  1518 
and  1519.) 

We  may  take  this  opportunity  of  describing  tlie  operation  of  the  balance-valves,  and  of  pointing  out 
the  peculiar  advantages  of  them.  Referring  to  Fig.  151G,  it  will  be  observed  that  the  valves  are  ar- 
ranged in  pairs,  keyed  on  distinct  spindles,  and  that  each  pair,  therefore,  is  moved  as  one  valve ;  fur- 
tlier,  the  valves  in  each  pair  are  of  unequal  diameters,  the  upper  valves  o,  on  the  steam-side,  being 
larger  tiian  the  under  valves,  and,  on  the  contrary,  the  under-valvcs  p,  on  the  exliaust-side,  larger  than 
tlie  upper  ones.  And  here  the  peculiar  and  elegant  adjustment  is  shown.  The  common  poppet-valve 
sustains  tiie  full  pressure  of  the  steam  on  its  exterior  surface,  which  must,  tlierefore,  be  overcome  before 
the  valve  can  be  opened ;  but,  in  the  balance-valve  the  steam  pressure  is  made  to  balance  itself,  (hence 
tlie  name,)  as  it  eaters  the  steam  port  from  both  above  and  below.  The  upper  valve  in  each  pair  on 
the  steam  side  is  larger  than  the  under  by  as  much  as  will  afford,  by  the  difference  of  pressures  upon 
them,  sufficient  force,  in  conjunction  with  the  weight  of  the  valves,  ito  shut  them  steam-tight  in  their 
seats.  Vice  versa,  the  und^r  valve  in  each  pair  on  the  exhaust  side  is  the  larger  of  the  two ;  that  by 
Uie  resulting  tendency  of  the  pressure  of  tlie  steam  from  within,  when  entering  the  cylinder  through  tliQ 
steifen-valve,  the  exhaust-valve  may  be  kept  shut  when  required. 
Thus,  it  is  clear  that  by  regulating  the  relative  diameters  of  tlie 
valves  in  each  pair,  the  absolute  difference  of  the  areas  of  surface 
of  each,  exposed  to  the  steam  pressure,  may  also  be  regulated ; 
and,  consequently,  also  the  amount  of  pressure  effective  in  shutting 
them.  In  the  present  instance,  the  valves  are  10  inches  and  9 
inches  respectively  in  diameter ;  therefore,  the  steam  pressure 
effectively  exerted  in  shutting  them  is  that  due  to  a  surface  equal 
to  the  difference  of  these  areas,  or  to  15*2  square  inches.  Let  the 
steam  pressure  be  50  lbs.  on  the  inch,  then  the  acting  pressure  wiU 
amount  to  15-2  X  50  =  760  Iba,  or,  the  weight  of  the  valves  being 
swlded,  say  840  lbs.  This  will,  indeed,  appear  little  when  it  is 
considered  what  a  common  poppet-valve  would  require.  If  the 
poppet-valve  were  11  inches  in  diameter,  it  would  be  subject  to  a 
pressure  of  4750  lbs.  The  slides,  also,  such  as  are  used  in  British 
engines,  weigh  3920  lbs.,  without  the  friction  of  the  faces  being 
taken  into  account.  But,  in  fact,  as  the  starting  lever  has  a  power 
af  6  to  1,  the  resistance  to  be  overcome  by  the  engineer  in  starting 
is  only  140  lbs. 

E  are  the  parallel  guides  for  the  cross-head  of  the  piston-rod. 
These,  the  cross-head,  and  the  links  k,  constitute  the  parallel  motion 
of  the  engine.  Tlie  guides  E  are  bolted  to  the  projections  on  the  cylinder  flange,  seen  in  Fig.  1517i 
and  are  stayed  to  the  frame  A,  by  wrought-iron  ties,  and  a  small  cast-uon  cornice  near  the  top.  See 
Fig.  1511. 

F  is  the  main  lever  of  the  engine. 

X,  a  cast-iron  centre,  strung  with  tension-rods. 

;/,  tension-rods  of  wrought-iron,  which  are  strapped  to  the  centre  piece  at  the  middle,  the  extremities, 
and  the  intermediate  points. 

z,  additional  tension-rods,  strengthening  the  intermediate  points  where  the  air-pump  and  force-pump 
rods  are  connected. 

The  main  centre  pedestals  are  represented  in  elevation  and  plan  in  Figs.  1526  and  1527.  1,  the 
sole ;  2  2  2,  flanges  for  securing  the  bearings  -more  steadily  to  the  frame. 

G,  the  connecting-rod  constructed  of  wrought-iron. 

«',  the  rod,  fitted  with  straps  at  the  ends  for  embracing  the  bushes. 

b'  b',  tension-rods  for  stiffening  the  main  rod,  and  preventing  the  effects  of  vibration.  These  rods  are 
jointed  at  the  upper  ends  to  the  main  rod ;  held  in  tension  at  the  middle  by  the  strut  c\  wliich  is 
screwed  and  nutted  at  the  extremities  to  regulate  the  tension  of  the  rod ;  and  keyed  up  at  the  under 
ends. 

II  is  the  crank,  composed  of  a  cast-iron  body,  and  a  wrought-iron  binding  strap.  .  ,r 

d',  the  cast-iron  centre,  in  Avhich  the  holes  are  formed  for  receiving  the  ends  of  the  crank-shaff  and  the 
crank-pin.     Its  form  in  section  is  that  of  a  web  terminated  on  both  sides  by  flanges. 

e',  a  wrought-iron  tension-rod  in  one  piece,  passing  entirely  round  the  crank. 

/'/',  horna  cast  upon  the  crank  for  the  purpose  of  stretching  the  strap  e',  the  strength  being  thereby 
rendered  available. 

The  fellow  of  this  crank,  which  is  seen  in  the  general  elevation.  Fig.  1511,  is  differently  formed,  being 
made  solid  at  the  end,  and  provided  with  bolt  holes,  through  which  a  strap  embracing  the  crank-pin  i.« 
introduced  and  screwed  upon  the  other  side.  By  this  arrangement,  the  crank-pin  may  at  any  time  be 
r<'.adily  disengaged  from  the  crank,  and  the  parts  are  more  easily  put  together. 

I  is  the  crank-shaft. 

ff,  the  plummer-block.  1,  the  sole  of  the  block  resting  on  the  timbers ;  2  2,  flanges  for  securing  the 
block  to  the  framing  by  bolts  and  nuts ;  3  3,  snugs  cast  on  the  sides  of  the  sole,  through  which  holding- 
Jown  bolts  are  passed,  which  are  secured  to  the  keelsons. 

a",  the  eccentric  for  working  the  balance-valves. 

6",  the  eccentric-rod,  having  its  length  divided,  at  a  point  near  the  handle,  into  two  parts  jointed 
togetlier,  tlie  longer  and  heavier  part  next  the  eccentric  being  supported  on  a  vibrating  joint.     By  this 
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means  it  becomes  an  easy  matter  to  disengage  the  rod  from  the  lever  of  the  traverse-shaft;  which  ' 
(lone  by  means  of  a  small  rope  attached  to  the  extremity  of  the  rod. 

K  is  the  condenser. 

«■',  the  exhaust-steam  passage. 

k',  the  injection  passages. 

/',  the  injection  cocks. 

»»'  m',  the  flanges  by  which  the  condenser  is  bolted  to  the  principal  frame. 

L  is  the  air-pump. 

n',  the  bucket,  the  construction  of  which  is  obvious  from  the  section,  Fig.  151S. 

o',  the  bucket-rod. 

1538. 


1529. 


p',  the  delivery  valve,  which  is  cast  hollow,  and  has  its  lower  edges,  where  it  rests  on  tho  stii  puoip 

filed  true,  so  as  to  fit  and  form  a  good  joint.     This  serves  a  two-fold  purpose,  namely,  as  the  air  punij 

lid  and  the  delivery  valve.     Its  action  is  simple  and  ingenious ;  for  when  the  bucket  arrives  hi  a  certaik 

height,  the  lid  is  raised  and  the  water  flows  out  all  round,  thus  discharging  more  effectually  and  rapidly 

than  by  the  common  valve,  and  requiring  little  or  no  power  to  discharge,  having  only  the  lids  to  raise. 

q',  the  hot-well,  made  of  copper,  and  riveted  to  llie  air-pump  by  means  of  a  vertical  flange. 

r',  the  waste-pipe. 

«',  the  feed-pipe. 

t',  the  pipe  for  drawing  off  the  water  from 
the  hot-well. 

u',  the  rod  from  the  beam,  which  drives  the 
air-pump  rod. 

v',  the  guide  for  the  cross-head  of  the  air- 
pump  rod,  staid  to  the  principal  frame  by 
means  of  the  bracket  w'. 
M  is  the  force-pump. 

x',  the  pump-rod,  moving  in  the  guides  y'y', 
driven  from  the  beam  by  the  rod  z'. 
M'  is  tlie  bilge-pump. 
l^  is  the  bed-plate. 
i",  the  foot- valve. 
The  principal  dimensions  of  the  Osceola  are  these : — 

Diameter  of  cylinder 81  inches. 

Length  of  stroke 11  feet 

Length  of  beam 17     "       9     " 

Length  of  connecting-rod 21     "       1     ** 

Lengths  of  links  7     "       6     " 

Height  of  beam,  from  keelson 31     "      0     " 

Width  between  guides  of  piston-rod 3    "      6J  " 

Diameter  of  paddle-wheel 28     "       0     " 

Number  of  strokes  per  minute 24 

Velocity  of  piston  in  feet  per  minute 528 

Tlie  paddle-wliecl,  of  which  we  have  represented  the  construction  in  Figs.  1528 — 1529,  is  the  wheel 
50  feet  in  diameter,  of  the  steamboat  North  America. 
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Fig.  1528  shows  tlie  outside  framing  of  the  paddle-box,  or,  as  it  is  frequently  termed,  the  wheel- 
house  ;  also  an  elevation  of  the  paddle-wheel,  showing  the  arrangement  of  the  buckets,  arms,  centre- 
plate,  etc. ;  A  A  is  the  main  willing  whicii  rests  upon  the  transverse  timbers  B  B,  which  project  from  the 
side  of  the  vessel.  0,  the  main  upright  on  which  the  outer  bearing  of  the  paddle-shaft  E  rests ;  D  D, 
diagonal  framing  for  rendering  the  upright  C  steady,  and  also  for  completing  the  truss  formed  by  the 
four  pieces.  G  G,  two  lighter  diagonals  quartered  into  F  F,  which  are  mortised  into  A  A,  and  firmly 
bolted  together  with  I ;  the  foot  of  I  is  mortised  into  H,  which  acts  as  a  tie  to  confine  the  pieces  F  F  to 
their  places,  thus  forming  a  stiff  framework  iur  the  planking  of  the  wheel-house,  and  supporting  the 
outer  end  of  the  shaft. 

K  K  K  are  the  arms ;  L  L,  battens  by  which  the  floats  are  attached  to  the  arms ;  M  M,  the  float 
boards ;  N  an  inner  ring  of  segments  of  wood  for  the  purpose  of  staying  the  arms ;  O,  an  outer  ring  of 
iron  for  further  security  ;  P,  the  centre-plate. 

Fig.  1529  is  a  plan  of  the  paddle-wheel,  showing  the  arrangement  of  the  floats,  which  gives  this  kind 

of  wheel  the  name  of  "  split  bucket,"  and  also  showing  the  diagonal  bracing  Q  Q,  for  the  purpose  of  pre- 

Yenting  vibration  in  the  wheel. 

1531. 
1534. 


1530. 

M 


1532. 
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Fig.  1530  is  an  enlarged  view  of  one  of  the  floats,  showing  the  method  of  fastening  the  same  to  the 
arm.  K  K  are  the  arms,  three  inches  by  six  deep,  of  red  pine ;  L  L,  two  battens  of  hard  wood  placed 
on  the  ftice  of  the  float  to  retain  it  more  firmly  against  the  arm  when  the  motion  is  reversed,  above  5  J 
inches  wide  at  one  end,  and  4  inches  at  the  other,  and  one  inch  thick ;  the  float-board  M,  is  5  feet  3 
inches  long,  2  feet  4  inches  wide,  and  1  i  inch  thick ;  it  is  fixed  to  the  arms  K  K,  by  means  of  straps 
passing  round  the  arm,  through  the  batten  L  and  washer  R,  and  held  to  its  place  by  f  screws  and  nuts, 
as  shown  in  Figs.  1513  and  1515  ;  it  is  also  held  by  two  J-inch  bolts  and  nuts  at  T  T. 

Fig.  1531,  a  side  view  of  the  method  of  attaching  the  same. 

Fig.  1532  shows  the  method  of  connecting  the  outer  ring  to  the  arms;  a aa  is  a  strap  of  iron,  half 
an  inch  thick  and  three  inches  wide,  which  goes  round  the  arm  K,  and  by  beuig  riveted  tight  to  the 
rings  0  0,  keeps  the  arm  steady  in  its  place. 

Fig.  1533  is  an  elevation  of  part  of  the  centre-plate,  showing  the  arrangement  for  fixing  the  arms. 
A  A  A  is  a  plate  with  webs  cast  upon  it,  IG  in  number,  and  at  B  they  diverge  to  the  jjeriphery  of  the 
plate,  tluis  forming  16  spaces  6  inches  wide,  and  10  smaller  ones.  In  the  wider  spaces,  holes  are 
drilled  or  cast  lor  receiv  ng  the  |  bolts,  which  are  used  in  fixing  the  arms  to  the  plate.  D  is  the  hole  in 
the  centre,  14  inches  diameter,  by  which  the  wheel  is  fixed  to  the  shaft;  C  is  the  ring  which  is  made  2 
inches  thick  and  1^  wide,  for  the  key-seats.     The  plate  A  is  one  inch  thick,  as  are  also  the  webs  BB. 

Fig.  1534  shows  the  thickness  of  the  plate  and  the  width  of  the  bois  or  ring  C. 

Pistons. — By  presenting  a  somewhat  heterogeneous  and  unselected  enumeration  of  the  principal 
varieties,  just  as  they  have  occurred  to  us  in  practice,  and  noting  their  respective  characteristics,  whether 
merits  or  defects,  we  may,  perhaps,  make  our  account  more  instructive  than  if  we  were  to  give  either  a 
more  methodical  description  or  more  restricted  catalogue. 

A  consideration  of  the  annexed  sketches  leads  us  to  rank  metallic  packed  pistons  under  two  divisions, 
(which,  if  not  perfectly  distinct,  are  sufiiciently  so  for  the  purpose  of  classification,)  to  one  or  other  of 
which  each  may  be  referred  :  those  in  which  the  expansive  force  of  the  rings  alone  is  used,  and  those  in 
which  it  is  either  assisted  or  entirely  superseded  by  springs.  Of  the  former  kind,  we  may  reckon  three 
varieties ;  first,  those  in  which  hemp  packing  requires  to  be  compressed  into  the  space  between  the 
rings  and  the  piston,  to  aid  the  elasticity  of  the  former ;  this  is  commonly  the  case  in  pumping  engines, 
where  hitherto  the  more  complicated  and  expensive  descriptions  of  packing  have  not  been  generally 
adopted. 

Fig.  1535  represents  a  piston  of  this  variety;  the  oblique  cut  in  the  ring  being  designed  to  prevent 
the  sharp  edges  of  the  break  from  grooving  the  cylinder.  In  this  description  of  piston,  two  rings  are 
generally  employed,  one  above  the  other,  with  the  breaks  about  90°  apart,  to  prevent  the  steam 
escaping  at  the  joint.  This  is  the  simplest  kind  of  metallic  packing,  but  when  properly  fitted  up,  ii 
possesses  nearly  all  the  advantages  of  the  moi-e  complicated  descriptions ;  the  only  disadvantage  being 
the  necessity  of  occasional  adjustment,  when  the  internal  hemp  gasket  loses  its  elasticity,  the  frequency 
of  which  depends  upon  the  accuracy  with  which  the  end  joinings  of  the  external  rings  are  contrived  to 
prevent  the  inlet  of  steam  into  the  hemp,  and  also  in  some  degree  upon  the  temperature  and  pressure 
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of  the  steam  itself.     Another  form  consists  of  a  single  ring  with  a  tongue  joint,  as  showr.  in  tin 
figure. 

Closely  allied  to  the  above  is  what  we  may  term  tlie  second  variety  of  this  species,  an  external 
packing  ring  like  the  former,  but  deriving  its  tightness  from  its  own  elasticity,  and,  of  course,  not 
dependent  on  the  hempen  packing  behind.  The  simplest  and  perhaps  tlie  most  common  metliod^ol 
giving  the  requisite  spring  is  to  turn  the  packing  rings  a  little  larger  j-^. 

than  the  diameter  of  the  cylinder,  and  when  sawn  through  to  cut  a 
tenon  and  mortise,  or  a  half  check  in  tlie  abutting  ends,  and  tlien  to 
compress  the  ring  by  an  iron  lioop  with  screws,  and  to  fix  it  tempo- 
rarily with  a  pin  put  through  tlie  overlapping  or  mortised  ends ;  in 
this  state  the  rings  are  ground  on  the  surface  joints,  and  the  piston 
made  ready  for  its  place ;  when,  the  hoop  being  unscrewed  and  the 
temporary  pin  withdrawn,  the  rings  are  suffered  to  expand  in  tlie 
cyUnder  by  their  own  elasticity,  which  will  generally  continue  to  act 
till  the  rings  and  the  cylinder  are  so  much  worn  as  to  permit  the 
rings  to  expand  to  their  natural  extent. 

Sometimes  the  abutting  ends  are  left  plain,  in  which  case  a  piece  is 
merely  cut  off  one  end,  to  allow  the  ring  to  be  compressed  to  a  lesser 
diameter.  Great  diversity  Oi  opinion  exists  as  to  the  merit  of  this 
species  of  packing :  that  it  is  a  decided  improvement  upon  the  former 
is  unquestionable,  but  it  is  alleged,  that  in  accuracy  of  form,  and 
facility  of  application  to  the  cylinder,  it  is  greatly  inferior  to  the 
ordinary  more  complex  varieties,  with  a  number  of  segments  and 
artificial  springs  to  each.  It  is  said,  in  the  first  place,  that  it  tends  to 
wear  the  cylinder  off  the  truth.  Appeal  to  experience  might  seem 
the  shortest  way  of  settling  the  question,  as  many  pistons  both  of 
the  simple  and  the  amended  construction  are  in  use,  but  in  this,  as 
in  many  other  cases,  recorded  experience  only  serves  to  prevent 
any  conclusion  whatever,  or  rather  tends  equally  to  two  contradictory 
results. 

Let  us  then  investigate  the  action  of  the  simplest  form.  The  ring, 
when  first  compressed,  does  not  naturally  assume  the  circular  form,  as  by  the  two  ends  being  brought 
together  the  tendency  to  expand  to  its  original  dimensions  is  mainly  checked  In  only  one  direction. 
"When  confined  in  the  cylinder,  however,  it  will  be  seen  at  once  that  it  is  compressed  equally  in  all 
directions,  and  must  therefore  exert  a  corresponduig  force  equally  in  every  direction,  to  recover  its 
original  dimensions.     This  appears  so  plain,  as  scarcely  to  be  susceptible  of  illustration. 

The  variety,  ingenuity,  and  complexity  of  the  various  contrivances  adopted,  to  correct  this  supposed 
defect  in  this  description  of  packing,  and  the  alleged  success  by  which  they  have  been  attended,  must 
be  our  apology  for  dwelling  on  the  subject.  But  although  the  apprehended  evil  did  exist  in  its  full 
amount,  and  the  rings  really  had  a  greater  tendency  to  expand  in  the  direction  perpendicular  to  the 
(li  imeter  passing  through  the  break,  we  do  not  see  what  bad  effect  would  ensue ;  the  cylinder  would  be 
worn  almost  imperceptibly  oval,  till  at  length  the  inequality  of  pressure  in  the  ring  wOuld  be  exactly 
CDuntorbalanced  by  corresponding  ellipticity  in  the  cyhnder;  and  not  only  so,  but  the  next  rings  that 
happened  to  be  put  in  would  fit  with  as  great  truth  as  the  most  hair-breadth  system  of  compensation 
could  possibly  effect,  since  the  alleged  unequal  expansion  of  the  ring  would  then  correspond  exactly 
witli  the  shape  to  which  the  cylinder  has  by  that  time  worn. 

It  is  abundantly  obvious,  however,  that  the  effect  upon  the  cylinder  of  the  unequal  expansion  might 
be  altogether  neutralized,  (were  it  ascertained  to  have  any  proper  existence,)  by  using  two  rings  instead 
of  one,  the  position  of  the  joints  being  90°  apart.  It  is  not  uncommon  to  have  the  rings  placed  witli 
the  joints  on  opposite  sides  of  the  cylinder,  or  180°  apart:  an  arrangement  on'y  useful  to  prevent  the 
passage  of  the  steam  tlirough  the  single  break,  (an  object  which  might  be  easier  attained  in  another 
way,)  and  incapable  of  exerting  a  correcting  influence  on  the  above-named  inequality. 

Under  the  third  modification  of  this  description  of  packing,  we  class  pistons  in  which  each  ring  is  still 
in  one  piece,  but  in  which  some  of  the  above  modes  of  compensation  are  had  recourse  to.  The  common 
method  is,  simply  to  turn  the  ring  about  one-third  thinner  towards  the  part  where  the  joining  is  made ; 
two  rings  are  commonly  used,  the  position  of  the  joints  being  as  above  described,  and  instead  of  tlie 
rings  being  turned  of  greater  than  the  required  diameter,  and  then  sprung  in,  the  requisite  elasticity  is 
given  by  hammering  the  thicker  semicircumference  on  the  hollow  side.  Of  course,  tlie  same  method 
may  be  taken  with  rings  of  uniform  thickness,  and  to  derive  the  full  effect  of  the  hammering,  it  miglit 
be  well  to  retain  the  origuial  skin  of  the  casting  on  the  inside  of  the  ring.  The  advantage  of  giving  the 
requisite  elasticity  by  liammering  rather  than  by  compressing  the  ring,  lies  in  tlie  more  perfect  circu- 
lanty  ensured  by  the  former ;  but  were  the  precaution  taken  to  turn  up  the  compressed  rings  in  tlie 
latlie,  this  difference  would  no  longer  have  place ;  and  this  is  now  generally  done  in  addition  to  the 
hammering. 

Tliis  anangement  lias  been  generally  found  to  work  very  well ;  but  perhaps  not  better  than  the  pre- 
ceding more  simple  variety,  when  the  workmanship  of  both  is  equally  correct.  Numberless  methods 
have  been  taken  to  prevent  the  escape  of  the  steam  by  the  open  end  joints  which  this  species  of  ring 
exposes ;  frequently  hemp  packing  is  put  behind  the  rings ;  sometimes  they  are  merely  cut  ^vithout  any 
further  provision ;  but  by  far  tlie  best  plan,  is  to  rivet  a  piece  of  brass  or  iron,  previously  fitted  to  the 
proper  curvature,  to  the  inside  of  the  ring  on  one  side  of  the  break,  so  that  it  shall  apply  correctly  to  the 
otlier  side,  and  slide  along  steam-tight  as  the  ring  expands  by  wearing.  Inattention  to  this  simple  pre- 
caution has  been  the  occasion  of  great  inconvenience,  and  luis  even  led  to  the  substitution  of  a  much 
more  expensive,  though  not  in  reality  much  more  efficient  system. 
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The  second  principal  division  of  our  subject  comprises  many  subvarieties :  we  mean  that  class  of 
pistons  where  artificial  springs  are  used,  acting  in  most  cases  by  the  intervention  of  blocks  or  wedges. 
The  most  common  construction  is  as  follows : — Two  strong  cast-iron  rings  of  such  dimensions  as  to  have 
no  perceptible  elasticity  themselves,  (say  from  1 J  incli  to  2  J  inches  square  in  the  cross-section,)  are  cut, 
each  into  from  three  to  six  or  eight  segments,  according  to  the  size  of  cylinder,  or  other  regulating  cir- 
cumstance, placed  the  one  above  the  other,  so  as  to  break  bond  at  each  joint,  and  at  each  break  part  of 
the  ring  is  cut  away  to  admit  the  introduction  of  a  wedge  usually  of  tlie  angle  of  90°,  the  point  of  which 
may  be  f  inch  from  the  surface  of  cylinder :  a  common  elliptical  spring  is  then  introduced  between  the 
body  of  the  piston  and  the  back  of  the  wedge.  Sometimes,  instead  of  a  wedge,  a  simple  block  is  used, 
or  the  spring  presses  immediately  upon  the  back  of  tlie  ring. 

In  the  original  form  of  this  piston  the  points  of  tlie  wedge  came  in  contact  with  the  cylinder,  behig 
situated  in  the  periphery  of  the  piston,  and,  in  order  to  prevent  their  injuiious  action  in  grooving  the 
cylinder,  it  was  proposed  to  make  them  of  softer  metal.  In  this  description  of  piston,  the  mode  of  action 
of  the  wedges  is  what  seems  principally  to  require  investigation.  When  the  points  of  the  wedges  are 
not  in  contact  with  the  cylinder,  the  mode  of  action  is  sufficiently  obvious ;  the  intervention  of  the  wedge 
serving  simply  to  multiply  the  energy  of  the  springs  on  the  principle  of  the  wedge,  as  a  simple  mechanical 
power.  Of  course,  the  more  acute  the  angle  of  the  wedge,  the  greater  force  is  imparted  to  tlie  springs, 
on  the  principle  of  virtual  velocities ;  and  were  the  segments  only  required  to  expand  indefinitely,  instead 
of  expanding  and  contracting  by  turns,  to  suit  the  inequalities  in  the  cylinder,  then  a  very  acute  wedge 
might  be  used ;  but  as  the  wedge  must  be  ready  to  spring  back,  to  allow  the  packing  to  yield  when 
it  comes  to  a  tight  part  of  the  cylinder,  as  at  the  top  and  bottom  of  the  stroke,  it  is  plain  that  the  incli- 
nation must  be  considerably  greater  than  the  angle  of  repose ;  it  is  seldom,  however,  made  less  than  80° 
or  90°,  but  we  beheve  a  considerably  sharper  angle  would  be  found  to  answer.  Considering  now,  for  a 
moment,  the  case  in  which  the  points  of  the  wedges  come  in  contact  with  the  cylinder,  it  might  seem,  at 
first  sight,  that  they  would  exert  no  pressure  at  all  upon  the  adjacent  segments ;  and  such  would  be  the 
case,  were  it  possible  for  them  to  wear  no  faster  than  the  rings  themselves ;  a  little  consideration,  how- 
ever, will  show  that  this  can  never  be  the  case,  as  the  wear  upon  the  wedge  must  be  to  that  of  the  ring, 
in  the  proportion  of  the  side  to  half  the  base  of  the  wedge ;  that  is,  in  the  case  of  a  right-angled  wedge, 
as  the  diagonal  to  one  of  the  sides  of  a  square :  were  the  wedge  and  cylinder  then  to  be  made  of  the 
same  material,  the  wear  of  the  cylinder  opposite  the  wedge  would  exceed  that  of  the  rest  of  its  surface 
in  the  above  proportion,  or  probably  in  a  somewhat  higher  ratio,  arising  from  the  difierent  grain  of  the 
metal  composing  the  wedge.  The  wedges,  however,  are  almost  always  made  of  gun-metal,  which 
serves  in  a  great  measm-e  to  neutralize  what  would  be  otherwise  the  injurious  tendency  of  this 
arrangement. 

Fig.  1536  represents  two  views  of  the  locomotive  piston.  The  peculiarity  of  construction  and  mode 
of  action  is  apparent  from  inspecting  the  drawing.  By  fitting  a  tongue-piece,  or  tenon,  into  a  corre 
spending  mortise,  in  both  wedge  and  ring,  it  is  intended  to  prevent  the  passage  of  steam  at  the  breaks 
of  the  segment,  instead  of  the  common  method  of  using  two  rings,  each  of  half  the  thickness,  with  the 
joinings  of  the  one  ring  placed  midway  between  those  of  the  other.  We  believe  this  construction  has 
been  found  to  answer  perfectly ;  but  this  is  not  paying  it  a  distinguishing  compliment,  as  we  shall  soon 
see  that  the  same  may  be  said  of  certain  other  descriptions,  about  which  there  is  not  above  one-fourth 
of  the  workmanship  here  displayed. 
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r%.  1537  represents  plan  and  section  of  a  piston,  differing  from  the  above  in  having  only  one  wedge 
and  break  in  the  ring  instead  of  four.  The  set  screw,  on  the  side  farthest  from  the  wedge,  might  be 
omitted ;  the  two  side-screws  serve  in  some  measure  to  compensate  for  the  sluggish  action  of  the  right- 
angled  wedge,  whicli  seems  rather  to  press  the  ring  against  the  cylinder  at  the  point  immediately  adja- 
cent than  to  force  it  open,  and  thus  make  it  bear  equally  all  round.  A  more  acute  wedge  would 
propagate  the  pressure  of  the  spring  more  readily  thi-oughout  the  entire  circumference.  A  cuxular 
spring,  like  that  used  here,  while  it  possesses  several  conveniences,  is  yet  less  dehcate  and  perfect  in  its 
action  tlian  the  common  elliptical  kind ;  and  perhaps,  too,  less  easily  reset  or  retempered. 

Very  similar  to  the  first  variety  is  that  shown  in  Fig.  1538.  We  doubt  whether  the  slight  superiority 
in  point  of  simplicity  gained  by  doing  away  Avitli  the  adjusting  screws,  and  substituting  a  single  spring 
hoop,  be  not  more  than  counterbalanced  by  less  perfect  action.     A  method  intermediate  between  the 
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wo  last  is  sometimes  adopted ;  the  packing-ring  is  cut,  and  a  sliding  piece  and  wedge  employed  in  two 
ipposite  places,  and  a  circular  spring,  with  set  screws,  acts  upon  each. 

Fig.  1539  represents  a  plan  of  the  piston.  The  distinctive  feature  in  it  is,  that  each  spring  acts  upon 
me  wedge  in  the  upper  ring,  and  another  in  the  lower,  the  centre  of  the  spring,  contrary  to  common 
usage,  being  made  the  "  point  d'appui,"  from  the  body  of  the  piston. 

Fig.  1540  represents  a  piston  that  has  been  much  used.  It  consists  of  three  concentric  rings,  the  two 
outer  being  rebated  and  mortised  upon  their  edges,  and  together  filling  up  the  space  between  the  flanges 
oi  the  piston.  The  inner  ring  is  equal  in  depth  to  the  two  outside  rings.  When  the  rings  are  turned  to 
fit  the  cylinder  and  each  other,  they  are  hammered  on  the  inside,  to  give  them  a  tendency  to  spring 
outwards,  and  are  then  cut  through,  to  allow  them  to  expand.  The  divisions  of  the  rings  are  placed  so 
as  to  break  joint.  To  provide  for  the  wear  of  the  outside  rings,  springs  are  placed  at  the  back,  which 
can  be  tiglitened  up  by  means  of  screws  bearing  upon  the  centre  part  of  the  springs. 


1542. 
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Scale. — 1  mch=;l  foot. 


Fig.  1541  represents  a  kind  of  piston  very  similar  to  Fig.  1537.  The  pistons  are  sometimes  made  of 
brass.  This  is  an  advantage  in  horizontal  or  incUned  cylinders,  as  tlie  softness  of  the  material,  and  the 
greater  lightness  of  the  piston,  considerably  reduce  tlie  wear  of  the  cylinder.  Brass  pistons  liave  been, 
on  this  account,  much  used  for  locomotive  engines  ;  one  drawback,  however,  to  their  employment,  is, 
the  inferior  eLasticity  of  the  metal,  ■which  renders  the  employment  of  artificial  spinugs  necessary. 

Fig.  1542  represents  the  packing-rings.  The  pecuHarity  of  tliis  piston  consists  in  the  two  rings  being 
grooved  and  tongued  into  each  other  in  a  manner  similar  to  common  flooring-deals. 

Fig.  1543  represents  the  plan  of  a  piston  which  is  superior  in  simplicity,  and  at  least  equal  m  efii- 
ciency,  to  several  of  those  we  have  figured. 

Fig.  1544  represents  the  piston  wliich  is  free  from  all  or  most  of  the  defects  we  have  pointed  out,  and 
has  given  much  satisfaction  in  practice.  The  position  of  the  rings,  in  being  placed  with  the  breaks,  90° 
apart  instead  of  180°,  is  one  of  those  trivial  but  judicious  arrangements  wliich  often  determines  the 
character  of  a  mechanical  contrivance. 


1545. 


ScALB. — i  inch=l  Coot. 


CALE  —  J  inch=:l  foot. 


Fig.  1545  is  a  plan  and  section  of  piston  much  used.  It  lias  two  packing-rings,  |  inch  X  li  inches, 
each  in  three  segments,  pressed  out  by  three  elliptical  springs  with  set  screws,  through  the  medium  of 
an  inner  ring  equal  in  depth  to  tlie  two,  and  cut  in  tliree  places. 

These  then  are  the  principal  specimens  of  locomotive  pistons :  we  shall  next  describe  some  of  the 
most  approved  pistons  for  marine  engines,  all  of  wliich  are  also  applicable  to  land  engines. 

Fig.  1546  represents  a  variety  of  packing  adapted  for  marine  engines. 

Fig.  1547  represents  Jessop's  spiral  metallic  packing.  On  considering  tlie  action  of  the  spiral  coils, 
j-hen  the  ring  is  compressed  into  a  lesser  diameter,  it  will  be  found  that  the  tension  of  the  springs  is  a 
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minimum  at  the  centre  of  the  coil;  wliile  it  increases  towards  each  extremity  in  the  ratio  of  half  the 

number  of  coils  to  unity. 

Fig.  15-48  represents  an  arrangement  that  was  formerly  extensively  adopted.  'ITie  packing  consists  of 
four  rings,  from  |  to  1^  square,  according  to  the  size  of  the  cylinder,  which  may  vary  from  6  to  50  inches 
in  diameter.  In  pistons  of  the  latter  dimensions  the  rings  are  turned  fully  two  inches  more  in  diameter, 
and  afterwards  cut  in  one  place,  and  bent  to  the  proper  circle  in  a  mould  prepared  for  the  purpose — 
the  ends  being  half  checked  in  such  a  way  as  to  be  steam-tight  without  the  necessity  of  using  packing 
behind,  which,  however,  is  frequently  added.  In  order  to  bring  the  cylindrical  surface  of  the  rings 
sooner  to  an  exact  bearing,  a  groove  is  turned  out  of  the  outer  circumference  of  each :  this  may  help, 
besides,  to  keep  the  piston  tight,  by  affording  a  lodgment  for  oil  and  tallow,  and  may  in  certain  circum- 
stances bo  of  considerable  use.  In  one  instance  within  our  knowledge  this  kind  of  piston  has  been  at 
work,  with  occasional  interruption,  but  little  or  no  repair,  for  a  period  of  ten  years. 
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ScALis.— 1  inch=l  foot. 

Fig.  1549  represents  plan  and  section  of  piston  both  for  marine  and  land.  This  may  be  regarded  as 
B  favorable,  and  at  the  same  time,  characteristic  specimen  of  the  most  generally  approved  and  widely 
adopted  variety  of  packing  in  which  separate  spruigs  are  employed.  The  ease  with  wliich  the  springs 
may  be  bent  and  reset  to  the  proper  compass  prevents  set  screws  from  being  required :  the  only  seri- 
ously objectionable  point  seems  to  be  the  expense  of  fitting  and  grinding  steam-tight  the  ten  wedges 
required.  The  use  of  wrought-iron  nuts,  fitted  into  the  body  of  the  piston  to  receive  the  junk  ring 
screws,  instead  of  tappmg  them  into  the  cast-iron,  is  a  very  obvious  improvement. 
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ScALt:. — 1  iuch=l  foot. 


Scale. — i  ixich=l  foot. 


Fig.  1550  represents  a  form  of  marine  piston.  To  enter  into  a  detailed  analysis  of  it  would  be  supei- 
imous,  after  havuig  considered  so  much  at  length  the  general  principles  by  which  our  judgment  haa 
been  regulated. 

Fig.  1531  is  another  form  of  piston.  The  peculiar  shape  of  the  blocks  against  which  the  springs  press, 
iistead  of  the  usual  V  wedge,  is  one  point  of  identity. 
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Fig.  1552  represents  the  form  of  piston  much  used. 
Two  rings,  about  2  J  inches  square,  (cylinder  being  65 
inclies  diameter,)  divided  into  two  segments,  tlie  lengths 
of  which  may  be  in  the  proportion  of  1  to  5,  each  ring 
being  pressed  out  with  a  number  of  springs,  generally 
made  very  stiff,  and  of  little  compass :  the  rings,  in  con- 
sequence, wear  so  rapidly,  that  we  have  known  them  to 
require  fo  be  eked  witli  a  considerable  thickness  of 
copper  at  the  ends.  The  distinguishing  feature  of  tliis 
piston  lies  in  the  cut  on  the  outer  circumference  of  the 
rings  being  made  at  a  considerable  angle  with  the  per- 
pendicular, while  that  on  the  inner  side  is  vertical ;  an 
arrangement  that  we  do  not  recollect  to  have  met  with 
before. 

Fig.  1553  represents  a  species  of  packing-ring  also 
much  employed.  Only  one  packing-ring  is  used,  about 
5J|  inch  X  l|  inch;  sprung  in  from  a  larger  diameter,  or 
hammered  internally  so  as  to  have  considerable  elas- 
ticity. This  ring  is  cut  in  only  one  place,  and  a  piece, 
8  or  9  inclies  in  length,  half  the  thickness,  and  about 
one-third  the  depth  of  the  ring,  is  checked  in  on  the 
upper  side,  in  order  to  break  bond ;  and  at  the  back  of 
the  joint  a  block  is  placed,  screwed  to  the  one  end  of 
the  ring  and  loose  at  the  other,  so  as  to  prevent  the 
steam  from  passing  through  the  cut.  In  addition  to  the 
elasticity  of  the  ring,  it  is  pressed  out  by  six  elliptical 
springs.  This  is,  on  the  whole,  one  of  the  best  marine 
pistons.  The  ring,  however,  in  wearing,  deranges  the  joint  between  the  ring  and  the  small  segment- 
piece.  The  joint  opens  at  each  end,  so  that  the  only  contact  comes  to  be  at  the  central  point,  which  is 
a  defect. 

Fig.  1554  shows  plan  and  section  of  the  piston  of  a  cylinder  68  inches  diameter.  There  are  two  rings 
cut  into  two  segments,  the  lesser  being  one-third  the  circumference,  with  V  blocks  at  the  joinings,  and 
stiff  elliptical  springs. 

1552. 


Scale. 4 —  iiich=l  loot. 


ScAt.i:. — i  iiich=:l  Amt. 


Pig.  1555  shows  a  species  of  piston.  Tlie  ring  is  turned  the  full  size,  measuring  to  tlie  point  of  the 
lougue-piece,  and  squares  are  then  cut  out  to  allow  tlie  ends  to  come  together,  so  that  the  tongue-piece 
Ls  in  Dne  piece  with  the  ring.  The  malleable  iron  bridle  is  for  the  jiurpose  of  expanding  or  contracting 
Hie  ring,  which  is  effected  by  driving  in  a  cutter  at  the  one  end  of  the  bridle  or  the  other,  wli^reby  the 
ring  is  contracted  or  expanded.  One  end  of  tlie  bridle  is  attached  to  the  ring  by  a  bolt,  which  slides  in 
an  oblong  liole  in  the  bridle;  and  if  a  cutter  be  driven  between  the  bridle  and  one  ei'.d  of  the  piece 
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ground  on  the  back  of  the  joint,  the  ring  -will  be  expanded ;  whereas,  if  driven  at  the  opposite  side,  the 
ring  will  be  drawn  together. 

Fig.  155C  represents  a  marine  engine  piston.  The  tongue-piece  is  not  cast  in  one  with  the  ring,  but 
is  put  in  witli  pins ;  and  the  slot  is  on  the  inchne,  to  prevent  a  rut  in  the  cylinder.  The  tongue-pieces, 
of  this  and  the  preceding  variety,  are  of  course  ground  in,  a  piece  being  ground  on  the  back  to  prevent 
the  steam  from  passing.  This  species  of  piston  ring  is  probably  among  the  best  yet  introduced  in  prac- 
tice. It  is  a  very  common  fault  of  metallic  pistons  that  the  springs  are  made  too  weak.  We  have  often 
known  them  to  be  too  weak,  but  never  in  any  one  instance  knew  them  to  be  too  strong. 

1553. 


ScALK. — i  inch=;l  foot. 


Fig  1557  represents  the  piston  often  used  for  cylindi-ical  slide-valves.  By  raising  or  lowering  the 
Bcrew,  ^t  "'ill  be  evident  that  the  rings  are  compressed  or  expanded.  A  Hat  place  is  of  course  cast  in 
tJie  boiiv  of  the  piston  to  leave  room  for  the  bridle. 


ScALK. — J  inch=l  foot. 

(n  the  uistons  of  oscillating  engines,  it  is  necessary  to  take  precautions  against  any  compression  oi  the 
r.,ickmg-ring  by  the  weight  of  th(i  piston  during  the  inclination  of  the  cylinder.  The  method  pursued  by 
Messrs.  Penn  is  to  pack  the  space  between  the  metallic  ring  and  the  piston  with  hemp.  It  might  be  a 
good  wav  to  force  out  the  ring  by  means  of  a  V  block  placed  on  one  side  of  the  piston,  in  the  line  of  the 
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trunuion,  a  steady  pin  being  inserted  in  the  piston  on  the  opposite  side,  with  a  corresponding  oblong 
hole  in  tlie  packiiig-ring,  so  as  to  prevent  the  packing-ring  from  turning  round  at  the  same  time  that  it 
was  permitted  to  expand.  Messrs.  Penn  make  use  of  a  single  ring  and  tongue-piece  with  the  block  bo 
hind  recessed,  -so  as  not  to  mterfere  with  the  hemp  packing.  The  upper  side  of  the  ring,  too,  is  sLar» 
fined  off  to  an  edge. 
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ScALB. — i  inch=l  foot. 
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Scale. — J  inch=l  foot. 
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Valves. — The  function  of  a  valve  is  to  open  or  close  a  passage,  and  all  the  varieties  are  divisible  intf. 
the  genera  of  lifting  and  sliding  valves.  Sliding-valves  are  generally  employed  to  admit  the  steaiii 
alternately  above  and  below  the  pistons  of  engines,  except  in  the  case  of  pumping  engines,  and  there 
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lifting  or  spindle  valves  are  usually  employed.  Safety-valves  are 
always  spindle-valves,  though  a  slide-valve,  opened  by  the  rise  of  a 
column  of  water  or  mercury,  has  been  proposed  as  a  safety-valve. 
The  valves  of  pumps  are  generally  spindle,  flap,  or  ball  valves,  but 
are  sUde-valves  sometimes.  A  cock  is  to  be  regarded  as  a  circular 
sliding-valve.  Tlie  diameter  of  the  spindle  of  spindle-valves  is  usually 
made  about  one-eighth  of  tbe  diameter  of  the  valves ;  in  small  valves 
the  proportion  is  greater. 

Safctif-vahes. — A  common  proportion  is  a  circular  inch  of  orifice 
per  l^-iiorse  power,  or  "8  of  a  circular  inch  per  horse  power.  In  ma- 
rine engines  safety-valves  are  usually  lifted  by  a  lever,  which  presses 
up  tlie  spindle  from  undemeatli,  and  the  weights  are  either  wholly  or 

Eartially  hung  from  the  spindle.  The  spindles  are  sometimes  guided 
y  means  of  an  iron  bar,  wliich  passes  across  the  steam-chest ;  but 
this  is  not  a  commendable  practice,  as  explosions  liave  occurred  from 
the  jamming  of  the  spindles  in  the  guide,  in  consequence  of  an  altera- 
tion of  shape  in  the  steam-chest  when  the  pressure  came  on. 

Fig.  1558  represents  the  safety-valve  of  a  locomotive  engine,  which 
is  of  the  steelyard  kind,  and  the  end  of  the  lever  is  kept  down  by  a 
spring. 

Boiler  explosions  sometimes  arise  from  the  adhesion  of  the  safety-valve  to  its  seat,  and  nimierous  plan; 
have  been  devised,  and  some  of  tliem  of  considerable  ingenuity,  for  obviating  tliis  source  of  danger. 
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The  ordinary  method  of  feeding  land  boilers  by  a  head  of  water  may  rank  among  these  contrivances : 
it  is  shown  in  Fig.  1559.  A  float,  which  is  usually  made  of  stone  or  iron,  is  so  balanced,  by  means  of  a 
counterweight,  that  it  rises  or  falls  with  the  fluctuations  of  the  water  level,  and  in  so  doing  opens  or 
closes  a  valve  in  a  small  cistern,  at  the  top  of  a  stand-pipe  set  on  top  of  the  boiler,  thereby  maintaining 
the  water  at  the  right  level.  The  stand-pipe  is  of  sufficient  dkmeter  to  receive  a  float  connected  with 
a  chain  proceeding  to  the  damper ;  and  as  the  water  is  forced  up  in  the  stand-pipe  to  a  height  corre- 
sponding to  the  elasticity  of  the  steam,  the  float  in  the  stand-pipe  will  rise  and  fall  with  the  varying 
firessure,  thereby  adjusting  the  vehemence  of  the  draught  to  the  wants  of  the  engine, 
f  the  pressm-e  becomes  very  high,  the  water  will  be  forced  out  of  the  boiler  through 
the  feeding-valve.  This  valve,  however,  is  usually  made  too  small  to  be  capable  of 
answering  as  a  safety-valve,  but  it  gives  intimation  of  danger.  In  steam  vessels  an 
upright  pipe  has  been  recommended  to  be  applied  to  the  top  of  the  boiler,  of  sufficient 
capacity  to  give  free  exit  to  the  steam,  and  descending  beneath  the  water  level,  so  as 
to  be  under  ordinary  circumstances  filled  with  water.  When  the  steam  becomes  too 
high,  the  water  is  forced  up  this  pipe,  and  proceeds  into  the  chimney  by  a  branch-pipe 
provided  for  the  purpose.  If  the  pressure  be  not  speedily  relieved,  the  whole  of  the 
water  above  the  mouth  of  the  pipe  will  leave  the  boiler,  and  then  the  steam  will  rush 
out.  Another  plan  consists  in  the  application  of  a  vessel  at  the  end  of  a  lever,  to 
receive  the  water  which  flows  over  from  the  upright  pipe,  and  this  vessel  of  water  is  so 
arranged  that  its  weight  opens  the  safety-valve.  In  some  combinations  a  column  of 
quicksilver  is  employed,  instead  of  a  column  of  water ;  but  it  has  been  found  that  the 
quicksilver  is  gradually  dissipated  by  the  action  of  the  steam.  A  large  steam-gage  is 
recommended  by  some  persons  as  an  effectual  safeguard  against  explosion,  in  the  event 
of  an  adhesion  of  the  safety-valve ;  but  for  all  ordinary  pressures  we  think  the  column 
of  water  wiU  be  found  to  be  a  preferable  expedient. 

Slide-valves, — There  are  three  principal  varieties  of  slide-valves — the  long  D,  the 
short  D,  and  the  three  ported.     Tliis  last  valve,  Fig.  1560,  consists  of  a  box  set  over  a 
central  port,  and  moved  alternately  over  ports  set  on  each  side  of  the  central  port,  so  as  to  establish  a 
communication  between  the  central  and  side  ports  alternately.     The  central  port  is  the  escape  port : 
the  steam  passes  in  the  direction  of  the  arrows,  and  when  exhaustion  is  being  performed  by  one  port, 
steam  is  being  admitted  by  the  other.     This 
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species  of  valve  is  used  very  extensively  in 
high-pressure  engines,  and  almost  universally 
in  locomotives.  It  is  very  simple;  and  by 
leaving  the  face  of  the  cylinder  when  the  press- 
ure within  the  cylinder  exceeds  the  pressure  in 
the  valve-casing,  it  enables  the  water  to  escape 
when  the  engine  primes :  but  it  occasions"  a  con- 
siderable waste  of  steam  if  the  ports  and  pas- 
sages are  large ;  and  if  they  are  not  large,  a 
considerable  loss  of  power  arises  from  the  extra- 
resistance  experienced  by  the  piston. 

The  long  D  valve  has  always  been  in  much 
favor  with  engineers,  though,  as  we  think,  with- 
out sufficient  reason.  The  short  D  valve  is,  in 
our  judgment,  preferable,  and  we  give  in  Fig. 
1561,  an  excellent  specimen  of  this  species  of 
valve.  Some  short  I)  valves  have  only  one  rod 
to  connect  the  ends,  and  others  have  two ;  but 
three  are  preferable,  as  they  give  greater  stiff- 
ness than  is  otherwise  attainable.  It  is  expe- 
dient to  zmc  the  connecting-rods,  as  in  the 
wake  of  the  ports  they  frequently  get  wasted 
rapidly  away  by  the  steam. 

The  piston-valve  with  skewed  ports  is  repre- 
sented in  Fig.  1562.  This  species  of  valve  is, 
in  oui-  judgment,  preferable  to  the  D  in  many 
respects.  It  is  more  easily  worked,  admits  of 
metallic  packing,  and  is  not  liable  to  have  its 
form  altered  by  twisting. 

In  working  large  engines  considerable  diffi- 
culty is  experienced  in-  handling  the  valves, 
from  the  weight  and  the  pressure  of  the  steam 
forcing  the  valve  agaihst  the  face  of  the  cylin- 
der. Various  schemes  have  been  adopted  to 
obviate  this  disadvantage.  In  some  cases  a 
small  engine  has  been  used  to  work  the  valves 
at  starting,  and  another  plan  has  been  to 
balance  the  valves  by  the  opposing  pressure  of 
the  steam.  One  of  these  balance  valves  is  rep- 
resented in  Figs.  1563,  1564,  and  1565.     It  is  a  """  ^ 

Blide-valye,  and  has  no  hemp  packmg  as  is  usual,  but  is  kept  tight  by  means  of  a  metallic  packing-ring, 
divided  into  segments  which  are  pressed  against  the  inner  side  of  the  valve-chest  back  by  spiral  springs 
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and  steam  pressure.    Some  inconvenience  might  be  anticipated  from  the  circumstance  of  the  rubbing 
surface  of  tlie  packing-ring  at  the  sides  of  the  valve  being  greater  tlmn  at  the  ends. 

a  a  a  is  a  brass  ring  divided  into  segments,  as  shown  in  tlie  phxn,  the  object  being  to  allow  the  ring  to 
accommodate  itself  to  any  shght  curve  that  may  be  caused  by  the  pressure  of  steam  on  the  valve-box 
back  or  cover,  bbbb  is  a  space  containuig  about  three  layers  of  well-plaited  square  gasket,  c  c  c  c  is  a 
brass  ring  in  one  piece  fitted  loosely  into  tlie  groove,  having  on  one  side  of  it  a 
number  of  small  steel  pegs,  dddd,  on  whicli  is  placed  spiral  springs.  These 
springs  force  the  ring,  and  by  it  the  hemp  packing  is  pressed  hard  against  the  brass 
segments,  causing  them  to  slide  steam-tight  against  the  valve-box  cover,  the 
pressure  being  further  regulated  by  a  communication  made  between  the  space  in 
whicli  the  spiral  springs  work,  and  the  steam  in  the  valve-box. 

A  communication  is  made  between  the  condenser  and  the  space  within  the  brass 
ring  a  a  a  in  the  valve -box  cover,  and  the  condenser  regulated  by  a  cock,  so  that 
when  the  engineer  is  handling  the  engine  he  can  cause  a  vacuum  at  the  back  of  the 
slides.  E  E  E  is  a  wrought-iron  hoop  bound  to  fit  the  turned  part  of  the  valve, 
which  slides  freely  in  it,  iminfluenced  by  the  valve-rod  F  E. 

The  valve  employed  by  Messrs.  Penn  in  the  most  recent  of  their  oscillating- 
engines,  is  substantially  the  same  with  that  just  represented.  The  ring,  however, 
is  in  a  single  piece,  and  is  tightened  against  tlie  back  plate  by  means  of  another 
ring,  armed  with  four  lugs,  lying  beneath  the  packing-ring.  Between  this  ring  and 
the  packing-ring  hemp  packing  is  interposed,  and  the  lower  ring  is  raised  up  by  unscrewing,  out  of 
bosses  on  the  valve,  fom*  bolts  passing  through  the  lugs.  These  bolta  may  be  unscrewed,  and  the  pack- 
ing tightened,  by  removing  four  plugs  in  the  back  of  the  valve-casing.    By  this  metliod  of  arrangement 
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Back  View. 


It  is  not  necessary  to  make  the  back  of  tlie  casing  removable,  but  merely  to  plane  and  fit  the  back  t« 
the  rings  before  the  parts  are  put  together.  The  back  plate  which  forms  tne  cover  of  the  casing  is 
scraped  as  carefully  as  the  valve  and  cylinder  faces,  but  only  as  much  of  the  back  plate  is  thus  fitted  as 
the  ling  comes  into  contact  with  during  the  travel  of  the  slide,  and  the  fitted  portion  is  cast  a  littla 
liigher  than  the  otlier  portions. 
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Expansion-valves. — Slide-valves  are  the  most  satisfactory  species  of  expansion-valve ;  but  spindie- 
valves  are  the  simplest,  and  they  are  the  most  frequently  employed  Most  of  the  spindle  expansion- 
valves  are  of  the  double  beat  or  equihbrium  kind,  such  as  are  used  in  the  Comisli  engines.  The  form  of 
the  cam  is  a  sort  of  twisted  elliptical  cylinder,  so  to  speak,  against  the  exterior  surface  of  which  a 
pulley  fixed,  on  the  end  of  a  lever,  presses,  and  by  the  motion  thus  derived  opens  the  valve. 

Fig.  1566  represents  the  variable  expansion-geer  of  Gonzenbach. 
It  consists  of  an  ordinary  short  slide-valve  and  casing,  with  ports 
in  the  back,  upon  which  another  slide-valve  and  casing  are  im- 
posed.    The  ordinary  valve  is  Avorked  in  the  usual  manner ;  but 
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Transverse  section. 


Perpendicular  section. 


the  travel  of  the  supplementary  valve  may  be  lengthened  or 
shortened,  so  as  to  cut  off  the  steam  at  any  part  of  the  stroke.  A 
is  the  common  valve,  and  F  the  valve-chest;  B  is  the  supple- 
mentary valve,  which  is  a  solid  block  with  two  perforations,  which, 
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when  opposite  the  ports  in  the  cover  F,  admit  steam  fi-om  the  supplementary  valve-chest  K.  Tho 
starting-handle  is  connected  with  the  shaft  g,  upon  which  a  lever  is  fixed,  and  so  connected  by  links 
with  tlic  ex-tremities  of  the  eccentric-rods  D  and  d,  that  when  one  eccentric-gab  is  in  geer  with  the  pin  e', 
upon  the  valve-lever,  the  other  shall  be  disengaged.  In  the  figure  the  engine  is  in  geer  for  going  aliead, 
and  the  reversing  eccentric-rod  D  is  disengaged  from  tlie  ordinary  valve,  and  in  geer  with  the  supole- 
tnentary  valve,  by  means  of  a  second  gab/,  which  receives  a  pin  upon  the  expansion-valve  lever  CJ.  in 
Ihis  lever  there  is  a  long  slot,  in  which  a  pin  G,  fixed  on  the  valve  link  H,  may  be  moved  to  a  greater 
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or  loss  distance  from  the  centre  of  the  expansion-valve  sliaft,  by  means  of  the  liandle  T ;  and  the 
effective  length  of  tho  valve-lever  being  thus  varied,  the  travel  of  the  valve  receives  a  corresponding 
variation.  Tlie  expansion-valve  thus  receives  the  reversing  motion  while  the  slide-valve  is  receiving  the 
forward  motion. 

Fig.  1567  represents  the  variable  expansion  geer  of  Mayer.  It  consists  of  an  ordinary  valve,  with 
the  addition  of  perforations  through  the  top  and  bottom  faces,  each  of  which  is  covered  by  a  supple- 
mentary valve  upon  the  back  of  the  first,  consisting  of  two  solid  blocks,  into  which  a  valve-rod  h 
screwed,  having  a  right-handed  screw  where  it  penetrates  the  one  block,  and  a  left-handed  screw  where 
it  penetrates  the  other ;  so  that  the  blocks  will  be  set  closer  or  further  apart,  according  to  the  direction 
in  which  the  rod  is  turned.  The  ordinary  valve  receives  its  motion  in  the  usual  way,  and  tlie  expan- 
sion-valve is  moved  by  means  of  a  pin  attached  to  the  piston-rod,  whicli  works  in  a  slotted  lever,  to 
whicli  the  expansion  valve-rod  is  attached.  Tlie  motion  of  the  two  valves  is,  tlierefore,  at  right  angles, 
and  the  expansion-valve  is  about  one-fourth  of  a  revolution  in  advance  of  the  steam-valve.  In  Fig.  1567, 
A  is  the  steam-valve,  BB  the  expansion-valve,  TT  the  valve-rod,  with  right  and  left  handed  screw; 
G  a  wheel  attached  to  the  valve-rod,  over  which  a  pitch  chain  passes,  by  means  of  whicli  tlie  valve-rod 
is  turned,  and  the  blocks  are  altered  so  as  to  give  the  requisite  amount  of  expansion ;  D  is  the  valve- 
shaft,  and  C  E  the  valve-lever ;  F  is  the  pin  attached  to  tlie  piston-rod.  In  all  cases  in  which  the  mo 
tion  of  the  expansion-valve  is  the  same  as  that  of  the  piston,  the  slide-valve  must  be  provided  with  lap. 

Sliding  cut-off  valve. — This  is  the  invention  of  Mr.  Simon  P.  Winne,  of  Albany,  N.  Y.  Fig.  1568  is  a 
vertical  longitudinal  section  of  the  steam  chest  and  passages  of  a  cylinder,  witli  tlie  valves  in  their  place 
and  ready  to  act.  A  B  C  D  represent  a  steam  cylinder,  having  on  its  top  A  C,  the  usual  hollow  steam 
channel  E  E,  divided  by  partitions  to  separate  the  entering  from  the  issuing  steam  in  the  usual  way 
with  the  exit  passage  G,  and  openings  into  the 
cylinder  at  H  H.  J  J  J  J  is  a  steam  chest  made 
a  little  longer  than  the  ordinary  kind,  but  of  the 
same  form.  The  steam  entering  in  by  the  pas- 
sage X,  fills  the  chest,  from  which,  as  will  be  no- 
ticed, there  are  four  openings  mto  the  channels 
E  E,  and  one  into  the  exit  passage  G.  They  are 
all  properly  faced  with  slides,  and  arranged  in 
reference  to  the  valves  to  move  over  them,  as 
seen  in  the  engraving,  cde  are  the  three  slide- 
valves,  c  and  e  have  solid  bottom  surfaces,  and 
d,  the  central  valve,  has  the  usual  chambered 
passage  to  effect  a  communication  together  be- 
tween two  of  the  three  central  passages  from 
the  chest  into  the  steam  channel.  Tlie  valve- 
rod  K  passes  through  a  stufling-box  at  the  one 
end,  and  has  the  other  end  passed  through  a  stuffing-box  or  into  a  chamber  L,  bored  out  to  receive 
support  and  steady  its  movements.  The  rod  passes  through  the  upper  parts  of  tlie  valves  c  e,  which  are 
pierced  to  receive  it ;  but  it  is  not  attached,  but  moves  freely  through  them.  Tlie  rod  K,  moved  by 
the  eccentric,  communicates  motion  to  the  valves  by  means  of  two  stop-nuts,  which  screw  upon  a  thread 
in  the  rod  for  adjusting  the  cut-off.     These  nuts  will  readily  be  noticed  at  the  ends  of  the  catches. 

Upon  the  two  valves  c  and  e  are  mounted  catches  A  and  i,  moving  on  pivots,  and  have  handles  k  Jr. 
The  catch  drops  down  upon  the  valve-rod  and  is  held  in  this  position  by  its  own  weight  or  a  spring,  as 
may  be  found  most  suitable,  m  is  a  metallic  plate  placed  over  the  centre  of  the  valve  range.  It  has 
its  lower  edge  curved  or  made  flat,  as  may  be  desired.  Its  chord  is  parallel  with  the  rod  K.  This 
plate  is  attached  to  a  spindle  at  right  angles  to  it,  wliich  passes  tlirough  a  stuffing-box,  where  it  is  at- 
tached  to  the  liandle  0,  for  raising  and  depressing  it,  thus  attaching  and  detaching  tlie  catclies  h  and  i 
from  the  nuts  on  the  rod  K.  Tlie  valve  d  fies  upon  its  bed  unattaclied  to  the  rod,  and  is  only  moved  by 
the  impulse  of  c  and  e  alternately.  Between  these  two  valves  and  d  there  is  a  space  to  be  determined 
by  the  portion  of  the  stroke  of  the  piston  at  which  the  steam  is  to  be  cut  off. 

Operation. — The  valves  are  to  be  attached  to  the  rod  by  the  catches  when  the  cut-off  is  to  be  used. 
Tlie  engine  in  the  engraving  is  represented  as  having  just  begun  the  stroke  of  its  piston  from  left  to 
right,  and  the  valve-rod  from  right  to  left.  Before  the  piston  has  passed  over  one-third  of  its  stroke,  e 
will  have  covered  the  first  opening,  cutting  off  all  passage  of  steam  from  the  chest  to  the  opening  H  of 
the  cylinder,  and  will  keep  it  covered  during  tlie  remainder  of  the  stroke,  during  wliich,  valve  d  is  kept 
stationary,  passing  steam  from  the  right  passage  of  the  cylinder  H,  through  the  two  passages  indicated 
by  the  middle  arrow,  and  out  of  G,  until  the  valve  e  impels  it  to  the  left,  and  the  valve  c  is  carried  over 
the  other  opening,  and  opening  the  other  e.xit  passage.  Tliis  completes  the  stroke,  and  the  same  opera- 
tions are  repeated  continuously  from  left  to  right  and  right  to  left.  When  it  is  desired  to  give  tlie  en- 
gine full  steam,  the  lever  9  is  depressed,  by  wliich  the  catches  arc  raised  to  allow  tlie  three  valves  to 
act  in  concert,  operating  as  a  single  slide  driven  by  a  cam.  The  stroke  can  be  cut  off  and  regulated  by 
the  handle  O.  It  is  only  necessary  to  depress  the  bar-plate  ?n,  to  permit  the  proper  catch  to  drop  over 
tlie  stop  nuts,  and  the  required  cut-off  will  be  effected.  The  valves  when  used  for  upright  engines  may 
be  kept  in  tlieir  places  by  springs  during  the  absence  of  steam  pressure. 

Expansion — Allen's  cut-off. — The  combination  whereby  an  adjustable  cut-off  is  obtained  for  engines 
using  poppet-valves,  is  represented  by  the  drawings  liereto  attached,  Figs.  1569,  1570. 

A  is  the  rock-shaft,  B  the  lifting  rods,  and  C  the  exhaust-valve  lifter,  as  usually  arranged  and  worked. 

D  is  the  steam-valve.  E  the  valve  stems.  F  is  a  piece  attached  to  the  valve  stem  by  means  of 
which  it  rests  on  the  toe  G.     This  toe  G  is  attached  to  the  shaft  H.     On  the  same  sliaft  H  is  the  toe  T 

On  the  lifting  rod  B  is  fastened  the  stud  1,  having  a  centre  on  which  it  is  supported,  and  turns  one 
end  of  the  lever  K ;  the  other  end  L  is  connected  with  the  arm  N,  by  the  rod  S.    This  arm  N  is  at- 
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tached  to  the  shaft  0.  On  the  same  shaft  0  is  attached  the  arm  P,  to  which  arm  is  given  a  recipro- 
cating motion  coincident  witli  that  of  the  piston,  and  taken  from  the  beam  or  any  part  having  the  same 
motion  (suitably  reduced)  as  that  of  the  piston. — On  the  lever  K  is  placed  the  movable  piece  Q,  the 
roller  R  is  attaclicd  to  tlie  piece  Q,  and  on  the  roller  R  rests  the  toe  T. 

It  will  be  seen  that  by  the  upward  motion  of  the  lifting  rod,  the  end  I  of  the  lever  K  is  raised,  whila 
by  the  downward  motion  of  the  arm  N  the  other  end  of  the  lever  K  is  lowered.  But  it  will  also  be  per- 
ceived that  the  upward  motion  of  the  end  I  is  at  its  greatest  velocity  at  the  beginning  of  the  stroke, 
while  the  arm  N,  which  lowers  the  end  L,  has  no  motion  at  the  immediate  beginning  of  the  stroke ;  by 
reason  of  these  relative  motions,  the  lifting  end  will  have  the  advantage,  and  the  valve  will  therefore 
be  raised  at  the  early  part  of  the  stroke,  but  the  motion  of  the  lifting  end  is  rapidly  diminishing,  while 
that  of  .the  lowering  end  is  increasing;  it  therefore  Avill  soon  happen  that  the  lowering  end  will  lower 
the  valve  more  rapidly  than  it  is  raised  at  the  other  end,  and  thus  the  valve  will  be  restored  to  its  seat 
The  point  of  stroke  at  whick  the  valve  will  be  restored  to  its  seat,  will  depend  on  the  proportion  of  parts, 
and  with  suitable  proportion  parts,  on  the  position  of  the  movable  piece  Q.  If,  in  the  position  repre- 
sented in  the  drawings,  the  valve  is  restored  at  half  stroke,  then  by  moving  the  piece  Q  towards  the 
lifting  end  the  valve  will  be  restored  at  a  later  point,  and  by  moving  it  towards  tlie  lower  end  the  valve 
will  be  closed  at  an  earlier  point. — Further  descriptions  of  American  engines  will  be  found  under  the 
heads.  Locomotive,  Marine,  Stationary,  and  Screw  Propeller. 

ENGINES,  Summary  of. — The  greater  part  of  this  summary  is  taken  from  the  Engineers'  and 
Mechanics'  Pocke1>Book,  by  C.  H.  Haswell,  engineer  m  chief  of  the  U.  S.  Navy. 
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66 

72 

33 

36 

164 

18 

17 

iH 

11 

12 

134 

14 

4 

4^ 

12 

124 

74 

7+ 

94 

9* 

2| 

2| 

104 

104 

Hi 

12 

70 

72 

80 

83 

45 

46 

128 

130 

20 

21 

4i 

41 

6* 

7 

31 

32 

38 

39 

15 

154, 

24 

21! 
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Tables  of  Dimensions,  d'c,  of  63  Steam  Vessels,  and  of  their  Engines  and  Peopellers  ;  selected  from 
a  more  extended  list,  with  t/ie  view  of  presenting  only  those  of  which  the  complete  particulars  are  recorded 

Note.— The  tonnage  is  according  to  the  old  builders'  measurement.    In  the  column  showing  the  material  of  each  vessel 
the  letter  W.  signifies  IVooil,  and  I.  Iron. 


Name  of  Vessels. 


-I 


(jength. 


Over 
all. 


Of 

keel. 


Between 
perpendi- 
culars. 


3  3 


S5 


Actteon,  &c 

Agir  

Alice 

Arcadia,  &c. 

Archimedes  

Avon  and  Severn 

Berenice 

Black  Eagle 

Blackwall 

British  Queen 

Clyde,  «fec 

Colchis,  <fec 

Cormorant 

Courier 

Cyclops 

Dart 

Dee,  <tc 

Devastation  

Dolphin 

Dundalk , 

Dundee,  &c 

Eclipse 

Enterprise 

Era 

Fairy 

Father  Thames 

Fulton 

Grappler 

Great  Britain 

Great  Liverpool 

Great  Northern 

Great  Western 

Hamlet 

Heme 

Hibernia 

India ". 

Invincible 

Isis  and  Trent 

Lady  Burgoyne 

Locomotive 

Medea 

Nimrod 

NUe 

Northern  Light  Yacht 

Peloro 

Penelope 

Precursor  

President  

Prince  Albert 

Prince  of  Wales 

Princess  Royal 

Princess  Alice 

Railway 

Rainbow 

Retribution 

Rocket 

Ro3e,<&c 

Ruby 

Styx,  <kc. 

Thunderbolt 

Vernon. 

Water  Witch 

William  Wilbcrforce.. 


18S1 
1841 
1839 
1840 
1836 
1841 
1836 

1842 
1838 
1841 
1837 
1843 
1841 
1839 

1841 
1841 
1839 
1834 
1834 
1840 
1839 

1845 
1840 

1845 
1844 
1837 
1842 
1838 
1842 
1844 
1842 

1844 
1841 
1843 
1841 
1843 
1843 

1845 
1843 
1842 
1841 
1840 

1842 
1841 
1843 
1842 
1837 
1844 
1842 
1840 
1836 
1839 
1842 
1841 

1840 


W. 

I. 

L 
W. 
W. 
W. 
W. 
W. 

L 
W. 
W. 
W. 
W. 

L 
W. 

L 
W. 
W. 

L 

I. 
W. 

I 

I. 

L 

I. 

L 
W. 

I. 

L 
W. 
W. 

w. 

L 

I. 

w. 
w. 

L 

w. 

L 

I. 
W. 

L 
W. 

L 

W. 
W. 
W. 
W. 

L 

L 

I. 

L 

I. 

L 
W. 

L 

I. 
W. 

w. 
w. 
w. 

L 
W. 


652 

264^ 

170 

1200 
237 

1354 
646 
496 
258J 

1862 

1354 
433^ 

1110 
310 

1195 
48 

1354 

1100 
107 
560 
650 
277i 
92 
60 
260 
247 

557 
3443 
1140i 
1430 
1321 

130 

355 
1350 
1000 

1298i 

"70 

807 

591 

911 

303i 

252 
1630 
1476 
1840 

800 

585 

800 

260 

258i 

681 
1710 
70J 

806 

272i 
1057 

1000 

650 


ft  ia 

150  0 

228  0 
125  0 
238  0 


ft.  ia 


148  6 
136  9 


275  0 
238  0 

216"  0 

158  water  line 
216  6 


210  0 


145  0 

181  6 

320  0 

247  0 

236  0 


180  0 
146  3 


ft  in. 

171  0 

145  0 

95  0 

206  0 

107  0 

213  0 

164  10 

155  0 
145  0 

213  0 

156  0 

180  0 


81  0 

213  0 

180  0 

110  0 

170  fore  rake 

170  0 

156  0 


deck 


289  0 
209  5 


218  fore 
189  0 
125  0 


175  0 
deck 
deck 


215  main  deck 


185  0 


244 

0 

265 

0 

145 

0 

180 

0 

174 

200" 

0 
K) 

192  10 


141  9J 
djck 
dack 

123  0 


76 

6 

85 

0 

140 

0 

165 

0 

221 

0 

96 

0 

155 

6 

rake 

215' 

0 

126 

0 

105 

0 

179 

4 

180 

0 

142 

0 

130 

0 

225 

0 

155 

0 

160 

0 

145 

0 

190 

0 

220 

0 

90 

0 

148 

0 

155 

0 

170 

0 

ft  in. 

17  3 

10  1 
9  0 

22  6 

13  0 
30  6 

20  0 

14  10 
9  10 

27  6 

23  6 
13  6 

21  0 
9  0 

23  0 

7  0 

30  6 

21  0 

7  6 

16  0 

17  6 

11  0 

8  0 
5  11 

10  6 

10  0 

17  0 

32  6 

19  8 

26  0 

23  3 

9  6 
10  0 

24  0 

28  0 
8  0 

23  0 


20  0 

16  0 
20  6 
12  9 

11  2 
25  0 
25  0 
30  0 

9  6 

15  6 

17  0 
10  6 

9  10 

12  0 


21  0  14 

22  0  15 
5  6  2 

17  0  10 


ft  in. 
25  10 

19  0 

20  0 
34  6 
22  6 
36  6 
28  8 


26 

1 

19 

1 

40 

0 

36 

6 

24 

0 

36 

0 

20  0 
35  6 


36  0 

14  0 

26  0 

28  0 

19  0 

16  0 

12  0 

21  0 

19  0 

34  6 


30  10 

37  0 

35  4 
17  0 
21  6 

36  0 
32  0 


17  3 

36  0 
17  6 
11  6 
31  11 
26  0 
S3  0 
21  0 
20  2i 

40  0 

37  0 

41  0 


28  0 
20  0 


40  6 

12  8 

20  6 

19  0 


27  0 
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PROPSLLING   MACHINERY. 

XoTE. — In  the  last  column,  showing  the  description  of  engines,  the  abbreviations  S.  L.  signify  Side  Lever;  D.  A.  Direct 
Action;  O.  Oscillating ;  St.  Steeple  ;  D.  C.  Double  Cylinder;  II.  P.  High  Pressure, 


t 

1 
Number. 

Number  of 
engines. 

Horse  power 
each  engine. 

Diameter  of 
cylinders. 

Stroke. 

Diameter. 

Paddle  wheel's 
boards. 

1 

Length. 

No.  per 
minute. 

Kind  of  1 

engines. 

in. 

ft. 

in. 

ft. 

in. 

ft.  in.     ft.  in. 

1 

2 

146 

Li 

5 

9 

20 

24 

6 

8  10  X  2     3 

2 

2 

41 

o6| 

3 

0 

30 

16 

0 

7     6X14 

S.  L. 

3 

2 

30 

31 

3 

3 

14 

0 

D.A. 

4 

2 

210 

72 

6 

10 

16 

28 

0 

9     0X30 

S.  L. 

5 

2 

42 

37 

3 

0 

26 

screw 

6 

2 

230 

7 

0 

16 

30 

0 

S.  L. 

7 

2 

118 

56 

5 

6 

21 

23 

0 

8     6X21 

S.  L. 

8 

2 

135 

62 

4 

6 

23 

0 

5     6X40 

0. 

9 

1 

92 

55 

3 

0 

31 

15 

6 

9  10  X  1     2 

St. 

10 

2 

2441 

m 

7 

0 

16 

30 

0 

9     6X2     8i 

S.  L. 

11 

o 

230 

1H 

7 

6 

15 

30 

0 

S.  L. 

12 

2 

62 

42 

4 

6 

23 

17 

0 

8     0X19 

S.  L. 

13 

2 

158 

65  i 

5 

3 

22 

26 

8 

8     3X20 

D.A. 

14 

2 

35 

34 

3 

0 

28 

15 

0 

8     0X1     If 

0. 

15 

2 

154 

64 

5 

6 

21 

26 

0 

8     0  X  1  10 

D.A. 

16 

2 

10| 

20 

2 

0 

35 

11 

0 

4     6  X  0  11 

11 

2 

217 

73 

7 

0 

16 

28 

6 

9     6X26 

S.  L. 

18 

4 

112 

54  l-16tli 

6 

0 

18 

26 

0 

9     0X21 

D.  C. 

19 

2 

21 

28 

2 

0 

35 

10 

4 

4     3X16 

S.  L. 

20 

2 

140 

61 

5 

6 

21 

24 

9 

8     8X21 

S.  L. 

21 

2 

126 

58 

5 

6 

21 

24 

0 

8     0X22 

S.  L. 

22 

1 

100 

54i 

4 

0 

28 

16 

6 

9     0X13 

St. 

23 

2 

21 

27i 

2 

6 

34 

12 

6 

5     4X12 

S.  L. 

24 

2 

12 

17  f  and  29 

1 

8 

34 

10 

4 

5     0X10 

D.  C. 

25 

2 

54 

42 

3 

0 

50 

screw 

0. 

26 

2 

37i 

35 

3 

oi 

30 

18 

6 

8     6X13 

0. 

27 

2 

250 

50 

9 

0 

25 

22 

5 

11     6X3     0 

28 

4 

110 

40 

4 

6 

25 

21 

0 

8     0X16 

D.  C. 

29 

4 

300 

88 

6 

0 

18^ 

screw 

SO 

2 

229 

75 

7 

0 

16 

28 

5 

S.  L. 

31 

2 

162 

68 

4 

6 

22 

screw 

32 

2 

220 

m 

7 

0 

16 

28 

9 

10     0X2     6 

S.  L. 

33 

2 

21 

2li 

2 

3 

38 

11 

0 

5     6X13 

S.  L. 

34 

2 

60 

43^ 

3 

6 

29 

18 

6 

11     0X1     6 

S.  L. 

35 

2 

250 

77i 

7 

6 

15 

30 

4 

10     0X3     0 

S.  L. 

36 

2 

151 

63 

5 

9 

20 

26 

6 

8     0X2     3 

S.  L.     i 

37 

1 

83 

49 

4 

2 

31^ 

16 

0 

5     8X12 

St.        ' 

38 

2 

225 

Hi 

7 

0 

15 

29 

0 

10     0X3     0 

S.  L.     ' 

39 

2 

46 

39 

3 

0 

32 

16 

0 

8     0X14 

0. 

40 

2 

51 

4 

0 

27 

H.  P. 

41 

2 

112 

55i 

5 

0 

22 

24 

0 

&     8X4     6 

S.  L. 

42 

2 

160 

66 

5 

3 

22 

24 

6 

8     6X27 

D.A. 

43 

2 

132 

60 

5 

2 

22 

22 

0 

9     7X29 

S.  L. 

44 

2 

76 

47 

4 

3 

25 

19 

0 

7     6  X  1   10 

0. 

45 

2 

50 

39J 

3 

6 

29 

15 

6 

8     0X14 

S.  L. 

46 

2 

320 

91 

6 

0 

■  18 

30 

0 

10     0 

D.A. 

47 

2 

260 

80 

7 

0 

16 

28 

0 

S.  L. 

48 

2 

266 

80 

7 

6 

15 

31 

0 

S.  L. 

49 

2 

50 

40 

3 

4 

32 

17 

6 

9     0X1     4 

D.A. 

50 

2 

135 

61 

5 

0 

22 

25 

0 

6     9X20 

St. 

51 

2 

208 

73 

6 

3 

17 

29 

0 

7     9X24 

St. 

52 

2 

60 

48 

3 

6 

30 

18 

5 

7     0X23 

DA. 

53 

2 

46 

39 

3 

0 

33 

15 

6 

9     8X12 

0. 

54 

2 

88 

50 

4 

6 

25 

21 

0 

9  10  X  1     8 

St. 

55 

4 

400 

72 

6 

0 

34 

0 

13     0X2     6 

D.  C. 

56 

2 

10 

19 

2 

0 

40 

9 

8 

3     8  X  0  10 

0. 

57 

2 

53 

40^ 

3 

6 

29 

17 

0 

8     0X16 

S.  L. 

58 

2 

5H 

40 

3 

6 

30 

17 

6 

9     2X13 

S.  L. 

59 

2 

142 

62 

5 

3 

20 

26 

0 

8     3  X  1   10 

D.A. 

60 

2 

163 

67 

5 

0 

20 

26 

0 

7  10 

D.A. 

61 

1 

'28 

30 

3 

0 

32 

14 

0 

S.  L. 

62 

2 

m 

22 

4 

0 

45 

10 

0 

D.A. 

63 

2 

140 

60 

6 

0 

20 

24 

0 

8     6X20 

S.  L. 
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The  following  are  considered  in  England  the  most  approved  proportions  for  steam  vessels : — 

Length  of  keel .        1. 

Breadth  of  beam ^tk 


Depth  of  vessel 


Ath. 


Centre  of  paddle  boxes  fths  from  the  stem  end  of  the  keel,  and  |ths  from  the  stem  post 

LOCOMOTITTE  ENGINES. — Table  containing  the  velocity  of  the  pistons,  that  of  tlie  circumferenci 
tfthe  driving  wheels  being  taken  as  1. 


Stroke  of 
the  Pistons. 

Diameters  of  Driving 

Wheels. 

in. 

4ft  Oin. 

4ft  6ui. 

5ft  Oin. 

5ft  6in. 

6ft  Oin. 

6ft  6ia 

7ft  Oin. 

7ft  6in. 

8ft  Oin. 

20 

0.2652 

0.2393 

0.2122 

0.1929 

0.1768 

0.1632 

0.1516 

0.1414 

0.1326 

19 

0.2519 

0.2273 

0.2016 

0.1832 

0.1679 

0.1550 

0.1440 

0.1343 

0.1259 

18 

0.2386 

0.2153 

0.1910 

0.1736 

0.1591 

0.1468 

0.1364 

9.1272 

0.1194 

17 

0.2254 

0.2034 

0.1803 

0.1640 

0.1503 

0.1387 

0.1288 

0.1202 

0.1127 

16 

0.2121 

0.1914 

0.1697 

0.1543 

0.1415 

0.1305 

0.1213 

0.1131 

0.1061 

15 

0.1989 

0.1795 

0.1591 

0.1447 

0.1C26 

0.1224 

0.1137 

0.1060 

0.0994 

14 

0.1856 

0.1675 

0.1485 

0.1350 

0.1237 

0.1141 

0.1061 

•  0.0990 

0.0928 

13 

0.1*724 

0.1555 

0.1379 

0.1254 

0.1149 

0.1061 

0.0985 

0.0919 

0.0862 

12 

0.1591 

0.1436 

0.1273 

0.1157 

0J061 

0.0979 

0.0909 

0.0848 

0.079R 

Application  of  this  table  for  finding  the  tractive  power  of  locomotive  engines. — Multiply  the  sum  of 
the  areas  of  the  two  pistons  by  tlae  effective  pressure  of  the  steam  in  pounds,  and  further,  that  product 
by  the  coefficient  in  the  table  (belonging  to  its  driving  wlieels  and  stroke  of  the  pistons),  and  this  new 
product  will  be  the  traction  of  the  engine  in  pounds. 

Ex.  A  locomotive  engine  to  have  5  feet  6  inch  driving  wheels,  cylinders  of  13  inches  diameter  by 
18  inches  stroke,  and  the  effective  pressure  of  tlie  steam  to  be  40  lbs.  on  the  square  inch:  what  is  its 
traction  ? 

(2  X  132.66)  40  X  0.1736 
1842.39  lbs.  of  traction. 

If  it  be  required  to  know  the  number  of  tons  the  engine  is  able  to  draw  on  a  level,  divide  its  traction 
by  ihe  friction  in  pounds. 

If  the  engine  is  to  go  up  inclines,  then  add  to  that  friction  the  gravity  in  pounds  due  to  a  ton  on  that 
incline,  and  use  this  sum  as  a  divisor  for  the  traction :  the  quotient  will  be  the  number  of  tons  the  engine 
is  capable  to  rise  up  that  incline  with.  In  both  cases  is  the  weight  of  the  engine  and  its  tender  in  the 
quotient  included. 

Explanations. — By  effective  pressure  is  understood  the  pressure  of  the  steam  above  the  pressure  of 
the  atmosphere,  less  tlie  number  of  pounds  necessary  to  keep  the  engine  by  itself  just  in  motion. 

Friction,  the  power  necessary  to  move  a  mass  along,  which  is  generally  taken  to  be,  on  railways, 
equal  to  10  lbs.  for  every  ton. 

Gravity,  the  power  to  overcome  the  tendency  of  a  mass  or  load  to  descend  an  incline,  being  always 
equal  to  the  quotient  of  the  product  of  the  load,  and  height  of  the  incline,  divided  by  the  length  of  tlio 
incline. 


Therefore  the  above  engine  would  draw 

1842.39 


=  184  tons  on  a  level ; 


10 
and,  on  an  incline,  say  as  1  in  300, 

Friction  =  10  lbs. 
Gravity  =  1  X  2240  =  7.466  lbs. 


1842.89 


17.466 


300  17.466  lbs.    Consequently, 

:  105.5  tons  up  an  incline  of  1  in  800. 


If  the  weight  of  the  engine,  with  its  tender,  be  taken  at  18  tons,  it  will  draw  a  net  gross  load  of 
1 66  tons  on  a  level,  and 
87.5  tons  up  an  incline  of  t  in  SOD, 
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Table  showing  the  Speed  of  an  Engine,  when  tlie'time  of  performing  a 

i,h, 

or  1  Mile,  is 

given. 

Time  of 

Time  of 

Time  of 

Speed  per 

Time  of 

Time  of 

Time  of 

Speed  per 
hour. 

performing 

performing 

performing 

performing 

performing 

performing 

i  mile. 

i  mile. 

1  mile. 

i  mile. 

i  mile. 

1  mUe.        { 

Miles. 

niin.     sec. 

min.     Bee. 

min.     sec. 

Miles. 

min.     sec. 

min. 

sec. 

min. 

sec. 

5 

3       0 

6       0 

12       0 

53 

0     17. 

0 

34. 

7.9 

6 

2     30. 

5       0 

10       0 

54 

0     16.7 

0 

33.3 

6.6 

7 

2       8.6 

4     17.2 

8     34.3 

55 

0     16.4 

0 

32.7 

5.4 

8 

,  1     52.5 

3     45. 

7     30. 

56 

0     16.1 

0 

32.1 

4.8 

9 

1     40. 

3     20. 

6     40. 

57 

0     15.8 

0 

31.6 

3.1 

10 

1     30. 

3       0 

6       0 

58 

0     15.5 

0 

31. 

2. 

11 

1     21.8 

2     43.6 

5     27.3 

59 

0     15.2 

0 

30.5 

1. 

12 

1     15. 

2     30. 

5       0 

60 

0     15. 

0 

30. 

0 

13 

1       9.2 

2     18.4 

4     37. 

61 

0     14.7 

0 

29.5 

0 

59. 

14 

1       4.3 

2       8.6 

4     17.1 

62 

0     14.5 

0 

29. 

0 

58. 

15 

1       0 

2       0 

4       0 

63 

0     14.3 

0 

28.5 

0 

57. 

16 

0     56.2 

1     52.4 

3     45. 

64 

0     14.1 

0 

28.1 

0 

56.2 

17 

0     52.9 

1     46. 

3     31.8 

65 

0     13.8 

0 

27.7 

0 

55.4 

18 

0     50. 

1     40. 

3     20. 

66 

0     13.6 

0 

27.2 

0 

54.5 

19 

0     47.4 

1     34.8 

3       9.5 

67 

0     13.4 

0 

26.9 

0 

53.7 

20 

0     45. 

1     30. 

3       0 

68 

0     13.2 

0 

26.5 

0 

52.9 

21 

0     42.8 

1     25.6 

2     51.4 

69 

0     13. 

0 

26.1 

0 

52.2 

22 

0     40.9 

1     21.8 

2     43.6 

70 

0     12.8 

0 

25.7 

0 

51.4 

23 

0     39.1 

1     18.2 

2     36.5 

71 

0     12.7 

0 

25.3 

0 

50.7' 

24 

0     37.5 

1     15. 

2     30. 

72 

0     12.5 

0 

25. 

0 

50. 

25 

0     36. 

1     12. 

2     24. 

73 

0     12.3 

0 

24.6 

0 

49.3 

26 

0     34.6 

1       9.2 

2     18.4 

74 

0     12.1 

0 

24.3 

0 

48.6 

27 

0     33.3 

1       6.6 

2     13.3 

75 

0     12. 

0 

24. 

0 

48. 

28 

0     32.1 

1       4.3 

2       8.6 

76 

0     11.8 

0 

23.7 

0 

47.3 

29 

0     31.1 

1       2.1 

2       4.1 

77 

0     11.7 

0 

23.4 

0 

46.7 

30 

0     30. 

1       0 

2       0 

78 

0     11.5 

0 

23.1 

0 

46.1 

31 

0     29. 

0     58. 

1     56.1 

79 

0     11.4 

0 

22.8 

0 

45.6 

32 

0     28.1 

0     56.2 

1     52.5 

80 

0     11.2 

0 

22.5 

0 

45. 

33 

0     27.3 

0     54.6 

1     49.1 

81 

0     11.1 

0 

22.2 

0 

44.4 

•       34 

0     26.5 

0     53. 

1     46. 

82 

0     10.8 

0 

21.9 

0 

43.9 

35 

0     25.7 

0     51.4 

1     43. 

83 

0     10.8 

0 

21.7 

0 

43.4 

36 

0     25. 

0     50. 

1     40. 

84 

0     10.7 

0 

21.5 

0 

43. 

37 

0     24.3 

0    48.6 

1     37.3 

85 

0     10.6 

0 

21.2 

0 

42.3 

38    ' 

0     23.7 

0     47.4 

1     34.3 

86 

0     10.5 

0 

20.9 

0 

41.9 

39 

0     23. 

0     46.1 

1     32.3 

87 

0     10.3 

0 

20.7 

0 

41.4 

40 

0     22.5 

0     45.0 

1     30. 

88 

0     10.2 

0 

20.4 

0 

40.9 

41 

0     21.9 

0     43.9 

1     27.8 

89 

0     10.1 

0 

20.2 

0 

40.4 

42 

0     21.4. 

0     42.8 

1     25.7 

90 

0     10. 

0 

20. 

0 

40. 

43 

0     20.9 

0     41.9 

1     23.7 

91 

0       9.9 

0 

19.7 

0 

39.5 

44 

0     20.4 

0     40.9 

1     21.8 

92 

0       9.8 

0 

19.5 

0 

39.1 

45 

0     20.0 

0     40. 

1     20. 

93 

0       9.7 

0 

19.3 

0 

38.7 

46 

0     19.5 

0     39.1 

1     16.6 

94 

0       9.6 

0 

19.1 

0 

38.3 

47 

0     19.1 

0     38.3 

1     16.6 

95 

0       9.5 

0 

18.9 

0 

37.9 

48 

0     18.7 

0     37.5 

1     15. 

96 

0       9.4 

0 

18.7 

0 

37.5 

49 

0     18.3 

0     36,7 

1     13.4 

97 

0       9.3 

0 

18.5 

0 

37.1 

50 

0     18. 

0     36. 

1     12. 

98 

0       9.2 

0 

18.4 

0 

36.7 

51 

0     17.6 

0     35.3 

1     10.6 

99 

0       9.1 

0 

18.2 

0 

36.4 

52 

0     17.3 

0     34.6 

1       9.2 

100 

0       9. 

0 

18. 

0 

36. 

Note. — If  the  distance  of  a  journey,  and  the  time  it  was  performed  in,  be  given,  and  the  speed  per  hour  be  required, 
iivide  the  time  elapsed  by  the  distance,  and  look  in  the  table  for  the  nearest  speed  belonging  to  that  quotient. 
Example.    A  distance  o"f  31  miles  was  performed  in  57  minutes ;  it  is  required  to  know  the  average  speed  per  hour. 

57 

_  =  1  minute  50.3  seconds.  \ 

31 
The  nearest  speed  in  the  table  to  that  time  is  33  miles. 

Table  showing  the  Circumferences  of  different  Driving  Wheels. 


Diam.  of  Wheel. 

Length  of  Circumference. 

Diameter  of  Wheel. 

Length  of  Circumference. 

ft.    in. 
4     0 

4  6 

5  0 

5  6 

6  0 

feet. 
12-566 
13-927 
15-707 
17-278 
18-849 

ft.    in. 

6  6 

7  0 

7  6 

8  0 

feet. 
20-419 
21-990 
23-561 
25-132 

600 
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Table  showing  tfie  Number  of  Revdutiona  of  the  Driving  Wheels,  or  strokes  of  the  Piston,  per  minute 
rchile  the  Engine  is  performing  a  known  number  of  miles  per  hour. 


% 

«1| 

)h 

lid 

el"* 

'h 

ll 

5"* 

5^^ 

a*" 

iH 

5^^ 

5" 

g*" 

Ss 

II 

Naof 

No.  of 

No.  of 

No.  of 

No.  of 

No.  of 

No.  of 

No.  of 

No.  of  , 

revolutions 

revolutions 

revolutions 

revolutions 

revolutions 

revolutions 

revolutions 

revolutions 

revolutions 

si 

or  strokes 

or  strokes 

or  strokes 

or  strokes 

or  strokes 

or  strokes 

or  strokes 

or  strokes 

or  strokes 

S5  i; 

per  min. 

per  min. 

per  mm. 

per  min. 

per  min. 

per  mm. 

per  mm. 

per  mm. 

per  mm. 

ft 

3503 

31-59 

28-03 

25-47 

23-34 

21-55 

20 

18-67 

17-5 

6 

70H)6 

63-17 

5606 

50-95 

46-68 

43-10 

40 

37-34 

85-0 

10 

105-09 

94-76 

84-09 

76-42 

70-02 

64-65 

60 

56-01 

52-5 

15 

140-12 

126-36 

11212 

101-70 

93-36 

86-20 

80 

74-68 

75-0 

20 

17515 

157-95 

140-20 

127-37 

116-70 

107-75 

100 

93.-35 

87-5 

26 

210-18 

189-54 

168-18 

152-85 

140-04 

129:30 

120 

112-02 

105-0 

80 

245-21 

221-13 

196-21 

177-29 

163-38 

150-85 

140 

130-69 

122-5 

35 

280-24 

252-72 

224-24 

203-76 

186-72 

172-40 

160 

149-36 

140-0 

40 

315-27 

284-30 

252-27 

229-23 

210-06 

193-95 

180 

168-03 

157-5 

45 

850-80 

315-90 

280-30 

254-75 

233-40 

215-50 

200 

186-70 

175-0 

50 

385-83 

347-49 

308-33 

280-17 

256-74 

237-05 

220 

205-37 

192-5 

55 

420-36 

379-08 

336-36 

305-64 

280-08 

258-60 

240 

224-04 

2100 

60 

455-39 

416-67 

364-39 

331-11 

303-42 

280-15 

260 

242-71 

227-5 

65 

490-42 

442-19 

892-42 

356-58 

326-76 

301-70 

280 

261-88 

245-0 

70 

525-45 

473-85 

420-50 

372-05 

350-10 

323-25 

300 

280-05 

262-5 

75 

560-48 

505-60 

448-48 

407-60 

373-44 

344-80 

320 

298-72 

280-0 

80 

595-51 

536-89 

47701 

432-99 

396-78 

366-35 

340 

317-39 

297-5 

85 

630-54 

568-60 

504-51 

458-55 

420-12 

387-90 

860 

386-06 

315-0 

90 

665-57 

60019 

532-57 

483-93 

443-46 

409-45 

380 

354-73 

832-5 

95 

7.00-60 

631-78 

560-63 

509-50 

466-80 

431-00 

400 

87  3-40 

3500 

100 

rfoTE. — To  find  the  velocity  the  piston  is  travelling  at  in  feet,  per  minute,  multiply  the  number  of 
revolutions  of  its  driving  wheels,  in  the  table,  by  twice  the  length  of  its  stroke  in  feet. 

Ex.  What  is  the  speed  of  the  piston  of  an  engine  with  6-feet  driving  wheels  and  15-inch  stroke,  when 
going  at  the  rate  of  50  miles  an  hour  ? 
By  means  of  the  table : 

233-4  revolutions  X  ^2  +  -)  =  583-5  feet  per  minute. 

The  number  of  revolutions  of  driving  wheels  is  inversely  as  their  diameters,  ana  in  direct  proportion 
to  the  number  of  miles  performed. 

Ex.  How  many  revolutions  have  the  driving  wheels  of  an  engine  to  make  when  it  is  going  at  96 
miles  an  hour,  their  diameter  being  9  feet  6  inches  ? 
According  to  the  table,  a  4-feet  wheel  would  have  to  make  665-57  revolutions ;  therefore 

9-5:4::  66557   :  4  X  665-57 

g^g =:  280  revolutions. 

The  driving  wheels  of  an  engine  make  35-03  revolutions  when  going  at  the  rate  of  5  miles  an  hour 
how  many  will  they  make  when  going  at  9  miles  ? 


5:9::  35-03  :  9  X  3503 


63-06  revolutions. 


Table  of  the  Areas  of  Cylinders,  from  9  <o  15  inches  diameter. 


Diameter  of 
Cylinder. 

AreaofQylinder. 

Diameter  ot 
Qylinder. 

AraaofCyUnder. 

Inches. 
9 

10 

lOJ 

11 

Hi 

12 

Square  Inches. 

63-58 

78-5 

86-56 

95-01 
103-84 
113-07 

Inches. 
12i 
13 
ISi 
14 
14i 
15 

Square  Inches. 
122-65 
132-66 
143-02 
158-96 
165-04 
176-62 
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Tablk  containing  the  Spcbd  of  a  Locomotive  Engine,  in  feet  per  minute,  when  the  rate  it  is  going  at  in 

miles  per  hour  is  given. 


Miles 

Velocity 

Miles 

Velocity 

Miles 

Velocity 

Miles 

Velocity 

performed 

in  feet 

performed 

in  feet 

performed 

in  feet 

performed 

iu  feet 

per  hour. 

per  minute. 

per  hour. 

per  minute. 

per  hour. 

per  rauiute. 

per  hour. 

per  minute. 

2 

176 

28^ 

2364 

54 

4752 

80 

7040 

4 

352 

30 

2640 

56 

4928 

82 

7216 

6 

528 

32 

2816 

58 

5104 

84 

7392 

8 

104 

34 

2992 

60 

5280 

86 

7568 

10 

880 

36 

3168 

62 

5456 

88 

7744 

12 

1056 

38 

3344 

64 

5632 

90 

7920 

14 

1232 

40 

3520 

66 

5808 

92 

8096 

16 

1408 

42 

3696 

68 

5984 

94 

8272 

18 

1584 

44 

3872 

70 

6160 

96 

8448 

20 

1760 

46 

4048 

72 

6336 

98 

8624 

22 

1936 

48 

4224 

74 

6512 

100 

8800 

24 

2112 

50 

4400 

76 

6688 

26 

2288 

52 

4576 

78 

6864 

Application  of  this  table  for  finding  the  useful  effect  of  an  engine. 

Rule. — Multiply  the  resistance  of  the  weight  or  friction  of  the  train  in  pounds,  by  the  speed  of  the 
engine  in  feet  per  minute,  and  divide  the  product  by  33000. 

Ex.  An  engine  to  which  are  attached  6  carriages,  weighing  altogether  24  tons,  going  at  the  rate  <A 
50  miles  an  hour,  what  is  its  useful  effect  ? 

(10  X  24)  X  4400        „„  , 
^3000 =  ^-  ^'""'^^^  P*'^"''- 


MARINE    ENGINES. WITH    SIDE    WHEELS, 

Condensing. — For  550  square  feet  of  immersed  section,  with  a  displacement  of  2800  tons. 

Cylinders.     Two,  each  of  215  cubic  feet  in  capacity. 

Condensers.    75  cubic  feet  in  each.    Air-pumps.  50  cubic  feet  in  each. 

Force  Pumps.     1\  inches  diameter  by  46  inches  stroke. 

Water  Wheels.  28  feet  in  diameter  by  11  feet  in  width,  21  arms  in  each;  buckets,  (divided  both  is 
depth  and  length,)  14  and  16  inches. 

Shafts,  (wr  ought-iron.)     Diameters  of  journals,  17X18^,  and  12X15  inches. 

Boilers.  6000  square  feet  of  fire  and  flue  surface ;  flues  40  feet  in  length,  including  steam  chimney. 
Grates.   260  square  feet.     Steam  Room.   1770  cubic  feet. 

Pressure.   Average,  10  lbs.  per  square  inch,  cut  off  at  J  of  the  stroke  of  the  piston :  attainable,  20  lbs 

Revolutions.   From  12  to  18f  per  minute.     Dip  of  Wheel.  5  feet  at  load-line. 

Consumption  of  Fuel.     35  to  40  tons  of  bituminous  coal  per  day. 

Weights.  Engines,  boilers,  water  wheels,  water  in  boilers,  coal  bunkers,  engineers'  stores,  tools,  <fec., 
(tc,  490  tons  of  2240  lbs.,  viz. 


Engines 211  tons. 

Boilers  and  smoke  pipe 120     " 

Water  in  boilers 82     " 


Water  wheels 47  tone. 

Engineer's  stores,  tools,  <fec 7     " 

Coal  bunkers 23     " 


Hull.     Launching  weight,  1280  tons. 

Condensing. — For  200  square  feet  of  immersed  section,  with  a  displacement  of  650  tons.  Length, 
162-5  feet  between  perpendiculars ;  27  feet  beam ;  and  12  feet  depth  of  hold.     Load-line,  8-26  foot. 

Cylinders.     Two,  each  of  56'5  cubic  feet  in  capacity. 

Pressure.     16  lbs.  per  square  inch,  cut  off  at  ^  the  stroke. 

Revolutions.     22  per  minute. 

Water  Wheels.   21  feet  in  diameter  by  7'5  feet  face,  with  16  arms.     Dip.   2'5  feet. 

Buckets.     16  and  10  inches  in  depth. 

Boilers.  1900  square  feet  of  fire  and  flue  surface.  Grates,  84  square  feet.  Steam  Room,  430 
.  cubic  feet. 

Fu^l,  {natural  draught.)   At  19  revolutions,  1750  lbs.  of  anthracite  coal  per  hour. 

Weights. 


Engines  and  frames 196,000  lbs. 

Boilers  and  Chimney 68,000    " 

Coal  bunkers 16,000    " 


Water  in  boilers  50,000  lbs. 

Tools  and  stores,  <fec 4,500    " 

334,500  Ibe. 


Weights  of  metals  in  engines,  {unfinished.) 

Cast-iron 100,500  lbs.    I    Composition 11,300  104 

Wrought-iron 82,000    "      |    Copper 6,700    " 

Hull.     Wrought-iron,  weighing  507,387  Iba 
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"  Great  Western."    Condesshjo. — ^For  2372  tons  displacement,  (load-line,)  with  an  area  of  immerseo 
section  of  480  square  feet.    Length  between  perpendiculars,  212  feet;  beam,  35  feet  4  inches 
depth  of  hold,  23  feet  2  inches;  draught  of  water,  17  feet. 
Cylinders.  73|  inches  in  diameter  by  7  feet  stroke  of  piston.    Pressure.  8^  lbs.  per  square  inch. 
Revolutions.   12^  per  minute. 

Water  Wheels.  28  feet  in  diameter  by  10  feet  face.    Buckets.  20  and  10  inches  in  depth. 
Tonnage.   Vessel,  1340  tons.     Engine  room,  641*5,  or  one-half  of  the  whole. 
Weights.   Engines,  300  tons.     Boilers,  100.     Water  in  boilers,  80.     Total,  480. 
Centre  to  centre  of  engines,  13  feet 

H.  M.  Retribution."  Condensing. — For  1 641  tons  burden,  with  600  square  feet  of  immersed  sectioa 
Length  between  perpendiculars,  220  feet;  beam  40  feet  6  inches;  depth  of  hold,  26  feet  4  inches. 

Cjilinders.    Four,  of  72  inches  in  diameter  by  8  feet  stroke  of  piston,  (direct  actioa) 

Water  Wheels.  33  feet  in  diameter  by  13  feet  in  width.  Revolutions.  15  per  minute.  Dip  of  buckets, 
1  feet ;  depth,  30  inches. 

Boilers,  Four,  containing  3418  square  feet  of  fire  and  flue  surface,  2272  cubic  feet  of  steam  room, 
and  704  cubic  feet  in  furnaces,  over  tlie  grate-bars. 

Length  of  engine-room,  75  feet 

SCREW  PROPELLER,  (eRICSSON.) 
Condensing. — For  338  square  feet  of  immersed  section,  with  a  displacement  of  1046  tons. 

Length,  1565  feet  between  perpendiculars;  beam,  30-5  feet;  hold,  21"5  feet;  tonnage,  &^Z--^j. 

Cylinders.  Two,  each  of  54  cubic  feet  in  capacity.  Pressure.  25  lbs.  per  square  inch,  cut  off  at  | 
of  the  stroke. 

Propeller.  120  square  feet  of  surface.  Pitch.  35  feet  Diameter.  14  feet.  Revolutions.  36  per 
minute. 

Shafts,  (wrought-iron.)  Diameter  of  ioxirnala,  12  X  16  inches. 

Boilers.  2500  square  feet  of  fire  and  flue  surface.  Flues,  50  feet  in  length.  Grates.  134  square  feet 
Steam  Room.  1150  cubic  feet. 

Fuel.  1  ton  of  anthracite  coal  per  hour,  (blast.) 

Weights. 

Engines 92  tons.    I    Water  in  boilers 34  tons. 

BoUers 17     "      |    Coal  bunkers 6    " 

JIull.  Launching  weight,  418  tons.  Sails.  Area  in  square  feet,  11,762.  Surface  of  sails  in  propor- 
tion to  immersed  section,  34*92  square  feet  to  1. 

river  engines. WITH  SIDE  WHEELS. 

"  Niagara."    Condensing. — For  123  square  feet  of  immersed  sectioa    Length  of  vessel,  265  feet ;  beam, 
28  feet  6  iriches ;  depth  of  hold,  9  feet  3  inches ;  draught,  (loaded,)  4  feet  9  inches. 
Cylinder.  216  cubic  feet  in  capacity.     Condenser.  88  cubic  feet     Air-pump.  33o  cubic  feet 
Force-pumps.  5^  inches  diameter  by  4^  feet  stroke. 

Pressure,  40  to  45  lbs.  per  square  inch,  cut  off  at  half  the  stroke  of  the  piston.  Revolutions.  24  per 
minute. 

Water  Wheels.  30  feet  in  diameter  by  11  feet  face.    Arms,  24  in  each  flange.    Buckets.  Two,  of  15 
inches  deep.     Dip,  (at  load-line.)  30  inches. 
Shafts,  Iwrought-iron.)  Journal,  14  inches. 

Boilers.  Two,  of  27  feet  in  length  by  10  feet  front    Shell.  8  feet  6  inches  in  diameter.    Fire  atid 
Flue  Surface.  3000  square  feet     Grates.  108  square  feet    Steam  Room,  1200  cubic  feet 
Fuel.  3200  lbs.  of  antliracite  coal  per  hour,  (maximum.) 
Blowers.  Two,  of  9  feet  in  diameter.     Fans.  Ten,  of  24  inches  by  3  feet  face. 

Blowing-engines.  Two,  of  10  inches  diameter  of  cylinder  by  12  inches  stroke.  Revolutions.  150  per 
tninuto. 

Weights. 

Engines  186,000  lbs. 

Boilers 65,000    " 

Wood,  in  engines  and  wheels 29,000    " 

Water  in  boilers 76,000    " 

Total 356,000  lbs. 

•Sooth  America."  Condensing. — For  132  square  feet  of  immersed  section.  Length  of  vessel,  250 
feet ;  beam,  27  feet ;  depth  of  hold,  9  feet ;  draught,  (loaded,)  5  feet 

Cylinder.  175  cubic  feet  in  capacity.    Air-pump.  38*5  cubic  feet 

Condenser.  72  cubic  feet     Force-pumps.  5  inches  diameter  by  4  feet  stroke. 

Pressure.  35  to  40  lbs.  per  square  incli,  cut  off  at  half  tlie  stroke  of  the  piston. 

Revolutions.  23*5  to  23  per  minute. 

Water  Wlieels.  29  foet  in  diameter  by  11  feet  face.  Arms.  24  in  number.  Buckets.  Two  divisions, 
and  30  inches  deep.     Dip,  (at  load-line.)  30  inches. 

Sliafts,  {wrought-iron.)     Diameter  of  journal,  13  inches. 

BoUers.  Two,  27  feet  in  length  by  9*5  in  widtli.  Fire  and  Flue  Surface.  SOOO  square  feet  Shell 
B  feet  in  diameter.     Grates.  100  square  feet    Steam  Room.  1000  cubic  feet 
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Consumption  of  fuel.  3000  lbs.  of  anthracite  coal  per  hour,  (maximum.) 

Blowers.  Four,  4  feet  diameter  by  26  inches  face.    4  arms.    Fans.  13  inches  deep.    Revolutions.  15 
per  minute. 
Blowing-engines.  Cylinder,  8  inches  in  diameter  by  12  inches  stroke. 
Weight  of  boilers.  62,000  lbs. 
The  above  engines  and  boilers  were  designed  and  constructed  at  tlie  Phoenix  Foundry,  New  York. 

Condensing. — For  160  square  feet  of  immersed  section.  Length  of  vessel,  385  feet;  beam,  36  feet, 
depth  of  hold,  1 1  feet  6  inches. 

Cylinder.  313  cubic  feet  in  capacity.     Air-pump.  54  cubic  feet. 

Pressure.  38  lbs.  ^er  square  inch.     Revolutions.  22  per  minute. 

Water  Wheels.  34  feet  in  diameter  by  10  feet  8  inches  face.     Buckets.  30  inches  deep. 

Boilers.  Shell.  9^  feet  in  diameter.  Surface.  3660  square  feet.  Steam  Room.  1570  cubic  foi't 
Grates.  145  square  feet. 

Blowing-engines.  Two  cylinders,  of  14  inches  diameter  by  14  inches  stroke.  Two  blowers.  10  f.'f. 
in  diameter  by  2  feet  in  width.  Ten /ans  in  each,  of  26  inches  in  depth.  Revolutions.  100  per  minu.-. 
■  Fuel.  3000  lbs.  of  anthracite  coal  per  hour. 

Non-Condensing.  For  300  square  feet  of  immersed  section.  Vessel  260  feet  in  length,  38  feet  be.n;ii, 
and  8  feet  draught  when  loaded. 

Cylinders.  Two,  each  30  inches  in  diameter  by  10  feet  stroke  of  piston,  (98-3  cubic  feet.)  For<' 
punips.  6 1  inches  in  diameter  by  25  inches  stroke. 

Water  wheels.  33  feet  in  diameter  by  15  feet  in  width,  19  arms  in  each.  Buckets.  36  inches  deeji. 
Shafts,  (cast-iron.)     Diameter  of  journals,  16  and  14  inches. 

Co7inccting-rod.  35  feet  in  lengtli.     Piston-rod.  Diameter,  6  inches. 

Steam  valves.  50  square  inches  each.     Exhaust  valves.  63  square  inches. 

Boilers.  Five,  of  42  inches  in  diameter  by  34  feet  in  length,  with  two  return  flues  in  each,  16  inche -i 
ill  diameter,  having  2278  square  feet  of  heating  surface.     Grates.  84  square  feet. 

Boiler  plates.     Shells.  ^  of  an  inch  in  thickness.     Flues.  Full  ^  of  an  inch. 

Pressure.  75  to  100  lbs.  per  square  inch,  cut  off  at  f  the  stroke  of  the  piston. 

Revolutions.  16  to  21  per  minute.     Dip  of  wheel.  5  feet  when  loaded. 

Consumption  of  fuel.  2'3  cords  yellow  pine  per  hour. 

Weights.  Engines,  160  tons ;  boilers,  9000  lbs. 

Non-Condensing. — Pressure  of  steam,  100  lbs.  per  square  inch,  cut  off  at  ^  stroke.  Revolutions,  22  per 
minute.  « 

Cylinders.  42^  cubic  feet.     Boilers.  1393  square  feet  of  fire  and  flue  surface. 

Water  wheels.  22^  feet  in  diameter  by  10  feet,4  inches  face,  with  13  inches  depth  of  bucket. 

Smoke  pipe.  42  inches  in  diameter  X  45  feet  high.     Area  of  flues.  1600  square  inches. 

Fuel.  36  cords  western  wood  in  12  hours. 

Furnace.  17  feet  in  width  by  42  in  length,  and  17  inches  in  height.     Grates.  68  square  feec. 

Note. — 32'75  square  feet  of  fire  and  flue  surface  is  the  proportion  for  each  cubic  foot  in  the  cyUndera 
at  the  above  given  revolutions. 

,  STEAM  VESSELS. MARINE, 

"Great  Britain." — Displacement  at  16  feet  draught,  3000  tons.    Length  of  keel,  289  feet;  beam,  51 
feet ;  depth  of  hold,  32  feet  6  inches. 
Plates.  I,  J-^,  f ,  and  f  thick. 

Frames.  18  and  24  in.  apart.    |  thick,  by  3-5  X  6  inches ;  by  2-5  X  6  inches,  and  by  3  X  4  inches,  J.- 
Weight  of  Hull,  {in  iron.)  1040  tons. 

"Michigan." — Displacement  at  8  feet  8  inches  draught,  658  tons.     Length  between  perpendiculars,  162 
feet  6  inches;  beam,  27  feet;  depth  of  hold,  13  feet. 
Plates,  i  i,  f ,  yS^,  i,  and  y\  thick. 

Frames.  2  feet  apart.     I  and  |  thick,  by  4  X  4*5  inches,  J_ ;  and  |  and  f ,  by  4  X  2-25  inches,  L- 
Deck  beams,  f ,  by  4'5  ^  7  inclies,  J!.. 

Wdght  of  Hull,  including  bulwarks  and  berth  deck,  507,387  lbs. 

"Si-ENCER." — Displacement  at  9  feet  3  inclies,  440  tons.     Length  between  perpendiculars,  143  feet 
beam,  (average,)  20  feet  3  inches;  depth  of  hold,  11  feet  6  inches. 

Plates,  f ,  yS^,  and  \  of  an  inch. 

Frames.  20  inches  apart,     f  thick,  by  25  X  4-5  inches,  L- 

Deck  beams,  f ,  by  2-87  X  5-5  inches,  L- 


Weights. 


Platin    125,922  lbs. 

Bulk-heads  11,663   " 

Keelson 3,093    " 

Deck  beams  34,463    " 

Frames  44,661    " 


Knees 13,845  lbs. 

Rivets 18,005    " 

Stanchions 2,997    " 

Sundries 20,918    " 

Total 275,567  lbs. 


Oanal  Boat,  (very  full  built.)    Length  between  perpendiculars,  80  feet;  beam,  14  feet;  depth  of  hold, 
7  feet 
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Plates.  Nos.  3  and  4,  wire  gage. 

Frames.  18  inches  apart,  and  f  thick  by  3  inches  wide,  |. 

Deck  and  beams  of  wood. 

Weight  of  Hull,  42,300  lbs. 

Sugar  Miijl    For  expressmg  20,000  lbs.  of  cane  juice  per  day. — ^Non-Condknsing  Enoikk 

Cylinder.  15  inches  in  diameter  by  4  feet  stroke. 

Pressure.  50  lbs.  per  square  inch,  cut  off  at  i  the  stroke  of  the  piston. 

Revolutions.  36  per  minute. 

Boiler.  One  of  62  inches  in  diameter  by  3C  feet  in  length,  with  two  18  inch  return  flues.  Grates.  81 
square  feet. 

Rolls.  Two  sets  of  three  each,  of  24  inches  in  diameter  by  5  feet  in  length ;  geerei  2|  to  36  of  engine, 
giving  a  speed  of  periphery  of  15^  feet  per  minute. 

Fly-wheel.  18  feet  in  diameter;  weight,  5  tons. 

This  arrangement  of  a  second  set  of  rolls  is  a  late  improvement ;  its  object,  that  of  expressing  the 
cane  a  second  time.    An  increase  of  30  per  cent,  is  effected  by  it. 

For  a  crop  of  3000  boxes  of  sugar  of  500  lbs.  each. 

A  non-condensing  engine,  with  a  cylinder  of  1 1  inches  in  diameter  by  4  feet  stroke,  making  48  revo- 
lutions, with  a  pressure  of  steam  60  lbs.  per  square  inch,  drivmg  one  set  of  rolls,  24  inches  by  4  feet,  at 
a  speed  of  periphery  of  36  feet  per  minute. 

Boiler.  52  inches  by  24  feet,  with  two  16  inch  return  flues.     Orate  surface.  25  square  feet. 

Flywheel.  16  feet  diameter;  weight,  4  tons. 

Saw-mill. — Non-Condensing  Engine.    Two  vertical  saws  of  34  inches  stroke.    Lathes,  &c 
Cylinder.  10  inches  in  diameter  by  4  feet  stroke. 

Pressure.  90  to  100  lbs.  per  square  inch,  full  stroke.    Revolutions.  35  per  minute. 
Boilers.  Three,  plain  cylindrical,  30  inches  in  diameter  by  20  feet  in  length. 
Note. — This  engine  has  cut,  of  yellow  pine,  30  feet  by  18  inches  in  one  minute. 

JorroN  Factory.    Condensing  Engine. — Driving  13,000  spindles,  (mules  and  throstles,)  with  256  looms 
for  I  cloth  No.  30. 
Cylinders.  Two,  22  inches  in  diameter  by  3  feet  stroke  of  piston. 
Pressure.  15  to  45  lbs.  per  square  inch,  cut  off  at  J  of  the  stroke. 
Revolutions.  50  per  minute. 

Condensing  Engine,  (BritisL)  Driving  22,060  hand-mule  spindles,  with  preparation,  260  looms,  and 
common  sizing. 

Engine. — Cylinder,  3'7|^  inches  diameter  by  T  feet  stijoke ;  indicated  pressure  (average)  16;73  lbs.  per 
square  inch,  revolutions,  17  per  minute. 

Friction  of  engine  and  shafting,  indicated  4*75  lbs.  per  square  inch  of  piston. 

Total  power  =  1.    Available,  deducting  friction  =  '717.    Estimated  power  of  engine,  134  horsea. 

Notes. — ^Each  indicated  horse  power  will  drive 

305  hand-mule  spindles,  with  preparation, 
or  230  self-acting         "  " 

or  104  throstle  "  "  • 

or  10^  looms  with  common  sizing. 

Including  preparation : 

1  throstle  spindle  :=  3  hand-mule,  or  2^  self-acting  spindles. 
1  self-acting  spindle  =  Ij  hand-mule  spindlea 
Exclusive  of  preparation,  taking  only  the  spindle : 

1  throstle  spindle  =  3^  hand-mule,  or  2^  self-acting  spindles. 
1  self-acting  spindle  =  1§  hand-mule  spindles. 
The  throstles  are  the  common,  spinning  34  twist  for  power-loom  weaving :  the  spindles  revolve  4000 
Mt  minute,     llie  self-acting  mules  are,  one  half  spinning  36's  weft,  spindles  revolving  4800  ;  the  other 
half  spinning  36*8  twist,  spindles  revolving  5200.     The  hand-mules  spinning  about  equal  quantities  of 
SB's  weft  and  twist.     Weft  spindles  4700,  and  twist  spmdles  5000  revolutions  per  minute. 

Average  breadth  of  looms  37  inches,  (weaving  37  inch  cloth,)  making  123  picks  per  minute.  All 
common  calicoes  about  60  reed,  Stockport  count,  and  68  picks  to  the  inch. 

No  power  consumed  by  tlie  sizing.  When  the  yam  is  dressed  instead  of  sized,  one-horse  power  can- 
not drive  so  many  looms,  as  the  dressing  machine  will  absorb  from  l-6th  to  l-7th  of  the  power 

Cotton  Press.    Non-Condensino  Engine. — For  1000  bales  in  12  hours 

Cylinder.  14  inches  in  diameter  by  4  feet  stroke. 

Pressure.  40  lbs.  per  square  inch,  at  full  stroke.     Revolutions.  60  per  minute. 

Boilers.  Three,  plain  cylindrical  witliout  flues,  30  inches  in  diameter  by  26  feet  in  lengtJi.  Grates, 
82  square  feet 

Presses.  Four,  geered  6  to  1,  with  two  screws  each  of  7i  inches  in  diameter  by  li  inch  pitch. 

Shaft,  (wroug/U-iron.)  Journal,  8^  inches. 

Fly-wlieel.  16  feet  in  diameter;  weight,  4  tons. 

Blowing  or  Blast  Engine. — Dimensions  of  a  furnace,  engines,  <tc.    At  Lonakoning,  (Md.) 
Fitmare.  Diameter  at  the  boshes  14  feet,  which  fall  in  633  inches  in  every  foot  rise. 
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Engine,  {Non-condensing.)  Diameter  of  cylinder  18  inches,  length  of  stroke  8  feet,  Jtevohitinns.  12 
per  minute,  with  a  pressure  of  50  lbs.  per  square  inch. 

Boilers.    Five,  each  24  feet  in  length,  and  36  inches  in  diameter. 

Blast  cylinders.  5  feet  diameter  and  8  feet  stroke. 

At  a  pressure  of  from  2  to  2^  lbs.  per  square  inch,  the  quantity  of  blast  is  37*70  cubic  feet  per  minute, 
requiring  a  power  of  about  50  horses  to  supply  it. 

For  blowing  four  furnaces,  U  feet  in  diameter,  each  making  100  tons  of  pig  iron  per  week.  At  Mount 
Savage,  (Md.) 

Engine,  {Condensing.)  Diameter  of  cylinder  56  incnes,  length  of  stroke  10  feet. 

Revolutions.  15  per  minute.    Pressure.  60  lbs.  per  square  inch,  cut  off  at  \  of  the  stroke. 

Boilers.  Six  of  60  inches  in  diameter,  and  24  feet  in  length,  with  one  22  inch  flue  in  each,  double  re- 
turned.    Grates.  198  square  feet. 

Blast  cylinder.  126  niches  in  diameter  by  10  ieet  stroke.     Revolutions.  15  per  minute. 

Pressure  of  blast.  4  to  5  lbs.  per  square  inch. 

Area  of  pipes.  2300  square  inches,  or  l-5th  that  of  the  cylinder. 

For  blowing  two  furnaces  and  two  fineries,  making  240  tons  of  forge  pig  per  week. 

Engine,  [Non-condensing)  Diameter  of  cylinder  20  inches,  length  of  stroke  8  feet. 

Revolutions.  28  per  minute.     Pressure.  50  to  60  lbs.  per  square  inch,  (full  stroke.) 

Boilers.  Six  of  36  inches  in  diameter  and  28*  feet  in  length,  (without  flues.)    Grates.  100  square  feet 

Mast-cylinders.  Two  of  62  inches  in  diameter  by  8  feet  stroke.  Revolutions.  22  per  minute.  Pres- 
sure of  blast.  2|-  lbs.  per  square  inch. 

Area  of  pipes.  3  feet,  or  l-6th  that  of  the  cylinders. 

One  blast  furnace  has  two  3  inch  and  one  3|  inch  tuyeres,  the  other  has  three  of  3  inches. 

One  finery  has  six  tuyeres  of  1 J  inch,  and  tlie  other,  four  of  1 J  inch. 

The  ore  yields  from  40  to  45  per  cent,  of  iron.     The  temperature  of  the  blast  is  600°. 

Pile-Driving.    Non-Condensing-  Engine. — Driving  two  piles. 

Cylinders.  Two  of  6  inches  in  diameter  by  1 8  inches  stroke. 

Pressure.  60  lbs.  per  square  inch,  full  stroke.     Revolutions.  From  60  to  80  per  minute. 

Boiler.  Tubular.  Shell.  3^  feet  in  diameter  by  6  feet  in  length.  Furnace  end,  3  feet  9  inches  in 
w^idth,  3|-  feet  in  length,  and  6  feet  in  height. 

Rams.  1000  lbs.  each,  lifted  five  times  in  a  minute. 

Frame.  8|  feet  in  width  by  26  feet  in  length.     Leader's.  3  feet  in  width  by  24  feet  in  height 

Steam-Dredging  Machine.  Non-Condensing  Engine. — For  dredging  30  feet  from  water-line.  Six  full 
buckets  per  minute. 

Cylinder.  12  inches  in  diameter  by  5  feet  stroke  of  piston. 

Pressure.  60  to  70  lbs.  per  square  incli,  full  stroke.  Revolutions.  20  per  minute,  geered  30  of  engine 
to  1  of  buckets. 

Boilers.  Two  of  20  feet  in  length  by  36  inches  in  diameter,  with  one  15  inch  return  flue  in  each. 

Ways.  55  ft.  in  length  by  6  in  width.  Buckets.  Ten  of  28  inch,  in  width  by  58  in  length,  and  14  in  depth. 

At  a  depth  of  18  ft.,  ten  buckets  full  of  mud  are  discharged  per  minute,  the  engine  making  30  revolutions. 

Note. — This  engine  is  geered  too  slow,  being  but  2^  to  1. 

Hulls.  Two  of  50  feet  in  length,  12  feet  in  width,  and  9  in  depth  each;  connected  on  deck,  space  be- 
tween for  the  ways,  7^  feet. 

ENGRAVING. — Engraving  on  Copper  is  performed  by  cutting  lines  representing  the  subject  on  a 
copper-plate  by  means  of  a  steel  instrument  ending  in  an  unequal-sided  pyramidal  point,  such  instru- 
ment being  called  a  graver  or  burin,  without  the  use  of  aquafortis.  Besides  the  graver  there  are  other 
instruments  used  in  the  process ;  viz. — a  scraper,  a  burnisher,  an  oil-stone,  and  a  cusliion  for  supporting 
the  plate.  In  cutting  the  hues  on  tlie  copper  the  graver  is  pushed  foward  in  the  direction  required, 
being  held  in  the  hand  at  a  small  inclination  to  the  plane  of  the  copper.  Tlie  use  of  the  burnisher  is 
to  soften  down  lines  that  are  cut  too  deep,  and  for  burnishing  out  scratches  in  the  copper  :  it  is  about 
three  inches  long.  The  scraper,  like  the  last,  is  of  steel,  with  three  sharp  edges  to  it,  and  about  six 
inches  long,  tapering  towards  the  end.  Its  use  is  to  scrape  off  the  burr,  raised  by  the  action  of  the 
graver.  To  show  the  appearance  of  tlie  work  during  its  progress,  and  to  polish  off  the  burr,  engra- 
vers use  a  roll  of  woollen  or  felt  called  a  rubber,  which  is  put  in  action  with  a  little  olive-oil.  The 
cushion,  which  is  a  leather  bag  about  nine  inches  diameter  filled  with  sand  for  laying  the  plate  on,  is 
now  rarely  used  except  by  Avriting-engravers.  For  architectural  subjects,  or  in  skies,  where  a  series  of 
par.allel  lines  are  wanted,  a  ruling-machine  is  used :  the  accuracy  of  its  operation  is  exceedingly  perfect. 
This  is  made  to  act  on  an  etching  ground  by  a  point  or  knife  connected  with  the  apparatus,  and  bit  in 
with  aquafortis  in  the  ordinary  way. 

The  plate  of  copper  must  be  perfectly  polished,  very  level,  and  free  from  every  imperfection :  to  this 
must  be  transferred  an  exact  copy  of  the  outlines  of  the  drawing.  To  do  this  the  plate  is  heated  in 
an  oven  or  otherwise,  very  uniformly,  till  it  is  sufficiently  hot  to  melt  w'hite  wax,  a  piece  of  whicli  is 
then  rubbed  over  it  and  allowed  to  spread  so  as  to  form  a  thin  coat  over  tlie  whole  surface,  after  which 
it  is  left  in  a  horizontal  position  till  the  wax  and  plate  are  cold.  A  tracing  being  taken  of  the  original 
design  with  a  black-lead  pencil  on  a  piece  of  thin  tracing-paper,  this  is  spread  over  the  face  of  the  pre- 
pared plate  with  the  lead  lines  downwards,  and,  being  secured  from  slipping,  a  strong  pressure  is  made 
use  of  by  a  press  or  otherwise,  by  whicli  operation  the  lead  lines  are  nearly  obliterated  on  the  paper, 
being  transferred  to  the  white  wax  on  the  plate.    These  pencil  marks  on  the  wax  are  now  traced  with 

*  40  feet  would  have  afforded  much  economy  of  fuel. 


806  ENGRAVING. 


a  fine  steel  point,  so  as  just  to  touch  the  copper ;  the  wax  being  then  melted  off,  a  perfect  outline  wili 
be  found  on  the  copper ;  and  on  this  the  engraver  proceeds  to  execute  and  finish  his  work.  Witli 
respect  to  the  process  itself  it  would  be  useless  to  speak ;  it  depends  on  manual  dexterity  and  genifs, 
wluch  it  is  impossible  to  teach  by  description. 

Engraving  on  Steel. — The  method  of  engraving  is  the  same  as  copperplate-engraving,  except  in  cer- 
tain modifications  in  the  use  of  the  acids,  and  therefore,  so  far  as  the  process  is  concerned  no  particular 
description  is  necessary  ;  but  it  will  be  proper  to  explain  the  means  employed  for  decarbonizing  tht 
steel  plate  so  as  to  reduce  it  to  a  proper  state  for  being  acted  upon  by  the  graving  tool.  Mr.  Perkins, 
an  eminent  artist  and  engineer,  (a  native  of  Massachusetts,)  has  the  merit  of  having  established  engra- 
ving on  steel.  About  the  year  1823  he  was  induced  to  visit  London,  where  he  obtained  a  patent  for 
the  invention ;  this  was  intended  principally  to  prevent  the  forgery  of  bank  notes,  which  at  that  time, 
or  rather  previously  to  tliat  time,  liad  been  carried  on  to  a  very  fearful  extent.  The  method  employed 
for  decarbonizing  and  recarbonizing  the  plate  may  be  applicable  to  many  other  useful  purposes,  and 
we  shall  therefore  give  it  in  the  words  of  the  patentee.  "  In  order  to  decarbonate  the  surfaces  of  cast- 
steel  plates,  cylinders,  or  dies,  by  which  they  are  rendered  much  softer  and  fitter  for  receiving  either 
transferred  or  engraved  designs,  I  use  pure  iron  filings  divested  of  all  foreign  or  extraneous  matters. 
ITie  stratum  of  decarbonated  steel  should  not  be  too  thick  for  transferring  fine  and  delicate  engravings , 
for  instance,  not  more  than  three  times  the  depth  of  the  engraving ;  but  for  other  purposes  the  surface 
of  the  steel  may  be  decarbonated  to  any  required  tliickness.  To  decarbonate  it  to  a  proper  thickness 
for  a  fine  engraving,  it  is  to  be  exposed  for  four  hours  in  a  white  heat,  enclosed  in  a  cast-iron  box  with 
a  well-closed  lid.  Tlie  sides  of  the  box  are  made  at  least  three-quarters  of  an  inch  in  thickness,  and 
at  least  a  thickness  of  half  an  inch  of  pure  iron  filings  should  cover  or  surround  the  cast-steel  surface 
to  be  decarbonated.  Tlie  box  is  allowed  to  cool  very  slowly,  which  may  be  effected  by  shutting  off  all 
access  of  air  to  the  furnace,  and  covering  it  with  a  layer  of  six  or  seven  inches  in  thickness  of  fine 
cinders.  Each  side  of  the  steel  plate,  cyhnder,  or  die,  must  be  equally  decarbonated,  to  prevent  it 
from  springing  or  warping  in  hardening.  It  is  also  found  that  the  safest  way  to  heat  the  plates,  cylin- 
ders, or  dies,  is  by  placing  them  in  a  vertical  position.  Tlie  best  steel  is  preferred  to  any  other  sort 
of  steel  for  the  purpose  of  making  plates,  <fec.,  and  more  especially  when  such  plates,  Ac,  are  intended 
to  be  decarbonated.  The  steel  is  decarbonated  solely  for  the  purpose  of  rendering  it  sufficiently  soft 
for  receiving  any  impression  intended  to  be  made  thereon ;  it  is  therefore  necessary  that  after  any  piece 
of  steel  has  been  so  decarbonated,  whether  it  be  in  the  shape  of  a  plate,  or  a  cyhnder,  or  a  die,  it 
should,  previously  to  being  printed  fi-om,  be  again  carbonated  or  reconverted  into  steel  capable  ol 
being  hardened.  In  order,  therefore,  to  effect  this  decarbonization  or  reconversion  into  steel,  the  fol- 
lowing process  is  employed :  a  suitable  quantity  of  leather  is  to  be  converted  into  charcoal  by  the  well- 
known  method  of  exposing  it  ict  a  red  heat  in  an  iron  retort  for  a  sufficient  length  of  time,  or  until  most 
of  the  evaporable  matter  is  driven  off  the  leather.  Having  thus  prepared  the  charcoal,  it  is  reduced 
to  a  very  tine  powder ;  then  take  a  box  made  of  cast-iron,  of  sufficient  dimensions  to  receive  the  plate, 
cylinder,  or  die,  which  is  to  be  reconverted  into  steel,  so  as  that  the  intermediate  space  between  the 
sides  of  the  said  box  and  the  plate  or  die  may  be  about  an  inch.  This  box  is  to  be  filled  with  the 
powdered  charcoal,  and,  having  covered  it  with  a  well-fitted  lid,  let  it  be  placed  in  a  furnace  similar  to 
those  used  for  melting  brass,  when  the  heat  must  be  gradually  increased  until  the  box  is  somewhat 
above  a  red  heat ;  it  must  be  allowed  to  remain  in  that  state  till  all  the  evaporable  matter  is  driven 
off  from  the  charcoal ;  then  remove  the  lid  from  the  box,  and  immerse  the  plate,  cylinder,  or  die,  into 
the  powdered  charcoal,  taking  care  to  place  it  as  nearly  in  the  middle  as  possible,  so  that  it  may  be 
surrounded  on  all  sides  by  a  stratum  of  the  powder  of  nearly  a  uniform  thickness.  The  lid  being  re- 
placed, the  box,  with  the  plate,  cylinder,  or  die,  must  remain  in  the  degree  of  heat  before  described  for 
from  three  to  four  hours,  according  to  the  thickness  of  the  body  so  exposed  ;  tliree  hours  are  sufficient 
for  a  plate  of  half  an  inch  in  thickness,  and  five  hours  when  the  steel  is  one  inch  and  a  half  in  thick- 
ness. After  the  plate  or  other  piece  of  steel  has  been  thus  exposed  to  the  fire  for  a  sufficient  length  of 
timcj  take  it  from  the  box  and  immediately  plunge  it  into  cold  water.  Here  it  is  important  to  observe, 
that  it  is  found  by  experience  that  the  plates  or  other  pieces  of  steel  when  plunged  into  cold  water,  are 
least  liable  to  be  warped  or  bent  when  they  are  held  in  a  vertical  position,  or  made  to  enter  the  water 
in  the  direction  of  their  lengtL  If  a  piece  of  steel,  heated  to  a  proper  degree  for  hardening,  be  plunged 
into  water,  and  suffered  to  remain  there  until  it  becomes  cold,  it  is  found  by  experience  to  be  very  liable 
to  crack  or  break,  and  in  many  cases  it  would  be  found  too  hard  for  the  operations  it  was  intended  to 
perform. 

"  If  the  steel  cracks  or  breaks,  it  is  spoiled.  In  order,  therefore,  to  fit  it  for  use,  should  it  happen  not 
to  be  broken  in  hardening,  it  is  the  coaimou  practice  to  heat  the  steel  again,  in  order  to  reduce  or  lower 
its  temper,  as  it  is  technically  called.  The  degree  of  heat  to  which  it  is  now  exposed  detennines  the 
future  degree  of  hardness,  or  the  temper,  and  this  is  indicated  by  a  change  of  color  upon  the  surface  of 
the  steel.  During  this  heating  a  succession  of  shades  is  produced,  from  a  veiy  pale  straw-color  to  a 
very  deep  blue.  It  is  found,  however,  by  long  experience,  that  on  plunging  the  steel  into  cold  water, 
and  allowing  it  to  remain  there  no  longer  than  is  sufficient  for  lowering  the  temperature  of  the  steel 
to  the  same  degree  as  that  to  which  a  hard  piece  of  steel  must  have  been  raised  to  temper  it  in  the 
common  way,  it  not  only  produces  the  same  degree  of  liardness  in  the  steel,  but,  what  is  of  much  more 
importance,  almost  entirely  does  away  the  risk  or  liability  of  its  cracking  or  breaking.  It  is  impossi- 
ble to  communicate  by  words,  or  to  describe  the  criterion  by  which  we  can  determine  when  the  steel  haa 
arrived  at  the  proper  degree  of  temperature  after  being  plunged  into  cold  water ;  it  can  only  be  learned 
by  actual  observation,  as  the  workman  must  be  guided  entirely  by  the  kind  of  hissing  or  singing  noise 
which  the  heated  steel  produces  in  the  water  while  cooling  From  the  moment  of  its  first  being 
plunged  iL'to  the  water  the  varying  sound  will  be  observed ;  and  it  is  at  a  certain  tone,  before  the 
noise  ceases,  that  tlie  effect  to  be  produced  is  known. 

"  The  only  directions  which  can  be  given  whereby  tlie  experimentalist  can  be  benefited,  are  as  fol 


ENGRAVING.  607 


lows  :  namely — to  take  a  piece  of  steel  which  has  already  been  hardened  by  remaining  in  the  water  till 
cold,  and  by  the  common  method  of  again  lieating  it  to  let  it  be  brought  to  the  pale  yellow  or  straw 
color,  which  indicates  the  desired  temper  of  the  steel  plate  to  be  hardened.  By  the  above  process,  as 
soon  as  he  discovers  this  color  to  be  produced,  to  dip  the  steel  into  water  and  attend  carefully  to  the 
hissing,  or  as  some  call  it  a  singing,  which  it  occasions,  he  will  then  be  better  able,  and  with  fewer  ex- 
periments, to  judge  of  the  precise  time  at  which  the  steel  should  be  taken  out.  It  is  not  meant  to  be 
understood  that  the  temper  indicated  by  a  straw-color  is  that  to  which  the  steel  plate,  cylinder,  or  die, 
should  be  ultimately  reduced,  because  it  would  then  be  found  too  hard,  but  merely  that  the  tempera- 
ture which  would  produce  that  color  is  that  by  which  the  peculiar  sound  would  be  occasioned,  when 
the  steel  should  be  withdrawn  from  the  water  for  the  first  time.  Immediately  on  withdrawing  it 
from  the  water,  the  steel  plate,  cylinder,  or  die,  must  be  laid  upon,  or  held  over  a  fire,  and  heated 
uniformly  until  its  temperature  is  raised  to  that  degree  at  which  tallow  would  be  decomposed ;  or,  in 
other  words,  until  a  smoke  is  perceived  to  arise  from  the  surface  of  the  steel  plate,  after  having  been 
rubbed  with  tallow :  now  the  steel  plate  must  then  be  again  plunged  into  water,  and  kept  there  until 
the  sound  becomes  somewhat  weaker  than  before.  It  is  then  to  be  taken  out  and  heated  a  second 
time,  to  the  same  degree,  by  the  same  rule  of  smoking  tallow  as  before,  and  the  third  time  plunged 
into  water,  till  the  sound  becomes  again  weaker  than  the  last ;  exposed  the  third  time  to  the  fire  as 
before ;  and  for  the  last  time  returned  into  the  water  and  cooled.  After  it  is  cooled,  clean  the  surface  of 
the  steel  plate,  cylinder,  or  die,  by  heating  it  over  the  fire.  The  temper  must  be  finally  reduced  by 
bringing  on  a  brown  or  such  other  lighter  or  darker  shade  of  color  as  may  best  suit  the  quality  of  the 
steel  for  the  purpose  to  which  it  is  to  be  applied." 

The  following  is  another  improvement  of  Mr.  Jacob  Perkins' : — A  cylinder  of  very  soft  or  decarbon- 
ized steel  is  made  to  roll,  under  a  great  pressure,  backward  and  forward  on  the  hardened  engraved  plate, 
till  the  entire  impression  from  the  engraving  is  seen  on  the  cylinder  in  alto-relievo.  The  cylinder  is 
then  hardened  and  made  to  roll  again  backward  and  forward  on  a  copper  or  soft  steel  plate,  whereby 
a  perfect  facsimile  of  the  original  is  produced  of  equal  sharpness. 

The  improved  press,  now  generally  used  by  steel  and  copper-plate  printers,  is  also  due  to  Mr.  Perkins. 
In  short,  he  bears  the  same  relation  to  steel  engraving  that  Senefelder  does  to  the  lithographic 
process. 

Engraving  on  Stone,  or  Lithography — A  modern  invention,  by  means  whereof  impressions  may  be 
taken  from  drawings  made  on  stone.  The  merit  of  this  discovery  belongs  to  Aloys  Senefelder,  a 
musical  performer  of  the  theatre  at  Munich  about  the  year  1800.  The  following  are  the  principles  on 
wliicli  the  art  of  lithography  depends : — First,  the  fcicility  with  which  calcareous  stones  imbibe  water ; 
second,  the  great  disposition  they  have  to  adhere  to  resinous  and  oily  substances ;  third,  the  aflSnity 
between  each  other  of  oily  and  resinous  substances,  and  the  power  they  possess  of  repelling  water  or  a 
body  moistened  with  water.  Hence,  when  draAvings  are  made  on  a  polished  surface  of  calcareous 
stone  with  a  resinous  or  oily  medium,  they  are  so  adhesive  that  nothing  short  of  mechanical  means  can 
effect  their  separation  from  it,  and  whilst  the  other  parts  of  the  stone  take  up  the  water  poured  upon 
them,  the  resinous  or  oily  parts  repel  it.  Lastly,  when  over  a  stone  prepared  in  this  manner  a  colored 
oily  or  resinous  substance  is  passed,  it  will  adhere  to  the  drawings  made  as  above,  and  not  to  the 
watery  parts  of  the  stone.  The  ink  and  chalk  used  in  lithography  are  of  a  saponaceous  quality ; 
the  former  is  prepared  in  Germany  from  a  compound  of  tallow  soap,  pure  wliite  wax,  a  small  quantity 
of  tallow,  and  a  portion  of  lampblack,  all  boiled  together,  and  when  cool  dissolved  in  distilled  water. 
The  chalk  for  the  crayons  used  in  drawing  on  the  stone  is  a  composition  consisting  of  the  ingredients 
above  mentioned,  but  to  it  is  added  when  boihng  a  small  quantity  of  potash.  After  the  drawing  on 
the  stone  has  been  executed  and  is  perfectly  dry,  a  very  weak  solution  of  vitriolic  acid  is  poured  upon 
the  stone,  which  not  only  takes  up  the  alkah  from  the  chalk  or  ink,  as  the  case  may  be,  leaving  an  inso- 
luble substance  behmd  it,  but  it  lowers  in  a  very  small  degree  that  part  of  the  surface  of  the  stone  not 
drawn  upon,  and  prepares  it  for  absorbing  water  with  greater  freedom.  Weak  gum  water  is  then  ap- 
plied to  the  stone,  to  close  its  pores  and  keep  it  moist.  The  stone  is  now  washed  with  water,  and  the 
daubing  ink  applied  with  balls  as  in  printing ;  after  which  it  is  passed  in  the  usual  way  through  the 
press,  the  process  of  watering  and  daubing  being  applied  for  every  impression. 

There  is  a  mode  of  transferring  drawings  made  with  the  chemical  ink  on  paper  prepared  with  a 
solution  of  size  or  gum  tragacanth,  which  being  laid  on  the  stone  and  passed  through  the  press  leaves 
the  drawing  on  the  stone,  and  the  process  above  described  for  preparing  the  stone  and  taking  the  im- 
pressions is  carried  into  effect. 

In  Germany  many  engravings  are  made  on  stone  with  the  burin,  in  the  same  way  as  on  copper ;  but 
the  ve>y  great  inferiority  of  these  to  copper  engravings  makes  it  improbable  that  this  method  will 
2ver  come  into  general  use.  ^ 

Copper  or  steel  plates  may  be  transferred  to  stone  and  worked  by  power-presses  ;  and  from  the  les- 
sened expense,  it  is  now  generally  resorted  to  by  publishers  of  maps  where  large  quantities  are  re- 
quired. 

Perhaps  one  of  the  greatest  advantages  of  the  art  of  lithography  is  the  extraordinary  number  of 
copies  that  may  be  taken  from  a  block.  As  many  as  10,000  copies  or  prints  have  been  taken  from  one 
block,  and  the  last  of  them  nearly  as  good  as  the  first.  Expedition  is  also  gained,  inasmuch  as  a  fifth 
more  copies  can  be  taken  in  the  same  time  than  from  a  copper-plate  :  and  as  regards  economy,  the  ad 
vantage  over  every  other  species  of  engraving  is  very  great. 

Engraving  on  Stiver  and  Gold. — M.  Poitevin,  a  Frenchman,  has  succeeded  in  producing  plates,  engraved 
either  in  relief  or  in  sunk  lines,  from  wliich  proofs  may  be  taken.  For  the  carrying  out  of  this  pro- 
cess from  two  to  three  hours  only  are  required. 

The  engraving  is  first  exposed  to  the  vapor  of  iodine,  which  becomes  deposited  upon  the  black 
parts  only.  The  iodized  engraving  is  then  applied,  with  slight  pressiu-e,  to  a  plate  of  silver,  or  silvered 
copper,  pohshed  in  the  same  manner  as  daguen-eotype  plates.     The  black  parts  of  the  engiaving, 
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which  have  taken  up  the  iodine,  part  witli  it  to  the  silver,  ■which  is  converted  into  an  ioaide  at  those 
parts  opposite  to  the  black  parts  of  tlie  design.  The  plate  is  then  put  in  communication  with  the 
negative  pole  of  a  small  battery,  and  immersed  in  a  saturated  solution  of  sulphate  of  copper,  con- 
nected with  the  positive  pole  by  means  of  a  rod  of  platinum.  The  copper  will  only  be  deposited  ou 
the  non-iodized  parts,  corresponding  to  the  white  parts  of  the  engraving,  of  which  a  perfect  representa- 
tion will  thus  be  obtained ; — the  copper  representing  the  white  parts,  and  the  iodized  silver  the  black 
parts.  The  plate  must  be  allowed  to  remain  in  the  bath  for  a  very  short  time  only ;  for,  if  left  too 
'ong,  tlie  whole  plate  would  become  covered  with  copper.  The  plate,  after  having  received  the  deposit 
nf  copper,  must  be  carefully  washed,  and  afterwards  immersed  in  a  solution  of  hyposulphite  of  soda, 
to  dissolve  the  iodide  of  silver,  which  represents  the  black  parts ;  it  is  then  well  washed  in  distilled 
wa+er,  and  dried.  Tlie  next  operation  is  to  heat  a  plate  to  a  temperature  sufficient  to  oxidize  the 
surface  oi  the  copper,  which  successively  assumes  different  tints,  the  heating  being  stopped  when  a 
dark  brown  color  is  obtained.  It  is  then  allowed  to  cool,  and  the  exposed  silver  is  amalgamated, — 
the  plate  being  slightly  heated,  to  facilitate  the  operation.  As  tlie  mercury  will  not  combine  with  the 
oxide  of  copper,  a  design  is  produced,  of  which  the  amalgamated  parts  represent  the  black,  and  the 
parts  of  the  plate  covered  with  oxide  of  copper  represent  the  wliite  parts.  The  amalgamation  being 
complete,  the  plate  is  to  be  covered  with  three  or  four  thicknesses  of  gold  leaf;  and  the  mercury  is 
evaporated  by  heat,  the  gold  only  adhering  to  the  black  parts.  The  superfluous  gold  must  then  be 
cleaned  off  with  the  scratch-brush  ;  after  which  the  oxide  of  copper  is  dissolved  by  a  solution  of  nitrate 
of  silver,  and  the  silver  and  copper  underneath  are  attacked  with  dilute  nitric  ac^id.  Those  parts  of 
the  design  which  are  protected  by  the  gold,  not  being  attacked,  correspond  to  the  black  parts  of  the 
plate  ;  the  other  parts  corresponding  to  the  white  parts  of  the  engraving,  may  be  sbnk  to  any  required 
depth.  When  this  operation  is  completed  the  plate  is  finished,  and  may  be  printed  from  in  the  ordi- 
nary method  of  printing  from  wood-cuts. 

To  obtain  from  the  same  prints  plates  with  sunk  lines  similar  to  the  ordinary  engraved  copper-plates, 
a  plate  of  copper  covered  with  gold  is  operated  upon.  On  immersion  in  the  sulphate  of  copper  solu- 
tion the  parts  corresponding  to  the  white  parts  will  become  covered  with  copper.  The  iodine,  or  com- 
pound of  iodine,  formed,  is  then  to  be  removed  by  the  hyposulphite,  the  layer  of  deposited  copper  is 
oxidized,  and  the  gold  amalgamated,  which  may  be  removed  by  means  of  nitric  acid, — the  oxide  oi 
copper  being  dissolved  at  the  same  time.  In  this  instance  the  original  surface  of  tlie  plate  corresponds 
to  the  white  parts  of  the  print,  and  the  sunk  or  engraved  parts  to  the  black  parts,  as  in  the  ordinary 
copper-plate  engravings. 

ENGRAVING  ON  WOOD.  Tliere  are  various  modes  for  protecting  the  eyes  when  working  by 
lamp-light,  but  we  are  aware  of  only 
one  which  both  protects  the  eyes  from 
the  light  and  the  face  from  the  heat  of 
the  lamp.  This  consists  in  filling  a  large 
transparent  glass  globe  with  clear  wa- 
ter, and  placing  it  in  such  a  manner 
between  the  lamp  and  the  workmen 
that  the  light,  after  passing  through 
the  globe,  may  fall  directly  on  the 
block,  in  the  manner  represented  in 
the  Fig.  1571.  The  height  of  the 
lamp  can  be  regulated  according  to 
the  engraver's  convenience,  in  conse- 
quence of  its  being  movable  on  the 
upright  piece  of  iron  or  other  metal 
which  forms  its  support.  The  dotted 
line  shows  the  direction  of  the  light 
when  the  lamp  is  elevated  to  the  height 
here  seen ;  by  lowering  the  lamp  a  lit- 
tle more,  the  dotted  line  would  incline 
more  to  a  horizontal  direction,  and  ena- 
ble the  engraver  to  sit  at  a  greater  dis- 
tance. By  the  use  of  these  globes  one 
lamp  will  suffice  for  three  or  four  per- 
sons, and  each  person  have  a  clearer 
and  cooler  light  than  if  he  had  a  lamp 
without  a  globe  solely  to  himself. 

There  arc  only  four  kinds  of  cutting 
tools*  necessary  in  wood  engraving,  namely:  gravers,  tint-tcols,  gouges  or  scoopers,  and  flat  tools  or 
chisels.  Of  each  of  these  four  kinds  there  are  various  sizos.  Fig.  1572  shows  the  form  of  a  graver  that 
is  principally  used  for  outlining  or  separating  one  figure  from  another.  A  is  the  back  of  the  tool ;  R 
the  face ;  0  the  point ;  and  D  what  is  technically  called 
the  belly.     The  horizontal  dotted  line  0,  2,  shows  the  1572. 

surface  of  the  block,  and  the  manner  in  which 'part  of  n —A;. 

the  handle  is  cut  off  after  the  blade  is  inserted-!     This     <^-^yri:f...Z,,'.7.Z.  ""■ — - 

tool  is  very  fine  at  the  point,  as  the  line  which  it  cuts  ^ 
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•  A  sharp-edged  scraiier,  in  shnpe  something  like  a  copper-plate  engraver's  bumislier,  is  used  in  the  process  otloteerivf 
f  The  handle,  when  received  from  ilie  luriier's,  Is  perfectly  circular  at  the  rounded  end ;  but  after  the  blade  is  inscnel 
•  segmeul  is  cut  off  at  the  lower  pun,  us  seen  In  Fig.  l5Ti, 
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ought  to  be  so  fine  as  not  to  be  distinctly  perceptible  when  the  cut  is  printed,  as  the  intention  ia 
merely  to  form  a  termination  or  boundary  to  a  series  of  lines  rumiing  in  another  direction.  Though 
it  is  necessary  that  the  point  should  be  very  fine,  yet  the  blade  ought  not  to  be  too  thin,  for  then, 
instead  of  cutting  out  a  piece  of  the  wood,  the  tool  will  merely  make  a  delicate  opening,  which 
would  be  likely  to  close  as  soon  as  the  block  should  be  exposed  to  the  action  of  the  press.  When  the 
outluie  tool  becomes  too  thin  at  the  point  the  lower  part  should  be  rubbed  on  a  hone,  in  order  to  reduce 
the  extreme  fineness. 

About  eight  or  nine  gravers  of  different  sizes,  beginning  from  the  outline  tool,  are  generally  sufficient. 
The  blades  differ  little  in  shape,  when  first  made,  from  those  used  by  copper-plate  engravers ;  but  in 
order  to  render  them  fit  for  the  purpose  of  wood  engraving,  it  is  necessary  to  give  the  points  their  pecu- 
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liar  form  by  rubbing  them  on  a  Turkey  stone.     In 

Fig.   1573  are   shown  the  faces  and  part  of  the 

backs  of  nine  gravers  of  different  sizes ;  the  lower 

dotted  line  AC  shows  the  extent  to  which  the 

points  of  such  tools  are  sometimes  ground  down 

by  the  engraver  in  order  to  render  them  broader. 

When  thus  ground  down  the  points  are  shghtly 

rounded,  and  do  not  remain  straight  as  if  cut  off  by 

the  dotted  line  AC.      These  tools  are  used  for 

nearly  all  kinds  of  work,  except  for  series  of  parallel  lines,  technically  called  "  tints."     The  width  of  the 

line  cut  out,  according  to  the  thickness  of  the  graver  towards  the  point,  is  regulated  by  the  pressure  of 

the  engraver's  hand. 

Tint  tools  are  chiefly  used  to  cut  parallel  lines  forming  an  even  and  unifomi  tint,  such  as  is  usually 
seen  in  the  representation  of  a  clear  sky  in  wood-cuts.  They  are  thinner  at  the  back,  but  deeper 
at  the  side  than  gravers,  and  the  angle  of  the  fiice,  at  the  point,  is  much  more  acute.  About  seven 
or  eight,  of  different  degrees  of  fineness,  are  generally  sufficient.  Fig.  loT-t  will  afford  an  idea  of 
the  shape  of  the  blades  towards  the  point.  The 
handle  of  the  tint  tool  is  of  the  same  form  as  that  of 
a  graver.  The  figure  marked  A  presents  a  side  view 
of  the  blade  ;  the  others  marked  B  show  the  faces. 
Some  engravers  never  use  a  tint  tool,  but  ctit  all 
their  lines  with  a  graver.  There  is,  however,  great 
uncertainty  in  cutting  a  series  of  parallel  lines  in 
this  manner,  as  the  least  inclination  of  the  hand  to 
one  side  will  cause  the  graver  to  increase  the  width 
of  the  white  line  cut  out,  and  undercut  the  raised  one  left,  more  than  if  in  the  same  circumstances  a  tint 
tool  were  used.  This  will  be  rendered  more  evident  by  a  comparison  of  the  points  and  faces  of  the 
two  different  tools,  Fig.  1575. 

The  tint  tool,  being  very  little  thicker  at  B  than  at  the  point  A,  will  ^ 
cause  a  very  trifling  difference  in  the  width  of  a  line  in  the  event  of  a 
wrong  inclination,  when  compared  with  the  inequality  occasioned  by 
the  unsteady  direction  of  a  graver,  whose  angle  at  the  point  is  much 
greater -than  that  of  a  proper  tint  tool.  Tint  tools  ought  to  be  suffi- 
ciently strong  at  the  back  to  prevent  their  bending  in  the  middle  of  the 
blade  when  used,  for  with  a  weak  tool  of  this  kind  the  engraver  can- 
not properly  guide  the  point,  and  hence  freedom  of  execution  is  lost. 
Tint  tools  that  are  rather  thick  in  the  back  are  to  be  preferred  to  such  as  are  thin,  not  only  from  their 
allowing  of  great  steadiness  in  cutting,  but  from  their  leavmg  the  raised  lines  thicker  at  the  bottom, 
and  consequently  more  capable  of  sustaining  the  action  of  the  press.  A  tint  tool  that  is  of  the  same 
thickness  both  at  the  back  and  the  lower  part,  cuts  out  the  lines  in  such  ,a  manner  that  a 
section  of  them  appears  as  in  Fig.  1576 :  the  black  raised  lines  from  which  the  impression 
is  obtained  being  no  thicker  at  their  base  than  at  the  surface ;  while  a  section  of  the  lines 
cut  by  a  tool  that  is  thicker  at  the  back  than  at  the  lower  part  appears  as  in  Fig.  1577. 
It  is  evident  that  lines  of  this  kuid  having  a  better  support  at  the  base,  are  much  less  liable 
than  the  former  to  be  broken  in  printing. 

Gouges  of  different  sizes.  Fig.  1578,  from  A  the  smallest  to  B  the  largest, 
as  here  represented,  are  used  for  scooping  out  the  wood  towards  the  centre  of 
the  block ;  while  flat  tools  or  chisels,  of  various  sizes,  are  chiefly  employed  in  |' 
cutting  away  the  wood  towards  the  edges.  Flat  tools  of  the  shape  seen  in  figure 
C  are  sometimes  offered  for  sale  by  tool-makers,  but  they  ought  never  to  be 
used ;  for  the  projecting  corners  are  very  apt  to  cut  under  a  line,  and  thus  re- 
move it  entirely,  causuig  great  trouble  to  replace  it  by  inserting  new  pieces 
of  wood. 

The  fiice  of  both  gravers  and  tint  tools  ought  to  be  kept  rather  long  than 
shoi't ;  though  if  the  point  be  ground  too 
fine,  it  will  be  very  hable  to  break.  When,  157S). 

as  in  Fig.  1579,  the  face  is  long — or,  strictly 
speaking,  when  the  angle,  formed  b;^  the 
plane  of  the  fixce  and  the  lower  line  of 
the  blade,  is  comparatively  acute — a  line 

is  cut  with  much  greater  clearness   than  when  the  face  is  comparatively 
obtuse,  and  the  small  shaving  cut  out  turns  gently  over  towards  the  hand.     When,  however,  the  face 
of  the  tool  approaches  to  the  shape  seen  in  Fig.  1580,  the  reverse  happens ;  the  small  shaving  is  rather 
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ploughed  out  than  cleanly  cut  out ;  and  the  force  necessary  to  push  the  j^so. 

tool  forward  frequently  causes  small  pieces  to  fly  out  at  each  side  of  the  

hollowed  line,  more  especially  if  the  wood  be  dry.     The  shaving  also,  in- 
stead of  turning  aside  over  the  face  of  the  tool,  turns  over  before  the  . — 

pout,  as  in  Fig.  1580,  and  hinders  the  engraver  from  seeing  that  part  of 

the  pencilled  fine  which  is  directly  under  it  A  short-faced  tool  of  ^tself  prevents  the  engraver  fron: 
distinctly  seeing  the  point  When  the  face  of  a  tool  has  become  obtuse,  it  ought  to  be  ground  to  a 
proper  form ;  for  instance,  from  the  shape  of  the  figiu-e  A  to  that  of  B,  Fig.  1581. 
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Gravers  and  tint  tools  when  first  received  from  the  maker  are  generally  too  hard, — a  defect  wliich 
is  soon  discovered  by  the  point  breaking  off  short  as  soon  as  it  enters  the  wood.  To  remedy  this,  the 
blade  of  the  tool  ought  to  be  placed  with  its  flat  side  above  a  piece  of  iron — a  poker  will  do  very  well — 
nearly  red-hot  Directly  it  changes  to  a  straw-color  it  is  to  be  taken  off  the  iron,  and  either  dipped  in 
sweet  oil  or  allowed  to  cool  gradually.  If  removed  from  the  iron  wliile  it  is  still  of  a  straw-color,  it 
will  have  been  softened  no  more  than  sufficient ;  but  should  it  have  acquired  a  purple  tinge,  it  will  have 
been  softened  too  much ;  and  instead  of  breaking  at  the  point,  as  before,  it  will  bend.  A  small  grind- 
stone is  of  great  service  in  grinding  down  the  faces  of  tools  that  have  become  obtuse.  A  Turkey  stono, 
though  the  operation  requires  more  time,  is  however  a  very  good  substitute,  as,  besides  reducing  the 
face,  the  tool  receives  a  point  at  the  same  time.  Though  some  engravers  use  only  a  Turkey  stone  for 
sharpenmg  their  tools,  yet  a  hone  in  addition  is  of  great  advantage.  A  graver  that  has  received  a  final 
polish  on  a  hone  cuts  a  clearer  line  than  one  which  has  only  been  sharpened  on  a  Turkey  stone ;  it  also 
cuts  more  pleasantly,  gliding  smoothly  through  the  wood,  if  it  be  of  good  quaUty,  without  stirring  a 
particle  on  each  side  of  the  line. 

The  gravers  and  tint  tools  used  for  engraving  on  a  plane  surface  are  straight  at  the  point,  as  are  here 
represented.  Figs.  1582  and  1583;  but  for  engraving  on  a  block  rendered  concave  in  certain  points  by 
lowering,  it  is  necessary  that  the  point  should  have  a  slight  inclination  upwards,  as  in  Fig.  1582.    ITie 


1583, 


dotted  lines  show  the  direction  of  the  point  used  for  plane-surface  engraving.  There  is  no  difficulty  in 
getting  a  tool  to  descend  on  one  side  of  a  part  hollowed  out  or  lowered ;  but  unless  the  point  be  shghtly 
inclined  upwards,  as  is  here  shown,  it  is  extremely  difficult  to  make  it  ascend  on  the  side  opposite;  witli- 
out  getting  too  much  liold,  and  thus  producing  a  wider  white  line  than  was  intended. 

As  the  proper  manner  of  holding  the  graver  is  one  of  the  first  things  that  a  young  wood-engraver  is 
taught,  it  is  necessary  to  say  a  few  words  on  the  subject  Engravers  on  copper  and  steel,  who  have 
much  harder  substances  than  wood  to  cut,  hold  the  graver 

with  the  fore-finger  extended  on  the  blade  beyond  the  1584. 

thumb.  Fig.  1584,  so  that  by  its  pressure  the  point  may  be 
pressed  into  the  plate.  As  box-wood,  however,  is  much 
softer  than  copper  or  steel,  and  as  it  is  seldom  of  per- 
fectly equal  hardness  throughout,  it  is  necessary  to  hold 
the  graver  in  a  different  manner,  and  employ  the  thumb 
at  once  as  a  stay  or  rest  for  the  blade,  and  as  a  check  upon 
the  force  exerted  by  the  palm  of  the  hand,  the  motion  being  chiefly  directed  by  the  fore-finger,  as  ii 
sliown  in  Fig.  1585. 


The  thumb,  with  the  end  resting  against  the  side  of  tlie  block,  in  the  manner  above  represented, 
allows  the  blade  to  move  back  and  forward  with  a  slight  degree  of  pressure  against  it,  and  in  case  of  a 
slip  it  is  ever  ready  to  check  the  graver's  progress.    T\m  mode  of  resting  the  thumb  against  the  edge 
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of  tbe  block  is,  however,  only  applicable  -when  the  cuts  are  so  small  as  to  allow  of  the  graver,  when 
thus  guided  and  controlled,  to  reach  every  part  of  the  subject.  When  the  cut  is  too  large  to  admit  ol 
tliis,  the  tliumb  tlien  rests  upon  the  surface  of  the  block,  as  seen  in  Fig.  1586  ;  still  forming  a  stay  to 
the  blade  of  tlie  graver,  and  a  clieck  to  its  slip,  as  before. 

ENVELOP  ]\iACHiNERy,  by  M.  Remond.  In  earliest  stages  of  the  invention,  the  paper  blank? 
were  cut  out,  and  the  subsequent  folding  performed  entirely  by  hand ;  but  the  necessity  of  a  prodigious 
increase  in  the  power  of  production,  speedily  led  to  the  employment  of  mechanical  means  for  the  entire 
manufacture.  One  of  the  first  of  these  improvements  was  an  improved  paper-cutting  machine,  a  plan 
for  cutting  out  the  blanks.  Many  envelop-makcrs  use  tliis  machine  now ;  but  others  employ  a  hollow 
cuttuig  die,  cutting  through  about  250  sheets  of  paper  at  once ;  but  the  cutter  being  made  very  thin,  to 
give  an  easy  cut,  generally  springs  under  pressure,  and  the  blanks  thus  become  unequal  in  size,  easily 
detected  when  the  folding  operation  comes  into  action. 

As  an  example  of  the  class  of  cutting-die  employed,  we  have  en  ,  .^„ 

graved  two  views  of  it.  Fig.  1587  is  a  sectional  elevation  of  the  die, 
and  Fig.  1588  a  plan.  It  is  simply  a  knife,  shaped  to  the  contour  of 
the  envelop  blank,  A  being  the  sharp  edge.  This  is  forced  through 
a  thick  pile  of  sheets  by  a  convenient  press,  so  as  to  produce  blanks 
agreeing  in  shape  to  the  ulterior  of  the  two  lines  in  Fig.  1588.  This 
shape,  it  will  be  observed,  is  not  one  now  in  common  use,  but  it  ^- 

serves  as  an  example  of  some  of  the  attempts  which  have  been  made  ^^yx-^       ^'*^* 

;e  of   (!^ ^^=V__ 


to  give  additional  security,  and  probably  a  greater  appearance 
style,  llie  cut  pieces  are  gummed  on  one  side,  at  the  ends  of  each 
flap ;  and  when  folded,  as  indicated  by  the  dotted  lines  in  the  plan 
of  the  cutter,  the  long  narrow  part  adheres  to  one  end  of  its  counter- 
part, forming  the  back,  and  the  remaining  pair  of  flaps  fold  down 
upon  it.  This  shape  of  envelop  has,  for  many  reasons,  never  come 
into  ordinary  use. 

In  1845  a  folding  machine  for  completing  the  envelops  from  the 
blanks  was  invented  by  Mr.  Edwin  Hill,  and  Mr.  Warren  De  la  Rue, 

jointly,  and  is  now  worked  in  the  extensive  establishment  of  Messrs.  Do  la  Rue,  London.  Its  rate  of 
production  is  stated  to  be  42  folded  envelops  per  minute;  or,  for  a  day's  work  of  10  hours,  25,200. 
The  blanks  are  laid  by  hand  upon  a  table  carrying  a  metal  frame,  the  interior  of  which  exactly  corre- 
sponds to  the  size  and  shape  of  the  finished  envelop ;  and  immediately  over  tliis  is  a  box  or  plunger, 
which,  fitting  to  the  interior  of  the  frame,  is  caused  to  descend  upon  the  paper  blank  when  laid  over 
it,  thus  creasing  it  on  all  the  four  sides,  as  Avill  be  understood  on  examining  a  jiartially-opened  envelop; 
the  box  then  opens  to  admit  of  a  partial  folding.  In  tliis  condition  the  blank  has  simply  been  creased, 
and  the  fom*  flaps  stand  up  at  right  angles  to  the  plane  of  the  sheet.  Before  the  creasing  box  is  enturely 
raised,  two  of  a  set  of  folders,  placed  one  on  each  of  the  four  sides  of  the  frame,  come  forward  and  press 
down  the  two  flaps  corresponuing  to  their  situation ;  and  the  remaining  pair  of  folders  come  into  action 
to  press  their  two  flaps  after  the  other  portion  of  the  plunger  is  raised.  These  movements  complete 
the  envelop,  by  turning  down  the  right  angle  flaps  to  the  plane  of  the  sheet,  and  the  next  stcj)  is  to 
remove  them  from  the  folding  frame.  For  this  purpose  two  finger-shaped  projections  of  caoutchouc  are 
made  use  of;  and,  owing  to  the  strong  adhesion  existing  between  this  substance  and  paper,  the  folded 
envelops  are  quickly  removed  as  fast  as  they  are  ])roduced.  The  twenty-two  movements  required  in 
folding  each  envelop  are  performed  rapidly  and  noiselessly,  principally  by  various  adaptations  of  cams. 
Prior  to  Messrs.  Hill  and  De  la  Rue's  invention,  the  only  fiicilitation  of  manual  labor  in  folding  was 
obtained  by  the  use  of  a  species  of  tool,  which  partially  creased  the  blanks,  leaving  them  to  be  turned 
up  and  finished  by  hand.  Compared  witli  "  the  results  of  machinery,"  the  hand  labor,  although  in 
ilsolf  an  astonishing  instance  of  practical  dexterity,  is  inordinately  slow.  Girls  are  always  employed  in 
this  work ;  and  a  first-rate  hand  can  fold  and  gum  for  use  from  3,000  to  3,500  per  day,  or  from  5  to  fc" 
per  minute,  the  average  performance  being  from  2,500  to  3,000.  To  arrive  at  this  perfection,  at  least 
six  or  eight  months'  practice  are  required. 

J{y  another  comparative  statement  now  before  us,  we  find  that,  in  unstamped  envelops,  hand  labor, 
0  per  minute,  10  hours  per  day  =  3,600;  the  work  of  one  girl.  Stamped  envelops,  hand  labor,  4  1-6 
per  minute,  10  hours  per  tlay  :=  2,500,  a  day's  work ;  the  time  being  divided  into  7  hours  for  folding  and 
gumming,  and  3  for  stamping 
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Figs.  1589  to  1597  exhibit,  in  very  full  detail,  an  improved  folding  machine,  patented  during  tin 
present  year,  by  M.  Remond.  In  this  macliine  some  ingenious  appliances  are  introduced,  whereby 
»tmospheric  pressure  is  employed  to  facilitate  tlie  feeding  in  of  the  blanks  to  the  folding  apparatus  and 
Jlie  secondary  folding  action  of  the  flaps  in  connection  with  the  creasing  plunger. 

Fig.  1589  13  a  side  elevation  of  the  machine,  partially  in  section.  Fig.  1590  is  a  corresponding  view 
at  right  angles  to  Fig.  1589.  Fig.  1591  is  a  vertical  section  of  a  portion  of  the  machinery,  taken  at  the 
dotted  Ime  AB  in  Fig.  1589.  Fig.  1592  is  a  horizontal  view  or  plan  of  the  folding  table,  with  the 
details  of  tlie  apparatus  for  receiving  the  blanks  preparatory  to  folding.  Fig.  1593  is  a  transverse 
section,  taken  at  the  dotted  line  C  D  in  Fig.  1589.  Fig.  1594  is  a  plan  of  the  feeding-slide  NN  b  Figs. 
1589  and  1590.  Figs.  1595,  1596,  and  1597  are  details  of  the  guide  apparatus  for  the  several  move- 
ments on  the  main  shaft  A  of  the  machine. 


rhe  arrangement  of  tlie  mechanism  is  such,  tliat  a  quantity  of  blanks  of  the  required  size  being  placed 
m  the  feeding  table,  each  wUl  be  taken  up  singly  from  the  pile,  and  fed  into  the  folding  apparatus  bv 
means  of  an  instrument,  m  wliich,  at  proper  intervals,  a  partial  vacuum  is  formed,  whereby  each  shee't 
13  sucked  up  agauist  the  surface  of  the  finders  for  conveyance  to  the  folder. 

The  first  step  of  the  process  of  folding  is  accomplished  similarly  to  the  mode  hitherto  adopted,  and 
gcneraUy  explained,  in  reference  to  Messrs.  De  k  Rue's  machine,  that  is,  the  flaps  of  the  blanks  arc 
bent  to  a  right  angle  by  the  same  means;  but  a  novel  arrangement  is  introduced  for  the  performance 
of  the  secondary  fold.  Tlie  l)ottom  of  the  creasing  frame  or  box  is  perforated,  so  that  the  passing  back 
of  the  plunger  leaves  the  blank  within  tlie  recess,  with  its  four  flaps  standing  upright ;  and  here  the 
eecond  appbcation  of  the  atmospheric  action  comes  into  play,  for  the  purpose  of  giving  the  flaps  a  pre- 
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liininary  inclination  inwards,  in  order  to  fit  them  for  receiving  the  flat  folding  pressure  of  the  return 
stroke  of  the  plunger.  To  tliis  end  the  sides  of  the  folding  box  are  perforated,  so  as  to  allow  streams  ol 
atmospheric  air  to  be  forced  against  the  outsides  of  tlie  flaps ;  so  that,  on  the  descent  of  the  plunger, 
they  will  all  be  folded  down  at  once,  the  interior  and  under  surface  of  the  plunger  being  suitably  formed 
to  cause  the  flaps  to  succeed  each  other  in  their  proper  order.  In  addition  to  this,  certain  contrivances 
are  adapted  for  stamping  the  outer  flaps  with  an  embossed  or  perforated  device,  and  also  for  gumming 
the  lowest  flap  as  a  fastening  for  the  completed  envelop. 

A  is  the  main  driving  shaft,  which  gives  motion  to  the  macliine.  It  carries  at  one  end  a  fast-and-loose 
driving  pulley,  and  at  the  other  a  fly-wheel,  to  assist  in  regulating  the  movement ;  and  its  intermediate 
portion  is  fitted  witli  seven  cams,  for  communicating  motion  to  the  different  working  parts.  B  is  the 
folding  box,  or  recess,  in  which  the  folding  process  is  performed.  It  consists  of  four  side  pieces,  at  the 
angles  of  which  are  projections  C  C,  between  which  the  blanks  are  successively  fed,  so  that  they  may  be 
correctly  placed,  and  held  during  the  action  of  the  plunger.  D  is  the  door  or  movable  bottom  of  the 
box,  hinged  at  one  end,  so  that  when  an  envelop  has  been  folded  in  the  box,  it  may  be  discharged 
below ;  it  is  perforated  with  numerous  holes  for  the  escape  of  the  air,  as  the  blank  is  forced  down,  and 
is  kept  closed  by  means  of  a  lever  E,  which  is  actuated  at  the  proper  intervals  of  time  by  means  of  the 
cam  F  on  the  main  shaft,  giving  motion  to  a  slide  G-,  of  which  there  are  seven,  all  alike  in  construction, 
in  connection  with  the  same  number  of  cams.  The  slide  works  between  two  fixed  guiding  surfaces  H  H, 
as  detailed  in  Figs.  1595  and  1596,  and  has  at  its  upper  end  a  small  anti-friction  roller,  kept  up  in  con- 
tact with  its  actuating  cam  by  the  elastic  tension  of  a  band  of  vulcanized  India-rubber.     The  lower  end 

of  the  slide  presses  on  the  tail  of  the  j.g„ 

cranked  lever  E,  the  other  end  of  wliicli  ""'  "" 

rests  against  the  imder  sm-face  of  the 
movable  door  D,  so  that  the  latter  is  kept 
closed  during  the  proper  portion  of  the 
revolution  of  the  main  shaft.  The  feeding 
action  is  accomplished  by  the  exterior  cam 
K  on  the  shaft,  giving  motion — as  before 
explained  with  regard  to  the  cam  F— to 
its  slide  L,  which  is  attached  to  the  shorter 
arm  of  the  cranked  lever  M,  the  opposite 
arm  of  which  is  jointed  by  connecting  rods 
to  the  feeder  N.  This  instrument  is  car- 
ried upon  a  slide,  having  dovetailed  edges, 
moving  between  fixed  guiding  dovetails 
at  0  0.  It  consists  of  two  hollow  fingers 
P  P,  each  having  an  opening  on  the  under 
side ;  the  interior  of  the  fingers  opening 
into  the  hollow  portion  of  the  slide,  shown 
by  dotted  lines,  allowing  of  a  partial 
vacuum  being  obtained  witliin  the  fingers 
wlien  the  exhaust  movement  comes  into 
u-;e.  A  flexible  tube  Q,  of  vulcanized 
India-rubber,  is  attached  to  the  under  side 
of  the  slide,  the  opposite  end  being  con- 
nected with  the  bellows  R,  which  receive 
motion  at  the  required  intervals  from  the 
cam  S  acting  on  the  slide  T  in  connection 
with  the  bent  lever  U,  carried  by  a  piUar 
at  the  back  of  tlie  macliine.  The  longer 
end  of  this  lever  is  jointed  by  a  connect- 
ing rod  V  to  the  front  plate  W  of  the 
horizontal  bellows  running  on  guide  spin- 
dles X  X.  In  this  way,  when  the  under 
side  of  the  fingers  comes  upon  the  top 

of  the  pile  of  blanks  at  T,  the  exhausting  action  is  brought  into  play,  and  the  top  sheet  is  carried 
over  to  the  top  of  the  box  B  for  deposit,  with  its  angles  fitting  the  corner  guide  pieces,  as  in  plan  at 
Fig.  1592.  At  the  termination  of  the  outward  stroke  of  tlie  bellows,  the  sheet  is  separated  from  them 
by  the  action  of  a  valve  in  the  bellows,  opening  outward  at  the  commencement  of  the  return  stroke. 
The  platform  Y  caiTying  the  pile  of  blanks,  is  made  to  rise  and  fall  to  suit  the  feeding  action,  by  a 
mechanical  arrangement  worked  from  the  cam  Z.  This  cam  actuates  a  slide  a,  from  wliich  an  arm  b 
descends  for  connection  with  the  long  lever  c  at  the  bottom  of  the  framing,  the  opposite  end  of  which  is 
jointed  to  a  projection  on  tlie  vertical  spindle  d  of  the  platform.  To  compensate  for  the  continual 
decrease  in  the  height  of  the  pile  of  blanks,  so  that  the  upper  one  may  always  come  in  contact  with 
the  lifting  fingers  when  the  platform  rises,  an  India-rubber  spring  e  is  added,  its  action  being  to  keep 
up  the  platform  in  contact  with  the  fingers,  when  permitted  to  do  so  by  the  actuating  cam.  As 
every  thing  depends  upon  accuracy  of  set,  it  becomes  of  the  first  importance  to  place  the  blanks 
in  the  exact  position  intended ;  and  to  facilitate  this,  four  projecting  arms,  or  guides  //,  are  formed 
on  tlie  top  of  the  platform,  agreeing,  as  in  the  angle  pieces  of  the  folding  box,  with  the  angles  of  the  flat 
blanks. 

As  the  blanks  are  fed  into  proper  position,  the  folding  plunger  g  comes  into  action.  This  is  a  hollow 
rectangular  metal  frame,  carried  by  a  slide  h,  receiving  motion  from  the  cam  k.  It  lias  in  its  interior  a 
set  of  three  projections,  which,  in  the  secondary  movement,  act  on  the  separate  flaps,  folding  them  all 
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down  at  once,  -when  they  are  held  in  the  rcijuired  inclined  position  by  the  atmospheric  side  cununti 
as  previously  detailed.  The  inclined  projections  are  essentially  necessary,  in  order  that  the  ilaps  niaj 
be  folded  down  in  their  proper  relative  positions ;  the  projection  /  pressing  on  one  of  the  side  flaps, 
causes  it  to  be  folded  first;  afterwards  the  projection  m  acts  upon  one  of  the  ends,  whilst  the  third,  n, 
carries  down  the  opposite  one,  the  final  folding  being  completed  by  the  under  edges  of  the  plunfijcr, 
which  gives  a  sharp  pressure  to  the  initiatory  fold  of  the 
whole  series.  By  suitably  setting  these  projections,  any 
order  may  be  given  to  the  flaps — thus,  if  the  two  end  ones 
do  not  overlap  each  other,  they  may  be  folded  down  to- 
gether by  equal  projections.  TJie  detailed  figures,  1598 
and  1599,  exhibit  two  intermediate  stages  of  the  plunger's 
folding  action.  Fig.  1598  is  a  longitudinal  elevation  of  the 
plunger  and  the  top  of  the  folding  box  in  the  position  taken 
up  after  the  first  action  of  the  former,  the  side  air  passages 
for  inclining  the  flaps  being  at  ooo.  Fig.  1599  is  a  longi- 
tudinal section  of  the  same  pai-ts,  taken  just  as  the  plunger 
is  about  to  descend  in  its  secondary  movement  to  give  the 
completing  fold. 

Tue  necessary  atmospheric  side  pressure  on  the  flaps  is 
obtained  from  the  inclined  air-pump  p,  the  piston  of  which 
is  driven  by  a  crank  pin  on  the  fly-wheel ;  and  a  tube  q 
conveys  the  forced  air  from  the  bottom  of  the  pump  to  a 
hollow  channel  passing  all  round  the  edges  of  the  folding 
box,  as  dotted  in  the  plan.  Fig.  1592,  whence  the  orifices 
already  pointed  out,  open  inwards  to  the  box.  For  tlie 
application  of  gum,  or  other  cementing  fluid,  to  the  lowest 
flap,  to  secure  the  three  stationary  ones,  a  fountain  is  placed 
at  r,  from  the  bottom  of  which  two  tubes  s  s  branch  out  to 
the  two  flat  tubular  receptacles  1 1  inclosed  in  a  vessel  u, 
the  supply  being  regulated  by  a  stop-cock  before  the  jimc- 
tion  of  the  two  supply  branches.  The  gumming  action  is 
performed  by  pieces  of  sponge  placed  in  tfie  upper  ends 
of  the  flat  tubes  t,  which,  standing  slightly  above  their  upper  edges,  the  pressor  v  descending  just  before 
tlie  plunger,  presses  the  edges  of  the  lowest  flap  upon  the  sponge,  as  clearly  illustrated  in  the  plan  Aiew. 
This  presser  receives  its  motion  from  the  cam  w  acting  on  the  slide  x,  to  which  the  presser  is  attached. 
If  it  is  intended  to  stamp  or  emboss  the  outer  flap  with  an  embossed  or  perforated  device,  dies  are 
applied  as  at  y  z.  The  die  y  being  attached  to  a  slide  1,  acted  on  by  the  external  cam  2,  the  stamping 
action  takes  place  just  before  the  descent  of  the  plimger. 


1599. 


1592. 


1591 


lias  macliine  produces  easily  60  envelops  per  minute,  or  86,000  ])er  day,  completed,  gummed,  anu 
stamped,  and  might  probably  be  worked  faster.  As  at  present  practised  in  other  modes  of  production, 
the  folding,  gunnning,  and  stamping  arc  all  sejjarate  processes ;  and  as,  at  each  of  these  operations, 
every  single  enveloj)  t)iust  be  separately  handled,  we  mav  form  a  tolerable  conception  of  the  economy 
gained  by  the  use  of  M.  Reraonu's  macliine,  as  the  most  miproved  contrivance  of  earlier  date  saves  no 
more  than  one-third  of  the  manual  labor.  The  isolation  of  the  different  stages  of  manufacture,  conse- 
quent uj)on  the  employment  of  manual  labor,  adds  immensely  to  tlie  cost  of  production,  the  loss  mainly 
arising  from  the  mere  removals  from  one  process  to  another.  In  hand-stamping,  a  child  will  perhaps 
got  through  8,000  or  9,000  per  day ;  and  then  there  must  be  an  assistant  to  turn  the  tops  where  the 
stamp  has  been  placed,  ancl  count  tliem  into  parcels. 

Since  the  first  anAcipations  of  the  value  of  the  envelop  for  general  consumption,  many  modifications 
have  been  introduced.  In  1844,  Mr.  Wilson,  the  inventor  of  the  cutting  machine,  hit  upon  the  ingeniously 
Bimple  mode  of  economizing  tlie  pajier  in  cutting  out  the  blanks,  by  cutting  the  original  web  of  paper 
diagonally  across  its  width.  Formerly,  when  tlie  web  was  divided  longitudinally,  and  tlieu  by  trans- 
ferso  cuta  at  right  angles,  the  rectangular  sheet  thus  formed,  when  cut  up  into  diamond  pieces  for 
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envelops,  suffered  considerable  loss  in  the  reduction.  By  Mr.  Wilson's  pkn  this  was  avoided,  as  the 
crausverse  cuts  being  all  made  diagonally,  each  blank  fitted  exactly  to  its  neighbor,  and  this  source  ol 
loss  was  removed.  In  1846,  again,  Mr.  Charles  Chinnock  obtained  a  patent  for  some  contrivances  for 
the  obtainnient  of  greater  security  of  enclosure,  by  applying  the  ordinary  postage  stamp,  or  other 
adhesive  labels,  so  as  to  become  a  fastener  for  the  edges  of  the  paper  forming  the  envelop.  In  one  of 
his  arrangements,  a  small  hole,  somewhat  less  than  the  area  of  a  postage  stamp,  is  punched  at  the  right- 
hand  corner  of  the  address  side,  so  that,  when  the  stamp  is  put  on,  it  adheres  not  only  to  the  edges  of 
the  hole,  but  also  tc  the  tm-ned-in  edge  produced  in  the  end  fold  of  the  envelop,  as  well  as  partially  to 
the  enclosed  note.  Thus  the  enclosure  cannot  be  removed  without  leaving  detective  marks.  According 
to  another  mode,  the  patentee  punches  holes  of  various  sizes  tlirough  the  parts  of  the  envelop  where  the 
seal  is  placed — in  some  cases  placing  a  bit  of  blotting-paper  beneath,  this  being  for  the  purpose  of 
securing  the  whole  by  the  seal.  In  another  arrangement,  the  envelop  is  the  same  shape  as  that  now 
generally  used,  having  four  triangular  flaps,  meeting  in  the  centre  for  the  seal.  In  the  ends  of  three 
of  these  flaps  are  small  holes,  each  one  a  little  different  in  size,  so  that  when  folded  the  smallest  hole 
is  the  lowest,  and  the  largest  the  tliird  in  the  layers,  whilst  the  fourth  is  blank,  the  wax  below 
which  not  only  secures  all  the  flaps,  but  adheres  also  to  the  enclosure.  "When  a  piece  of  blotting-paper 
is  placed  below  the  holes,  as  in  another  modification,  any  attempt  to  open  the  letter  would  involve  a 
tear. 


The  ordinary  four-cornered  envelop,  fitted  to  form  what  M.  Remond  calls  the  "  Detector,"  appears  to 
answer  all  the  requisites  of  security  and  elegance.  The  sealing-flap  is  embossed  with  some  device,  the 
centre  of  wliich  is  perforated  in  any  ornamental  way,  and  a  colored  wafer  is  placed  beneath  it,  showing 
through  the  perforations  like  a  colored  device.  When  this  is  fastened  in  the  usual  way,  a  very  slight 
examination  serves  to  show  whether  or  not  it  has  been  tampered  with.  If  the  wafer  is  used,  and  hot 
water  or  steam  has  been  employed  to  soften  it,  its  brilliancy  will  have  entirely  disappeared ;  and  il 
attempted  to  be  cut  through,  its  substance  is  so  thin,  that,  either  wet  or  dry,  the  chances  are,  that  the 
minute  integuments  of  the  star,  or  other  device,  will  be  broken  or  disarranged.  This  species  of  seal 
is  besides  ornamental,  and  for  general  purposes  may  supersede  the  now  common  plan  of  color- 
stamping. 

The  only  American  macliine  in  practical  use  is  one  secretly  used  by  Bell  &  Gould,  Nassau-street,  N.  Y, 
We  are  unable  to  give  any  details  respecting  it. 

ETCHING.  The  entire  apparatus  is  contained  in  a  box  not  larger  than  a  music-book.  They  consist 
of  copper-plates,  &c.,  etching-needles,  hand-rest,  etching-ground,  dabber,  oil-rubber,  rottenstone,  smo- 
kii 


mass  must  be  kept  stirred  until  well  incorporated ;  any  small  piece  of  wood  will  answer  this  purpose. 
When  well  mixed,  it  must  be  pom-ed  into  a  basin  of  cold  water,  and  when  nearly  cold  should  be  pressed 
and  rolled  with  the  hand,  that  all  the  water  may  be  discharged,  then  made  into  a  ball.  Procure  a 
piece  of  worn  silk,  but  be  careful  it  is  without  holes,  double  it,  place  the  ball  therein,  and  tie  up  the 
ends  with  packthread,  taking  care  that  the  double  silk  reaches  well  over  the  ball.  AVhen  tied  tight, 
cut  off  the  overplus  silk,  and  let  the  knot  remain  for  a  hand-hold.  Be  sure  that  the  silk  is  tight  over 
the  ball. 

Dahbcr. — Take  another  piece  of  silk,  twice  the  size  of  the  last,  double  it,  place  in  it  a  ball  of  coarse 
wool  well  picked  out,  about  the  size  of  a  small  apple,  tie  it  up  in  the  same  way  as  the  ball  for  the 
ground,  and  it  is  ready  for  use. 

Oil-rubber. — The  next  thing  necessary  is  an  oil-rubber,  which  is  simply  a  strip  of  woollen  cloth, 
about  two  inches  wide,  rolled  up  tight,  and  bound  over  with  packthread  or  thin  tape.  With  a  sharp 
knife  cut  off  one  end,  avoiding  the  string,  so  that  the  surface  may  be  quite  flat.  This  is  used  for  taking 
out  stains  or  polishing  the  plate. 

Rottenstone. — Procure  a  piece  of  fine  flannel,  rather  less  than  the  silk  which  covers  the  etching 
ground  ball,  double  it,  place  on  it  a  small  quantity  of  rottenstone  in  powder,  whicfi  tie  up  in  a  bag.  A 
small  portion  of  fine  whitening  in  the  lump  should  be  kept  at  hand  for  the  sake  of  cleanliness :  any 
Bmall  box  will  answer  this  purpose. 

Smokinci-tapcr. — Procure  a  wax  taper;  uncoil  it  by  degrees  before  the  fire  until  it  is  all  equally 
pliant :  double  it  up  in  about  six  lengths,  give  it  one  twist  wliile  warm,  and  turn  it  a  few  times  befoi-« 
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the  fire,  that  the  pieces  of  taper  may  adhere  to  each  other ;  melt  tlie  wax  at  one  end,  so  tliat  the  wick 
is  exposed ;  see  that  all  the  cotton  ends  will  light  freely :  care  sliould  be  taken  to  extinguish  the  cotton, 
or  it  will  revive  witli  tlie  least  draught,  and  may  become  dangerous. 

Bordering-wax. — This  may  be  obtained  ready  made,  but  engravers  make  it  to  their  own  liking.  The 
component  parts  are  three  ounces  of  resin,  two  ounces  of  beeswax,  and  such  a  quantity  of  sweet-oil  as 
will  soften  the  mixture  to  your  fancy.  Procure  an  earthen  pipkin,  place  in  the  bottom  a  small  qu.intity 
of  sweet  oil,  (half  an  ounce  or  more,)  add  your  resin  and  beeswax,  broken  in  small  pieces ;  when  melted, 
work  the  ingredients  well  together  with  a  stick  until  thoroughly  incorporated,  then  pour  into  a  basin  of 
cold  water ;  as  it  gets  cold,  work  it  well  with  the  hands  by  pulling  out  into  lengths  and  doubling  it  to- 
gether again :  the  more  it  is  worked  the  better  it  will  be  for  use.  Should  it  turn  out  brittle,  return 
it  broken  to  the  pipkin,  and  add  more  oil ;  work  it  well  together  as  before ;  pour  it  into  water,  and 
work  it  again  with  your  hands. 

Engraver' s-shadc. — 'Hie  next  thing  required  is  a  shade,  which  can  be  made  of  wire.  Bend  it  to  a 
half-circle,  buitl  it  togetlier  with  waxed  string,  lay  it  on  tissue  paper,  cut  away  all  but  half  an  inch 
round  the  wire,  cover  that  half  inch  with  paste,  and  turn  it  over  the  wire ;  when  dry,  the  shade 
is  complete.  Fasten  a  light  string  to  the  centre  of  the  half-circle,  and  suspend  it  from  the  window- 
latch  when  in  use.  This  sliade  must  be  placed  in  a  forward  position,  sloping  before  your  plate,  and  the 
white  light  it  produces  will  enable  you  to  see  the  lines  made  by  your  etching-needle.  It  is  now  the 
real  amusement  begins.  You  can  work  any  time  you  please  at  the  plate,  and  lay  aside  without  injury 
to  it 

Hand-rest. — Any  flat  and  thin  piece  of  wood  will  answer  this  purpose,  which  is  merely  to  keep  the 
hand  clear  of  the  plate  whilst  at  work. 

Stopping-out  Varnish. — Turpentine  varnish  is  superior,  for  several  reasons,  to  Brunswick  black. 

Turpentine  Varnish. — Break  small  bits  of  resin  into  a  vial,  cover  it  over  with  spirits  of  turpentine 
to  about  twice  the  height  of  the  resin.  Place  the  bottle  in  a  small  saucepan  of  water  on  the  hob,  near 
enough  to  the  fire  to  make  and  keep  the  water  hot ;  a  cork  may  be  lightly  placed  in  tlie  mouth  of  tlie 
bottle,  as  the  mixture  will  require  to  be  shaken  occasionally. 

A  small  portion  of  this  mixture  should  be  poured  into  a  small  pot,  with  a  little  lampblack  added,  to 
give  it  color,  and  well  iucoi-porated.  This  last  is  necessary  to  prevent  lumps ;  it  may  be  done  by  work- 
ing the  mixture  well  together  with  the  camel-hair  pencil  You  have  now  a  good  stopping-out  varnish. 
With  this  varnish  go  over  the  border  or  margin  of  your  plate  :  do  this  when  about  to  put  it  away,  and 
the  varnish  will  become  hard  by  being  left  a  night  to  set. 

When  inclined  to  put  your  plate  thiough  the  process  of  biting-in,  again  go  over  the  margin,  using  tlie 
same  brush  and  mixture.  You  can  always  work  it  up  by  adding  a  little  turpentine.  When  it  is  set 
so  hard  that  you  can  place  the  finger  on  it  without  adherence,  it  is  time  to  make  uj)  your  wall  or  border 
of  wax  to  hold  the  aquafortis. 

Aquafortis. — Provide  yourself  with  three  half-pint  bottles  having  glass  stoppers,  and  two  pint 
earthen  jugs  with  spouts.  Then  obtain  at  the  chemist's  half  a  pound  of  nitric  acid  in  a  bottle  No,  1 
Pour  into  bottle  No.  2  rather  less  than  the  fourth  of  the  nitre  ;  pour  the  bottle  three  parts  full  of  water ; 
with  a  slow  action  pass  it  into  one  of  your  pint  jugs,  and  back  again  to  the  bottle,  to  unite  it  well.  In 
bottle  No.  3  put  one  lialf  of  the  remaining  nitre  ;  Avater  it  as  before  ;  see  that  the  nitric  acid  in  bottle 
No.  1  is  well  stoppered,  and  cover  it  with  a  piece  of  old  glove. 

Tracing,  and  Tracing-paper. — Tracing-paper  of  various  qualities  may  be  purchased  at  any  dep6t  of 
arts.  But,  in  case  of  necessity,  very  good  tracing-paper  may  be  made  by  saturating  with  a  camel-hair 
pencil  the  finest  tissue  paper  with  the  following  mixture  : — Half  an  ounce  of  the  balsam  of  Canada  to 
one  ounce  of  the  spirits  of  turpentine,  shaken  well  together  in  a  two-ounce  bottle :  it  requires  no  heat. 
When  covered  with  the  mixture,  hang  the  paper  on  a  line  to  dry :  then  wash  in  like  manner  the  other 
side. 

Place  your  drawing  on  the  tracing-board,  (a  piece  of  soft  planed  deal,)  over  it  lay  the  tracing-paper, 
fasten  down  with  the  brass-headed  points,  not  through  the  drawing,  but  close  to  it,  so  that  the  pressure 
of  the  brass  head  secures  both  the  drawing  and  tracing-paper  from  moving.  Go  carefully  over  all  the 
lines  of  your  drawing  with  an  H-pencil,  occasionally  placing  a  piece  of  white  paper  between  the 
drawing  and  the  tracing-paper,  to  ascertain  that  you  have  not  neglected  any  part  of  tlie  lines  on  the 
drawing, 

Traruferriruj-paper. — This  is  very  easily  made,  as  follows : — ^Take  half  a  sheet  of  very  fine  bank 
post  paper,  lay  it  on  a  clean  place  and  rub  it  well  with  the  scrapings  of  red  chalk ;  a  small  bit  of 
sponge  13  good  for  this  purpose.  Apply  the  chalk  until  the  paper  is  all  of  one  color,  then,  with  a  piece 
of  clean  old  muslin,  rub  the  greater  part  of  the  color  from  the  surface.  The  color  may  be  renewed 
occasionally  as  the  marking  becomes  faint. 

Testing  the  Ground. — Heat  one  comer  of  your  plate,  and  rub  over  it  the  ground,  in  a  thin  and  even 
surface.  Next  apply  your  dabber,  to  make  a  yet  more  equal  distribution  of  the  ground.  Wlien  cold, 
mark  over  it  with  rather  a  blunt  needle,  (No.  3.)  Should  the  groimd  be  brittle^  and  crack  with  tlie 
passage  of  tlie  needle,  add  to  it  more  beeswax ;  should  it  drag  with  the  needle,  more  asphaltum :  the 
ground  will  easily  melt  again.  When  a  ball  is  made  to  your  satisfaction  it  will  last  a  long  time.  The 
weather  has  considerable  effect  on  the  mixture,  but  tlie  quality  of  the  ingredients  more,  so  that  it  is 
advisable  to  get  the  ground  as  perfect  as  you  can  while  you  have  the  melting-pot  in  use. 

Heating  the  plate  for  ground — You  must  have  a  small  hand-vice  with  a  haft  of  wood  to  resist  the 
passage  of  heat  to  {be  hand.  If  your  plate  is  stained  or  discolored,  tlie  mark  must  be  removed  witli 
the  oil-rubber,  with  a  little  rottenstone  and  oil,  polished  off  with  a  bit  of  old  muslin  powdered  with 
whitening.  Be  careful  that  no  dust  remains  on  the  plate.  Screw  the  vice  on  the  long  side  of  your 
copper-pmte  with  a  slight  hold,  covering  the  part  grasped  by  tlie  jaws  of  the  vice  with  a  small  piece 
nf  jiaper,  to  prevent  injury  to  tlie  surface. 

Heating  may  be  performed  by  burning  paper  under  the  back  of  the  plate ;  but  a  stove  or  clear  fire 
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IS  much  the  preferable  mode.  Be  careful  not  to  overheat  your  plate.  If  the  surface  becomes  dis- 
colored the  plate  is  over  hot :  as  a  test,  turn  it  over  and  spit  on  the  back;  if  the  moisture  jumps  off, 
the  plate  is  sufficiently  hot :  should  it  hiss  and  remain  on  the  plate,  more  heat  must  be  obtained. 

A  piece  of  sailcloth,  rather  larger  than  the  plate,  should  be  warmed  by  laying  it  before  the  fire 
during  the  heating  process ;  place  it  on  the  table,  and  lay  upon  it  the  plate,  retaining  the  vice.  Now 
pass  your  ball  of  ground  over  it  backwards  and  forwards  until  the  plate  is  covered,  spreading  the 
ground  as  evenly  and  thinly  as  possible.  Then  use  your  dabber  with  a  quick  action,  pressing  it  down 
and  plucking  it  up.  If  the  ground  does  not  distribute  itself  easily  burn  paper  under  it,  as  before,  vmtil 
it  shines  all  over,  being  cautious  that  the  ashes  of  the  paper  do  not  settle  on  the  surface ;  dab  on  again, 
decreasing  the  pressure  but  not  the  speed  of  action,  until  the  surface  is  all  over  alike. 

Smoking  the  plate. — Have  your  taper  A^ady,  and  a  single  taper  or  candle  to  take  the  light  from ;  the 
surface  of  your  plate  being  perfectly  covered,  it  may  be  as  well  to  renew  the  heat  in  your  plate  by  a 
paper  burnt  under  the  back  until  the  surface  shines,  taking  the  same  precautions  as  before. 

Hold  the  plate  up  in  your  left  hand,  with  the  face  downward ;  light  your  smoking-taper,  at  the  same 
time,  having  all  the  wicks  burning,  pass  it  rather  quickly  round  the  margin,  and  by  degrees  towards 
the  centre,  using  a  fluttering  action  with  the  hand  ;  smoke  on  until  the  whole  surface  is  of  a  dark  color, 
keeping  the  taper  at  such  a  distance  from  the  plate  that  the  burning  cotton  may  have  no  chance  of 
touching  it,  although  the  flame  spreads  over  it :  when  the  surface  is  all  black  alike,  and  no  sooty  niarks 
are  to  be  seen  on  the  working  part  of  the  plate,  the  ground  is  fit  for  use.  Take  the  plate,  face  down- 
ward, to  some  convenient  place,  and  pour  cold  water  over  the  back,  holding  the  plate  in  a  sloping 
position,  the  vice  up.  Fig.  1600.  This  last  process  produces  a  stronger  and  harder  surface  than  could 
be  obtained  if  the  plate  were  left  gradually  to  cool.  Now  place  the  plate  face  downwards,  supported 
on  one  side  by  the  screw  of  the  vice.  Fig.  1601.  Clean  the  smoke  from  the  back,  and  let  it  remain 
until  quite  cold. 

1606. 
1602, 


^is  Figs.  1 600  to  1 611  consist  of  examples  of  the  etching,  biting-in  with  the  acid,  Ac,  I  sliall  take  advan- 
cage  3f  it  to  exemplify  the  manual  craft  of  laying  the  ground,  smoking,  &c.  Some  difficulty  may  be 
found  in  laying  the  first  ground  with  success  ;  but  having  managed  one  well,  you  may  be  sure  for  the 
future. 

2ransferrin(f. — If  you  have  not  an  etching-board  place  your  copper-plate  on  a  thick  piece  of  brown 
paper,  larger  than  tlie  plate  ;  make  two  ribs  of  the  same  paper,  doubled  four  or  more  times,  and  about 
an  inch  wide ;  place  them  at  each  end  of  your  plate  on  the  brown  paper,  and  fasten  them  with  sealing- 
wax  :  these  ribs  serve  as  shoulders  for  the  rest  to  lay  on,  which  will  prevent  your  hand  from  touching 
the  work. 

You  may  now  cut  your  tracing-paper  to  thV.  size  of  your  plate,  having  ruled  your  margin  line,  if  one 
is  required.  Place  your  tracing  reversed,  that  is,  the  pencil  side  to  the  plate.  Fix  it  with  bits  of  soft 
wax  round  the  border,  leaving  open  the  bottom  to  admit  the  transferring-paper,  which  introduces  the 
chalk  side  next  to  the  plate :  the  upper  side  of  the  paper  must  be  kept  clean,  that  you  may  see  the 
pencil  lines  on  your  tracing-paper.  Next  with  an  H  H  pencil,  sharp  and  short  in  the  cut,  go  over  all 
the  lines  of  your  tracing  with  rather  an  upright  hand,  that  you  may  be  able  to  make  strong  pressure : 
the  upper  side  of  your  tracing-paper,  not  being  marked  with  pencil,  will  show  whether  you  have 
gone  over  the  wliole  of  the  lines  with  the  pencil  on  the  upper  side ;  look  sideways  at  your  work,  and 
the  black-lead  mark  will  be  perceptible.  Before  you  advance  far  in  your  transfer,  lift  up  the  bottom 
of  your  tracing  to  ascertain  if  the  lines  are  of  sufficient  strength ;  if  not,  apply  more  red  chalk  to  youi 
transfer-paper.     When  you  think  the  transfer  is  completed,  do  not  take  otf  the  whole  of  your  paper, 
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but  allow  the  part  affixed  by  the  top  spots  of  -wax  to  remain.  You  can  then  lift  up  the  whole  oi 
the  work,  and  if  any  part  of  "it  has  been  neglected  the  tracing  can  again  be  laid  down,  and  the  omis 
sion  rectified. 

Etching.— Yon  must  begin  vnth  needle  No.  1  (the  fine  point)  and  go  carefully  over  the  outline,  not 
making  much  impression  on  the  copper,  but  sufficient  to  remove  the  ground  ;  with  the  same  point  go 
over  all  the  lighter  parts,  increasing  the  pressure,  so  that  a  slight  indentation  may  be  made  on  the  plate. 
No.  2  point  may  now  be  used  to  go  over  the  lighter  shade  with  increased  weight  of  hand.  No.  2 
point  will  answer  for  the  darker  shades  by  making  the  lines  nearer  together  and  increasing  the  pres- 
sure. Interline  parts  that  require  extra  color  with  No.  1  point :  the  etching  may  be  worked  at  for  a 
considerable  time  by  interlining  and  dotting. 

Should  you  by  accident  or  mistake  make  any  marks  you  -wish  to  expunge,  dip  a  pointed  camel-hair 
pencil  into  the  turpentine  bottle,  and  with  its  point  work  up.  some  of  the  grouncl  on  the  margin  of  the 
plate,  and  therewith  stop  out  the  objectionable  marks.     When  set  it  will  resist  the  aquafortis. 

Bordering  the  plate. — In  cold  weather  the  wax  will  be  too  hard  to  be  rolled  out  with  the  hand,  it 
must  then  be  placed  in  moderately  warm  water  until  it  becomes  pliable ;  then  pull  and  roll  it  out  to 
about  the  thickness  of  a  small  walking-stick ;  sligiitly  grease  the  point  of  the  thumb  and  two  fore- 
fingers with  deer  or  mutton  fat,  press  the  roll  of  wax  flat  as  you  place  it  on  the  border  of  your  plate, 
with  the  edge  to  the  varnish,  taking  great  care  that  the  bordering-wax  does  not  go  off  the  varnish. 
At  what  you  intend  to  be  the  darkest  corner  of  your  plate  pinch  out  the  wax  broader,  that  the  height 
of  the  wall  may  increase  to  tliat  corner  where  the  spout  is  to  be  formed  witb  the  wax,  to  prevent  spill- 
ing the  aquafortis  in  pouring  it  off. 

Biting-in. — Lay  your  plate  flat  on  a  piece  of  sailcloth  larger  than  the  plate,  as  a  protection  from  any 
splashings  that  may  be  made.  Place  the  spout  of  your  plate  in  front  for  the  convenience  of  pouring 
oft'  One  of  your  jugs  being  filled  with  water,  pour  it  over  the  plate  to  prove  if  there  is  any  leakage 
in  your  border ;  should  you  find  any,  pour  off  the  water ;  let  the  plate  dry,  particularly  in  the  defective 
part ;  then  press  down  the  outer  e(ige  of  the  wax  with  a  piece  of  stick. 

Lay  by  the  side  of  your  plate  two  or  three  wedges,  (small  pieces  of  firewood,)  to  be  used  for  tilting 
the  plate  should  the  acid  not  lay  even. 

It  would  be  worse  than  useless  to  prescribe  rules  for  the  proportions  of  water  to  be  used  to  the 
nitric  acid,  as  that  will  entirely  depend  on  the  strength  of  the  acid. 

Having  proved  that  your  border  is  sound,  pour  off  the  water ;  then  cover  the  surface  of  the  plate 
with  the  aquafortis  from  No.  2  bottle.  If  in  the  course  of  half  a  minute  the  etching  on  your  plate 
should  assume  a  light-gray  coating  the  mixture  will  do ;  but  if  it  should  throw  up  bubbles  it  is  over 
strong,  and  more  water  must  be  added,  but  not  on  the  plate.  The  mixture  must  be  placed  in  the  jug, 
tlien  in  the  bottle,  and  afterwards  returned  to  the  plate.  Should  the  lines  on  the  plate  remain  as  bright 
copper  after  the  acid  has  been  on  half  a  minute,  it  is  not  strong  enough,  and  some  aquafortis  out  of 
bottle  No.  3  must  be  added. 

Having  mixed  your  aquafortis  so  that  the  lines  do  not  produce  foam,  but  continue  a  gray  frosty  ap- 
pearance, the  process  is  going  on  well.  The  power  of  biting-in  coiTectly  must  depend  on  the  experience 
you  have  of  your  acid. 

With  a  soft  camel-hair  pencil  lightly  remove  the  frosty  appearance,  takmg  care  that  the  quill  does 
not  touch  the  ground. 

Should  any  part  of  tlie  ground  be  breaking  up,  that  is,  the  lines  becoming  united,  pour  off  yovu"  acid 
carefully  into  the  jug.  Lay  the  plate  again  on  the  flat,  and  cover  it  with  water  from  the  other  jug, 
moving  it  gently  with  the  camel-hair  pencil,  which  should  be  placed  in  the  water-jug  when  taken  from 
the  acid,  or  it  will  soon  become  useless. 

The  wash-water  from  the  plate  must  be  thrown  away.  The  first  biting  now  is  supposed  to  be  com- 
pleted, therefore  set  the  plate  up  endways  to  dry. 

Second  biting. — When  the  plate  is  perfectly  dry,  take  off  with  your  scraper  a  spot  of  ground  in  the 
lighter  part,  to  ascertain  if  the  acid  has  made  sufficient  indentation.  If  it  has,  work  up  your  stopping- 
out  varnish  with  a  camel-hair  pencil,  and  with  it  cover  all  the  parts  you  intend  to  remain  light ;  you 
must  elevate  your  rest  so  that  you  do  not  press  tlie  border-wax. 

When  the  stopping-out  varnish  is  dry,  which  may  be  ascertained  by  placing  your  finger  on  it  and 
finding  that  it  does  not  stick,  put  on  the  same  aquafortis  (bottle  No.  2)  and  let  it  remain  until  you  ob- 
serve the  ground  giving  way ;  then  pour  off  the  acid,  and  wash  well  as  before.  Put  the  plate  to  drain. 
Should  it  be  required,  more  biting  may  be  performed,  and  the  process  is  the  same. 
Cleaning  off. — Now  comes  the  least  agreeable  part  of  the  process.  Great  care  must  be  taken  that 
the  plate  is  perfectly  dry ;  if  it  be  not  it  may  be  placed  before  the  fire,  but  not  close  enough  to  melt  the 
wax.  Having  carefully  wiped  the  sailcloth,  lay  the  plate  a  little  more  than  halfway  upon  it,  but  so 
that  the  balance  remains  to  the  table.  Apply  a  lighted  taper  or  a  folded  paper  match  progressively 
under  the  wax ;  pull  up  the  wax  as  the  warmth  proceeds ;  you  will  find  that  the  slightest  warmth 
answers  the  purpose.  By  removing  the  wax  with  a  knife  you  are  liable  to  injure  the  margin,  an  evil 
which  gives  much  trouble  to  remedy.  This  being  the  most  unpleasant  process  of  engraving,  it  may 
be  as  well  to  use  old  gloves  ;  if  any  of  the  wax  should  adhere  to  the  plate,  to  remove  it  use  a  bit  of 
deal  firewood  cut  in  the  shape  of  a  chisel.  Now  fix  your  vice  on  the  sanie  end,  anil  jilace  as  you  did 
when  laying  on  the  ground.  Hub  the  plate  over  with  a  bit  of  rush  candle,  using  the  side,  (taking  care 
to  cover  every  part ;)  liave  some  old  soft  rags  ready ;  hold  the  plate  up  by  the  vice ;  heat  the  back 
with  burning  paper  as  before,  until  the  ground  varnish  and  tallow  are  melted.  Rub  oft"  with  a  soft 
rag.  SJiould  any  smut  remain,  apply  a  little  turpentine ;  withdraw  the  vice  and  wash  the  spot  Avith 
turpentine.     Hub  the  plate  front,  back,  and  sides,  with  the  rag. 

Dab  tiic  plate  with  your  bag  of  rottenstone ;  pour  on  it  a  little  sweet-oil ;  and  witn  your  oil-rubber 
polish  the  plate  with  up  ami  down  strokes,  using  considerable  pressure  :  wipe  the  plate  quite  clean,  and 
polisli  off  witli  fine  whiting. 
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Should  you  have  succeeded  in  biting-in  well,  the  pliite  is  fit  for  the  printer. 

Dry  point. — Should  your  work  have  so  far  succeeded  as  to  require  but  little  improvement,  the  dry 

Eoint  may  next  be  used.  For  this  purpose  the  needle  No.  3,  well  pointed,  (as  indenture  must  be  mada 
y  pressure  of  tlie  hand,)  may  be  employed.  For  interlining  the  parts  which  are  too  weak,  and  uni- 
ting lines  neglected  in  the  etchhig,  the  dry  point  will  be  sufficient ;  but  as  the  pressure  will  leave  a 
projection  or  burr  on  tlic  plate,  it  must  be  carefully  removed  by  the  shai-p  scraper  :  should  your  plate 
require  more  than  the  dry  point  can  acccaiiplish,  recourse  must  be  had  to  re-biting. 

lie-bitinci. — Heat  your  plate  as  before,  but  iLjJie  one  corner  (the  one  with  the  least  work  in  it)  hotler 
Ihan  the  other  part. 

Rub  your  ground  on  the  hot  corner,  and  with  the  dabber  take  the  ground  therefrom,  and  dab  quickly 
over  the  other  part  until  the  whole  surface  is  covered.  Prior  to  laying  the  ground  the  plate  should  be 
polished  with  whiting,  using  a  piece  of  old  muslin  folded,  in  the  shape  of  a  dabber,  which  will  fill 
the  etched  lines,  and  prevent  the  new-laid  ground  from  entering. 

All  the  parts  but  tliose  wanting  more  color  must  be  stopped  out  as  before ;  again  the  border-wax 
must  be  used.     Next  follow  with  acid  the  same  process. 

Re'etching. — This  is  the  most  certain  method  of  finishing  the  plate.  The  ground  must  be  laid  as 
in  the  first  instance,  but  using  a  greater  body,  and  with  the  dabber  rubbing  it  well  into  the  lines,  taking 
care  that  no  whiting  remains  in  tiie  etching  marks ;  for  this  process  the  plate  should  be  merely  washed 
with  turpentine ;  a  slight  extra  warmth  and  good  dabbing  will  render  the  ground  acid  proof.  The 
smoking  is  here  dispensed  with. 

Set  up  your  shade,  and  work  at  the  plate  as  in  the  first  instance.  Now  use  No.  3  point,  (sharp,)  and 
interline  the  parts  you  wish  darker  and  where  you  want  greater  strengtli,  crossing  the  lines,  not  in 
direct  angles,  but  lozenge  ways. 

The  plate,  clearlted  off  as  before  directed,  receiving  a  light  oil  rubbing  with  a  little  rottenstone,  and 
washed  off  with  turpentine,  may  now  be  sent  to  the  printer's  and  a  proof  obtained. 

By  repeating  the  re-etching  your  plate  may  be  worked  uj)  to  the  color  of  a  line  engraving. 

In  some  of  the  darker  parts  a  graver  or  lozenge  tool  may  be  used ;  but  as  it  is  ratlier  dangerous  in 
the  hands  of  the  uninitiated,  perhaps  it  may  be  best  to  do  without  it,  as  it  is  apt  to  slip  and  make 
deep  hnes  where  none  are  wanted.  Re-biting  will  produce  any  extra  color  that  may  be  wanted  with 
little  more  trouble,  and  certainly  with  less  danger. 

General  instructions. — The  following  directions  may  be  rather  prolix,  but  will  relieve  beginners 
from  much  trouble,  and  enable  them  to  avoid  many  accidents  to  which  engravers  are  liable. 

1st.  When  using  the  acid,  slightly  grease  that  part  of  the  hand  likely-  to  come  in  contact  with  it,  as 
a  preventive  to  its  making  stains,  which  are  not  easily  eradicated. 

2d.  When  your  border-wax  has  done  its  duty  have  it  well  washed  in  cold  water ;  then  warmed  be- 
fore the  fire ;  pulled  out  and  pressed  together  again,  as  tlie  more  frequently  that  is  done  the  more 
flexible  the  wax  will  be  for  future  use. 

3d.  As  your  aquafortis  will  become  reduced  in  strength  by  exposure  to  the  air,  it  becomes  necessary 
to  add  a  portion  of  No.  3  bottle  to  that  of  -No.  2  ;  and  a  small  quantity  of  No.  1  bottle  to  No.  3  :  No.  1 
bottle  being  the  imdilute  acid. 

4th.  When  making  a  point  to  youv  etching-needle  work  tiie  point  round,  as,  sliould  there  be  any  flat  side 
to  the  point,  it  will  bite  the  copper  and  prevent  the  freedom  of  hand  required  to  give  spirit  to  the  etching. 

5th.  With  your  burnisher  you  may  soften  down  any  part  of  your  etching  that  appears  harsh  ot 
crude,  by  gently  passing  it  over  the  parts  to  be  reduced  in  color. 

6th.  Having  your  shade  before  you,  which  must  be  between  you  and  the  light,  you  will  be  enabled 
to  see  the  marks  of  the  burnisher :  fine  charcoal  and  oil  will  remove  them,  and  the  oil-rubber  will  clear 
away  the  chai-coal  marks.     The  charcoal  can  be  obtained  at  any  coppersmiths  or  plate-printers. 

7th.  If  your  burnisher  is  good  at  first  it  never  requires  alteration.  The  scraper  must  be  occasionally 
sharpened. 

Soft  ground. — Take  half  a  ball  of  hard  ground,  (mixed  as  described  under  the  head  Etching-ground ;) 
to  that  add  a  piece  of  mutton-suet.  Melt  them  well  together,  observing  that  the  mixture  must  be 
thoroughly  incorporated ;  then  pour  into  cold  water,  and  use  it  as  before  directed. 

Laying  the  ground. — The  process  is  exactly  tlie  same  as  in  laying  the  etching-ground,  with  this  difi^er- 
ence,  that  the  plate  does  not  require  so  great  a  heat. 

Smoke  the  plate  the  same  as  in  laymg  etchmg-ground.  The  ground  must  be  spread  as  thinly  as  it 
possibly  can,  to  cover  the  plate  and  bear  smoking.  The  surface  of  the  plate  must  be  alike  all  over,  and 
quite  bright  or  shining.  If  any  part  but  the  edges  appear  sooty,  it  must  be  cleared  off",  and  the  plate 
polished,  as  described  for  etching,  and  laid  again.  You  may  by  chance  make  a  good  ground  at  the  first 
melting,  but  tliat  can  scarcely  be  expected. 

It  may  be  as  well  to  test  the  quality  of  your  mixture  before  you  lay  a  whole  ground.  To  this  end, 
heat  a  small  portion  of  your  plate ;  lay  some  of  the  ground ;  smoke' it ;  and  let  it  get  quite  cold.  Obtain 
some  of  the  finest  tissue-paper, — not  fine  from  thinness,  but  fi'om  its  even  texture.  Place  a  piece  of  the 
paper  on  the  patch  of  ground  laid,  and  with  a  fine-pointed  H  pencil  make  a  slight  sketch ; — a  bit  ol 
foliage  for  instance ;  the  paper  should  slightly  stick  to  the  plate :  Avhen  carefully  raised  by  the  two 
bottom  corners,  the  back  of  it  should  clearly  show  every  line  made  on  its  surface,  only  darkei . 

Should  the  sketch  on  the  copper  have  a  grainy  appearance, — that  is,  look  as  if  it  was  dotted  all  over, 
the  mixture  of  grqund  will  do.  Should  the  ground  adhere  to  the  paper,  like  marks  witli  pen  and  ink, 
the  ground  must  be  melted  with  an  addition  oi  hard  ground ;  and  if  even  the  most  tender  marks  of  the 
pencil  do  not  pull  the  ground  from  the  plate,  the  ground  must  be  remelted,  and  so  with  one  or  the 
other,  as  the  ground  may  require,  until  it  is  fit  for  work. 

As  the  season  has  great  effect  on  this  ground,  tlie  one  that  will  answer  for  summer  will  not  do  for 
winter,  so  it  may  be  as  well  to  make  or  procure  two  or  three  sorts  of  mixtures,  and  number  them 
according  to  their  several  degrees  of  hardness.' 
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Having  succeeded  in  mixing  your  ground,  take  a  piece  of  tissue-paper  twice  the  size  of  your  plate. 
Place  the  plate  in  the  centre,  and  with  a  black-lead  pencil  draw  a  line  all  round  it  Make  the  same  mark 
on  tlie  other  side ;  then  lay  the  ground  as  before  described.  When  cold,  wipe  the  back  and  edges  before 
you  take  off  the  hand-vice.  This  ground  being  very  tender,  care  must  be  taken  not  to  touch  the  face  ol 
the  plate. 

Upon  the  square  marked  on  the  paper  your  drawing  is  to  be  made.  If  you  intend  to  copy  the  sub- 
ject, you  must  go  through  the  same  process  as  in  transfeiring  for  the  hard-ground  etching ;  only,  instead 
of  transferring  the  red  lines  on  the  plate,  they  must  be  made  within  the  square  marked  on  the  paper. 
Take  care  that  your  tracing  is  reversed. 

If  you  mtend  making  your  drawing  on  the  plate  without  copy,  you  must  lightly  make  your  design  on 
the  square  marked  witli  fine-pointed  red  chalk.  Should  the  subject  be  figures,  every  thing  must  be 
drawn,  as  it  were,  left-handed  or  reversed. 

Fold  a  clean  silk  liandkerchief  in  four,  lay  it  flat  and  smooth  on  the  table,  place  on  it  the  paper  with 
the  chalk  sketch  downwards.  Now,  with  great  tenderness,  lay  the  plate  face  down,  exactly  on  the 
square  mark  of  the  paper ;  fold  over  the  back  the  overplus  paper,  and  fix  the  sides  with  foiu-  thin  spots 
of  sealing-wax  near  the  corners :  be  sure  you  do  not  move  the  plate  on  the  silk.  Take  your  plate  care- 
fully up,  and  place  it  for  work.  Use  a  rest  as  in  etching,  and  a  hard  pencil,  H  H,  on  the  places  you  wish 
to  be  dark. 

There  is  one  drawback  to  the  pleasure  of  soft-ground  engraving ;  you  must  finish  what  you  begin  the 
same  day ;  the  mechanical  part  of  the  work  may  be  delayed.  Your  drawing  finished,  pull  iip  your 
paper  by  the  two  bottom  corners. 

Varnish  the  border  down  the  same  as  in  etching.  The  acid  used  must  be  much  stronger ;  the  border- 
wax  higher  and  broader  in  the  spout,  as  you  may  perliaps  liave  to  pour  off  suddenly.^ 

Biting-in. — In  biting-in  the  signal  to  pour  off  your  acid  is,  when  you  perceive  the  ground  breaking 
up, — that  is,  coming  up  in  patches. 

During  the  biting-in  the  soft  camel-hair  pencil  may  be  used,  but  very  tenderly.  Wash  well  off  with 
cold  water,  and  place  it  to  dry.     For  cleaning,  see  Etching,  (supra.) 

Should  the  plate  require  more  finishing,  have  recourse  to  the  hard  ground  without  smoking. 


Aqua-tinta  engraving. — In  tliis  we  have  another  variety  of  entertaining  engravitig ;  one,  moreover, 
which,  unlike  the  last,  is  still  much  practised  by  professional  engravers.  It  forms  the  ground-work  of 
ma^y  of  the  best  modern  prin*ls,  ai:-I  is  generally  resorted  to  where  the  object  is  to  produce  a  plate,  the 
impressions  from  which  are  to  be  coiored.  It  will  at  once  be  recognized  by  its  similarity  to  an  Indian 
Ink  or  Sepia  Drawing ;  for  in  working  the  plate  at  press,  black  and  brown  inks  are  used  indifferently,  as 
the  artist  or  publisher  may  direct.     Resin  forms  tlie  ground  in  this  method  of  engraving. 

Without  further  remark,  we  proceed  to  a  description  of  the  materials  and  the  mode  of  employing 
them. 

Aqua-tint  ground. — Break  some  of  the  best  white  resin  into  pieces,  sufficiently  small  to  go  into  the 
mouth  of  the  bottle  used.  FiU  the  bottle  up,  or  nearly  so,  with  spirits  of  wine.  This  must  be  occa- 
sionally shaken,  until  the  resin  is  dissolved.  The  bottles  must  have  corks,  not  glass  stoppers.  Have 
two  other  bottles  ready ;  mark  the  bottles  1,  2,  3.  No.  1  is  the  bottle  in  which  the  resin  is  placed. 
Pour  from  the  mixture  No.  1  into  No.  2  one-third ;  fill  this  bottle  nearly  with  spirits  of  wine.  Pour  into 
No.  3  bottle  rather  less  of  the  mixture  from  No.  1,  and  nearly  fill  it  with  spirits  of  wine,  lliese  bottles 
must  be  occasionally  shaken,  and  their  contents  allowed  to  settle  well  before  use.  The  contents  of  the 
three  bottles  must  be  so  mixed  that  they  are  one  imder  the  other  in  strength,  as  the  size  of  the  gi-ain  to 
be  laid  on  the  plate  depends  on  the  quantity  of  resin  each  mixture  contains.  The  more  of  resin  the 
larger  the  gi"aia 

The  spirit  must  be  entirely  fi-ee  from  water. 

To  test  the  spirit. — Place  a  small  quantity  of  gunpowder  in  a  silver  spoon ;  pour  over  it  some  of  the 
spirit ;  light  the  spirit,  and  let  it  burn  clown  to  the  powder.  If  the  powder  takes  fire  and  explodes,  the 
spirit  is  good,  and  fit  for  use.  If  it  should  remain  m  the  bottom  of  the  spoon  black  and  wet,  the  spirit 
bis  been  adulterated  with  water,  and  is  not  fit  for  the  purpose. 

Trial  of  aqua-tinta  ground. — Have  a  tin  trough  about  two  inches  wide  and  rather  longer  than  your 
plate,  witli  a  convenient  spout  at  one  end ;  the  trough  is  to  act  as  a  receiver  of  the  spiiit  when  poured 
over  the  plate ;  the  spout  to  return  it  to  the  lx)ttle. 

Laf(ing  the  <;roun«t— Polish  the  plate  well,  as  before  directed.  Place  it  on  a  slight  slope,  the  tin 
trough  under  the  lower  edge  to  receive  the  snare  mixture.  As  a  trial  of  your  ground,  pour  the  liquid 
from  each  bottle,  and  make  a  small  patch  in  different  places  at  the  bottom  of  your  plate.  When  the 
liquid  h.-i8  run  off  to  your  tin  trough  lay  the  plate  flat,  and  with  a  piece  of  rag  wipe  the  lower  edge. 
fake  a  magnifying-glass  and  look  at  the" grains  deposited  en  the  copper. 

Having  poured  tho  spirit  from  the  trough  to  bottle  No.  1,  make  choice  of  the  gram  most  likely  to  suit 
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your  -work,  if  indeed  either  of  the  three  should ;  if  not,  you  must  mix  the  large  grain  and  thfi  small 
together  until  it  does,  letting  the  mixture  settle  well  before  it  is  used.  When  you  liave  made  one 
bottle  of  ground  to  suit  your  purpose,  make  a  memorandum  of  the  circumstance  upon  tlie  bottle. 

Having  removed  your  trial  spots,  polish  the  plate  well,  and  place  it  as  directed  for  trial,  with  the  side 
you  intend  for  the  foreground  next  to  the  tin  trough.  Pour  the  mixture  along  the  top  of  the  plate,  from 
one  end  to  tlie  other,  until  tlie  whole  of  the  surface  is  covered.  As  soon  as  the  spirit  lias  run  into  the 
tin,  lay  the  plate  flat :  the  sooner  it  is  laid  flat  the  rounder  will  be  the  setting  of  the  grain  :  the  longer 
the  plate  remains  on  the  slope,  the  more  elongated  the  deposit  of  resin  will  become,  which,  for  some 
port  of  work,  will  answer  better  than  round — such  as  broken  rock,  water-falls,  <tc. 

In  most  cases  it  is  advisable  to  make  a  very  fine  etching  of  the  subject  intended  to  be  placed  on  the 
plate  prior  to  laying  tlie  aqua-tinta  ground ;  in  the  end  it  will  save  time.  The  etching  must  be  very  light, 
otherwise  the  aqua-tinta  ground  will  hang  round  the  lines  and  form  a  ray  of  hght.  Should  the  etching 
be  strong,  it  will  requii-e  being  filled  up  with  wax,  and  pohshed  off  before  laying  the  ground.  Engravers 
send  the  plate  to  the  printer's,  and  have  it  filled  up  with  ink,  which  is  much  the  best  method,  where  it 
can  be  resorted  to.  If  obliged  to  use  wax,  the  plate  must  be  heated  rather  above  what  is  required  for 
the  etching-ground,  the  sm-face  wiped  oft"  and  poUshed  with  the  soft  part  of  the  hand  slightly  rubbed 
with  whiting. 

Having  laid  the  ground  to  your  satisfaction,  the  next  pro- 
ceeding is  stopping  out  the  lights. 

Stopping  out  the  lights. — Place  on  the  left  side  a  small 
looking-glass  in  a  stooping  forward  position ;  lay  before  it 
the  drawing  intended  to  be  worked  from,  with  the  base  or 
foreground  towards  the  bottom  of  the  glass ;  you  will  then 
see  the  subject  reversed  in  the  glass,  which  will  enable  you 
to  copy  with  greater  freedom. 

Go  over  the  margin  as  directed  under  the  head  Etcliing. 
For  this  a  camel-hair  pencil,  and  the  same  pot  of  varnish, 
with  a  little  more  lamp-black  added,  and  well  worked  to- 
gether, should  be  used.  Stop  out  all  the  white  lights  you 
observe  in  the  drawing.  By  the  time  you  have  done  this  the 
varnish  on  the  margin  will  be  dry  or  set ;  if  not,  the  plate 
must  remain  until  it  is. 

Then  go  over  the  margin  again  with  the  same  varnish,  and 
let  that  set  hard. 

Now  place  up  your  border-wax  as  before  directed,  making 
the  spout  rather  larger,  that  you  may  be  enabled  to  jiour  off 
the  acid  quickly,  if  necessary. 

Use  the  same  aquafortis  as  for  etching,  but  the  strength 
somewhat  increased,  as  it  will  have  to  remain  on  the  plate 
a  much  sliorter  time. 

Lay  your  plate  an  inch  or  so  over  the  front  of  the 
table,  with  the  piece  of  sailcloth  underneath,  having  small 
wedges  of  wood  ready  to  be  used  should  the  acid  not  float 
evenly. 

Put  on  the  acid  rather  quickly ;  running  it  from  the  bottle 
to  the  jug,  then  on  the  plate ;  the  other  jug,  having  been 
filled  with  cold  water,  should  be  kept  ready  for  washing 
off.  When  the  acid  has  entirely  covered  the  plate,  the  sur- 
face should  immediately  assume  a  frosty  appearance,  but  not 
come  up  in  bladders.  Little  more  than  a  minute  may  be 
enough  for  the  acid  to  remain  on  the  plate ;  pour  it  into  the 
jug  as  quickly  as  you  can  without  spilling  it ;  immediately 
wash  off  with  cold  water ;  have  a  receiver  for  the  wash- 
water,  as  it  must  be  thrown  away. 

Wait  until  the  surface  of  the  plate  is  dry.     If  in  a  hurry, 
blow  it  dry  with  bellows.     When  you  adjust  your  plate  for  work,  should  any  spots  of  moisture  remain 
on  the  surface,  carefully  take  them  up  with  blotting-paper. 

Now,  with  the  same  varnish,  stop  out  all  the  second  lights.  To  prevent  injury  to  your  border,  place 
two  blocks  or  old  books  under  the  ends  of  your  rest. 

When  the  second  stopping  out  is  set,  put  the  plate  through  the  same  process  with  the  same  acid. 

Again  dry  the  plate,  and  stop  out  the  third  hght  parts ;  when  set,  apply  the  acid,  but  let  it  remain  on 
rather  longer ;  wash,  <tc.,  as  before  directed. 

You  will  now  have  all  the  flat  tints,  and  only  require  the  very  dark  ones.  With  your  magnifying- 
glass  ascertain  if  the  spots  of  resin  remain  on  the  plate ;  if  so,  it  will  bear  biting  again. 

Should  the  ground  remain  sound  enough  to  stand  another  application  of  the  nitre,  you  must  prepare 
a  mixture  called  touching  stuff. 

2ouchinff  stuff. — Burn  a  good-sized  cork  to  ashes,  and  take  a  piece  of  whiting  about  the  size  of  a 
filbert ;  mix  them  together  with  treacle ;  then  add  as  much  ivory-black  as  will  make  the  mixture  a  dark 
color,  by  the  addition  of  a  small  quantity  of  sheep's  or  ox  gall ;  it  works  almost  as  free  as  the  varnisL 
Make  the  composition  to  a  lump.     A  small  quantity  to  be  used  with  water  when  required. 

Again  lay  the  plate  for  work.  Paint  over  all  the  parts  that  are  required  to  be  very  dark,  such  as 
projecting  foliage,  and  all  sharp  shadows,  with  the  touching  stuff.  I  say  paint,  for  you  must  load  all  the 
touches  with  as  much  of  the  mixture  as  can  be  placed  on  them. 
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When  the  touching  stuff  is  dry,  mix  some  thin  turpentine  varnish,  slightly  colored  with  lamp-black,  and 
with  a  larger  brush  go  over  the  wliole  of  the  plate. 

When  this  last  varnish  is  set,  pour  on  some  very  weak  acid  and  water — the  former  washings  of  the 
plate  will  do.  With  the  soft  camel-hair  pencil  used  for  the  acid,  work  up  the  touching  stuff  until  the 
whole  comes  off;  then  wash  the  plate  clean  with  cold  water,  and  again  apply  tlie  acid. 

For  this  last  biting  the  acid  may  remain  on  the  plate  as  long  as  the  ground  will  stand.  This  may 
be  ascertained  by  clearing  your  plate  with  the  camel-hair  pencil,  and  using  the  magnifying-glass. 

The  plate  must  now  be  cleaned.    Release  your  border-wax  as  before  described. 

On  this  tint  the  oil-rubber  should  be  very  carefully  useu. 

The  plate  being  quite  clean,  place  it  under  tlie  shade.  You  will  find  yom-  tints  or  bitings  rather 
sharper  against  each  other  than  you  wish. 

The  burnisher  is  to  do  away  with  this  by  rubbing  with  pressure  the  parts  to  be  reduced  in  color.  The 
parts  to  be  burnished  should  be  slightly  touched  with  tlie  oil -rubber.  Aqua-tint  engraving  requires 
some  skill  in  the  use  of  the  burnisher,  which  can  only  be  acquired  by  practice. 

The  scraper  will  be  found  very  useful  for  bringing  out  sharp  lights  and  modulatmg  the  darker  parts. 

Should  you  have  failed  in  making  the  first  ground  tell  to  your  satisfaction,  the  plate  must  be 
polished,  and  another  ground  laid.  The  second  ground  must  be  larger  than  the  first,  that  is,  contain 
more  resin. 

The  bordering,  biting,  and  stopping  out  are  as  before.  The  plate  should  be  sent  for  proof  before  the 
second  ground  is  laiil. 

When  you  have  the  proof  you  will  be  able  to  ascertain  where  you  require  increase  and  where 
reduction  of  color.     The  burnisher  must  reduce,  the  increase  can  only  be  had  by  laying  another  ground. 

Ground  to  etch  on. — Mix  a  small  quantity  of  turpentine  varnish  with  turpentine  very  slightly  colored 
with  black,  but  only  sufficiently  so  to  render  the  lines  made  by  the  needle  perceptible.  With  this  thin 
varnish  and  a  good-sized  camel-hair  brush,  go  over  the  plate  longwaj  s ;  when  that  is  set,  repeat  the 
coating  crossways ;  let  it  set,  and  lay  it  by  for  a  night,  if  convenient. 

The  etching  finished,  border  and  bite  as  before  directed,  but  with  stronger  acid. 

Incidental  instructions. — A  few  hints  or  cautions,  apparently  on  trifles,  may  be  found  useful,  and 
enable  the  beginner  to  avoid  many  troublesome  obstacles  which,  neglected,  prevent  engraving  becoming 
an  entertaining  amusement. 

Great  care  must  be  taken,  while  laying  the  ground,  that  there  is  not  much  dust  floating  in  the  air ; 
for  should  the  slightest  particle  of  fluck  lodge  on  the  plate  whilst  wet,  it  will  cause,  what  the  engravers 
call,  "  an  accident."  Wherever  the  speck  falls,  the  resin  will  corrode  around  it,  and  consequently  form 
a  white  spot  on  the  ground  where  the  acid  has  been  applied.  These  "  accidents"  are  of  little  conse- 
quence, unless  they  should  happen  on  the  sky.  To  do  away  with  such  light  places,  the  chalk  tool  or 
ilotter  must  be  used,  which  is  simply  a  bent  graver. 

From  pouring  your  ground  mixture  backwards  and  forwards,  it  is  likely  to  become  foul ;  it  should 
then  be  passed  through  a  double  piece  of  clean  muslin,  and  put  away  in  a  bottle  to  settle. 

The  burnisher  acts  as  principal  in  forming  a  good  sky  and  background.  As  the  action  of  the  acid 
will  leave  all  the  tints  witli  a  sharp  edge,  they  must  be  softened  down  with  the  burnisher.  Every 
fresh  aqua-tinta  ground  laid  should  be  increased  in  the  size  of  the  grain,  or  the  ground  will  become 
murky.  * 

To  enrich  and  darken  the  foreground  or  foliage,  etching  over  the  parts  with  the  etching-ground  above 
described,  is  much  the  easiest  method. 

Resin-ground  engraving. — This  style  of  engraving  is  well  adapted  to  ornamental  work,  as  great  depth 
of  color  can  be  obtained.     The  process  is  extremely  simple. 

The  best  white  resin  should  be  reduced  to  powder  by  pestle  and  mortar,  then  placed  in  a  fine  doubled 
flannel,  and  tied  up  in  a  bag.  The  plate  must  be  heated  as  in  laying  etching-ground,  and  the  bag  of 
resin  then  powdered  on  the  surface.  The  best  plan  is  to  lay  the  plate  on  a  table,  so  that  you  may  use 
both  hands.  Witli  the  bag  of  resin  pendent  in  the  right  hand,  strike  it  against  the  left,  (tlie  bag  must 
be  held  some  distance  from  the  plate,)  which  will  force  the  powdered  resin  to  escape  from  the  flannel 
bag,  and  faUing  on  the  hot  plate,  will  there  fix  itself  in  small  spots,  something  similar  to  the  aqua-tint 
deposit,  but  much  more  enduring. 

The  stopping  out  process  is  exactly  the  same  as  in  the  aqua-tint. 

By  repeating  the  process  with  the  flannel  bag  a  positive  black  ground  may  be  procured,  as  dark  and 
more  enduring  than  a  mezzotinto  ground,  which  may  be  scraped  on  much  in  the  same  way. 

Figs.  1603  to  1011,  represent  the  apparatus,  and  the  hand-craft  to  bring  it  into  action ; — such  as  heating 
the  plate,  laying  the  ground,  smoking  the  ground,  bordermg  the  margin,  biting-in  the  etching,  taking  olJ 
the  border,  and  polishing  tlie  plate. 

Etching  on  glass. — The  glass  is  covered  with  a  thin  ground  of  beeswax,  and  the  design  being  drawn 
with  the  etching-needle,  it  is  subjected  to  the  action  of  sulphuric  acid  sprinkled  over  with  pounded  flour 
or  Derbyshire  spar.  After  four  or  five  hours  this  is  removed,  and  tiie  glass  cleaned  off  with  oil  of 
turpentine,  leaving  the  parts  covered  with  the  beeswax  untouched.  This  operation  may  be  inverted  by 
drawing  the  design  on  the  gUiss  with  a  solution  of  beeswax  and  tui-pentine,  and  subjectuig  the  ground  to 
tlie  action  of  the  acid. 

StippliHg  is  also  executed  on  the  etching-ground  by  dots  instead  of  lines  made  with  the  etching 
needle,  which,  according  to  the  intensity  of  the  shadow  to  be  represented,  are  made  tliicker  and  closer. 
Tlie  work  is  then  bit  in. 

Etching  on  steel  is  executed  much  in  the  same  way  as  in  the  process  on  copper.  The  plate  is  bedded 
in  common  glazier's  putty,  and  a  groimd  of  Brunswick  black  is  laid  in  the  usual  way,  through  which 
the  needle  scratches.     It  is  then  bit  in,  in  the  way  above  described. 
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EUDIOMETER.  An  instrument  used  to  ascertain  the  quantity  of  oxygen  contained  in  any  given 
bu.'J<  of  elastic  fluid. 

EXCAVATING  MACHINE.  This  machine,  which  is  the  invention  of  the  late  Mr.  Otis  of  New 
V<  rk,  is  an  application  of  steam-power  to  the  purposes  of  excavation  and  dredging;  and  for  the  former 
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purpose,  appears  greatly  superior  to  any  thing  wliich  has  hitherto  Jjeen  achieved  in  excavating  ma- 
nhinery.  The  accompanying  engraving  presents  the  principal  side  elevation  (Fig.  1G12)  of  the  machine, 
which  brings  all  the  working  parts  sufficiently  into  view ;  Fig.  1613  a  plan  of  the  horse-shoe  pulley  and 
crane  top,  the  dotted  lines  show  the  position  of  the  lower  framing  or  stage  and  boiler ;  Fig.  1614  shows 
the  crank  shaft  and  gearing;  Fig.  1615  the  main  drum ;  Fig.  1616  the  main  drum  for  working  the  ex- 
cavator ;  and  Fig.  1617  a  plan  of  the  excavator. 

The  whole  of  the  details  of  this  machine,  wliich  are  very  elaborate  and  complete,  of  course  camiot 
be  attempted  in  an  article  of  this  nature ;  we  will,  however,  describe  as  much  of  the  details  and  it? 
principal  feature  as  are  necessary  to  a  proper  understanding  of  the  several  movements  of  the  machine, 
and  then  describe  each  of  those  movements  separately.  The  macliine  consists  of  a  strong  horizontal 
wooden  framing  or  stage  A,  mounted  upon  two  pairs  of  railway  wheels  b,  for  locomotion,  which  run  on 
temporary  rails,  laid  down  as  may  be  required  ;  on  the  one  end  of  the  stage  is  fixed  a  cylindrical  boiler 
C,  and  the  gearing  for  turning  the  crane  round.  In  the  middle  is  placed  the  gearing  for  working  one  of 
the  motions  of  the  excavator  D ;  and,  at  the  other  end  is  placed  the  wooden  crane  E,  in  form  similar  to 
an  ordinary  timber  crane,  on  the  diagonal  brace  of  wliich  is  placed  a  platform/,  on  which  an  assistant 
stands ;  and  gearing  W,  for  working  another  motion  of  the  excavator  D.  To  support  the  machine 
laterally,  strong  brackets  or  arms  project  on  either  side,  the  ends  of  which  are  furnished  with  screws 
to  adjust  the  macliine  to  the  inequalities  of  the  surface  of  the  groiuid. 

The  excavator  or  shovel  D,  (Figs.  8  and  13,)  is  formed  of  stout  boiler-plate,  and  is  firmly  riveted 
together ;  it  is  of  a  box  shape,  liaving  one  end  open ;  on  the  lower  edge  are  four  tangs  or  points, 
which  serve  to  penetrate  and  loosen  ihe  soil ;  the  other  end  is  hung  on  swivel  hinges,  and  fastened  by 
a  spring  d,  which  may  be  set  at  liberty  by  means  of  tlie  lever  and  rods  a,  Fig.  8. 

Tlie  machine  is  made  to  penorm  three  distinct  movements ;  1st,  the  digging  movement ;  2d,  the 
turning  movement ;  and  3d,  the  locomotive  movement. 

The  Digging  Movement  consists  of  two  motions,  one  for  drawing  the  excavator  forward,  and  the  other 
for  driving  it  into  the  ground,  both  of  which  are  done  simultaneously :  the  first  motion  is  performed  in 
the  following  manner.  On  the  hori^^ontal  stage  A,  and  in  front  of  the  boiler  C,  is  placed  a  small  high- 
pressm'C  engine,  (not  shown  in  the  engraving,)  the  connecting  rod  of  which  acts  upon  the  crank  c,  and 
gives  a  rotary  motion  to  the  shaft  L,  and  with  it  the  pinion  I,  (Fig.  10,)  which  works  into  the  large 
wheel  M,  mounted  on  the  shaft  N,  upon  which  is  fixed  a  large  channelled  barrel  or  drum  n,  (Figs.  8 
and  11,)  round  which  the  hauling  chain  0,  is  coiled;  this  chain  passes  upwards  through  the  hollow  crane 
post,  ovei;'  the  indented  pulley  P,  to  a  double  pulley  fixed  at  the  jib-head,  thence  round  the  blocks  R, 
to  wliich  the  excavator  is  suspended,  as  the  chain  wound  up  di'aws  the  excavator  out  of  the  ground 
both  in  a  forward  and  upward  direction,  when  driven  into  the  ground  by  the  second  motion.  This  last 
motion  is  communicated  by  the  chain  traversing  over  the  indented  pulley  P,  to  another  gearing.  On  the 
axle  of  the  indented  pulley  P,  is  fixed  a  bevelled  wheel  v,  (Fig.  9,)  which  works  into  a  similar  one  v',  (Fig 
8,)  mounted  on  to  the  upper  end  of  the  oblique  shaft  V,  on  the  lower  end  of  wliich  is  a  con-esponding 
bevelled  wheel  v",  working  into  another  w,  fixed  upon  the  shaft  W ;  upon  this  shaft  is  a  pinion  w' 
which  takes  into  the  large  spm*  wheel  u',  mounted  upon  a  shaft,  upon  which  is  a  channelled  drum 
u,  round  which  is  coiled  the  chain  s,  attached  to  the  diagonal  wooden  arms  S ;  on  the  lower  end  of 
these  arms  is  fixed  an  iron  yoke,  to  which  is  suspended  on  pivots  tlie  excavator.  By  this  arrange- 
ment, as-  the  main  chain  0  passes  over  the  pulley  P,  motion  is  communicated  to  the  shaft  for  the 
pur2X)se  of  forcing  downwards  in  a  diagonal  direction  the  arms  S,  and  with  them  the  excavator  into  the 
ground.  A  man  stands  upon  the  stage  /,  for  throwing  in  and  out  of  gear  this  apparatus,  and  to 
regulate  the  motion  for  lowering  or  raising  the  excavator. 

The  next  motion  to  be  described,  is  for  the  purpose  of  turning  tlie  crane  round  either  to  the  right  or 
to  the  left ;  this  is  effected  by  another  gearing  in  the  following  manner.  On  the  first  crank  shaft  I,  is 
fixed  a  bevelled  wheel  /,  (Fig.  10,)  wliich  works  into  a  similar  wheel  g,  mounted  on  to  the  end  of  a  hori- 
zontal shaft  G,  upon  which  are  placed  loose  two  bevelled  wheels  g'g",  either  of  which  can  be  thrown  in 
or  out  of  gear  so  as  to  work,  as  may  be  required,  into  the  large  bevelled  wheel  h,  mounted  upon  the 
shaft  H;  upon  tliis  shaft  is  a  pinion  h',  which  works  into  the  wheel j",  fixed  on  the  shaft  J;  upon  this 
shaft  is  fixed  an  indented  pulley/,  round  which  the  chain  r  is  coiled,  and  passes  upwards  over  pulleys  s, 
Ttniiid  either  side  of  the  horse-shoe  pulley,  to  the  ends  of  wliich  it  is  fixed  by  iron  bolts ;  the  horse-shoe 
pulley  is  fixed  by  means  of  strong  uon  stays  to  the  crane,  and  when  it  is  made  to  revolve,  the  crane-jib 
Ls  turned  round  on  the  stationary  post  t,  either  to  the  right  or  to  the  left  as  may  be  required,  and 
empties  the  contents  of  the  excavator  into  a  wagon  or  barrow. 

The  Progressing  Motion  is  effected  by  placing  on  the  hind  wheel  axle  a  strong  wheel,  shown  by  a 
circle  6,  (Fig.  8,)  which  communicates  with  a  pinion  6',  qn  a  shaft,  as  shown  by  a  dotted  circle ;  motion 
being  given  to  the  shaft  above  by  the  bevel  gearing  described  in  the  last  motion,  a  forward  or  back- 
ward motion  of  the  machine  is  obtained. 

We  have  no  precise  data  as  to  the  cost  of  the  machine  or  the  quantity  of  work  that  can  be  performed 
by  it,  further  than  a  rough  estimate,  which  states  that  the  machine  is  capable  of  digging  1000  cubic 
yards  of  earth  per  ilay,  and  that  a  machine  complete  costs  about  6000  dollars, 

EXPANSION.    See  Engine  and  Steam. 

EXPANSION  JOINT.  A  stuffing-box  joint  connecting  pipes,  so  as  to  allow  one  of  them  to  sh'do 
within  tlie  enlarged  end  of  the  other  when  the  length  increases  by  expansion. 

EXTRADOS.  The  exterior  cur\'e  of  an  nrch,  measured  on  the  top  of  the  voussoirs,  as  opposed  to 
the  soffit  or  intrados. 

FACADE.     The  face  or  front  of  anv  considerable  building  to  a  street,  court,  garden,  or  other  place. 

EXHAUST-PORT.     The  exit  passage  for  the  steam  from  a  cylinder. 

EXHAUST -VALVE.    The  valve  in  the  eduction  passage  of  the  steam  cylirder  of  a  Cornish  Engine 
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FAN.  A  wheel  with  vanes  revolvhig  in  a  case  or  box,  used  for  the  production  of  a  current  of  air  oi 
gas.  The  principle  of  its  operation  depends  on  the  law  of  centrifugal  forces ;  the  air  Ls  drawn  in  at  th* 
centre  and  discharged  at  the  periphery  of  the  wheel :  it  may  therefore  be  applied  either  to  draw  air 
from  any  place,  or  to  force  it  into  any  place,  as  may  be  best  suited  to  the  purpose  intended.  Tlie  fan 
is  employed  for  draft  or  suction — in  cotton  pickers,  for  the  extraction  of  dirt  and  for  the  formation  of  a 
lap.  It  is  used  generally  for  blast  to  furnaces  (see  Blowing  Machines)  and  for  agricultural  purposes,  aa 
in  the  winnowing  of  gram ;  for  ventilation  it  is  used  indiscrhninately  for  draft  or  blast.  "When  used  to 
promote  the  rapid  combustion  of  fuel,  it  is  evident,  that  whether  the  fan  be  placed  in  the  smoke  flue, 
and  the  air  be  drawn  into  the  fire,  or  whether  it  be  placed  in  front  of  the  fire,  and  the  air  forced  in,  the 
result  wiU  be  in  most  cases  nearly  the  same.  It  is  apphed  in  both  ways,  but  there  are  some  mechani- 
cal difficulties  that  interfere  with  the  economical  use  of  it  in  the  former  method,  and  it  is  therefore 
almost  universally  applied  to  fires  as  a  blowing  machine. 

Of  the  practical  working  of  the  fan.  The  power  required  to  drive  it,  the  proper  velocity  to  be  given 
to  it,  and  tlie  density  of  air  required,  we  know  no  more  satisfactory  experiments  than  those  made  by 
W.  I5uckle,  Esq.,  and  published  in  the  Practical  Mechanic's  and  Civil  Engineer  and  Architect  Journals, 
from  which  we  extract  his  observations  and  the  results  of  his  experiments. 

"The  experiments  were  made  with  a  fan  3  feet  IQig^  inches  diameter,  the  width  of  the  vanes  being 
10|  and  the  lengths  14  inches;  the  eccentricity  of  the  fan  Ij^^^  inches,  with  reference  to  the  fan  casCi 
tlie  number  of  vanes  being  5,  and  placed  at  an  angle  of  C°  to  tlie  plane  of  tlie  diameter ;  the  inlet  open- 
ings on  the  sides  of  the  fan  chest  17^  inches  diameter,  the  outlet  opening  12  inches  square;  the  space 
between  the  tips  of  the  blades  and  the  chest  increasing  from  §  inch  on  the  exit  pipe  to  3^  at  the  bot- 
tom, in  a  line  perpendicular  with  the  centre.  To  the  blast  pipe  leading  to  the  tuyeres  a  slide  valve 
vas  attached,  by  means  of  which  the  area  of  the  discharge  was  accurately  adjusted  to  suit  the  required 
density." 


No.  of 
Experi- 
ments. 

Velocity  of  the 
tips  of  vanes  in 
feet  per  sec- 
ond. 

Density  of  air 
in  ounces  per 
square  incti. 

Height  of  mer- 
cury in  inches 
equivalent  to 
the  density. 

Height  of  col- 
umn of  air 
equivalent  to 
the  density  of 
air  in  feet. 

Area  of  dis- 
charge pipe 

in  square 

inches. 

Indicated 
horse  pow- 
er. 

Theoretical  ve- 
locity of  air  in 
feet  per  sec- 
ond. 

264-4 

1 

236-8 

9-4 

1-175 

1093-10 

closed. 

9-60 

2 

220-8 

7-9 

•987 

918-20 

" 

7-54 

242-4 

3 

204-16 

6-9 

•862 

801-91 

" 

6-68 

226^5 

4 

185-28 

5-6 

•7 

651-21 

« 

5-36 

204-1 

6' 

171-5 

4-5 

•562 

522-8 

« 

3-82 

182-9 

6 

144.10 

3-5 

•437 

406-5 

« 

2-214 

161-2 

1 

221-8 

7 

•875 

814-01 

37-5 

13-31 

228-24 

8 

217-09 

7 

•875 

" 

38-125 

11-02 

228-24 

9 

221-8 

6 

•750 

697-72 

48-75 

13-81 

211-3 

10 

213-3 

6 

•750 

" 

53125 

12-54 

211-3 

11 

192-2 

6 

•750 

" 

24-375 

6-43 

211-3 

12 

221-8 

5 

•625 

581^43 

60- 

14-26 

192-9 

13 

211-48 

5 

•625 

" 

65^ 

13-05 

192-9 

14 

193-9 

5 

•625 

It 

52-5 

8-75 

192^9 

15 

174.5 

5 

•625 

<( 

22-5 

4-53 

192-9 

16 

■  221-8 

4 

•5 

465-1 

69- 

1419 

172-5 

17 

211-48 

4 

•5 

" 

75^ 

13-33 

172-5 

18 

196-68 

4 

•5 

(( 

65-62 

9-53 

172-5 

19 

177-62 

4 

-5 

i< 

'78-125 

11^32 

172-5 

20 

155-11 

4 

-5 

" 

33-125 

3-3 

172-5 

21 

200-7 

3 

•375 

348-86 

82-68 

10-15 

150- 

22 

174-5 

3 

•375 

" 

102-72 

10-61 

150^ 

23 

157-8 

3 

•375 

" 

89-63 

7-56 

150^ 

24 

134-5 

3 

•375 

ii 

56-25 

2-98 

150^ 

25 

160-5 

2 

•250 

232-5 

151-6 

9-1 

122- 

26 

138-15 

2 

•250 

« 

124-125 

5-89 

122- 

27 

155-1 

1 

•125 

116-28 

264-9 

9-38 

86-26 

28 

138-15 

1 

•125 

K 

264^9 

7-27 

86-26 

By  this  table  it  will  be  seen  that  there  are  certain  velocities  with  which  the  tips  of  the  fans  should 
move  according  to  the  required  density  of  air,  and  that  there  are  certain  laws  which  govern  these  ve- 
locities. 

The  centrifugal  force  or  density  of  the  air  coincides  with  the  results  obtained  by  the  law  of  falling 
bodies ;  that  is,  when  the  velocity  is  the  same  as  the  velocity  which  a  body  Avill  acquire  in  falling  the 
height  of  a  homogeneous  column  of  air  equivalent  to  a  given  density. 

Having  given  the  velocity  of  the  air,  and  the  diameter  of  the  fan,  to  ascertain  the  centrifugal  force — 

Hule. — Divide  the  velocity  by  4-01,  and  again  divide  the  square  of  the  quotient  by  the  diameter  of 
the  fan.  This  last  quotient  multiphed  by  the  weight  of  a  cubic  foot  of  air,  at  60°  Fahrenheit,  is  equal 
to  the  force  in  ounces  per  square  foot,  which,  divided  by  144,  is  equal  to  the  density  of  air  per  square 
inch. 

Or,  substituting  the  following  formula,  we  have  D  =  N  X  -000034.     Where  D  is  the  density  of  the 
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air  in  ounces  per  square  inch,  and  N  the  number  of  revolufions  of  fan  per  minute,  and  V  the  velocity  o; 
the  tips  of  the  fan  m  leet  per  second. 

Having  given  the  density  in  inches  of  mercury,  (1  inch  of  which  is  equal  to  8  oz.  pressure.)  To  find 
the  velocity  which  a  body  would  acquire  in  falling  the  height  of  a  column  of  air  equivalent  to  that  density : 

Rule. — Multiply  the  density  in  inches  of  mercury  by  930-3,  and  tliis  product  by  64.  The  square  root 
(if  the  last  product  will  be  the  velocity  in  feet  per  second,  or  more  simply — 

Multiply  the  square  root  of  the  density  in  inches  of  mercury  by  244,  and  the  product  will  be  the 
velocity. 

It  will  be  seen  by  the  table  that  the  velocity  of  the  tips  of  the  fan  is  practically  somewhat  less  than 
this  theoretical  velocity,  and  from  the  experiments  we  fix  the  laws  which  govern  the  velocity  of  the 
tips  of  the  fan  9- 10th  of  the  velocity  a  body  would  acquire  in  falling  the  height  of  a  homogeneous  column 
of  air  equivalent  to  tlie  density. 

Experiments  were  made  as  to  the  proper  size  of  the  inlet  openings,  and  on  the  proper  proportions  to 
be  given  to  the  vane.  The  inlet  openings  in  the  sides  of  the  fan  chest  were  contracted  from  17+,  the 
original  diameter,  to  12  and  6  inches  diameter,  when  the  following  results  were  obtained : 

First,  that  the  power  expended  with  the  opening  contracted  to  12  inches  diameter,  was  as  2^  to  1 
compared  with  tlie  opening  of  17^  inches  diameter ;  the  velocity  of  the  fan  being  nearly  the  same,  as 
also  the  quantity  and  density  of  air  delivered. 

Second,  that  the  power  expended  with  tlie  opening  contracted  to  6  inches  diameter,  was  as  2^  to  1 
compared  with  the  opening  of  11  ^  inches  diameter ;  the  velocity  of  the  fan  being  neai-ly  the  same,  and 
also  the  area  of  tlie  efiiux  pipe,  but  the  density  of  the  air  decreased  one-fourtli. 

These  experiments  show  that  tlie  inlet  openings  must  be  made  of  sufficient  size,  that  the  air  may  have 
a  free  and  uninterrupted  action  in  its  passage  to  the  blades  of  the  fan,  for  if  we  impede  this  action  we 
do  so  at  the  expense  of  power. 

With  a  vane  14  inches  long,  the  tips  of  which  revolve  at  the  rate  of  2368  feet  per  second,  air  is  con- 
densed to  94  ounces  per  square  inch  above  the  pressure  of  the  atmosphere,  with  a  power  of  96  horses ; 
but  a  vane  8  inches  long,  tlie  diameter  at  the  tips  being  the  same,  and  having,  therefore,  the  same  velo 
city,  condenses  air  to  6  ounces  per  square  inch  only,  and  takes  12-horse  power. 

Thus,  the  density  of  the  latter  is  little  better  than  6-lOth  of  the  former,  while  the  power  absorbed  is 
nearly  1'25  to  1.  Although  the  velocity  of  the  tips  of  the  vanes  is  the  same  in  each  case,  the  velocities 
of  tlie  heels  of  the  respective  blades  are  very  difterent ;  for,  whilst  the  tips  of  the  blades  in  each  case 
move  at  the  rate  of  236-8  feet  per  second,  the  heels  of  the  14-inch  blades  move  at  the  rate  of  90-8  feet 
per  second;  and  the  heels  of  the  8-inch  move  at  the  rate  of  151-75  feet  per  second;  or,  the  velocity  of 
tlie  heel  of  the  14  inch  moves  in  tlie  ratio  of  1  to  1-67,  compared  with  the  heel  of  the  8-inch  blade. 
The  longer  blade  approaching  nearer  the  centre,  strikes  the  air  with  less  velocity,  and  allows  it  to  enter 
on  the  blade  with  greater  fi-eedom,  and  with  considerable  less  force  than  the  shorter  one.  The  infer- 
ence is,  that  the  short  blade  must  take  more  power  at  the  same  time  that  it  accumulates  a  less  quan- 
tity of  air. 

These  experiments  lead  me  to  conclude,  that  the  length  of  the  vane  demands  as  great  a  consideration 
as  the  proper  diameter  of  the  inlet  opening.  If  there  were  no  other  object  in  view,  it  would  be  useless 
to  make  the  vanes  of  the  fan  of  a  greater  width  than  the  inlet  opening  can  freely  supply.  On  the  pro- 
portion of  the  length  and  width  of  the  vane,  and  the  diameter  of  Hie  inlet  opening,  rest  tlie  three  most 
important  points,  viz.,  quantity,  and  density  of  air,  and  expenditure  oi power. 

In  the  14-inch  blade,  the  tip  has  a  velocity  26  times  greater  tlian  the  heel ;  or,  by  the  laws  of  cen- 
trifugal force,  the  air  will  have  a  density  26  times  greater  at  tlie  tip  of  the  blade  than  that  at  the  heeL 
The  air  cannot  enter  on  the  heel  with  a  density  higher  than  that  of  the  atmosphere,  but  in  its  passage 
along  the  vanes,  it  becomes  compressed  in  proportion  to  its  centrifugal  force.  The  greater  the  length 
of  vane,  the  greater  will  be  the  difference  of  the  centrifugal  force  between  the  heel  and  the  tip  of  the 
blade ;  consequently,  the  greater  tlie  density  of  the  air. 

Reasoning,  then,  from  these  experiments,  I  recommend,  for  easy  reference,  the  following  proportions 
for  the  construction  of  the  fiin : — 

Let  the  -width  of  the  vanes  be  one-fourth  of  the  diameter. 

Let  the  diameter  of  the  inlet  openings  in  the  sides  of  the  fan  chest  be  one-half  the  diameter  of  the  fan. 

And,  let  the  length  of  the  vanes  be  one-fourth  of  tlie  diameter  of  the  fan. 

Li  adopting  this  mode  of  construction,  the  area  of  the  inlet  openings  in  tlie  sides  of  the  fan  chest  will 
be  the  same  as  the  circumference  of  the  heel  of  the  blade,  multiplied  by  its  width ;  or  the  same  area  as 
tlie  space  described  by  the  heel  of  the  blade. 

The  following  table  gives  the  sizes  of  fans  varying  from  3  to  6  feet  diameter : — 

TABLE  OF  BEST  PROPORTIONS  OF  FANS. 

Diameter  of  Fan.  Width  of  Vane.  Lengtlx  of  Vane.  Diameter  of  inlet  opening, 

ft.       In.  n.       in.  ft.       in. 


3  0  0         9     0         9 

3  6   0       10|  .\ 0  lOi 

4  0  1         0     1         0 

4  6  1         1|  1         1^ 

8  0  1         3     1         3 

6  0  1         6     1         6 


fU 

in. 

1 

6 

1 

9 

2 

0 

2 

3 

O 

6 

3 

0 

I  recommend  the  proportions  in  the  above  table  for  density  ranging  from  3  to  6  ounces  per  square 
mch,  and  for  higher  densities,  viz.  from  6  to  9,  or  more  ounces,  the  sizes  given  in  the  following  table  : 


FAN. 
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Dianieter  of  Fui. 
ft.       in. 


Width  of  Vane. 


Length  of  Vane. 


0 
2 


ft.       in. 

1 

1 

1 

1 

1 

1 


Diameter  of  inlet  opening, 
ft.       in. 


0 

n 

H 


10 


1 

0 

1 

3 

1 

6 

1 

9 

2 

0 

2 

4 

Tlie  dimensions  of  the  above  tables  are  not  laid  down  as  prescribed  limits,  but  as  approximations 
obtained  from  the  best  results  in  practice. 

Experiments  were  also  made  with  reference  to  the  admission  of  air  into  the  transit  or  outlet  pipe.  By 
a  slide  the  width  of  the  opening  into  this  pipe  was  varied  from  12  to  4  inches.  The  object  of  this  was  to 
proportion  the  opening  to  the  quantity  of  air  required,  and  thereby  to  lessen  the  power  necessary  to 
drive  the  fan.  It  was  found  that  the  less  tliis  opening  is  made,  provided  we  produce  sufficient  blast, 
the  less  noise  will  proceed  from  the  fan ;  and  by  making  the  tops  of  tliis  opening  level  with  the  tips  of 
tlie  vane,  the  column  of  air  has  little  or  no  reaction  on  the  vanes. 

As  to  the  pressure  of  the  blast  commonly  required  in  smithies,  the  range  is  from  4  to  5  ounces  per 
square  inch.  And  an  ordinary  eccentrically  placed  fan,  4  feet  diameter — the  blades  10  inches  wide  and 
14  inches  long,  and  making  870  revolutions  per  minute — will  supply  air  at  a  density  of  4  ounces  per 
square  inch  to  40  tuyeres,  each  being  IJ  inch  diameter,  without  any  falling  off  in  density. 

The  above  embody  the  results  and  deductions  from  Mr.  Buckle's  experiments  on  the  common  form  oi 
eccentrically  placed  fim ;  but,  besides  this  form,  there  is  a  great  variety  of  others,  on  which,  it  is  true, 
no  scientific  experiments  have  been  made  of  their  working,  but  wlvich,  in  practice,  have  given  very  sat- 
isfactory results.     We  give  drawings  and  slight  descriptions  of  two  in  common  use. 

Figs.  1612,  1613,  and  1614,  represent  the  fan  of  F.  P.  Dimpfel,  of  Philadelphia. 


Ilg.  1612  is  a  side  view.  Fig.  1613  an  end  view,  looking  into  the  outlet  pipe.  Fig.  1614  a  section. 
[t  will  be  seen  that  the  vanes  of  the  fan  are  in  the  form  of  a  trapezium,  and  that  the  air-chamber  not 
only  extends  all  round  the  periphery  of  the  fan,  but  also  at  the  sides. 

This  (an  is  in  use  at  the  Novelty  Works,  New  York ;  where  it  is  also  made,  and  is  highly  recom- 
mended by  the  proprietors  of  various  foundries  and  forges  where  it  is  in  operation. 
1615.  1616. 


Figs.  1615  and  1616  represent  sections  of  a  fan  made  by  Wm.  Mason,  Taunton,  Mass.  The  vanes  are 
three  in  number,  of  a  triangular  form ;  the  air-chamber  is  circular,  and  exten^is  entirely  round  the  fan ; 
the  arms  of  the  fan  are  curved,  and  in  movement  present  the  convex  side  to  the  impelled  air.  The 
construction  of  this  fan  is  extremely  simple :  the  ftin  is  cast  entire  in  one  piece ;  the  case  enclosing  the 
fan  and  forming  the  air-chamber,  is  cast  in  halves  and  bolted  together.  This  fan  is  extensively  used, 
and  gives  general  satisfaction.  Both  Dimpfel  and  Mason's  fans  are  made  of  various  sizes  to  suit  the 
purposes  for  which  tliey  are  designed. 

FAUCET.  A  cock  used  to  draw  liquids  from  casks  or  other  reservoirs ;  in  its  common  form  it  is 
well  known.  Such  as  are  used  to  drive  in  the  small  bung  of  fermented  liquor  casks  are  made  very 
strong,  often  v^-ith  a  straight  tube  vhich  is  driven  into  the  cask,  and  the  cock  itself  at  right  angles  to  the 
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tube.  Figs.  1617'  and  1617^  represent  Jenning's  India  Rubber  Tube  Cock.  Its  construction  is  quite 
simple  ;  a  vulcanized  rubber  tube  is  inserted  in  the  tube  of  the  cock,  and  held  at  its  interior  end  by  the 
insertion  of  a  metallic  thimble.  When  the  screw  W  is  turned  down,  the  tube  is  compressed,  and  the 
liquid  shut  ofiT;  by  the  raising  of  the  same  the  tube  regains  its  natural  form  and  the  discharge  com- 


1617.  » 


1617. 


uiences.  The  cock  offers  a  straight  and  uninterrupted  passage  for  liquids  or  gas,  the  working  parts  hav- 
ing no  connection  with  the  interior.  From  the  certainty  of  its  action,  and  the  impossibility  of  its 
sticking  up  or  down,  it  is  well  worthy  attention.  As  these  cocks  can  be  made  in  iron,  a  great  saving 
is  effected,  and  they  answer  as  well  as  those  manufactured  in  brass. 

FEED  APPARATUS.     See  Detaiis  of  Engines. 

FEEDER.  A  cut  or  channel,  by  which  a  stream  or  supply  of  water  is  brought  into  a  canal ;  some- 
times the  stream  of  water  itself  is  called  the  feeder. 

FELXiOES.  The  curved  pieces  of  wood  forming  the  rim  of  a  carriage,  cart,  oir  olhtx  wooden 
wheel. 

FELLOE  MACHINE.  This  is  a  machine  for  cutting  felloes  of  wheels  out  of  plank,  on  which  valoa- 
ble  improvements  have  been  made  by  Joshua  and  Levi  Adams,  and  T.  H.  Mores,  of  Amherst,  Mas, 
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Fig.  1618  is  an  elevated  section  of  the  machine  at  the  line  XX  of  Fig.  1619,  which  is  a  horizontal  view 
with  the  friction  -wheels  removed.     The  same  letters  refer  to  like  parts  on  both  the  figures. 

A  is  a  frame,  B  is  an  upright  shaft  resting  in  a  movable  step  at  its  lower  end,  and  having  a  circular 
plate  a,  secured  to  its  upper  end,  above  the  hub  h.  C  is  a  horizontal  beam  secured  between  projections 
on  the  upper  surface  of  the  circular  plate.  D  are  angular  metallic  boxes  with  flanges  on  their  sides 
attached  to  the  beam  by  the  straps  d.  E  are  the  cutters  of  the  desired  form  passing  through  openings 
in  the  boxes  and  adjusted  by  screws.  F  is  an  upright  shaft  resting  in  a  step  in  the  frame  and  turning 
in  a  box  screwed  to  a  vibrating  timber  at  its  upper  end,  and  Avith  a  friction  wheel  and  pulley/  at  the 
top,  and  a  gang  of  pulleys  g  below,  around  which  is  seen  the  band  h  extending  around  a  pulley  i  on  B. 
G  is  a  lever  arranged  below  the  frame  and  secured  at  one  end  to  the  front  of  the  same  by  a  pin  upon 
which  it  moves,  and  at  its  opposite  end  upon  a  similar  lever  j,  which  is  connected  to  a  cross-head, 
moving  between  upright  ways.  H  is  a  vertical  screw  shaft  passing  through  a  screw  in  the  cross-head, 
and  having  a  button  or  shoulder  at  its  lower  end,  which  ehoulder  turns  in  a  permanent  block  in  the 
frame.  Q  is  a  lever  moving  on  a  fulcrum,  and  connected  at  the  end  by  a  rod,  which  is  connected  to  a 
lever  below  the  frame,  having  a  weight  hung  on  its  upper  end  to  counterbalance  the  weight  of  the  ver- 
tical shaft  of  cutters  and  levers  to  relieve  the  screws  of  part  of  the  pressure  and  prevent  it  from  wear- 
ing. K,  Fig.  1619,  is  a  horizontal  beam  containing  the  boxes  in  which  the  upper  end  of  the  upright 
boxes  turn,  and  it  is  provided  with  tennons  at  the  ends  which  fit  into  mortises  in  the  vertical  parts  of 
the  frame  and  has  cords  attached  to  its  ends,  one  of  which,  with  a  weight,  passes  over  a  pulley  in  the 
outside,  and  the  other  cord  passes  over  another  pulley  and  is  attached  to  a  lever  Z  W,  moving  on  a  ful- 
crum, for  lowering  the  cross-head  by  lowering  the  said  lever. 


When  it  is  desired  to  cut  a  felloe,  the  plank  from  which  it  is  to  be  cut  is  i^laced  upon  the  tables  and 
firmly  secured  by  the  dogs  and  clamps  /.  The  upright  shaft  is  then  set  in  motion  by  the  friction  wheels 
being  brought  in  contact  by  the  lever,  and  therefore  the  cutter  shaft  by  the  band  h  is  set  in  motion. 
The  cutters  EE,  are  set  in  the  cutter  heads  by  the  straps  dd,  so  that  one  cutter  shall  move  in  a  circle, 
cutting  the  outside  of  the  felloe  and  the  other  cuts  the  inside  circle,  while  the  cutter  shaft  can  be  raised 
or  lowered  by  the  lever  G,  to  cut  the  required  depth.  The  dogs  and  clamps  can  be  shifted  on  the  table 
for  larger  or  smaller  felloes,  and  the  cutters  can  be  shifted  on  0  0  G,  to  correspond  with  the  same. 

FELT-CLOTH  MACHINERY,  Arnold's.  From  the  specification  of  the  inventor,  patented  June  10 
1851.     The  following  is  a  description  of  the  same. 

Fig.  1620  is  an  elevation  of  the  machinery;  fig.  1G21  is  a  plan  or  bird's-eye  view  of  that  part  of  th« 
same  to  which  my  invention  relates ;  fig.  1622  is  a  vertical  section  through  the  line  a;  a;  of  fig.  1622,  look- 
ing from  the  opposite  side  to  fig.  1620 ;  fig.  1623  is  a  vertical  section  through  the  line  *  *  of  fig.  1621 ;  fig. 
1624  is  a  horizontal  section  of  the  vacuum-box  and  tubes  communicating  with  the  apparatus  for  pro- 
ducing the  vacuum.  Figs.  1625  and  1626  are  sections  taken  at  right  angles  to  each  other  of  the  va- 
cuum pipe.     Similar  letters  of  reference  indicate  corresponding  parts  in  each  of  the  several  figures. 

My  improvement  relates  to  a  new  and  improved  mode  of  carrying  webs  or  sheets  of  fibrous  material  and, 
when  employed  in  the  manufacture  of  felt-cloth  is  for  the  purpose  of  carrying  the  weft  across  and  deposit- 
ing it  upon  the  warp.  Felt-cloth  is  manufactured  by  crossing  the  fleeces  or  cardings  of  wool  from  the 
carding  machines,  and  then  pressing,  blending,  or  matting  them  together  into  a  sheet  of  compact  tex- 
ture.    The  usual  mode  of  conveying  the  weft  across  the  warp  is  by  means  of  endless  chains  carrying 
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rombs  with  hooked  teeth,  from  which  teeth  it  has  to  be  released  in  order  to  be  deposited  on  the  warp 
riiese  teeth  frequently  allow  some  portion  of  the  material  to  fall  or  slip  off  too  soon. 

This  difficulty  I  design  to  obviate  by  my  improvement,  which  consists  in  the  employment  of  an  apron 
of  some  material  pervious  to  air,  as  for  instance  hair-cloth.  Between  the  rollers  of  this  apron,  and  he- 
rween  its  upper  and  lower  folds,  I  place  a  hollow  box  or  chamber  which  nearly  fills  the  entire  space  ;  the 

1021.       * 
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botttmi  of  this  box  is  thickly  perforated  all  over  with  small  holes,  and  it  communicates  by  pipes  from 
one  or  both  sides  with  a  fan,  blower,  or  other  apparatus  capable  of  withdrawing  the  air  and  forming  a 
vacuum  within.  The  air  being  withdrawn  from  the  box,  the  external  air  rushes  through  the  apron  and 
through  the  perforations  in  the  bottom  of  the  box  to  supply  its  place,  and  any  light  or  fibrous  material 
will  bo  drawn  towards  the  apron  and  securely  held  under  it  by  the  pressure  of  the  atmosphere,  without 
any  liability  to  fall  off  till  the  desired  moment,  when  the  communication  with  the  blower  is  cut  off. 

The  carding  machine  represented  in  fig.  1G20,  which  supplies  the  fleece  or  carding  for  the  weft,  does 
not  differ  from  other  machines  in  use,  and  therefore  needs  no  particular  description  here  ;  that  which 
supplies  the  warp  is  not  shown. 

A  A  is  the  apron  which  carries  the  warp,  which  is  the  same  as  usually  employed ;  it  moves  in  direc- 
tion of  the  arrows  1  (figs.  1621  and  1623),  and  carries  the  wacp  on  the  top.  B  B  is  the  apron  carrj'int; 
the  weft,  which,  as  has  been  before  stated,  is  of  material  pervious  to  air;  it  runs  on  two  collars  a  a,  in 
a  frame  c  c,  supported  above,  the  frame  carrying  the  warp  apron.  Tlie  apron  B  B  receiver  motion  in 
the  direction  of  aiTOws  2  2  (figs.  1620,  1621  and  1622,)  through  roller  a,  by  a  band  b,  from  a  pulley  c, 
»n  the  shaft  d,  of  the  doffer  D  of  the  carding  machine. 

E  is  the  vacuum-box,  which  is  made  of  any  sheet  metal,  and  is  of  a  length  nearly  equal  to  the  spacfl 
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Detween  tlie  rollers  a  a',  of  tlie  width  of  the  warp,  and  of  a  depth  nearly  equal  to  the  space  between 
the  upper  and  lower  folds  of  the  apron ;  its  bottom,  perforated  all  over  with  holes  e,  e,  e,  e,  touches 
or  nearly  touches  the  lower  fold  of  the  apron,  A  rotary  fan  in  a  box  F,  is  placed  near  the  ma- 
chine, or  in  any  suitable  position  for  operating  on  several  machines  at  the  same  time ;  a  pipe  G  pro- 
ceeds upwards  from  the  box  of  the  fan,  having  a  pipe  H  leading  from  it  near  the  top  wbicli  communi- 


cates  by  branch-pipes^/y  with  the  inside  of  the  vacuum-box.  In  the  lower  part  ,^f  the  pipe  G  there  is 
a,  throttle  valve  S,  which  closes  or  opens  the  communication  between  the  fan  and  the  vacuum-box  E 
this  valve  has  a  lever  c/  on  its  spindle,  which  is  connected  by  a  rod  A  to  a  long  arm  i  of  a  lever  hung  on 
a  fixed  fulcrum  j  on  the  side  of  the  frame  of  the  carding-engine,  the  same  lever  having  a  shorter  curved 
arm  k  set  at  nearly  right  angle  to  the  arm  {.  The  top  of  the  pipe  G  is  open,  but  is  covered  by  a  valve 
I,  having  two  guide  rods  n  n' ,  one  on  each  side,  passing  through  ears  on  the  outside  of  the  pipe ;  the 
;od  n  is  elongated  below  the  ear,  and  connected  to  one  arm  of  a  lever  m,  having  its  fulcrum  in  a  stand- 
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ard  o,  and  havin<»  two  arms  of  equal  lenj^th,  the  opposite  arm  being  connected  by  a  rod  p,  to  the  arm 
of  the  lever  to  which  the  throttle-valve  is  connected.     A  spring  q  secured  to  the  .frame  vchich  carriei 
the  aprons  A  A  and  B  B,  always  bears  under  the  end  of  the  lever-arm  i  and  keeps  it  raised,  causing  the 


rod  j9  to  raise  the  end  of  the  lever  m  to  which  it  is  attached,  and  throw  down  the'  opposite  end  causing 
the  rod  «'  to  close  the  valve  I  until  it  is  opened  by  the  means  hereafter  shown  in  the  description  of  the 
operation  of  the  machine.  The  throttle-valve  S  is  so  arranged  that  it  is  always  open  when  the  valve  I 
is  closed,  so  as  to  leave  a  free  communication  from  the  box  E  through  the  pipes  //,  H  G,  to  the  box  F 
containing  the  fan,  or  to  any  apparatus  that  may  be  employed  for  producing  a  vacuum.  I  is  a  toothed 
wheel  on  the  doffer-shaft,  through  which  the  doffer  receives  its  motion ;  it  carries  a  small  stud  r  on  its 
outer  face,  which,  during  the  revolution  of  the  wheel,  strikes  the  arm  Jc  of  the  lever  ik;  at  is  a  flap 
composed  of  a  flat  board  or  plate  of  the  whole  width  of  the  doffer ;  it  is  hung  on  pivots  or  hinges  v  v 
on  each  side  of  the  frame,  and  also  has  a  lever  to  attached  to  one  end  which  is  struck  by  a  pin  x 
on  the  end  of  the  doffer  once  during  its  revolution,  so  as  to  throw  up  the  flap  suddenly  towards  the 
apron  B  B. 

1624. 


The  operation  of  the  machinery,  except  as  far  as  the  mode  of  confining  the  weft  below  the  apron  is 
considered,  is  the  same  as  in  other  machines  employed  for  the  same  purpose,  therefore  I  will  proceed  to 
describe  the  manner  in  wliich  the  weft  is  controlled. 

The  fan  or  other  apparatus  for  producing  the  vacuum  must  be  constant  in  its  operation,  so  as  to  keep 
a  constant  draught  or  rush  of  air  through  the  apron  in  the  box  E.  The  doffer  makes  one  revolution 
for  every  sheet  of  weft  that  is  formed ;  and  therefore  must  correspond  in  diameter  with  the  width  of  the 
warp.  The  warp  travels  a  distance  equal  to  the  width  of  the  weft  during  the  time  the  weft  is  travel- 
ling across  its  upper  face.  The  motion  of  both  aprons  is  continuous,  and  the  carding  is  taken  from  the 
doffer  in  the  usual  manner,  from  whence  it  proceeds  to  the  under  surface  of  tlie  apron,  where  it  is  con- 
fined by  the  pressure  of  the  atmosphere. 

The  -speed  of  the  apron  B  B  is  such  as  to  take  a  sheet  of  carding  produced  by  one  revolution  of  the 
doffer  D  and  carry  it  to  a  proper  position  for  depositing  on  the  warp  during  the  time  the  warp  moves  a 
distance  equal  to  the  width  of  the  weft.  There  is  a  space  left  in  the  cards  on  the  doffer  which  causes 
a  break  in  the  carding  when  a  sheet  is  formed  of  the  proper  length,  and  as  soon  as  this  space  comes  op- 
posite the  apron,  the  pin  r  on  the  wheel,  strikes  the  arm  k,  and  throws  Aovm  the  arm  i  of  the  lever  i  k, 
to  the  position  shown  in  fig.  1620,  the  rod  h  instantly  closes  the  throttle-valve  S,  and  closes  the 
communication  with  the  apparatus  producing  the  vacuum,  and  the  rod  p  acting  on  the  lever  m  causes 
Uie  rod  »'  to  open  the  valve  /,  both  valves  being  actuated  simultaneously ;  thus  the  sheet  is  thrown  from 
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tLe  apron  B  B  suddenly,  and  deposited  on  the  warp  by  the  sudden  current  of  air  wliich  rushes  through 
the  top  of  the  pipe  G,  escaping  through  the  bottom  of  the  box  E,  and  through  the  apron.  The  valves 
remain  in  the  position  last  shown  but  an  instant,  or  a  very  short  space  of  time,  for  as  soon  as  the  pin  r 
passes  the  arm  k,  the  spring  p  raises  the  arm  i  and  brings  the  valves  to  the  position  first  described,  the 
air  entering  the  vacuum-box  E  through  the  apron  B  B  ;  the  space  in  the  doffer  on  which  there  are  no 
cards,  having  then  passed  the  take-ofif,  the  carding  or  web  again  commences  being  given  off  from  the 
doffer,  and  the  end  falls  to  the  flap  t ;  just  at  this  moment  the  pin  x  strikes  the  lever  w  and  throws  up 
the  flap,  throwing  the  carding  up  to  the  apron  where  it  is  retained,  and  the  operation  proceeds  as  before 
described,  the  flap  falling  after  the  pin  x  passes  the  lever.  This  mode  of  carrying  webs  may  ])e  em- 
ployed effectually  for  any  fibrous  material,  and  will  be  found  advantageous  from  its  not  injuring,  perfo- 
rating, or  tearing  it. 

FELTING.     The  process  of  blending  or  matting  different  kinds  of  fur  or  wool  into  a  compact  texture. 
See  Hat  MANurAcnjRE. 

*  FILES.     The  file  is  a  strip  or  bar  of  steel,  the  surface  of  which  is  cut  into  fine  points  or  teeth,  that 
act  by  a  species  of  cutting,  closely  allied  to  abrasion. 

Files  are  almost  endless  in  variety;  and  there  is  some  four,  five,  or  six  features  in  every  file,  to  adapt 
the  instrument  to  the  several  kinds  of  work  for  which  the  file  is  used.     Most  of  the  names  of  files  ex- 
press these  different  features ;  for  instance,  the  three  following  files  are  in  common  use  : — 
6  inch,  blunt,  single-cut,  saw  file. 

9  inch,  taper,  smooth,  half-round  file. 

12  inch,  parallel,  rough,  cotter  file. 

The  watchmaker  frequently  uses  files  not  exceeding  three-quarters  o!  an  inch  in  length  ;  mathemati* 
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FILE.  Cocker's  Circular  File,  so  called,  is  in  reality  a  shaping  machine  on  a  small  scale  ;  the  po- 
luliarity  being  that  instead  of  a  row  cutter,  a  series  of  distinct  cutters  are  fitted  into  a  disc,  whence 
they  can  be  easily  removed  to  be  sharpened  on  a  grind  stone.  Fig.  1627  is  a  side  elevation,  showing 
the  disc  without  the  cutters.  Fig.  1628  is  a  front  view  and  section  of  the  disc,  the  upper  half  showing 
the  cutters,  with  the  rings  inside  and  outside,  which  hold  them  in  position  ;  and  the  lower  half,  the  disc 
and  grooves,  without  the  cutters  and  rings.     Fig  1629  are  the  various  kinds  of  cutters  used  full  size. 


noltzapfel's  Turning  and  Meclianical  Manipulation. 
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cal  instrument  makers  and  gunmakers  employ  files  from  about  4  to  14  inches  long;  and  machinistg 
and  engineers  commonly  require  files  from  about  8  to  20  inches  long,  and  sometimes  use  those  cf  two 
and  three  feet  and  upwards  in  length. 

Almost  all  files  are  required  to  be  as  straight  as  possible  in  their  central  line,  and  are  distinguished 
as  taper,  blunt,  and  parallel  files  ;  a  very  insignificant  number  of  files  are  made  curvilinear  in  their 
central  line,  as  in  the  nfllers  used  by  sculptors  and  carvers,  and  some  other  files. 

Many  files  that  are  in  all  other  respects  alike,  differ  in  the  forms  and  sizes  of  their  teeth.  Three 
forms  of  teeth  are  made,  those  of  double-cut  files,  those  of  floats,  or  single-cut  files,  and  those  of  rasps. 
The  floats  and  rasps  are  scarcely  used  but  for  the  woods  and  soft  materials ;  the  double  cut  files  are 
used  for  the  metals  and  general  purposes. 

In  a  double-cut  file,  the  thousands  of  points  or  teeth  occur  from  two  series  of  straight  chisel-cuts 
crossing  each  other ;  in  a  single-cut  file  or  float,  the  ridges  occur  from  the  one  series  of  chisel-cuts,  which 
are  generally  equare  across  the  float ;  and  in  a  rasp  the  detached  teeth  are  made  by  solitary  indenta- 
tions of  a  pointed  chisel  or  punch. 

Double -cut  files  are  made  of  several  gradations  of  coarseness,  and  which  are  thus  respectively 
Darned : — 

1.  Rough.  1.  Rough. 

2.  Middle-cut.  2.  Bastard. 

'6.  Bastard.  8.  Second-cut. 

4.  Second-cut  4.  Smootli. 

5.  Smooth.  5.  Dead-smootL 

6.  Superfine. 

Some  files  have  one  or  more  edges  that  are  left  uncut,  and  these  are  kno^vn  as  safe-edges,  because 
such  edges  are  not  liable  to  act  upon  those  parts  of  the  work  against  which  they  are  allowed  to  rub, 
for  the  purpose  of  guiding  the  instrument.  Occasionally  the  edges  alone  of  files  are  cut,  and  the  sides 
are  left  safe  or  smooth,  as  in  some  warding  files,  which  nearly  resemble  saws. 

The  names  of  files  are  often  derived  from  their  purposes,  as  in  saw-files,  slitting,  warding,  and  cotter 
files ;  the  names  of  others  from  their  sections,  as  square,  round,  and  half-round  files. 

Fig.  1620.    Sections  derived  from  the  Square. 
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Fig.  1621.    Sections  derived  from  the  Circle. 
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Fig.  1622.    Sections  derived  from  the  Triangle. 
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Files  of  all  the  sections  represented  in  the  groups.  Figs.  1620  to  1622,  are  more  or  less  employed, 
although  many  of  them  are  almost  restricted  to  particular  purposes. 

Taper  files,  or  taper  flat  files,  are  made  of  various  lengtlis  from  about  4  to  24  inches,  and  are  rectan- 
gular in  section  as  m  B,  Fig.  1620;  they  are  considerably  rounded  on  their  edges,  and  a  little  also  in 
their  thickness ;  their  greatest  section  being  towards  the  middle  of  their  length  or  a  little  nearer  to 
the  handle,  whence  these  files  are  technically  known  to  be  "  bellied ;"  they  are  cut  both  on  their  faces 
and  edges  with  teeth  of  four  varieties ;  namely,  rough,  bastard,  second-cut,  and  smooth-cut  teetk 
Taper  flat  files  are  in  extremely  general  use  amongst  smiths  and  mechanics,  for  a  great  variety  of  or- 
dinary works. 

Hand  files  or  fiat  files  resemble  the  above  in  length,  section,  and  teeth,  but  the  hand  files  are  nearly 
parallel  m  width,  and  somewhat  less  taper  in  tliickness  tlian  the  foregoing.  Engineers,  machinists, 
mathematical  instrument  makers,  and  others,  give  the  preference  to  the  hand  file  for  flat  surfaces  and 
most  other  works. 

Cotter  files  are  always  narrower  than  hand  files  of  the  same  length  and  thickness;  they  are  nearly 
flat  on  the  sides  and  edges,  so  as  to  present  almost  the  same  section  at  every  part  of  their  length,  in 
whicli  respect  they  vary  from  6  to  22  inches.  Cotter  files  are  mostly  used  in  filing  grooves  for  the 
cotters,  keys,  or  wedges  used  in  fixing  wheels  on  tlieir  sliafts,  whence  their  name. 

Pillar  files  also  somewhat  resemble  the  hand  files,  but  they  are  much  narrower,  somewhat  thinnei, 
as  in  C,  and  are  used  for  more  slender  ^^urposes,  or  for  completing  works  that  have  been  commenced 
with  the  hand  files.     Pillar  files  have  commonly  one  safe  edge,  and  vary  from  8  to  10  inches  in  length. 

Half-round  files  arc  nearly  of  the  section  L,  notwithstanding  tliat  the  name  implies  the  semicircular 
sectioQ ;  in  general  the  curvature  only  equals  the  fourth  to  tlie  twelfth  part  of  the  circle. 
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Triangular  JileH  are  of  the  section  R,  and  from  2  to  16  inches  long;  they  are  used  for  internal  angles 
more  acute  than  the  rectangle,  and  also  for  clearing  out  square  corners. 

Cross  files,  or  crossing  iiles,  are  of  the  section  M,  or  circular  on  both  faces,  but  of  two  different 
curvatures. 

Round  files,  of  the  section  I,  range  from  the  length  of  2  to  18  inches;  they  are  in  general  taper, 
and  much  used  for  enlarging  round  lioles. 

Square  files  measure  in  general  from  2  to  18  inches  in  lengtli,  and  are  mostly  taper. 

Equalling  files  are  files  of  the  section  D.  In  width  they  are  more  frequently  parallel  than  taper ; 
in  thickness  they  are  always  parallel.  They  are  in  general  cut  on  all  faces,  and  range  from  2  to  If) 
inches  long. 

Knife  files  are  of  the  section  T,  and  in  general  very  acute  on  the  edge,  they  are  made  from  2  to  7 
inches  long,  and  are  as  frequently  parallel  as  taper. 

Slitting  files,  called  also  feather-edged  files,  resemble  the  last  in  construction  and  purpose,  except  in 
having,  as  in  section  V,  two  thin  edges  instead  of  one  ;  they  are  almost  always  parallel. 

Jiubbers  are  strong  heavy  files,  generally  made  of  an  inferior  kind  of  steel ;  they  measure  from  12 
to  18  inches  long,  from  J  to  2  inches  on  every  side,  and  are  made  very  convex:  they  are  frequently 
designated  by  their  weight  alone,  which  varies  from  about  4  to  15  lbs.     Rubbers  are  nearly  restricted 
to  the  square  and  triangular  sections  A  and  R.     Some  few  rubbers  are  made  nearly  square  in  section, . 
but  with  one  side  rounded,  as  if  the  sections  K  and  B  were  united :  these  are  called  half-thick. 

Many  ai'tisans,  and  more  particularly  the  watchmakers,  require  other  files  than  those  described,  and 
it  is  therefore  proposed  to  add  the  names  of  some  of  the  files  to  which  the  sections  refer,  premising  that 
such  names  as  are  printed  in  Italics  designate  small  files  especially  used  in  watchmaking. 

Names  of  smne  of  the  Files  corresponding  iiiith  the  Sections  A  to  Z,  {represented  hy  Figs.  162.0  to  1622.) 

A. — Square  files,  both  parallel  and  taper,  some  with  one  safe  side ;  also  square  rubbers. 

B. — When  large,  cotter  files  ;  when  small,  verge  and  pivot  files. 

C. — Hand  files,  parallel  afld  flat  files;  when  small,  j»o«ance_^/esV  when  narro\7,  pillar  files  ;  to  these 

nearly  parallel  files  are  to  be  added  the  taper  flat  files. 
D. — When  parallel,  equalling  clock-pinion  and  endless-screw  files ;  when  taper,  slitting,  entering,  ward 

iug,  and  barrel-hole  files. 
E. — French  pivot  and  shouldering  files,  which  are  small,  stout,  and  have  safe-edges ;  when  made  of 

large  size,  and  right  and  left,  they  are  sometunes  called  parallel  V  files,  from  their  suitability  to 

the  hollow  V  V's  of  machinery. 
F. — Name  and  purpose  similar  to  the  last. 

G. — Flat  file  with  hollow  edges,  principally  used  as  a  nail  file  for  the  dressing-case. 
H. — Pointing  mill-saw  file,  round-edge  equalling  file,  and  round-edge  joint  file ;  all  are  m'ado  both 

parallel  and  taper. 
I. — Round  file,  gulleting  saw  file,  made  both  parallel  and  taper. 
K. — Frame  saw  file  for  gullet  teeth. 
L. — Half-round  file.    Nicking  and  piercing  files,  also  cabinet  floats  and  rasps ;  all  these  are  usually 

taper.     Files  of  this  section  which  are  small,  parallel,  and  have  the  convex  side  uncut,  and  have 

also  a  pivot  at  the  end  opposite  the  tang,  are  called  round-off  files. 
M. — Cross,  or  crossing  files,  also  called  double  half-rounds. 
N. — Oval  files ;  oval  gulleting  files  for  large  saAvs,  called  by  the  French  limes  a  double  dos.     Oval-dial 

file  when  small. 
0. — Balance-wheel  or  swing-wheel  files,  the  convex  side  cut,  the  angular  sides  safe. 
P. — Swaged  files,  for  finishing  brass  mouldings ;  sometimes  the  hollow  and  fillets  are  all  cut. 
Q. — The  curvilinear  file. 

R. — Triangular,  three-square,  and  saw  files,  also  triangular  rubbers,  which  are  cut  on  all  sides. 
S. — Cant  file,  probably  named  from  its  suitabiUty  to  filing  the  insides  of  spanners,  for  hexagonal  and 

octagonal  nuts,  or  as  these  are  generally  called,  six  or  eight  canted  bolts  and  nuts ;  the  cant  files 

are  cut  on  all  sides. 
T. — "When  TparaWcl,  fiat-dovetail,  banking,  and  watch-pinion  files ;  when  taper,  knife-edge  files.    With 

the  wide  edge  round  and  safe,  files  of  the  section  T  are  known  as  moulding  files  and  clock- 
pinion  files. 
v. — Scrow-head  files,  feather-edged  files,  clock  and  loatch-slitting  files. 
W. — Is  sometimes  used  by  engineers  in  finishing  small  grooves  and  key  ways,  and  is  called  a  valve  file, 

from  one  of  its  applications. 
X. — A  file  compounded  of  the  triangular  and  half-round  file,  and  stronger  than  the  latter ;  similar  files 

with  three  rounded  faces  have  also  been  made  for  engineers. 
Y. — Double  or  checkering  files,  used  by  cutlers,  gunmakers,  and  others.     The  files  are  made  separately 

and  riveted  together,  with  the  edge  of  the  oiie  before  that  of  the  other,  in  order  to  give  the 

equality  of  distance  and  parallelism  of  checkered  works,  just  as  in  the  double  saws  for  cutting 

the  teeth  of  racks  and  combs, 
Z. — Double  file,  made  of  two  flat  files  fixed  together  in  a  wood  or  metal  stock  ;  this  was  invented  for 

filing  lead  pencils  to  a  fine  conical  point. 

The  manufacture  of  files.— The  pieces  of  steel,  or  the  blanks  intended  for  files,  are  forged  out  of  bars 
»f  steel  that  have  been  either  tilted  or  rolled  as  nearly  as  possible  to  the  sections  required,  so  as  tc 
eave  but  httle  to  be  done  at  the  forge ;  the  blanks  are  afterwards  annealed  with  great  caution,  so 
that  in  neither  of  the  processes  the  temperature  known  as  the  blood-red  heat  may  be  exceeded.  ITie 
surfaces  of  the  blanks  are  now  rendered  accurate  in  form  and  quite  clean  in  surface  either  by  ^ing 
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or  giinding.  For  the  smaller  files  the  blanks  are  mostly  filed  into  shape  as  the  more  exact  method ;  foi 
the  larger,  the  blanks  are  more  commonly  ground  on  large  grindstones  as  the  more  expeditious  method ; 
in  some  few  cases  the  blanks  are  planed  in  the  planing  machine,  for  those  called  dead-parallel  Jiles, 
Tlie  blank  before  being  cut  is  slightly  greased,  that  the  chisel  may  slip  freely  over  it. 

Tlie  file-cutter  is  seated  before  a  square  stake  or  anvil,  and  places  the  blank  straight  before  him, 
with  the  tang  towards  his  person  ;  the  entls  of  the  blank  are  fixed  down  by  two  leather  straps  or  loops, 
one  of  wliich  is  held  fast  by  each  foot. 

The  largest  and  smallest  chisels  commonly  used .  in  cutting  files  are  represented  in  two  views ;  and 
half  size  in  Figs.  1623  and  1024.  The  first  is  a  chisel  for  large  rough  files  ;  the  length  is  about  3  inches, 
the  width  2i  inches,  and  the  angle  of  tlie  edge  about  50  degrees;  the  edge  is  perfectly  straight,  but 
the  one  bevel  is  a  little  more  inclined  than  the  other,  and  the  keenness  of  the  edge  is  rounded  off,  the 
object  being  to  indent,  rather  tium  cut  the  steel ;  this  chisel  requires  a  hammer  of  about  7  or  8  Iba. 
weiglit     Fig.  162-t  is  the  chisel  used  for  small  superfine  files  ;  its  length  is  2  inches,  the  width  J  inch; 
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it  is  very  thin,  and  sharpened  at  about  the  angle  of  35  degrees ;  the  edge  is  also  rounded,  but  in  g 
smaller  degree :  it  is  used  with  a  hammer  weighing  only  one  to  two  ounces,  as  it  will  be  seen  the 
weight  of  the  blow  mainly  determines  the  distance  between  the  teeth.  Other  chisels  are  made  ol 
intermediate  proportions,  but  the  width  of  the  edge  always  exceeds  that  of  the  file  to  be  cut. 

The  first  cut  is  made  at  the  point  of  the  file ;  the  chisel  is  held  in  the  left  hand,  at  a  horizontal  angle 
of  about  55  degrees,  with  the  central  line  of  the  file,  as  at  a  a,  Fig.  1625,  and  with  a  vertical  inclina 
tion  of  about  12  to  4  degrees  from  the  perpendicular,  as  represented  in  the  figures  1623  and  1624 
supposing  the  tang  of  the  file  to  be  on  the  left-hand  side.  The  following  are  nearly  the  usual  angles  fot 
the  vertical  inclination  of  the  chisels;  namely,  for  rough  rasps,  15  degrees  beyond  the  perpendicular  . 
rough  files,  12  degrees;  bastard  files,  10  degrees  ;  second-cut  files,  7  degrees;  smooth-cut  files,  5  de- 
grees ;  and  dead-smooth-cut  files,  4  degrees.  The  blow  of  the  hammer  upon  the  chisel  causes  the  latter 
to  indent  and  slightly  to  drive  forward  the  steel,  thereby  throwing  up  a  trifling  ridge  or  burr ;  the  chise) 
is  immediately  replaced  on  the  blank,  and  slid  from  the  operator  until  it  encounters  the  ridge  previously 
thrown  up,  which  arrests  the  chisel  or  prevents  it  from  slipping  further  back,  and  thereby  determine? 
the  succeeding  position  of  the  chisel.  The  chisel  having  been  placed  in  its  second  position  is  agait 
struck  with  the  hammer,  which  is  made  to  give  the  blows  as  nearly  as  possible  of  uniform  strength 
and  the  process  is  repeated  with  considerable  rapidity  and  regularity,  60  to  80  cuts  being  made  in  one 
minute,  until  the  entire  length  of  the  file  has  been  cut  with  inclined,  parallel,  and  equidistant  ridges, 
which  are  collectively  denominated  the  ^first  course.  So  far  as  tliis  one  face  is  concerned,  the  file,  if 
intended  to  be  single-cut,  would  be  then  ready  for  hardening ;  and  when  greatly  enlarged,  its  section 
•would  be  somewhat  as  in  Fig.  1626.  The  teeth  of  some  single-cut  files  are  much  less  inclined  than  55 
degrees ;  those  of  floats  are  in  general  square  across  the  instrument. 

Most  files,  however,  are  double  cut,  or  have  two  series  or  coiirses  of  chisel  cuts,  and  for  these  the 
surface  of  the  file  is  now  smoothed  by  passing  a  smooth  file  once  or  twice  along  tlie  face  of  the  teeth,  to 
remove  only  so  much  of  the  roughness  as  would  obstruct  the  chisel  from  sliding  along  the  foce  in 
receiving  its  successive  positions,  and  the  file  is  again  greased. 

The  second  course  of  teeth  is  now  cut,  the  chisel  being  inclined  vertically  as  before,  or  at  about  12 
degrees,  but  horizontally,  about  5  to  10  degrees  from  the  rectangle,  as  at  b  b.  Fig.  1625 ;  the  blows  are 
now  given  a  little  less  strongly,  so  as  barely  to  penetrate  to  the  bottom  of  the  first  cuts,  and  consequently 
the  second  course  of  cuts  is  somewhat  finer  than  the  first.  The  two  series  of  courses  fill  the  surface  of 
the  file  with  teeth  which  are  inclined  towards  the  point  of  the  file,  and  that  when  liiglily  magnified 
much  resemble  in  character  the  points  of  cutting  tools  generally,  as  seen  in  Fig.  1626. 

If  the  file  is  flat  and  to  be  cut  on  two  faces,  it  is  now  turned  over ;  but  to  protect  the  teeth  from  the 
Iiard  face  of  the  anvil,  a  thin  plate  of  pewter  is  interposed.  Triangular  and  other  files  require  blocks  of 
lead  having  grooves  of  the  appropriate  sections  to  support  the  bhinks,  so  that  the  surfoce  to  be  cut  may 
be  .placed  horizontally.  .Taper  files  require  the  teeth  to  be  somewhat  finer  towards  the  point,  to  avoid 
the  risk  of  the  bUink  being  weakened  or  broken  in  the  act  of  its  being  cut,  which  miglit  occur  if  as 
much  force  were  used  in  cutting  tlie  teeth  at  the  pomt  of  the  file,  as  in  ^ose  at  its  central  and  stronger 
part 

Eight  courses  of  cuts  are  required  to  complete  a  double-cut  rectangular  file  that  is  cut  on  all  faces, 
bo*,  eight,  ten,  or  even  more  coui"ses  are  required  in  cutting  only  the  <Mie  rounded  face  of  a  half-round 
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file.  There  are  various  objections  to  employing  chisels  with  concave  edges,  and  therefore  in  cutting 
round  and  half-romid  files  tiio  ordinary  straight  chisel  is  used  and  applied  as  a  tangent  to  the  curve. 
It  will  be  found  that  in  a  smootli  half-round  file  one  inch  in  width,  that  about  twenty  courses  are  required 
for  the  convex  side,  and  two  courses  alone  serve  for  the  fiat  side.  In  some  of  the  double-cut  gullet- 
tooth  saw  files,  of  the  section  K,  as  many  as  twenty-three  courses  are  sometimes  used  for  tlie  convex 
face,  and  but  two  for  the  flat.  The  same  difficulty  occm's  in  a  round  file,  and  the  surfaces  of  curvilinear 
files  do  not  therefore  present,  under  ordinary  circumstances,  the  same  uniformity  as  those  of  flat  files. 

Hollowed  files  are  rarely  used  in  the  arts,  and  when  required  it  usually  becomes  imperative  to 
mploy  a  round-edged  chisel,  and  to  cut  the  file  with  a  single  course  of  teeth. 

'I'he  teetli  of  rasps  are  cut  with  a  punch,  which  is  represented  in  two 
views,  Fig.  1627.  The  punch  for  a  fine  cabinet  rasp  is  about  3^  inches  long, 
and  I  square  at  its  widest  part.  Viewed  in  front,  the  two  sides  of  the  point 
meet  at  an  angle  of  about  60  degrees  :  viewed  edgeways,  or  in  profile,  the 
edge  forms  an  angle  of  about  50  degrees,  the  one-face  being  only  a  little 
inclined  to  the  body  of  the  tool. 

In  cutting  rasps,  the  punch  is  sloped  rather  more  from  the  operator  than 
the  cliisel  in  cutting  files,  but  the  distance  between  the  teeth  of  the  rasp 
cannot  be  determined  as  in  the  file,  by  placing  the  punch  in  contact  with  the 
burr  of  the  tooth  previously  made.  By  dint  of  habit,  the  workman  moves 
or,  technically,  hops  the  punch  the  required  distance ;  to  facilitate  this 
movement,  he  places  a  piece  of  woollen  cloth  under  his  left  hand,  which  pre- 
vents his  hand  coming  immediately  in  contact  with,  and  adhering  to  the 
anvil. 

The  teeth  of  rasps  are  cut  in  rather  an  arbitrary  manner,  and  to  suit  the 
whims  rather  than  the  necessities  of  the  workmen  who  use  them.  Thus  the 
lines  of  teeth  in  cabinet  rasps,  wood  rasps,  and  farriers'  rasps,  are  cut  in 
lines  sloping  from  the  left  down  to  the  right  hand  side ;  the  teeth  of  rasps 
for  boot  and  shoe  last  makers  and  some  others,  are  sloped  the  reverse  way ; 
and  rasps  for  gun-stockers  and  saddle-tree  makers  are  cut  in  circular  lines 
or  crescent  form.  These  directions  are  quite  immaterial ;  but  it  is  important  that  every  succeeding  tooth 
should  cross  its  predecessor,  or  be  intermediate  to  the  two  before  it ;  as  if  the  teeth  followed  one  another 
in  right  lines,  they  would  produce  furrows  in  the  work,  and  not  comparatively  smooth  surfaces. 

In  cutting  files  and  rasps  they  almost  always  become  more  or  less  bent,  and  tliere  would  be  danger 
of  breaking  them  if  they  were  set  straight  whilst  cold ;  they  ai'e  consequently  straightened  whilst  they 
are  at  the  red  heat,  immediately  prior  to  their  being  hardened  and  tempered. 

Previously  to  their  being  hardened,  the  files  are  drawn  through  beer  grounds,  yeast,  or  other  sticky 
matter,  and  then  through  common  salt,  mixed  with  cow's  hoof  previously  roasted  and  pounded,  and 
which  serve  as  a  defence  to  protect  the  delicate  teeth  of  the  file  from  the  direct  action  of  the  fire.  The 
compound  likewise  serves  as  an  index  of  the  temperature,  as  on  the  fusion  of  the  salt,  the  hardening 
heat  is  attained ;  the  defence  also  lessens  the  disposition  of  the  files  to  crack  or  clink  on  being  immersed 
ui  the  water. 

The  file,  after  having  been  smeared  over  as  above,  is  gradually  heated  to  a  dull  red,  and  is  then 
mostly  straightened  with  a  leaden  hammer  on  two  small  blocks  also  of  lead ;  the  temperature  of  the 
file  is  afterwards  increased  until  the  salt  on  its  surface  just  fuses,  when  the  file  is  immediately  dipped 
in  water.  The  file  is  immersed,  quickly  or  slowly,  vertically  or  obliquely,  according  to  its  form ;  that 
mode  being  adopted  for  each  variety  of  file  which  is  considered  best  calculated  to  keep  it  straight. 

It  is  well-known  that  from  the  unsymmetrical  section  of  the  half-round  file,  it  is  disposed,  on  being 
immersed,  to  become  hollow  or  bowed  on  the  convex  side,  and  this  tendency  is  compensated  for  by 
curving  the  file  whilst  soft  in  a  nearly  equal  degree  in  the  reverse  direction. 

It  nevertheless  commonly  happens,  that  with  every  precaution  the  file  becomes  more  or  less  bent 
in  hardening,  and  if  so,  it  is  straightened  by  pressure,  either  before  it  is  quite  cold,  or  else  after  it 
lias  been  partially  reheated.  The  pressure  is  variously  applied,  sometimes  by  passing  one  end  of  the 
file  under  a  hook,  supporting  the  centre  on  a  prop  of  lead,  and  bearing  down  the  opposite  end  of  the 
file ;  at  other  times  by  using  a  support  at  each  end,  and  applying  pressure  in  the  middle,  by  means  of  a 
lever,  the  end  of  which  is  hooked  to  the  bench.  Large  files  are  always  straightened  before  they  are 
quite  cooled  after  the  hardening,  and  whilst  the  central  part  retains  a  considerable  degree  of  heat. 
When  straightened,  the  file  is  cooled  in  oil,  which  saves  the  teeth  from  becoming  rusty. 

The  tangs  are  now  softened  to  prevent  their  fracture ;  this  is  done  either  by  grasping  the  tang  in  a 
pair  of  heated  tongs,  or  by  means  of  a  bath  of  lead  contained  in  an  iron  vessel  with  a  perforated  cover, 
through  the  holes  in  which  the  tangs  are  immersed  in  the  melted  lead  that  is  heated  to  the  proper 
degree.  The  tang  is  after^-ards  cooled  in  oil,  and  when  the  file  has  been  wiped  and  the  teeth  brushed 
clean,  it  is  considered  fit  for  use. 

The  superiority  of  the  file  will  be  found  to  depend  on  four  points, — the  primary  excellence  of  the 
Bteel — the  proper  forging  and  annealing  without  excess  of  heat — the  correct  formation  of  the  teeth — and 
the  success  of  the  hardening. 

Means  of  grasping  the  file. — In  general  the  end  of  the  file  is  forged  simply  into  a  taper  tarig  or  spike,^ 
for  the  purpose  of  fixing  it  in  its  wooden  handle,  but  wide  files  require  that  the  tang  should  be  reduced 
in  width,  either  as  in  Fig.  1628  or  1629.  The  former  mode,  especially  in  large  files,  is  apt  to  cripple, 
the  steel  and  dispose  the  tang  to  break  off,  after  wliich  the  file  is  neady  useless.  The  curvilinear  tang, 
Fig.  1629,  is  far  less  open  to  tliis  objection.  Some  workmen  make  the  "tangs  of  large  files  red-hot,  that 
they  may  burn  their  own  recesses  in  the  handles,  but  this  is  objectionable,  as  the  cliarred  wood  is  apt 
to  crumble  away  and  release  the  file.  It  is  more  proper  to  form  the  cavity  in  the  handle  with  coarse 
floats  made  for  the  purpose. 
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In  dri\'iiig  large  files  into  their  Imndles  it  is  usual  to  place  the  point  of  the  file  in  the  hollow  behind 
the  chaps  of  the  tail  vice,  and  to  drive  on  the  handle  with  a  mallet  or  hammer.  Smaller  files  are  fijted 
obUquely  in  the  jaws  of  the  vice,  between  clamps  of  sheet  brass,  to  prevent  the  teeth  either  of  the  vice 
or  file  from  being  injured,  and  the  handle  is  then  driven  on. 

In  the  double-ended  rifflers,  or  bent  files,  Fig.  1630,  and  in  some  other  files,  there  is  a  plain  part  in 
the  middle,  fulfilling  the  oflice  of  a  liandle ;  and  in  several  of  the  files  and  rasps  made  for  dentists, 
farriers,  and  shoemakers,  the  tool  is  also  double,  but  without  any  intermediate  plain  part,  so  tliat  the 
one  end  serves  as  the  liandle  for  the  other. 


In  general,  the  length  of  the  file  exceeds  that  of  the  object  filed,  but  in  filing  large  surfaces  it  becomes 
occasionally  necessary  to  attach  cranked  handles  to  the  large  files  or  rubbers,  as  in  Fig.  1631,  in  order 
to  raise  the  hand  above  the  plane  of  the  work.  Sometimes  the  end  of  the  file  is  simply  inclined,  as  in 
Fig.  1632,  or  bent  at  right  angles,  as  in  Fig.  1633,  for  the  attachment  of  the  wooden  handles  represented; 
but  the  last  two  modes  prevent  the  second  side  of  the  file  from  being  used,  until  the  tang  is  bent  the 
reverse  way.  The  necessity  for  bending  the  file  is  avoided  by  employing  as  a  handle  a  piece  of  round 
iron,  I  or  J  inch  in  diameter,  bent  into  the  semicircular  form  as  an  arch,  the  one  extremity  (or  abutment) 
of  which  is  filed  with  a  taper  groove  to  fit  the  tang  of  the  file,  whilst  the  opposite  end  is  fiat,  and  rests 
upon  the  teeth ;  in  this  manner  both  sides  of  the  file  may  be  used  without  any  preparation. 

Fig.  1634  represents,  in  profile,  a  broad  and  short  rasp  with  fine  teeth,  used  by  iron-founders  in 
smoothing  off  loam  moulds  for  iron  castings ;  this  is  mostly  used  on  large  surfaces,  to  wliich  tlie  ordinary 
handle  would  be  inapplicable,  and  the  same  kind  of  tool  when  made  with  coarser  teeth,  will  be  recog- 
nized as  the  baker's  rasp. 

Cabinet-makers  sometimes  fix  the  file  to  a  block  of  wood  to  serve  for  the  grasp,  and  use  it  as  a  plane. 
Tlius  mounted,  the  file  may  also  be  very  conveniently  used  on  a  shooting-board,  in  filing  the  edges  of 
plates  to  be  inlaid. 

1635. 


Fig.  1635  represents  a  very  good  arrangement  of  this  kind,  a  a  is  the  plan,  and  b  the  section  of  the 
file  stock,  c  c  is  the  plan  of  the  shooting-board,  and  d  its  section.  Two  files  (that  are  represented  black) 
are  screwed  against  the  sides  of  a  straight  bar  of  wood,  which  has  also  a  wooden  sole  or  bottom  plate, 
that  projects  beyond  the  files,  so  that  the  smooth  edge  of  the  sole  may  touch  the  shooting-board  instead 
of  the  file  teeth.  The  shooting-board  is  made  in  three  pieces,  so  as  to  form  a  groove  to  receive  the  file 
tlust,  which  would  otherwise  get  under  the  stock  of  the  file.  The  shooting-board  has  also  a  wooden 
stop  s,  faced  with  steel,  that  is  wedged  and  screwed  into  a  groove  made  across  the.  top  piece,  and  the 
stop  being  exactly  at  right  angles,  serves  also  to  assist  in  squaring  the  edges  of  plates  or  the  ends  of 
long  bars,  with  accuracy  and  expedition. 

Short  pieces  of  files  (or  tools  as  nearly  allied  to  saws)  are  occasionally  fixed  in  the  ends  of  wooden 
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stocks,  in  all  other  respects  like  the  routing  gages  of  carpenters,  as  seen  in  two  views  in  Fig- 1636.    TLo 
coopers'  croze  is  a  tool  of  this  description. 

Files  intended  for  'finishaig  the  grooves  in  the  edges  of  slides,  are  sometimes  made  of  short  pieces  of 
steel  of  tlie  proper  section,  (see  Fig.  1631,)  cut  on  the  surfaces  with  file  teeth,  and  attached  in  various 
ways  to  slender  rods  or  wires,  serving  as  the  handles,  and  extending  beyond  the  ends  of  the  slides :  or 
the"  handle  is  at  right  angles  to  the  file,  and  formed  ".t  the  end,  as  a  staple,  to  clip  the  ends  of  the  short 
file,  as  in  reaching  the  bottom  of  a  cavity.  Files  intended  to  reach  to  the  bottom  of  shallow  cavities  are 
also  constructed  as  in  Figs.  1638  and  1639,  or  sometimes  an  inch  or  more  of  the  end  of  an  ordinary  file 
13  bent  some  20  or  30  degrees,  that  the  remainder  may  clear  the  margin  of  the  recess. 


1642. 


To  stiffen  slender  files,  they  are  occasionally  made  with  tin  or  brass  backs,  as  in  Figs.  1640  and 
16-tl ;  such  are  called  dovetail  files ;  and  thin  equalling  files  are  sometimes  grasped  in  a  brass  frame. 
Fig.  1642,  exactly  like  that  used  for  a  metal  frame-saw. 
.  Notwithstanding  the  great  diversity  in  the  files  already  alluded  to,  it  is  to  be  remarked  that  all  those 
hitherto  noticed  are  made  entirely  of  steel,  and  their  teeth  are  all  produced  in  the  ordinary  manner  by 
means  of  the  chisel  and  hand  hammer.  It  now  remains  to  notice  a  few  of  the  less  usual  kinds  of  rasps, 
floats,  and  files,  the  teeth  of  which  are,  for  the  most  part,  produced  by  means  differing  from  those 
already  described. 

The  rifflers,  Fig.  1630,  used  by  sculptors,  are  required  to  be  of  numerous  curvatures,  to  adapt  them 
to  the  varying  contour  of  works  in  marble.  In  general  the  rifflers  are  made  of  steel  in  the  ordinary 
mode,  but  they  have  also  been  made  of  wrought-iron,  and  sUghtly  case-hardened,  in  wliich  case  the 
points  of  the  teeth  become  converted  into  steel,  but  the  general  bulk  of  the  instrument  remains  in  its 
original  state  as  soft  iron ;  consequently  such  case-hardened  rifflers  admit  of  bemg  bent  upon  a  block 
of  lead  with  a  leaden  mallet,  so  that  the  artist  is  enabled  to  modify  their  curvatures  as  circumstances 
may  require. 

Several  kinds  of  floats  are  made  with  coarse,  shallow,  and  sharp  teeth ;  these  teeth  could  not  be  cut 
with  the  chisel  and  hammer  in  the  ordinary  manner,  but  are  made  with  a  triangular  file.  Figs,  a  to  /, 
1643,  represent  tlie  sections  of  several  of  these  floats,  which  have  teeth  at  tlie  parts  indicated  by  the 
double  lines ;  for  instance,  a  is  the  float,  b  the  graille,  c  the  found,  d  the  carlet,  e  the  topper,  used  by  the 
horn  and  tortoiseshell  comb-makers.  The  floats  /  to  i  are  used  by  ivory  carvers  for  the  handles  of 
knives,  and  in  the  preparation  of  works,  the  carving  of  which  is  to  be  completed  by  scorpers  and 
gravers ;  k  and  I  are  used  in  inlaying  tools  in  their  handles ;  k  is  made  of  various  widths,  and  is 
generally  tliin,  long,  and  taper ;  I  is  more  like  a  key-hole  saw. 


1643. 
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The  larger  of  the  floats,  such  as  those  a  to  e,  used  by  the  comb-makers,  are  kept  in  order  principally 
bv  the  aid  of  a  burnisher,  represented  in  two  views  in  Fig.  1644 ;  the  blade  is  about  2  inches  long,  1  inch 
wide,  and  1-lCth  thick;  the  end  is  mostly  used,  and  which  is  forcibly  rubbed,  first  on  the  front  edge  oi 
every  tooth,  as  at  a,  Fig.  1645,  and  then  on  the  back,  as  at  b,  by  which  means  a  slight  burr  is  thrown 
up  on  every  tooth,  somewhat  like  that  on  the  joiner's  scraper ;  but  in  tliis  art  the  burnisher  is  commonly 
named  a  turn  fie. 
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Tlie  mtannet  is  a  float  resembling  Fig.  1634,  but  having  coarse  filed  teeth,  of  the  kind  just  described; 
it  may  oe  considered  as  the  ordinary  flat  file  of  the  horn  and  tortoiseshell  comb-oiakers,  and  in  using 
the  quannet,  the  work  is  mostly  laid  upon  the  knee  as  a  support.  An  ingenious  artisan  in  this  branch, 
Mr.  Michael  Kelly,  invented  the  quannet  represented  in  Figs.  1645  and  1646.  The  stock  consists  of  a 
piece  of  beach-wood,  in  which,  at  intervals  of  about  one-quarter  of  an  inch,  cuts  inclined  nearly  30 
degrees  with  the  face,  are  made  with  a  thin  saw ;  every  cut  is  filed  with  a  piece  of  saw-plate.  The 
edges  of  tlie  plates  and  wood  are  originally  filed  into  the  regular  float-like  form,  and  the  burnisher  is 
subsequently  resorted  to  as  usual.  The  main  advantage  results  from  the  small  quantity  of  steel  it  is 
necessary  to  operate  upon,  when  the  instrument  requires  to  be  restored  with  the  file.  From  this  cir- 
cumstance, and  also  from  its  less  weight,  the  wooden  quannet.  Fig.  1645,  is  made  of  nearly  twice  the 
width  of  tlie  steel  instrument,  Fig.  1634,  and  the  face  is  slightly  rounded,  the  teeth  being  sometimes 
inserted  square  across,  as  in  a  float,  at  other  times  inclined  some  30  degrees,  as  in  a  single-cut  file. 

The  aitting  of  files  by  machinery. — The  practical  introduction  of  machinery  for  cutting  files  appears 
to  be  due  to  a  iVenchman  of  the  name  of  Raoul,  at  about  the  close  of  the  last  century,  but  the  descrip- 
tion of  the  machine  has  not  been  published,  and  the  manufacture  is  now  carried  on  by  his  son.  His 
files  are  beautiful  specimens  of  workmanship,  being  more  strictly  regular,  and  also  less  liable  to  dog  or 
pin  when  in  use,  than  files  cut  by  liand,  as  usual. 

His  manufacture  is  principally  limited  to  watch  files  with  flat  sides,  and  measuring  from  |  of  an  inch 
to  5  or  6  inches  long. 

Machines  have  been  recently  constructed  in  England  for  cutting  both  large  and  small  files,  and  half 
a  dozen  or  more  at  a  time.  I'he  details  of  the  machines  display  great  ingenuity  and  skill,  but  there  are 
various  drawbacks  that  prevent,  under  ordinary  circumstances,  any  great  commercial  advantage  in  the 
machine  over  the  hand  process,  from  wliich  considerations  the  patent  file-cutting  machines  are  not  at 
present  used.  • 

Wo  give  drawings  and  a  description  of  a  recently  invented  file  machine,  patented  in  1847  by  George 
Winslow,  of  Boston.  "We  know  not  how  far  it  has  been  successful,  but  it  is  well  worthy  of  notice  as  an 
example  of  ingenious  combinations,  and  to  illustrate  what  has  been  done  in  tliis  department  of 
mechanism. 

FILE  AND  RASP  MACHINE.  Fig.  164Y  represents  a  plan  view  of  tliis  apparatus  or  machinery, 
as  laid  down  by  the  pjitentee,  in  the  drawing  attached  to  the  specification;  and  Fig.  1648  is  a  side  ele- 
vation of  the  same.  It  consists  of  a  rectangular  framework  a  a,  which  may  be  of  wood  or  other  suita- 
ble material ;  stretched  across  this  framework  is  a  plate  h,  on  which  are  two  levers  a'  a',  disposed  on 
either  side  of  the  machme  and  moving  on  fulcra  a'"  a'" ;  the  long  ends  of  these  levers  are  connected  to 
a  sort  of  toggle  (/',  by  means  of  the  straps  c',  and  the  short  ends  are  connected  by  links  to  tlie  blocks  or 
chisel-holders  dd;  the  chisel- holders  move  on  the  plate  b,  and  are  guided  by  the  brackets  eeee,  and 
though  constrained  to  move  in  a  particular  direction,  are  free  to  turn  round,  so  that  the  chisels  //  may 
be  adjusted  to  any  angle  at  which  it  may  be  required  to  form  the  indentations  or  teeth  on  the  bhmk  g. 
This  is  supported  between  two  poppets  h  h,  the  one  receiving  the  shank  or  tang  in  a  socket,  in  which  it. 
is  secured  by  binding  screws,  and  the  other  is  supported  by  a  centre,  received  by  an  indentation  made 
in  the  end  of  the  blank.  It  will  be  observed  that  a  tooth  on  each  side  of  the  blank  is  produced  at  the 
same  time,  the  pressure  of  one  chisel  sustaining  the  opposing  force  of  the  other,  the  poppets  h  h  being 
so  fitted  to  tlieir  support^'  as  to  admit  of  a  movement  in  a  transverse  direction,  to  allow  for  any  inequality 
in  the  surface  of  the  blank  g ;  j  is  a  slide,  which  is  fitted  between  dovetailed  grooves,  so  as  to  admit  of 
sliding  in  a  longitudinal  direction.  This  slide  forms  the  immediate  support  for  the  blank,  and  is  strength- 
ened by  an  arch-piece  p',  as  seen  at  Fig.  1648.  This  slide  is  caused  to  travel  by  means  of  a  screw  i, 
which  passes  through  a  nut  attached  to  the  bottom  of  the  slide.  A  phite  b'  is  fitted  on  two  longitudi- 
nal slides  n'  n'.  This  phvte  receives  a  reciprocating  motion  from  the  main  driving-shaft,  through  the 
intervention  of  the  connecting-rod  a",  and  upright  lever  p.  Tlie  driving-shaft  is  furnished  with  a  disk 
or  plate  x,  having  a  radial  slot  cut  therein,  in  which  the  crank  pin  can  be  adjusted,  so  as  to  vary  the 
throw,  and  consequently  the  motion  of  the  connecting-rod  a".  Tliis  rod  is  also  adjustable  in  the  verti- 
cal lever  p,  so  as  to  bring  the  connection  nearer  to,  or  further  from,  the  fulcrum  on  which  it  moves. 
Each  movement  of  this  sliding  plate  b'  produces  a  closing  of  the  cutters  //,  by  reason  of  the  movement 
of  the  toggles  d'  d',  which  are  mounted  on  the  plate  b',  and  tlius  raise  a  tooth  by  forming  an  indenta- 
tion in  the  blank. 

Now  in  cutting  files  by  this  machine,  it  is  necessary  to  begin  tlie  cut  at  the  point  or  thinnest  part  of 
the  file,  when  the  greatest  range  of  movement  is  given  to  the  plate  b' ;  and  as  the  cutting  proceeds  to- 
wards the  thick  part  of  the  blank,  the  movement  of  the  plate  b'  must  decrease,  imparting  less  move- 
ment to  the  levers  a'  a' ;  and  consequently  the  cutters  will  not  be  brought  so  close  together ;  but  in  re- 
ducing this  movement  of  the  plate,  the  angle  formed  by  the  levers  c'  c'  will  be  less,  and  consequently 
their  power  will  decrease  also,  but  which  is  compensated  for  by  an  apparatus  hereafter  explained.  As 
the  cutters  always  close  at  the  same  point,  it  is  necessary  that  the  blank  should  move  a  sufiicient  dis- 
tance at  each  closing  thereof  to  allow  for  the  formation  of  another  tooth ;  this  is  effected  by  partially 
turning  the  screw  i  which  moves  the  carriage  or  slide  ^'j  which  is  performed  as  follows : — 

A  spur-wlicel  k  is  mounted  on  the  end  of  the  screw  i  wliicli  projects  tlirough  the  bearing ;  this  is  not 
fixed  to  the  screw,  but  is  allowed  to  revolve  freely  thereon,  and  is  furnished  with  a  click  pivoted  to  tlie 
side  thereof;  tliis  takes  into  a  ratchet  affixed  to  the  screw,  and  therefore  as  the  wheel  is  turned  in  one 
direction  it  will  carry  the  screw  round  witli  it,  but  on  a  reverse  motion  taking  place  the  click  wnll  slip 
the  teetli  of  the  ratchet ;  the  screw  i  at  the  same  time  remaining  stationary.     The  wheel  k  has  this  mo- 


position  of  the  pin  in  the  rod  a" ;  thus  may  the  number  of  indentations  produced  to  a  given  length  of 
tlic  blank  be  regulated  according  to  the  requisite  degree  of  fineness  of  the  file. 
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The  upper  end  of  the  rack-bar  is  connected  by  a  rod  ml  to  the  hand  lever  /(',  whicii  oscillates  on  a 
fixed  fulcrum  at  k' ;  this  arrangement  being  for  the  withdrawal  of  the  teeth  of  the  rack-bar,  and  thereby 
Btop  the  movement  of  the  screw  i ;  but  the  movement  of  the  hand  lever  h'  at  tlie  same  time  withdi'awa 
the  clutch  q'  from  the  fly-wheel,  and  therefore  stopping  simultaneously  the  entire  action  of  the  ma- 
chine. The  hand  lever  h'  is  connected  by  the  rod  s'  to  the  clutch  lever  r' ;  this  lever  is  also  connected 
by  a  rod  t'  to  a  spring  inside  the  framework,  which  maintains  a  permanent  pull  to  withdraw  the  clutch, 
but  which  is  counteracted  by  a  catch  on  the  end  of  a  lever  g' ;  this  retains  the  lever  h'  in  a  position  for 
work,  wliich  may  be  released  by  hand  at  pleasure,  or  the  lever  g'  is  tripped  up  by  a  projection  x'  on 
the  under  side  of  the  slide  j ;  at  the  completion  of  the  teeth,  this  throws  the  restraint  from  the  lever  h', 
and  the  machine  stops.  A  spur-wheel  I  is  mounted  on  the  screw  i,  which  geers  into  another  wheel  m, 
placed  on  a  longitudinal  shaft  n ;  this  is  turned  by  a  hand-wheel  o,  and  is  for  the  purpose  of  working  the 
slide  i  back,  or  otherwise  adjusting  its  position  before  commencing  the  cut. 


It  will  be  seen  by  the  general  arrangement  of  the  geer  for  moving  the  slide  b',  that  if  the  fulcrum  on 
which  the  vertical  lever  p  moves  were  stationary,  the  space  traversed  by  h'  would  be  the  same,  but  tc 
allow  it  to  recede  as  the  thickness  of  the  file  increases,  the  lower  end  of  the  lever  p  is  jointed  to  a  bent 
lever  ^",  attached  to  a  horizontal  bar  q"  ;  this  is  fitted  in  bearings,  so  as  to  be  capable  of  movement  in 
a  longitudinal  direction,  but  restrained  by  the  cord  u"  with  a  certain  amount  of  force,  which  when  over- 
come by  the  force  required  for  the  cutters//,  the  bar  q"  recedes  and  is  retained  by  a  catch  /"  falling 
into  the  teeth  on  the  end  of  the  said  bar ;  by  a  complication  of  levers  not  seen  in  the  cuts,  this  catch  is 
raised  at  each  revolution  of  the  disk  x,  a  pin  fixed  thereto  actuating  the  levers  before  mentioned.  The 
cord  m"  is  wound  on  a  drum  placed  on  the  same  shaft  as  the  plate  t",  and  cam  v" ;  tliis  cam  has 
a  groove  on  its  periphery,  over  which  a  cord  c"  passes  while  the  cutting  is  in  progress ;  the  cord  being 
attached  at  one  end  to  the  smallest  part  of  the  cam  v",  is  carried  thence,  and  wound  on  a  drum  a",  from 
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the  opposite  side,  -while  another  cord  r"  supports  the  lever  u,  on  which  hangs  the  weight  v.  The  force 
of  this  weight  is  therefore  brought  to  bear  on  the  cam  v",  with  the  requisite  degree  of  force  to  give  the 
necessary  tension  to  the  cord  w";  the  cord  c",  as  it  is  gradually  wound  on  the  cam,  gives,  by  reason  of 
the  leverage  thereof,  a  greater  amount  of  tension  to  the  cord  u",  in  order  to  compensate  for  the  losd  of 
power  of  the  progressive  levers  e'  c\  as  their  range  of  movement  is  removed  nearer  the  end  of  the 
machine. 

As  a  further  compensation  for  this  loss  of  power,  the  weight  v,  which  is  hung  on  the  lever  m,  is  grad- 
ually moved  further  from  the  fulcrum  on  which  one  end  of  this  lever  is  supported,  thus  increasing  the 
weight  on  the  cord  r"  which  supports  the  other  end  thereof;  this  is  arranged  as  follows :  a  bar  t  placed 
side  by  side  of  the  lever  u  is  fitted  in  slots,  cut  in  the  framing  so  as  to  move  in  a  longitudinal  direction, 
and  is  furnished  with  a  shding  piece  w,  which  can  be  in  any  position ;  this  piece  w  has  a  projection 
which  takes  the  suspending  rod  of  the  weight  v,  so  that  any  movement  imparted  to  the  bar  t  is  trans- 
mitted to  the  weight  A  vertical  lever  h"  is  pivoted  to  a  fulcrum  fixed  to  the  framing ;  the  lower  end 
of  this  lever  is  again  connected  to  a  horizontal  lever  (not  seen  in  the  cuts)  in  such  manner  as  to  multi- 
ply the  movement  which  is  communicated  to  the  bar  t.    Tlie  upper  or  driving  end  of  the  lever  h"  is 


turaisbed  with  a  pawl  g",  pivoted  about  the  middle  of  its  length ;  one  end  of  the  lever  falls  into  the  teeth 
of  a  rack  y',  affixed  to  the  sliding  carrLige^",  and  the  other  has  a  stud  pin  which  traverses  an  irregular 
slot  or  guide  /",  k",  i" ;  the  motion  imparted  to  the  slide  j  is  thus  communicated  by  the  pawl  g"  to  the 
lever  A",  thence  to  the  weight  v,  altering  the  position  thereof  gradually  as  the  cutting  progresses.  This 
motion  will  continue  so  long  as  the  stud  pin  of  the  pawl  g'[  continues  to  traverse  the  horizontal  portion 
of  the  guide  from  t"  to  k",  which  will  occupy  the  time  necessary  for  cutting  the  tapered  part  of  the 
file,  at  the  completion  of  which  the  stud  pin  will  pass  down  the  incline  from  k"  to  /",  canting  the  other 
end  of  the  pawl  g",  consequently  withdrawing  it  from  the  rack,  and  preventing  any  further  movement 
of  the  weight  on  the  lever  u.  the  cutters  //  advancuig  within  a  uniform  distance  of  each  other  after 
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that  point.  Two  bearings  are  raised  from  the  plate  b'  which  support  a  shaft  /' ;  this  is  furnished  with 
two  screws,  one  being  what  is  termed  a  right  and  the  other  a  left  hand  thread,  corresponding  with 
screws  in  the  toggles  d'  d' ;  these  are  adjusted  by  the  hand-wheel  on  the  end  of  the  shaft  so  as  to  suit 
the  thickness  of  tiie  first  cut,  commencing  at  the  thinnest  part  of  the  blank  g.  Tliis  screw  shaft  is  con- 
tinued beyond  the  bearing  at  tlie  opposite  end  from  the  hand-wheel,  and  furnished  with  a  ratchet-wheel 
q;  this  is  brought  into  action  as  the  plate  t"  and  cam  are  gradually  turned  round,  it  being  connected 
thereto  by  a  spring  s  which  depresses  one  end  of  a  lever  r,  supported  by  the  framing,  the  other  end  car- 
rying a  pawl,  which,  when  sufficiently  elevated  by  the  action  of  tlie  machine,  will  be  brought  into  con 
tact  with  the  ratchet  q,  as  it  traverses  backwards  and  forwards  with  the  plate  b',  at  each  movement 
causing  the  ratchet  to  turn  one  tooth,  thereby  actuating  the  toggles  d'  d'  in  the  re.quisite  manner  to  form 
an  additional  compensation  for  the  loss  of  power  before  mentioned  in  maintaining  the  requisite  amount 
of  advance  of  the  cutters. 

The  patentee  claims,  first,  the  general  arrangement  of  machinery  or  apparatus  whereby  the  teeth  of 
a  file  or  rasp  may  be  cut  with  great  regularity,  and  on  both  sides  of  the  said  blank  at  one  and  the  same 
time.  Secondly,  the  combination  of  the  cam  with  this  machine,  together  with  the  increasing  power  of 
the  weight  for  the  purpose  of  keeping  up  a  compensatory  power  for  the  loss  occasioned  by  the  decreas- 
ing obtuse  angle  formed  by  the  progressive  levers  c'  c',  as  the  range  of  their  advancing  movement  is 
restricted. 

FILING.  The  use  of  tlie  file  is  more  difficult  tlian  that  of  the  generality  of  mechanical  tools,  from 
the  circumstance  of  the  file  possessing,  in  a  very  inferior  degree,  the  guide  principle,  the  influence  of 
which  principle,  affects  all  tools,  from  the  most  simjile  cutting  tool  used  by  hand,  to  the  most  complex 
cutting  machine  or  engine. 

Commencing  with  the  position  of  the  work,  it  is  in  all  cases  desirable  that  the  surface  to  be  filed 
should  be  placed  horizdntally,  and  the  general  rule  for  the  height  of  the  work  above  the  ground  is,  that 
the  surface  to  be  filed  should  be  nearly  level  with  the  elbow  joint  of  the  -workman.  Some  latitude  is, 
however,  required  in  respect  to  the  magnitude  of  the  works,  as  Avhen  they  are  massive,  and  much  is  to 
be  filed  off  from  them,  it  is  desirable  that  the  work  should  be  a  trifle  lower  than  the  elbow ;  when  the 
work  is  minute  and  delicate,  it  should  be  somewhat  higher,  so  that  the  eye  may  be  the  better  able  to 
add  its  scrutiny  to  that  of  the  sense  of  feeling  of  the  hand,  upon  which,  principally,  the  successful  prac- 
tice depends. 

It  is  apparent  that  the  most  direct  way  of  producing  a  flat  surfiice  with  the  file,  would  be  to  select 
a  file  tlie  face  of  which  was  absolutely  flat,  and  that  should  be  moved  in  lines  absolutely  straight ;  but 
there  are  certain  interferences  that  prevent  these  conditions  being  earned  out.  First,  although  it  is  de- 
sirable to  employ  files  that  are  as  nearly  straight  as  possible,  and  that  are  also  fixed  straightly  in  their 
handles,  yet  very  few  files  possess  this  exactitude  of  form,  and  although  in  the  attempt  to  obtain  this 
perfection,  some  files  are  planed  before  being  cut  with  teeth,  still  the  cutting  and  the  hardening  so  far 
invalidate  this  practice,  that  few  even  of  these  planed  files  can  retain  their  perfect  straightness.  There- 
fore, as  it  may  be  almost  taken  for  granted  that  no  files  truly  possess  the  intended  form,  it  is  better 
purposely  to  adopt  that  kind  of  irregularity,  which  the  least  interferes  with  the  general  use  of  the  in- 
strument. 


The  file,  if  concave  or  hollow  in  respect  to  its  length,  in  the  manner  coarsely  exaggerated  in  Fig.  1649, 
might  be  used  for  works  of  corresponding  convexity  ;  but  it  would  be  impossible  to  file  a  flat  surface 
therewith,  as  the  concave  file  Tvould  only  touch  the  surface  at  its  edges,  but  the  convex  side  of  the  same 
file  might,  as  in  Fig.  1650,  be  made  to  touch  any  and  every  part  of  the  surface  if  moved  in  a  right  line. 
On  this  account  most  files  are  made  thicker  and  wider  in  the  middle,  or  with  both  faces  convex,  and  the 
error  of  hardening  will  then  rarely  make  either  side  concave,  but  will  leave  both  faces  convex,  although 
differently  so ;  and  consequently,  both  sides,  notwithstanding  some  irregularity,  are  usable  upon  flat 
works,  provided  the  operator  can  move  them  in  a  right  line  across  the  work. 

It  might  be  urged  that  the  file,  from  being  itself  in  the  form  of  the  arc  of  a  large  circle,  would  reduce 
the  work  to  the  counterpart  form ;  it  is  true  this  is  the  tendency,  and  may  by  dexterity  become  the 
result,  even  on  narrow  pieces ;  but  the  contrary  error  is  more  common,  so  that  the  surface  of  the  work 
becomes  rounded  instead  of  concave  or  plane. 

The  file  held  in  the  two  hands  upon  tlie  narrow  work,  may  be  viewed  as  a  double-ended  lever,  or  as 
a  scale-beam  supported  on  a  prop ;  and  the  variation  in  distance  of  the  hands  from  the  work  or  prop 
gives  a  disposition  to  rotate  the  file  upon  the  work,  and  which  is  only  counteracted  by  habit  or  ex- 
perience. 

Assuming,  for  the  moment,  that  in  the  three  diagrams  the  vertical  pressure  of  the  right  hand  at  r, 
and  the  left  at  /,  to  be  in  all  cases  alike,  in  Fig.  1651,  or  the  beginning  of  the  stroke,  the  right  hand 
would,  from  acting  at  the  longer  end  of  the  lever,  become  depressed;  in  Fig.  1652,  or  the  central  posi- 
tion, the  hands  would  be  in  equilibrium  and  the  file  horizontal ;  and  in  Fig.  1653,  or  the  end  of  the  stroke, 
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the  left  hand  would  preponderate ;  the  three  positions  would  inevitably  make  the  work  round,  in  place 
of  leaving  it  plane  or  flat. 

It  is  true  the  diagrams  are  extravagant,  but  this  rolling  action  of  the  file  upon  the  work  is'  in  most 
cases  to  be  obser^-ed  in  the  beginner ;  and  those  practised  in  the  use  of  the  file  have,  perhaps  imcoiv 
Bciously,  acquired  the  habit  of  pressing  down  only  with  the  left  hand  at  the  commencement,  and  Mily 
with  the  riglit  hand  at  the  conclusion  of  every  stroke ;  or  negatively,  that  they  have  learned  to  avoid 
swaying  down  the  file  at  either  extreme,  and  which  bad  practice  will  necessarily  result,  if  the  operator 
have  not  at  first  a  constant  watch  upon  himself,  to  feel  that  the  file  and  work  are  always  in  true  con- 
tact, throughout  the  variable  action  of  the  hands  upon  the  instrument 

The  work,  when  small,  is  almost  invariably  held  on  the  filing-block  with  the  left  hand,  occasionally 
through  the  intervention  of  a  hand-vice.  Fig.  1657.  In  tliis  case  the  two  hands  act  in  concert,  the  right 
in  moving  the  file,  the  left  in  adjusting  the  position  of  the  work,  until  the  individual  is  conscious  of  the 
agreement  in  position  of  the  two  parts. 

Ifi-M.  __         ,„„         ^ 


Sometimes  indeed  the  partial  rotation  of  the  work,  in  order  to  adapt  the  work  to  the  file,  is  especially 
provided  for,  so  as  to  compensate  for  the  accidental  swaying  of  tlie  file ;  such  is  the  case  in  the  various 
lands  of  swing  tools,  used  by  watchmakers  in  filing  and  polishing  small  flat  works.  A  similar  end  is  more 
rarely  obtained,  on  a  larger  scale,  when  the  file  is  required  to  be  held  in  both  hands.  For  example, 
filing-boards  resembling  Fig.  1654,  and  upon  which  the  work  is  placed,  have  been  made  to  move  on 
two  pivots,  somewliat  as  a  gun  moves  on  its  trunnions ;  consequently  the  works,  when  laid  upon  the 
swinging  board,  assume  the  same  angle  as  that  at  which  the  file  may  at  the  moment  be  held. 

A  more  common  case  is  to  be  seen  in  filing  a  rectangular  mortise,  tlirough  a  cylindrical  spindle,  as  in 
Fig.  1655 ;  the  hole  is  commenced  by  drilling  three  or  four  holes,  which  are  thrown  into  one  by  a  cross- 
cut chisel,  or  small  round  file ;  and  the  work,  when  nearly  completed,  is  suspended  between  the  centres 
of  the  lathe,  so  that  it  may  freely  assume  the  inclination  of  the  file.  At  other  times,  the  cylinder  is  laid 
in  the  interval  between  the  edges  of  the  jaws  of  the  vice,  that  are  opened  as  much  as  two-thirds  the 
diameter  of  the  object,  which  then  similarly  rotates  on  the  supporting  edges ;  this  mode  is  shown  in 
Fig.  1656. 

These  three  applications  are  objectionable  in  some  instances,  as  the  file  is  left  too  much  at  liberty, 
and  the  works  are  liable  to  be  filed  hollow  instead  of  flat,  especially  if  the  file  be  rounding,  because  the 
unstable  position  of  the  work  prevents  the  file  from  being  constrained  to  act  on  any  particular  spot  that 
may  require  to  be  reduced. 

After  a  file  has  been  used  for  wrought-iron  or  steel,  it  is  less  adapted  to  filing  cast-iron  or  brass,  which 
require  keen  files ;  therefore  to  economize  the  wear  of  the  instnmaent,  it  is  used  for  a  time  on  brass  or 
cast-iron,  and  when  partially  worn,  it  is  still  available  for  filing  wrought-iron  or  steel ;  whereas,  had  the 
file  been  first  used  on  these  harder  materials,  it  would  have  been  found  comparatively  ineffective  for 
brass  and  cast-iron. 

As  a  further  mea.sure  of  economy,  the  pressure  on  the  file  should  be  always  relieved  in  the  back 
stroke,  which  otherwise  only  tends  to  wear  down  or  break  off  the  tops  of  the  teeth,  as  their  formation 
shows  that  they  can  only  cut  in  the  ordinary  or  advancing  stroke ;  the  file  should,  in  consequence,  be 
nearly  lifted  from  the  work  in  drawing  it  back,  but  it  is  not  usual  actually  to  raise  the  file  ofif  the  work, 
as  it  then  becomes  needful  to  wait  an  instant  before  the  next  stroke,  to  ensure  the  true  position  of  the 
file  upon  the  work  being  resumed ;  whereas,  if  it  is  brought  back  with  inconsiderable  pressure,  the  file 
is  not  injured,  and  the  hand  still  retains  the  consciousness  of  the  true  contact  of  the  file  and  work,  with- 
out which  the  instrument  is  used  with  far  less  decision  and  correctness  than  it  otherwise  would  be. 

Some  workmen  smooth  the  work  by  the  method  called  drmc-filing,  or  by  drawing  the  file  sidewavs 
along  the  work,  using  it  in  fact  as  a  spoke-shave  instead  of  a  file.  Another  mode  sometimes  employed 
is  to  curl  the  work  with  the  file,  by  describing  small  circles  with  the  instrument  as  m  grinding  or  pol- 
ishing, but  neither  of  these  practices  employs  the  file  teeth  in  the  mode  in  which  they  are  legitimately 
adapted  to  cut,  and  no  great  reliance  should  be  placed  upon  them.  When  smooth  surfaces  are  requirecl, 
it  is  better,  as  the  work  advances  towards  completion,  to  select  files  that  are  gradually  finer,  but  always 
to  use  them  from  point  to  heel 

When  it  is  desired  to  make  the  smooth  files  cut  wrought-iron,  steel,  and  other  fibrous  metals  very 
smoothly,  the  file  is  used  with  a  little  oil  to  lubricate  the  surfivce,  so  that  it  may  not  penetrate  to  the 
same  degree  as  it  would  if  used  dry. 

The  particles  removed  from  the  materials  operated  upon,  are  always  more  or  less  liable  to  clog  the 
file,  but  which,  particularly  when  the. instrument  is  dry,  are  partially  removed  by  giving  the  edge  of  the 
file  a  moderately  smart  blow  on  the  chaps  of  the  vice  or  the  edge  of  the  bench ;  but  particles  of  wrought- 
iron,  steel,  and  other  fibrous  metals,  are  apt  to  pin  the  file,  or  to  stick  in  so  hard  as  to  require  to  be 
picked  out  with  a  pointed  steel  wire,  which  is  run  through  the  furrow  in  which  the  pin  is  situated. 

Files  are  sometimes  cleaned  with  a  scratch-brush,  which  ig  a  cylindrical  bundle  of  fine  steel  or  brass 
wire,  lx)und  tightly  in  its  central  part,  but  allowing  the  ends  of  the  wire  to  protrude  at  both  extremities 
as  a  stiff  brush.  Occasionally  also,  a  scraper  is  used,  or  a  long  strip  of  sheet  brass,  about  an  inch  wide, 
ft  small  portion  of  the  end  of  which  is  turned  down  at  right  angles,  and  thinned  with  a  hammer ;  tlie 
■.bin  cilge  is  then  drawn  forcibly  through  the  oblique  furrows  of  the  file,  and  serves  as  a  rake  to  remove 
any  particles  of  metal  that  lodge  therein. 
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But  the  best  and  most  rapid  mode  of  cleaning  the  file,  is  to  nail  to  a  piece  of  Mood  about  two  inches 
wide,  a  strip  of  the  so-called  cotton  card,  which  constitutes  a  most  effective  brush,  and  answers  the  pur- 
pose exceedingly  well.  Some  workmen,  to  lessen  the  disposition  of  the  file  to  hold  the  file  dust,  or 
become  pinny,  rub  it  over  Avith  clialk ;  this  absorbs  any  oil  or  grease  that  may  be  on  the  file,  and,  in  a 
considerable  degree  fulfils  tlie  end  desired. 

To  remove  wood-dust  from  files,  floats,  and  rasps,  some  persons  dip  them  for  a  few  moments  into  hot 
water,  and  then  brush  them  with  a  stiff  brush.  This  plan,  although  eflective,  is  neither  general  nor 
important. 

The  principal  methods  of  fixing  works,  in  order  to  subject  them  to  the  action  of  the  file,  will  be  no- 
ticed under  the  heads.  Vice,  2hil-vice,  and  Vice-bench.  However,  many  of  the  massive  parts  of  machi- 
nery are  so  heavy,  that  gravity  alone  is  sufficient  to  keep  them  steady  under  the  action  of  the  file,  and 
for  such  as  these,  it  is  therefore  only  needed  to  prop  them  up  in  any  convenient  manner. 

A  great  number  of  small  works  are  more  conveniently  filed,  whilst  they  are  held  with  the  left  hand, 
the  file  being  then  managed  exclusively  with  the  right ;  this  enables  the  artisan  more  easily  to  judge  ol 
the  position  of  the  file.  In  such  cases,  a  piece  of  wood  /,  Fig.  1657,  called  a  filing-block,  is  fixed  in  the 
table  or  tail-vice. 

Pieces  that  are  sufficiently  long  and  bulky,  are  held  upon  the  filing-block  by  the  hand  unassistedly ; 
but  small  and  short  works  are  more  usually  fixed  in  some  description  of  hand -vice,  and  applied  in  the 

Eosition  shown  in  Fig.  1651,  and  the  vice  being  larger  than  the  work,  serves  as  a  handle,  and  affords  a 
etter  grasp. 

For  works  of  larger  size  the  hand-vices  are  progressively  larger,  as  in  Figs.  1658  and  1659  ;  some  of 
them  have  wooden  handles.  Almost  all  the  Iiand-vices  have  fly  nuts  to  be  twisted  with  the  fingers, 
but  the  most  powerful,  which  sometimes  weigh  as  much  as  about  three  pounds,  have  square  nuts  that 
are  fastened  by  a  key  or  spanner  s. 

Hand-vices  are  not,  however,  in  all  cases  employed  ;  but  small  wires  and  other  pieces  are  also  held 
in  a  species  of  pliers,  Fig.  1660,  called  pin-tongs,  or  sliding-tongs,  which  are  closed  by  a  ferule  that  is 
drawn  down  the  stem.  Fig.  1661  shows  another  variety  of  this  kind,  that  has  no  joint,  but  springs  open 
by  elasticity  alone  when  the  ring  r  is  drawn  back. 


The  small  pin-vice.  Fig.  1651,  is  used  by  watchmakers  in  filing  up  small  pins  and  other  cylindrical 
objects ;  the  jaws  are  not  united  by  a  joint,  but  are  formed  in  one  piece  with  the  stem  of  the  vice,  tlie 
end  that  constitutes  the  jaws  being  divided  or  forked ;  the  screw  and  stem  are  each  perforated  through- 
out, that  the  ends  of  long  wires  may  be  filed ;  and  the  stem  is  octangular  that  the  pin-vice  may  be 
readily  twisted  to  and  fro.  This  is  more  usual  in  the  narrow  vices.  Fig.  1658,  known  as  dog-nose  or  pig- 
nose  hand-vices,  than  in  those  with  wide  or  cross  chaps.  Figs.  165Y  and  1659. 

Many  circular  works  that  were  formerly  thus  filed,  are  now,  from  motives  of  expedition  and  accu- 
racy, more  commonly  executed  in  the  turning-lathe,  since  the  great  extension  in  the  use  of  this  ma- 
chine, which  has  become  nearly  as  general  as  the  vice  or  the  file  itself;  bv.t  frequent  occasions  still 
remain  in  which  the  hand- vice  and  file  are  thus  employed. 

In  the  pin-tongs.  Fig.  1661,  besides  the  facility  of  turning  the  instrument  round  with  the  fingers, 
from  the  reverse  end  having  a  centre  and  pulley,  the  same  spring  tongs  serve  conveniently  as  forceps 
for  holding  small  drills  to  be  worked  with  tlie  drill-bow,  and  also  for  other  purposes  in  watch-work. 

Numerous  flat  works  are  too  large,  thin,  and  irregular  in  their  superficies  to  admit  of  being  fixed 
in  the  various  kinds  of  bench-vices,  as  there  would  be  risk  of  bending  such  thin  pieces  by  the  pressure 
of  the  vice  applied  against  the  edges  of  the  work. 

The  largest  flat  works  are  simply  laid  on  the  naked  surface  of  the  work-bencli,  and  temporarily 
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held  by  half  a  dozen  or  more  pins  or  nails  driven  into  the  bench.  The  pins  Bhould  be  as  close  U 
the  margin  as  possible,  and  yet  below  the  surface  of  the  work. 

For  thin  flat  works  of  smaller  size,  the  filing-board,  Fig.  1662,  Ls  a  convenient  appendage ;  it  measures 
six  or  eight  inches  square,  and  has  a  stout  rib  on  the  under  side,  by  which  it  is  fixed  in  the  vice. 

In  fihng  thin  flat  works,  such  as  the  thin  handles  or  scales  of  penknives  and  razors,  and  the  thin 
steel  plates  used  in  pocket-knives,  cutlers  generally  resort  to  the  contrivance  represented  in  Fig.  1663 
and  known  as  &  flatting-vice. 

1C62. 


One  face  of  the  small  filing-block/,  Fig.  1657,  is  also  used  for  very  small  thin  works,  and  which  are 
prevented  slipping  from  the  file  by  the  wooden  ledge,  or  by  pins  driven  in.  In  liiany  instances,  also, 
thin  works  are  held  upon  a  piece  of  cork,  beneath  which  is  glued  a  square  piece  of  wood,  that  the 
cork  may  be  held  in  the  vice  without  being  compressed.  The  elasticity  of  the  cork  allows  the  work 
to  become  somewhat  imbedded  by  the  pressure  of  the  file,  between  which  and  the  surface-friction  it 
is  sufficiently  secured  for  the  purpose  without  pins. 

Before  any  effective  progress  can  be  made  in  filing  flat  works,  the  operator  must  be  provided  with 
the  means  of  testing  the  progressive  advance  of  the  work ;  he  should  therefore  possess  a  trtie  straight- 
edge and  a  true  surface-plate.  The  straight-edges  used  by  smiths  are  generally  of  steel,  and  although 
they  have  sometimes  a  nearly  acute  edge,  it  is  much  more  usual  to  give  them  moderate  width  ;  thus, 
in  steel  straight-edges  from  one  to  four  feet  in  length,  the  width  of  the  edge  is  from  orie-sixteentli  to  one- 
fourth  of  an  inch,  and  in  cast-iron  straight-edges  from  six  to  nine  feet  in  length,  the  width  is  usually  two 
to  three  inches. 

The  straight-edge  is  used  for  trying  the  surface  that  is  under  correction,  along  its  four  margins,  across 
its  two  diagonals,  and  at  various  intermediate  parts,  which  respective  lines,  if  all  exact,  denote  the 
surface  to  be  correct ;  but  the  straight-edge  alone  is  a  tedious  and  scarcely  sufficient  test,  and  when 
great  accuracy  is  desired,  it  is  almost  imperative  to  have  at  least  one  very  exact  plane  metallic  surface 
or  surface  plate,  by  which  the  general  condition  of  the  surface  under  formation  may  be  more  quickly 
and  accurately  tested  at  one  operation ;  and  to  avoid  confusion  of  terms,  it  is  proposed  in  all  cases, 
when  speaking  of  the  instrument,  to  employ  the  appellation  planometer,  which  is  exact  and  distinctive. 

The  flat  piece  of  cast-iron  intended  to  be  operated  upon,  having  been  chipped  all  over,  a  coarse  hand- 
file,  of  as  large  dimensions  as  the  operator  can  safely  manage,  is  selected,  and  in  the  commencement 
the  rough  edges  or  ridges  left  by  the  cliipping  chisel  are  levelled,  those  parts  however  being  principally 
filed,  that  appear  from  the  straight-edge  to  be  too  high. 

The  strokes  of  the  file  are  directed  sometimes  square  across  as  on  a  fixed  line,  or  obliquely  in  both 
directions  alternately ;  at  other  times  the  file  is  traversed  a  little  to  the  right  or  left  during  the  stroke, 
so  as  to  make  it  apply  to  a  portion  of  the  work  exceeding  the  width  of  the  file.  These  changes  in  the 
applications  of  the  file  are  almost  constantly  given,  in  order  that  the  various  positions  may  cross  each 
other  in  all  possible  directions,  and  prevent  the  formation  of  partial  hollowa  The  work  is  tried  at  short 
intervals  with  the  straight-edge ;  and  the  eye  directed  on  a  level  with  the  work  to  be  tested,  readily 
perceives  the  points  that  are  most  prominent.  After  the  rough  errors  have  been  partially  removed,  tlie 
work  is  taken  from  the  vice  and  struck  edgeways  upon  the  bench  to  shake  off  any  loose  filings,  and  it 
is  theii  inverted  on  the  planometer,  which  should  be  fully  as  large  or  larger  than  the  work.  As,  how- 
ever, it  cannot  be  told  by  the  eye  which  points  of  the  work  touch  the  planometer,  this  instrument  is 
coated  all  over  with  some  coloring  matter,  such  as  pulverized  red  chalk  mixed  with  a  little  oil,  and  then 
the  touching  places  become  colored. 

Tlie  work  is  slightly  rubbed  on  the  surface  plate,  and  then  picks  up  at  its  highest  points  some  of  the 
red  matter ;  it  is  refixed  in  the  vice,  and  the  file  is  principally  used  m  the  vicinity  of  the  colored  parts, 
with  the  occasional  test  of  tl>e  straight-edge,  and  after  a  short  period  the  work  is  again  tried  on  the 
planometer. 

Tills  process  is  continually  repeated,  and  if  watchfully  performed  it  ■will  be  found  that  the  points  of 
contact  will  become  gradually  increased. 

The  grooved  or  roughing-out  cutter  is  employed  in  the  commencement,  because  it  more  rapidly  pene- 
trates the  work,  and  a  few  strokes  are  given  to  crop  off  the  highest  points  of  the  surface ;  the  furrows 
made  by  the  serrated  cutter  are  then  nearly  removed  with  the  file,  which  acts  more  expeditiously 
although  less  exactly  than  the  plane,  and  in  this  manner  the  grooved  plane  iron  and  the  coiu-se  file  are 
alternately  used.  In  the  absence  of  the  planometer,  the  metal  pLxne  assumes  a  greatly  increased 
degree  of  importance. 

As  tlie  work  becomes  gradually  nearer  to  truth,  the  groove^  cutter  is  exchanged  for  that  with  a  con- 
tinuous or  smooth  edge  ;  a  second-cut,  or  bastard  file,  hand  is  also  selected,  and  the  same  alternation  of 
planing  and  filing  is  persevered  in,  the  plane  serving  as  it  were  to  direct  the  file,  until  it  is  found  that 
the  plane  iron  acts  too  vigorously,  as  it  is  scarcely  satisfied  with  merely  scraping  over  the  surface  of  the 
cast-iron ;  but  when  it  acts  it  removes  a  shaving  having  a  nearly  measurable  thickness,  and  therefore, 


FILING.  647 

although  the  hand-plane  may  not  injure  the  general  truth  of  the  surface,  it  will  prevent  the  work  from 
being  so  delicately  acted  upon,  as  the  continuance  of  the  process  now  demands ;  a  smoother  hand  file  ia 
consequently  alone  employed  in  furthering  the  work. 

If  the  piece  of  cast-iron  should  have  been  turned  in  the  latlie,  or  planed  in  the  planing  machine. 
Instead  of  having  been  wrought  entirely  witli  the  chipping  chisel,  plane,  and  file,  the  former  instructions 
would  be  uncalled  for,  as  tlie  remaining  steps  alone  would  remain  to  be  followed. 

It  is  now  often  usual  to  discontinue  the  use  of  the  file,  and  to  prosecute  the  work  with  a  scraper, 
which  having  a  sharp  edge,  instead  of  a  broad  and  abrading  surface,  may  be  made  to  act  with  far  more 
decision,  on  any,  even  the  most  minute  spot  or  point.  A  worn-out  triangular  file,  ground  at  the  end  on 
all  the  faces,  so  as  to  make  tliin  keen  edges,  is  generally  used  as  the  scraper ;  this  should  be  keenly 
sharpened  on  an  oil-stone,  so  as  to  act  without  requiring  much  pressure,  which  would  only  fill  the  work 
with  stria;  or  utters. 

In  producing  metallic  surfaces  the  constant  effort  should  be  to  reduce  all  the  high  places  with  as 
much  expedition  as  circumstances  will  admit,  but  avoiding,  on  the  other  hand,  that  energetic  use  of  the 
tool,  which  may  too  hastily  alter  the  condition  of  the  surface,  and  in  expunging  the  known  errors,  induce 
others  equal  in  degree  but  dififerently  situated.  Throughout  the  work,  attempt  should  be  made  to  keep 
the  points  of  bearing,  whether  few  or  many,  as  nearly  equidistant  as  may  be,  instead  of  allowing  them 
to  become  grouped  togetlier  in  large  patches. 

The  periods  of  alternation  between  the  hand-plane  and  the  file,  and  also  the  times  when  these  are 
successively  rejected,  in  favor  of  the  scraper  as  the  finishing  tool,  must  be  in  great  measure  left  to  the 
judgment  of  the  operator. 

Tliere  should  be  a  frequent  exambation  of  the  work  by  means  of  the  straight-edge  and  planometer, 
which  latter  should  at  all  times  be  evenly  tinted  with  the  color. 

It  is  not  to  be  supposed  that  it  is  in  every  case  needful  to  proceed  in  the  careful  and  progressive 
mode  just  described,  as  the  parts  of  different  works  require  widely  different  degrees  of  perfection  as  to 
flatness.  For  instance,  in  many  it  is  only  necessary  tliey  should  be  clean  and  bright,  and  have  the 
semblance  of  flatness ;  with  sucli,  even  the  straight-edge  is  little  if  at  all  used  as  a  test.  Those  surfaces 
by  which  the  stationary  parts  of  framings  are  attached,  require  a  moderate  degree  of  accuracy,  such  as 
may  be  comparable  with  the  perfection  in  the  hewn  stones  of  a  bridge,  which  require  to  be  flat,  in  order 
that  tliey  may  bear  fairly  against  each  other,  as  without  a  certain  degree  of  truth,  the  stone  might 
break  from  the  unequal  strain  to  which  it  would  be  exposed. 

The  flat  parts  of  metallic  works,  if  similarly  imperfect,  would  bend,  and  perhaps  distort  the  remainder ; 
but  although  it  is  of  great  importance  that  bearing  surfaces  should  be  out  of  winding,  or  not  twisted,  it 
is  by  no  means  important  that  such  bearing  surfaces  should  be  continuous,  as  a  few  equally  scattered 
bearing  points  frequently  suffice.  Thus  it  was  the  common  practice  before- the  general  introduction  of 
the  planing  machine,  to  make  fillets  around  the  margin  of  the  bearing  surf\ices  of  castings,  which  fillets 
alone  were  corrected  with  the  chisel  and  coarse  file,  for  the  juxtaposition  of  the  larger  pieces  or  frame- 
work of  machines,  the  intermediate  spaces  being  left  depressed  and  out  of  contact.  This  mode  sufficed, 
provided  the  pressure  of  the  screw-bolts  could  not,  by  collapsing  the  hollow  places,  distort  the  castings, 
with  which  view  chipping  places  were  also  generally  left  around  the  bolt-holes  of  the  work:  this  method 
greatly  reduced  the  labor  of  getting  up  such  works  by  hand ;  but  fillets  and  chipping  places  are  now  in 
a  great  measure  abandoned.  Smaller  and  more  delicate  works,  requiring  somewhat  greater  accuracy 
than  those  just  described,  are  left  from  smoother  files,  but  in  most  cases  without  the  necessity  of 
scraping ;  but  the  rectilinear  slides  and  moving  parts  of  accurate  machinery,  and  the  trial  or  surface- 
plates  of  the  mechanician,  require  beyond  all  other  works  the  most  dexterous  use  of  the  file. 

Until  very  recently,  when  the  points  of  bearing  had  been  so  multiplied  by  the  file  and  scraper,  as  not 
to  exceed  about  half  an  inch  in  average  distance,  and  that  a  still  higher  degree  of  accuracy  was  desired ; 
it  was  the  ordinary  practice  to  attempt  the  obliteration  of  these  minute  errors  by  the  method  of 
grinding. 

That  two  surfaces  which  are  very  nearly  accurate,  if  ground  together  for  a  very  short  time,  do  in  some 
degree  correct  each  other,  is  true,  but  it  has  been  long  and  well  known,  that  a  continuance  of  the 
grinding  is  very  dangerous,  and  apt  to  lead  the  one  surface  to  become  convex,  and  the  other  concave  in 
a  nearly  equal  degree,  and  on  this  account  three  pieces  were  usually  operated  upon  that  the  third  might 
act  as  an  umpire,  as  although  two  pieces  possessing  exactly  opposite  errors  may  appear  quite  to  agree, 
the  third  cannot  agree  with  each  of  these  two  until  they  have  all  been  made  alike,  and  quite  plane 
surfaces. 

But  the  entire  process  of  grinding,  although  apparently  good,  is  so  fraught  with  uncertainty,  that 
accurate  mechanicians  have  long  agreed  that  the  less  grinding  that  is  employed  on  rectilinear  works 
the  better. 

A  further  and  equally  important  advantage  results  from  the  discontinuance  of  grinding,  as  regards  the 
slides  and  moving  parts  of  machinery.  Some  of  the  grinding  powder  is  always  absorbed  in  the  pores 
of  the  metal,  by  which  the  metallic  surfaces  are  converted  into  species  of  laps,  so  that  the  slides  and 
works  carry  with  them  the  sources  of  their  depreciation  and  even  destruction. 

The  former  instructions  have  been  restricted  to  the  supposition  that  only  one  of  the  superficies  of  the 
work  was  required  to  be  made  plane  or  flat ;  but  it  frequently  happens  in  rectangular  works,  such  as 
the  piece  ABC,  Fig.  1664,  that  aU  six  surfaces,  namely,  the  top  and  bottom  A  a,  the  two  sides  B  b,  and 
the  two  ends  C c,  all  require  to  be  corrected  and  made  in  rectangular  arrangement,  (the  surfiices  abc 
being  necessarily  concealed  from  view,)  and  therefore  some  particulars  of  the  ordinary  method  of  pro- 
ducing these  six  surfaces  will  be  added. 

ITie  general  rule  is  first  to  file  up  the  two  largest  and  principal  faces  A  and  a,  and  afterwards  the 
smaller  faces  or  edges  B  b,  and  C  c.  The  principal  faces  A  a,  especially  when  the  pieces  are  thin,  )uuBt 
be  proceeded  with  for  a  period  simultaneously,  because  of  the  liability  of  all  materials  to  spring  and 
alter  in  their  form  with  the  progressive  removal  of  their  substance,  and  on  this  account  the  work 
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whether  thick  or  thin,  is  frequently  prepared  to  a  certain  stage  at  every  part,  before  the  final  correcti(« 
is  attempted  of  any  one  part 

The  straight-edge  and  surface-plate  are  lequired  to  prove  that  each  of  the  faces  A  and  a  is  a  plans 
surface,  and  the  callipers  or  a  similar  gage  is  also  needful,  to  prove  them  to  be  in  parallehsm.  Calli- 
pers, unless  provided  with  set  screws,  are  very  liable  to  be  accidentally  shifted,  and  it  is  needful  to  use 
them  with  caution,  other\vise  their  elasticity,  arising  from  the  length  of  their  legs,  is  apt  to  deceive. 
There  are  gages,  such  as  Fig.  1665,  with  short  parallel  jaws  that  open  as  on  a  slide,  and  are  fixed  by  n 
side  screw;  and  a  still <nore  simple  and  very  safe  plan  is  to  file  two  rectangular  notches,  in  a  piece  o( 
sheet-iron  or  steel,  as  in  Fig.  1666,  the  one  notch  exactly  of  the  finished  thickness  the  work  is  required 
to  possess,  the  other  a  little  larger  to  serve  as  the  coarse  or  preliminary  gage. 


1664. 


Sometimes  the  one  face  of  the  work,  or  A,  having  been  filed  moderately  flat,  a  line  is  scored  around 
the  four  sides  of  the  work  with  a  metal  marking-gage,  the  same  in  principle  as  the  marking-gage  of  the 
joiner.  At  other  times  the  corrected  face  A  is  laid  on  a  planoraeter  larger  than  the  work,  and  the 
marginal  line  is  scribed  on  the  four  edges  by  a  scribing  point  p,  Fig.  1664,  projecting  from  the  sides  of 
a  little  metal  pedestal  that  bears  truly  on  the  surface-plate. 

Chamfers  or  bevelled  edges  are  then  filed  around  the  four  edges  of  the  face  a,  exactly  to  terminate 
on  the  scribed  lines :  the  central  part  of  a  can  be  reduced  with  but  little  watchfulness,  until  the  marginal 
chamfers  are  nearly  obliterated.  This  saves  much  of  the  time  that  would  be  otherwise  required  for 
investigating  the  progress  made ;  but  towards  the  last,  the  callipers  and  planometer  must  be  carefully 
and  continually  used,  to  assist  in  rendering  A  and  a  at  the  same  time  parallel  and  plane  surfaces. 

The  two  principal  edges  B  h  are  then  filed  under  the  guidance  of  a  square ;  the  one  aim  of  the  square 
is  applied  on  A  or  a  at  pleasure,  as  in  joinery  work ;  or  if  the  square  have  a  thick  back  it  may  be 
placed  on  the  planometer,  as  at  s.  Fig.  1 664 ;  if  preferred,  the  work  may  be  supported  on  its  edge  B 
upon  the  planometer,  and  the  back  square  also  applied,  as  at  s,  in  which  case  the  entire  length  of  the 
blade  of  the  square  comes  into  operation,  and  the  iiTegularities  of  the  plane  B  are  at  the  same  time 
rendered  obvious  by  the  planometer. 

Another  very  convenient  test  has  been  recommended  for  this  part  of  the  work,  namely,  a  stout  bar, 
such  as  r,  Fig.  1664,  the  two  neighboring  sides  of  which  have  been  made  quite  flat  and  also  square  with 
each  other.  When  the  work  and  trial-bar  are  both  laid  down,  the  one  side  of  the  bar  presents  a  truly 
perpendicular  face,  which  may,  by  the  intervention  of  coloring  matter,  be  made  to  record  on  the  work 
itself,  the  points  in  which  B  differs  from  a  rectangular  and  vertical  plane. 

When  the  edge  B  has  been  rendered  plane  and  square,  the  opposite  edge  h  may  in  its  turn  be 
marked  either  with  the  gage  or  scribing-p'oint  at  pleasure ;  the  four  edges  of  6  may  be  then  chamfered, 
and  the  entire  surface  of  6  is  afterwards  corrected,  (as  in  producing  the  second  face  a,)  under  the 
guidance  of  the  square,  callipers,  rectangular  bar,  and  surface-plate,  or  some  of  these  tests. 

I'he  ends  C  c  now  claim  attention,  and  the  marginal  line  is  scribed  around  these  by  the  aid  of  the 
back  square  alone ;  but  the  general  method  so  closely  resembles  that  just  described  as  not  to  call  for 
additional  particulars. 

Should  one  edge  of  the  work  be  inclined,  or  bevelled,  as  in  the  three  following  figures,  in  which  the 
works  are  shaded,  to  distinguish  them  from  the  tools,  the  rectangular  parts  are  always  first  wrought. 


and  then  the  bevelled  edges,  the  angles  being  denoted  by  a  bevel  instead  of  a  square ;  either  with  a 
bevel  having  a  movable  blade,  Fig.  1667,  or  by  a  bevelled  templet  made  of  sheet  metal,  as  in  Figs.  1668 
or  1669,  which  latter  cannot  get  misadjusted.  Tlie  bevelled  edge  of  the  work  is  also  applied  if  possible 
on  tlie  planometer ;  in  fact,  the  planometer  and  bevel  are  conjointly  used  as  the  tests.    Bevelled  works 
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are  either  held  in  the  vice  by  aid  of  the  chamfer-clamps,  or  they  are  laid  in  wooden  troughs,  -with 
Ejrooves  so  inclined,  tiiat  tlic  edge  to  be  filed  is  jJaced  horizontally.  Triangular  bars  of  equilateral  sec 
tion  are  thus  filed  in  troughs,  tJie  sides  of  which  meet  at  an  angle  of  60  degrees,  as  in  P'ig.  IGTO. 

The  succeeding  examples  of  works  with  many  plane  surfaces  are  objects  with  reVtates  and  grooves, 
as  represented  in  Figs.  1671  to  1674.  Pieces  of  the  sections.  Figs.  1671  and  1672,  supposing  them  to 
be  short,  would  in  general  be  formed  in  the  solid,  either  from  forgings  or  castings,  as  the  case  might  be ; 
the  four  exterior  and  more  accessible  faces  would  be  filed  up  square  and  true,  and  afterwards  the 
interior  foces,  with  a  due  regard  to  their  parallelism  with  the  neighboring  parts,  just  after  the  mode 
already  set  forth.  The  safe-edge  of  the  file  is  now  indispensable ;  as  in  filing  the  face  b  the  safe-edge 
of  the  file  is  allowed  to  rub  aj;ainst  the  face  a  of  the  work,  and  which  therefore  serves  for  its  guidance ; 
and  in  filing  the  face  a  the  side  6  becomes  the  guide  for  the  file.  The  groove  in  Fig.  1672  requii-es  a 
safe-edge  square  file. 

When,  however,  jaieces  of  these  sections,  but  of  greater  lengths,  have  to  be  produced  by  means  of  the 
file  alone,  it  is  more  usual  to  make  them  in"  two  or  three  pieces  respectively,  as  shown  detached  jn  FigS; 
1673  and  1674 ;  and  which  pieces  are  first  rendered  parallel  on  their  several  edges,  and  are  then  united 
by  screws  and  steady  pins. 

In  works  of  these  kinds,  which  have  rebates,  grooves,  internal  angles,  or  cavities,  the  square,  with  a 
sliding  blade,  shown  in  Fig.  1672,  is  very  useful,  as  the  blade  serves  as  a  gage  for  depth,  besides  acting 
as  a  square,  the  one  arm  of  which  may  be  made  of  the  precise  measure  of  the  edge  to  be  tried.  This 
instrument  is  often  called  a  turning  square,  as  it  is  particularly  useful  for  measuring  the  depth  of  boxes 
and  other  hollowed  works  turned  in  the  laChe. 

In  making  straight  mortises,  as  at  s  s,  Fig.  1675,  unless  the  groove  is  roughly  formed,  at  the  forge,  or 
in  the  foundry,  it  is  usual  to  drill  holes  nearly  as  large  as  the  width  of  the  mortise,  and  in  a  straight 
line ;  the  holes  are  then  thrown  into  one  another  by  a  round  file,  or  a  cross-cutting  chisel,  and  the  sides 
of  the  mortise  are  afterwards  filed  square  and  true. 


1676. 


For  a  circular  mortise  c  c  the  mode  is  just  the  same,  with  the  exception  that  the  holes  are  made  on  a 
circular  line ;  and  that,  instead  of  a  flat  file  being  used  throughout,  a  half-round  or  a  crossing  file  is 
used  for  the  concave  side  of  the  mortise. 

Short  rectangular  mortises,  or  those  which  may  be  rather  considered  to  be  square  holes,  as  in  Fig. 
1676,  would,  if  large,  be  prepared  by  forging  or  casting  the  material  into  the  form;  and  then  the  six 
exterior  faces  having  been  corrected,  the  aperture  would  be  filed  on  all  sides  under  guidance  of  some 
of  the  various  tests  before  referred  to.  And  in  such  a  case  it  is  convenient  to  employ  a  small 
square  s,  in  the  form  of  a  right-angled  triangle,  to  which  is  attached  a  wire  that  may  serve  as  a  handle, 
whereby  the  square  may  be  applied  at  any  part  within  the  mortise  without  the  sight  of  the  workman 
being  intercepted  by  his  own  fingers.  Sometimes  also  a  cubical  block  filed  truly  on  four  of  its  faces  to 
the  exact  dimensions  of  the  aperture,  is  used  as  a  measure  of  the  parallelism  and  flatness  of  the  four 
interior  faces. 

The  method  first  to  be  described  is  one  that  is  considerably  used  in  thick  pieces  of  metal,  for  making 
holes  ditlering  from  the  circular  form,  such  as  square,  hexagonal,  triangular,  elliptical,  and  other  holes, 
by  first  drilling  a  round  hole,  and  then  enlarging  and  changing  the  section  of  the  circular  hole  by  a  taper 
punch,  better  known  as  a  drift,  which  tool  is  made  of  steel,  and  exactly  of  the  same  section  as  that 
required  in  the  hole ;  the  drift  is  hardened  and  tempered  before  use. 

fhe  drift  for  a  taper  square  hole  is  made  as  in  Fig.  1677,  or  simply  as  a  square  pj^ramid,  considerably 
longer  than  the  hole  required ;  a  round  hole  is  first  drilled  in  the  work,  just  large  enough  to  admit  the 
small  end  of  the  drift,  which  is  then  driven  in ;  its  angles  indent  and  force  out  the  metal,  making  it  first 
like  the  magnified  line  m,  and  ultimately  exactly  square,  unless  by  mistake  the  hole  were  drilled  too 
large,  when  the  circular  parts  would  not  be  quite  obliterated.  If  admissible,  the  endlong  blows  on  the, 
drift  are  mingled  with  a  few  blows  on  the  sides  of  the  work,  as  at  b  b,  or  parallel  with  the  sides  of  the 
drift,  which  cause  the  metal  to  adapt  itself  more  readily  to  the  tool.  The  drift  must  not,  however,  be 
used  too  violently,  for  as  it  acts  as  a  wedge,  it  may  burst  open  the  work,  and  which  latter  is  therefore 
mostly  left  strong  and  rough  before  being  drifted ;  and  generally,  when  the  angles  have  been  somewhat 
indented,  they  are  partly  filed  out,  and  completed  by  the  alternate  employment  of  the  file  and  drift, 
the  marks  made  by  the  latter  serving  continually  to  indicate  the  parts  to  be  removed  with  the  file. 

Taper  square  holes,  such  as  those  in  the  chucks  for  drills,  are  made  with  some  facility.  The  chuck  is 
first  drilled  on  its  own  mandrel,  and  the  drift  is  put  in  the  four  different  ways  in  succession,  that  the 
errors  incidental  to  its  form  may  be  scattered  and  lost;  the  chuck  is  also  placed  on  the  mandrel  at 
intervals,  with  the  drift  in  its  place,  that  the  drift  may  show,  as  it  revolves,  whether  or  not  the  hole  is 
ecncentric.     When  it  is  required  that  the  drifted  hole  should  be  parallel  instead  of  taper,  the  drift  b 
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made  as  in  Fig.  IdtS ;  that  is,  parallel  for  «  short  portion  in  the  middle  of  its  length,  and  tlie  eztrcfpitiet 
alone  are  tapered  so  as  to  make  the  tool  smaller  at  eacli  end ;  the  work  is  therefore  tirst  gradually 
enlarged  to  admit  tlie  largest  part  of  tlie  drift,  and  the  parallel  part  is  then  driven  through  the  work, 
and  renders  the  inner  surface  of  the  same  a  true  counterpart  of  the  drift,  if  proper  care  have  beea  taken. 
In  some  few  cases  the  sides  of  the  drifts  are  notched  with  a  file,  so  as  to  act  as  teeth ;  but  this  is  not 
general 

When  drifts  are  used,  the  interior  surfaces  are  often  completed  before  the  exterior.  The  holes  are 
first  drifted  whilst  the  work  is  larger  than  its  intended  size,  and  afterwards  the  exterior  part  is  filed  or 
turned,  as  the  case  may  he,  from  the  hole,  that  is,  the  hole  is  made  the  basis  of  the  measurement  of  the 
exterior  portions  of  the  work. 

In  making  by  hand  the  key-ways  in  the  round  holes  of  the  wheels,  it  is  to  be  observed,  that  it  is 
common  to  turn  a  cyUndrical  plug  exactly  to  fill  the  hole,  and  to  make  a  notch  in  the  plug  as  wide  as 
the  intended  key-way  and  parallel  with  the  axis ;  the  plug  is  shown  at  g,  Fig.  1679.  A  piece  of  steely 
is  then  filed  parallel,  and  exactly  to  fit  the 
notch,  and  its  edge  is  cut  as  a  file,  and  used  as 
such  within  the  guide-block,  the  latter  being  at 
the  time  inserted  in  the  hole  of  the  wheel  In 
this  case  the  block  becomes  the  director  of  the 
file,  and  the  notches  in  any  number  of  wheels 
are  made  both  parallel  and  axial,  and  the  only 
precaution  that  remains  to  be  observed  is  in  the 
depth  of  the  notches,  and  this  is  not  always  im- 
portant ;  the  depth  may  however  be  readily  de- 
termined by  making  the  grooves  at  first  a  little 
shallower  than  their  intended  depth,  and  then, 
the  plug  having  been  removed  Irom  the  hole,  a 
stop  is  attached  to  the  side  of  the  file,  parallel 
with  its  edge,  as  at  s,  to  prevent  its  penetrating 
beyond  the  assigned  depth. 

In  filing  works  tliat  are  convex,  flat  files  are  always  used,  and  the  file  is  necessarily  applied  as  a 
tangent  to  the  curve ;  and  in  filing  concave  works  round  and  half-round  files  are  used,  and  in  some 
cases  they  are  selected,  nearly  or  exactly  as  counterparts  of  the  hollows  to  be  wrought. 

The  manipulation  of  the  file  upon  curvilinear  works  is  entirely  different  from  that  required  to  produce 
a  plane  surface,  in  which  latter  case  the  work  is  held  at  rest  and  the  hands  are  moved  as  steadily  as 
possible  in  right  lines ;  but  in  filing  curved  works  an  incessant  change  of  direction  is  important,  and  so 
iar  as  practicable,  either  the  file,  or  the  work,  is  made  to  rotate  about  the  axis  of  the  curve  to  be 
produced. 

A  semicircular  groove  of  half  an  inch  radius,  as  in  Fig.  1680,  would  be  most  easily  filed  with  a  round 
file  of  nearly  the  same  curvature,  and  the  correspondence  between  the  file  and  work,  and  consequently 
of  their  axes  likewise,  would  render  the  matter  very  easy ;  but  the  file,  from  the  irregularity  of  its 
teeth,  would  leave  ridges  in  the  work,  unless  in  every  stroke  it  were  also  twisted  to  and  fro  axially  by 
the  motion  of  the  wrist,  and  occasionally  in  the  reverse  direction,  so  that  the  furrows  made  by  the  teeth 
might  cross  each  other.  If  the  groove  to  be  filed  had  a  diameter  of  three  or  four  inclies,  although  the 
file  might  be  selected  to  correspond  in  curvature  with  the  groove,  as  it  would  not  embrace  the  entire 
hollow,  the  twisting  and  traversing  of  the  file  would  be  imperative  in  order  to  arrive  at  all  parts  of  the 
work. 

1680.  16SI.  1682. 


Under  ordinary  circumstances  it  is  certainly  best  that  the  curvature  of  the  file  and  work  should  agree 
as  nearly  as  possible :  but  it  is  obvious  that  the  file,  if  more  convex  than  the  work,  can  only  touch  the 
latter  at  one  part,  as  at  a.  Fig.  1681 ;  whereas,  if  the  file  is  less  convex,  or  flatter,  than  the  work,  it  will 
act  at  two  places,  as  at  bb,  Fig.  1682.  Cutlers,  in  fihng  out  the  bows  of  scissors,  always  avail  them- 
selres  of  tins  circumstance,  and  until  nearly  the  conclusion,  use  files  flatter  or  less  convex  than  the  work. 

In  fihng  concave  works,  there  is  but  little  choice  of  position,  as  the  file  is  always  parallel  with  the 
axis  of  the  curve,  as  in  the  dotted  line  in  Fig.  1683;  but  in  convex  works,  such  as  Fig.  1684,  the  file  may 
be  applied  either  parallel  with  the  axis  as  at  pp,  or  transversely  thereto  as  at  tt.  In  general,  how- 
ever, the  work  would  be  fixed  obliquely  as  in  Fig.  1685,  and  the  file  would  be  first  used  transversely 
for  some  one  or  two  strokes,  at  an  inchnation  of  about  30  degrees  with  the  horizontal  line,  as  at  a,  so  as 
nearly  to  agree  with  the  straight  side  of  the  object ;  the  file  would  be  successively  raised  to  tlie  liorizon- 
tal,  and  depressed  in  the  same  degree  on  the  other  side ;  in  fact,  proceeding  through  the  positions  abc. 
Fig.  1686,  at  some  eight  or  ten  intervals,  and  wliich  would  tend  to  make  as  many  insignificant  ridges 
upon  the  work.  The  ridges  would  be  then  melted  together  by  swinging  the  hands  from  the  position 
a  to  c  in  every  stroke,  to  be  repeated  a  few  times ;  but  as  the  entire  semicircle  could  not  be  embraced 
at  one  stroke,  the  work  would  be  re-fixed  in  two  or  more  positions,  so  as  to  divide  the  operation  into 
about  three  stages. 

A  more  exact  although  loss  energetic  method  would  be  to  place  the  file  parallel  with  the  axis,  as  on 
vp.  Fig.  1684,  and  to  sweep  round  the  curve  principally  by  the  twisting  motion  of  the  wrist.    A  third 
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mode,  frequently  adopted  in  such  small  pieces  as  can  be  held  upon  the  filing-block  with  the  hand-vice, 
is  to  swing  the  work  upon  its  axis,  and  to  use  the  file  with  the  ri^ht  hand,  as  if  on  a  flat  surface. 

Some  works  are  curvilinear  in  both  directions,  such  as  curved  arms  and  levers  with  rounded  edges ; 
many  of  these  kinds  are  completed  by  draw-filing  them,  or  rubbing  the  file  sideways  or  laterally  around 
the  curve,  instead  of  longitudinally  as  usual.  The  great  majority  of  curved  works  are  moulded  and 
formed  prior  to  the  application  of  the  file,  which  is  then  jjrincipally  used  to  smooth  and  brighten  them — 
other  works  are  shaped  almost  entirely  with  the  file,  assisted  by  outlines  drawn  on  the  pieces  them- 
selves— and  again  ottier  works  are  shaped  with  the  file,  under  the  guidance  of  templets  or  pattern-plates 
of  hardened  steel.     Some  observations  will  be  offered  on  all  three  of  these  modes. 


1683. 


1684. 
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Firstly,  in  respect  to  filing  up  metal  works  that  have  been  accurately  shaped  by  founding  or  forging, 
little  or  nothing  remains  to  be  added,  as  the  only  object  is  to  act  on  every  part  of  curvilinear  surfaces 
in  the  most  expeditious  and  commodious  manner,  with  the  general  aim  of  reducing  any  trifling  errors 
of  form  that  may  already  exist  in  them,  and  avoiding  the  introduction  of  new  ones ;  which  circumstances 
call  for  the  frequent  scrutiny  of  the  eye,  and  an  incessant  yet  judicious  variation  in  the  position  of  the 
hands. 

Secondly,  curved  works  that  are  moulded  or  formed  almost  entirely  with  the  file.  These  are  blocked 
out  square,  and  the  outlines  of  the  curves  are  drawn  on  the  ends  and  sides  of  the  pieces,  to  guide  the 
file  in  a  manner  analogous  to  the  routine  pursued  by  carpenters,  masons,  and  other  artisans.  For  in- 
stance, to  form  a  bead,  as  in  Fig.  1686,  the  work  is  prepared  of  a  nearly  rectangular  form,  and  the  half 
circle  having  been  drawn  at  each  end,  the  angles  of  the  works  are  coarsely  removed  at  about  45  de- 
grees, making  the  end  a  semi-octagon ;  sometimes  the  four  angles  are  farther  reduced,  giving  to  the 
work  eight  facets,  prior  to  their  being  thrown  together  in  making  the  general  curve.  If  these  sides  are 
made  with  only  a  very  moderate  degree  of  exactness,  they  will  greatly  tend  to  preserve  the  uniformity 
of  section  throughout. 
1686. 


Many  workmen,  when  they  have  removed  the  two  principal  angles  at  45  degrees,  make  a  chamfer 
entirely  around  the  semicircle  at  each  end,  to  guide  the  file  in  hastily  reducing  the  principal  bulk  of 
the  material.  It  is  also  desirable  that  the  straight-edge  should  be  frequently  applied  along  the  axis  of 
the  curve,  at  various  parts,  during  the  progress  of  the  work. 

Should  the  entire  piece,  Fig.  168Y,  have  to  be  made  from  a  solid  block,  two  cuts  a  and  h,  made  with 
the  saw,  would  remove  the  corner.  The  round  part  of  the  bead  would  be  made  as  before,  and  previous 
to  filing  the  IjoUow,  it  would  be  chamfered  on  the  line  c ;  a  half-round  file,  of  less  curvature  than  the 
hollow  itself,  would  be  first  sunk  in  the  middle  of  the  chamfer,  and  the  hollow  would  be  deepened  and 
extended  sideways,  always  maintaining  an  easy  curve,  until  it  reached  the  marginal  lines  where  the 
hollow  meets  the  plane  surfaces. 

Where  hollows  run  on  to  right  lines  as  at  a,  Fig.  1688,  there  is  some  risk  of  making  a  break  in  the 
junction,  either  from  the  curve  sinking  below  the  right  line,  as  at  I,  or  from  the  straight  line,  as  at  c, 
advancing  too  far  and  breaking  in  upon  the  curve.  On  this  account  a  break  or  fillet  is  usually  made  at 
the  part  as  at  d,  or  else  it  is  usual  primarily  to  give  that  form,  by  filing  the  flat  first,  and  then  sinking 
down  the  hollow  just  to  meet  it,  and  at  the  conclusion  letting  the  half-round  file  run  a  little  way  on  to 
the  right  line.  Some,  however,  prefer  the  opposite  course,  or  that  of  sinking  the  hollow  to  its  full  depth, 
and  then  filing  down  the  remainder  with  the  flat  file,  but  which  mode  is  certainly  attended  with  more 
risk. 

Thirdly,  curved  works  that  are  shaped  with  the  file  under  the  guidance  of  templets  or  pattern-plates 
of  hardened  steel  This  mode  is  much  followed  in  works  of  two  principal  kindg,  namely,  thin  works  re- 
quired in  great  numbers  and  precisely  of  one  form,  and  in  a  variety  of  works  that  require  to  be  exactly 
circular,  although  they  may  not  admit  of  being  so  fashioned  in  tlie  lathe. 

Many  thin  works  of  the  first  kind  are  stamped  or  punched  out  of  the  sheet  metals,  as  for  instance, 
the  washers  for  machinery,  the  links  of  jointed  chains,  steel  pens,  parts  of  locks  for  joinery,  and  numer- 
ous other  thin  works ;  but  many  objects  of  larger  kinds,  and  that  are  not  wanted  in  such  large  numbers, 
are  not  stamped,  but  are  either  cast,  or  cut  out  with  the  sliears,  and  afterwards  filed  between  templets, 

The  snail-wheel  of  a  striking  clock,  Fig.  1689,  is  frequently  thus  formed,  by  means  of  a  templet:  it 
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has  an  edge  formed  in  twelve  steps,  arranged  spirally,  the  positions  of  which  determine  the  number  ol 
strokes  of  the  hammer  on  the  bell.  In  this  case,  which  will  serve  as  a  general  rxample,  a  piece  of 
sheet-steel  is  cut  out,  flattened,  and  smoothed  on  one  side,  to  receive  the  drawing  of  the  snail-wheel,  ana 
a  pocond  piece  is  also  prepared.  The  two  are  first  drilled  togetlier  with  a  central  hole,  and  another 
liole  as  distant  from  tlie  centre  as  admissible.  The  two  plates  are  then  united  by  two  pins,  and  the 
outline  of  the  work  having  been  drawn  on  one  of  them,  they  are  next  filed  in  steps  carefully  to  the 
lines,  and  square  across  the  edges,  and  they  are  afterwards  hardened  and  sliglitly  tempered  to  lessen 
tlieir  liability  to  fracture  on  being  pinched  in  the  vice.  The  dozen  or  more  snail-wheels  having  been 
cast,  or  cut  out  of  sheet-brass,  and  flattened  with  the  hammer,  two  or  three  at  a  time  are  pinched  along- 
side one  of  the  templets,  whilst  the  two  pin-holes  are  made  with  the  breast-drill  or  in  the  latlie,  witli  a 
drill  that  exactly  fits  the  holes  in  the  templets.  It  only  remains  to  place  the  dozen  plates  between  the 
templets,  keeping  them  in  position  by  two  pins  extending  through  the  whole  number,  and  then  all  the 
notches  are  filecl  in  the  brass  plates,  until  the  file  vert/  nearly  touches  the  steel  patterns,  as  absolute 
abrasion  on  the  steel  itself  would  greatly  injure  the  files.  In  this  mode  the  several  brass  plates  become 
very  exact  copies  of  the  pattern. 

Templets  are  as  much  used  for  setting  out  and  producing  series  of  holes  in  any  special  arrangement, 
as  in  filing  works  to  any  particular  form :  a  complex  example  of  templets  being  used  in  this  manner,  is 
in  drilUng  the  side  plates  of  liarps  intended  for  the  arbors  and  link-works,  used  in  temporarily  shorten- 
ing the  strings.  The  respective  positions  of  the  holes  in  these  side  plates  require  a  most  exact  arrange- 
ment, any  departure  from  which,  would  prevent  that  precise  shortening  of  the  string  required  to  pro- 
duce the  semitones  with  critical  accuracy,  and  would  also  cause  an  unbearable  jar,  unless  the  cranks  of 
the  harp  were  severally  in  true  position,  or  on  the  lines  of  centres,  so  as  firmly  to  support  the  tension  of 
the  strings  under  all  circumstances. 

A  different  application  of  templets  is  sometimes  met  with  in  filing  up  numerous  similar  parts  in  the 
same  object,  as  tiie  arms  or  crosses  for  the  wheels  of  clocks  and  other  machines.  The  exact  pattern  of 
one  spoke  is  filed  up  as  a  templet,  which  is  shaded  in  Fig.  1690,  and  serves  for  the  similar  configuration 
of  every  spoke ;  the  position  of  the  templet  being  given  by  a  central  pin,  aided  by  any  little  contrivance 
which  catches  into  the  3,  4,  5,  or  6,  equidistant  teeth  corresponding  with  the  number  of  arms. 

It  frequently  happens  that  certain  Ibrged,  cast,  and  other  works  have  parts,  known  as  bosses,  swells, 
collars,  and  knuckles,  that  are  pierced  with  holes,  which  require  their  flat  surfaces  and  also  their  mar 
gins  to  be  made  partially  or  entirely  concentric  with  the  holes.  When  such  parts  occur  as  bosses,  thej 
often  project  from  a  flat  surface,  and  after  the  central  hole  is  drilled,  some  of  the  pin-drills,  or  analogou 
tools  used  in  drilhng  machines,  are  employed  in  finishing  the  margins. 


1689. 


When  the  circular  margins  are  discontinuous,  files  and  templets  are  more  or  less  required  :  thus  the 
extremity  of  a  forged  arm,  such  as  Fig.  1691,  is  drilled,  and  in  the  configuration  of  the  remaining  parts, 
if  but  one  or  two  such  pieces  are  to  be  made,  a  boss  or  plug  of  wood  is  turned  like  a,  that  shall  fit  the 
hole ;  the  shoulder  of  the  wood  is  then  rubbed  with  red  chalk  to  mark  that  part  of  the  surface  which  is 
not  at  right  angles  to  the  hole,  and  the  circular  edge  of  the  boss  serves  for  the  guidance  of  the  file  in 
finishing  the  exterior  margin ;  visually  rather  than  obstructively,  as  the  wooden  boss  would  be  reduced 
instead  of  the  file  being  checked.  If  therefore  many  such  objects  had  to  be  filed,  two  bosses  or  tem- 
plets would  be  made  of  hardened  steel,  and  used  one  at  each  extremity  of  the  hole,  and  they  would  be 
held  in  position  by  grasping  the  three  pieces  collectively  in  the  tail-vice.  The  same  general  method  ia 
very  largely  and  more  rigorously  followed  in  making  joints  or  hinges. 

The  brass  and  steel  plates.  Fig.  1692,  used  for  the  joints  of  carpenters'  rules  are  filed  up  to  templets 
in  all  respects  after  the  manner  described  in  reference  to  the  snail-wheel,  Fig.  1689,  and  the  joint  plates 
are  inlaid  by  means  of  the  file,  saw,  chisel,  and  plane. 

'  The  joints  of  drawing-compasses  are  made  somewhat  differently,  and  mostly  as  follows :  The  solid 
knuckle  a,  Fig.  1693,  is  first  drilled  and  made  circular  by  aid  of  a  templet  c,  and  the  hollow  side  b  is 
filed  to  correspond  exactly  with  a;  the  two  are  then  pinched  together  in  the  vice  on  the  line  dd,  and 
the  parallel  notches  for  the  steel  joint-plates  are  made  in  each  with  the  saw,  as  deep  as  the  line  ee. 
The  parts  a  and  6  are  then  separated,  the  notches  in  6  are  completed  with  the  frame-saw,  and  the  bot- 
tom of  the  notches  in  a  jire  rendered  circular  with  the  joint-saw.  The  middle  plates,  when  filed  a  little 
larger  than  the  templets  c,  are  inserted  in  b,  and  soldered  in  their  places ;  the  two  parts  are  smoothed 
on  their  various  internal  surfaces,  and  united  by  a  temporary  joint-pin,  and  any  little  irregularities  in 
the  external  or  circular  curves,  (which  are  left  purposely  a  trifle  too  large,)  are  mutually  detected  by 
tlieir  want  of  agreement  when  the  joint  is  opened  to  different  distances ;  any  parts  in  excess  are  very 
carefully  reduced  with  a  small  smooth  file,  principally  by  draw-filing,  after  which  the  screw-pin  witli 
its  brass  cheeks  or  bosses  is  added. 

Tlie  pin-drill  is  commonly  used  for  cutting  out  the  concave  parts  that  extend  to  the  side  of  small 
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compass-joints,  such  as  are  represented  in  Fig.  1694,  and  also  for  inlaying  the  heads  of  small  counter- 
sunk screws. 

Larger  joints  with  wider  knuckles,  such  as  Fig.  1695,  are  in  many  instances  cast  from  patterns  closely 
resembling  the  finished  works.  In  such  cases  the  first  process  is  generally  to  remove  any  little  exter- 
nal errors  with  the  file,  and  to  clear  the  angles  with  a  small  chipping  chisel ;  the  faces  of  the  knuckles 
are  then  smoothed  and  inserted  within  >ne  another  very  tightly.  The  joint-hole  is  afterwards  drilled 
tliroughout  all  the  knuckles,  and  wliich  are  filed  up  externally,  sometimes  under  the  guidance  of  tem- 

Elets  put  at  the  ends,  but  principally  by  the  reduction  of  those  high  parts  which  get  scratched  or  rubbed 
y  the  opposite  parts,  and  thereby  show  their  excess  of  height. 
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But  if  such  joints  are  required  to  be  made  more  accurately,  the  holes  are  first  drilled  in  each  piece 
separately,  and  rather  too  close  in  the  corners ;  the  holes  are  broached  with  a  parallel  broach,  so  as  ex- 
actly to  admit  a  steel  cylinder,  Fig.  1696,  which  has  a  square  end  for  the  brace ;  this  rod  is  intended  to 
receive  tlie  cutters,  shown  on  a  larger  scale  in  Fig.  1697,  which  are  cyUndrical  pieces  of  steel  bored  to 
fit  the  rod,  and  cut  with  teeth  on  the  outer  cylindrical  part  and  on  one  flat  surface  ;  a  pin  is  inserted 
through  both  the  cutter  and  bar,  so  that  the  two  may  be  united  after  they  have  been  placed  within  the 
joint  to  be  worked ;  sometimes  the  back  face  of  the  cutter  has  only  a  diametrical  notch  to  receive  the 
driving-pin,  which  pushes  the  cutter  before  it  as  it  revolves.  A  recess  must  first  be  cleared  for  the  cut- 
ter with  a  chisel  and  hammer,  or  by  a  wide-joint  saw  or  cutter ;  and  the  hollowed  parts  at  a  a.  Fig.  1695, 
are  then  cut  throughout  their  length  with  the  cutter,  that  afterwards  serves  to  flatten  the  faces  of  the 
knuckles  in  exact  jjarallelism  throughout,  and  at  right  angles  to  the  central  liole. 


The  two  halves  of  the  joint,  having  been  separately  hollowed,  and  faced  until  the  knuckles  will  pene. 
trate  some  distance  into  one  another,  the  external  parts  of  the  joint  are  next  separately  filed  under  the 
guidance  of  hard  steel  rings,  or  templets,  of  the  same  diameter  as  the  cutter,  and  placed  on  the  cylin- 
drical rod ;  after  which,  the  two  parts  of  the  joint  are  put  together  when  yet  sUghtly  too  large,  and  the 
central  pin  is  inserted,  in  order  that  the  rubbing  of  the  knuckles  against  the  corresponding  hollows  may 
denote  the  parts  that  are  still  too  high  or  full ;  and  by  cautiously  removing  all  the  parts  that  are 
abraded,  the  joints  may  be  made  to  fit  very  closely  and  accurately,  and  yet  to  move  witli  great  smooth- 
ness. ' 

Many  joints  that  are  at  the  same  time  wide  and  small,  as  in  hinged  snuff-boxds,  could  not  be  drilled, 
as  above  described,  with  safety,  and  are  therefore  made  quite  differently,  by  means  of  small  tube,  called 
joint-wire. 

For  instance,  in  making  a  snuff-box,  the  rims  for  the  top  and  bottom  are  fitted  and  jointed  together 
before  the  top  and  bottom  plates  are  soldered  in,  and  the  joint  is  thus  constructed.  Supposing  that  five 
knuckles  are  required  for  the  bottom,  and  f<nir  for  the  top,  the  nine  pieces  of  joint-wire  are  cut  off,  and 
filed  square  at  tlie  ends ;  the  rims  for  the  top  and  bottom  having  been  fitted  so  as  to  form  the  rebate, 
are  placed  together,  and  carefully  filed  out  with  a  semicircular  recess,  or  groove,  by  means  of  a  parallel 
round  file,  or  a  joint-file,  exactly  of  the  diameter  of  the  joint-wire,  which  therefore  leaves  a  hollow  equal 
to  the  fourth  part  of  the  circle  in  each  rim. 

Five  of  the  joint-pieces  are  then  strung  on  a  wire,  inserted  in  the  hollow  of  the  rim  for  the  bottom  of 
the  box,  and  tied  therein  with  fine  binding  wire ;  the  intervals  between  these  five  knuckles  are  regu- 
lated by  inserting  the  other  four  between  them  for  the  moment,  while  the  binding  wire  is  being  fast- 
ened; after  v:'hicli  this  first  serif.-s  of  knuckles  is  soldered  in  with  modsrately  hard  silver  solder,  which 
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IS  usually  fused  with  the  blow-pipe.  The  lid  is  then  treated  in  the  same  manner,  and  the  bottom  part 
of  the  box  now  serves  as  the  gage  for  regulating  the  distance  between  the  knuckles  in  the  top  rim. 
Tlie  same  plan  is  also  used  by  mathematical  instrument  makers  and  others,  who  however  more  gene- 
rally turn  the  joint-pieces  in  the  lathe,  as  the  draw-bench  forms  no  part  of  their  ordinary  supply  of  tools ; 
and  the  wide  joint-pieces  or  knuckles  in  mathematical  works  are  usually  larger  than  could  be  produced 
in  that  manner. 

FILTRATION.  The  process  of  separating  liquids  from  the  substances  mechanically  suspended  in 
them,  by  passing  them  through  some  porous  material,  sufficiently  compact  to  retain  the  insoluble 
matters. 

The  materials  employed  as  filters  are  numerous ;  as,  porous  stone,  broken  stone,  glass  or  earthen- 
ware, gravel,  sand,  sawdust,  pulverized  charcoal,  chafl^  straw,  sponge,  paper,  cotton  and  linen,  and 
woollen  cloth.  These  and  many  other  things  are  made  use  of  in  the  arts,  but  some  of  them  have  a 
particular  application  as  being  better  suited  to  the  character  of  the  liquid  to  be  strained,  and  tlie  perfec- 
tion requireil  in  the  process.  Thus,  unsized  or  filtering  paper  is  generally  used  for  chemical  purposes ; 
charcoal  fur  oils  and  sirups.  Care  should  be  taken  in  the  selection  of  the  material  that  no  injurious 
chemical  action  ensue,  so  that  the  hquid,  in  passing  through,  may  not  lose  any  essential  quality  nor 
acquire  any  deleterious  one. 

Under  the  heads,  sugar,  oil,  <fec.,  will  be  found  a  description  of  the  filters  used  in  their  manufac- 
ture; we  shall  confine  ourselves  now  to  the  filters  used  for  the  purification  of  water  for  the  supply  of 
cities  and  towns,  and  for  domestic  purposes.  In  all  filters  the  rapidity  with  which  the  liquid  passes 
through  the  filtering  materials,  or  tlie  quantity  of  strained  liquid  discharged  in  a  given  time,  depends 
on  the  porosity  of  the  filtering  materials,  the  extent  of  their  surface,  the  fluidity  of  the  Uquid  itself,  and 
the  pressure  under  which  it  is  forced  through. 

Among  the  first  plans  adopted  for  filtering  on  a  large  scale  was  by  drawing  the  water  into 
trenches,  excavated  below  the  level,  beside,  and  a  few  feet  distant  from  the  stream  wliich  was  to  afford 
the  supply ;  the  intervening  earth  forming  a  natural  filter.  This  arrangement  has  been  found  to  answer 
well  in  some  cases  where  the  trenches  excavated  were  extensive  in  comparison  with  the  supply; 
but  where  from  the  demand,  the  level  of  the  water  in  tlie  trench  is  drawn  considerably  below  that  of 
the  stream,  so  that  the  water  passes  through  under  pressure  of  some  amount,  the  rapidity  of  the 
percolation  of  the  water  is  found  to  diminish  rapidly,  from  the  drawing  off  of  the  finer  earths  into  the 
body  of  the  filter,  filling  up  the  interstices.  New  trenches  have  now  to  be  excavated,  in  addition,  and 
tliis  is  but  a  temporary  relief,  and,  to  prevent  the  filling  up  of  the  trenches,  they  have  to  be  walled 
up  and  dovered ;  on  the  whole,  this  plan  of  filtering  was  found  to  be  expensive,  especially  when  a  large 
supply  was  needed. 

At  the  Chelsea  Water  Works,  London,  two  subsiding  reservoirs  are  used,  so  that  the  water  in  one  of 
them  can  always  be  in  repose,  so  as  to  deposit  the  heavier  matters  in  suspension ;  a  precaution  al- 
ways, if  possible,  to  be  adopted.  After  the  deposition,  the  water  passes  through  a  filter  of  gravel  and 
sand  in  a  third  reservoir.  From  time  to  time  the  top  layer  of  sand  is  stirred  up  and  renewed,  and  in 
course  of  time  the  whole  material  of  the  filter.  This  is  of  course  expensive,  and  some  readier  and 
cheaper  way  of  cleansing  the  filtering  material  has  been  sought.  This  has  been  effected  by  changing 
tlie  direction  of  the  current  of  water ;  that  is,  if  the  water  has  been  passing  down  through  the  filter,  to 
make  it  pass  up,  or  vice  versa :  by  this  means  the  material  is  cleansed  and  continues  to  serve  the  pur- 
pose of  filtering  without  replacing  or  change,  and  on  tliis  principle  most  filters  are  at  present  constructed. 

No  large  filtering  apparatus  is  attached  to  the  Croton  Water  Works,  but  for  domestic  purposes  the 
diaphragm  filter  of  W.  M.  Gibson,  of  New  York,  has  been  found  to  answer  an  excellent  purpose,  and  is 
ill  extensive  use  throughout  the  United  States.     It  consists  of  a  metal  box,  Fig.  1698,  shaped  like  a  dish 
or  flattened  spheroid,  about  five  inches  in  diameter,  and  not  larger  than  a  pint         j^gg 
measure,  with  a  screw-fitted  orifice  in  the  centre,  on  both  sides,  either  orifice 
of  .which  is  screwed  to  the  hydrant  pipe  faucet,and  is  adapted  to  any  vessel, 
pipe,  or  reservoir ;  the  filter  suffers  the  water  to  pass  through,  but  retains  the 

impmities.  Tlie  quartz  a.  Fig.  1 699,  is  enclosed  between  two  diaphragms  of  fine      -^—^  _^^^^^ 

silver  wire  gauze  and  Britannia  metal  plates,  and  the  water  passes  tlu-ough  ^^^^^  fe^^g^ 
both  the  gauze  and  the  crushed  quartz.     To  clean  the  filter,  unscrew  and  re-   ^■■r  VV' 

verse  it  once  a  day,  and  the  water  will  instantly  wash  away  the  sediment,  • 

slime,  animalculffi,  and  all  other  impurities,  and  then  run  pure,  clear,  and  pellucid  as  before.  Tiiey  can 
be  attached  to  any  hydrant,  and  under  a  pressure  of  eight  feet  head,  will  deUver  a  gallon  a  minute. 

Large  filters,  on  the  same  principle,  are  made  for  manufacturing  purposes,  which  can  render  200  to 
400  barrels  of  turbid  water  clear  in  an  hour. 

The  following  is  the  construction  of  a  filter  on  a  more  extensive  scale :  Tlie  stone  pipe  A  brings  tlie 
water  from  the  regulating  basin  to  the  filters,  and  iron  pipes  communicate  between  the  stone  pipe  or 
aqueduct  and  the  top  and  bottom  of  the  filters. 

A  valve  near  the  top  of  the  iron  pipe  S  P,  at  S,  Fig.  ITOO,  forces  the  water  to  enter  on  the  top  or  at  the 
bottom  of  the  filter  at  pleasure.  The  filter  is  100  feet  in  length,  and  60  feet  in  breadth,  divided  into  three 
compartments,  which  may  either  act  together  or  separately,  so  that  when  one  compartment  is  being 
cleansed,  the  other  two  continue  in  operatioa  The  site  of  the  filters  is  a  piece  of  level  ground,  exca- 
vated to  the  depth  of  6  or  8  feet,  with  retaining  walls  all  round,  joined  with  cement,  and  puddled  be- 
hind, 80  as  to  become  water-tight  Tlie  bottom  is  laid  about  a  foot  deep  with  strong  stiff  puddle,  over 
wliich  is  a  pavement  so  cemented  as  to  be  impervious  to  water.  The  whole  of  this  bottom  is  tlien  di- 
vided into  drains  or  spaces,  1  foot  wide,  and  6  inches  deep,  by  means  of  fire-brick  laid  on  edge,  and 
covered  with  flat  tiles,  of  tlie  same  material,  perforated  with  small  holes,  like  those  used  in  a  kiln  for 
drying  oats.  These  holes  are  placed  very  near  each  other,  and  are  rather  more  than  1-lOth  of  an  inch 
in  diameter ;  there  is  also  a  space  of  i  of  an  inch  left  open  between  the  ends  of  the  bricks,  which  sup- 
port the  perforated  tiles,  and  their  upper  edges  are  little  more  than  an  inch  broad,  in  order  that  there 
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may  be  no  space  without  holes,  and  nothing  to  prevent  the  water  spreading  equally  over  every  part  of 
the  bottom  of  these  drains.  This  is  particularly  necessary  when  the  filters  are  being  cleaned  by  the 
upward  motion  of  the  water.  The  perforated  tiles  or  plates  are  covered  to  the  depth  of  1  inch  with 
clean  gravel,  about  3-1 0th  of  an  inch  in  diameter;  this  is  followed  by  five  other  layers  of  gravel,  each 
of  the  same  depth,  and  each  succeeding  layer  a  little  finer  than  the  previous  one,  the  last  being  coarse 
sand :  over  this  is  placed  2  feet  depth  of  clean,  sharp,  fine  sand,  similar  to  that  used  in  hour-glasses, 
but  a  very  little  coarser ;  about  6  or  8  inches  deep  of  the  fine  sand  nearest  the  top  is  mixed  with  ani- 


mal charcoal,  ground  to  the  size  of  coarse  meal,  each  particle  about  l-16th  of  an  inch  in  diameter.  A 
longitudinal  drain  or  pipe  N  runs  between  the  filter  and  the  pure-water  basin,  communicating  with 
both ;  on  each  of  the  openings  between  the  pipe  and  the  filter  is  a  stop-cock  to  close  the  communication 
when  necessaiy ;  there  are  also  two  drains,  to  carry  off  the  foul  water  when  the  filters  are  being  cleaned, 
and  another  to  prevent  the  water  from  rising  too  high :  when  the  filter  is  complete,  its  action  is  as  fol- 
lows :  The  sluice  R  and  tlie  valve  S  are  opened,  and  the  water  permitted  to  flow  through  the  filter  into 
the  drain  N  below,  until  it  becomes  quite  clear.    This  will  take  two  or  three  days  when  first  set  to 


1701. 


u 


Si 


I — I 


3  ^=^      ff 


work,  unless  very  great  pains  are  taken  to  wash  the  gravel  and  sand  before  they  are  put  into  the  filter, 
which  will  now  flow  copiously  for  some  weeks,  and  when  the  quantity  passing  begins  to  decrease,  the 
stop-cocks  are  shut,  and  the  valve  S  S  raised.  The  water  then  enters  below,  filUng  all  the  drains,  and 
having  a  head  pressure  of  several  feet  it  will  force  its  way  up  through  the  sand  to  the  top,  and  in  its 
passage  raise  the  scales  or  particles  of  mud  wliich  have  been  deposited  in  the  downward  passage,  and 
carry  them  into  the  foul- water  drain  below.    If  the  sand  of  the  surface  be  stirred  by  a  fine-toothed  rako 
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after  the  water  has  been  raised  above  it,  and  a  little  additional  water  admitted  on  the  top,  through  the 
conduit,  it  will  facilitate  the  operation  of  cleaning,  as  the  mud  is  always  deposited  on  the  very  surface 
of  the  sand.  By  this  means  the  sediment  will  be  carried  off,  and  the  water  pass  through  quite  clear 
again  in  a  few  hours :  the  valves  S  should  then  be  lowered,  the  stop-cocks  opened,  and  the  operation 
of  filtering  will  again  proceed  as  above  described.  ■  The  cost  of  this  filter  would  be  about  $3000,  and 
the  quantity  of  pure  water  produced  regularly  every  24  hours  on  an  average  about  106,632  cubic  feet 
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M.  Fonvielle,  of  Paris,  Las  invented  a  filter  in  which  two  currents  of  water  instead  of  one  are  em- 


This  arrangement  can  be  readily  understood  from 
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ployed  to  cleanse  tlie  materiiils  used  for  filtering, 
the  section,  Fig.  1103,  in  which  S  is  the  pipe  sup- 
plying water  to  the  filter  D,  the  discharge  pipe  ;  a  a, 
stop-cocks  by  which  the  current  may  be  made  to 
pass  in  any  direction  through  tlie  filtering  material 
F,  which  is  supported  between  two  i>erforated  dia- 
phragm plates.  When  in  operation  one  cock  only 
in  each  pipe  is  opened,  diagonally  opposite,  as 
shown  in  the  sectioa  But  to  cleanse  the  filtering 
materials,  both  supply-cocks  are  opened  and  one 
discharge-cock,  alternately  the  lower  and  upper ;  by 
this  means  the  filtering  materials  are  effectually 
cleansed.  Filters  on  this  principle,  with  numerous 
compartments  and  of  various  capacities,  are  used 
for  the  filtration  of  the  waters  of  the  Seine,  and  give  complete  satisfaction. 

A  floating  filtering  pump  has  been  patented  in  England.  A  float  supports  the  filter  submerged  a 
few  inches,  and  it  is  connected  by  a  pipe  with  a  joint  or  piece  of  hose  to  the  pump.  By  tliese  means 
the  water  is  drawn  always  from  near  the  surface  of  the  water,  where  the  least  matter  is  suspended. 
Without  the  filter  a  floating  supply-pipe,  whose  aperture  is  always  a  few  inches  only  below  the  surface 
of  the  water,  would  be  a  useful  appendage  to  many  pumps,  since  water  drawn  from  near  the  bottom  of 
a  reservoir  is  very  apt  to  be  turbid. 

FIRE  ANNIHILATOR.  A  portable  machine  for  domestic  use,  which  is  stated  to  possess  the  power 
of  almost  instantaneously  extinguishing  fire. 

Fig.  1704  exhibits  a  section  of  the  annihilator,  which  is  composed  of  a  set  of  light  iron  cases,  thus 
arranged :  A  and  B  the  two  outer  cases,  forming  a  close  water-chamber ;  C  and  D  two  inner  cases,  per- 
forated in  such  a  manner  as  to  allow  the  free  passage  of  vapor ;  E  the  inner  lid ;  F  the  outer  lid,  or 
cover ;  G  a  water-pipe,  forming  the  handle ;  H  the 
charge;  I  the  igniter;  K  the  igniting-pin.  The 
work  of  charging  the  machine  is  performed  in  a 
minute.  The  two  lids  F  and  E  being  taken  off, 
the  charge  (which  is  already  provided  with  the 
igniter  bottle)  is  introduced,  and  the  two  lids  are 
replaced,  the  outer  one  being  secured  by  a  thumb- 
screw. The  igniter  pin  is  placed  in  the  neck,  and 
covered  with  the  wooden  stopper,  and  this  may 
be  sealed  down  at  pleasure.  Water  is  then  poured 
into  the  handle,  and  confined  by  a  small  screw- 
plug. 

The  charge  K  is  a  compoimd  of  charcoal,  nitre, 
and  gypsum,  moulded  into  the  form  of  a  brick. 
The  igniter  I  is  a  glass  tube  enclosing  two  bottles 
— one  containing  a  few  drops  of  sulphuric  acid, 
placed  over  another  containing  a  mixture  of  clilo- 
rate  of  potassa  and  sugar. 

Tlie  mode  of  using  the  annihilator  is  to  carry  the 
machine  to  the  place  on  fire,  take  out  the  wooden 
stopper,  with  the  knob  of  the  stepper  strike  down 
the  plug  or  pin  in  the  neck  of  the  machine,  and 
liold  the  machine  by  the  handle  in  the  best  posi- 
tion for  the  vapor,  which  will  come  out  of  the  hole 
on  the  top  to  reach  the  flame,  which  is  almost  mo- 
mentarily extinguished.  The  action  of  the  ma- 
chine is  as  follows :  The  pin  being  forced  down, 
breaks  the  igniter  bottle,  when  the  sulphuric  acid 
falUng  on  the  mixture  of  chlorate  of  potassa  and 
Bugar,  ignition  takes  place ;  tlie  flame  spreads  over 
the  upper  surface  of  the  charge,  which  instantane- 
ously ignites,  and  evolves  heated  gases ;  these,  in 
their  passage  through  the  perforated  cylinders, 
impinge  against  the  water-chamber,  expand  the 
contained  air,  and  produce  steam,  by  which  the 
water  is  forced  through  the  tubular  passage.  The 
Bteam  of  the  water  mixing  in  the  annular  chamber  with  the  hot  gases,  they  escape  together  from  the 
discharge  tube  in  a  dense  expansive  cloud,  and  are  continuously  delivered  until  the  charge  and  water 
are  expended. 

Mr.  Phillips,  the  inventor,  states  the  portable  machine  to  be  applicable  to  the  protection  of  dwelling 
houses,  detached  buildings,  and  ships ;  but  it  is  requisite  tliat  public  stores,  warehouses,  manufactories, 
and  large  pile  of  building,  be  protected  by  stationary  engines  of  immense  power,  the  construction  of 
which  varies  materially  from  that  of  the  portable  machine,  although  based  on  the  same  principle  of 
action ;  namely,  that  of  extinguisliing  fire  by  gases  and  vapor  resulting  from  combustion 

FIRE-ARMS.    SecGi.Ns.  »  -^  «»  v-  B 

FIRE  BOX.    See  Details  of  Engines,  page  608. 
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FIRE-BRICKS.  Used  for  furnaces  and  the  lining  of  stoves  where  great  heat  is  generated,  are 
moulded  in  various  parts  of  the  United  States.  At  Newark,  Aniboy,  and  other  jilaces  in  New  Jersey, 
where  the  loam  contains  a  considerable  amount  of  sand,  they  are  made  in  large  quantities.  Jiondout 
(on  the  river  Hudson)  and  Zoiig  Island  bricks  are  a  similar  quality,  and  will  stand  the  action  of  great 
heat. 

Retorts  for  a  variety  of  purposes  are  made  with  a  mixture  of  clay  and  iron,  particularly  for  the  manu- 
fiicture  of  gas ;  the  iron  retort  receiving  a  casing  of  prepared  clay,  which  pemiits  the  fire  to  act  first  on 
the  clay,  and  thus  prevents  the  rapid  destruction  of  the  metal. 

Retorts  or  bricks  made  of  one  part  pure  clay  and  three  parts  of  coarse  and  pure  sand,  slowly  dried 
and  annealed,  will  resist  a  very  high  temperature,  and  are  not  readily  fused ;  but  if  in  contact  with  any 
metals  in  a  fusible  state,  which  are  suffered  to  oxidize,  they  will  then  act  upon  the  earthy  matter,  and 
cause  it  rapidly  to  fuse. 

A  long-conthiued  white  heat  will  soften  the  comjiound  made  of  any  of  the  silicious  and  aluminous 
earths ;  therefore  clay  and  sand  are  not  so  well  adapted  to  bear  a  great  heat  as  an  entire  clay ;  coarsely 
powdered  and  burnt  clay  being  substituted  for  sand,  the  vessels  which  contain  glass  in  tlie  furnace,  and 
wliich  are  subjected  to  intense  heats,  are  thus  made,  and  resist  for  a  length  of  time  the  action  of  the 
saline  fluxes  they  contain.  , 

Windsor  loam,  or  a  mixture  of  clay  and  sand,  made  by  beatuig  a  thin  paste,  is  employed  as  a  lute  to 
unite  tlie  joints  of  fire-bricks,  or  to  set  them  in  instead  of  common  mortar ;  and  if  it  is  required  that 
vitrefaction  sliould  take  place  with  the  clay  so  used,  borax  or  red  lead,  mixed  in  small  portion?,  will 
produce  the  effect ;  such  a  compound  will  destroy  the  porosity  of  earthenware,  when  exposed  to  higli 
temperatures.     See  Floating  Bricks. 

FIRE  ENGINE.  This  most  useful  machine  is  constructed  in  a  variety  of  forms,  which  all,  however, 
agree  in  one  principle.  It  generally  consists  of  a  double  forcing  pump  communicating  with  the  same 
air  vessel;  and  instead  of  a  force-pipe,  a  flexible  leathern  hose  is  used,  through  which  the  water  is  driven 
by  the  pressure  of  the  condensed  air  in  the  air  vessel.  The  annexed  diagram  represents  a  section  of 
the  apparatus.  The  pipe  T  descends  into  a  receiver  or  vessel  containing  a  supply  of 
water.     This  pipe  communicates  with  two  suction  valves  V,  which  open  into  tlie  1705. 

pump  barrels  of  two  forcing  pumps  A  B,  in  which  solid  pistons  P  are  placed.     The  jM       ^,^ 

piston-rods  of  tliese  are  connected  with  a  working  beam  F,  elongated,  so  that  a  nuni-  ^^fe^^ 

ber  of  persons  may  work  at  both  ends  of  it  at  once.     Force-pipes  1 1  proceed  from  the       (j^^]^^!p\ 
sides  of  the  pump  barrel  above  the  valves  V,  and  they  communicate  with  an  air     ^i  p   irHfnl  llfA 
vessel  M,  by  means  of  forcing  valves  V,  which  also  open  upwards.     The  pipe       j  j    fTTfei    W 
descends  into  the  air  vessel  near  the  bottom.    This  pipe  is  connected  witli  the  flexible       fil    pmffl    i 
leathern  hose  L,  the  length  of  which  is  adapted  to  the  purposes  to  which  the  machine       Bi__K*T|Lj 
is  to  be  applied.     The  extremity  of  the  hose  may  be  carried  in  any  direction,  and     jlp*^   '^^°'^*li-R 
may  be  introduced  through  the  doors  and  windows  of  buildings.     By  the  alternate       |g-^^^^-.v i '^j-lJI 
action  of  the  pistons,  water  is  drawn  through  the  suction  valve,  and  propelled  through  llaT 

the  forcing  valves  until  the  air  in  the  top  of  the  vessel  M  is  highly  compressed.  The 
pressure  acts  on  the  surface  of  the  water  in  the  vessel,  and  forces  it  through  the  leathern  hose  in  a  con- 
tinued stream,  so  as  to  spout  from  its  extremity  with  a  force  depending  partly  on  the  degree  of  conden- 
sation, and  partly  on  the  elevation  of  the  extremity  of  the  hose  above  the  level  of  the  engine.  It  is  to 
be  considered  that  the  pressure  of  the  condensed  air  has,  in  the  first  instance,  to  support  a  column  of 
water,  the  height  of  which  is  equal  to  the  level  of  the  end  of  the  tube  above  the  level  of  the  Avater  in 
the  air  vessel ;  and  until  the  pressure  exceeds  what  is  necessary  for  this  purpose,  no  water  can  spout 
from  the  end  of  the  hose ;  and,  consequently,  the  force  with  which  it  will  so  spout  will  be  proportional 
to  the  excess  of  the  pressure  of  the  condensed  air  above  the  weight  of  the  column  of  water,  the 
height  of  which  is  equal  to  the  elevation  of  the  end  of  the  hose  above  the  level  of  the  water  in  the  air 
vessel. 

The  fire  engine  has  received  various  improvements  from  1518  to  the  present  time.  The  above 
description  applies  to  our  ordinary  engines,  Fig.  1*706. 

Braithwaite's  steam  Jire-enffine  is  an  application  of  the  power  of  steam  to  the  working  of  the  fire 
engine.  The  mechanical  aiTangement  consists  of  two  cylinders  of  about  six  inches  in  diameter,  one  of 
them  being  the  steam  cylinder,  and  the  other  the  water  pump ;  and  they  are  placed  horizontally,  so  that 
a  parallel  motion  is  easily  produced.  This  engine  will  deliver  9000  gallons  of  water  an  hour  at  the 
heiglit  of  90  feet.  The  time  of  gettmg  the  machine  into  action,  from  the  time  of  igniting  the  fuel,  (the 
water  being  cold.)  is  only  18  minutes.  Some  of  the  fire  insurance  companies  in  London  have  floating 
engines  on  the  Thames,  which  are  extremely  serviceable  in  cases  of  fire  among  the  shipiDing  or  buildings 
near  the  river. 

Steam  fire  engines  have  been  for  some  years  in  successful  nse  at  Cincinnati.  The  great  peculiarity  of 
these  engines  is  the  boiler :  the  following  is  the  description  of  the  boiler  of  Shawk's  engine.  The  sides 
of  the  fire  are  surrounded  by  a  continuous  series  of  pipes,  arranged  so  as  to  form  a  square  casing-  about 
it.  which  after  being  built  up  to  a  sufficient  height,  are  then  returned  backward  and  forward  over  the 
fire,  and  piled  in  successive  layers  until  a  sufficient  length  is  obtained  ;  the  pipes  gradually  increasing 
in  calibre  as  the  total  length  increases.  The  water  is  injected  into  the  lower  end  of  the  coil,  and  takes 
np  the  heat  from  the  pipes  until  it  is  converted  into  steam  and  is  delivered  into  a  strong  cylinder,  being 
compelled  to  pass  through  water  contained  therein.  This  steam  chamber  communicates,  by  means  of  a 
pipe  from  its  upper  end,  with  another  and  larger  cylinder  which  forms  part  of  the  frame-work  or  foun- 
dation of  the  pumping  apparatus.  Tliis  boiler  is  capable  of  raising  effective  steam  in  ten  minute?, 
being  always  kept  ready ;  they  are  fired  as  they  leave  the  house,  and  on  their  arrival  at  a  fire,  have  a 
full  head  of  steam  ready  for  working.  The  use  of  these  engines,  according  to  a  late  report  of  the  chief 
engineer,  has  materially  reduced  the  losses  by  fire,  yet  steam  fire  engines  liave  not  been  incorporated  into 
the  fire  service  of  other  cities ;  in  a  few  isolated  instances  they  have  been  tried,  but  have  not  bee 
brought  into  practical  use. 
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For  a  stationary  steam  fire  en- 
gine none  are  more  simple  and 
effective  than  the  Worthington 
Steam  Pumps,  (See  Pumping  En- 
gines.) They  are  in  very  gene- 
ral use  on  board  of  steam  vessels ; 
and  on  the  ferry  boats  of  this  city, 
they  make  useful  auxiliaries  in 
cases  of  fire  at  the  docks.  A 
common  -and  convenient  form  of 
fire  engine  is  sliown,  Fig.  1706, 
taken  from  one  of  the  smaller 
New  York  engines.  The  cylinder 
shown  on  top  of  the  carriage  con- 
tains a  reel,  on  which  is  wound  a 
supply  of  hose.  It  is  usually  pro- 
tected by  a  cover  of  patent-leather, 
tastily  ornamented.  A  suction- 
liose  is  swung  on  the  side  of  the 
engine.  Generally  the  hose  is 
carried  on  a  separate  carriage,  and 
when  the  supply  of  water  is  to  be 
taken  from  an  aqueduct  the  suc- 
tion-hose is  unnecessary.  In  this 
engine  it  will  be  perceived  that 
the  power  is  applied  by  brakes, 
and  that  the  movement  is  up  and 
down.  To  increase  the  power  of 
such  engines,  in  some  places,  a 
rope  is  attached  to  each  of  the 
brakes,  which  passing  over  blocks 
or  sheaves  fastened  to  the  bottom 
of  the  carriage,  are  grasped  by 
rows  of  men  at  right  angles  to  the  . 
body  of  the  engine,  who,  by  recip- 
rocating pulls,  assist  very  much 
the  men  at  the  brakes. 

Besides  the  up  and  down  brakes 
there  are  engines  in  much  use  in 
Cincinnati  and  at  the  West,  in 
which  the  movement  is  horizontal ; 
the  men  sit  at  their  work,  and  the 
action  is  similar  to  that  of  rowing. 

Various  engines  on  the  rotary 
principle  have  been  constructed. 
The  power  was  generally  applied 
by  means  of  a  crank,  but  they 
were  found  very  laborious  in  their 
operation,  and  liable  to  disarrange- 
ment. They  are  now  seldom  used 
as  fire  engines  in  the  common  ac- 
ceptation of  the  term ;  but  as  sta- 
tionary force-pumps,  driven  by 
steam  or  water,  there  are  some 
which  are  extremely  valuable  and 
useful.    See  Pump. 

FLASH  BOARDS.    Movable  boards  placed  on  the  top  of  a  dam  or  weir,  to  retain  the  water  of  the 
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Stream  when  the  flow  ia  small ;  which,  in  case  of  floods,  are  removed  to  give  free  vent  to  the  surplus. 
In  case  of  low  water,  therefore,  they  maintain  the  head,  and  in  case  of  freshets,  there  is  less  obstructioc 
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and  less  danger  from  flowage  than  if  the  structure  was  permanent  to  the  level  of  the  top  of  the  flush 
boards.  On  the  dams  of  the  rivers  which,  when,  swollen,  bring  down  ice  or  flood-wood,  flash  boards  are 
used,  of  rough  boards  supported  by  iron  rods  inserted  in  the  top  of  the  dam,  the  joints  being  stopped  with 
saw-dust,  sliavings,  or  gravel ;  and  as  the  water  rises  the  irons  are  bent  down,  and  the  boards  are  swept 
off  by  the  flood.  Where  there  is  no  danger  from  ice  or  floating  lumber,  or  very  sudden  rising  of  the 
water,  flash  boards  a  are  constructed  so  as  to  be  removed  by  hand,  Figs.  1708  and  1707,  about  4  feet 
long,  and  fjt'om  6  inches  to  12  inches  wide,  with  long  handles  b  at  each  end,  at  right  angles  to  the  board, 
by  which  a  person  standing  on  the  platform  c  can  raise  the  boards.  They  rest  in  the  rabbits  of  posts 
or  stanchions  d,  and  are  placed  one  above  another  to  the  required  height.  Flash  boards  of  this  form 
being  easily  managed,  are  almost  invariably  used  on  the  waste-weirs  of  canals,  to  regulate  the  height 
or  level  of  the  water. 

FLASHING.  Tlie  accumulating  of  a  flow  of  water,  by  movable  constructions,  for  the  purposes  of 
manufacturing,  navigation,  or  scouring. 

FLASK.  The  iron  or  wooden  frame  or  box  which  serves  m  foundries  to  support  and  contain  the  sand 
used  in  moulding.     See  Casting,  Figs.  807  to  836. 

FLAX,  Machinery  for  preparing  and  spanning.  Flax,  compared  with  the  other  materials  used  in 
the  textile  manufactures,  such  as  wool  and  cotton,  possesses  several  characteristic  properties.  While 
the  latter  are  presented  by  nature  in  the  form  of  insulated  fibres,  which  simply  require  to  be  freed  from 
their  impurities  previously  to  being  spun,  the  former  must  have  its  filaments  separated  from  each  other 
by  tedious  and  careful  treatment.  This  circumstance  has  opposed  so  serious  an  obstacle  to  the  success- 
ful introduction  of  machinery,  as  materially  to  have  retarded  the  progress  of  the  linen  manufacture ; 
and  it  is  only  within  the  last  thirty  years  that  the  distaff  and  the  hand-wheel  have  been  entirely  laid 
aside.  Such  rapid  progress  has,  however,  been  made  during  that  period  in  tlie  improvement  of  flax 
machinery,  that  it  has  now  attained  to  a  state  of  perfection  httle  short  of  that  by  which  the  cotton 
manufacture  has  been  so  long  distinguished. 

The  double  breaking  machine. — The  flax,  when  delivered  at  the  mill,  (having  previously  undergone 
such  preparation  as  entirely  to  free  it  from  its  boon  or  woody  particles,  and  to  dissever  its  grosser 
filaments,)  consists  of  long  parallel  fibres  of  different  degrees  of  fineness,  and  varying  from  26  to  36 
inches  in  length.  After  having  been  duly  assorted,  it  is  divided  into  stricks,  or  small  bundles,  which 
are  brought  to  this  machine  for  the  purpose  of  being  cut  or  broken  into  two,  three,  or  more  lengths, 
according  to  the  nature  of  the  flax,  the  length  of  the  staple,  and  the  different  sorts  of  yarn  into  which 
it  is  destined  to  be  spun.  It  is  most  generally  divided  into  three  lengths,  in  which  case  the  finest  and 
best  qualities  of  yarn  are  spun  from  the  middle  portion,  on  accoimt  of  the  superior  strength  as  well  as 
delicacy  of  the  fibres  at  that  part. 

Fig.  1709  is  a  front  elevation,  and  Fig.  1710  an  end  view  of  the  breaking  machine. 

L  L,  the  iron  framework  of  the  machine. 

M  M,  tlie  fast  and  loose  pulleys. 

N  N,  the  cutter  or  breaker,  fast  upon  the  driving  shaft.  It  is  constructed  of  three  wrought-iron  rings, 
firmly  bolted  together  between  two  cast-iron  flanges ;  these  rings  have  projecting  points  formed  at 
regular  intervals  on  their  peripheries,  and  so  disposed,  when  in  combination,  as  to  present  numerous 
diagonal  groups  of  cutters  all  round  the  circumference  of  the  breaker.  The  cutters  are  of  an  elliptical 
form,  and  project  about  a  quarter  of  an  inch. 

0  0,  a  pair  of  grooved  wheels  fixed  upon  a  horizontal  shaft  at  a  short  distance  on  each  side  of  the 
breaker,  which  revolves  between  them. 

P  P,  a  similar  pair  of  wheels  with  projections  on  their  circumferences,  fitting  into  the  grooves  in  the 
wheels  0  0,  and  revolving  in  the  contrary  direction. 

Q  Q,  a  set  of  compound  levers,  rods,  and  weights,  for  keeping  the  upper  grooved  wheels  P  P  in  con- 
tact with  the  lower  0  0.  The  purpose  of  these  wheels  is  to  bring  the  strick  of  flax  under  the  action  of 
the  breaker,  while  the  levers  and  weights  Q  Q  maintain  the  requisite  pressure  upon  it ;  the  shaft  car- 
rying the  upper  grooved  wheels  being  capable  of  moving  vertically  in  the  framing  L  L. 

The  opposite  end  of  the  machine  is  provided  with  a  set  of  grooved  wheels,  weights,  and  levers,  in 
all  respects  the  same  as  those  shown  in  Fig.  1709. 

R  R,  a  pair  of  spur-wheels  fast  upon  the  shafts  of  the  upper  grooved  wheels  and  working  into 

S  S,  a  similar  pair  of  spur-wheels  fixed  to  the  sliafts  of  the  lower  grooved  wheels  O  0,  which  is 
driven  by  a  train  of  wheels  at  the  opposite  side  of  the  machine.  The  wheels  R  R  S  S  are  made  with 
teeth  of  a  somewhat  greater  length  than  usual,  to  allow  the  flax  to  pass  between  the  grooved  wheels 
without  disengaging  the  connection. 

T  T  T,  a  train  of  spur-wheels  and  pinions  by  which  the  motion  of  the  driving  shaft  is  communicated, 
with  a  greatly  reduced  velocity,  to  the  grooved  wheels  0  0  P  P. 

Action  of  the  machine. — The  strick  or  small  bundle  of  flax  is  held  in  both  hands,  and  laid  trans- 
versely against  the  grooved  wheels  0  0  P  P,  which  rotate  slowly  in  the  direction  of  the  breaker.  The 
Latter,  which  makes  about  300  revolutions  per  minute,  tears  or  breaks  it  across  by  separating  but 
not  cutting  the  fibres.  Two  hands  may  be  employed  at  the  same  time  at  this  machine,  one  at  each 
side. 

ITie  coarser  having  been  thus  divided  from  the  finer  portions  of  the  flax,  each  sort  is  collected  into 
a  separate  heap,  and  it  is  then  ready  to  undergo  the  next  process ;  namely,  the  hackhng. 

Hackling,  and  hackling  machinery. — This  is  an  operation  of  the  utmost  importance  in  the  prepara- 
tion of  flax,  as  its  successful  accomplishment  affects  not  only  the  quality  but  the  quantity  or  yield  of 
the  yarn  into  which  it  is  ultimately  converted.  The  object  jDroposed  by  it  is  threefold :  Fhst,  the  part- 
ing of  the  filaments  into  their  finest  fibrils ;  secondly,  the  separation  and  removal,  with  the  least  possi- 
ble injury  to  the  real  fibres,  of  the  tow,  or  short  iibrcs  which  adhere  to  the  former  and  bind  them 
together ;  and  thirdly,  the  equable  and  parallel  arrangement  of  the  long  filaments.  To  accomplish 
Jiese  objects,  tlie  flax  is  drawn  successively  over  two  or  more  surfaces,  tliickly  studded  with  sharp  steel 
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pins,  or  hackle  teeth ;  the  thickness  of  these,  and  their  degree  of  approximation  varying  with  the  pro- 
gressive stages  of  the  operation. 

In  hackling  by  the  hand,  the  operative  wraps  one  end  of  the  strick  of  flax  firmly  over  his  right  hand, 
throws  it  upon  the  points  of  the  coarse  hackle,  and  draws  it  towards  him,  while  he  holds  the  left  hand 
upon  the  other  side  of  the  hackle,  in  order  to  spread  the  flax,  and  to  prevent  it  from  sinking  too 
deeply  among  the  teeth.  The  other  end  of  the  strick  is  treated  in  the  same  manner ;  and  the  opera- 
tion is  repeated,  first  upon  the  coars(j  and  then  upon  the  fine  hackles,  until  the  fibres  have  been 
reduced  to  a  suflicient  degree  .of  fineness,  and,  by  careful  handling,  little  more  tow  can  be  formed.  To 
facilitate  subsequent  operations,  the  ends  of  tlie  strick  of  flax  should  assume,  at  this  stage  of  the  pro- 
cess, an  elUptical  form  when  laid  on  a  flat  board.  For  this  purpose  the  hackler  wraps  the  end  of  the 
aressed  strick  round  a  pin  shaped  hke  a  knife,  and  breaks  or  pulls  away  such  of  the  fibres  as  by  their 
length  would  tend  to  give  it  a  pointed  instead  of  an  elliptical  shape. 

The  hackling  machine  consists  of  two  horizontal  cylinders  about  3  feet  in  diameter,  on  the  peripheries  of 
which  are  fixed  hackles ;  the  strength  and  number  of  these  being  varied  according  to  the  different 
stages  of  the  operation.  These  cylinders  are  fiixed  upon  shafts  which  are  made  to  revolve  with  a  con- 
siderable velocity  in  directions  contrary  to  each  other,  both  cylinders  moving  towards  the  centre  of  the 
machine.  At  each  end  of  these  cylinders  is  placed  a  large  spur-wheel,  geering  with  a  central  one, 
called  the  transfer  wheel,  situated  between  the  two  hackle-cylinders.  All  these  wheels  are  fitted  with 
a  number  of  segments  fixed  to  their  inner  surfaces  and  forming  a  species  of  drums,  of  a  diameter 
considerably  greater  than  that  of  the  hackle-cylinders.  Each  of  these  drums  contains  a  series  of  re- 
cesses, into  which  are  fitted  the  clamps  or  strick-holders  by  which  the  flax  is  secured.  The  drums  and 
hackle-cylinders  are  set  with  a  considerable  degree  of  eccentricity  in  relation  to  each  other,  so  that 
the  rim  of  the  external  drum  may  be  further  from  the  hackles  at  the  back  part  of  the  machine,  where 
the  operation  commences,  than  at  the  part  where  the  strick  is  delivered  to  the  transferring  mechanism ; 
this  arrangement  is  requisite  for  the  purpose  of  subjecting  the  end  of  the  strick  to  the  action  of  the 
hackles  for  a  longer  period  than  the  middle,  where  the  fibres  are  naturally  much  stronger,  finer,  and  do 
not  contain  so  much  tow.  The  operation  of  this  machine  is  as  follows ;  the  stricks  having  been  firmly 
secured  to  their  holders,  the  latter  are  inserted  into  the  recesses  of  the  first  external  drums ;  these 
rotate  with  a  slow  motion  towards  the  centre  of  the  machine,  and  the  hackle-cylinders,  revolving 
within  them  in  the  same  direction  but  with  a  much  greater  velocity,  dress  the  under  sides  of  the 
stricks.  On  reacliing  the  transfer  wheels  the  strick-holders  are,  by  an  ingenious  combination  of  slides 
and  weighted  levers,  disengaged  from  the  back  cylinder,  and  pushed  into  the  recesses  on  the  transfer 
wheels ;  by  these  they  are  inverted  and  conveyed  to  the  front  cylinder  and  drums,  which  complete  the 
process  by  hackUng  the  upper  side  of  the  flax. 

On  being  delivered  at  the  front  of  the  machine,  which  we  have  supposed  to  be  the  first,  or  roughing 
hackle,  the  stricks  are  conveyed  by  the  attendant  to  the  finishing  macliine,  which  is  in  all  respects 
identical  with  that  described,  but  is  furnished  with  finer  hackles.  After  passing  through  this  the 
strick-holders  are  imscrewed,  and  the  undressed  ends  drawn  through  them ;  they  are  again  secured  and 
returned  to  the  roughing  machine,  where,  by  a  repetition  of  tlie  process  already  described,  the  opposite 
ends  are  finished.    For  further  particulars  of  the  hatchel,  see  rope  manufacture. 

The  tow  is  cleared  from  the  hackle-cylinders  by  means  of  revolving  brush-cylinders  situated  at  each 
end  of  the  machine  and  underneath  the  centres  of  the  former.  From  the  brush-cylinders  it  is  again 
transferred  by  doffing  cylinders  covered  with  card  filleting ;  these  latter  are  cleared  by  means  of  doffing 
knives,  worked  by  eccentrics  on  the  end  of  the  brush-cyhnders,  the  tow  being  delivered  in  broad  sheets 
on  the  floor  of  the  factory  or  into  proper  receptacles.  The  carding  and  spinning  of  the  tow  is  per- 
formed by  macliinery  similar  to  that  employed  in  the  cotton  manufacture,  though  of  considerably 
greater  strength. 

The  spreading  machine. — The  next  process  undergone  by  the  flax  is  its  conversion  into  an  endless 
band  of  parallel  and  rectilinear  filaments,  called  a  sliver,  being  the  foundation  of  the  future  yarn. 
This  is  accompUshed  by  the  machine  now  under  notice,  which  is  fully  delineated  in  Figs.  lYll  to 
1716. 

Fig.  1711  is  a  front  elevation  of  the  spreading  machine;  Fig.  1712  a  side  elevation;  Fig.  1713  a 
general  plan ;  and  Figs.  1714  to  1716  detached  views,  on  an  enlarged  scale,  of  the  spirals  and  fallers. 

AAA,  the  cast-iron  framework  of  the  machine. 

B  B,  the  driving  shaft,  fitted  with  a  fast  and  loose  pulley. 

C  C,  the  feeding  or  spreading  table  ;  it  is  divided  into  two  compartments,  the  one  being  considerably 
longer  than  the  other,  for  the  convenience  of  the  attendants  who  spread  the  flax. 

D  D  D,  rollers  situated  at  each  end  of  the  feeding-table ;  over  these  pass  four  endless  leather  straps, 
upon  which  the  stricks  of  flax  are  spread. 

E  E,  a  polished  iron  plate,  upon  which  are  fixed  the  guides  which  serve  to  conduct  the  flax  to  the 
back  or  detaining  rollers. 

F,  a  cylmdrical  tin  can,  placed  in  front  of  the  machine  to  receive  the  sliver. 

a  a  a,  the  front  or  lower  drawing  roller. 

bbb,  the  top  drawing  or  pressing  rollers,  made  either  of  wood  or  iron,  and  covered  with  leather 

ccc,  the  back  or  detaining  rollers. 

G  G,  two  weighted  levers  for  imparting  the  requisite  pressure  to  the  top  drawing  rollers. 

H  H,  two  weighted  levers  bearing  in  a  similar  manner  upon  the  top  detaining  roller. 

dd,  the  fallers  or  gill  bars,  forming  a  sheet  of  advancing  hackles  between  the  detaining  and  drawing 
rollers ;  these  are  for  the  purpose  of  producing  great  regularity  in  the  draught,  and  a  perfectly  parallel 
distribution  of  the  fibres. 

eee,  the  rubbers  for  clearing  the  top  drawing  rollers  from  adhering  fibres. 

///.  brass  guides  for  conducting  the  sliver  to  the  drawing  rollers. 

gg,  the  sliver-plate,  formed  with  bevelled  openings  for  the  sliver  to  pass  through  towards 
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h h,  the  calemle)' rollers,  hy  vfhicii  the  (our  slivers  are  compressed  into  one,  and  delivered  in  the 
form  of  a  riband  into  the  can  F. 

K,  the  calender  rolling  shaft. 

i  i,  cast-iron  hangers  for  transmitting  the  pressure  of  the  weighted  lever  G  to  the  top  di'awing 
roUers. 

k  k,  are  similar  hangers  attached  to  the  lever  H. 

1 1,  tlxe  spirals  or  screws  ;  into  the  spaces  between  the  tlireads  of  which  the  ends  of  the  fallers  are 
inserteil 

m  m,  two  pairs  »i  small  bevel- wheels  by  which  the  lower  spirals  are  driven  from  the  back  shaft. 

n  n,  two  small  spur-wheels  communicating  motion  from  the  lower  to  the  upper  spirals. 

o  0,  the  tappets  or  cams  by  which  the  fallers  are  elevated  in  succession  from  the  lower  to  the  upper 
spirals,  and  vice  versa. 

pp,  small  weighted  levers  for  guiding  the  fallers  between  the  threads  of  the  spirals. 

q,  a  small  endless  screw  cut  upon  the  extremity  of  the  axis  of  the  lower  drawing  rollers  a  a;  it 
works  into 

r,  a  worm-wheel  on  the  axis  of  wliich  is  another  endless  screw,  driving  a  similar  wheel,  called  the 
bell-wheel ;  at  every  revolution  of  this  last  wheel,  a  pin  fixed  into  its  rim  acts  upon  a  spring  L,  to  the 
end  of  wluch  a  bell  is  attached.  Thus  the  ringing  of  this  bell  serves  to  register  the  length  of  the 
sliver  delivered  into  the  can. 

The  following  is  the  detail  of  the  wheel  work  in  this  machine : — On  the  driving  shaft  B  is  fixed  the 
spur  pinion  s,  working  into  the  wheel  t  on  the  lower  drawing  roller  shaft ;  to  this  latter  axis  is  affixed 
the  wlieel  u,  whose  motion  is  commimicated  by  the  movable  intermediates  v  and  w  to  the  change 
pinion  x  on  the  back  shaft ;  the  relative  diameters  of  these  wheels  regulating  the  amount  of  draught  or 
the  degree  of  extension  which  the  ilax  sustains  in  passing  between  the  detaining  and  drawing  rollers . 
The  opposite  end  of  the  back  shaft  carries  the  pinion  y  working  into  the  stud-wheel  y',  having  on  its 
boss  the  pinion  z,  which,  by  means  of  a  movable  intermediate  z',  drives  the  wheel  1'  on  the  axis  of 
the  detaining  roUer.  This  train  of  wheel  work  is  calculated  to  produce  a  nearly  imiform  surface  speed 
of  the  rollers  and  the  sheet  of  hackles. 

A  slow  motion  is  communicated  to  the  sheet  roller  D,  over  which  the  feeding  bands  pass,  by  means 
of  the  spur-wheel  3  working  tlirough  an  intermediate  2  into  the  pinion  z. 

A  uniform  velocity  is  imparted  to  the  lower  drawing  and  calender  rolling  shafts  a  and  K,  by  a  pinion 
4  on  the  extremity  of  the  former,  working  through  an  intermediate  wheel  5  mto  a  similar  pinion  6  on 
the  end  of  the  latter. 

And  lastly,  a  revolving  brush  situated  under  the  lower  range  of  fallers,  for  the  purpose  of  clearing 
away  tlie  dust,  is  driven  by  the  stud-wheel  7,  geering  with  the  pinion  4,  and  having  on  its  boss  a  small 
pinion  Avorking  into  the  wheel  8  on  the  end  of  the  brush-shaft. 

Action  of  the  machine. — The  flax  is  placed  in  the  sheet-iron  guides  behind  the  detaining  rollers  and 
along  the  endless  bands  or  feed  sheets,  by  laying  down  one  handful  after  another,  so  that  the  points  of 
the  second  strick  reach  to  about  tlie  middle  of  the  first,  and  thus  preserve  a  uniformity  of  tliickness  in 
the  feeding.  By  the  motion  of  the  machine  it  is  introduced  between  the  back  rollers  c  c,  and  carried 
forward  by  the  sheet  of  hackles  dd,  towards  the  front  or  drawing  rollers  a  abb,  which,  revolving  at  a 
velocity  considerably  greater  than  the  former,  lengthen  or  draw  it  out  to  a  proportional  extent ;  the 
hackles  at  the  same  time  combing,  separating,  and  straightening  the  fibres.  The  slivers  from  the  four 
drawing  rollers  are  then  passed  through  the  bevel  slits  in  the  sliver-plate  g  g,  and  united  into  one  by 
tlie  calender  rollers  h  h,  where  tliey  are  subjected  to  a  gentle  pressure  and  delivered  into  the  can  F. 
This  union  of  the  slivers  is  necessary  in  order  that  the  varying  thicknesses  of  each  niay  be  compensated 
and  perfect  uniformity  attained.  When  the  can  has  received  its  destined  supply,  the  ringing  of  the  bell 
warns  the  attendant  to  break  the  flax,  remove  the  can,  and  substitute  another. 

The  drawing  frame. — Tlie  next  process  in  the  preparation  of  flax  consists  in  causing  it  to  pass  twice 
in  succession  through  the  drawing  machine,  for  the  purpose  of  still  further  increasing  the  fineness  and 
uniformity  of  the  sliver. 

These  machines,  which  are  represented  in  Figs.  1711,  1718,  and  1719,  are  in  principle  identical  with, 
and  in  the  details  of  their  construction,  very  similar  to,  the  spreading  machine  already  described.  They 
contain,  as  will  be  seen  by  the  drawings,  two  sets  of  fallers  and  rollers,  and  the  place  of  the  feeding 
table  and  guides  is  supplied  by  a  bent  plate  of  polished  sheet-iron  C,  extending  across  the  entire  breadth 
of  the  machine,  over  Avhich  the  slivers  glide  in  passing  from  the  cans  to  the  detaining  rollers.  These 
latter  differ  slightly  from  those  used  for  the  same  purpose  in  the  spreading  machine ;  liere  they 
are  three  in  number,  and  coupled  together  by  small  pinions,  1,  2,  and  3,  and  disposed  in  a  triangular 
form,  the  sliver  being  made  to  pass  under  the  first,  over  the  second,  and  under  the  third.  With  these 
exceptions  there  is  no  essential  difference  between  the  present  machine  and  that  last  described,  and  as 
we  have  been  careful  to  designate  the  same  or  analogous  parts  in  both  by  the  same  letters,  it  will  be 
unnecessary  to  repeat  the  description. 

Spiral  or  screw  gill. — Figs.  1720,  1721,  and  1722  give  a  representation  of  a  very  interesting  and  im- 
portant piece  of  mechanism  which  enters  largely  into  the  construction  of  modern  flax  machinery.  This 
ingenious  contrivance  has,  in  a  great  measure,  superseded  all  former  modes  of  effecting  the  same  object, 
which  is  the  combing  and  separating  the  fibres  of  the  flax,  in  order  to  facilitate  the  drawing  and  to  give 
uniformity  to  the  sliver. 

The  fallers  or  hackle  bars  dd,  Fig.  1721,  are  supported  at  both  extremities  by  the  horizontal  steel 
guide  rails  k  k,  screwed  to  the  insides  of  the  sockets  in  which  the  spirals  or  screws  / 1  work ;  tliese 
sockets  being  bored  in  projecting  parts  cast  upon  the  stands  D  D.  The  lower  screw  is  driven  from  the 
oack  shaft  by  a  bevel-wheel  and  pinion  mm',  and  a  small  spur-wheel  n,  on  the  back  of  the  bevel  pinion, 
works  into  a  corresponding  wheel  on  the  top  screw,  driving  both  screws  at  equal  velocities  b"^""  in 
contrary  directions.     In  the  sides  of  the  sockets  in  Avhich  the  screws  revolve,  openings  are  fcrmed, 
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parallel  ■with  their  axis  and  coinciding  with  the  surfaces  of  the  guide  rails  k  k ;  through  these  openings 
the  ends  of  the  gill-bars,  (which  are  steeled  and  bevelled  to  compensate  for  the  angle  of  the  threads,) 
are  inserted  into  the  helical  grooves  of  the  screws.  Thus  the  rotary  motions  given  to  the  spirals  cause 
the  fallers  to  be  driven  along  the  guide  rails  in  a  vertical  position,  and  with  a  uniform  sunultaneous 
movement ;  the  top  sheet  in  the  direction  of  the  drawing  rollers,  and  the  lower  towards  the  detaining 
rollers. 

On  reaching  the  front  part  of  the  machine,  close  behind  the  drawing  rollers,  the  fallers  are  depressed 
and  put  out  of  operation  by  means  of  the  rotary  cams  oo,  fixed  to  the  ends  of  the  top  screws ;  being 
guided  vertically  downwards  between  the  ends  of  the  upper  guide  rails  and  the  wfeighted  levers  pp. 
They  are  thus  engaged  in  the  threads  of  the  lower  screws,  which  carry  them  to  the  opposite  end,  where 
similar  cams  o  o,  and  weighted  levers  p  p,  raise  them  successively  mto  their  original  position  on  the 
upper  guide  rail,  where  they  are  traversed  forward  as  at  first.  It  is  usual  to  make  the  lower  spiral 
with  the  threads  considerably  wider  than  those  of  the  upper,  which  aiTaugement  diminishes  the  total 
number  of  fallers  requisite  for  the  due  performance  of  the  work. 

Self-regulating  spiral  roving  machine. — Fig.  1723  presents  a  general  elevation  of  the  entire  machine 
as  seen  in  front ;  one  of  the  plates  which  protect  the  spiral  pinions  being  removed  in  order  to  show  the 
mode  of  giving  motion  to  the  spindles,  flyers,  and  bobbins. 

Fig.  1*724.  A  corresponding  general  elevation  of  the  back  part  of  the  roving  frame  exhibiting  the 
cone  and  differential  movements,  and  by  the  removal  of  one  of  the  covering  plates,  exposing  a  part  of 
the  back  shaft  and  geering  for  working  the  fallers. 

Fig.  1725  is  an  end  elevation,  showing  the  principal  geering  employed  in  this  machine. 

Fig.  1727  is  an  elevation,  partially  sectioned,  of  portion  of  the  spindle  rail  or  beam,  and  Fig.  1728  is  a 
plan  corresponding. 

Fig.  1 729  is  an  elevation,  also  partially  sectioned,  of  part  of  the  bobbin  lifter  with  its  attached  geering, 
and  Fig.  1730  is  a  plan  of  the  same. 

Fig.  1726  is  a  transverse  section  of  the  machine,  exliibiting  some  of  its  internal  airangements,  and 
showing  the  course  of  the  sliver  from  the  cans  to  the  bobbins. 

Fig.  1731  is  an  elevation  of  part  of  one  of  the  stands,  showing  the  slides,  springs,  and  weighted  levers 
used  for  defining  the  course  of  the  fallers. 

Fig.  1732.  An  elevation  and  plan  of  the  contrivance  for  transmitting  motion  to  the  axis  of  the  spirals 
on  the  bobbin  rail. 

Fig.  1733.  A  cross  section  of  a  part  of  the  machine,  showing  the  apparatus  for  maintaining  constant 
tension  upon  the  strap  driving  the  cone  pulley  of  the  traverse  and  equational  bobbin  motions. 

A  A,  the  driving  shaft,  situated  towards  the  back  of  the  machine  and  extending  throughout  its  entire 
length. 

B  B,  a  shaft  parallel  and  near  to  the  driving  shaft,  extending  from  the  centre  to  one  end  of  the 
machine.  It  carries  a  spur-wheel  at  each  extremity,  one  of  which  is  commanded  by  the  equational 
bobbin  motion,  wliile  the  other,  by  means  of  a  peculiar  arrangement  of  geering,  to  be  hereafter  described, 
transmits  the  motion  to  the  spiral  shaft  on  the  bobbin  rail. 

C  C,  the  mangle  pinion  shaft  worked  by  a  train  of  bevel-wheels  from  the  cone  shaft,  and,  through  the 
mangle  wheel,  situated  at  one  end  of  the  machine,  close  to  the  driving  pulleys,  working. 

D  D,  the  mangle  wheel  shaft  extending  the  whole  length  of  the  machine,  and  carrying  pinions  working 
into  racks  8, 8, 8,  attached  to  vertical  slides ;  these  slides  are  furnished  with  projecting  arms  fixed  to  the 
bobbin  rail,  which  is  traversed  up  and  down  by  the  mangle  wheel ;  causing  the  flyers  to  wind  the  roving 
between  the  flanges  of  the  bobbins,  with  all  the  regularity  of  a  screw.  Counter-balance  weights  1,1,1, 
attached  to  the  bobbin  lifter  by  means  of  chains  passing  over  puUeys,  serve  to  relieve  the  racks  from  all 
■  unnecessary  strain. 

E,  a  short  shaft  situated  at  the  back  of  the  machine,  and  driven  by  a  train  of  spur-wheels  from  the 
driving  shaft  at  the  same  velocity  as  the  latter.  Upon  this  shaft  is  suspended  a  species  of  frame,  fitted 
to  slide  longitudinally  upon  it,  and  carrying  two  pulleys  and  a  weight  at  the  extremity ;  the  first  pulley 
being  adapted  to  rotate  with  the  shaft  E,  by  means  of  a  long  slot  and  sunk  feather,  and  the  other  being 
merely  a  conical  friction  roller,  for  the  purpose  of  maintaining  a  constant  tension  upon  the  strap  driving 
the  cone  F,  Fig.  1733.  The  frame,  with  its  appendages,  is  traversed  along  the  shaft  by  means  of  a 
weight  2,  situated  at  the  opposite  end  of  the-  machine,  and  attached  by  a  chain  and  adjustable  rod  to 
the  frame  and  to  a  rack  working  in  a  slide  fixed  to  the  back  of  the  roller  beam.  Fig.  1726.  This  rack  is 
serrated  on  both  edges,  the  teeth  of  the  upper  alternating  with  those  on  the  lower  edge,  and  the  pawls 
are  alternately  disengaged  at  every  revolution  of  the  mangle  wheel  in  such  a  manner  as  to  allow  tlie 
drag  weight  to  advance  the  rack  and  pulley  frame  by  half  the  distance  between  two  contiguous  teeth. 
The  mechanism  by  which  the  pawls  are  disengaged  is  as  follows : — At  die  back  of  the  rack  slide  a  short 
rectangular  bar  is  fitted  to  slide  vertically,  having  two  projecting  pins  acting  upon  the  points  of  the  clicks. 
Fig.  1726.  This  bar  is  worked  by  the  end  of  a  lever  inserted  through  its  lower  extremity,  and  having 
its  fulcrum  under  the  roller  beam ;  to  the  other  end  is  attached  the  vertical  rod  5,  carrying  two  adjusta- 
ble catches  4,  4,  which,  at  every  alternate  movement  of  the  mangle  wheel,  are  struck  by  an  arm  6 
extending  from  the  rack  7.  Thus  one  of  the  pawls  is  constantly  in  geer  to  prevent  the  rack  and 
attached  pulley  frame  from  being  drawn  beyond  the  prescribed  limits  for  each  stroke.  The  lower  pawl 
is  kept  pressed  against  the  rack  by  a  counter-weight  3,  while  the  upper  one  merely  rests  on  it  by  its 
own  gravity.  The  pitch  of  the  teeth  on  the  rack  must  be  varied  according  to  the  degree  of  fineness  of 
the  roving. 

F,  the  cone  driven  by  a  strap  belt  from  the  pulley  on  the  shaft  E,  and  communicating  a  graduallj 
retarded  motion,  at  once  to  the  bobbins  themselves  and  to  the  traverse  of  the  bobbin  rail ;  the  velocit} 
of  the  spindles  and  flyers  remaining  constant.  Tins  is  necessary  in  order  to  compensate  for  the  con 
tinually  mcreasing  diameter  of  the  bobbins  as  the  roving  is  wound  upon  them.    The  cone  is  set  at  a 
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Blight  inclination,  in  order  to  allow  the  belt  to  act  upon  a  greater  part  of  its  peripliery  towards  the  apt>i 
than  towards  the  base  where,  on  account  of  the  increased  diameter,  this  precaution  is  less  necessary  to 
ensure  the  rotation  of  its  shaft.  A  lever  handle  (seen  in  the  end  elevation,  Fig.  1*725,)  is  attached  to  the 
carriage  of  the  cone  shaft,  for  the  purpose  of  raising  its  outer  extremity  previously  to  winding  back  the 
pulley  frame. 

G  H,  two  short  shafts  situated  towards  tlie  centre  of  the  machine,  and  carrj-ing  geering  to  be  here- 
after specified,  for  transmitting  the  motion  of  the  cone  shaft  F  to  the  traverse  and  equational  bobbin 
motions  respectively. 

1733. 

j^^^t.  1732. 

^^     ^'    "  __ 

N 


I,  a  hollow  boss  fitted  to  rotate 
upon  the  driving  shaft  A,  with  a  mo- 
tion independent  of  that  of  the  latter, 
and  carrying  at  one  end  a  spur  pin- 
ion working  into  a  wheel  on  ilie  sliaft 
B,  and  at  tlie  other  a  bevel-wheel, 
being  paii  of  the  equational  bobbin 
motion. 

K  is  a  similar  bevel-Avheel  fast 
upon  the  driving  shaft  A. 

L  L,  the  back  shaft  traversing  the 
entire  length  of  the  machine,  and 
carrying  the  bevel-wheels  for  work- 
ing the  mechanism  of  the  fallers. 

M  M,  a  longitudinal  shaft  working 
in  bearings  on  the  spindle  rail,  and 
cahying  the  spiral  pinions  for  con- 
veymg  motion  to  the  spindles  and 
flyers.  Figs.  1126,  Il2l,  and  1728. 
The  spindles  are  disposed  in  two 
rows,  so  that  each  spindle  in  the 
back  range  stands  opposite  to  the 
interval  between  two  in  the  front 
range.  Tlie  object  of  this  distribu- 
tion is  economy  of  space,  as  the  ma- 
cliines  would  require  to  be  greatly 
longer  if  the  spindles  stood  all  in  one 
line.  Tlie  shaft  M  is  situated  be- 
tween the  two  rows,  and  drives  both 
rows  in  the  same  direction. 

N"  N,  a  longitudinal  shaft  working 
in  l>earings  on  the  bobbin  rail,  and 
carrying  the  spiral  pinions  for  work- 
ing the  bobbins.  Figs.  1726,  1729, 
and  1730.  Tlie  spindles  pass  tlirough 
brass  sockets  fixed  to  the  bobbin  rail 
to  hold  them  steady  as  tlie  latter 
traverses  up  and  down.  These  sock- 
ets serve  also  as  pivots  for  the  spiral 
pinions  to  revolve  upon ;  it-  being 
understood  that  the  motion  of  tlie 
bobbin  spirals  is  totally  independent 
of  that  of  the  "spindles.  A  small 
flange  on  the  top  of  each  spiral  car- 
ries two  projecting  pins  fitting  into 
corresponding  lioles  in  the  bottom  of 
tlie  bobbins,  and  causing  both  to  re- 
volve together. 

0  P,  the  back  detaining  rollers 
having  the  iron  pressing  rollers  be- 
tween them,  which  are  cut  into  sliort 
lengths,  and  are  carried  round  by  the 
friction  caused  by  their  own  gravity. 

Q  Q,  the  axes  of  the  pressing  or  top 
drawing  rollers  marked  10,  wliicii 
are  usually  made  of  wood,  and  are 
pressed  against  the  lower  drawing 
rollers  12, 12,  by  hangers  11, 11,  rest- 
ing in  necks  cut  in  the  axes  and  at- 
tached to  weiglited  levers  9, 9,  pass- 
ing under  the  roller-beam. 

RR,  a  slender  rod  extending  the  entire  length  of  the  machine,  for.  conducting  the  slivers  to  the 
detaining  rollers.  Iliey  pass  under  this  rod,  and  slide  over  a  polished  sheet-iron  plate  covering  the  back 
ihaft  and  bevel  geering  for  driving  tlie  gill  screws 

S  S,  a  rod  by  which  the  attendant  is  enabled  at  any  part  of  the  machine  to  stop  or  set  it  motion. 
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T  T,  are  a  set  of  friction  pulleys  placed  upon  a  rod  surmounting  the  machine,  for  the  purpose  of  guid 
•ng  the  slivers  as  they  are  drawn  out  of  the  cans  by  the  action  of  the  machine. 

U  V,  the  fast  and  loose  pulleys  on  the  end  of  the  driving  shaft  for  starting  and  stopping  the  machine 

W  W  W,  is  a  train  of  spur-wheels  conveying  the  motion  of  the  driving  shaft  A  to 

X,  a  spur-pinion  on  the  end  of  the  shaft  M,  which  drives  the  spindles  and  flyers  with  a  uniform  motion 

y  Z,  the  draught  geering  between  the  drawing  and  detaining  rollers,  the  particulars  of  which  will  be 
given  below. 

abcc  and  d,  are  spur  and  bevel  wheels  and  pinions,  the  combination  of  which  forms  the  differenj^ial 
motion  for  driving  the  bobbins.  ■ 

Supposing  that  the  large  spur-wheel  a,  which,  through  the  pinion  b,  receives  its  motion  from  the 
cone,  were  driven  at  the  same  velocity  as  the  driving  shaft  A,  then  it  is  obvious  that  no  motion  what- 
ever would  be  imparted  to  the  bobbins.  On  the  other  hand,  if  the  wheel  a  were  held  absolutely  im- 
movable, the  bevel  K,  which  is  fixed  upon  the  driving  shaft,  would  convey,  through  the  pinions  c  c,  a 
motion  equal  to  its  own,  though  in  tlie  contraiy  direction,  to  the  boss  I  and  attached  geering  ;  conse- 
quently, in  the  case  we  have  last  supposed,  the  motion  communicated  to  the  bobbins  would  be  uniform. 
Hence,  by  combining  the  two  extreme  cases,  and  supposing  the  wheel  a  to  be  driven  in  the  direction  of 
tlie  driving  shaft,  but  with  a  slower  velocity,  it  will  be  understood  that  the  boss  I  will  be  made  to  re- 
volve at  a  speed  which,  if  added  to  that  of  the  wheel  a,  will  be  exactly  equal  to  that  of  the  driving 
shaft  A. 

Thus,  when  the  driving  strap  is  at  the  apex  or  starting  point  of  the  cone  F,  the  wheel  a  is  at  its  maxi- 
mum velocity,  and  the  boss  I  with  the  train  of  wheels  to  the  bobbins  at  their  minimum,  causing  the 
flyers,  which  revolve  at  a  considerably  greater  uniform  speed,  to  coil  the  given  quantity  of  rove  upon 
the  bobbins ;  then  as  the  strap  advances  towards  the  base  of  the  cone,  (every  point  in  this  advance  being 
simultaneous  with  the  commencement  of  a  fresh  layer  of  roving,)  the  speed  of  the  wheel  a  is  diminished, 
causing  that  of  the  boss  I  to  increase  in  the  same  ratio,  and  tlius  approximating  the  speed  of  the  bob- 
bins to  that  of  the  flyers,  at  every  alternate  motion  of  the  traverse.  In  this  way  the  irregularity  due 
to  the  varying  diameters  of  the  bobbins  is  compensated,  and  a  uniform  very  sKglit  tension  maintained 
upon  the  slivers  between  the  flyers  and  the  drawing  rollers. 

eee,  a.  train  of  bevel- wheels  and  pinions  for  conveying  the  motion  of  the  short  shaft  G  to  the  mangle 
pinion  shaft  C. 

fff  g,  a  train  of  spur-wheels  and  pinions  (including  change  pinions)  for  conveying  the  motion  of  the 
cone  F,  at  once  to  the  traverse  and  equational  motions.  It  is  obvious  that  to  preserve  the  regularity  of 
tlie  winding,  the  speed  of  the  traverse  or  copping  motion,  as  well  aa  that  of  the  bobbins  themselves, 
must  be  progressively  retarded. 

hhh,  a.  train  of  spur-wheels  for  conveying  the  diflferential  motion  to  the  bobbin  shaft  N.  The  pinion 
d  on  the  boss  I  works  into  a  wheel  fixed  to  the  end^of  the  shaft  B  ;  this  sliaft  has  another  spur-wheel  A, 
Figs.  1725  and  1*732,  upon  its  opposite  extremity,  which  geers  with  h  an  intermediate  wheel  suspended 
in  a  joint  formed  by  the  meeting  of  two  pairs  of  arms ;  one  of  which  have  their  centre  of  motion  on  the 
shaft  B,  and  the  other  upon  the  shaft  N".  Thus,  when  the  latter  ascends  and  descends  in  obedience  to 
tlie  traverse  motion,  the  arms  move  in  a  radial  direction  round  their  respective  centres,  and  consequently 
the  suspended  wheel  h  is  kept  constantly  in  geer  both  with  the  wheel  on  the  end  of  the  shaft  B  and 
with  the  pinion  on  the  shaft  N.  This  wUl  be  clearly  understood  by  observing  the  dotted  lines  in  Fig. 
1732,  which  denote  the  different  positions  of  the  bobbin  lifter,  and  the  corresponding  positions  of  the 
arms  and  intermediate  wheel. 

i  kl m,  a  train  of  spur-wheels  for  conveying  the  motion  of  the  driving  shaft  to  the  shaft  E  working 
the  cone  motion,  Fig.  1725. 

n,  is  a  spur-wheel  on  the  end  of  the  drawing  roller,  also  working  into  the  movable  intermediate  k, 
wliich  thus  commands  the  drawing,  the  bobbin,  and  traverse  motions.  The  train  i  k  n,  is  called  the  twist 
geering,  and  its  object  is  to  vary  the  speed  of  the  front  roller  while  the  speed  of  the  spindles  remains  tlie 
same,  and  tlius  to  put  more  or  less  twist  into  the  rove  as  may  be  required. 

o  op,  a  train  of  wheels  between  the  drawing  rollers  and  the  back  shaft — p  being  a  change  pinion; 
these,  togetlier  with  the  train  Y  Z,  at  the  opposite  end  of  the  machine,  constitute  the  draught  geering. 

r  r,  small  pinions  connecting  the  detaining  rollers  together. 

t  u,  a  handle  and  small  bevel-wheels  working  a  barrel  round  which  is  coiled  a  chain  attached  to  the 
pulley  frame  for  wmding  the  rack,  (fee,  towards  the  apex  of  the  cone  F. 

vvwwyy,  the  fallers  and  geering  for  working  them,  as  minutely  detailed  in  a  preceding  description. 

XXX,  the  flyers  fixed  upon  the  top  of  the  spindles  for  twisting,  guiding,  and  winding  the  rove  upon 
the  bobbins. 

The  wet  spinning  frame. — With  the  exception  of  the  hot-water  trough  and  its  adjuncts,  this  machine 
bears  a  close  resemblance  to  the  throstle  frame  of  the  cotton  manufacture,  and  like  it,  is  employed  for 
the  completion  of  the  yarn,  after  being  subjected  to  the  processes  of  drawing  and  roving. 

Although  the  principle  of  its  operation  be,  for  the  most  part,  the  same  as  that  of  the  roving  machine, 
it  is  much  less  complicated  than  the  latter,  inasmuch  as  it  dispenses  with  the  gill  apparatus,  (which  is, 
of  course,  only  applicable  to  parallel  slivers,)  and  with  the  equational  bobbin  motion,  which,  in  the  pre- 
sent instance,  is  rendered  unnecessary  by  the  circumstance  of  the  yarn  itself  having  attained  a  sufficient 
degree  of  cohesive  force  to  enable  it,  with  the  aid  of  a  simple  contrivance,  to  regulate  the  drag  upon  the 
bobbins. 

A  very  important  improvement  in  the  spinning  of  flax  is  the  use  of  the  hot-water  trough,  through 
n  liich  the  rovings  are  caused  to  pass  in  tlie  act  of  spinning.*  By  this  means,  the  glutinous  matter  ad- 
hering to  the  fibres  is  thoroughly  dissolved,  and  a  much  finer,  smoother,  and  more  uniform  thread  tlian 
I'O'dd  otherwise  have  been  possible,  is  produced.  There  is  an  improvement  in  the  method  of  driving 
the  spindles,  by  which  one  tape  is  made  to  communicate  motion  to  four  spindles,  and  another  in  i\\i 
method  of  working  tlie  traverse  motion,  as  seen  in  the  figures. 
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Fig.  1734  is  a  front  elevation,  broken  in  the  middle,  for  the  purpose  of  exposing  part  of  the  geering 
for  working  the  traverse  motion. 

Fig.  1735  is  an  elevation  of  the  geering  end  of  the  machine ;  and  Fig.  1736  is  a  transverse  section  of  tlie 
entire  machine. 

Literal  References. — A  A,  the  frame 
ends  or  standards  of  cast-u-on. 

B  B,  the  middle  support. 

C  C,  longitudinal  beams  of  cast-iron,  on 
which  are  supported 

a  a,  the  stands  or  framing  of  the  rollers. 
The  bottom  or  drawing  roller  journals  are 
fixed,  while  tlie  top  or  detaining  roller 
journals  slide  on  the  upper  part  of  the 
stands,  and  are  regulated  by  screws,  (see 
dotted  hues  in  Fig.  1736,)  so  as  to  adapt 
the  reach  or  distance  between  the  draw- 
ing and  detauiing  rollers  to  the  various 
lengths  of  fibres.  This  distance  should 
always  be  a  httle  more  than  the  average 
length  of  the  filaments. 

b  b,  the  bottom  or  drawing  rollers,  usu- 
ally called  \he  front  rollers. 

c  c,  the  top  or  detaining  rollers,  usually 
called  the  back  rollers.  Both  front  and 
back  rollers  are  made  of  brass  cast  upon 
a  wrought-iron  shaft  or  axle,  and  fluted. 

dd,  the  saddles  for  retaining  the  press- 
ing rollers  in  their  proper  places.  The 
bushes  or  bearings  of  the  top  pressing 
rollers  are  made  to  slide  upon  projecting 
arms,  in  order  to  suit  the  various  lengths 
of  reach.  The  top  pressing  rollers  are 
generally  made  of  brass  and  the  bottom 
of  box-wood,  and  both  are  fluted. 

ee,  are  bolts  fitted  with  adjusting 
thumb- screws  for  attaching  the  saddles 
dd,  to 

ffgg,  levers  with  weights  for  giving 
the  requisite  pressure  to  the  pressing 
rollers. 

h  li,  cranked  axles  extending  the  entire 
length  of  the  machine  for  relieving  the 
pressing  loUers  from  the  strain  of  the 
weighted  levers  when  the  machine  is  at 
rest. 

it,  ratchet-wheels  fixed  upon  the  end 
of  the  cranked  axles  for  maintaining  them 
in  the  position  in  which  they  may  be 
.  placed. 

D  D,  the  wooden  troughs  surmounting 
the  machine,  and  through  which  the  ro- 
vings  pass  before  reaching  the  detaining 
rollers.  These  troughs  are  supphed  with 
hot  water,  and  kept  at  a  high  temperature 
by  steam  from  a  boiler. 

E,  the  creel  in  which  the  roving  bobbins 
are  placed  verticjiUy,  in  alternating  rows. 

F,  a  wooden  rail  surmounting  the  creel, 
to  which  are  attached 

jj,  the  slender  sheet-iron  supports  for 
the  top  of  the  roving  bobbin  spindles,  the 
lower  ends  revolving  in  footsteps  on  the 
top  of  the  trough.  Fig.  1736 

kk,  the  bobbins,  as  filled  with  loose 
yam  by  the  roving  machine. 

nil,  longitudinal  brass  rods  for  conducting  the  rovings  into  and  through  the  troughs  D D. 

m  Ml,  is  a  flat  brass  rod,  placed  immediately  above  the  detaining  rollers,  and  extending  the  entire 
length  of  the  machine ;  opposite  to  each  boss  of  the  detaining  rollers  an  indentation  is  cut  in  the  rod  m, 
for  the  purpose  of  guiding  the  rovings.  A  small  endless  screw  is  cut  on  the  end  of  the  detaining  roller 
sliaft,  and  geers  with  a  worm-wheel  p,  Fig.  1734,  which  works  on  a  stud  fixed  to  the  beam  C,  and  has 
a  small  heart-wheel  formed  upon  its  upper  surface.  A  small  steel  pin  n  is  fixed  to  the  end  of  the  rod  m., 
and  is  pressed  agauist  the  heart  by  a  (frag-weight  o,  attached  to  it  by  a  chain  passing  over  a  small  pul- 
ley.   As  the  roller  revolves,  it  produces  a  slow  motion  of  the  heart  causing  the  roid  ??»  m,  to  travers* 
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nearly  the  -whole  length  of  the  boss,  and  thereby  preventing  the  roving  from  wearing  the  surface  of  the 
rollers  unequally. 

q  q,  the  thread-plates  or  guides,  having  small  notches  opposite  to  each  bobbin  tlirough  -which  the 
threads  pass  on  their  -way  from  the  drawing  I'oUers  to  the  eyes  of  the  flyers.  These  plates  are  made 
in  separate  lengths  as  may  be  convenient,  and  are  hinged  in  order  to  enable  the  bobbms  to  be  inserted 
ivi  0  or  withdrawn  from  the  spindles. 

173S. 


G  G,  are  sheet-iron  linings  extending  from  the  beam  C  to 

H  H,  spouts  formed  under  and  within  the  rows  of  bobbins.     These  linings  and  spouts  serve  to  collect 
and  -withdraw  the  water  which  is  thrown  off  by  the  centrifugal  force  of  the  bobbins. 


1730. 


r  r,  the  flyers  for  guiding  and  winding  the  yarn  on 

s  s,  the  bobbins,  formed  with  a  species  of  pulley  on  their  lower  flanges.  In  this  machine  the  bobbins 
are  not  driven  independently  of  the  spindles,  for  a  reason  which  we  have  specified  in  our  introductory 
remarks.  The  natural  tendency  of  the  bobbins  to  wind  on  the  yarn  regularly  is  assisted  by  the  follow- 
ing contrivance : 

1 1,  are  drag  weights,  attached  by  pieces  of  string  to  loops  on  the  back  of  the  bobbin  lifter ;  these 
(.-ords  pass  across  to  a  pLate  with  a  serrated  edge  fixed  to  the  front  of  the  bobbin  lifter,  and  press  against 
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the  grooves  formed  in  the  lower  flanges  of  the  bobbins.  The  friction  thereby  occasioned,  which  may  be 
varied  by  changing  the  length  of  leverage  at  which  the  weights  act,  gives  the  bobbin  the  requisite  re- 
tardation for  winding  on  the  yarn. 

■u  u,  the  bobbin  beams  or  hfters  supported  by  the  traverse  rods  x  x,  which  are  attached  to  bosses 
upon  the  traverse  shaft  zz,  by  chains  furnished  witli  adjusting  thumb-screws  for  adapting  the  bobbins 
to  the  height  of  the  flyers. 

V  V,  are  the  spindle  rails  or  beams,  in  which  are  inserted  the  steps  and  collars  for  the  spindles  to  run  in. 

to  w,  the  spindles  themselves,  with  their  driving  wliarves  or  pulleys  fixed  to  them. 

I,  is  a  bracket  upon  wliicli  works  the  strap-guide  for  starting  and  stopping  the  machine. 

J  J,  the  fast  and  loose  pulley  fitted  to  the  end  of 

K  K,  a  long  cylinder  constructed  of  tin  plates  and  extending  the  entire  length  of  the  machine,  form- 
ing a  continuous  drum  for  driving  the  spindles. 

L,  a  balance  pulley  round  which  the  tape  passes  for  driving  the  spindles,  and  wliich  keeps  it  at  the 
proper  tension.  The  tape  passes  over  tlie  cylinder  K,  then  over  the  balance  pulley  L,  and  round  two 
spindles  on  each  side  of  the  frame,  thus  causing  one  belt  or  tape  to  drive  four  spindles.  Previously  to 
the  introduction  of  this  method,  each  spindle  was  impelled  by  a  separate  tape. 

MNOPQRS,  a  train  of  spur  geering,  (0  being  a  change  pinion,)  constituting  the  twist  geering  and 
conveying  motion  from  the  driving  shaft  to  the  front  rollers  on  both  sides  of  the  frame. 

T  U  V,  a  train  of  spur-wheels  situated  at  the  middle  of  the  frame,  and  constituting  part  of  the  trav- 
erse geering.  T  is  a  pinion  fast  upon  the  end  of  the  shaft  which  carries  tlie  intermediate  twist  wheel 
P,  and  which  has  a  bearing  in  the  middle  support  B.  This  wheel  works  through  the  intermediate  XJ, 
into  V  upon  the  mangle  pinion  shaft. 

W  is  the  mangle  wheel  situated  at  the  opposite  end  of  the  frame  to  the  twist  geering,  and  actuated 
alternately  in  both  directions  by  the  mangle  pinion. 

X,  a  small  spur-pinion  fixed  to  the  axis  of  the  mangle  wheel,  and  working  into  a  rack  formed  on  the 
top  edge  of 

Y,  a  cast-iron  horizontal  bar  working  transversely  in  shdes  bolted  to  the  inside  of  the  end  framing  A  A. 
Each  extremity  of  this  bar  is  formed  mto  a  radial  rack ;  these  work  into  the  eccentric  spur-wheel  y  y, 
fixed  upon  the  traverse  shafts  2  z,  imparting  to  the  latter  a  graduated  motion  of  rotation,  which  is  com- 
municated to  the  bobbin  lifter  by  the  mechanism  previously  described ;  causing  the  flyer  to  wind  the 
yam  upon  the  bobbin  in  a  slightly  spherical  form. 

a'  b'  c'  d',  a  combination  of  wheels  formmg  the  draught  geering,  precisely  similar  to  the  draught  geer- 
ing in  the  other  machines  which  have  come  imder  our  notice. 

FLOATING  BRICKS,  in  imitation  of  those  made  by  the  ancients,  were  formed  by  M.  Fabbroni,  out 
of  a  material  which  consisted  of  55  parts  of  siliceous  earth,  15  of  magnesia,  14  of  water,  12  of  alumina, 
3  of  lime,  and  1  of  iron :  this  kind  of  brick  does  not  become  altered  by  fire,  being  mfusible,  and  although 
it  loses  §  part  of  its  weight,  it  is  not  in  any  way  diminished  in  size :  as  these  bricks  are  found  to  float 
on  water,  they  have  been  very  much  used  where  lightness  of  construction  was  desirable.  See  Fike- 
Beicks. 

FLOATING  SECTIONAL  DOCKS,  Messrs.  Burgess  and  Dodge,  New  York,  patentees.  These  docks 
are  very  powerful,  being  capable  of  Ufting  vessels  of  upwards  of  2,000  tons  burden,  and  are  executed  at 
a  comparatively  small  cost,  being  chiefly  of  timber. 

These  docks,  instead  of  being  fixed,  and  in  one  position,  like  the  marine  railway  and  screw  docks, 
may  be  towed  to  any  vessel  within  a  convenient  distance. 

Suppose  that  a  ship  is  sunk,  say  in  6  fathoms  water,  it  may  be  raised  to  the  surface  by  hogsheads,  or 
slung  by  any  of  the  usual  modes ;  and,  once  got  up  to«the  surfiice,  the  sectional  floating  dock  can  be 
readily  introduced  beneath  it,  and  the  whole  towed  together  to  the  landing  or  shipwright's  wharf. 

Tlie  sectional  floating  dock  derives  its  name  from  its  consisting  of  distinct  sections  of  timber  fi-aming 
in  the  form  of  a  floating  dock,  into  which  ships  can  enter.  In  the  sections  on  each  side  are  balance 
tanks  raised  and  lowered  by  means  of  a  rack  and  pinion,  and  also  tanks,  wliich,  by  being  filled  with 
water,  cause  the  dock  to  sink,  and  by  the  water  being  pumped  out  enable  it  to  be  raised  to  any  required 
height  out  of  the  water,  the  ship  resting  on  the  platform  within.  On  the  top  of  the  sections  is  machinery 
for  working  the  racks  and  pinions  and  pump-work. 

Such  is  tlie  general  principle  of  the  contrivance.  Now  to  detail  the  construction.  According  to  the 
size  of  the  vessel  to  be  raised,  any  number  of  sections,  more  or  less,  may  be  used,  as  convenience 
suggests.  Each  section  is  92  feet  broad  externally,  and  64  feet  intenially,  aiifl  23  feet  long.  The 
section  is  38  feet  high  externally,  exclusive  of  engine  house,  and  28  feet  high  internally  to  the  top  of  the 
standards.  The  dock,  it  will  be  seen,  is  neither  more  nor  less  than  a  large  floating  tunber  vessel,  and  is 
constructed  of  beams  strongly  bolted  together. 

Each  section  may  be  considered  as  consisting  of  three  parts,  two  lateral  scaffoldings  or  framings  of 
standards  within  which  the  balance  tanks  run,  and  a  central  platform  connecting  them.  The  object  of 
the  lateral  framing  is  to  enable  the  balance  tanks  B  to  be  run  up  and  down,  and  to  prevent  the  machines 
from  coming  in  contact  with  the  water.  Each  lateral  portion,  Fig.  1737,  consists  of  two  external 
standards  G,  36  feet  liigh  and  12  inches  square,  and  of  four  internal  standards  //,  37 i  feet  high  and 
1 2  inches  square.  These  standards  are  at  the  bottom  secured  to  the  outside  truss  girders  F,  and  on 
their  tops  carry  a  platform  on  which  the  engine  apparatus  is  placed.  The  standards  are  bound  together 
by  proper  tie-pieces,  and  are  further  secured  to  the  outside  truss  girders  F  by  a  12-inch  beam  44  feet 
long,  F*.  At  the  bottom  of  each  lateral  framuig  is  a  flooring  on  which  rests  a  balance  tank  B,  19i  feet 
long,  10  feet  broad,  and  8  feet  deep,  being  of  a  capacity  of  about  1500  cubic  feet  The  total  capacities 
of  the  fourteen  tanks  would  therefore  be  21,000  cubic  feet  Besides  these  are  water  tanks  within  the 
platform  in  wliich  the  pump  rods  t'  work. 

Tlie  platform  is  about  10  feet  deep,  and  on  the  upper  surface  consists  of  two  outside  truss  girders  FF, 
being  about  70  feet  long  and  17  inches  across,  composed  of  two  beams  scarped  together.    Between  these 
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are  a  cross  beam,  7  inches  square,  iiv  the  centre,  secured  to  the  keel  beam  P,  and  a  cross  beam  on  each 
side  D  D,  9  inches  square,  for  carrymg  the  chock  blocks  E,  and  secured  to  the  keel  beams  P.  Tliese 
cross  beams  rest  on  joists  or  tie-pieces,  10  inches  square.  In  the  centre  across  are  the  two  keel 
beams  P  P,  24^  feet  long  and  12  inches  square,  and  -whicli  carry  live  keel  blocks  C.  This  upper  plat- 
form rests  on  the  foundation  truss  girders  F,  by  means  of  posts  and  timbers  scarfed  in,  and  is  further 
secm-ed  by  four  stout  iron  ties.  The  bottom  truss  girder  F  2  is  98'  feet  long,  and  formed  in  three  por- 
tions, -well  scarped,  tied,  and  bolted  togetlier.  These  bottom  truss  girders  extend  under  the  lateral 
framings,  knitting  together  the  whole  structure 


The  sections  are  connected  together,  in  case  of  need,  by  double  tie  beams,  -which  can  be  readily 
slipped  out,  by  withdrawing  the  nuts  and  screws  by  Avhich  they  are  secured. 

On  the  cross  beams  D  D,  Fig.  1137,  on  eacli  side  is  a  rack  and  pawl,  enabling  the  chock  blocks  E  to  be 
readily  moved,  and  secured  by  means  of  tackle.  The  chock  blocks  are  4  feet  high  and  3  feet  9  inches 
wide.  These  receive  the  bottom  of  the  ship ;  but  in  order  to  steady  the  sides  there  are  side  supports 
on  each  side  L  L,  worked  by  block  and  pawl  M,  so  as  to  make  the  ship  firm  to  the  inner  standards//. 

The  object  of  the  balance  tanks  B  is  to  keep  the  dock  steady  and  in  an  upright  position.  They  con- 
tain no  water,  and  it  is  only  necessary  to  keep  them  depressed  to  the  level  of  the  water,  either  in 
sinking  or  raising  the  dock,  and  their  resistance  keeps  the  whole  dock,  with  the  ship,  perfectly  steady. 

The  lateral  framings  are  furnished  with  two  stationary  spuds  1 1,  34  feet  high  and  7  inches  square, 

Erovided,  on  one  side,  for  27^  feet,  with  a  rack  plate.  Tins  spud  is  secured  into  tlie  framing  at  top  and 
ottom,  and  is  for  the  purpose  of  working  the  tank  up  and  down  by  machinery,  subsequently  to  be  ex- 
plained, and  part  of  which  is  seated  on  the  top  of  the  tank  B.  Each  lateral  framing  is  also  provided 
with  a  ladder  X,  and  an  upper  stage  for  the  workmen. 

On  eacli  side  of  the  centre  section  is  an  engine  house,  which  contains  the  machinery  for  working 
the  thrusting  and  pumping  apparatus,  and  from  which  shafts  run  along  the  sections  on  each  side.  It 
should  be  o^erved  tliat  the  maclunery  on  all  the  sections  is  covered  in,  although  it  is  not  so  repre- 
sented. 

Tlie  engine  house  contains  a  tubular  boiler,  a,  Figs.  1739  and  1740,  like  a  locomotive  boiler,  with  steam 
pipe  h,  and  exhaust  pipe  c,  cylinder  d,  and  valve  box  e.  From  the  piston  a  cross-liead  carries  a  connecting 
rod  ff,  working  on  tl>e  crank  h,  which  drives  the  main  shaft  i,  on  which  is  the  balance  wheel ;.     Kron- 
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the  main  sliaft  a  pinion  and  bevel  wlieel  k  and  k'  carry  the  motion  to  the  shaft  I,  which  is  the  longitu- 
dinal driving  shaft,  continued,  as  hereafter  explained,  along  the  sections  for  a  length  of  140  feet.  From 
tliis  longitudinal  driving  shaft  /,  a  -wheel  o,  working  by  a  belt  on  the  wheel  p,  communicates  the  power 
to  tlie  pumping  geer  on  the  shaft  r,  crank  t,  and  pump-rod  t',  running  down  to  the  Avater  tanks.  This 
geering  can  be  thrown  in  and  out  by  means  of  the  movable  pulley  q,  which  by  being  raised  or  let  fall 
tightens  or  loosens  the  belt  on  o  and  p.  The  longitudinal  shaft  I  also  works  the  shaft  iv,  by  which  the 
tlirusting  geer  is  moved,  and  which  by  means  of  the  wlieels  and  pinions  u,  v,  x,  and  y,  put  on  or  off  by 
the  clutch  z,  works  the  tank  and  pinion  J  either  upwards  or  downwards  as  may  be  required.  The 
shaft  I  is  connected  at  eacli  end  by  means  of  the  universal  joint  m,  and  by  the  small  circular  shaft  n, 
with  the  longitudinal  shafting  on  the  end  sections.  By  tliis  means  the  different  sections  may  be  placed 
at  such  distance  from  each  other  as  the  lengtli  of  any  ship  may  render  necessary.  It  is  to  be  observed, 
that  a  necessity  constantly  occurs  for  sinking  one  or  more  sections  lower  than  the  others.  This  is  also 
provided  for  by  the  slip  and  universal  joints. 


The  thrusting  geer.  Figs.  1742  and  1744,  for  raising  and  lowering  tlie  tank  13,  takes  its  motion,  as  men- 
tioned, from  tlie  sliaft  by  means  of  the  bevel  wheel,  which  moves  the  pinion  at  the  head  of  the  square 
vertical  shaft.  On  this  shaft  is  a  movable  socket,  with  a  square  hole  in  it,  and  four  friction  rollers,  so 
that  the  vertical  shaft  may  easily  pass  through  it.  Beneath  the  friction  rollers  is  a  pinion,  working  into 
the  bevel  wheel.  This  bevel  wheel  is  on  the  horizontal  shaft,  secured  into  a  framing  on  the  top  of  the 
platform  of  the  tank  B.  The  horizontal  shaft  carries  a  worm,  working  into  a  worm  wheel,  the  shaft  of 
which  carries  a  pinion  J  at  each  end,  working  into  the  spud  J,  which  is  kept  in  geer  by  a  friction  roller. 
The  number  of  spuds  is  twenty-eight,  four  on  each  section,  or  two  for  each  tank.  On  the  end  sections 
Ihe  machineiy  consists  merely  of  a  longitudinal  shaft,  tlie  thrusting  and  pumping  geer. 

The  process  of  taking  a  ship  into  the  sectional  floating  dock  is  as  follows  : — The  dock  is  sunk  to  any 
required  depth  by  opening  the  gates  or  valves  with  which  each  water  tank  is  furnished,  and  the  dock 
necessarily  sinks.  The  dock  still  being  at  the  required  depth,  the  ship  is  then  introduced  between  the 
vertical  side  framing,  rests  on  the  keel  blocks  C,  and  when  supported  on  the  sides  by  the  chock  blocks 
R  and  side  supports  L,  is  ready  for  lifting. — Fig.  1737. 

The  valves  which  have  previously  admitted  the  water  into  the  water  tanks  are  now  closed,  the  water 
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b  pumped  out,  and  the  air  again  fills  the  tanks,  and  they  rise,  bringmg  with  them  the  vessel  to  tb« 
height  necessary  for  repairs. 

'Hie  vessel  is  taken  out  of  dock  by  a  repetition  of  the  process  of  admitting  water  into  the  tanks. 

The  patent  is  for  the  general  arrangement  in  the  construction  of  the  side  balance  tanks  B. 


Fig.  1737. — Elevation  of  a  section. 
B  B,  the  balance  tanks.    C,  the  keel  block.    D  D,  cross  beams  supporting  the  chock  blocks  E. 
E  E,  the  chock  blocks.    F  F,  the  outside  truss  girders. 
//,  the  inside  standards  of  the  main  framing  to  guide  the  balance  tanks  B. 
*'F  Beam  securing  the  standards.    G  G,  the  outside  standards  of  ditto. 


II,  the  stationary  spuds  for  working  the  tanks.    J  J,  pinions  working  in  the  racks  on  the  spuds. 
K  K  K,  outUne  of  a  vessel  in  the  dock,  supported  by  the  side  supports  L  L,  the  chock  blocks  E  E  tht 
keel  block  C,  and  the  balance  tanks  B  B. 
L  L,  the  side  supports  run  up  and  down  by  the  blocks  and  tackle  M  M. 
0  0,  engine  houses  on  centre  section. 
ec,  vertical  shaft  from  the  main  shaft  in  the  engine  liouses. 
g,  the  worm  working  the  wlieel  h.    h,  the  worm  wheel  working  the  pinion  J  and  the  spud  L 
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Fig.  1738. — Inner  side  elevation  of  a  section. 

Fig.  lY-lo. — Plan  of  the  engine  and  macliinery  at  0  on  the  centre  section  A  4  of  the  sectional  floating 
dock. 

a,  the  tubular  boiler,    b,  the  steam  pipe,    c,  the  exhaust  pipe,    d,  the  cylinder,    e,  the  valve-box. 

ff,  the  connecting  rod  working  on  h.    H,  the  cross-liead.     h,  the  crank  on  the  main  driving  shaft  i. 

i,  the  main  driving  shaft.   J,  balance  wheeL 

k  k',  the  main  bevel  wheel  geering,  transmitting  the  power  from  the  main  driving  shaft  i  to  the 
JoDgitudinal  driving  shaft  /. 

I,  longitudinal  driving  shaft  working  the  thrusting  geer,  and  communicating  along  the  sections  by  m 
and  n, 

m  m,  universal  joints  connecting  the  shafts  1 1. 

n  n,  small  circular  shafts  working  into  the  shaft  I  with  a  sleeve  or  socket  and  feather. 

1744. 


0,  pulley  or  wheel  on  shaft  I  for  setting  in  action  the  pumping  apparatus,  and  connected  by  a  belt 

with  p.    p,  pulley  or  wheel  driving  the  pump  shaft  r. 
q,  a  movable  pulley  for  tightening  or  loosening  the  belt  connecting  o  and  p. 
r,  a  crank  shaft  working  the  pump  rods  t'.    s,  a  balance  wheel  on  the  pump  shaft  r. 
t,  crank  on  the  pump  shaft  r. 

t',  connecting  rod  from  the  crank  t  to  the  pumps  in  the  balance  tanks  B  B. 
uvxy,  wheels  and  pinions  for  changing  the  motion,  making  it  slower  or  faster,  and  reversing  thfl 

action  of  the  spuds  I.    u  v,  wheel  and  pinion  on  the  longitudinal  shaft  I. 
xy,  wheel  and  pinion  on  the  thrusting  shaft  w. 

J»,  shaft  carrying  the  change  motion  wheels,  and  working  the  thrusting  geer. 
z,  clutch  for  changing  tlie  motion  on  the  shaft  w. 
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a'  b'  part  of  the  thrusting  geer  taken  from  the  shaft  w.    a',  bevel--«heel  on  the  shaft  tc. 
b',  pinion  Avorking  on  a'  and  moving  c'.     c',  square  vertical  shaft  of  the  thrusting  geer. 
Fig.  1741. — Plan  of  the  machinery  on  the  side  sections  A 1, 2,  3,  5,  6, 7  of  the  sectional  floating  dock. 
Fig.  1739. — End  elevation  of  the  engine  and  machinery  at  0  on  the  centre  section  A  4  of  the  sectional 

floating  dock. 
Fig.  1740. — Side  elevation  of  tlie  engine  and  machinery  at  0  on  the  centre  section  A  4  of  the  sectional 

floating  dock. 
Fig.  1742 — Plan  of  balance  tank  B  ^ith  niachineiy 

B,  the  balance  tank.    //,  the  inside  standards  of  the  main  framing  to  guide  the  balance  tank  B. 

c,  tlie  square  vertical  shaft  from  the  shaft  w. 

d,  small  pinion  working  on  the  vertical  shaft  c,  and  on  the  bevel-wheel  e. 

e,  bevcl-wlieel  working  on  the  worm  shaft  n. 

f'\  movable  socket  of  the  shaft  c,  having  a  square  hole  in  it,  and  four  friction  rollers  on  it. 

n',  worm  shaft,    g,  worm  working  on  the  shaft  n  from  the  bevel  e. 

h,  worm  wheel  worked  by  the  M'orm  ff,  and  turning  the  shaft  o. 

0,  shaft  worked  by  /*,  and  working  the  pinions  J  J. 

J  J,  pinions  working  on  the  teeth  of  the  spuds  1 1. 

1 1,  upright  stationary  spuds  for  raising  and  lowering  the  balance  tank  B. 

k,  small  friction  roller  for  keeping  the  spud  I  in  geer. 
Fig.  1743. — Side  elevation  of  machinery  on  the  balance  tank  B. 
Fig.  1744. — Enlarged  front  elevation  of  the  pinion  d,  bevel- wheel  e,  and  friction  rollers/. 

FLOOR  CLOTH.  This  useful  and  ornamental  manufacture  was  originally  made  of  narrow  canvas 
sewn  together  like  sail-cloth,  to  which  successive  coats  of  paint  were  applied ;  but  the  seams  proving 
inconvenient,  a  canvas  was  wove  for  the  purpose,  about  four  yards  wide ;  it  was  then  extended  to  seven 
yards  in  width,  and  afterwards  to  nine,  which  is  the  widest  at  present  made ;  but  the  common  dimen- 
sions of  the  oil  cloths  produced  being  20  yards  by  8,  and  30  yards  by  7,  giving  therefore  entire  pieces 
of  160  and  210  square  yards  without  seams.  These  canvases  are  stretched  upon  frames,  and  accessi- 
ble over  their  whole  surface  by  stages  erected  for  the  purpose  :  these  are  the  circumstances  which  render 
the  large  dimensions  of  the  manufactory  requisite.  The  canvas  being  duly  strained,  is  rubbed  over 
with  pumice  stone,  which  renders  its  surface  smooth  and  even,  and  then  brushed  over  with  a  weak  solu- 
tion size ;  when  this  is  dry,  the  first  coat  of  oil  color  is  laid  on,  not  with  brushes,  but  with  trowels,  some- 
thing in  tiie  manner  of  plastering ;  when  tliis  is  dry  a  second  coat  follows  it ;  and  in  this  way  seven 
coats  of  paint  are  usually  applied  in  succession,  three  on  the  back  and  four  on  the  front.  When  the 
cloth  in  tliis  state,  and  of  one  color,  is  sufiiciently  dry,  it  is  removed  from  its  frame  upon  a  large  roller, 
and  carried  to  the  upper  part  of  the  building  to  be  printed;  that  is,  to  receive  its  pattera  Tliis  was 
originally  effected  by  a  process  of  pencilling ;  but  in  the  year  1780,  there  was  introduced  tlie  great  im- 
])rovement  of  block-printing ;  by  which  the  colors  are  more  correctly  laid  on,  and  in  greater  body  and 
variety.  Tlie  printing  table,  which  is  about  30  feet  long,  4  wide,  and  2  feet  6  inches  high,  is  very 
iirmly  constructed  of  deal  timbers  laid  edgeways  and  clamped  together,  the  surface  being  truly  planed ; 
the  roll  of  painted  cloth  is  placed  underneath  it,  and  as  it  is  unrolled  it  gradually  passes  over  the  table, 
where  it  is  printed,  and  is  then  drawn  forward  so  as  to  hang  perfectly  free  while  drying,  the  height  of 
the  building  being  such  as  conveniently  to  admit  of  this,  without  rolling,  doubling,  or  folding  the  mate- 
rial, which  in  these  stages  would  of  course  injure  it.  The  colors,  which  are  the  usual  oil  colors  very 
carefully  prepared,  are  put  on  in  succession  with  wooden  blocks,  which  are  made  of  pear-tree,  box,  or 
holly-wood,  and  upon  which  the  patterns  are  cut  in  relief;  they  are  about  eighteen  inches  square,  and 
are  applied  in  succession  over  the  whole  of  the  surface  of  the  cloth  lying  upon  the  printing  table.  Every 
color  is  put  on  by  a  separate  block,  and  much  dexterity  is  required  in  so  placing  them  that  the  patterns 
may  correctly  interlace  and  join  each  other,  without  in  any  case  overlapping  or  interfering :  to  effect 
this,  the  workman  is  aided  by  guide  pins,  ov  pitches,  as  they  are  termed,  which  direct  him  in  placing  the 
block.  The  colors  are  first  brushed  or  ticrecl  upon  hard  cushions,  from  which  they  are  transferred  to 
the  block,  and  thence  to  the  cloth ;  and,  though  many  are  often  required,  it  is  astonishing  how  much 
effect  is  sometimes  obtained  by  the  judicious  arrangement  or  mixture  of  two  only,  upon  a  third,  which 
forms  the  ground.  It  will  be  obvious,  from  what  has  been  stated,  that  the  weight  of  the  finished  oil 
cloth,  as  compared  with  the  naked  canvas,  is  no  unimportant  criterion  of  its  goodness ;  each  square 
yard  when  finished  weigliing  from  three  pounds  and  a  half  to  four  or  four  and  a  half:  this  distinguishes 
a  good  oil  cloth  from  those  which  are  vamped  up  and  stiffened  with  size  and  other  perishable  materials. 

Independent  of  the  common  application  of  oil  cloths,  it  is  not  unfrequently  advantageously  employed 
as  a  roofing  material,  especially  for  covering  verandas  and  other  light  structures.  When  used  for  this 
purpose,  the  canvas  should  be  made  of  picked  long  flax,  and  thoroughly  saturated  with  good  oil  paint. 

FLOUR  MILL.    See  Corn-  Mill. 

FLY  FRAME.    See  Speeder. 

FLY-WHEEL.  A  large  heavy  wheel,  used  as  a  regulator  or  equalizer  of  motion,  wherever  either 
the  power  communicated  or  the  resistance  to  be  overcome  is  varialtle.  In  the  one  case  the  fly-wheel 
may  be  said  to  be  a  distributor  of  power.  The  communicated  impulses  act  on  the  mass  in  motion,  and 
go  to  preserve  the  momenta,  without  disturbing  very  sensibly  the  regularity  of  movement  The  effect 
of  one  impulse  is  so  absorbed  or  distributed  in  the  momentum  of  the  wheel,  that  its  effect  may  be  said 
to  have  hardly  been  diminished  before  the  next  impulse  is  received.  In  the  other  case,  or  where  the 
fly-wheel  is  used  to  overcome  a  variable  resistance,  it  may  be  considered  a  collector  of  power ;  the 
power  having  been  employed  to  get  up  the  speed  in  the  fly-wheel  only,  is  retained  in  the  mass  in  move- 
ment ;  and  the  whole  of  the  power  expended,  with  the  exception  of  that  which  has  been  lost  thi'ough 
friction  and  resistance  of  the  air,  can  be  brought  to  bear  at  any  instant  upon  the  resistance  to  be  ovt-r- 
tomc. 

The  applications  of  fly-wheels  are  very  general ; — there  are  few  stationary  engines  without  them 
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But  it  is  usual  in  this  country  to  communicate  the  power  directly  from  the  i)eriphory  of  the  fly-wheel, 
either  by  making  it  a  geered  wheel  or  using  it  as  a  pulley  or  drum,  and  transmitting  the  power  through 
a  belt  or  band.  We  know  of  no  rules  more  accurate  by  which  to  calculate  the  dimensions  of  fly-wheels 
for  steam  engines,  than  those  given  by  Mr.  Hann.    They  are  as  follows : — 

KULES  FOK  THE  FLY-WHEEL. 

For  the  double-acting  engine,  the  number  of  revolutions,  or  the  number  of  double  strokes  per  minute, 
tlie  mean  radius  and  tlie  horse-power  being  given. 

To  find  the  weight  of  the  wheel. — Rule  1.  Multiply  the  number  of  horse-power  by  2275,  and  that 
product  by  ii.  Multiply  the  square  of  the  mean  radius  by  the  cube  of  the  number  of  revolutions  per 
minute. 

Divide  the  former  product  by  the  latter,  and  the  quotient  will  be  the  weight  in  tons. 

Tlie  value  of  n  given  by  M.  Morin  varies  with  the  purposes  to  which  the  engine  is  applied.  Thus,  when 
great  regularity  of  movement  is  not  required,  as  in  saw-mills,  grist-mills,  the  working  of  pumps,  ic, 
n  =  20  to  25.  For  cotton-mills  spinning  not  less  than  60,  n  =  30  to  50 ;  for  tliose  spinning  higher 
numbers,  w  =  50  to  60.  For  rolling-mills  for  making  bar  ii'on,  with  6  to  8  sets  of  rollers,  requiring  an 
engine  of  80  to  100  horse-power,  n  =  20  ;  for  smaller  mills,  of  4  to  6  sets  of  rollers,  and  engines  of  60 
horse-power,  n  =  25  ;  for  mills  of  1  set  of  rollers  for  large  bars,  or  2  for  small  rods,  and  engines  of  30 
to  40  horse-power,  ?i  =  80. 

To  find  the  mean  radhis  of  the  tt'/iee/.— Rule  2.  Multiply  the  number  of  horse-power  by  n,  divide  the 
product  by  the  area  of  the  section  of  tlie  rim,  and  extract  the  cube  root  of  the  quotient. 

Divide  12'17  by  the  number  of  revolutions  per  minute,  and  multiply  the  quotient  by  the  cube  root 
before  obtained.     The  product  will  be  the  mean  radius  required. 

2'o  find  the  area  of  the  section  of  the  ri^n. — Rule  3.  Multiply  1 802*9  by  the  number  of  horse-power, 
and  tliat  product  by  n.  Multiply  the  cube  of  the  mean  radius  by  the  cube  of  the  number  of  revolu- 
tions per  minute. 

Divide  the  former  product  by  the  latter,  and  the  quotient  will  be  the  area  of  the  section. 

For  the  double-acting  engine,  the  number  of  single  strokes  per  minute,  the  mean  radius,  and  the 
horse-power  being  given. 

To  find  the  weight  of  the  wheel. — Rule  4.  Multiply  the  number  of  horse-power  by  18200,  and  that 
product  by  n.  Multiply  the  square  of  the  mean  radius  by  the  cube  of  the  number  of  revolutions  per 
minute. 

Divide  the  former  product  by  the  latter,  and  the  quotient  will  be  the  weight  in  tons. 
.    To  find  the  mean  radius  of  the  wheel. — Rule  5.  Multiply  the  number  of  horse-power  by  w,  divide  the 
product  by  the  area  of  the  section  of  the  rim,  and  extract  the  cube  root  of  the  quotient. 

Divide  24-34  by  the  number  of  revolutions  per  minute,  and  multiply  the  quotient  by  the  cube  root 
before  obtained.     The  product  will  be  the  mean  radius  required. 

To  find  the  area  of  the  section  of  the  rhn. — Rule  6.  Multiply  14423  by  the  number  of  horse-power, 
and  that  product  by  n.  Multiply  the  cube  of  the  mean  radius  by  the  cube  of  the  number  of  revolutions 
per  minute. 

Divide  the  former  product  by  the  latter,  and  the  quotient  will  be  the  area  of  the  section. 

For  the  single-acting  engine,  the  number  of  revolutions,  or  the  number  of  double  strokes  per  minute, 
the  mean  radius,  and  the  horse-power  being  given. 

To  find  the  weight  of  the  wheel. — Rule  7.  Multiply  the  number  of  horse-power  by  11860,  and  that 
product  by  n.  Multiply  the  square  of  the  mean  radius  by  the  cube  of  the  niunber  of  revolutions  per" 
minute. 

Divide  the  former  product  by  the  latter,  and  the  quotient  will  be  the  weight  in  tons. 

To  find  the  mean  radius  of  the  wheel. — Rule  8.  Multiply  the  number  of  horse<power  by  n,  divide  the 
product  by  the  area  of  the  section  of  rim,  and  extract  the  cube  root  of  the  quotient. 

Divide  2 II  by  tlie  number  of  revolutions  per  minute,  and  multiply  this  quotient  by  tlie  cube  root 
before  obtained.     The  product  will  be  the  mean  radius  required. 

To  find  the  area  of  the  section  of  the  rim. — Rule  9.  Multiply  9395'8  by  the  number  of  horse-power, 
and  that  product  by  n.  Multiply  the  cube  of  the  mean  radius  by  the  cube  of  the  number  of  revolu- 
tions per  minute. 

Divide  the  former  product  by  the  latter,  and  the  quotient  will  be  the  area  of  the  section. 

For  the  single-acting  engine,  the  number  of  single  strokes  per  minute,  the  mean  radius,  and  the 
horse-power  being  given. 

To  find  the  weight  of  the  wheel. — Rule  10.  Multiply  the  number  of  horse-power  by  94880,  and  that 
product  by  n.  Multiply  the  square  of  the  mean  radius  by  the  cube  of  the  number  of  revolutions  per 
minute. 

Divide  the  former  product  by  the  latter,  and  the  quotient  will  be  the  weight  in  tons. 

To  find  the  mean  radius  of  the  wheel. — Rule  11.  Multiply  the  number  of  horse-power  by  n,  divide  the 
product  by  the  area  of  the  section  of  the  rim,  and  extract  the  cube  root  of  the  quotient. 

Divide  42-2  by  the  number  of  revolutions  per  minute,  and  multiply  the  quotient  by  the  cube  root 
before  obtained.     Tlie  product  will  be  the  mean  radius  required. 

Ih  find  the  area  of  the  section  of  the  rim. — Rule  12.  Multiply  75166  by  the  number  of  horse-power 
nnd  that  product  by  n.  Multiply  the  cube  of  the  mean  radius  by  the  cube  of  the  number  of  revolu 
lions  per  minute. 

Divide  tljc  former  product  by  the  latter,  and  the  quotient  will  be  the  area  of  the  section. 
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Ex.  1. — A  double-acting  engine  makes  20  single  strokes  per  minute,  the  radius  of  the  fly-wheel  is  IC 
feet,  tlie  horse-power  is  60 ;  what  must  be  the  weight  of  the  fly-wheel,  supposmg  the  variation  to  be  f\ 
irom.  the  mean  velocity  ? 

By  rule  (4,)         18200  X  60  X  40  _  18200  X  60  X  40 
15"  X^O'  ~~  225  X  8000 

18200  X  60  X  40       364       „,  „„ 

=  -r—  :^  24"26. 

226  X  8000  15 

Ex.  2. — Wishing  to  diminish  the  number  of  strokes  to  1*7  per  minute,  by  how  much  must  I  increase 
the  weight  of  tlie  fly-wheel  to  preserve  the  same  regularity  of  motion  ? 

By  rule  (4,)         18200X50X20       18200X50X20       ^._.        ^,  •  u,    .,,        ,     , 

■'  ^ = =  87'06  tons,  the  weight  of  the  wheel 

100  X  IT  100  X  4913  ^ 

Hence,  3*7 '06  —  24-26  =  12-8  tons,  the  weight  by  which  the  fly-wheel  must  be  increased. 

Ex.  3. — A  double-acting  engine  makes  20  single  strokes  per  minute,  the  horse-power  is  60,  the  area 
of  the  section  of  the  rim  is  1-5  feet;  what  must  be  the  mean  radius,  supposing  the  variation  to  be  -^^^ 
from  the  mean  velocity  ? 

By  rule  (5)  the  mean  radius  is      24-34  ,  /  60  X  20      24-34  X  9-2      •  „  „  ,    , 

•'  ^  '  X  V/ = =  11"2  feet  nearly. 

20  V  1-5  20  ^ 

Ex.  4. — A  double-acting  engine  makes  20  single  strokes  per  minute,  the  horse-power  is  60,  the  mean 
radius  of  the  fly-wheel  is  11-2  feet ;  what  must  be  the  area  of  the  section  ? 

By  rule  (6)  the  area  of  the  section  is     14423  X  60  X  20  _    . 

(11-2)'  X  (20f     ~ 

In  the  application  of  the  fly-wheel  to  the  steam  engine,  the  varying  effect  of  the  power  of  the  steam 
communicated  through  the  crank  has  been  particularly  regarded.  The  next  consideration  is  to  over- 
come variable  resistances,  in  cases  where  the  moving  power  is  not  steam.  Here  it  may  be  remarked, 
estimating  the  force  of  any  prime  mover  in  horse-power,  and  taking  the  number  of  revolutions  of  the 
fly-wheel,  that  the  rules  already  given  for  finding  the  dimensions  of  fly-wheels  niaj-  be  applied  to 
mills  where  the  resistances  to  be  overcome  are  variable,  as  in  the  case  of  rolling-mills ;  in  fact,  the 
values  given  to  n  in  these  particular  cases  were  intended  for  a  mill  to  be  driven  by  water,  and  there- 
fore may  be  somewhat  too  small  when  apphed  to  the  steam  engine.  For  the  smaller  variations  in 
resistances,  always  experienced  in  the  movements  of  machinery,  no  fly-wheels  are  necessary,  when  the 
power  is  constant,  as  in  the  case  of  water-wheels — the  wheels  themselves  are  sufiicient  regulators ; 
and  whenever  fly-wheels  are  necessary,  the  size,  weight,  and  velocity  of  the  water-wheel  should  be 
taken  into  consideration,  as  it  will  be  found  to  have  considerable  eflect  on  the  equalization  of  the 
movement. 

As  to  the  position  of  the  fly-wheel,  it  should  be  as  near  as  possible  to  the  prime  mover  if  the  power 
is  variable,  and  near  to  the  resistance  if  this  is  inconstant,  as  the  strain  on  the  intermediate  shafts  would 
frequently  be  very  considerable.  With  regard  to  the  diameter  of  the  w^heel,  it  will  depend  consider- 
ably on  position ;  but  in  some  cases  too  small  a  diameter  is  to  be  guarded  against.  Thus  tlie  fly-wheel 
of  an  engine  for  a  corn  or  flour  miU,  ought  to  be  of  such  a  diameter  that  the  velocity  of  the  circum- 
ference of  the  wheel  may  exceed  the  velocity  of  the  circumference  of  the  stones,  to  prevent,  as  much 
as  possible,  any  tendency  to  back  lash. 

In  conclusion,  we  give  from  M.  Morin  the  rules  for  finding  the  weight  of  the  rim  of  the  fly-wheel 
when  employed  to  overcome  the  resistance  of  forge  hammers. 

To  find  the  weight  i|j  tons  of  the  rim  of  the  fly-wheel  on  the  cam  shaft  of  a  forge  hammer. 

For  the  largest  forge  hammers,  striking  70  to  80  blows  per  minute — 

Hammers  weighing  3  to  4  tons,  divide  240  by  the  square  of  the  mean  radius. 
4  to  5     "         "       360      " 

For  trip  hammers  striking  150  to  200  blows  per  minute — 

Hammers  weighing  1000  to  1200  pounds,  divide  108  by  the  square  of  the  mean  radius. 
700  to    800      "  "  72      " 

The  quotient  will  be  the  weight  of  the  rim  of  the  fly-wheel  in  tons. 

FOCUS  hi  Geometry  is  that  point  in  the  transverse  axis  of  a  conic  section  at  which  the  double  ordi 
Date  is  equal  to  the  parameter,  or  to  a  third  proportional  to  the  transverse  and  conjugate  axis. 

In  optics,  it  is  the  space  into  which  the  rays  of  light  are  collected  by  a  burning  glass  or  mirror. 

FOLDING  AND  MEASURING  MACHINE.  Foi-merly,  for  the  folding  and  measuring  of  cotton 
cloth  at  tlie  manufactories,  hooks  were  universally  used.  These  consist  of  two  hooks  or  long  needle-like 
points,  slightly  curved  upwards,  inserted  in  a  wooden  bar,  at  a  distance  of  a  yard  from  each  other;  this 
oar  is  supjiorted  on  a  stand  at  a  hmght  convenient  for  the  operative,  and  at  least  the  width  of  the  cloth 
to  be  measured,  from  the  floor,  so'jhat  the  folds  may  hang  straight;  tlie  bar,  for  convenience,  is  often 
permitted  to  have  a  movement  horfeontally.  Attaching  the  cloth  at  one  corner  to  one  of  the  hooks,  one 
edge  is  drawn  straight  and  hooked  alternately  on  one  and  the  other  of  the  points,  and  in  this  manner 
the  whole  piece  is  laid  in  folds  of  one  yard  each. 

But  latterly,  in  the  larger  manufactories  and  bleacheries,  when  the  quantity  of  cloth  prepared  for  the 
market  is  large,  the  "  improved  cloth  measuring  and  folding  machine    has  been  extensively  adopted 
lliis  machine  Vras  patented  by  S.  C.  Diu-gin  in  1844,  and  is  manufactured  by  Gay,  Silver  and  Co.,  North 
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Chelmsford,  Mass.  Introduced  first  at  Lowell,  it  is  now  employed  in  all  the  cotton  factories  in  that  city. 
Since  its  first  introduction,  it  has  been  improved  in  workmanship  and  detail ;  and,  as  an  evidence  of  its 
ijresent  capabiUty,  we  give  the  statement  of  W.  A.  Kimball,  overseer  of  the  cloth  room  at  the  Atlantic 
Mills,  Lawrence,  Mass.  "  One  machine  will  fold  nearly  25000  yards  of  cloth  per  day,  and  more  cor 
rectly  than  upon  hooks,  and  ours  has  run  8  months  without  repairs." 

From  the  specifications  at  the  Patent  Ofiice  we  take  the  drawings  and  a  description,  which  will  give 
an  idea  of  tlie  construction  and  working  of  the  machine. 

Fig.  1746  represents  a' plan  or  top  view  of  the  folding  machine. 

Fig.  mi  is  a  side  elevation.     Fig.  17-18  is  a  vertical  and  central  section. 

Tlie  principal  operative  parts  of  the  machine  are  similar  to  those  of  that  patented  by  J.  Spalduig,  ol 
Morristown,  Vermont,  in  1841.  Durgin's  inventions  are  certain  improvements  which  render  the  opera- 
tion of  Spalding's  machine  more  certain  and  expeditious. 

A,  Figs.  1746,  1747,  and  1748,  represent  the  main  framework,  which  consists  of  two  cast-iron  sides  or 
frames,  rising  above  and  secured  to  the  ends  of  a  horizontal  platform  or  table  B. 

The  main  driving  or  crank  shaft  C,  supported  in  suitable  bearings  arranged  near  the  upper  part  of 
one  side  of  the  machine,  is  revolved  by  means  of  a  spur  geer  D  fixed  upon  one  end  of  the  shaft,  antl 
actuated  by  a  toothed  pinion,  impelled  by  the  driving  power. 

E  E  are  connecting-rods  proceeding  from  bell  cranks  F  F,  (upon  the  shaft  C,)  and  jointed  to  two  of 
the  four  upright  sweeps  Q  Q  Q  Q,  which  carry  the  folders.  These  upright  sweeps  are  suspended  in  a 
proper  manner  at  their  tops,  so  as  to  be  easily  and  alternately  vibrated  backwards  and  forwards.  The 
two  sweeps  at  each  end  of  the  machine  are  connected  together  at  or  near  the  middle  of  each  by  a  bar 
G,  while  the  movements  of  the  sweeps  that  are  connected  to  the  crank  shaft  cause  corresponding  mo- 
tions of  the  other  sweeps.  Tlie  folders  HH  consist  of  two  metallic  plates  or  bars,  having  arms  II  ex- 
tending backwards  ancl  at  right  angles  from  them,  which  (arms)  are  so  jointed  to  the  lower  ends  of  the 
sweeps  as  to  permit  tlie  folders  to  have  a  vertical  movement  with  respect  to  the  sweeps. 


Tlie  latch  or  retaining  bars  which  confine  the  folds  of  the  cloth  down  upon  the  platform  B  are  seen 
at  K  K.  The  first  improvements  consist  in  the  mechanisni  by  which  the  folders  are  alternately  lifted 
from  and  depressed  upon  the  cloth  in  order  to  lay  it  in  successive  folds  upon  the  platform.  At  or  near 
the  centre  of  the  inner  side  of  each  bar  G  a  pulley  L  is  arranged  upon  a  pin  M,  projecting  from  the  bar, 
the  said  pulley  turning  upon  tiie  said  pin.  Upon  each  of  these  pulleys  a  chain  or  band  ^  passes,  hav- 
ing its  ends  attaclied  to  collars  0  0,  of  two  bent  rods  P  P,  each  of  which  is  jointed  at  one  end  to  one  of 
the  sweeps  (i  Q,  (or  moves  upon  a  pin  inserted  horizontally  therein,)  in  the  position,  as  seen  in  Fig.  1748, 
and  jjasses  and  mo-\-es  freely  at  its  other  end  through  a  vertical  stud  R,  rising  upwards  from  the  arm 
of  the  folder.  Eacli  of  the  collars  O  0  should  be  movable  upon  its  rod,  and  so  arranged  as  to  be  con- 
fixed upon  any  desirable  part  of  the  rod  by  a  set  screw,  so  by  moving  the  collars  into  suitable  positions 
on  their  respective  rods  the  folders  may  be  balanced  wlien  in  the  centre  of  the  machine.  Each  pulley 
has  one  end  of  a  cam  lever  S  attached  to  its  side,  and  near  its  periphery,  by  means  of  a  pin  or  stud  a, 
upon  which  the  lever  works.  The  cam  lever  has  a  semicircular  slot  b  and  a  straight  slot  c  formed  on 
its  opposite  end,  as  seen  in  Fig.  1748,  and  is  connected  to  one  of  the  sweeps  Q  by  pins  de,  projecting 
from  the  inner  side  of  the  sweep,  and  passing  through  the  grooves  b  c.  The  two  cam  levers  extend 
from  their  respective  pulleys  in  opposite  directions  to  each  other,  being  connected  to  the  sweeps  as  in 
Fig.  1746. 

Xow  when  the  sweeps  are  moved  to  and  fro  by  means  of  the  crank  shaft,  the  slots  b  and  e  in  each  of 
the  levers  will  permit  the  levers  to  accommodate  themselves  to  the  motion  of  the  sweeps,  and  to  turn 
their  pulleys  L  L  around  a  short  distance  upon  their  axis,  and  thus  gradually  elevate  one  of  the  folders 
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above  the  platform,  and  the  latch  or  retaining  bar  towards  which  the  sweeps  are  moved,  and  at  the 
same  time  depress  the  other  folder  towards  the  platform. 

During  the  elevation  of  either  of  the  folders  above  the  platform,  the  rods  P  P  of  the  folder  pass  or 
move  longitudinally  through  the  studs  R  R,  and  so  as  to  cause  the  collars  O  O  of  the  rods  to  approach 
towards  the  studs.  So  wlicn  either  of  the  folders  is  depressed  towards  the  platform,  the  rods  P  P  of  it 
move  in  the  opposite  direction  through  the  studs  R  R  of  it,  and  carry  the  collars  aAvay  from  the  studs. 
By  this  peculiar  operation  the  balance  of  the  folders  is  overcome,  and  that  folder  which  is  in  immediate 
action  upon  the  cloth,  or  which  is  pressing  the  same  towards  one  of  the  retaining  bars  or  latches,  is 
depressed  upon  the  cloth,  and  bears  thereon  with  a  slight  force,  and  at  the  same  time  raises  the  other 
folder  above  the  cloth  and  tlie  retaining  bar,  towards  which  the  depressed  folder  is  proceeding. 

The  next  improvement  consists  in  the  mechanism  by  which  the  cloth  is  introduced  into  the  machine, 
and  the  overlap  of  the  first  fold  produced.  It  is  customary,  in  folding  piece  goods  by  hand,  to  turn 
tlie  end  of  the  piece  between  the  folds  b  and  c,  as  seen  at  a,  in  Fig.  1749.  By  the  ordinary  folding 
machiuQ,  the  same  has  been  aiTanged  in  the  order  as  seen  in  Fig.  1*750.  The  placing  the  ends  between 
the  folds  b  and  c,  as  in  Fig.  1749,  is  what  is  termed  "  the  overlap  of  the  first  folds." 

A  small  horizontal  shaft/,  supported  so  as  to  revolve  in  suitable  bearings,  extends  across  the  machine 
from  one  end  of  the  frame  to  the  other,  in  the  position  seen  in  Figs.  1746  and  1748.  This  shaft  is  put 
in  revolution  by  a  pulley  z,  arranged  upon  one  end,  which  (pulley)  is  driven  by  a  baud  proceeding  from 
the  diivmg  power,  and  the  power  which  operates  the  shaft  /  should  be  so  applied  that  it  can  be  put  in 
action  and  thrown  out  thereof  at  pleasure. 

There  are  two  pulleys  placed  on  the  shaft  /  near  its  ends  and  at  equal  distances  on  each  side  of  the 
centre  of  the  shaft,  one  of  these  pulleys  beijig  represented  in  Fig.  1748,  at  h. 


A  series  i  k  I  »in  op  q  of  pulleys,  arranged  in  the  positions  with  respect  to  each  other,  and  the  pulley 
i,  as  seen  in  Fig.  1748,  and  m  the  same  vertical  plane  with  one  of  the  pulleys  h,  is  disposed  at  each  end 
of  the  machine,  they  being  supported  by  suitable  shafts  extending  across  or  projecting  frona  the  frame- 
work. Over  each  series  of  pulleys  a  band  r  passes,  is  seen  in  Figs.  1746  and  1748,  and  between  the 
bands  r  r  a  metallic  or  wooden  bar  s  extends,  having  lis  two  ends  attached  to  the  band,  as  represented 
in  Fig.  1746. 

Small  hooks  or  pins  1 1  and  c  are  inserted  in  the  upper  edge  of  the  bar,  upon  wliich  (hooks)  the  end 
of  the  piece  of  cloth  to  be  folded  is  hooked,  so  as  to  confine  the  said  end  to  the  bar.  This  being  accom- 
plished, the  sliaft  /  is  to  be  put  in  revolution  so  as  to  cause  the  bands  r  r  and  bar  s  to  move  in  the 
tlircction  denoted  by  the  arrows  in  Fig.  1748,  and  the  cloth  into  the  machine  until  the  bar  s  arrives  at  or 
near  the  point  t,  when  the  revolution  of  the  shaft/  is  to  be  stopped.  Tlie  cloth  thus  drawn  in  will  pass 
over  the  horizontal  shafts  u  v,  and  under  the  horizontal  shaft  w  x.  In  its  passage  from  the  shaft  w  to 
the  shaft  x  it  passes  beneath  a  horizontal  rod  or  bar  y,  which  is  supported  at  its  ends  by  bent  arms  2  z, 
extending  from  the  horizontal  shaft  x.  Therefore,  on  turning  the  shaft  x  in  its  bearings,  it  causes  the 
bar  y  to  descend  in  a  curved  direction  towards  one  of  the  retaining  bars  A-,  and  to  press  or  carry  the 
cloth  down  with  it,  and  to  deposit  it  in  a  lap  underneath  the  retahiing  bar.  On  unhooking  the  end  of 
the  piece  of  cloth  from  the  points  of  the  bar  «  and  putting  the  folders  in  operation,  the  end  of  the  clotli 
will  be  smoothed  down  uj^on  the  platform  and  then  the  overlap  of  the  first  fold  will  be  produced. 
T,.  its  passage  into  the  machine  tlie  piece  of  cloth  passes  over  a  feeding  roller  a',  which  is  arranged  in 
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tlie  position  denoted  in  the  drawings,  and  moved  by  a  belt  or  band  h'  passing  around  a  small  pulley  c', 
(fixed  on  tlie  axis  or  shaft  of  the  feeding  roller,)  anil  a  largo  pulley  d'  fixed  upon  one  end  of  a  liorizon- 
tal  shaft  e'.  Figs.  1*7-16,  1*747,  and  1748,  which  extends  centrally  under  the  platform  from  one  end  of  the 
machine  to  tlie  other,  and  has  a  bevelled  pinion  /  fixed  upon  its  opposite  end,  Avhich  (pinion)  works  into 
another  bevelled  geer  wheel  </'  fitted  upon  the  lower  end  of  an  inclined  shaft  ]l'.  A  bevelled  geer  i,  fixed 
on  the  end  of  the  crank  shaft,  imparts  motion  to  the  incUned  shaft,  by  engaging  with  anotlier  bevelled 
geiv  H,  fixed  on  the  upper  end  of  the  shaft  //.  The  central  shaft  e  has  two  other  shafts  U  and  m'  ar- 
langed  horizontally  on  opposite  sides  of  it,  as  seen  in  Fig.  1748,  and  extending  from  one  end  of  the  frame- 
work to  the  other.  Each  of  the  shafts  I  m  has  an  arm  n,  (projecting  from  the  centre  in  a  direction  to- 
wards the  sliaft  e,)  and  two  arms  projecting  in  opposite  directions  from  its  end  respectively,  one  of  tlie 
latter  arms  being  seen  at  O,  Fig.  1748.  Each  of  the  retaining  bars  rests  upon  two  of  the  arms  0',  by 
means  of  suitable  guides  of  the  retaining  bar  projecting  vertically  through  the  platform  and  resting 
upon  the  arms  0  O.  The  central  arms  n  of  the  shafts  V  ni'  are  alternately  depressed  by  cams  or 
wipers  j3^,  fixed  upon  the  central  sliaft;  the  depression  of  the  said  tirms  elevating  the  retaining  bars. 
The  surface  of  the  roller  a  should  move  a  veiy  little  faster  than  the  cloth  does,  as  it  (the  cloth)  is  drawn 
by  the  folders  over  the  guide  shafts  w  v  in  order  that  tlie  portion  of  the  cloth  which  is  between  the 
feeding  roller  a  and  the  shaft  ii  may  hang  loosely  between  the  two  rollers,  and  the  feeding  roller  do  all 
the  work  of  drawing  the  cloth  towards  itself,  and  thus  freeing  the  folders  from  the  strain  in  consequence 
thereof;  tliereby  enabling  them  to  perform  their  operations  with  certainty  and  ease. 


Having  thus  described  the  machine,  Durgin  claims  the  mechanism  by  which  the  folders  are  elevated 
Aiid  depressed,  tiie  same  consisting  of  the  pulley  L,  cam  lever  S,  bent  rods  P  P,  chain  or  band  N,  and 
parts  as  before  described,  as  combined  with  each  other  and  applied  to  the  folders  and  sweeps.  Also 
the  mechanism  by  which  the  cloth  is  introduced  into  the  machine,  and  the  "  overlap  of  the  first  fold" 
pi'oduced,  the  same  consisting  of  the  endless  band  r  r,  (with  the  pulleys  and  shafts  arranged  substan- 
tially as  described,)  and  cross  bar  S,  or  machinery  of  similar  character  in  combination  with  the  depress- 
ing bar  y. 

Also  the  peculiar  method  of  feeding  the  cloth  into  the  machine  so  as  to  present  it  to  the  action  of  the 
folders  as  required  by  them,  and  with  httle  or  no  strain  upon  them,  viz.  by  supporting  the  cloth  on  one 
or  more  horizontal  rods  or  shafts  u  v,  (placed  above  the  folders,)  in  combination  with  giving  to  the  sur- 
face of  the  feed  rollers  a  motion  sufficiently  increased  beyond  that  of  the  folders,  to  cause  that  paii  of 
tlie  cloth  which  is  between  the  supporting  rod  or  rods  and  the  feed  roller  to  be  loose  or  hang  down  in 
]5roper  quantity,  to  readily  yield  to  the  irregular  motion  of  the  folders  over  the  platform,  caused  by  the 
cranks  of  the  shaft  which  operates  the  sweeps  of  the  said  folders. 

FORCE.  Force  is  the  cause  of  motion  or  change  of  motion  in  material  bodies.  Every  change  of 
motion,  viz.  every  change  in  the  velocity  of  a  body  must  be  regarded  as  the  effect  of  a  force.  On  the 
other  hand,  rest,  or  the  invariability  of  the  state  of  motion  of  a  body,  must  not  be  attributed  to  the  ab- 
sence of  forces,  f%r  opposite  forces  destroy  each  other  and  produce  no  effect.  The  gravity  with  which 
a  body  falls  to  the  ground  still  acts,  though  the  body  rests ;  but  tliis  action  is  counteracted  by  the  solidity 
of  the  material  upon  which  it  reposes. 

Forces  that  are  balanced,  so  as  to  produce  rest,  are  called  statical  forces  or  2}'>'essnrcs,  to  distinguish 
-hem  from  moving,  deflecting,  accelerating,  or  retarding  forces ;  i.  e.  such  as  are  producing  motion,  or  u 
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change  in  the  dkection  or  velocity  of  motion.  This  distinction  is  wholly  artificial,  for  the  same  forca 
may  act  in  any  of  these  modes ;  it  may  sometimes  be  a  statical,  and  sometimes  an  acc(!lerating  force ; 
but  it  is  convenient  to  confine  our  attention  in  the  first  instance  to  forces  in  a  statical  point  of  view. 

Statical  forces  can,  of  course,  be  compared  only  with  each  other,  but  the  ratio  between  any  two  quan- 
tities may  be  represented  by  the  ratio  between  two  other  quantities,  however  different  in  kind  from  the 
first  two :  thus,  two  pressures  may  have  the  same  ratio  as  two  lines,  or  two  surfaces,  or  two  bulks,  or 
two  times,  or  two  numbers.  Now,  when  we  represent  magnitudes  of  any  kind  by  numbers,  we  in  fact 
compare  them  with  some  fixed  or  standard  magnitude  of  the  same  kind,  which  we  represent  by  the 
number  1 :  thus,  the  units  commonly  used  for  comparing  lengths,  are  inches,  feet,  miles,  «tc. ;  and  so 
also  the  units  of  pressure  are  ounces,  pounds,  tons,  &c. 

In  strictness,  however,  these  terms  do  not  properly  express  units  of  pressure,  but  of  7nass,  (or  quantity 
of  matter ;)  and  they  are  used  as  standarcTs  of  pressure  simply  because  the  earth's  attraction  on  a 
given  quantity  of  matter  is  always  the  same  at  the  same  place,  and  differs  but  slightly  in  different 
places.  But  the  same  mass,  in  a  different  situation,  (as  regards  latitude,  or  level,)  would  gravitate  with 
a  rather  greater  or  less  pressure.  3fass  must  not  be  confounded  with  weight,  because  the  same  names 
are  applied  to  the  units  of  both ;  for,  in  fact,  the  imits  of  pressure  aie  quite  distinct  from,  though  founded 
on,  those  of  mass ;  just  as  the  latter  are  derived  from  those  of  length,  and  all  from  that  of  time ;  the 
connection  being  as  follows : — 

1.  A  pound  pressure  means,  that  amount  of  pressure  which  is  exerted  towards  the  earth,  in  the  lati- 
tude of  London  and  at  the  level  of  the  sea,  by  the  quantity  of  r.:atter  called  a  pound. 

2.  A  pound  of  matter  means  a  quantity  equal  to  that  quantity  of  pure  water  which,  at  the  tempera- 
ture of  62°  Palu-enheit,  would  occupy  2'7*'727  cubic  inches. 

3.  A  cubic  inch  is  that  cube  whose  side  taken  39'1393  times  would  measure  the  effective  length  of  a 
London  seconds  pendulum. 

4.  A  seconds  pendulum  is  that  which,  by  the  unassisted  and  unopposed  effect  of  its  own  gravity, 
would  make  86,400  vibrations  in  an  artificial  solar  day,  or  86163'09  in  a  natural  sidereal  day. 

Forces  may  also  (like  any  other  magnitudes)  be  represented  by  lines  of  definite  lengths.  A  unit  of 
length  being  taken  to  represent  the  unit  of  pressure,  the  length  of  the  line  represents  the  magnitude 
of  the  force  ;  but  the  line  has  this  great  advantage  over  a  number, — its  direction  represents  the  direc- 
tion of  the  force ;  and  its  commencement  or  extremity,  the  point  at  which  the  force  acts,  or  its  point  of 
appUcation :  thus,  by  a  line,  the  force  is  completely  defined  in  aU  its  three  elements ;  while  a  number 
can  only  represent  one  of  them,  viz.  its  magnitude. 

In  tliis  way  forces  can  be  brought  under  the  domain  of  mathematical  science,  geometry  serving  to 
investigate  their  various  relations  by  means  of  lines,  arithmetic  by  means  of  numbers,  and  algebra  and 
trigonometry  by  the  properties  common  to  directions  and  magnitudes  of  all  kinds. 

If  two  forces  be  in  equilibrium  at  a  point,  they  must  be  equal  in  magnitude,  and  opposite  in  direc- 
tion. But  whatever  number  of  forces  may  act  upon  a  point,  and  whatever  their  directions,  they  can 
only  impart  one  single  motion  in  one  certain  dii'ection.  We  may,  therefore,  incorporate  all  these  single 
forces  into  one  force,  or  restdtant,  capable  of  producing  the  same  mechanical  effect  as  the  forces  them- 
selves, which  are  called  the  components. 

When  any  number  of  forces  act  at  a  point  in  the  same  straight  line,  and  in  the  same  direction,  the 
resultant  is  equal  to  their  sum ;  if  the  forces  act  in  ojjposite  directions,  the  resultant  is  equal  to  their 
difference. 

When  two  forces  act  upon  a  point  in  different  directions,  the  resul- 
tant is  found  more  easily  by  the  geometrical  method.  It  is  obvious, 
in  the  first  place,  that  the  line  representing  the  resultant  must  lie  in 
the  same  plane  which  contains  the  directions  of  the  two  forces ;  for  if 
not,  on  wliich  side  of  the  plane  should  it  he  ?  There  is  evidently 
notliing  to  determine  it  to  one  side  more  than  the  other.  For  the 
same  reason,  when  the  forces  are  equal,  the  resultant  must  bisect  the 
angle  between  their  directions,  for  it  cannot  be  nearer  one  than  the 
other.  Moreover,  in  all  cases,  whether  equal  or  not,  tlie  nearer  tliey 
coincide  in  direction,  the  greater  will  be  the  resultant,  and  vice  versa ;  p,/ 
since  their  exact  coincidence  makes  it  equal  their  sum,  wliile  their  ex- 
act opposition  makes  it  equal  their  difference.  But  it  is  doubtful 
whether  elementary  mathematics  will  carry  us  further  than  tins  with- 
out the  aid  of  experiment,  wliich  teaches  us  the  following  beautiful  law. 

Let  the  point  P,  Fig.  1751,  be  acted  on  by  two  forces,  pressing  in 
the  directions  P  A  and  P  B.  From  the  point  P,  upon  the  line  P  A, 
measure  off  any  length  P  a ;  and  from  the  point  P,  upon  the  line  P  B, 
take  a  length  P  b  bearing  the  same  ratio  to  P  a  that  the  force  B  bears 
to  the  force  A.  The  easiest  way  to  do  this  is  to  make  the  lines  P  a, 
P  b,  contain  respectively  as  many  units  of  length  (inches  or  feet,  for  B 

example)  as  tlie  forceji  A  B  contam  units  of  force,  (ounces  or  pounds,  for  example.)  Through  a  diaw  a 
line  parallel  to  P  B,  and  through  b  draw  a  line  parallel  to  P  A,  these  lines  will  meet  at  some  point  c. 
Wo  thus  get  a  parallelogram  P  a  c  6 ;  and  the  line  P  c,  called  its  diagonal,  will  represent  a  single  force 
acting  in  the  direction  P  C,  and  consisting  of  as  many  units  of  force  as  the  line  P  c  contains  units  of 
length ;  and  this  force  will  produce  upon  the  point  P  the  same  effect  as  the  two  forces  P  A  and  P  B 
produce  acting  together. 

Tliis  method  of  finding  an  equivalent,  or  tlie  resultant  of  two  forces,  is  called  the  parallelogram  of 
forces,  and  is  thus  concisely  expressed : — "  If  two  forces  be  represented,  in  magnitude  and  direction,  by 
tlie  sides  of  a  parallelogram,  an  equivalent  force  will  be  represented,  in  magnitude  and  direction,  by  it3 
diagonal."     The  two  forces  are  called,  the  components  of  the  resultant 
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Any  number  of  forces,  acting  at  one  point,  can  be  compounded  by  tlie  same  rule.  For  instance,  let 
the  body  x,  Fig.  1152,  be  pressed  at  once  by  the  three  forces  whose  directions  are  expi-essed  by  the 
arrows  ABC,  and  their  magnitudes  by  the  lengths  xa,  xb,xc.  We  may  first  compound  any  two  of 
them,  (such  as  A  and  B,)  by  completing  tlie  parallelogram  x  adb,\)j  whicli  we  find  that  the  direotion 
of  their  resultant  is  x  d,  and  that  its  magnitude  ig  to  their  magni- 
tudes as  the  length  xd  ia  to  the  lengths  xa,  xh.  We  may  then 
compound  this  resultant  with  the  remaining  force  x  c,  by  complet- 
ing the  parallelogram  xdce,  the  diagonal  of  which,  viz.  x e,  will 
represent  both  the  magnitude  and  direction  of  the  general  result- 
ant of  all  tlu-ee  forces ;  so  that  a  force  of  the  magnitude  expressed 
by  this  length  x  e,  and  acting  in  the  direction  e  x,  would  balance 
those  three  forces.  Of  course  the  resultant  of  any  greater  number 
of  pressures  might  have  been  found  in  the  same  way,  by  combin- 
ing two  at  a  time. 

In  this  problem  it  matters  not  whether  the  directions  of  the 
forces  lie  all  in  the  same  plane  or  in  different  planes.  In  the  latter  case,  the  three  lines  .v  a.  x  b,  xc 
would  form  the  three  edges  that  meet  at  one  solid  angle  of  a  parallelopiped ;  and  by  completing  this 
solid  figure,  as  shown  by  the  outer  dotted  lines  of  Fig.  1752,  its  diagonal  xe  will  represent  the  result- 
ant. Hence,  whether  we  regard  the  lines  of  this  figure  as  they  really  lie  flat  on  the  paper,  or  as  the 
projection  or  picture  of  a  solid  parallelopiped,  the  law  is  equally  true.  The  same  process  is  of  course 
capable  of  being  extended  to  any  number  of  forces  in  different  planes. 

It  would  scarcely  be  possible  to  arrive  at  some  of  the  simplest  results  of  its  application  to  every 
branch  of  physics,  if  recourse  were  not  constantly  had  to  the  inverse  problem  of  the  resohction  of  forces. 
It  is  constantly  necessary  to  consider  a  force  as  capable  of  being  resolved  into  two  or  three  distinct 
forces,  having  different  directions ;  for  it  is  evident  that  we  may  substitute  for  any  given  force,  any  num- 
ber of  other  forces,  having  any  given  dii'cctions,  (not  opposite  to  each  other  ;)  for  we  may  make  the  line 
X  e  the  diagonal  of  any  number  of  parallelograms,  or  paraUeloj^ipeds,  having  their  sides  running  in  any 
proposed  directions.  When  their  directions  are  decided  on,  their  lengths  will  be  discoverable  ;  and  thus 
we  shall  know  both  the  directions  and  magnitudes  of  the  forces  into  which,  for  convenience  sake,  the 
whole,  or  resultant  force,  has  been  resolved. 

Examples  of  the  composition  of  forces  are  of  constant  occurrence,  as  in  the  exertions  of  our  limbs,  the 
action  of  the  various  tools  and  implements  which  we  employ,  and  the  external  actions  in  which  we  par- 
ticipate. It  is  frequently  of  importance  to  consider  whether  the  component  forces  are  employed  so  as 
to  produce  the  best  resultant ;  that  is,'  one  acting  in  a  direction  most  available  for  the  object  intended 
to  be  accompUshed,  and  with  as  small  an  expenditure  of  force  as  possible. 

As  a  familiar  illustration  of  the  composition  of  forces,  take  the  flying  of  a  boy's  kite.  To  counteract 
(permanently)  the  force  of  gravity  which  would  bring  it  to  the  ground,  two  other  forces  at  least  are 
required — viz.  the  wind,  and  the  resistance  of  the  string  or  of  the  point  where  it  is  fixed  or  held.  The 
wind  alone  would  keep  it  suspended,  but  only  for  a  time — viz.  until  the  kite  had  either  turned  its  edge 
to  the  wind,  (so  as  to  be  pressed  no  more  on  the  under  than  on  the  upper  side,)  or  else  had  become 
vertical,  so  as  to  be  pressed  only  horizontally  and  not  upwards.  If  the  kite  had  no  tail,  the  former 
effect  would  rapidly  ensue,  and  with  a  tail  the  latter  would  be  equally  certain.  It  is  necessary,  -there- 
fore, that  the  kite  be  inclined,  and  this  is  effected  by  the  string  being  attached  at  such  a  point  as  to 
leave  more  surface  (and  therefore,  a  greater  pressure  of  wind)  below  the  point  of  attachment  than  above 
it.  This  excess  of  pressure  on  the  lower  half  drives  it  to  leeward,  but  only  to  a  certain  extent,  where  it 
is  counterbalanced  by  the  weight  of  the  tail.    The  horizontal  force  of  the  wind  W,  Fig.  1753,  the  iatea- 
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mty  of  which  is  represented  by  the  line  ow,  must  be  resolved  into  two  portions,  one  parallel,  and  the 
other  perpendicular  to  the  surface.  The  former  portion  o  a  has  no  effect ;  the  kite  is  pressed  only  by 
the  other  portion,  in  the  direction  o  b,  in  which  direction  it  would  move,  if  it  maintained  its  inclined  po- 
sition, and  were  subject  to  no  other  force  than  the  wind.  But  there  are  two  other  forces,  the  string 
and  gravity.  Supposing  the  string  to  puU  in  the  direction  o  S,  we  shall  find  the  intensity  of  this  force 
by  resolving  the  whole  effect  of  the  wind  on  the  kite  represented  by  o  b,  into  two  portions,  o  d  perpen- 
dicular to  the  string,  (and  therefore  not  resisted  by  it,)  and  o  c,  which  must  be  balanced  by  an  equal  and 
opposite  force  in  the  string,  which  will  accordingly  be  represented  by  o  s.    The  action  of  the  string  and 
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wind  alone  -would  therefore  be  to  urge  the  kite  in  the  diagonal  odof  the  parallelogram  obds;  but 
with  this  we  must  fui'ther  compound  the  force  of  gravity,  which  (the  kite  being  very  light)  we  will  re- 
present by  the  short  line  o  g,  and  this,  compounded  with  o  d,  gives  the  resultant  o  F,  in  wliich  direction 
the  kite  will  rise  when  subject  to  all  three  forces,  in  the  degrees  here  supposed.  If  the  wiud  suddenly 
cease,  the  resultant  of  the  string  and  gravity  is  found  by  compounding  o  s  with  o  g,  which  gives  o  e  aa 
the  direction  in  which  the  kite  would  then  be  pulled  ;  and  this  compounded  with  the  effective  portion  oi 
the  wind's  force,  viz.  o  b,  will  give  o  F  as  before.  In  this  dii-ection,  then,  the  kite  will,  under  these  cir- 
cumstances, rise  till  it  has  attained  a  position  -where  tlie  three  forces  ob,os,  and  og,  are  in  equilibrium, 
t.  c.  where  each  is  equal  and  opposite  to  the  resultant  of  the  other  two,  in  which  case  we  sliould  on  out 
construction  iind  o  F  =  O,  or  the  point  F  -would  coincide  with  o. 

In  order  to  raise  the  kite  to  its  greatest  altitude,  the  most  advantageous  angle  for  tlie  kite  to  form 
with  tlie  horizon  is  54°  44' ;  which  is  the  same  as  the  rudder  of  a  ship  should  make  with  the  keel,  in 
order  that  the  vessel  may  be  turned  with  the  greatest  facility,  supposmg  the  cun-ent  to  have  adu-ection 
parallel  with  the  keel ;  and  the  same  tliat  the  sails  of  a  windmill,  and  the  vanes  of  a  smoke-jack  or  of  a 
sci'ew-propelier,  sliould  make  with  the  plane  of  their  rotation. 

Forces  in  a  plane. — In  order  to  find  the  mean  force  P  for  a  system  of  forces  Pj  Pj  Pj,  &c. :  by  the  re- 
peated application  of  the  parallelogram  of  forces,  we  may  resolve  them  two  and  two  and  so  on,  till  but 
a  single  force  remains.  The  forces  P,  and  Pj,  for  example,  give  from  the  parallelogram  M  Pj  Q  Pj,  the 
mean  force  M  Q  =  Q ;  if  this  be  joined  to  Ps,  we  have  from  the  parallelogram  M  Q  R  Pj,  M  R  =  R :  antl 
this  last  again  forms  a  parallelogram  with  P4  and  gives  the  force  M  P  =  P  the  last,  and  the  resultant 
of  the  four  forces  Pj  P,  P3  P4. 

It  is  not  necessary,  in  this  way  of  composing  forces,  to  complete  the  parallelogram,  and  draw  its 
diagonal.  We  may  form  a  polygon  M  P,  Q  R  P,  -whose  sides  M  P,,  Pi  Q,  Q  R,  R  P,  are  parallel  and 
equal  to  the  given  components  Pi  Pj  P3  P4,  the  last  side  M  P  completing  the  polygon  will  be  the  mean 
force  sought,  or  rather  its  measure. 

This  simple  and  elegant  theorem  is  called  the  PoUigon  of  Forces.  By  this,  any  number  of  statical 
forces  are  represented  in  direction  and  magnitude  by  the  sides  of  a  polygon,  taken  in  order ;  and  the-y 
will,  when  applied  to  one  point,  produce  equiUbrium. 
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To  make  this  theorem  clearer,  attach  a  number  of  puUeys  to  a  vertical  plane,  such  as  an  upright 
Doard,  and  carrying  over  them  the  lines  -which  represent  the  forces,  and  attach  -weights  to  their  ex- 
tremities, as  in  Fig.  1755.  Then  take  any  part  A  a  on  the  string  A  m,  and  from  a  on  the  board,  draw 
a  line  parallel  to  the  string  A  n,  and  take  a  part  a  b  upon  that  parallel,  such  that  A  a  is  to  a  6,  as  M  is 
to  N.  Again,  tlirough  h  draw  a  parallel  to  the  string  A  0,  and  on  that  parallel  take  a  part  b  c  such  tliat 
a 6  is  to  6 c  as  N  is  to  0.  In  like  manner,  draw  c  d  parallel  to  Kp,  and  such  that  be  :  cd::0  :V;  and 
draw  de  parallel  with  A.q,  and  bearing  the  same  relation  to  the  other  lines  that  Q  bears  to  the  other 
weights.  Finally,  join  the  points  e  and  A  by  a  right  line.  A  single  force  R,  acting  in  the  direction  of 
the  line  e  A,  and  having  tlie  same  ratio  to  each  of  the  other  forces  as  the  line  e  A.  has  to  the  side  of  the 
polygon,  whicli  is  parallel  to  that  other  force,  will  produce  a  pressure  on  the  fixed  point  A  equivalent 
and  opposite  to  the  combined  actions  of  the  forces  M  N  0  P  Q.  Tliis  may  be  proved  by  attaching  any 
weights  at  random  to  the  various  strings,  and  (when  they  have  settled  in  equilibrium)  making  the  con 
Btruction  above  described,  beginning  with  any  side  of  the  polygon,  and  making  all  its  sides,  except  onq, 
parallel  with  their  respective  strings,  and  with  lengths  proportional  to  their  respective  weights.  The 
remaining  side  will  then  be  found  to  lie  always  in  a  straight  line  with  the  remaining  string,  and  to  have 
the  exact  length  proportioned  to  the  remainuig  weight. 

Parallel  forces. — It  is  evident  that  forces  may  be  made  to  act  side  by  side  with  quite  as  much  effect 
as  in  the  same  straight  line.  Two  liorses  drawing  a  cart  may  of  course  be  placed  side  by  side,  or  one 
before  the  otlier,  and  the  effect  wiU  be  the  same.  Hence,  the  resultant  of  two  parallel  forces,  actmg  in 
the  same  direction,  is  equal  to  their  sum ;  it  lias  the  same  direction  with  them,  and  w  hen  they  are  eqrml, 
is  appUed  at  a  point  midway  between  their  points  of  application.  But  when  tliey  act  in  contrary  di« 
rections,  they  have  no  simple  resultant,  for  they  tend  to  produce  rotation,  and  this  tendency  cannot  be 
counterbalanced  by  any  single  force. 

When  two  parallel  but  unequal  forces  are  supjxirted  or  balanced  by  a  third,  it  mibit  be  equal  to  theii 
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sum,  it  must  act  in  the  contrary  direction,  and  must  be  applied  at  a  point  nearer  tlie  greater  force  tlian 
the  les?,  its  distances  from  them  being  inversely  as  their  intensities. 

Thus,  in  Fig.  1*7.56,  Avhen  the  three  forces  at  B  A  and  a  are 
in  equilibrium,  B  :  A  :  :  the  distance  A  a  :  the  distance  Ba.  ^-50  _-====°°'\'* 

When  one  point  of  a  rigid  body  is  supposed  to  be  immov-  .„  f,    _=«='='=^°°""  1 

ably  fixed,  the  effect  of  any  forces  applied  to  that  body  can 
only  be  to  turn  it  round  the  fixed  point,  as  a  centre  of  mo- 
tion ;  and  when  two  points  are  fixed,  the  motion  can  only  be 
round  the  line  joining  them,  which  thus  becomes  an  axis. 
Now,  as  has  been  said  above,  two  forces  which  tend  to  tiu'n 
the  body  in  contrary  directions  will  be  in  equilibrium  if  their 

intensities  are  inversely  as  their  distances  from  the  centre  or  axis.  But  in  every  inverse  proportion,  the 
product  of  the  first  and  second  terms  is  equal  to  the  product  of  the  third  and  fourth ;  or  the  product  of 
tlie  first  and  third  =  that  of  the  second  and  fourth.  Thus,  instead  of  saying  tliat  the  forces  A  and  B 
are  inversely  as  the  distances  a  A  and  a  B,  we  may  express  the  same  thing  by  saying  that  the  product 
of  tlie  force  A  X  the  distance  «  A  =  the  product  of  the  force  B  X  the  distance  a  B.  Thus,  if  a  straight 
bar  be  balanced,  as  in  Fig.  1756,  and,  at  the  distance  oi  one  foot  from  its  fulcrum,  or  point  of  support,  a 
weight  of  1 2  pounds  be  suspended,  it  will  be  found  that  tlus  weight  will  be  balanced  by  a  weight  of  6 
pounds,  distant  2  feet  on  the  otlier  side  of  the  fulcrum ;  or  by  a  weight  of  4  pounds  at  the  distance  of  3 
feet ;  or  by  a  weight  of  3  pounds  at  the  distance  of  4  feet.  Now  by  multiplying  these  weights  by  the 
number  of  units  (feet)  representing  the  distances  from  the  centre,  we  get  in  each  case  12 ;  thus  6  pounds 
at  2  feet=  12  pounds  placed  at  1  foot,  or6x2  =  12Xl.  In  like  manner,  4  pounds  at  3  feet,  or 
4X3  =  12;  and  3  pounds  at  4  feet,  or  3  X  4  =  12. 

These  products  are  called  the  moments  of  the  force. 

It  is  evident,  also,  that  by  increasing  the  number  of  forces  on  each  side  of  the  axis,  the  body  will  be  in 
'jquilibrium,  provided  the  sum  of  the  moments  of  those  forces  which  tend  to  turn  it  round  in  one  direc- 
tion, be  equal  to  the  sum  of  the  moments  of  the  forces  which  tend  to  turn  it  round  in  tlie  other 
direction. 

As  this  principle  may  be  considered  as  the  basis  of  mechanical  science,  it  is  desirable  to  illustrate  it 
by  another  method.  If  two  weights  in  equiUbrium,  as  in  Fig.  1*756,  at  the  extremities  A  and  B  of  a 
bar  supported  on  an  axis  a,  passing  througli  its  centre  of  gravity,  be  made  to  oscillate  gently  through  a 
small  space,  it  is  evident  that  the  spaces  moved  through  by  the  two  ends  of  the  bar  will  be  directly  as 
their  distances  from  the  axis ;  for,  the  angles  A  a m  and  Ban  being  equal,  the  arcs  A  ?«  and  B n,  are  as 
their  radii  a  A  and  aB.  For  uistance,  if  the  weight  B  be  12  pounds,  suspended  at  3  inches  from  a,  its 
moment  may  be  expressed  by  the  number  36 ;  and  it  will  be  balanced  by  a  weight  of  6  pounds,  6 
inches  from  a,  because  its  moment  is  also  36.  Now  if  these  two  weights  bo  made  to  oscillate  through 
a  small  space,  such  as  B  m  for  the  weight  which  descends,  and  A  n  for  the  weight  which  ascends,  tlie 
latter  space  will  be  only  half  the  former,  because  it  bears  the  same  ratio  to  a  B  (or  3  inches)  that  A  »» 
bears  to  a  A,  (or  6  inches.) 

Hence,  if  B  n  be  one  inch,  A  m  will  be  two  inches,  and  the  products  of  these  two  quantities  with  their 
respective  weights  wiU  be  equal  to  each  other;  that  is,  the  effect  of  12  pounds  moving  through  1  inch, 
or  of  6  pounds  moving  tlirough  2  inches  of  space,  is  the  same.  And  though  we  are  not  now  concerned 
with  motions,  but  with  pressures,  the  same  principle  applies  to  them.  Any  two  pressures,  however  un- 
equal, (a  pressure  of  1  pound  and  one  of  1000  pounds,  for  instance,)  will  balance  each  other,  if  they  are 
so  applied  that  the  motion  of  the  first  through  1000  inches  would  be  necessarily  accompanied  by  a  mo- 
tion of  the  second  througli  one  inch,  and  vice  versa. 

This  jJi'inciple  is  known  under  the  name  of  the  principle  of  virtual  velocities,  and  is  that  which  regu- 
lates the  action  and  constitutes  the  efficacy  of  every  machine  in  which  power  is  employed  to  overcome 
weight  or  resistance.  In  the  composition  of  machines  it  is  usual  to  speak  of  six  mechanical  powers; 
namely,  the  lever,  the  wheel  and  axle,  the  pulley,  the  inclined  plane,  the  ivedge,  and  the  screiv ;  although 
in  reality  these  contrivances  are  but  applications  of  the  principle  of  virtual  velocities,  whereby  a  small 
force  acting  through  a  large  space,  is  converted  into  a  great  force  acting  through  a  small  space.  But 
in  this  there  is  no  gain  of  power,  neither  is  there  any  loss ;  the  advantage  is  in  its  application.  Every 
pressure  acting  with  a  certain  velocity,  or  through  a  certain  space,  is  convertible  into  greater  pressure, 
acting  with  a  less  velocity,  or  through  a  smaller  space ;  but  the  quantity  of  mechanical  force  is  not 
altered  by  the  transformation,  and  all  that  the  mechanical  powers  can  accomplish  is  to  effect  this  trans- 
formation. * 

Thus  far  we  have  regarded  force  simply  as  that  which  is  necessary  to  oppose  or  balance  force.  We 
are  now  to  consider  it  as  t}i.e  cause  of  change  of  motion.  Force,  in  the  sense  in  which  we  have  already 
used  it,  is  not  required  for  the  maintenance  of  motion,  but  only  for  its  chancfe — i.  e.  for  effecting,  1st,  a 
change  of  state  from  rest  to  motion,  or  from  motion  to  rest ;  2d,  a  change  in  the  velocity  of  motion,  either 
by  accelerating  or  retarding  it ;  or  3d,  a  change  in  its  direction,  by  deflecting  it  upwards,  downwards,  to 
the  right,  or  to  the  left.  The  inertia  of  matter  is  only  another  mode  of  impressing  this  idea.  And  since 
matter  is  inert,  tliat  is,  has  no  tendency  either  to  rest  or  motion,  a  body  impressed  with  a  motion  must 
persist  in  that  motion,  in  a  straight  line  and  with  uniform  velocity,  for  ever,  unless  some  new  force  act 
upon  it,  either  to  change  its  state,  its  direction,  or  its  velocity ;  for  it  cannot  of  itself  change  either  its 
Btate  of  rest  or  its  state  of  motion,  its  velocity,  or  its  direction.  This  is  inferred  from  experiments  and 
observations  on  ill  the  motions  presented  to  our  notice  either  in  the  heavens  or  on  the  earth,  and  is 
known  to  be  true,  because  any  other  law  which  can  be  substituted  for  it  will  be  incompatible  with  some 
or  all  of  those  motions. 

We  are  therefore  to  regard  as  being  in  equilibrium,  not  only  such  bodies  as  are  at  rest,  but  also  such 
as  are  performing  uniform  rectihnear  motion ;  for  it  is  only  while  their  velocity  or  direction  is  changing 
that  the  forces  acting  on  them  can  produce  a  resultant  pressure ;  and  as  long  as  this  pressure  remains 
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unbalanced,  the  motion  •vdll  continue  changing  in  velocity,  or  du-ection,  or  both ;  whenever  it  becomes 
straijjht  and  uniform,  the  resultant  of  all  tlie  forces  acting  on  the  body  =  0.  Thus,  when  a  train  or  a 
steamboat  lias  started,  its  velocity  continues  for  a  certain  time  to  increase,  because  the  forces  that  urge 
it  forward  exceed  the  friction  m  one  case,  or  the  resistance  of  the  water  against  the  bows  of  the  boat  in 
♦lie  other ;  but  these  opposing  forces  are  dependent  on  the  velocity  and  increase,  because  it  increases  so 
il:at  they  presently  become  equal  to  the  forward  force  imparted  by  the  engines,  and  then  the  motion 
becomes  uniform,  and  the  body,  though  moving  at  its  full  speed,  is  as  completely  in  equilibrium  as  wlien 
it  was  at  rest.  Tlius  tlie  motive  power  is  required,  not  to  maintain  the  motion,  but  to  maintain  equi- 
librium with  the  opposing  friction  or  resistance.  Tlie  motion  is  maintained  because  the  body  lias  been 
set  in  motion,  and  being  inert,  has  no  tendency  of  itself  to  alter  that  state ;  and  also  because  any  alter- 
ation of  velocity  would,  by  increasing  or  diminishing  the  resistance,  while  the  steam  power  remains 
unaltered,  leave  a  portion  of  the  former  or  of  the  latter  unbalanced,  and  this  unbalanced  force,  acting 
against  or  with  the  dhection  of  the  motion,  would  retard  or  accelerate  it  till  the  former  velocity  was  re- 
established.    Tlius  the  equilibrium  is  stable,  or  tends,  when  disturbed,  to  restore  itself. 

The  dynamical  effect  of  force  being  a  change  in  motion,  a  continued  force  or  pressure  must  produce  a 
continuous  change,  wliether  in  velocity  or  directioa  The  simpler  effect  of  a  sudden  change  of  velocity, 
or  an  angular  deflection,  can  only  be  produced  by  an  impact,  or  instantaneous  exertion  of  force. 

Tlie  greater  part  of  the  forces  which  impart  motion  to  a  body  act  directly  upon  only  a  few  of  its 
molecules :  thus,  when  a  billiard  ball  is  struck  with  the  cue,  we  touch  only  a  small  portion  of  its  surfiice. 
As  all  the  parts  of  a  body  are  set  in  motion  by  an  impulse  communicated  to  a  feAV  only  of  its  mole- 
cules, it  is  clear  that  there  must  be  a  diffusion  of  motion  from  the  parts  acted  on  over  all  the  other  parts 
of  the  body  before  it  can  begin  to  move.  When  this  is  not  the  case,  the  part  struck  is  compressed,  or  it 
is  chipped  off,  and  performs  its  journey  alone,  leaving  the  mass  behind ;  but  when  the  force  has  time  to 
be  propagated  tlirougli  all  the  particles,  the  body  is  then  impressed  with  a  motion  common  to  all  its 
particles. 

When  a  force  has  acted  upon  a  body,  and  the  motion  has  diffused  itself  over  all  the  molecules,  so  as 
to  impress  them  with  a  common  velocity,  the  force  has  done  its  work ;  it  has  produced  its  effect,  and 
may  be  said  to  have  passed  from  the  moving  power,  or  source  of  motion,  into  the  tiling  moved.  Thus 
a  stone  projected  by  the  hand,  describes  a  certain  path  in  space  in  obedience  to  the  force  which  lias 
acted  upon  it  once  for  all,  and  then  ceased,  leaving  the  force  thus  impressed  to  do  its  work.  Now,  if 
the  stone  in  its  progress  met  with  no  other  form  of  matter  at  rest  or  in  motion — if,  in  short,  no  other 
force  acted  upon  it,  it  would  continue  to  move  with  the  same  velocity  and  in  the  same  direction  for- 
evp.r. 

But  the  same  force  does  not  produce  tlie  same  effects  on  different  bodies.  The  charge  of  powder 
capable  of  projecting  a  small  shot,  for  example,  may  scarcely  produce  the  shghtest  motion  in  a  cannon 
bail.  And  it  is  an  established  prmciple  in  mechanics,  that  when  the  same  force  acts  ui)on  different 
bodies  free  to  move,  their  velocities  are  in  the  inverse  ratio  of  their  masses,  or  of  the  quantity  of  matter 
of  which  they  are  composed.  Thus  the  same  charge  of  gunpowder  which  would  project  leaden  balls 
whose  volumes  or  masses  were  as  1,  2,  3,  4,  &c.,  would  impart  velocities  to  tliem  as  the  numbers  1  i, 
i,  i,  <fcc. ;  hence  it  will  be  seen  that  the  mass  multiplied  into  the  velocity  gives  in  each  case  the  same 
number ;  in  the  first  case,  1  X  1  =  1 ;  in  the  second,  2X1  =  1,  and  so  on.  When  there  is  no  friction, 
the  smallest  impact  is  sufficient  to  impart  motion  to  the  largest  mass ;  but  only,  of  course,  a  very  slow 
motion.  Tliis  product  of  the  mass  of  a  moving  body  by  its  velocity,  is  called  the  momentum,  or  7)iM)inff 
force,  or  quantity  of  motion.  The  same  impact  always  gives  the  same  quantity  of  motion,  whatever 
may  be  the  body  which  it  impels ;  so  that  the  true  measure  and  cliaracteristic  of  an  instantaneous  force 
or  impact  is  the  quantity  of  motion  it  is  capable  of  imparting.  Thus  we  may  describe  an  impact  by 
saying  that  it  is  equal  to  50  pounds  moved  1  foot  per  second,  or  1  pound  moved  50  feet  per  second,  or 
2  poimds  moved  25  feet  per  second,  &c.,  &c.,  all  meaning  the  same  tiling. 

In  ordinary  language,  the  force  of  any  moving  body  means  its  momentum,  or  the  impact  required  to 
stop  it,  or  to  impart  the  same  quantity  of  motion  to  a  body  previously  at  rest.  But  the  iiseful  effect  is 
in  most  cases  proportional,  not  to  the  mmnentum,  but  to  the  vis  viva.  Hence — 1.  When  equal  masses 
are  in  motion,  their  forces  ai-e  proportional  to  their  velocities.  2.  When  the  velocities  are  equal,  their 
forces  are  proportional  to  their  masses,  or  quantities  of  matter.  3.  When  neither  the  masses  nor 
velocities  are  equal,  the  forces  are  in  the  proportion  of  both  taken  jointly,  that  is,  the  proportion  of  their 
products. 

Thus  the  force  of  a  movipg  body,  or  the  work  which  it  will  perform  in  a  given  time,  (that  is,  its  vio- 
mentum,)  varies  as  its  velocity  multiplied  by  its  weight ;  but  its  whole  accumulated  force,  or  the  total 
amount  of  work  which  it  will  perform,  no  matter  in  what  time,  in  being  brought  to  a  state  of  rest,  (that 
is,  half  its  vis  viva,)  varies  as  the  square  of  its  velocity  multiplied  by  its  weight.  In  order  to  illustrate 
this,  let  us  suppose  a  railway  train  of  a  certain  weight  in  motion  upon  a  perfectly  level  and  straight 
railway,  and  let  us  assume  that  the  resistances  opposed  to  its  motion  are  the  same,  whatever  may  be  its 
velocity,  the  practical  incorrectness  of  this  assumption  not  affecting  our  present  object.  Imagine  the 
velocity  of  the  train  to  be  fifteen  miles  per  hour,  and  let  it  be  desired  to  bring  it  to  a  state  of  rest  at  a 
station  which  it  is  approaching ;  suppose  that  the  engine  driver,  judging  from  experience,  shuts  off  the 
steam  at  a  distance  of  a  mile  from  the  station,  and  that  the  resistance  experienced  by  the  train  in 
moving  over  this  mile  is  just  sufficient  to  bring  it  to  rest  at  the  station,  the  time  occupied  in  passing 
over  the  mile  being  six  mmutes.  Now  if  we  again  suppose  the  same  train  to  be  moving  with  a  velocity 
of  thirty  miles  per  hour,  and  it  be  desired  to  stop  at  the  station,  then,  the  resistance  being  tlie  same  as 
before,  it  will  in  this  case  be  necessary  to  shut  off  the  steam  at  a  distance  of  four  miles  from  the  station, 
in  order  that  it  may  be  brought  to  a  state  of  rest  there,  and  the  time  which  the  train  will  occupy  in 
passing  over  these  four  miles  will  be  twelve  minutes.  Again,  let  two  bodies,  both  of  the  same  weight, 
DC  projected  upwards,  one  with  double  the  velocity  of  the  other,  and  suppose  the  resistance  of  the  air 
removed,  and  only  the  force  of  gravitation,  perfectly  imiform  in  its  action,  to  be  opposed  to  the  motion 
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of  the  bodies ;  then  will  the  body  projected  with  twice  the  velocity  rise  to  four  times  tlie  height,  against 
the  same  resistance,  before  being  brought  to  a  state  of  rest,  but  it  will  occupy,  in  doing  so,  twice  the 
time  similarly  occupied  by  tlie  slower  body. 

When  two  masses  moving  in  the  same  direction  impinge  one  upon  the  other,  and  after  impact  move 
together,  their  common  velocity  may  be  determined  by  multiplying  the  numbers  expressing  the  masses 
by  the  numbers  wliich  express  the  velocities ;  the  sum  of  the  two  products  thus  obtained,  divided  by  the 
sum  of  the  numbers  expressing  the  masses,  will  give  a  quotient  expressing  the  required  velocity. 

For  example,  if  a  musket-ball  weigh  one-twentieth  of  a  pound,  and  its  velocity  on  being  fired  be  1300 
feet  per  second,  if  it  strike  a  cannon-ball  of  48  pounds,  suspended  by  a  string,  it  will  set  it  in  motion ; 
and  the  common  velocity  of  the  two  is  to  that  of  the  bullet  as  ^V  i^  ^o  48  •+-  ^V)  or  as  1  is  to  961 ;  the 

common  velocity  of  the  two  is,  therefore,  —tt-j  or  about  1 J  feet  per  second. 

When  a  musket-ball  strikes  against  a  large  stone,  or  is  fired  at  a  mountain,  it  communicates  both  to 
the  stone  and  the  mountain  a  certain  velocity,  small  indeed,  and  not  measurable  unless  we  knew  the 
mass  of  the  mountain  in  addition  to  other  particulars.  In  fact,  motion  can  only  be  destroyed  by  motion; 
resistances  and  friction  disperse  it,  but  do  not  destroy  it. 

The  resistance  which  a  moving  body  meets  with  in  the  air,  or  in  the  water,  is  only  an  effect  of  the 
transference  of  motion.  A  body  moving  in  water  must  constantly  displace  a  portion  of  the  fluid  equal 
to  its  own  bulk,  and  the  amount  of  motion  thus  communicated  to  the  water  is  so  much  lost  by  the 
moving  body.  It  is  generally  admitted  in  such  cases  that  the  resistance  is  in  proportion  to  the  square 
of  the  velocity  of  the  moving  body.  When  the  velocity  is  doubled,  the  loss  of  motion  by  resistance  is 
quadrupled,  because  not  only  is  there  twice  as  much  fluid  to  be  moved  in  an  equal  time,  but  it  has  to 
be  moved  with  twice  the  velocity.  So  also  when  the  velocity  is  trebled,  the  moving  body  meets  three 
times  the  number  of  particles,  to  which  it  communicates  three  times  the  velocity,  thereby  occasioning 
nine  times  the  loss.  The  resistance  to  a  body  moving  in  water  is,  therefore,  about  800  times  greater 
than  if  it  were  moving  with  the  same  velocity  in  air,  for  it  has  to  move  800  times  as  much  matter  in  the 
same  time.  But  if  the  motion  in  air  were  28  times  faster  than  in  water,  the  resistance  would  be  about 
the  same,  for  28  times  the  velocity  generates  28  times  28  times  (=  184  times)  the  resistance. 

Action  and  reaction. — Action  and  reaction  are  equal  and  opposed  to  each  other.  This  law  not  only 
prevails  in  reference  to  forces  produced  by  contact,  but  also  in  the  so-called  forces  of  attraction  and 
repulsion ;  amongst  which  the  magnetic  force  and  gravity  itself  may  be  ranked.  The  force  with  wliich 
the  moon  is  attracted  towards  the  earth  (gravitation)  is  equal  to  that  with  which  the  moon  reacts  upon  the 
earth.  The  force  with  which  a  workman  draws  or  pushes  at  a  machine,  <fcc.,  reacts  upon  the  workman 
and  strives  to  move  him  in  the  opposite  direction.  When  a  body  impinges  against  another,  the  pressures 
are  reciprocally  equal  on  each  of  tiie  bodies. 

Effects  of  continued  forces — uniformly  accelerated  motion. — One  cannot  fail  to  be  struck  with  the 
different  degrees  of  rapidity  with  which  bodies  fall  through  the  air.  A  piece  of  gold  falls  rapidly,  and 
a  dry  leaf  very  slowly ;  and  the  popular  reason  for  this  difference  is,  that  the  gold  is  heavy  and  the  leaf 
light:  this,  however,  is  not  the  true  reason,  for  if  the  gold  be  beaten  out  into  a  thin  leaf,  neither  its 
absolute  nor  its  specific  weight  is  diminislied,  but  the  time  of  its  descent  through  the  air  is  greatly  pro- 
longed. The  fact  is,  that  every  body  falling  through  a  fluid  is  continually  subject  to  two  opposite 
forces ;  1st,  its  v:eight,  which  is  constantly  uniform,  and  acting  alone  would  constantly  accelerate  the 
fall,  and  2d,  the  fluid  resistance.  Now  the  gold  presenting  a  larger  surface  when  beaten  out  than  in  the 
lump,  far  more  resistance  is  opposed  to  the  leaf  than  to  a  thick  piece  of  equal  weight,  moving  with 
equal  velocity. 

The  fall  of  a  heavy  body  from  a  height  is  a  uniformly  accelerated  motion,  because  the  attraction  of 
the  earth,  which  is  the  cause  of  its  fall,  never  ceasing  to  act,  the  body  gains  at  each  instant  of  its  fall  a 
new  impulse,  Avhereby  it  receives  additional  velocity,  so  that  its  final  velocity  is  the  aggregate  of  all 
the  infinitely  small  but  equal  increments  of  velocity  thus  communicated.  Hence,  the  velocity  of  a  falling 
body  at  tlie  end  of  two  seconds  is  twice  that  which  it  had  at  the  end  of  one ;  at  the  end  of  three 
seconds  three  times  that  which  it  had  at  the  end  of  one,  and  so  on.  N"ow,  it  has  been  ascertained  that 
a  body  falling  freely  through  space  by  the  force  of  gravity  acquires  at  the  end  of  the  first  second  a 
velocity  such  as  would  carry  it,  without  any  assistance  from  gravity,  through  about  32  feet  during  the 
second  second.  This  is  the  final  velocity  of  the  body  after  one  second.  But  during  this  second,  the 
body  passes  gradually  from  a  state  of  rest  through  various  increasing  degrees  of  speed,  until  it  acquires 
a  velocity  '^qual  to  32  feet  per  second.  Its  average  speed,  therefore,  during  the  whole  first  second  will 
be  the  arithmetical  mean  between  its  starting  velocity,  which  is  0,  and  its  final  velocity,  which  is  32  feet 
per  second.  This  mean  is  16  feet  per  second;  consequently,  the  space  actually  fallen  through  during 
this  one  second  must  be  16  feet.  During  the  second  second,  the  body  starting  with  the  velocity  of  32 
feet  acquired  during  the  first  second,  falls  through  32  feet,  and  also  through  another  16  feet  due  to  the 
action  of  its  weight  during  this  one  second  only.  At  the  end  of  the  second  second  the  final  velocity  is 
twice  that  at  the  end  of  the  first  second ;  so  that  during  the  third  second  the  body  would  move  througli 
G4  feet,  if  subject  to  no  force,  i.  e.,  if  its  weight  had  ceased  to  act ;  but  as  this  force  continues  to  act,  and 
tvould,  during  a  second,  move  it  through  16  feet,  (if  it  had  no  velocity  at  starting,)  the  whole  space 
described  during  tliis  second  will  be  80  feet,  viz.,  64  feet  by  its  previously  acquired  velocity,  and  16  by 
that  gradually  added  during  this  third  second. 

Hence,  it  appears  that  the  time  occupied  in  falling,  and  the  final  velocity,  are  proportional  to  each  ; 
other ;  and  that  an  increase  in  one  is  necessarily  attended  by  a  proportional  increase  in  the  other.  Now, 
we  have  seen  that  the  average  velocity,  during  any  fall,  is  exactly  half  tlie  final  velocity,  for  it  is  the 
mean  between  the  velocity  at  starting,  viz.  0,  and  that  final  velocity ;  hence,  any  increase  in  the  time 
of  falling,  is  attended  by  a  proportional  increase  in  the  average  speed  during  the  whole  fall.  But  the 
Epace  fallen  through  is  jointly  proportional  to  the  time  occupied  and  the  average  velocity ;  consequently, 
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when  the  time  is  increased  in  any  proportion,  (say  doubled,)  the  body  falls,  not  only  twice  as  long,  but 
also  twice  as  fast,  and  must  therefore  fall  through  /owr  times  the  distance.  So,  also,  if  one  body  falk 
three  times  as  long  as  another,  it  also  falls  wjth  three  times  the  average  speed,  and  consequently  falls 
altogether  nine  times  the  distance.  Tlie  distance  fallen  must  always  be  proportional  to  the  square  of 
the  time  occupied. 

We  thus  get  an  easy  rule  for  determining  the  space  through  which  a  body  has  fallen,  simply  by 
knowing  the  time  occupied  by  the  fall,  and  multiplying  the  square  of  this  by  the  number  of  feet  tlu-ough 
which  a  body  falls  in  one  second.    The  same  rule  will  apply  to  any  number  of  seconds,  whole  or  fractional. 

To  show  more  clearly  how  tliis  law  is  derived  from  the  vnifonnifi/  of  the  accelerating  force,  talce  the 
length  of  any  figure  to  represent  the  time  of  the  whole  fiiU,  wliich  divide  into  any  convenient  number  of 
parts ;  and  make  the  breadth  of  the  figure,  at  each  of  those  divisions,  represent  the  velocity  at  the  cor- 
responding instant  of  the  fall.  Then  the  area  of  the  figure,  or  of  any  portion  thereof,  will  represent  the 
distance  fallen  through  during  the  corresponding  part  of  the  time ;  for  this  distance  is  jointly  propor- 
tional to  the  ti7ne  and  the  average  velocity,  just  as  the  area  of  a  figure  is  jointly  proportional  to  its  length 
and  its  average  breadth.  Let  us  draw  such  a  figure,  then,  in  which  the  breadth  at  the  commencement 
is  0,  and  increases  uniformly,  i.  e.  by  equal  additions,  for  equal  additions  to  the  length.  By  observing 
the  relations  between  its  breadths  at  different  points,  and  also  between  the  areas  of  the  whole  and 
different  portions  of  it,  and  the  areas  they  would  have  if  their  breadth  continued  equal  throughout  their 
length,  we  may  learn  all  that  has  been  stated  above,  by  simply  substituting  tiiiie  for  length,  velocilg  for 
breadth,  and  distance  fallen  for  area.    The  following  is  an  example : — 

A  body  falling  freely  during  5  seconds :  . 

Starting  with  a  velocity \0  Ft.    Tot.  Fall. 


Falls  during  the  \st  second 
Acquking  a  velocity  of 

Falls  during  the  2d  second 
Acquiring  a  velocity  of  twice  32,  or 

Falls  during  the  3d  second. 
Acquiring  a  velocity  of  3  X  32  = 

Falls  during  the  4:th  second 
Acquiring  a  velocity  of  4  X  32  = 

Falls  during  the  5th  second 
Acquiring  a  velocity  of  5  X  32  = 


16 


4S       64 


144 


2.^6 


400 


160  feet  jjcr  second. 


These  laws  are  not  confined  to  the  motion  of  falling,  but  apply  equally  to  every  uniformly  acceler- 
ated motion,  i.  e.  every  motion  produced  by  an  uniform  force  or  pressure.  In  every  such  motion,  the 
velocities,  at  any  different  instants,  are  proportional  to  the  times  elapsed  since  the  beginning  of  the  mo- 
fion ;  the  average  velocity  is  half  the  final  velocity ;  the  space  described  during  successive  equal  inter- 
vals are  as  the  series  of  odd  numbers,  1,  3,  5,  7,  &c.;  and  the  whole  spaces  described  from  the  begin- 
ning of  the  motion  are  as  the  squares  of  the  times  taken  to  describe  them.  But  tlie  numerical  data 
will  be  different  in  each  case  of  such  motion ;  that  is  to  say,  the  velocity  acquired  in  a  given  time,  or 
the  time  occu])ied  in  acquiring  a  given  velocity,  will  vary  in  each  case  from  tlie  effects  of  fluid  resist- 
ance and  friction. 

To  submit  all  the  laws  which  have  thus  been  expounded  to  the  test  of  direct  experiment,  is  the  object 
of  Atwood's  machine,  which  see,  Fig.  3. 

Uniformhi  retarded  motion. — "Whatever  has  been  stated  respecting  uniformhj  ccchrated  motion, 
wiU  be  found  equally  applicable  to  the  converse  case  of  uniformly  retarded  motion.  As  in  the  former 
nase  the  velocity  increased  by  equal  additions  in  equal  times,  so  in  this  case  it  is  reduced  by  equal 
losses  in  equal  times;  and  if  the  force  be  the  same,  the  velocity  lost  in  any  unit  of  time  (such  as  a 
second)  will  be  equal  to  that  gained  in  a  similar  unit  in  the  former  case.  Thus,  when  a  body  is  pro- 
jected or  thrown  directly  upwards,  and  then  left  to  the  action  of  gravity,  it  rises  during  any  second  32 
feet  less  than  during  the  previous  second,  until  its  velocity  is  reduced  to  0,  and  then  to  a  motion  in  the 
contrary  direction,  when  the  same  law  continues  unaltered,  for  the  body  gains  (like  any  other  falling, 
bodv)  32  feet  of  downward  motion  per  second. 

The  composition  of  motions. — It  is  a  physical  laAv  of  great  importance  and  simplicity,  that  the  dyna- 
.nical  effects  of  forces  are  proportional  to  their  .statical  effects.  The  same  force  which  balances  another 
force  of  twice  the  amount,  will  also,  when  unbalanced,  produce  twice  as  much  motion  ;  that  is  to  say.  it 
will  either  (I.;  impart  to  twice  as  much  matter  the  same  velocity  in  the  sayne  time;  or  11.)  it  will  im- 
j<art  to  the  ■5a;nc  matter  tince  the  velocity  in  the  same  time ;  or  (III.)  it  ■nnll  impart  to  the  same  matter 
the  xame  velocity  in  half  the  time.  It  must  be  distinctly  understood  that  this  is  a  physica-l  fact,  or  law 
if  nature, — not  a  fact  to  be  learnt  by  deduction,  but  by  induction  from  experiments. 

Tlie  doctrine  of  tlie  parallelogram  of  forces  is  applicable  to  the  composition  of  motion.  Thus,  sup- 
pose the  body  x,  as  in  Fig.  1752,  to  be  acted  on  at  once  by  three  forces  in  the  directions  of  the  arrows 
A  B  C ;  that  A  acting  alone  would  in  one  unit  of  time  ^such  as  a  second,  or  an  hour)  drive  the  body  to 
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a ;  that  B  acting  alone  (and  being  weaker  than  A)  would  in  tlie  same  length  of  time  drive  the  body  no 
further  than  b ;  and  that  C,  in  like  manner,  acting  alone,  would  cause  it  in  the  same  length  of  time  to 
reach  c.  Now,  to  find  the  effect  of  A  and  B  united,  complete  the  parallelogram  xadb,  and  its  further 
angle  d  is  the  point  to  which  the  body  will  be  sent  by  the  joint  action  of  both  A  and  B,  in  the  same 
length  of  time  that  it  would  have  occupied  in  reaching  a  by  the  action  of  A  only,  or  in  reaching  b  by 
the  action  of  B  only.  Tliis  will  be  true,  whether  the  two  forces  act  both  in  the  same  manner  or  in 
different  manners,  however  varied  ;  but  in  the  latter  case,  although  the  body  arrives  at  the  point  d  just 
as  soon,  yet  it  will  travel  thither  by  a  different  route.  In  order  that  it  may  move  along  the  straight 
line  X  d,  li  is  necessary  that  the  two  forces  act  in  the  same  manner ;  such,  for  example,  as  by  an  instan- 
taneous impulse,  which  will  cause  a  uniform  motion ;  or  both  may  act  continuously  and  uniformly,  so 
as  to  produce  a  uniformly  accelerated  motion,  (like  tliat  of  falling  bodies ;)  or  both  forces  may  act  with 
a  continually  varying  intensity,  both  increasing  or  diminishing  at  the  same  rate,  and  the  motion  will 
still  be  rectilinear.  But  if  one  force  be  instantaneous  and  tlie  other  continuous,  or  one  uniformly  con- 
tinued and  the  other  varying  in  intensity,  or  both  varying  by  different  laws,  so  as  not  to  preserve  con- 
stantly the  same  ratio  to  each  other,  then  the  path  of  the  body  will  be  a  curve,  still,  however,  conducting 
it  eventually  to  the  point  d,  ifi  the  same  time  that  the  force  A  would  have  taken  to  send  it  to  a,  or  B  to  b. 

But  suppose  the  third  force  C  to  act  on  the  body  x,  and  to  be  capable  of  carrying  it  to  c  in  the  same 
time  that  A  and  B  jointly  would  carry  it  to  d.  We  have  only  to  complete  the  parallelogram  xdec,  to 
find  that  by  the  combined  action  of  all  three  forces  the  body  will  be  sent  in  the  same  unit  of  time  to  e. 

It  is  another  remarkable  consequence  of  this  law,  that  whether  we  regard  the  directions  of  the  three 
forces  as  being  all  in  one  plane,  or  in  different  planes,  the  law  is  equally  true. 

This  most  important  law  as  regards  motions,  may  therefore  be  simply  expressed  in  the  following 
terms : — that  by  any  number  of  forces  acting  together  for  a  given  length  of  time,  a  body  is  brought  to 
the  same  place  as  if  each  of  the  forces,  or  one  equal  and  parallel  to  it,  had  acted  on  the  body  separately 
and  successively  for  an  equal  length  of  time. 


1757. 


Let  us  now  consider  the  effect  of  the  composition  of  a  tmiform  with  a  uniformly  accelerated  mo- 
tion, the  two  being  in  different  but  not  opposite  directions,  as  in  the  case  of  projectiles,  i.  e.  bodies 
thrown  horizontally,  or  obliquely.  To  simplify  the  questions,  let  us  suppose  them  subject  to  no  other 
force  than  gravity,  which  continually  deflects  them  out  of  the  straight  line  which  tliey  would  otherwise 
describe,  and  which  is  called  the  line  of  projection.  Now  it  matters  not  Avhether  this  line  be  horizontal, 
inclining  upwards,  or  inclining  doAvnwards,  it  will  constantly  be  found  that  the  vortical  depth  of  the  pro- 
jectile below  this  line  at  any  moment,  is  equal  to  the  depth  which  it  would  liave  fallen  during  the  time 
which  has  elapsed  since  its  projection.  Thus,  if  a  cannon-ball  be  shot  from  A  in  tiie  direction  A  b,  Fig.  1757, 
and  its  original  velocity  be  such  as  would  carry  it  through  the  space  A  a  during  one  second,  then,  if  not 
subject  to  gravity,  it  would  proceed  in  a  sti-aight  line  and  arrive  at  a  in  one  second,  at  b  in  two  seconds, 
and  so  on.  But  gravity  alone  would  cause  it  during  the  first  second  to  fall  16  feet,  (say  from  A  to  G.) 
By  completing  the  parallelogram  AaGff,  then,  we  see  that  after  one  second  the  body  will  have  arrived 
at  ff,  exactly  as  if  it  had  first  been  carried  by  the  projectile'  force  during  one  second  to  a,  and  tlien  fallen 
during  one  second  to  r/.  In  the  same  way,  during  the  next  second,  the  ball  moves  in  the  direction  of 
projection  through  the  space  ab,oxg  h,  and  in  the  direction  of  gravity  tlirough  A  2  =  3  times  16  feet. 
In  the  third  second  it  advances  as  much  as  before,  viz.  2  i,  and  falls  5  times  16  feet,  bringing  it  to  the 
point  8.  In  the  fourth  and  fifth  seconds  it  advances  in  the  direction  3  k,  or  4  I,  as  much  as  in  the  first 
second,  but  faUs  7  times  and  9  times  as  much,  thus  aiTiving  at  the  points  4  and  5.  Now  it  results  from 
this,  that  tlie  points  A,  g,  2,  3,  4,  5,  are  necessarily  situated  on  a  curved  line  of  that  kind  called  a  para- 
bola, and  if  the  place  of  the  ball  at  any  other  moments  (however  numerous)  be  foimd,  all  these  points 
will  Ukewise  fall  on  the  same  curve. 

The  distance  from  A,  at  which  the  ball  again  crosses  the  horizontal  line  A  5,  is  called  the  horizontal 
range.  This  will  be  the  greatest  possible,  with  a  given  velocity  of  projection,  when  the  body  is  pro- 
jected at  an  angle  of  45°  with  the  horizon.  In  this  case  the  greatest  height  attained  is  just  one-fourth 
of  the  range.  So  that,  as  the  time  of  flight  is  twice  the  time  of  falling  that  Iieiglit,  (or  the  exact  time  of 
falling  four  times  that  height,)  the  ball  arrives  at  its  destination  in  the  same  time  as  if  it  had  fallen  a 
like  distance  vertically  by  the  action  of  gravity.  Hence  the  range  (in  feet)  is  16  times  the  square  of 
the  number  of  seconds  in  the  flight.  It  is  also  remarkable  that  the  range  will  be  dimmished  equally  by 
equal  deviations  from  this  angle,  whether  above  or  below  it.  Thus  a  mortar  will  (with  the  same  charge) 
carrv  to  the  same  distance,  on  a  level  plain,  when  it  is  inclined  40°  as  when  inclined  50°  ;  or  the  same 
at  10°  as  at  80°. 

"W'e  have  hitherto  regarded  gravity  as  a  parallel  force.  But  if  the  range  of  a  projectile  amounted  i. 
some  miles,  so  as  to  bear  a  measurable  ratio  to  the  earth's  radius,  it  would  be  necessary,  in  finding  its 
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path  very  exactly,  to  regard  it  as  a  central  force,  by  making  the  lines  A  G,  ag,  h  2,  i  3,  k  4,  I  5,  no  longer 
parallel,  but  such  as  ■would,  if  continued,  meet  at  the  earth's  centre. 

The  effect  of  this  change  is  to  convert  the  parabola  into  one  extremity  of  a  very  long  and  narrow 
ellipse,  whose  other  extremity  passes  round  the  earth's  centre,  and  has  its  focus  at  that  centre.  Such, 
indeed,  is  the  curve  described  by  every  projectile. 

It  is  in  this  manner,  then,  that  the  moon  revolves  in  an  eUipse  of  small  eccentricity,  of  wliich  one  focus 
is  occupied  by  the  earth's  centre.  Her  deflection  from  the  straight  line  is  due  to  a  force  exactly  -with 
that  which  deflects  a  projectile ;  which  force  varies  in  intensity  inversely  as  the  square  of  her  distance 
from  the  earth's  centre  varies.  Now,  if  we  calculate  ui  this  manner  her  deflection  or  fall,  supposing  her 
situated  at  our  own  distance  from  the  earth's  centre,  we  shall  find  it  would  be  exactly  16  feet  in  a 
second,  64  feet  in  two  seconds,  (tc,  <tc.,  like  that  of  our  projectiles  or  falling  bodies. 

The  observance  of  exactly  the  same  laws  in  the  motions  of  the  satellites  of  the  great  planets,  shows 
that  a  force  of  the  same  kind  is  exerted  towards  their  centres.  Moreover,  it  has  been  established  by 
the  joint  labors  of  the  two  Herschels,  that  the  same  force  regulates  the  motions  of  the  immeasurably 
distant  double  stars. 

It  appears,  then,  that  attraction  or  gravity  is  a  universal  property  common  to  all  matter,  every  par- 
ticle in  the  universe  attracting  every  other  particle ;  and  there  is  no  irregularity  in  the  motions  of  the 
bodies  of  the  solar  system,  no  deviations  appreciable  by  the  most  delicate  astronomical  observations, 
which  has  not  been  explained,  and  its  period  and  amount  accurately  calculated  on  the  principles  of  uni- 
versal gravitation,  according  to  the  laws  discovered  by  Kepler. 

Central  force. — The  tendency  which  bodies  in  motion  have  to  recede  from  jts  centre  is  called  the 
centrifugal  force :  the  tendency  to  approach  the  centre  of  motion,  is  called  the  centripetal. 

The  central  force  of  a  body  describing  a  circle  with  a  uniform  velocity  is  directly  proportional  to 
the  square  of  the  velocity,  and  inversely  as  the  radius  of  the  circle.  The  doctrine  of  central  forces  has 
its  practical  appUcation  in  astronomy ;  the  force  by  which  the  planets  describe  their  orbits  is  a  central 
force,  directed  to  the  sun  as  a  centre ;  and  the  forces  by  which  the  planetary  motions  are  sustainetl, 
vary  inversely  as  the  squares  of  the  distances  of  the  planet  from  that  body. 

In  tlie  case  of  fly-wheels,  the  succeedmg  rules  will  be  found  sufficient: 

(A.)         velocity  *  X  weight  ^  . .      ,  „ 

^    '         ^. := — ^  centrifugal  force. 

radms  X  32  ° 

(B.)  Divide  the  velocity  by  401,  square  the  quotient,  and  divide  by  the  diameter:  this  last  quotient 
multiplied  by  the  weight,  will  give  the  centrifugal  force. 

(C.)  Number  of  revolutions  per  minute  '  X  diameter  .  ,  ,       ,,  ,  ..      ,  „ 

^    '  -|— X  weight  =  the  centrifugal  force. 

(D.)     velocity  ^  X  radius 

■ .^      ,  ^ -„  =  radius. 

centritugal  force  X  o* 

(E.)  radius  X  centrifugal  force  X  32 

; — TT--;. =  weight. 

velocity  - 


(F.)       /  yradius  X  centrifugal  force  X  S2\ 


^  the  velocity. 


The  following  examples  will  illustrate  the  application  of  these  rules. 

What  is  the  centrifugal  force  of  tlie  rim  of  a  fly-Avheel  moving  with  a  velocity  of  32-t  feet  in  a  second, 
and  whose  diameter  is  20  feet. 

/■Tgy    B  ^     30  1  8"0''^ 

—^  =  8-02  then  -— ^  =  S'216,  wliicli  multiplied  by  the  weight  of  the  rim,  will  give  the 

centrifugal  force. 

A  grindstone  makes  120  revolutions  in  the  minute,  the  radius  of  the  circle  of  its  motion  being  2  feet, 
and  its  weight  6  pounds. 

(By  C.)  120=  X  4  57600  ,  .,      ,  , 

^  ^      '      ,„_,      X  6  =  — — -  X  0  =  981  X  6  =  58-86  =  the  centrifugal  force. 
oSiO  5670 

A  fly-wheel  makes  65  revolutions  per  minute,  its  diameter  being  12  feet,  and  the  weight  of  the  rim 
one  ton,  the  weight  of  the  entire  fly  being  1|  tons,  the  circle  of  gyration  is  5'5  feet  from  the  axis,  the 
wheel  consisting  of  two  halves  joined  by  bolts  capable  of  resisting  a  pressure  of  4  tons,  wherefore, 

12X3-1416X65       ,^„  ,     .      .     „ 

=  40-84  =  velocity  in  feet  per  second. 

And  (by  A.)  40-84=  X  1       „    „  ,  ..      ,  . 

— •'•>  y  r~  ~  **^"^'        centrifugal  force. 

And  (by  F.)^y:^^2ii^_5l2i^^  =  ^il^  =  30.e3^^ 

^O'Ofi^fi  V  fin 

the  circle  of  fifyi-ation,  therefore, =  52.197.  the  number  of  revolutions  per  minute,  which 

*•'  34-5576  *■ 

would  cause  the  fly  to  burst  asunder. 

FORGE.  Tlie  workshop  in  wliicli  iron  is  hammered  and  shaped  by  tlie  aid  of  heat.  Tlie  term  is 
generally  applied  to  the  places  in  which  these  operations  are  carried  on  upon  the  comparatively  small 
wale ;  the  great  workshops  in  wliicli  iron  is  made  malleable  for  general  purposes  being  called  a 
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shingling  mill.  A  common  forge  consists  of  the  hearth  or  fireplace,  which  is  merely  a  cavity  in 
masonry  or  brickwork  well  lined  with  tine  clay  or  brick,  upon  which  the  ignited  fuel  is  placed,  and  upon 
the  back  or  side  of  which  a  powerful  blast  of  air  is  driven  in  through  the  nozzle  of  a  double-blasted 
bellows,  which,  in  a  common  forge,  is  generally  worked  by  a  hand  lever.  Forges  are  sometimes  con- 
structed so  as  to  be  portable,  when  the  bellows  is  most  conveniently  placed  under  the  hearth  ;  these  are 
ased  in  ships,  and  for  various  jobs  on  railways,  etc. 

FORGING — Iron  and  steel.  The  heaviest  works  are  generally  heated  in  air  furnaces  of  various 
descriptions,  some  of  which  resemble,  but  greatly  exceed  in  size,  those  employed  in  the  works  where 
iron  is  manufactured,  and  in  which  the  process  of  forging  may  be  truly  considered  to  commence  with 
tlie  first  blow  given  upon  the  ball,  as  it  leaves  the  puddling  furnace  for  being  converted  info  a  bloom. 

The  i^addle-shafts  of  the  largest  steamships  are  wrought  by  successive  additions  at  the  one  end,  as 
follows :  A  slab  of  iron,  technically  called  "  a  use,"  is  welded  on  one  side  close  to  the  end,  and  when 
drawn  down  to  the  common  thickness,  the  additional  matter  becomes  thrown  into  the  length ;  the  next 
use  is  then  placed  on  the  adjoining  side  of  the  as  yet  square  shaft,  and  also  dra^vn  into  tlie  length,  and 
so  on  until  the  full  measure  is  attained. 

First,  the  "heaf  has  a  long  iron  rod  attached  to  it  in  continuation  of  its  axis,  to  serve  as  a  "jjor^er" 
or  guide  rod ;  the  mass  is  suspended  under  a  traversing  crane  at  that  point  where  it  is  nearly  equipoised ; 
the  crane  not  only  serves  to  swing  it  round  from  the  fire  to  the  hammer,  but  the  traverse  motion  also 
moves  the  work  endways  upon  the  anvil,  and  small  changes  of  elevation  are  sometimes  effected  by  a 
screw  adjustment  in  the  suspending  chain.  The  circular  form  is  obtained  by  shifting  the  work  round 
upon  its  axis  by  means  of  a  cross  level  fixed  upon  the  porter,  and  moved  by  one  or  two  men,  so  as  to 
expose  each  part  of  the  circumference  to  the  action  of  the  helve ;  this  is  readily  done  as  the  crane  ter- 
minates in  a  pulley,  around  which  an  endless  band  of  chain  is  placed,  and  the  work  lies  witliin  the 
chain,  which  shifts  round  when  the  work  is  turned  upon  the  anvil. 

A  similar  mode  of  work  is  adopted  on  a  smaller  scale  for  many  of  the  spindles,  shafts,  and  other 
parts  of  ordinary  mechanism,  which  are  forged  under  the  great  hammer,  often  of  several  bars  piled 
together  and  fagoted;  a  suitable  term,  as  tliey  are  frequently  made  of  a  round  bar  in  the  centre,  and 
a  group  of  bars  of  angular  section,  called  mitre  iron,  around  the  same,  which  are  temporarily  wedged 
within  a  hoop,  somewhat  after  the  manner  of  a  fagot  of  wood.     Such  works  are  also  made  of  scrap-iron. 

A  number  of  these  fragments  are  enveloped  in  an  old  piece  of  sheet-iron,  and  held  together  by  a 
hoop ;  the  mass  is  raised  to  the  welding  heat  in  a  blast  or  air  furnace,  and  the  whole  is  consolidated 
and  drawn  down  under  the  tilt-hammer ;  one  long  bar  that  serves  as  the  porter  being  welded  on  by  the 
first  blow.  The  mingling  of  the  fibres  in  the  scrap-iron  is  considered  highly  favorable  to  the  strength 
of  the  bar  produced.  The  scraj^-iron  is  sometimes  twisted  during  the  process  of  manufacture,  to  lay  all 
the  filaments  like  a  rope,  and  prevent  the  formation  of  spills,  or  the  longitudinal  dirty  seams  found  on 
the  surface  of  inferior  iron. 

The  long  furnaces  are  particularly  well  suited  to  straight  works  and'bars,  but  when  the  objects  get 
gliorter  and  of  more  complex  figures,  the  open  fire  or  ordinary  smith's  hearth  is  employed.  This,  when 
of  the  largest  kind,  is  a  trough  or  pit  of  brickwork  about  six  feet  square,  elevated  only  about  six  inches 
from  the  ground ;  the  one  side  of  the  hearth  is  extended  into  a  vertical  wall  leaduig  to  the  chimney,  the 
lower  end  of  which  terminates  in  a  hood  usually  of  stout  plate  iron,  which  serves  to  collect  the  smoke 
from  the  fire.  The  black  wall  of  the  forge  is  fitted  with  a  large  cast-iron  plate,  or  a  back,  in  the  centre 
of  whicli  is  a  very  thick  projecting  nozzle  also  of  iron,  perforated  for  admitting  the  wind  used  to  urge 
the  fire  ;  the  aperture  is  called  the  tujjere. 

The  blast  is  sometimes  supplied  from  ordinary  bellows  of  various  forms ;  at  other  times  by  enormous 
air-pumps,  which  lead  into  a  cylinder  or  regidator,  the  piston  of  which  is  loaded  with  weights,  so  as  to 
force  the  air  through  pipes  all  over  the  smithy,  and  every  fire  has  a  valve  to  regulate  its  individual 
blast ;  but  the  more  modern  and  general  plan  is  the  revolving  fan,  also  worked  by  the  engine,  the  blast 
from  which  is  similarly  distributed.  '  , 

In  some  cases  the  cast-iron  forge  back  is  made  hollow,  that  a  stream  of  water  may  circulate  through 
it  from  a  small  cistern ;  the  water-back  is  thereby  prevented  from  becoming  so  hot  as  the  others,  and  its 
durability  is  much  increased.  In  other  cases  the  air,  in  its  passage  from  the  blowing  apparatus,  flows 
through  chambers  in  the  back  plate  so  as  to  become  heated  in  its  progi'css,  and  thus  to  urge  the  fire 
with  hot  blast,  wliich  is  by  many  considered  to  effect  a  very  great  economy  in  the  fuel 

Some  heavy  works  of  rather  complex  form,  such  as  anchors,  are  most  conveniently  managed  by  hand 
forging ;  many  of  these  require  two  gangs  of  men  with  heavy  sledge  hammers,  each  consisting  of  six 
to  twelve  men,  who  relieve  each  other  at  short  intervals,  as  the  work  is  exceedingly  laborious. 

The  square  shanks  of  anchors  are  partly  forged  under  a  vertical  hammer  of  very  simple  construction, 
called  a  ''  monkeij"  It  consists  of  a  long  iron  bar  running  very  loosely  through  an  eye  or  aperture 
several  feet  above  the  anvil,  and  terminating  at  foot  in  a  mass  of  iron,  or  the  ram.  The  hammer  is  ele- 
vated by  means  of  a  chain,  attached  to  the  rod  and  also  to  a  drum  overhead,  which  is  put  into  geer  with 
Lhe  engine,  and  suddenly  released  by  a  simple  contrivance,  when  the  hammer  has  reached  the  height  of 
from  two  to  five  feet,  according  to  circumstances.  The  ram  is  made  to  fall  upon  any  precise  spot  within 
a  horizontal  range  of  some  twenty  inches  from  the  central  position  by  two  slight  gye-rods,  hooked  to 
the  ram  and  placed  at  right  angles.  This  contrivance  is  far  more  effective  than  the  blows  of  the  sledge 
liammers,  and  although  now  but  little  used  is  perhaps  more  suitable  to  such  purposes  than  the  helve  or 
Uft  hammer,  which  always  ascends  to  one  height,  and  falls  upon  one  fixed  spot. 

IS'asmyth'a  steam  hammer  is  now  almost  entirely  used  in  forging  anchors :  it  has  very  much 
shortened  the  process,  and  makes  more  perfect  work. 

The  square  shank  of  the  anchor,  and  works  of  the  same  section,  are  readily  shifted  the  exact  quarter 
cu'cle,  as  tlie  sling-chain  is  made  with  flat  links,  each  a  trifle  longer  than  the  side  of  the  square  of  the 
work,  which  therefore  bears  quite  flat  upon  one  link,  and  when  twisted  it  shifts  the  chain  the  space  of  a 
link,  and  rests  as  before. 
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Many  implements  and  tools,  such  as  shovels,  spades,  mattocks,  and  cleavers,  are  partly  forged  under 
the  tilt-hammer ;  the  preparatory  processes,  called  moulding,  wliich  include  the  insertion  of  the  steel, 
are  done  by  ordinary  liand  forging.  The  objects  are  then  spread  out  under  the  broad  face  of  the  tilt- 
hammer,  the  workman  in  such  cases  being  sometimes  seated  on  a  chair  suspended  from  the  ceiling,  and 
by  paddling  about  -with  his  feet,  he  places  himself  with  great  dexterity  in  front  or  on  either  side  of  the 
anvd  with  the  progressive  changes  of  the  work ;  the  concluding  processes  are  mostly  done  by  hand 
with  the  usual  tools.     A  similar  arrangement  is  also  adopted  in  tiltmg  small  sized  steel. 

With  the  reduction  of  size  in  the  objects  to  be  forged,  the  number  of  hands  is  also  lessened,  and  the 
crane  required  for  heavy  work  is  abandoned  for  a  chain  or  sling  from  the  ceiling;  but  for  the  majority 
of  purposes  two  men  only  are  required,  when  the  work  is  said  to  be  two-handed. 

As  the  works  to  be  forged  become  smaller,  the  hearth  is  gradually  lessened  in  size,  and  more  elevated, 
BO  as  to  stand  about  two  and  a  half  feet  from  the  ground :  it  is  now  built  hollow,  with  an  arch  beneath 
serving  as  tlie  ash-pit.  The  single  hearths  are  made  about  a  yard  square,  and  those  forges  which  liave 
two  fires  under  the  same  hood,  measure  about  two  yards  by  one ;  a  double  trough  to  contain  water  in 
the  one  compartment  and  coals  in  the  other,  is  usually  added,  and  the  ordinary  double  bellows  are  used. 

Figs.  17C5  and  1*758  are  ci\We(\  flat-bit  tongs  ;  these  are  either  made  to  fit  very  close  as  jn  Fig.  1158, 
for  thin  works,  or  to  stand  more  open  as  in  Fig.  1765,  for  thicker  bars,  but  always  parallel;  and  a  ring 
or  coupler,  is  put  upon  the  handles  or  reins,  to  maintain  the  grip  upon  the  work.  Others  of  tlie  same 
general  form  are  made  with  hollow  half-round  bits ;  but  it  is  much  better  they  should  be  angular,  like 
the  ends  of  Fig.  1*759,  as  then  they  serve  equally  well  for  round  bars,  or  for  square  bars  held  upon  their 
opposite  angles.  Tongs  that  are  made  long,  and  swelled  open  behind,  aS'  in  Fig.  1*759,  are  very 
excellent  for  general  purposes,  and  also  serve  for  bolts  and  similar  objects,  with  the  heads  plaied 
inward.  Hha  pinccr  tongs.  Fig.  1*760,  arc  also  applied  to  similar  uses,  and  serve  for  shorter  bolts. 
1759.  1TC2. 


Fig.  1*761  represents  tongs  much  used  amongst  the  cutlers;  they  are  called  crook-hit  tongs;  their 
jaws  overhang  the  side,  so  as  to  allow  the  bar  of  iron  or  steel  to  pass  down  beside  the  rivet,  aud  the 
nib  at  the  end  prevents  the  rod  from  being  displaced  by  the  jar  of  hammering.  Fig.  1762,  or  the  ham- 
mer tongs,  are  used  for  managing  works  punched  with  boles,  such  as  hammers  and  hatchets ;  as  tlie 
pins  enter  the  holes  and  maintain  the  grasp. 

Fig.  1768,  or  hoop  tongs,  are  very  much  used  by  ship-smiths,  for  grasping  hoops  and  rings,  which  may 
be  then  worked  either  on  the  edge,  when  laid  flat  on  the  anvil,  or  on  the  side,  when  upon  the  beak-iron ; 
and  lastly.  Fig.  1764  represents  the  smith's  p/iers,  or  light  tongs,  used  for  picking  up  httle  pieces  of  iron, 
or  small  tools  and  punches. 

In  addition  to  the  hearth,  anvil,  and  tongs,  the  smithy  contains  a  number  of  chisels,  punches,  and 
swages  or  striking  tools,  called  also  top  and  bottom  tools,  of  a  variety  of  suitable  forms  and  generally 
in  pairs ;  these  may  be  considered  as  reduced  copies  of  the  grooves  turned  in  the  rollers,  and  occasion- 
ally made  on  the  faces  of  the  tilt-hammers  of  the  ii'on-works  for  the  production  of  square,  flat,  round, 
X-foim  iron,  angle  iron,  and  railway  bars,  as  referred  to.  In  fitting  the  hazel-rods  to  the  top  tools,  the 
rods  are  alternately  wetted  in  the  middle  of  their  length,  and  warmed  over  the  fire  to  soften  them ;  that 
portion  is  then  twisted  like  a  rope,  and  the  rod  is  wound  once  round  the  head  of  the  tool,  and  retained 
by  an  iron  ferrule  or  couples ;  a  rigid  iron  handle  would  jar  the  hand. 

When  these  tools  are  used  for  large  works,  a  square  plate ^f  sheet-iron,  with  a  hole  punched  in  the 
middle  of  it,  is  put  on  the  rod  towards  the  tool,  to  shield  the  hand  of  the  workman  from  the  heat ;  and 
it  not  unfrequently  happens  with  such  large  works  that  the  rod  catches  fire,  and  tlie  tool  is  then  dipped 
at  short  intervals  in  the  slake  trough  to  extinguish  it. 

Tlie  smith  who  works  without  any  helpmate  is  much  more  circumscribed  as  to  tools,  and  he  is  from 
necessity  compelled  to  abandon  all  those  used  in  pairs,  unless  the  upper  tools  have  some  mechanical 
guide  to  support  and  direct  them.  In  addition  to  the  anvil  he  only  uses  the  fixed  cutter  and  heading 
tools ;  he  may  occasionally  support  the  end  of  the  tongs  in  a  hook  attached  to  his  api'on-string,  or  sus- 
pended from  Ids  neck,  whilst  lie  applies  a  hand-chisel,  a  punch,  or  a  name-mark  in  the  left  hand,  and 
strikes  with  the  hammer  held  in  the  right. 

Attempts  to  work  small  tilt-hammers  with  the  foot  liave  been  found  generally  ineffective,  as  the 
attention  of  the  individual  is  too  much  8ubdi^•ided  in  m.^naging  tlie  whole,  neither  is  his  strength 
■uflicient  for  a  continued  exertion  at  such  work ;  but  the  "  Oliver'  is  one  of  the  best  tools  of  this  c1k5.s. 
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A.  portable  forgo  cf  suitable  dimensions  for  single  hand-forging,  and  made  entirely  of  iron,  is  repre- 
pcntcd  in  Fig.  1*766.     ITie  bellows  are  placed  beneath  the  hearth  and  worked  by  a  treadle. 

This  foi'ge  is  also  occasionally  fitted  with  a  fuinace  for  melting  small  quantities  of  metal,  and  with 
various  apparatus  for  other  applications  of  heat,  such  as  soldering,  either  with  a  small  charcoal  fire, 
or  a  lamp  and  blow-pipe,  whicli  are  likewise  urged  with  the  bellows.  These  applications,  and  also  that 
of  hardening  and  tempering  tools,  are  much  facilitated  by  the  bellows  being  worked  Avith  tlie  foot,  as  it 
leaves  both  liauds  at  liberty  for  the  management  either  of  the  work  or  fire. 

The  forge  represented  is  sufficiently 
powerful  for  a  moderate  share  of  tliose 
works  which  require  the  use  of  the  sledge- 
liammer. 

The  ordinary  fuel  for  the  smith's  forge 
is  coal,  and  the  kinds  to  be  preferred  are 
sucli  as  are  dense  and  free  from  metallic 
matters,  as  these  are  generally  accom- 
panied with  sulphur,  which  is  highly 
detrimental. 

In  forging,  the  iron  or  steel  is  in 
almost  every  case  heated  to  a  greater 
or  less  degree,  to  make  it  softer  and 
more  malleable  by  lessening  its  cohe- 
sion; the  softening  goes  on  increasing 
with  the  accession  of  temperature,  until 
it  arrives  at  a  point  beyond  that  which 
can  be  usefully  emj^loyed,  or  at  whicli 
the  material,  whether  iron  or  steel,  falls 
in  pieces  under  the  blows  of  tlie  ham- 
mer, but  which  degree  is  very  different 
with  various  materials,  and  even  with 
varieties  bearing  the  same  name. 

Pm'e  iron  will  bear  almost  unlimited 
degree  of  heat ;  the  hot-short  iron  bears 
much  less,  and  is  in  fact  very  brittle 
when  heated ;  other  kinds  are  interme- 
diate. Of  steel,  the  shear-steel  will  gen- 
erally bear  the  highest  temperature,  the 
bhstercl-oleel  the  next,  and  the  cast- 
eteel  the  least  of  all ;  but  all  these 
kinds,  especially  cast-steel,  differ  very 
much  according  to  the  processes  of  man- 
ufacture, as  some  cast-steel  may  be 
readily  welded,  but  it  is  then  somewhat 
less  certain  to  harden  perfectly. 

The  smith  commonly  speaks  of  five 
degrees  of  temjjerature,  namely : 

The  black-red  heat,  just  visible  by  daylight  •, 

TTie  low-red  heat ; 

The  bright-red  heat,  when  the  black  scales  may  be  seen ; 

The  white  heat,  when  the  scales  are  scarcely  visible ; 

The  welding  heat,  when  the  iron  begins  to  burn  with  vivid  sparks. 

Steel  requires  on  the  whole  very  much  more  precaution  as  to  the  degree  of  heat  than  iron ;  the 
temperature  of  cast-steel  should  not  generally  exceed  a  bright-red  heat,  that  of  blistered  and  shear-steel 
that  of  a  moderate  white  heat.  Although  steel  cannot  in  consequence  be  so  far  softened  in  the  fire  as 
iron,  and  is  therefore  always  more  dense  and  harder  to  forge,  still  from  its  superior  cohesion  it  bears  a 
much  greater  amomit  of  hard  work  under  the  hammer,  when  it  is  not  over-heated  or  burned ;  but  the 
smallest  available  temperature  should  be  always  employed  with  tliis  material,  as  in  fact  with  all  others. 

The  cracks  and  defects  in  iron  are  generally  very  plainly  shown  by  a  diffei'ence  in  color  at  the  parts 
when  they  are  heated  to  a  dull  red ;  this  method  of  trial  is  often  had  recourse  to  in  examining  the 
soundness  both  of  new  and  old  forgings. 

When  a  piece  of  forged  work  is  required  to  be  particularly' sound,  it  is  a  common  practice  to  subject 
every  part  of  the  material  in  succession  to  a  welding  heat,  and  to  work  it  well  under  the  hammer,  as  a 
repetition  of  the  process  of  manufacture  to  ensure  the  perfection  of  the  iron :  this  is  technically  called, 
taking  a  heat  over  it ;  in  fact,  a  heat  is  generally  understood  to  imply  the  welding  heat.  For  a  two- 
inch  shaft  df  the  soundest  quality,  two  and  a  half  inch  iron  would  be  selected,  to  allow  for  the  reduc- 
tion in  the  fire  and  the  lathe ;  some  also  twist  the  u'on  before  the  hammering  to  prevent  it  from  be- 
/oming  "  spilly" 

The  use  of  sand  sprinkled  upon  the  iron  is  to  preserve  it  from  absolute  contact,  with  the  air,  which 
would  cause  it  to  waste  away  from  the  oxidation  of  its  surface,  and  fall  off  in  scales  around  the  anvil. 
If  the  sand  is  thrown  on  when  the  metal  is  only  at  the  full  red  heat,  it  falls  off  without  adhering  ;  but 
when  tlie  white  heat  is  approached,  the  sand  begins  to  adhere  to  the  iron ;  it  next  melts  on  its  surface, 
over  which  it  then  runs  like  fluid  glass,  and  defends  it  from  the  air ;  when  this  point  has  been  rather 
exceeded,  so  that  the  metal  nevertheless  begins  to  burn  with  vivid  sparks  and  a  hissing  noise  like 
fireworks,  tlie  welding  temperature  is  ariived  at,  and  which  should  not  be  exceeded.     The  sparks  are 
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however,  considered  a  sign  of  a  dirty  fire  or  bad  iron,  as  the  purer  the  iion  the  less  it  is  subject  tc 
waste  or  oxidation  in  the  course  of  work. 

In  welding  two  pieces  of  iron  together,  care  must  be  taken  that  both  an-ive  at  tlie  welding  heat  at 
the  same  moment ;  it  may  be  necessary  to  keep  one  of  the  pieces  a  little  on  one  side  of  the  most 
intense  part  of  the  fire,  (which  is  just  opposite  the  blast,)  should  the  one  be  in  advance  of  the  other. 
In  all  cases  a  certain  amount  of  time  is  essential ;  otherwise,  if  the  fire  be  unnecessarily  urged,  the 
outer  case  of  the  iron  may  be  at  the  point  of  ignition  before  the  centre  has  exceeded  the  red  heat 
In  welding  iron  to  steel,  the  latter  must  be  heated  in  a  considerably  less  degree  than  the  iron,  the 
welding  heat  of  steel  being  lower  from  its  greater  fusibility  ;  but  the  process  of  welding  will  be  sepa- 
rately considered  under  a  few  of  its  most  general  applications,  when  the  ordinary  practice  of  forging 
has  been  discussed,  and  to  which  we  will  now  proceed. 

The  general  practice  of  forging  works  from  the  bar  of  iron  or  steel,  are  for  the  most  part  included 
in  the  three  following  modes ;  the  first  two  occur  in  almost  every  case,  and  frequently  all  three  to- 
gether ;  namely. 

By  draicing-down,  or  reduction : 

"Bj  jumping  or  upsetting,  otherwise  thickening  and  shortening : 

By  building-up,  or  welding. 

To  meet  the  variety  of  cases  which  occur,  the  smith  has  hammers  in  which  the  panes  are  made  in 
different  ways,  either  at  right  angles  to  the  handle,  parallel  with  the  same,  or  obhque. 

In  order  to  obtain  the  same  results  with  more  precision  and  effect,  tools  of  the  same  characters,  but. 
which  are  struck  with  the  sledge-hammer,  are  also  commonly  used :  those  with  flat  faces  are  made 
like  hammers,  and  usually  with  similar  handles,  except  that  for  the  convenience  of  reversing  them  they 
are  not  wedged  in  ;  these  are  called  set-hammers  ;  others  which  have  very  broad  faces,  are  called  _/?a;- 
ters  ;  and  the  top  tools  with  narrow  round  edges  hke  the  pane  of  the  hammer,  are  called  top-fullers  ; 
they  all  have  the  ordinary  hazel-rods. 

When  the  sides  of  the  object  are  required  to  be  parallel,  and  it  is  to  be  reduced  both  in  width  and 
thickness,  the  flat  face  of  the  hammer  is  made  to  fall  parallel  with  the  anvil,  as  represented  in  Fig. 
1767  ;  or  oblique  for  producing  taper  pieces,  as  in  Fig.  1768 ;  and  action  and  reaction  being  equal,  the 
lower  face  of  tlie  work  receives  the  same  absolute  blow  from  the  anvil  as  that  applied  above  by  the 
hammer  itself;  it  is  not  requisite,  therefore,  (for  works  of  moderate  dimensions,)  to  present  every  one 
of  the  four  sides  to  the  hammer,  but  any  two,  at  right  angles  to  each  other. 

The  smith  must  acquire  the  habit  of  feeling  when  the  bar  lies  perfectly  flat  upon  the  anvil,  by  hold- 
ing it  slenderly,  leaving  it  almost  to  rotate  in  his  grasp,  or  in  fact  to  place  itself.  Next  he  must  cause 
the  hammer  to  foil  flat  upon  the  work. 

It  would  be  desirable  practice  to  hammer  a  bar  of  cold  iron,  or  still  better,  one  of  steel,  as  there 
would  be  more  leisure  for  observations  ;  tlie  indentations  of  the  liammer  could  be  easily  noticed ;  and  if 
the  work,  especially  steel,  were  held  too  tightly,  or  without  resting  fairly  on  the  anvil,  it  would  indicate 
the  error  by  additional  noise  and  by  jarring  the  wrist ;  whereas,  when  liot,  the  false  blows  or  positions 
would  cause  the  work  to  get  out  of  shape,  without  such  monitorial  indications. 


As  to  the  best  form  of  the  hammer,  there  is  much  of  habit  and  something  of  fancy.  The  ordinary 
hand-hammer  is  represented  in  Figs.  1767  and  1768 ;  but  cutlers,  and  most  tool  makers,  prefer  the 
hammer  without  a  pane,  or  narrow  edge,  and  with  the  handle  quite  at  the  top,  the  two  forming  almost 
a  right  angle,  or  from  that  to  about  eighty  degrees ;  and  sometimes  the  head  is  bent  like  a  portion  of  a 
circle.  Simikr  but  much  heavier  hand-hammers,  occasionally  of  the  weight  of  12  or  14  pounds, 
are  used  by  the  spade-makers  for  planishing ;  but  the  work  being  thin  and  cold,  the  hammer  rises 
almost  exclusively  by  the  reaction,  and  requires  httle  more  thin  guidance.  Again,  the  farriers  prefer 
for  some  parts  of  their  work,  a  hammer  the  head  of  which  is  almost  a  sphere ;  it  has  two  flat  faces, 
one  rounded  face  for  the  inside  of  the  shoe,  and  one  very  stunted  pane  at  right  angles  to  the  handle, 
used  for  drawing  down  the  clip  in  front  of  the  horse-shoe ;  in  fact,  nearly  a  small  volume  might  be 
written  upon  all  the  varieties  of  hammers. 

Suppose  it  required  to  draw  down  rix  inches  of  the  end  of  a  square  or  rectangular  bar  of  iron  or 
steel ;  the  smith  will  place  the  bar  across  the  anvil  with  perhaps  four  inches  overhanging,  and  not 
resting  quite  flat,  but  tilted  up  about  a  quarter  or  half  an  inch  at  the  near  side  of  the  anvil,  as  in  Fig. 
1768,  but  less  in  degree,  and  the  hammer  will  be  made  to  fall  as  there  shown,  except  that  it  will  be  at 
a  very  small  angle  with  the  anvil. 

In  smoothing  off  the  work,  the  position  of  Fig.  1767  is  assumed;  the  work  is  laid  flat  upon  tlie 
anvil,  and  the  hammer  is  made  to  ftiU  as  nearly  as  possible  horizontally ;  a  series  of  blows  are  given 
all  along  the  work  between  every  quarter  tnm,  the  hammer  being  dhected  upon  one  spot,  and  the  work 
drawn  gradually  beneath  it 

In  drawing  down  the  tang  or  taper-pomt  of  a  tool,  the  extreme  end  of  the  iron  or  steel  is  placed 
a  little  beyond  the  edge  of  tJie  amnl,  as  in  Fig.  1768,  by  which  means  the  risk  of  indenting  the  anvil 
.s  entirely  removed,  and  the  small  irregular  piece  in  excess  beyond  the  taper  is  not  cut  off  until  the 


FORGING. 


697 


tang  is  completed.  Fig.  1169  shows  the  position  of  the  chisel  in  cutting  off  the  finished  object  from 
tlie  bar  of  -wliich  it  formed  a  part ;  that  is,  the  work  is  placed  between  the  edge  of  the  anvil  and 
that  of  the  chisel  immediately  above  the  same ;  the  two  resemble  in  effect  a  pair  of  shears. 

When  it  is  required  to  make  a  set-off",  it  is  done  by  placing  the  intended  shoulder  at  the  edge  of  the 
anvil :  the  blows  of  the  hanmier  will  be  effective  only  where  opposed  to  the  anvil,  but  the  remainder 
of  the  bar  will  retain  its  full  size  and  sink  down,  as  represented  in  Fig.  IT  TO.     Should  it  be  uecessan' 


1773. 


to  make  a  shoulder  on  both_  sides,  a  flat-ended  set-hammer,  struck  by  the  sledge,  is  used  for  setting 
down  the  upper  shoulder,  as  in  Fig.  1171,  as  the  direct  blows  of  tlie  liamnier  could  not  be  given  with 
so  much  precision.  In  each  of  these  cases  some  precaution  must  be  observed,  as  otherwise  the  tools, 
although  so  much  more  blunt  than  the  chisel.  Fig.  1*769,  will  resemble  it  in  effect,  and  cripple  or 
weaken  the  work  in  the  corner ;  on  this  account  the  smith's  tools  are  rarely  quite  sharp  at  the  angles : 
this  mischief  is  almost  removed  when  the  round  fullers,  Fig.  1712,  are  used  for  reducing  the  principal 
bulk,  and  the  sharper  tools  are  only  employed  for  trimming  the  angles  with  moderate  blows. 

When  the  iron  is  to  be  set  down,  and  also 
spread  laterally,  as  in  Fig.  1773,  it  is  first  nicked 
with  a  round  fuller  as  upon  the  dotted  Ijne  at  a, 
and  the  piece  at  the  end  is'spread  by  the  same 
tool,  upon  the  short  lines  of  the  object,  or  paral-  K 
lei  with  the  length  of  the  bar :  the  first  notch  •. 
greatly  assists  in  keeping  a  good  shoulder  at  the 
bottom  of  the  part  set  down,  and  the  lines  are 
supposed  to  represent  the  rough  indentations  of  the  round  fuller  before  the  work  is  trimmed  up. 

There  is  often  considerable  choice  of  method  in  forging,  and  the  skilfiil  workman  selects  that  method 
of  proceeding  which  will  produce  the  result  with  the  least  portion  of  manual  labor. 

Figs.  1775,  1776,  and  1777,  explain  these  processes  of  making  an  ordinary  screw-bolt ;  the  latter  ig 
a  single  tool,  but  the  lieading-tool.  Fig.  1778,  with  several  holes,  is  also  used. 

■  In  upsetting  the  end  of  the  w^ork,  if  more  convenient,  it  may  be  held  horizontally  across  the  anvil, 
and  struck  on  the  heated  extremity  with  the  hand-hammer ;  or  it  can  be  jumped  forcibly  upon  the 
anvil,  when  its  own  weight  will  supply  the  required  momentum.  If  too  considerable  a  portion  of  the 
work  is  heated,  it  will  either  bend,  or  it  will  swell 
generally ;  and  therefore  to  limit  the  enlargement 
to  the  required  spot,  should  the  lieat  be  too  long, 
the  neighboring  part  is  partially  cooled  by  immer- 
sing it  in  the  water-trough,  as  near  to  the  heat  as 
admissible. 

A  bolt  may  be  made  by  building  up  or  weld- 
ing : — An  eye  is  first  made  at  the  end  of  a  small 
rod  of  square  or  flat  iron  ;  by  bending  it  round  the 
beak-iron,  as  in  Fig.  1779,  it  is  placed  around  the 
rod  of  round  iron,  and  the  curled  end  is  cut  off  with 
the  chisel,  as  in  Fig.  1780,  enough  iron  being  left  in 
the  ring,  which  is  afterwards  welded  to  the  rod  to 
form  the  head  of  the  bolt,  by  a  few  quick  light 
blows  given  at  the  proper  heat ;  the  bolt  is  then 
completed  by  any  of  the  tools  already  described 
'.hat  may  be  preferred.  A  swage  at  the  angle  of 
sixty  degrees.  Fig.  1781,  will  be  found  very  conve- 
nient in  farming  liexagonal  heads,  as  tlie  horizontal 
blow  of  the  hammer  completes  the  equilateral  tri- 
angle, and  two  positions  operate  on  every  side  of  the  hexagon;  Fig.  1781  is  essential  likewise  in 
forging  triangular  files  and  rods. 

For  the  parts  of  mechanism  in  which  a  considerable  length  of  two  different  sections  or  magnitudes 
of  iron  are  required,  the  method  by  drawing  down  from  the  large  size  would  be  too  expensive ;  the 
method  by  upsetting  Avould  be  impracticable;  and  therefore  a  more  judicious  use  is  made  of  the  iron 
store,  and  the  object  is  made  in  two  parts,  of  bars  of  the  exact  sections  respectively.  The  larger  bar 
is  reduced  to  the  size  of  the  smaller,  generally  upon  the  beak-iron  with  top  fullers,  and  with  a  gradual 
transition  or  taper  extending  some  few  inches,  as  represented  in  Fig.  1782 ;  the  two  pieces  are  scarfed 
or  prepared  for  welding. 

Fig.  1782  is  also  intended  to  explain  two  other  proceedings  very  commonly  required  in  forging. 
Bars  are  bent  down  at  right  angles  as  for  the  short-  end  or  corking  of  the  piece,  Fig.  1782,  by  laying 
the  work  on  the  anvil,  and  holding  it  down  with  the  sledge-hammer,  as  in  Fig.  1783 ;  the  end  is  then 
Dent  with  the  hand-hammer,  and  trimmed  square  over  the  edge  of  the  anvil;  or  when  more  precisior 
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18  wanted,  the  work  is  screwed  fast  in  the  tail-vice,  whicli  is  one  of  the  tools  of  every  smith's  sliop, 
and  it  is  bent  over  the  jaws  of  the  vice.  When  the  external  angle,  as  well  as  the  internal,  is  required 
to  be  sharp  and  square,  the  work  is  reduced  with  the  fuller  from  a  larger  bar  to  the  form  of  Fig.  1784, 
to  compensate  for  the  great  extension  in  lengtli  that  occurs  at  the  outer  part,  or  heel  of  the  bend,  of 
which  the  inner  angle  forms  as  it  were  the  centre. 

The  holes  in  Fig.  1782  for  the  cross-bolts  are  mad?  with  a  rod-pimch,  wliich  is  driven  a  little  more 
than  half  way  through  from  the  one  side  whilst  the  work  lies  upon  the  anvil,  so  that  when  turned 
over,  the  cooling  effect  of  the  punch  may  serve  to  show  the  place  where  the  tool  must  be  again  ap- 

Elied  for  the  completion  of  the  hole  ;  the  little  bit  or  hurr  is  then  driven  out,  either  through  the  square 
ole  in  the  anvil  tliat  is  intended  for  the  bottom  tools,  or  else  upon  the  holster,  Fig.  1785,  a  tool  faced 
with  steel,  and  liaviug  an  aperture  of  the  same  form  and  dimensions  as  the  face  of  the  punch. 


1783, 


1782. 


Fig.  1788  shows  the  ordinary  mode  of  making  the  square  nuts  for  bolts.  A  flat  bar  is  first  nicked  on 
the  sides  with  the  chisel,  then  2:)unched,  and  the  rough  nuts,  if  small,  are  separated  and  strung  upon  the 
end  of  the  poker,  (a  slight  round  rod  bent  up  at  the  end,)  for  the  convenience  of  managing  them  in  the 
fire,  from  which  they  are  removed  one  at  a  time  when  hot,  and  finished  on  the  triblet.  Fig.  1789,  which 
serves  both  as  a  handle,  and  also  as  the  means  of  perfecting  the  holes. 

For  making  hexagon  nuts,  the  flat  bar  is  nicked  on  both  edges  with  a  narrow  round  fuller ;  this  gives 
a  nearer  approach  to  tlie  hexagon :  the  nuts  are  then  flattened  on  the  face,  punched,  and  dressed  on 
the  triblet  within  the  angular  swage.  Fig.  1781,  before  adverted  to.     Thick  circular  collars  are  made 

Erecisely  in  tlie  same  way,  with  the  exception  that  tliey  are  finished  externally  with  the  hammer,  or 
etween  top  and- bottom  rounding  tools  of  corresponding  diameter. 
It  is  usual  in  punching  holes  through  thick  pieces,  to  throw  a  little  coal-dust  into  the  hole  when  it  is 
partly  made,  to  prevent  the  punch  sticking  in  so  fast  as  it  otherwise  would :  tlie  punch  generally  gets 
red-hot  in  the  process,  and  requires  to  be  immediately  cooled  on  removal  from  the  hole. 

In  making  a  socket,  or  a  very  deep  hole  in  the  one  end  of  a  bar,  some  difficulty  is  experienced  in 
getting  the  hole  in  the  axis  of  the  bar,  and  in  avoiding  to  burst  open  the  iron ;  such  holes  are  produced 
difi'erently,  by  sinking  the  hole  as  a  groove  in  the  centre  of  a  flat  bar  by  means  of  a  fuller ;  the  piece 
is  cut  nearly  througU.from  the  opposite  side,  folded  together  lengthways,  and  welded.  The  hole  thus 
formed  will  only  require  to  be  perfected  by  the  introduction  of  an  appropriate  punch,  and  to  be  worked 
on  the  outside,  with  those  tools  required  for  dressing  off  its  exterior  surface,  whilst  the  punch  remauis 
in  the  hole  to  prevent  its  sides  from  being  squeezed  in :  this  method  is  very  good. 

For  punching  square  holes,  square  punches  and  bolsters  are  used,  and  Fig.  1786,  the  split  bolster,  is 
employed  for  cuttmg  out  lyng  rectangular  holes  or  mortises,  which  are  often  done  at  two  or  more  cuts 
with  an  oblong  puncL 

When  a  thick  lump  is  wanted  at  the  end  of  a  bar,  it  is  often  made  by  cutting  tlie  iron  nearly  through 
and  doubling  it  backwards  and  forwards,  as  in  Fig.  1787;  the  whole  is  then  welded  into  a  solid  mass 
as  the  preparatory  step. 


A  piece  with  three  tails,  such  as  Fig.  1790,  is  made  from  a  large  square  bar ;  an  elliptical  hole  is  first 
jiunched  through  the  bar,  and  the  remainder  is  split  with  a  chisel,  as  in  Fig.  1791,  tlie  work  at  the 
time  being  laid  upon  a  soft  iron  cutting  plate  in  order  to  shield  the  cliisel  from  being  driven  against  the 
hardened  steel  fiice  of  the  anvil ;  the  end  is  afterwards  opened  into  a  fork,  and  moulded  into  shape  over 
the  beak-iron,  as  indicated  by  the  dotted  lines. 

Such  a  piece  as  Fig.  1790,  if  of  large  dimensions,  would  be  made  in  two  separate  parts,  and  welded 
tluough  the  central  line  or  axis. 

Should  it  happen  the  two  arms  are  not  quite  parallel,  an  error  that  could  scarcely  be  corrected  by 
the  haimner  alone,  the  work  would  be  fixed  in  the  vice  with  the  two  tails  upwards,  and  the  one  or 
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other  of  tliese  would  be  twisted  to  its  true  position  by  a  hook  wrench  or  set,  made  like  the  three  sides 
of  a  square,  but  the  one  very  long  to  serve  as  a  lever ;  it  is  applied  exactly  in  the  manner  of  a  key, 
spanner,  or  screw-wrench,  in  turning  round  a  bolt  or  screw. 

Some  bent  objects,  such  as  cranks  and  straps,  are  made  from  bar-iron,  bent  over  specific  moulds, 
which  are  sometimes  made  in  pairs  like  dies,  and  pressed  together  by  screw  contrivances.  When  the 
moulds  ar^  single,  the  work  is  often  retained  in  contact  with  the  same,  at  some  appropriate  part,  by 
means  of  straps  and  wedges ;  whilst  the  work  is  bent  to  the  form  of  the  mould  by  top  tools  of  suitable 
kinds. 

Objects  of  more  nearly  rectilinear  form  are  cut  out  of  large  plates  and  bars  of  iron  with  chisels ;  for 
example,  tlie  cranks  of  locomotive  engines  are  faggoted  up  of  several  bars  or  uses  laid  togetlicr,  and 
parcel  to  the  shape  :  they  arc  sometimes  forged  in  tAvo  separate  parts,  and  welded  between  the  cranks ; 
at  other  times  they  are  forged  out  of  one  parallel  mass,  and  afterwards  twisted  with  a  hook-wrench,  in 
the  neck  between  the  cranks,  to  place  the  latter  at  right  angles.  Tlio  notches  are  sometimes  cut  out 
on  the  anvil  wliilst  the  work  is  red-hot ;  or  otherwise  by  machinery  when  in  the  cold  state. 

A  very  different  method  of  making  rectangular  cranks  and  similar  works  is  also  recommended,  by 
bending  one  or  more  straight  bars  of  iron  to  the  form ;  the  angles,  which  are  at  first  rounded,  are  per- 
fected by  welding  on  outer  caps.  In  this  case  the  fibre  runs  round  the  figure,  whereas  when  the  gap  is 
cut  out,  a  large  proportion  of  the  fibres  are  cut  into  short  lengths,  and  therefore  a  greater  bulk  must  be 
allowed  for  equal  strength :  this  method  is  however  seldom  used. 

All  kinds  of  levers,  arms,  brackets,  and  frames,  are  made  after  these  several  methods,  partly  by 
bending  and  welding,  and  partly  by  cutting  and  punching  out ;  and  few  branches,  of  industry  present  a 
greater  variety  in  the  choice  of  methods,  and  wliich  call  the  judgment  of  the  smith  continually  into  re- 
quisition. 

There  are  several  ways  of  accomplishing  the  operation  of  welding,  and  which  bear  some  little  analogy 
to  tlie  jomts  employed  in  carpentry ;  more  particularly  that  called  scarfing,  used  in  the  construction  of 
long  beams  and  girders  by  joining  two  shorter  pieces  together  endways,  with  sloping  joints,  which  in 
carpentry  are  interlaced  or  mortised  together  in  various  ways,  and  then  secured  by  iron  straps  or  bolts. 
In  smitli's  work  likewise,  the  joinings  are  called  scarfs,  but  from  the  adhesive  nature  of  the  iron  wlien 
at  a  suitable  temperature,  the  accessories  called  for  in  carpentry,  such  as  glue,  bolts,  straps,  and  pins, 
are  no  longer  wanted. 

The  scarfs  required  for  the  shut,  are  made  by  first  upsetting  or  thickening  the  iron  by  blows  upon  its 
extremity,  to  prepare  it  for  the  loss  it  will  sustain  from  scaling  off,  both  in  the  fire  and  upon  the  anviJ, 
and  also  in  the  subsequent  working  upon  the  joint.  It  is  next  rudely  tapered  off  to  the  form  of  a  flight 
of  steps,  as  shown  in  Figs.  1*792  and  1793,  and  the  sides  are  shghtly  bevelled  or  pointed,  as  in  Y]i» 
1793,  the  pro])ortion  being  somewhat  exceeded  to  render  the  forms  more  apparent 
n92.  1796. 


The  two  extremities  are  next  heated  to  the  point  of  ignition ;  and  Avhen  this  is  approached,  a  little 
sand  is  strewed  upon  each  part,  which  fuses  and  spreads  something  like  a  varnish,  and  jjartially 
defends  them  from  the  air ;  the  heat  is  proper  when,  notwithstanding  the  sand,  the  iron  begins  to  burn 
away  with  vivid  sparks.  The  tlt-o  men  then  take  each  one  piece,  strike  them  forcibly  across  the  anvil  to 
remove  any  loose  cinders,  place  them  in  their  true  positions,  exactly  as  in  Fig.  1792,  and  two  or  three 
blows  of  the  small  hammer  of  the  principal  or  fireman  stick  them  together ;  the  assistant  then  quickly 
joins  in  with  the  sledge-hammer,  and  the  smoothing  off  and  completion  of  the  work  are  soon  accom- 
plished. 

It  is  of  course  necessary  to  perform  the  work  with  rapidity,  and  literally  "  to  strike  whilst  the  iron  is 
hot ;"  the  smith  afterwards  jumps  the  end  of  the  rod  upon  the  anvil,  or  strikes  it  endways  with  the 
hammer ;  this  proves  the  soundness  of  the  joint,  but  it  is  mostly  done  to  enlarge  the  part,  should  it 
during  the  process  Iiave  become  accidentally  reduced  below  the  general  size.  The  sand  appears  to  be 
qtiite  essential  to  the  process  of  welding,  as  althougli  tlie  heat  might  be  arrived  at  without  its  agency, 
the  surfaces  of  the  metal  would  become  foul  and  covered  with  oxide  when  unprotected  from  the  air;  at 
all  events  common  experience  shoAvs  that  it  is  always  required.  The  scarf  joint,  shown  in  Figs.  1792 
and  1793,  is  commonly  used  for  all  straight  bars,  whether  flat,  square,  or  round,  when  of  medium  size. 

In  very  heavy  works  the  welding  is  principally  accomplished  within  the  fire :  the  two  parts  are  pre- 
viously prepared  either  to  tlie  form  of  the  tongue  or  split  joint.  Fig.  1794,  or  to  that  of  tlie  butt  joint. 
Fig.  1795,  and  placed  in  their  relative  positions  in  a  large  hollow  fire.  When  the  two  parts  are  at  the 
proper  heat,  they  are  jumped  together  endways,  which  is  greatly  facilitated  by  their  suspension  from 
the  crane,  and  they  are  afterwards  struck  on  the  ends  with  sledge-hammers,  a  heavy  mass  being  in 
Bome  cases  liekl  against  the  opposite  extremity  to  sustain  the  blows ;  the  heat  is  kept  up,  and  the  work 
is  ultimately  withdrawn  from  the  fire,  and  finished  upon  the  anvil 
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Tlie  butt  joint,  Fig.  1*794,  is  materially  strengthened,  when,  as  it  is  usually  the  case  for  the  j)addla 
shafts  of  steam-vessels  and  sunilar  works,  the  joint  whilst  still  large  is  notched  in  on  three  or  four  sides, 
and  pieces  called  stick-in  pieces,  doicels,  or  charlins,  one  of  which  is  represented  by  the  dotted  lines,  are 
prepared  at  another  fire,  and  laid  in  the  notches ;  the  whole,  when  raised  to  the  welding  heat,  is  well 
worked  together  and  reduced  to  the  intended  size ;  this  mingles  all  the  parts  in  a  very  substantial  man- 
ner. For  the  majority  of  works,  however,  the  scarf  joint,  Fig.  1792,  is  used,  but  the  stick-in  pieces  are 
also  occasionally  employed,  especially  when  any  accidental  deficiency  of  iron  is  to  be  feared. 

When  two  bars  are  required  to  form  a  T  joint,  the  transverse  piece  is  thinned  down  as  at  a,  in  Fig. 
1796 ;  for  an  angle  or  corner  the  form  of  b  may  be  adopted ;  but  c,  in  which  each  part  is  cut  off  ob- 
liquely, is  to  be  preferred.  The  pieces  a,  b,  c,  are  represented  upside  down,  in  order  that  the  ridges  set 
do\vn  on  their  lower  surfaces  may  be  seen.  In  most  cases  when  two  separate  bars  are  to  be  joined, 
whatever  the  nature  of  the  joint,  the  metal  should  be  first  upset,  and  then  set  down  in  ridges  on  the 
edge  of  the  anvil,  or  with  a  set-hammer,  as  the  plain  chamfered  or  sloping  surfaces  are  apt  to  slidtf 
asunder  when  struck  with  the  hammer,  and  prevent  the  union.  "When  a  "T  joint  is  made  of  square  oi 
thick  iron,  the  one  piece  is  upset,  and  moulded  with  the  fuller  much  in  the  form  of  the  letter ;  it  is  then 
welded  against  the  flat  side  of  the  bar :  such  works  are  sometimes  welded  with  dowel  or  tenon  joints, 
but  all  the  varieties  of  method  cannot  be  noticed. 

Fig.  1787  may  be  taken  as  an  example,  in  which  the  parts  have  no  disposition  to  separate ;  in  tliis  and 
similar  cases  the  smith  often  leaves  the  parts  slightly  open,  in  order  that  the  very  last  process  before 
■welding  may  be  the  striking  the  whole  edgeways  upon  the  anvil,  to  drive  out  any  loose  scales,  cinders, 
or  sand,  situated  between  the  joints. 

In  works  that  have  accidentally  broken  in  the  welded  part,  the  fracture  will  be  frequently  seen  to 
have  arisen  from  some  dirty  matter  having  been  allowed  to  remain  between  them,  on  which  account, 
shuts  or  welded  joints  extending  over  a  large  surface  are  often  less  secure  than  those  of  smaller  area, 
from  the  greater  risk  of  their  becoming  fouL  In  fact,  throwing  a  little  small  coal  between  the  contiguous 
surfaces  of  work  not  intended  to  be  united,  is  a  common  and  sometimes  a  highly  essential  precaution  to 
prevent  them  from  becoming  welded. 

Tlie  conical  sockets  of  socket  cliisels,  garden  spuds,  and  a  variety  of  agricultural  implements,  are 
formed  out  of  a  bar  of  flat  iron,  which  is  spread  out  sideways  or  to  an  angle,  with  the  pane  of  the 
hammer,  and  then  bent  within  a  semicircular  bottom  tool  also,  by  the  pane  of  the  hammer,  to  the  form 
of  Fig.  1797;  after  which  the  sockets  are  still  more  curled  up  by  blows  on  the  edges  and  are  per- 
fected upon  a  taper-pointed  mandrel,  so  that  the  two  edges  slightly  overlap  at  the  mouth  of  the  socket, 
and  meet  pretty  uniformly  elsewhere,  as  in  Fig.  1798 ;  and  lastly,  about  an  inch  or  more  at  the  end  ia 
welded.  Sometimes  the  welding  is  continued  throughout  the  length,  but  more  commonly  only  a  small 
portion  of  tiie  extremity  is  thus  joined,  and  the  remainder  of  the  edges  are  drawn  together  with  the 
pane  of  the  hammer. 

1797, 


In  making  wrought-iron  hinges,  two  short  slits  are  cut  lengthways  and  nearly  through  the  bar,  to- 
wards its  extremity ;  the  iron  is  then  folded  round  a  mandrel,  set  down  close  in  the  corner,  and  the  two 
ends  are  welded  together.  To  complete  the  hinge,  it  only  remains  to  cut  away  transversely,  either  the 
central  piece  or  the  two  external  pieces  to  form  the  knuckles,  and  the  addition  of  the  pin  or  pivot  fin- 
ishes the  work. 

Musket-barrels,  when  -made  entirely  by  hand,  were  forged  in  the  form  of  long  strips  about  a  yard 
long  and  four  inches  wide,  but  taper  both  in  length  and  width,  which  were  bent  round  a  cylindrical 
mandrel  until  their  edges  slightly  overlapped ;  they  were  then  welded  at  three  or  four  heats,  by  intro- 
ducing the  mandrel  within  them  instantly  on  their  removal  from  the  fire  at  tlie  proper  heat,  in  order  to 
prevent  the  sides  of  the  tube  from  being  pressed  together  by  the  blows  of  the  hammer. 

They  have  been  subsequently,  and  are  now  almost  universally  welded  by  machinery  at  one  heat,  and 
whilst  of  the  length  of  only  one  foot,  as  on  removal  irom  the  fire  the  mandrel  is  quickly  introduced, 
and  tha  two  are  passed  through  a  pair  of  grooved  rollers :  they  are  afterwards  extended  to  the  full 
length  by  similar  means,  but  at  a  lower  temperature,  so  that  the  iron  is  not  so  much  injured  as  when 
thrice  heated  to  the  welding  point. 

The  twisted  barrels  are  made  out  of  long  ribands  of  iron  wound  spirally  around  a  mandrel,  and 
welded  on  their  edges  by  jumping  them  upon  the  ground,  or  rather  on  an  anvil  embedded  therein. 
The  plain  stub  barrels  are  made  in  this  manner,  from  iron  manufactured  from  a  bundle  of  sttib-nails, 
welded  together  and  drawn  out  into  ribands  to  ensure  the  possession  of  a  material  most  thoroughly  and 
intimately  worked.  The  Damascus  barrels  are  made  from  a  mixture  of  stub-nails  and  clippmgs  of  steel 
in  given  proportions,  puddled  together,  made  into  a  bloom,  and^  subsequently  passed  through  all  the 
stages  of  the  manufacture  of  iron  already  explained,  to  obtain  an' iron  tliat  shall  be  of  unequal  quality 
and  liardness,  and  therefore  display  different  colors  and  markings  when  oxidized  or  browned. 

Other  twisted  barrels  are  made  in  the  like  manner,  except  that  the  bars  to  form  the  ribands  are 
twisted  whilst  red-hot  hke  ropes,  some  to  the  right,  others  to  the  left,  and  which  are  sometimes  again 
laminated  together  for  greater  diversity ;  they  are  subsequently  again  dra\vn  into  the  ribands  and  wound 
upon  the  mandrel,  and  fiequently  two  or  three  differently  prepared  pieces  are  placed  side  by  side  to 
form  the  complex  and  ornamental  figures  for  the  barrels  of  fowling-pieces,  described  as  "  stub- twist,  wire- 
twist,  Damascus  twist"  &.C.,  which  processes  are  minutely  explained  and  figured  by  Greener,  "on 
Grunnery." 

All  these  matters  ure  also  explained  in  Wilkinson's  "  Engines  of  War,"  which  likewise  treats  of  on* 
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metliod  amongst  otliors  of  the  formation  of  the  Damascus  gun-barrels,  by  arranging  twenty-five  thin 
bars  of  iron  and  mild  steel  in  alternate  layers,  welding  the  whole  together,  drawing  it  down  small, 
twisting  it  like  a  rojie,  and  again  welding  three  such  ropes,  for  the  formation  of  the  riband,  which  is  then 
spirally  twisted  to  form  a  barrel,  that  exliibits,  when  finished  and  acted  upon  by  acids,  a  diversified 
laminated  structure,  resembluig  when  properly  managed  an  ostrich  feather. 

To  turn  from  these  engines  of  destruction  to  a  modification  of  one  of  them  to  a  happier  purpose. 
When  tlie  illumination  by  gas  was  first  introduced  in  the  large  way,  by  Aaron  Manby,  Esq.,  then  of  the 
Horsley  Iron  Works,  the  old  musket-barrels,  laid  by  in  quiet  retirement  from  the  fatigues  of  the  last 
war,  were  employed  for  the  conveyance  of  gas ;  and  by  a  curious  coincidence,  various  iron  foundries 
desisted  in  a  great  measure  from  the  mauufactui-e  of  iron  ordnance,  and  took  up  the  peaceful  employ- 
ment of  casting  pipes  for  gas  and  water. 

The  breech  ends  of  the  musket-barrels  were  broached  and  tapped,  and  the  muzzles  were  screwed 
ejcternally,  to  connect  the  two  without  detached  sockets.  From  the  rapid  increase  of  gas  illumination, 
the  old  gun-barrels  soon  became  scarce,  and  new  tubes  with  detached  sockets,  made  by  the  old  barrel- 
forgers,  were  first  resorted  to.  This  led  to  a  series  of  valuable  contrivances  for  the  manufacture  of  the 
wrought-iron  tubes,  commencing  with  Russel's  patent,  in  182-i,  under  which  the  tubes  were  first  bent 
up  by  hand-hammers  and  swages,  to  bring  the  edges  near  together ;  and  they  were  welded  between 
eemicircular  swages,  fixed  respectively  in  the  anvil,  and  the  face  of  a  small  tilt-hammer  worked  by 
machinery,  by  a  series  of  blows  along  the  tube,  either  with  or  without  a  mandrel.  The  tube  was  com- 
pleted on  being  passed  between  rollers  with  half-round  grooves,  which  forced  it  over  a  conical  or  egg- 
shaped  piece  at  the  end  of  a  long  bar,  to  perfect  the  interior  surface.  , 

Various  steps  of  improvement  have  been  since  made;  for  instance,  the  skelps  were  bent  at  two 
squeezes,  first  to  the  semi-cyhndrical,  and  then  to  the  tubular  form,  (preparatory  to  welding,)  between 
a  swage-tool  five  feet  long,  worked  by  machinery.  The  Avhole  process  was  aftervvards  carried  on  by 
rollers,  but  abandoned  on  account  of  the  unequal  velocity  at  which  the  greatest  and  least  diameters  of 
the  rollers  travelled. 

In  the  present  method  of  manufacturing  the  patent  welded  tube,  the  end  of  the  skelp  is  bent  to  the 
circular  form,  its  entire  lengtli  is  raised  to  the  welding  heat  in  an  apjjropriate  furnace,  and  as  it  leaves 
the  furnace  almost  at  the  pouit  of  fusion,  it  is  dragged  by  the  chain  of  a  draw-bench,  after  the  manner 
of  wire,  through  a  pair  of  tongs  with  two  bell-mouthed  jaws ;  these  are  opened  at  the  moment  of  intro- 
ducing the  end  of  the  skelp,  which  is  welded  without  the  agency  of  a  mandrel. 

B}^  this  ingenious  arrangement,  wrought-iron  tubes  may  be  made  from  the  diameter  of  six  inches 
internally  and  about  one-eighth  to  three-eighths  of  an  inch  thick,  to  as  small  as  one-quarter  inch 
diameter, and  one-tenth  bore ;  and  so  admirably  is  the  joining  effected  in  those  of  the  best  description, 
that  they  will  withstand  the  greatest  pressures  of  gas,  steam,  or  water,  to  which  they  have  been  sub- 
jected, and  they  admit  of  being  bent  both  in  the  heated  and  cold  state  almost  with  impunity.  Some- 
times the  tubes  are  made  one  upon  the  other  when  greater  thickness  is  required ;  but  these  stout  pipes, 
and  those  larger  than  three  inches,  are  comparatively  but  little  used.* 

Various  articles  with  large  apertures  are  made,  not  by  punching  or  cutting  out  the  holes,  but  by 
folding  the  metal  around  the  beak-iron,  and  finishing  them  ujwn  a  triblet  of  the  appropriate  figure ;  thus 
the  complete  smithy  is  generally  furnished  with  a  series  of  cones  turned  in  tl^e  lathe,  for  making  rings, 
the  ends  of  which  are  folded  together  and  welded,  such  as  Fig.  1799.  The  same  rings,  when  made  of 
such  cast-steel  as  does  not  admit  of  being  welded,  are  first  punched  with  a  small  liole,  and  gradually 
thinned  out  by  blows  around  the  margin,  until  they  reach  the  diameter  sought ;  but  tliis,  like  numerous 
other  works,  requires  considerable  forethought  to  proportion  the  quantity  of  the  material  to  its  ultimate 
form  and  bulk,  so  that  the  work  may  not  in  the  end  become  either  too  slight  or  too  hea^T. 

Chains  may  be  taken  as  another  familiar  example  of  welding ;  in  these  the  iron  is  cut  off  with  a  plain 
chamfer,  as  from  the  annular  form  of  the  links  their  extremities  cannot  slide  asunder  when  struck ; 
every  succeeding  link  is  bent,  introduced,  and  finally  welded.  In  some  of  these  welded  chains  the 
links  are  no  more  than  half  an  inch  long,  and  the  iron  wire  one-eighth  of  an  inch  diameter ;  several 
inches  of  such  chain  are  required  to  weigh  one  pound ;  these  are  made  with  great  dexterity  by  a  man 
and  a  boy  at  a  small  fire.  The  curbed  chains  are  welded  in  the  ordinary  form  and  twisted  afterwards, 
a  few  links  being  made  red-hot  at  a  time  for  the  purpose. 

The  massive  cable-cliains  are  made  much  in  the  same  manner,  altliough  partly  by  aid  of  machinery. 
Tlie  bar  of  iron,  now  one,  one  and  a  half,  or  even  two  inches  diameter,  is  heated,  and  the  scarf  is  made 
.IS  a  plain  chamfer  by  a  cutting  machine ;  the  link  is  then  formed  by  inserting  the  end  of  the  heated  bar 
within  a  loop  in  the  edge  of  an  oval  disk,  which  may  be  compared  to  a  chuck  fixed  on  the  end  of  a 
latbe  mandrel.  The  disk  is  put  in  geer  with  the  steam-engine;  it  makes  exactly  one  revolution,  and 
throws  itself  out  of  motion ;  tliis  bends  the  heated  extremity  of  the  iron  into  an  oval  figure :  afterwards 
it  is  detached  from  the  rod  with  a  chamfered  cut  by  the  cutting  machine,  which  at  one  stroke  makes  the 
second  scarf  of  the  detached  link,  and  the  first  of  that  next  to  be  curled  up. 

The  link  is  now  threaded  to  the  extremity  of  the  chain,  closed  together,  and  transferred  to  the  fire, 
the  loose  end  being  carried  by  a  traverse  crane ;  when  the  link  is  at  the  proper  heat,  it  is  returned  to 
the  anvil,  welded,  and  dressed  off  between  top  and  bottom  tools,  after  which  the  cast-iron  transverse  stay 
Ls  inserted,  and  the  link  having  been  closed  upon  the  stay,  the  routine  is  recommenced.    The  work 

*  A  piece  of  tube  of  the  smallest  dimensions,  and  fourteen  feet  long,  which  has  been  bent  cold  almost  into  the  form  o* 
the  Gordian  knot,  may  be  seen  at  the  Institution  of  Civil  Engineers.  The  wrought-iron  tubes  of  hydrostatic  presses,  which 
measure  about  half  an  inch  internally,  and  one-fourth  to  tl;ree-eighths  of  an  inch  thick  in  the  metal,  are  frequently  subjected 
to  a  pressure  equal  to  four  tons  on  each  square  inch.  Pipes  proved  to  the  same  degree  are  also  used  in  Mr.  Perkins'  patent 
apparatus  for  warming  buildings,  and  in  his  recently  patented  steam-boiler.  The  safety  of  each  of  these  is  entirely  secured 
by  a  fusible  plug,  which  melts  and  allows  the  water  to  escape  into  the  Are  when  its  temperature  exceeds  any  predete^ 
aimed  degree,  namely,  from  about  300°  to  600°  P.,  generally  the  former. 
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commonly  requires  three  men,  and  the  scarf  is  placed  at  the  side  of  the  oval  link,  and  flatway  through 
the  same.  In  similar  chains  made  by  hand  it  is,  perhaps,  more  customary  to  veld  the  Uiik  at  the 
crown,  or  small  end.* 

The  succeeding  illustration  of  the  practice  of  forging  will  be  that  of  the  formation  of  a  hatchet,  Figs. 
1800  and  1801,  which,  like  many  similar  tools,  is  made  by  doubling  the  ii'on  around  a  mandrel,  to  form 
the  »ye  of  the  tool ;  it  will  also  permit  the  description  of  some  other  general  proceedings,  and  likewise 
the  introduction  of  the  steel  for  the  cutting  edge. 


1800, 


1801. 


1T99. 


1802. 


In  making  the  hatchet,  a  piece  of  flat  iron  is  selected,  of  the  width  of  A  E,  and  twice  the  length  oi 
A.  D ;  it  is  thinned  and  extended  sideways  before  it  is  folded  together,  to  form  the  projections  near  B 
and  F,  by  blows  with  the  pane  of  the  hammer  or  a  round-edged  fuller,  on  the  lines  A  B  to  E  F,  but  the 
metal  must  be  preserved  of  the  full  thickness  at  the  part  A  E,  to  form  the  poll  of  the  hatchet,  altliough 
a  piece  of  steel  is  frequently  welded  on  at  that  part  as  a  previous  step.  Tlie  work  is  then  bent  round 
a  mandrel.  Figs.  1802  and  1803,  exactly  of  the  section  of  the  eye  as  seen  in  Fig.  1801,  and  the  work  is 
welded  across  the  line  B  F ;  the  mandrel  is  again  introduced,  and  the  eye  is  perfected. 

A  slip  of  shear-steel,  equal  in  length  to  D  H,  is  next  inserted  between  the  two  tails  of  the  iron,  as 
yet  of  their  original  size,  up  to  the  former  weld,  and  all  three  are  welded  together  between  C  G  D  H : 
the  combined  iron  and  steel  are  now  drawn  out  sideways,  by  blows  of  the  pane  of  the  hammer  on  and 
between  CD  and  GH,  to  extend  them  together  to  IJ.  The  tool  is  then  flattened  and  smoothed  with 
the  fixce  of  the  hammer,  and  the  edges  ai'e  pared  with  straight  or  circular  chisels  to  the  particular 
pattern,  and  trimmed  with  a  round-faced  hammer,  or  a  top  fuller. 

In  smoothing  off  the  work,  the  smith  pursues  his  common  method  of  first  removing  with  a  file  the 
hard  black  scales  tliat  appear  like  spots  when  the  work  is  removed  from  the  fire ;  he  then  dips  the 
hammer  in  the  slake  trough,  and  lets  fall  upon  the  anvil  a  few  drops  of  the  water  it  picks  up,  the  ex- 
plosion of  which,  when  the  red-hot  metal  is  struck  upon  it,  makes  a  smart  report  and  detaches  the 
scales  that  would  be  otherwise  indented  in  the  work.  It  should  be  observed  that  the  mandrel,  Fig. 
1602,  is  purposely  made  very  taper,  and  is  introduced  into  the  hole  from  both  sides,  so  that  the  eye 
may  be  smaller  in  the  middle ;  when,  therefore,  the  handle  of  the  tool  is  carefully  fitted  and  wedged  m, 
the  handle  is,  as  it  were,  dovetailed,  and  the  tool  can  neither  fly  off  nor  slip  down  the  handle ;  the  same 
mode  is  also  adopted  for  the  heads  of  hammers. 

In  spades,  and  many  similar  implements,  the  steel  is  introduced  between  the  two  pieces  of  iron  ot 
which  the  tools  are  made ;  in  others,  as  plane  irons  and  socket  chisels,  it  is  laid  on  the  outside,  and  the 
two  are  afterwards  extended  in  length  or"  width  to  the  required  size.  The  ordinary  chisel  for  the  smith's 
shop  is  made  by  inserting  the  steel  in  a  cleft,  as  in  Fig.  1794,  and  so  is  also  the  jyane  of  a  hammer ;  but 
the  flat  face  of  the  hammer  is  sometimes  stuck  on  whilst  it  continues  at  the  extremity  of  a  flat  bar  oi 
steel ;  it  is  then  cut  off,  and  the  welding  is  afterwards  completed.  At  other  times  the  face  of  the 
hammer  is  prepared  like  a  nail,  with  a  small  spike  and  a  very  large  head,  so  as  to  be  driven  into  the 
iron  to  retain  its  position,  until  finally  secured  by  the  operation  of  welding. 

In  putting  a  piece  of  steel  into  the  end  of  an  iron  rod  to  serve  for  a  centre,  the  bar  is  heated,  fixed 
horizontally  in  the  vice,  and  punched  lengthways  with  a  sharj:)  square  punch,  for  the  reception  of  the 
steel,  which  is  drawn  down  like  a  taper  tang  or  thick  nail,  and  driven  in ;  the  whole  is  then  returned 
to  the  fire,  and  when  at  the  proper  heat  united  by  welding,  the  blows  being  first  directed  as  for  forming 
a  very  obtuse  cone,  to  prevent  the  piece  of  steel  from  dropping  out. 

For  some  few  purposes  the  blistered  steel  is  used  for  welding,  either  to  itself  or  to  iron.  It  is  true 
the  first  working  under  the  hammer  in  a  measure  changes  it  to  the  condition  of  shear-steel,  but  less 
efficiently  so  than  wlien  the  ordinary  course  of  manufacture  is  pursued,  as  the  hammering  is  found  to 
improve  steel  in  a  remarkable  and  mcreasing  degree. 


•  The  tires  of  wroiigUt-iron  wheels  for  locomotive  engines  and  carriages,  ai-e  in  general  bent  lo  the  ciicle  by  somewhat 
analogous  means  to  those  employed  in  chain-making,  as  are  likewise  the  skelps  for  the  twisted  barrels  of  gnns:  the  latter 
only  require  a  mnndrel  or  spindle  with  a  winch  handle  at  the  one  extremity,  and  a  loop  for  the  end  of  the  skelp,  which  is 
wound  in  contact  with  the  mnndrel  by  means  of  a  fixed  biu-  placed  near  the  same;  such  barrels  nre  coiled  up  in  three 
lengths,  which  are  joined  together  after  the  spirals  are  welded. 

VVheels  for  railways  display  many  curious  examples  of  smithing:  thus  stime,  except  the  nave,  .nrc  made  entirely  by 
welding;  others  are  i)artly  combined  with  rivets ;  in  all,  (he  nave  or  boss  is  a  mass  of  cast-iron  usually  poured  aroimd  tho 
ends  of  the  spokes,  with  tlie  exception  of  Bourne  and  Hartley's  patent  wheel,  in  which  the  nave,  sjwkts,  and  periphery,  are 
made  entirely  of  wroiighl-iron  and  weldwl  together. 

The  common  practice  of  welding  the  tires  of  railway  wheels  is  now  as  follows:  the  tires  are  cut  oil"  with  ridges  in  tho 
centre,  so  as  in  meeting  to  form  two  angular  notches,  into  which  two  thin  iron  wedges  are  subsequently  welded  radially; 
tho  four  parts  thus  united  together  in  the  form  of  a  cross,  moko  a  very  secure  joint  wiUiout  the  necessity  for  uii«ctlinK  the 
Iron,  which  would  distort  the  form  of  the  tire. 
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For  the  majority  of  works  in  which  it  is  necessary  to  weld  steel  to  iron,  or  steel  to  steel,  the  shear,  or 
double  shear,  is  exceedingly  suitable ;  it  is  used  for  welding  upon  various  cutting  tools,  as  the  majority 
of  the  cast-steel  will  not  endure  the  heat  without  crumbling  under  the  hammer.  Shear-steel  Ls  also 
used  for  various  kinds  of  springs,  and  for  some  cutting  tools  recjuiring  much  elasticity. 

It  is  more  usual  to  reserve  the  cast-steel  for  those  works  m  which  the  process  of  welding  is  not 
required,  although  of  late  years  mild  cast-steel,  or  welding  cast-steel,  containing  a  smaller  proportion  of 
ciirbon  has  been  rather  extensively  used ;  but  in  general  the  harder  the  steel  the  less  easily  will  it 
admit  of  welding,  and  not  unfrequently  it  is  altogether  inadmissible. 

The  hard  or  harsh  varieties  of  cast-steel  are  somewhat  more  manageable  when  fused  borax  is  used  aa 
a  defence  instead  of  sand,  either  sprinkled  on  in  powder  or  rubbed  on  in  a  lump ;  and  cast-steel,  other- 
wise intractable,  may  be  sometimes  welded  to  iron  by  first  heating  the  iron  pretty  smartly,  then 
placing  the  cold  steel  beside  it  in  the  fire,  and  welding  them  the  moment  the  steel  lias  acquired  its 
maximum  temperature,  by  which  time  the  u'on  will  be  fully  up  to  the  welding  heat.  When  both  are 
put  into  the  fire  cold  alike,  the  steel  is  often  spoiled  before  the  iron  is  nearly  hot  enough,  and  therefore 
it  is  generally  usual  to  heat  the  iron  and  steel  separately,  and  only  to  place  them  in  contact  towards 
the  conclusion  of  the  period  of  getting  up  the  heat.  In  forging  works  either  of  iron  or  steel,  the  uni- 
formity of  the  hammering  tends  greatly  to  increase  and  equalize  the  strength  of  each  material ;  and  in 
steel,  judicious  and  equal  forging  greatly  lessens  also  the  after-risk  in  hardening.* 

Ooncliiding  remarks  on  forging  ;  and  the  applications  of  heading  tools,  swage  fools,  pimches,  (fee. — 
"With  the  utmost  care  and  unhmited  space,  it  would  have  been  quite  impossible  to  have  conveyed  the 
instructions  called  for,  in  forging  the  thousand  varieties  of  tools  and  parts  of  mechanism  the  smith  is  con- 
tinually called  upon  to  produce ;  and  all  that  could  be  reasonably  attempted  in  this  place,  was  to  convey 
a  few  of  the  general  features  and  practices  of  this  most  useful  and  interesting  branch  of  industiy.  It  is 
hoped  that  such  combinations  of  these  methods  may  be  readily  arrived  at  as  will  serve  for  the  majority 
of  ordinary  wants. 

Tlie  smitli  in  all  cases  selects  or  prepares  that  particular  form  and  magnitude  of  iron,  and  also  adopts 
that  order  oi  proceeding  which  experience  points  out  as  being  the  most  exact,  sound,  and  economical. 
In  this  he  is  assisted  by  a  large  assortment  of  various  tools  and  moulds  for  such  parts  of  the  work  as 
arc  often  repeated,  or  that  are  of  a  character  sufiiciently  general  to  warrant  the  outlay,  and  to  some  of 
which  I  will  advert. 

The  heading  tools,  Figs.  11  IT  and  1778,  are  made  of  all 
sizes  and  varieties  of  forms  ;  some  with  a  square  recess  to       .  l""-!. 

produce  a  square  beneath  the  head,  to  prevent  the  bolt  from 
being  turned  round  in  the  act  of  tightening  its  nut ;  others  for 
countersunk  and  round-headed  bolts,  with  and  without  square 
shoulders  :  many  similar  heading  tools  are  used  for  all  those 
parts  of  work  which  at  all  resemble  bolts,  in  having  any 
sudden  enlargement  from  the  stem  or  shaft.  The  holes  in  the 
swage-block.  Fig.  1790,  are  used  after  the  manner  of  heading 
tools  for  large  objects ;  the  grooves  and  recesses  around  its 
margin,  also  serve  in  a  variety  of  works  as  bottom  swages 
beyond  the  size  of  those  fitted  to  the  anvil.  At  the  opposite 
extreme  of  the  heading  tools,  as  to  size,  may  be  noticed  those 
constantly  employed  in  producing  the  smallest  kinds  of  nails, 
brads,  and  rivets,  of  various  denominations ;  some  of  which 
heading  tools  divide  in  two  parts  like  a  pair  of  spring  for- 
ceps, to  release  the  nails  after  they  have  been  forged.f  These 
kuids  are  called  wroM^/t^-nails  and  brads,  in  contradistinction 
to  similar  nails  cut  out  of  sheet-iron  by  various  processes  of 
shearing  and  punching,  which  latter  kinds  are  known  as  cut- 
brads  and  nails. 

The  top  and  bottom  rounding  tools,  Fig.  1774,  are  made  of ,  all  diameters  for  plain  cylindrical  works ; 
and  when  they  are  used  for  objects  the  ^different  parts  of  which  are  of  various  diameters,  it  requires 
much  care  to  apply  them  equally  on  all  parts  of  the  work,  that  the  several  circles  may  be  concentric 
and  true  one  with  the  other,  or  possess  one  axis  in  common.  To  ensure  this  condition  some  of  these 
rounding  tools  are  made  of  various  and  specific  forms,  for  the  heads  of  screws,  for  collars,  flanges,  or 
enlargements,  wliich  are  of  continual  occurrence  in  machinery ;  for  the  ornamental  swells  or  flanges 
about  the  iron  work  of  carriages,  and  other  works.  Such  tools,  like  the  pair  represented  in  Figs.  1805 
and  1806,  are  called  swage  or  collar  tools;  they  save  labor  in  a  most  important  degree,  and  are  thus 
made.  A  solid  mould,  core,  or  striker,  exactly  a  copy  of  the  work  to  be  produced,  is  made  of  steel  by 
hand-forging,  and  then  turned  in  the  lathe  to  the  required  form,  as  shown  in  Fig.  1S07. 


*  When  cast-steel  has  been  spoiled  by  overheating,  it  may  be  partially  recovered  by  four  or  five  reheatings  and  qiiench- 
ings  in  water,  each  carried  to  an  extent  a  little  less  and  less  than  the  first  excess;  and  lastly,  the  steel  must  have  a  good 
hammering  at  the  ordinary  red  heat.  Some  go  so  far  as  to  prefer  for  cutting  tools  the  steel  thus  recovered,  but  this  seems 
a  most  questionable  policy,  although  the  change  wrought  by  this  treatment  is  really  remarkable;  as  the  fragment  broken 
off  from  the  bar  in  the  spoiled  state,  and  another  from  the  same  bar  after  part  restoration  and  hardening,  will  exhibit  the 
extreme  characters  of  coarse  and  fine. 

The  hammering  we  suspect  to  be  the  principal  requisite,  and  in  superior  tools  it  should  be  continued  until  the  work  is 
nearly  cold,  to  produce  the  maximum  amount  of  condensation  before  hardening ;  but  no  hammeiing  will  restore  the  logs 
of  tenacity  consequent  upon  the  overheating,  or  even  the  too  frequent  heating,  of  steel,  without  excess. 

t  The  Ibrge  used  by  the  nail-makers  is  built  as  a  circiilar  pedestal,  with  the  fire  in  the  centre  and  the  thimney  directly 
over  it;  the  rock-staff  of  tho  bellows  extends  entirely  around  the  forge,  so  that  one  of  the  four  or  five  persons  who  work 
at  the  siune  fire  is  continually  blowing  it,  whence  the  fire  is  always  at  the  heat  proper  for  welding,  and  which  k«epa  the 
nails  sound  and  good. 
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Tlie  top  tool  is  first  moulded  to  the  general,  form  in  an  appropriate  aperture  in  the  swage-block,  Fig. 
1804 ;  it  is  faced  with  steel  like  a  hammer,  and  the  core.  Fig.  1807,  is  indented  into  it ;  the  blows  of  the 
sledge-hammer  not  being  given  directly  upon  the  core,  but  upon  some  hollow  tool  previously  made ; 
otherwise  the  core  must  be  filed  partly  flat  to  present  a  plane  surface  to  the  hammer.  The  bottom 
tool,  which  is  fitted  to  the  anvil,  is  made  in  a  similar  manner,  and  sometimes  the  two  are  finished  at  the 
same  time  whilst  hot,  with  the  cold  striker  between  them ;  then-  edges  are  carefully  rounded  with  a  file 
so  as  not  to  cut  the  work,  and  lastly  they  are  hardened  under  a  stream  of  water. 

In  preparing  the  work  for  the  collar  tools,  when  tlie  projection  is  inconsiderable,  the  work  is  always 
drawn  down  rudely  to  the  form  between  the  top  and  bottom  fullers,  as  in  Fig.  1772 ;  but  for  greater 
economy,  large  works  in  iron  are  sometimes  made  by  folding  a  ring  around  them,  as  in  Fig.  1780.  The 
metal  for  a  large  ring  is  occasionally  moulded  in  a  bottom  tool,  like  Fig.  1808,  and  coiled  up  to  the 
shape  of  Fig.  1809,  after  which  it  is  closed  upon  the  central  rod  between  the  swages,  and  then  welded 
within  them.  The  tools  are  slightly  greased,  to  prevent  the  work  from  banging  to  them,  and  from  the 
same  motive  theii-  surfaces  are  not  made  quite  flat  or  perpendicular,  but  slightly  conical,  and  all  the 
angles  are  obhterated  and  rounded. 

180.5.  ^A'^ 


Tlie  spring  swage  tool,  represented  in  Fig.  1810,  is  used  for  some  small  manufticturing  purposes;  it 
differs  in  no  respect  from  the  ft)rmer,  except  in  the  steel  spring  which  connects  the  two  parts ;  it  is 
employed  for  light  single  liand-forgings.  Other  workmen  use  swage  tools,  such  as  J'ig.  1811,  in  which 
there  is  a  square  recess  in  the  bottom  tool  to  fit  the  margin  of  the  top  tool  so  as  to  guide  it  exactly  to 
its  true  position ;  *  this  kind  also  may  be  used  for  single  hand  works,  and  is  particularly  suited  to  those 
which  are  of  rectangular  section,  as  the  shoulders  of  table-knives :  these  do  not  admit  of  being  twisted 
round,  which  movement  furnishes  the  guide  for  the  position  of  the  top  tool  in  forging  circular  works. 

The  smith  jjas  likewise  a  variety  of  punches  of  all  shapes  and  sizes,  for  making  holes  of  con-espnnding 
forms ;  and  also  drifts  or  mandrels,  used  alone  for  finishing  them,  many  of  which,  like  the  turned  cones, 
are  made  from  a  small  to  a  large  size  to  serve  for  objects  of  various  sizes.  Two  exam])les  of  the  very 
dexterous  use  of  punches  are  in  the  liands  of  almost  every  person,  namely,  ordinary  scissors  and  jjliers. 

The  first  are  made  from  a  small  bai-  of  flat  steel ;  the  end  is  flattened  and  punched  with  a  small  round 
hole,  which  is  gradually  opened  upon  a  beak-iron,  Fig.  1812,  attached  to  the  square  hole  of  the  anvil; 
the  beak-iron  has  a  shallow  groove  (accidentally  omitted)  for  rounding  the  inside  of  the  bows.  The 
remaining  parts  of  the  scissors  are  moulded  jointly  by  the  hammer  and  bottom  swage  tools ;  but  the 
bows  are  mostly  finished  by  the  eye  alone. 

In  the  Lancashire  pliers,  the  central  half  of  the  joint  is  first  made ;  the  aperture  in  the  other  part  is 
then  punched  through  sideways,  and  sufficiently  bulged  out  to  allow  the  middle  joint  to  be  passed 
through,  after  which  the  outsides  are  closed  upon  the  centre.  This  proceeding  exhibits,  in  the  smallest, 
kinds  especially,  a  surprising  degree  of  dexterity  and  dispatch,  only  to  be  arrived  at  by  very  great 
practice ;  and  which  in  this  and  numerous  other  instances  of  manufacture  could  be  scarcely  attained  but 
for  the  enormous  demand,  which  enables  a  great  subdivision  of  labor  to  be  successfully  applied  to  their 
production.!  J 

FORGING  MACHINE,  Ryder's  Patent.  Fig.  1813  is  a  front  view,  and  fig.  1814  an  end  view  of  the 
machine  ;  fig.  1815  is  a  section  across  the  swages,  and  the  apparatus  connected  with  their  motion.  The 
machine  consists  of  a  .strong  cast-iron  fr.ame,  carrying  the  driving-shaft  a.  On  this  shaft  are  forged 
eccentrics,  which  give  motion  to  the  upper  swage-holders,  6  b.  These  swage-holders  are  guided  verti- 
cally by  the  frame,  whilst  the  motion  required  by  the  eccentric  is  allowed  for  by  the  pieces  c  c,  the  toes 
of  which  work  in  the  hollow  on  the  top  of  the  swage-holder.  Each  upper  swage-holder  is  provided 
with  a  spiral  spring,  shown  in  fig.  1815,  which  bears  on  a  key  fixed  in  the  frame,  and  raises  the  swage 
after  the  eccentric  has  depressed  it.     A  slot  is  cut  in  the  swage-holder  to  allow  it  to  slide  on  the  key. 

Machines  of  this  class  are  always  liable  to  breakage  from  a  bar  of  too  large  a  size  being  put  between 
the  swages.  This  can  only  be  remedied  by  allowing  some  elasticity,  which  in  this  case  is  ingeniously 
effected  in  the  following  manner.  A  space  e,  in  the  lower  swage-holder,  is  filled  with  cork,  which  can 
be  compressed  by  the  screw  /  to  any  degree  of  hardness.  The  screw  p,  which  passes  through  the  nut 
»V,  let  into  the  framing,  serves  to  raise  the  lower  swage  bodily,  when  it  is  required  to  vary  the  size  of 


•  In  practice  the  recess  in  tlie  bottom  tool  would  be  deeper,  and  taper  or  larger  above  to  guide  the  tool  more  Ciusily  to  iti 
place;  but  ifeo  drawn  (lie  tli^'iirc  would  liave  been  less  distinct. 

••■  Tlio  remarks  on  slcol  also  rofur  to  the  necessity  of  good  primary  forging  and  hammering  to  produce  homo^jeneity 
and  nisi)  to  many  of  tlie  other  points  generally  admitted  by  practical  men  as  being  conducive  to  the  success  of  burdening. 

*  lloltzapfcrs  Turning  and  ,^rochanical  Manipulation. 
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the  work  to  be  executed.  The  tool  i  forms  a  pair  of  shears  to  finish  the  work  to  a  proper  length,  bv 
moving  the  handle  k,  which  acting  on  an  eccentric,  raises  the  lower  tool  to  meet  the  upper  one.  This 
arrangement  is  necessary,  as,  from  the  rapid  motion  of  the  tools,  which  make  GOO  to  700  blows  per  min- 
ute, it  would  be  impossible  to  introduce  the  work  without  bruising  it.  oooo  are  a  series  of  res-U,  one 
being  opposite  to  each  pair  of  tools,  which  can  be  adjusted  both  in  height  and  horizontal  dist.,,ce  by 


1813. 
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means  of  the  screws  n  r ,  the  table  *  s,  carrj'ing  the  rests,  can  also  be  moved  along  the  frame  to  facili- 
tate the  adjustment.  In  using  the  machine,  the  swages  are  adjusted  so  that  by  placing  the  rod  of  iron 
successively  between  them,  it  is  drawn  down  to  the  size  required,  whilst  the  length  of  each  part  is  ac- 
curately determined  by  placing  the  end  of  the  rod  in  the  rest.  The  machine  cannot  thus  turn  out  the 
work  too  small,  whilst,  at  the  same  time,  it  is  so  near  the  finished  size,  that  very  little  has  to  be  taken 
off  in  the  lathe. 

This  machine,  which  was  exhibited  in  action  at  the  Meeting  of  the  British  Association  at  Manchester, 
is  quite  portable,  occupying  a  space  of  3  feet  by  4  feet.  It  promises  to  be  of  particular  use  in  forging 
such  works  as  cotton  spindles  and  others  required  in  great  numbers,  as  the  diameters  and  lengths  of 
their  respective  parts  can  be  determined  with  the  same  accuracy  as  that  of  objects  moulded  in  sand 
and  cast  in  the  ordinary  way ;  and  the  forgings  require  but  little  adjustment  beyond  centering,  to  adapt 
them  to  the  turning  lathe. 

For  other  forging  machines,  see  Hammer. 

FORK.     In  machinery,  a  short  piece  of  steel  which  fits  into  one  of  the  sockets  or  chucks  of  a  lathe^ 

45 
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and  is  nsed  by  wood  turners  for  carrying  round  the  piece  to  be  turned ;  it  is  flattened  at  the  end,  like  g 
chisel,  but  has  a  projecting  centre  point,  to  prevent  the  wood  from  moving  laterally. 

I'ORMUL^.     Characters  or  symbols,  by  which  certain  rules  or  quantities  in  mathematics  are  rep- 
resented ;  or  in  chemistry,  by  which  substances,  either  simple  or  compound,  are  known. 

1814. 
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FORTIFICATION  is  the  art  of  constructing  such  works  of  defence  as  may  enable  a  comparatively 
small  number  of  men  to  maintain  possession  of  a  city  or  place  against  the  assaults  of  a  superior  force 

Modem  fortification,  though  differing  in  some  subordinate  details,  which  differences  are  dignified  by  the 
name  of  systems,  closely  resemble  one  another  in  all  their  essential  parts.  In  order  to  explain  their 
structure,  it  will  be  convenient  to  consider  them  first  without  reference  to  their  form,  or  the  position  of 
the  ground  lines  in  respect  to  each  other,  but  merely  as  defences  against  an  aimy  with  artillery  ad- 
vancing directly  in  front'  ITie  annexed  figure  repre- 
sents a  vertical  section  of  a  regular  fortification  on  the 
ground  line  X  Y,  the  place  to  be  defended  being  sup- 
posed between  X  and  A.  The  mass  of  earth  A  B  C  D  j 
E  F  G  H  forms  the  rampart  with  its  parapet.  A  B  is 
the  interior  slope  of  the  rampart ;  B  C  is  the  terre-plein 

of  the  rampart,  having  a  breadth  of  about  40  feet,  on  which  the  troops  and  cannon  are  placed ;  D  E  in 
eaUcd  the  banquette,  or  step,  on  which  the  soldiers  mount  to  fire  over  the  parapet ;    E  F  G  is  tJie 
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varapet,  of  a  height  (about  7  feet)  sufficient  to  protect  the  men  and  guns  on  the  terre-plein,  and  sloped 
in  the  direction  ¥  G  towards  M,  the  opposite  edge  of  the  ditch,  so  that  a  man  approaching  there  may 
be  seen  and  fired  at ;  G  H  is  the  exterior  slope  of  the  parapet ;  H I  is  the  revetment,  or  wall  of  masonry 
supporting  the  rampart,  and  strengthened  by  buttresses  placed  at  small  intervals  behind  it.  This 
must  be  of  sufficient  height  to  prevent  its  being  easily  scaled ;  but  yet  must  not  rise  higher  than  th? 
edge  of  the  exterior  work  at  (i,  in  order  that  it  may  not  be  seen  and  breached  by  distant  batteries. 
Tiie  exterior  front  of  the  rampart,  covered  with  the  revetment  H  K,  is  called  the  escarp  ;  I K  L  M  is 
the  ditch,  the  dimensions  of  which  will  be  determined  by  the  nature  of  the  ground,  but  must  be  such, 
in  general,  that  its  excavation  or  deblai  must  produce  sufficient  earth  or  remblai  to  form  the  rampart ; 
the  opposite  side  of  the  ditch  L  M  is  the  counterscarp,  also  supported  by  a  revetment  of  masonry ;  M  N 
is  the  covered  way,  a  space  about  10  yards  in  breadth,  having  a  banquette  NOP,  and  protected  by  a 
parapet  P  Q,  the' superior  slope  of  which,  Q  R,  is  called  the  glacis.  The  use  of  the  covered  way  is  to 
allow  troops  to  be  drawn  up,  unseen  by  the  besiegers,  for  the  purpose  of  making  sorties ;  it  also  enables 
the  garrison  to  keep  up  a  closer  fire  on  the  approaches  of  the  enemy,  and  its  parapet  forms  a  strong 
protection  to  the  revetment  of  th'e  rampart. 

It  is  easy  to  see  that  the  strength  of  a  place  will  be  increased  by  a  succession  of  such  works,  so  that 
wlien  the  besieged  are  driven  from  one  they  may  retire  to  the  next  behind  it.  Sometimes  there  are 
three  ditches  with  intermediate  works,  or  rather  works  raised  within  the  ditch  itself,  similar  to  the 
rampait,  though  of  a  less  height,  in  order  that  the  guns  on  the  rampart  may  range  above  them.  A 
woi-k  of  this  sort,  between  the  inner  and  the  main  ditch,  is  called  a  tenaille  ;  that  between  the  main 
ditch  and  the  outer  ditch  is  called  a  ravelin.     All  works  outside  the  ditch  are  called  outworks. 

Before  proceeding  to  construct  a  fortification,  it  is  necessary  to  lay  down  a  plan.  This  will  differ  in 
some  respects  according  to  the  system  adopted  ;  but  the  following  description,  which  properly  belongs 
to  Vauban's  First  System,  will  explain  the  general  method  :  When  the  work  is  regular,  the  sides  are 
all  equal,  and  therefore  the  general  form  will  be  that  of  a  polygon  inscribed  in  a  circle.  The  first  thing 
to  be  done  is  to  determine  on  the  number  of  sides.  We  Rhall  suppose  them  to  be  six,  and  the  radius  o( 
the  circumscribing  circle  to  be  360  yards,  when  the 
construction  will  be  as  follows :  Let  A  B,  B  C  be  two 
sides  of  a  hexagon  inscribed  in  a  circle ;  each  of 
these  lines  will  be  equal  to  the  radius,  or  360  yards. 
Bisect  A  B  in  D ;  draw  the  perpendicular  D  E,  on 
which  set  off  D  E,  equal  to  one  sixth  of  A  B  or  60 
yards;  draw  the  lines  AEFand  BEG,  in  which 
take  A  H  and  B  I,  each  equal  to  100  yards,  or  five 
ninths  of  A  D ;  make  H  F  and  I G  each  equal  to  the 
distance  H I ;  then  the  line  A  H  G  F  I  B  is  the  prin- 
cipal outline  of  the  front ;  and  by  making  the  same 

construction  on  each  of  the  sides  of  the  hexagon,  we  obtain  the  principal  outline  of  the  whole  forti- 
fication, or  that  by  which  the  first  figure  of  the  work  is  defined. 

The  part  F I  B  K  L  is  called  the  bastion,  B I  and  B  K  are  the /aces  of  the  bastion ;  I F  and  K  L  are  its 
flanks  ;  F  L  is  the  gorge ;  G  F  is  the  curtain ;  A  F  and  B  G  are  the  lines  of  defence ;  B  is  tlie  funked 
angle  ;  1  and  K  are  the  angles  of  the  shoulder  ;  G  P'  L  and  M  the  angles  of  the  flank.  From  the  points 
A  and  B  as  centres,  and  a  radius  of  40  yards,  describe  circular  arcs ;  if  lines  be  drawn  from  the  oppo- 
site angles  of  the  shoulder  H I  to  touch  those  arcs,  the  parts  of  those  lines  ac,b  c,  together  with  the  ares, 
will  represent  the  counterscarp  of  the  ditch.  The  curtain  is  defended  by  a  ravelin,  which  is  constructed 
thus :  From  c,  the  re-entering  angle  of  the  counterscarp,  set  off,  on  the  perpendicular  D  E,  a  line  c  d, 
equal  to  110  yards,  and  from  d  draw  d  e,  df  in  the  directions  of  H  and  I,  to  meet  the  counterscarp ;  then 
d  e  and  df  are  the  faces  of  the  ravelin,  and  c  e  and  cf  its  semi-gorges.  The  counterscarp  g  h  i  of  the 
ditch  of  the  ravelin  is  parallel  to  its  faces,  and  rounded  off  at  h.  Stairs,  called  pas-de-souris,  are  con- 
structed to  facilitate  the  descent  from  the  ravelin  to  the  ditch.  Besides  the  ravelin,  there  is  usually 
another  appendage  to  tlie  bastion  and  curtain.  This  is  the  tenaille,  represented  in  the  figure  by  the 
parts  p  q  made  in  the  direction  of  the  lines  of  defence ;  but  it  has  sometimes  other  forms.  Tiie  tenaille 
is  made  in  the  ditch  before  the  curtain,  with  passages  between  the  ends  and  the  flanks  of  tlie  bastion. 
It  is  a  low  work,  having  its  parapet  only  about  three  feet  higher  than  the  level  ground  of  the  ravelin, 
and  its  use  is  to  defend  the  bottom  of  the  ditch  by  a  grazing  fire. 

Such  are  the  works  which  form  the  envelop  of  the  place  fortified ;  but  various  other  constructions  are 
in  most  cases  added,  according  to  the  nature  of  the  ground  and  other  circumstances,  for  the  purpose  of 
protecting  or  strengthening  such  parts  as  are  most  exposed,  or  of  interrupting  tlie  works  of  the  be- 
siegers. These  additional  constructions  are  either  internal  or  external.  Among  the  former  are  retrench- 
rirents  of  various  kinds,  either  constructed  at  the  same  time  with  the  principal  works  or  thrown  up 
during  the  siege.  They  are  made  behind  the  ramparts,  or  the  bastions  most  exposed  to  attack,  their 
use  being  to  enable  the  garrison  to  continue  the  defence  from  behind  a  fresh  obstacle  when  a  rampart 
.or  bastion  has  been  breached.  When  a  hdl  or  rising  ground  overlooks  any  of  the  works,  a  cavaHcr  i's 
raised,  about  ten  or  twelve  feet  higher  than  the  rest  of  the  works.  This  is  commonly  placed  within 
the  bastion  when  it  has  the  same  form,  but  sometimes  on  the  middle  of  the  curtain  when  its  form  ia 

semicircular.     Of  the  exterior  works  one  of  the  most  important  is  the  counter-  

(/jiard,  constructed  to  cover  some  of  the  principal  parts,  as  the  bastion  or  the 
cavalier,  in  such  a  manner  that  without  obstructing  their  fire  it  prevents  them 
from  being  breached  till  itself  is  taken.  The  counterguard  is  constructed  paral- 
lel with  the  faces  of  the  work  it  is  destined  to  cover ;  and  it  must  be  lower  than 
the  principal  work,  tliougli  of  a  sufficient  height  to  screen  its  revetment.  A  horn- 
work,  represented  in  the  annexed  figure,  is  composed  of  two  branches,  and  a  front 
composed  of  two  half  bastions  and  a  curtain,  resembling  a  front  of  the  body  of 
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the  place.  It  is  here  represented  as  made  before  the  curtain,  but  it  may  be  also  constructed  before  a 
bastion.  A  croicn-tvork  is  of  the  same  nature  as  a  horn-work,  but  larger,  and  having  two  fronts,  which 
give  it  somewhat  tlie  appearance  of  a  crown.  Horn-works  and  crown-works  are  constructed  where  a 
large  spot  of  ground  lies  beyond  tlie  fortification  which  might  be  advantageous  to  an  enemy,  or  to  cover 
a  gate  or  entrance  into  a  town.  Lunettes,  a  a,  are  placed  on  both  sides  of  the  ravelin,  and  are  con 
Etructed  on  lines  bisecting  the  faces  of  the  ravelin  at  right  angles.     A  bonnet,  b,  is  a  isiO. 

work  covering  Uie  salient  angle  of  the  riivelin.     Tenaillons  are  similar  in  construc- 
tion to  lunettes,  but  having  one  of  their  faces  formed  on  lines  which  are  the  produc- 
tion of  the  faces  of  the  ravelin,  instead  of  bisecting  those  faces.     The  apphcation  of     ^/^y*"^^ 
ill!  these  and  other  works  of  a  similar  description  depends  on  the  nature  of  the  lo-  '  * — ^ 

calities ;  and  it  must  be  left  to  the  judgment  of  the  engineer  to  determiue  in  each  particular  case  whicli 
id  best  adapted  to  the  ground. 

We  have  already  alluded  to  the  use  and  importance  of  the  covered  way.  In  order  to  increase  its 
strength  traverses,  or  portions  of  parapet,  are  thrown  across  it,  which  screen  it  from  an  enfilading  fire, 
and  enable  the  defenders  to  dispute  its  possession  foot  by  foot.  Places  of  arms,  or  places  for  assem- 
bling troops,  and  protected  by  traverses  and  redoubts,  are  also  formed  on  it  at  the  re-entering  and  salient 
angles  of  the  counterscarp.  The  redoubts  serve  not  only  as  a  place  of  retreat,  but  facilitate  the  making 
of  sorties  upon  the  enemy's  lodgments. 

The  descriptions  given  above  belong  more  especially  to  that  metliod  of  fortifipation  whicli,  in  the  mili- 
tary schools,  is  denominated  Vauban's  first  system.     In  his  second  system, 
represented  in  the  annexed  figure,  he  separated  tlie  bastions  from  the  body  ^^'" 

of  the  place  by  a  ditch  about  40  feet  wide,  in  order  that  the  besieger,  after  ?^!^3^-=*Vt^ 

the  breach  and  capture  of  the  bastions,  might  be  compelled  to  renew  liis       ""^^^^s^^^^ 
operations  against  his  enceinte  or  body  of  the  place.     The  angles  of  the  ^r  ^^ 

polygon  are  crowned  by  pentagonal  towers  of  masonry,  called  tower  bastions, 
to  which,  in  fact,  the  regular  bastions  only  form  countergards.  Vauban's 
third  system  does  not  differ  in  any  material  respect  from  the  second.   He  jgjg 

increased  the  size  of  the  ravelin,  and  gave  it  a  redoubt.     The  tower  bastions  /v" 

were  likewise  made  larger,  and  the  curtain  which  united  them  was  broken  ^..z^^^^^'**' 

inwards,  so  as  to  form  two  small  flanks  underneath ;  while  casements  for  "^^^ — ^^^ 

cannon  were  constructed,  to  co-operate  with  those  of  the  tower  bastions  in 
the  defence  of  the  ditch. 

Goehorn's  si/stem. — Contemporary  with  Vauban  was  the  Baron  de  Coehorn,  director-general  of  the 
fortifications  of  the  United  Provinces  of  Holland.  This  celebrated  engineer  is  also  the  author  of  three 
different  systems,  though  the  third  has  never  been  constructed.  His  methods  are  only  applicable  in 
low  swampy  countries,  like  Holland ;  and  the  object  wliich  he  kept  principally  in  view  was  to  throw 
such  obstacles  in  the  way  of  a  besieging  force  that  the  place  could  only  be 
approached  with  great  difficulty  and  hazard.   This  he  sought  to  accomplish  ^^^^' 

by  covering  and  flanking  his  works  more  effectually  than  had  previously 
been  done,  and  by  depriving  the  assailant  of  the  room  necessary  for  erect- 
ing his  batteries.  An  idea  of  his  methods  may  be  formed  from  the  annex- 
ed figure,  which  represents  his  first  system.  It  is  constructed  on  a  hexa- 
gon ;  the  second  was  on  a  heptagon,  and  the  third  on  an  octagon.  And  it 
may  be  remarked  of  his  systems  in  general,  that  they  differ  fiom  Vauban's  principally  in  the  greater 
width  of  the  ditch  and  the  narrow  space  between  the  flanks. 

Cormontaic/ne's  system. — The  methods  of  Vauban  were  improved  in  many  essential  respects  by  Cor- 
montaigne.     In  his  system,  which  is  here  represented,  the  faces  of  the  bastion  are 
made  longer  than  in  Vauban's  methods,  and  the  flanks  are  placed  at  right  angles  ^  ' 

with  the  faces  of  the  opposite  bastions.     The  enlargement  of  the  bastion  renders  it  «.->^^ 

capable  of  containing  interior  retrenchments ;  and  the  flanks,  though  shortened,  are  j:^^^^^^!l— 
better  covered.  His  ravelins  are  also  constructed  on  a  larger  base,  and  contain  a  "^  ^%^  \^ 
larger  redoubt,  from  which  the  besiegers  can  keep  up  a  reverse  fire  on  breaches 
made  in  the  collateral  bastions ;  so  that  the  assault  upon  the  latter  becomes  impracticable  until  the 
ravelin  and  its  redoubt  are  both  captured.  The  combination  round  the  extremities  of  the  traverses  of 
the  covered  way  are  arranged  in  a  zigzag  line  ;  so  that  the  passage  round  the  extremity  of  one  traverse 
is  defended  by  the  fire  of  another  in  its  rear,  and  the  advance  of  the  assailants  along  the  covered  way 
tliereby  checked.  In  general,  Cormontaigne's  system  possesses  greater  defensive  properties,  and  is 
more  economical  of  materials. 

Modern  System. — Fig.  1821  represents  what  is  called  the  modern  system:  it  varies  but  little  from 
that  of  Cormontaigne.  The  ravelin  is  made  to  cover  the  shoulder  of  the  bastion  more  effectually  by  a 
greater  projection,  and  its  fiices  are  retrenched  by  coupures  or  cuts  through  the  rampart,  perpendicular 
to  the  faces  of  the  bastion,  which  prevent  the  enemy  1821. 

from  taking  the  redoubt  in  the  re-entering  place  of 
arms  without  first  possessing  liimself  of  the  redoubt  in 
the  ravehn. 

All  the  systems  above  enumerated  agree  in  their 
principal  features,  and  may  be  included  under  the  name 
of  the  bastion  system.  Some  engineers,  however,  have 
pointed  out  defects  which  appear  to  be  inherent  in  the 
system,  and  proposed  to  give  the  polygon  a  different 
form.  By  suppressing  the  curtain  and  the  tenaille,  and 
producing  the  faces  of  the  bastions  inward,  a  line  of 
rampart  would  bo  formed  presenting  simply  a  succession  of  salient  and  re-entering  angles.    But  as  the 
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plan  has  never  been  practically  carried  into  effect,  it  is  unnecessary  to  enter  into  particulars.  In  the 
present  state  of  the  military  art,  such  is  the  superiority  of  the  means  of  attack  over  those  of  defence, 
that  however  strong  the  works  may  be,  and  however  skilfully  disposed,  their  reduction,  when  assailed 
by  adequate  means,  is,  generally  speaking,  a  matter  of  absolute  certainty.  The  besieging  army,  shel- 
tered by  its  trenches  from  the  missiles  of  the  garrison,  advances  in  zigzag  lines  parallel  to  the  faces  of 
the  ramparts,  till  it  passes  over  or  circumvents  all  the  exterior  defences  of  the  place,  and  arrives  at  the 
main  wall,  where  a  breach  has  been  made  by  batteries  erected  for  the  purpose.  To  this  covered  mode 
of  attack,  supported  by  the  ricochet  batteries,  by  which  the  defenders  are  driven  from  the  ramparts  and 
the  guns  dismounted,  it  is  perhaps  impossible  to  offer  any  effectual  resistance.  Indeed,  such  is  the  per- 
fection to  which  the  art  of  attack  has  been  reduced,  that  even  the  length  of  time  which  any  fortress  will 
be  able  to  hold  out  against  an  enemy  provided  with  the  proper  train  of  sappers  and  miners,  and  the 
implements  necessary  for  carrying  on  their  operations,  may  be  computed  with  the  greatest  precision. 

Field  fortification. — Field  fortification  is  the  art  of  constructing  all  kinds  of  temporary  works  for 
assisting  the  operations  of  an  army  in  the  field,  and  enabling  it  to  maintain  a  position  against  a  superior 
force.  On  account  of  the  endless  varieties  and  accidents  of  the  ground,  the  observance  of  fixedj-ules  is, 
indeed,  impracticable :  nevertheless  there  are  certain  general  maxims  which  apply  to  the  construction 
of  fortifications  of  all  kinds,  whether  temporary  or  permanent.  For  example,  works  constructed  to  flank 
others,  must  not  be  at  so  great  a  distance  as  to  be  beyond  the  effective  range  of  musketry :  the  angles 
of  defence  should  be  nearly  right  angles,  and  the  salient  angles  as  obtuse  as  possible.  The  general  na- 
ture of  defensive  works  is  also  the  same  in  all  cases,  namely,  a  ditch  and  a  parapet ;  though,  as  the 
pickaxe  and  the  spade  are  the  only  implements  which  an  army  in  the  field  can  carry  about  with  it,  the 
tlepth  and  width  of  the  ditch  and  the  height  of  the  parapet  are  in  field-works  necessarily  limited  to 
what  can  be  effected  by  these  simple  means. 

Field-works  are  usually  divided  into  three  classes  :  1,  works  open  at  the  gorge ;  2,  works  inclosed  all 
round ;  and  3,  lines  either  continued  or  with  intervals.     To  the  first  class  belong  redans,  single  and  dou- 
ble, ^enaiVZcc?  heads,  and  bastioned  heads;  to  the  second,  redoubts,  star  forts,  and 
bastioned  forts ;  and  to  the  third,  lines  of  various  kinds  for  defending  a  position. 
The  redan  is  the  simplest  of  all  works,  consisting  merely  of  two  lines,  A  B  and  A  C,  yt 

forming  an  angle  with  each  other.     It  is  only  employed  for  such  purposes  as  defend-  /    \ 

ing  the  avenues  of  a  village,  bridge,  or  defile.     The  length  given  it  is  usually  about      ■^(~..~ .\c 

50  yards.     When  the  redan  is  thrown  out  in  front  of  other  works  it  is  called  afleclie,      i>[  Je 

or  arrow.     Lunettes  are  also  applied  for  similar  purposes,  and  are  formed  by  adding 
two  parallel  faces,  B  D  and  C  E,  to  the  redan,  at  the  extremities  of  its  open  flanks.  ^^~'^' 

The  double  redan,  or  bonnet  de  pretre,  consists  of  two  faces,  A  B  and  C  D ;  and  two  .  -A     C 

flanks  A  E  and  C  E,  usually  shorter  than  the  faces,  and  affording  a  reciprocal  defence  /V^^V 

to  each  other.     The  re-entering  angle  at  E  should  be  a  right  angle ;  if  it  is  less,  the         Z !___\ 

two  flanks  are  in  danger  of  being  struck  by  each  other's  fire ;  and  if  it  is  much  greater      " 
than  a  right  angle,  the  defence  will  be  weakened ;  for  it  is  found  by  experience  that  soldiers  placed  be- 
hind a  screen  invariably  fire  straight  before  them,  or  at  right  angles  to  the  screen.     When  a  greater 
extent  of  front  is  to  be  fortified,  the  lines  are  disposed  in  the  form  of  bastions  or  tenailles,  and  thence 
called  bastioned  heads,  and  tenailled  heads. 

Redoubts  are  works  closed  on  all  sides,  of  a  polygonal  or  quadrilateral  figure,  and  usually  square. 
An  opening  is  left  in  one  of  the  sides,  for  communication  with  the  exterior,  and  a  traverse  is  thrown  up 
within  for  protection.  As  the  work  is  without  flanks,  the  ditches  are  left  without  defence.  The  angles 
are  sometimes  rounded,  or  cut  off,  in  order  that  a  fire  may  be  maintained  on  an  as-  1824. 

sailanfc  advancing  in  the  direction  of  the  diagonal.  /\ 

Star  forts  are  inclosed  works  constructed  upon  an  equilateral  triangle  or  a  square.       1  | 

In  the  former  case  they  have  six  points,  in  the  latter  eight.     When  constructed  on  a  ^  \ 

square,  each  of  the  sides  (which  may  be  about  90  yards  long)  is  divided  into  three  ^  f^ 

equal  parts,  and  on  the  middle  part  an  equilateral  triangle  is  constructed,  which  gives      | | 

the  trace  of  the  figure.     The  object  of  this  work  is  to  remedy  the  defects  of  the  redoubt  NV 

by  flanking  the  angles  of  the  square ;  but  as  a  considerable  space  is  consumed  by  the 

re-entering  angles,  it  scarcely  admits  of  sufficient  troops  and  artiUery  being  placed  in  it  for  its  defence. 

Bastioned  forts  are  constructed  in  the  field  on  the  same  principles  as  in  permanent  works ;  but  are 
only  constructed  on  the  square  or  pentagon.  The  distance  A  B,  or.  exterior  side  of  the  polygon,  should 
not  exceed  the  range  of  musketry,  or  about  200  yards.     They  are  employed  only  jg25_ 

in  fortifying  important  positions,  and  require,  accordingly,  to  be  constructed  in  a   -^k^^^— --—-—::;=* 
more  solid  manner  than  other  works  of  a  temporary  nature.  \       '^'^^''      / 

The  last  class  of  field-works  comprehends  lines  of  various  descriptions.     Con-      S  p 

tinned  lines  are  constructed  to  inclose  a  front,  or  connect  principal  works  with  one  I 

another  by  a  continued  parapet.     They  are  constructed,  according  to  circumstances,       J  L 

with  redans,  tenailles,  or  bastions,  placed  at  certain  intervals,  seldom  exceeding      j    j .     A 

180  yards.     From  the  descriptions  given  above,  the  different  forms  of  the  redan     i- —  ^~-j 

line,  tenaille  line,  and  bastion  line,  will  be  readily  conceived.     Sometimes  they  are 

formed  of  a  succession  of  faces  and  flanks  at  right  angles.     In  this  case  they  are  called  lines-encremail- 

litres.     The  flanks  are  about  a  fourth  of  the  length  of  the  faces,  and  afford  a  defence  to  the  ditches. 

Linea  with  intervals  consist  of  isolated  works,  as  redans  or  redoubts,  jgog 

placed  at  distances  which  should  not  exceed  200  yards,  and  so  as  to 

afford  one  another  a  mutual  defence. 

Besides  the  works  now  enumerated,  various  expedients  are  resorted  to  in  order  to  prevent,  or  at  least 
to  render  more  difficult,  the  approaches  of  an  enemy.     Among  these  are  palisades,  abatis,  trous-de-coup, 
chevavx-defrize,  crows'  feet,  &c. 
The  principal  authors  on  fortification  are  Errard,  Stevinus,  Antoine  de  Ville,  Compte  de  Pagan,  Coe- 


710  FOUNDATIONS. 


horn  Vauban,  Mallet,  Belidor,  Blondel,  Montalembert,  Bisset,  Bousmard,  Carnot,  Mouze,  <tc.  For  t 
practical  treatise  the  reader  may  be  referred  to  tiie  article  "  Fortification"  ia  the  Encyc.  Melropolitana 
Also  the  works  of  D.  H.  Mahan,  Professor  of  Military  and  Civil  Engineering  in  the  United  States'  Mili- 
tary Academy ;  and  of  H.  \V".  Halleck,  of  the  U.  S.  Army. 

FOUNDATIONS.  In  preparing  the  foundation  for  any  building,  there  are  two  sources  of  failur«5 
which  must  be  carefully  guarded  against :  viz.  inequality  of  settlement,  and  lateral  escape  of  the  sup- 
porting material ;  and,  if  these  radical  defects  can  be  guarded  against,  there  is  scarcely  any  situation 
m  which  a  good  foundation  may  not  be  obtained.  It  is  therefore  important  that  previous  to  the  com- 
mencement of  the  work,  soundings  should  be  taken  to  ascertain  the  nature  of  the  soil  and  the  ray  of  the 
strata,  to  determine  the  kind  of  foundation ;  and  the  more  important  and  weighty  the  superstructure, 
the  more  careful  and  deeper  the  examination. 

Natural  foundations. — The  best  foundation  is  a  nattiral  one,  such  as  a  stratum  of  rock,  or  compact 
gravel.  If  circumstances  prevent  the  work  being  commenced  from  the  same  level  throughout,  the 
ground  must  be  carefully  benched  oilt,  i.  e.  cut  into  horizontal  steps,  so  that  the  courses  may  all  be  per- 
fectly Iqvel.  It  must  also  be  borne  in  mind  that  all  work  will  settle,  more  or  less,  according  to  the 
f)erfection  of  the  joints,  and  therefore  in  these  cases  it  is  best  to  bring  up  the  foundations  to  a  uniform 
evel,  with  large  blocks  of  stone,  or  with  concrete,  before  commencing  the  superstructure,  which  would 
otherwise  settle  most  over  the  deepest  parts,  on  account  of  the  greater  number  of  mortar  joints,  and 
thus  cause  unsightly  fractures. 

Many  soils  form  excellent  foundations  when  kept  from  the  weather,  which  are  worthless  when  this 
cannot  be  effected.  In  dealing  with  soils  of  this  kind  nothing  is  required  but  to  keep  them  from  the 
action  of  the  atmosphere.  This  is  best  done  by  covering  them  with  a  layer  of  concrete,  (see  mortar.) 
For  want  of  this  precaution  many  buildings  have  been  fractured  from  top  to  bottom  by  the  expansion 
and  contraction  of  their  clay  foundations  during  the  alternations  of  drought  and  moisture,  of  fiost  and 
heat,  to  which  they  have  been  exposed  in  successive  seasons. 

Artificial  foundations. — Where  the  ground  in  its  natural  state  is  too  soft  to  bear  the  weight  of  the 
proposed  structure,  recourse  must  be  had  to  artificial  means  of  support,  and,  in  doing  this,  whatever 
mode  of  construction  be  adopted,  the  principle  must  always  be  tliat  of  extending  the  bearing  surface  as 
much  as  possible  ;  just  in  the  same  way,  that,  by  placing  a  plank  over  a  dangerous  piece  of  ice,  a  couple 
of  men  can  pass  over  a  spot  which  would  not  bear  the  weight  of  a  child.  There  are  many  ways  of 
doing  this — as  by  a  thick  layer  of  concrete,  or  by  layers  of  planking,  or  by  a  net-work  of  timber,  or 
these  different  methods  may  be  combined.  The  weight  may  also  be  distributed  over  the  entire  area  of 
the  foundation  by  inverted  arches. 

The  use  of  timber  is  objectionable  where  it  cannot  be  kept  constantly  Avet,  as  alternations  of  dryness 
and  moisture  soon  cause  it  to  rot,  and  for  this  reason  concrete  is  very  extensively  used  in  situations 
where  timber  would  be  liable  to  decay. 

In  the  case  of  a  foundation  partly  natural  and  partly  artificial,  the  utmost  care  and  circumspection 
ai-e  required  to  avoid  fractures  in  the  superstructure ;  and  it  cannot  be  too  strongly  impressed  that  it  is 
not  an  unyielding,  but  a  uniform  yielding  foundation  that  is  required,  and  that  it  is  not  the  amount,  so 
much  as  the  inequality,  of  settlement  that  does  the  mischief. 

The  second  great  principle  laid  down  at  the  commencement  of  this  article  was — To  prevent  tlie 
lateral  escape  of  the  supporting  material.  This  is  especially  necessary  when  building  in  running  sand, 
or  soft  clay,  which  would  ooze  out  from  below  the  work,  and  allow  the  superstructure  to  sink.  In  soils 
of  this  kind,  in  addition  to  protecting  the  surface  with  planking,  concrete,  or  timber,  it  is  often  necessary 
to  inclose  the  whole  area  of  the  foundation  with  piles  driven  close  together ;  this  is  called  sheet-piling. 

Where  there  is  a  hard  stratum  below  the  soft  ground,  but  at  too  great  a  depth  to  allow  of  the  sohd 
work  being  brought  up  from  it  without  greater  expense  than  the  circumstances  of  the  case  will  allow, 
it  is  usual  to  drive  down  wooden  piles,  often  shod  with  iron,  until  their  bottoms  are  firmly  fixed  in  the 
hard  ground.  The  upper  ends  of  the  piles  are  then  cut  off  level,  and  covered  with  a  platform  of  tim 
ber  on  which  the  work  is  built  in  the  usual  way.  The  piles  are  generally  of  about  1  foot  diameter,  and 
are  driven  at  distances  of  from  2  to  3  feet  from  centre  to  centre. 

Where  a  firm  foupdation  is  required  to  be  formed  in  a  situation  where  no  firm  bottom  can  be  found 
within  an  available  depth,  piles  are  driven,  to  consolidate  the  mass,  a-few  feet  apart  over  the  whole 
area  of  the  foundation,  which  is  surrounded  by  a  row  of  sheet-piling  to  prevent  the  escape  of  the  soil ; 
the  space  between  the  pile  heads  is  then  filled  to  the  depth  of  several  feet  with  stones  or  concrete,  and 
the  whole  is  covered  with  a  timber  platform,  on  which  to  commence  the  solid  work. 

Foundations  in  water. — Hitherto  we  have  been  describmg  ordinary  foundations ;  we  now  come  to 
those  cases  in  which  water  interferes  with  the  operations  of  the  builder,  oftentimes  causing  no  little 
trouble,  anxiety,  and  expense. 

Foundations  in  water  may  be  divided  under  three  heads :  1st,  Foundations  formed  wholly  with  piles. 
2d,  Solid  foundations  laid  on  the  surface  of  the  ground,  either  in  its  natural  state,  or  roughly  levelled 
by  dredging.     3dly,  Solid  foundations  laid  below  the  surface,  the  ground  being  laid  dry  by  cofferdams. 

Foundations  formed  wholly  of  piles. — The  simplest  foundations  of  this  kind  are  those  formed  by  rows 
of  wooden  piles  braced  together  so  as  to  form  a  skeleton  pier  for  the  support  of  horizontal  beams ;  and 
this  plan  is  often  adopted  in  building  jetties,  piers  of  wooden  bridges,  and  similar  erections  where  the 
expense  precludes  the  adoption  of  a  more  permanent  mode  of  construction ;  an  example  of  this  kmd  is 
shown  in  Fig.  1827. 

There  is,  however,  an  objection  to  the  use  of  piles  partly  above  and  partly  under  water,  that,  f«;pm 
the  alternations  of  dryness  and  moisture,  they  decay  at  the  water-line ;  and  in  tidal  waters,  they  are 
often  rapidly  destroyed  by  the  worm. 

To  obviate  the  inconveniences  attending  the  use  of  timber,  cast-iron  is  sometimes  used  as  a  material 
for  piles ;  but  this  again  is  objectionable  in  salt  water,  as  the  action  of  the  sea-water  upon  the  iron  con^ 
verts  it  into  a  soft  substance  which  can  be  cut  with  a  knife,  resembling  the  lead  used  for  penciLs. 
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In  situations  where  a  firm  hold  cannot  be  obtained  for  a  pile  of  the  ordinary  shape,  such  as  shifting 
sand,  MitchcU's  patent  screw  piles  may  bo  used  with  great  advantage.  These  piles  terminate  at  the 
bottom  in  a  large  iron  screw  4  feet  in  diameter,  which,  being  screwed  into  the  ground,  gives  a  firm  foot- 
liold  to  the  pile.  This  is  a  very  simple  and  efficient  mode  of  obtaining  a  foundation  where  all  other 
means  would  fail,  and  has  been  used  in  erecting  light-houses  on  sand-banks  with  great  success. 

An  ingenious  system  of  cast-iron  piling  was  adopted  by  Mr.  Clark  in  the  erection  of  the  Town  Pier 
at  Gravesend,  in  fonning  a  foundation  for  the  cast-iron  columns,  supporting  the  superstructure  of  the  T 
head  of  the  pier.  Under  the  site  of  each  column  were  driven  tliree  cast-iron  piles,  on  which  an  adjust 
ing  plate  was  firmly  keyed,  forming  a  broad  base  for  the  support  of  the  column,  which  was  adjusted  to 
its  correct  position,  and  bolted  down  to  the  adjusting  plate. 


Scale. — 20  feet^l  inch. 

A  kind  of  foundation  on  the  same  principle  as  piling  has  been  lately  much  used  in  situations  where 
ordinary  piling  cannot  be  resorted  to  with  advantage.  The  method  referred  to  consists  in  sinking 
hollow  cast-iron  cylinders  until  a  hard  bottom  is  reached.  The  interior  of  the  cylinder  is  then  pumped 
dry,  and  filled  up  with  concrete  or  some  equally  solid  material,  thus  making  it  a  solid  pier  on  which  to 
erect  the  superstructure.  The  cylinders  are  made  in  lengths,  which  are  successively  bolted  together  as 
each  previous  length  is  lowered,  the  excavation  going  on  at  the  bottom,  which  is  kept. dry  by  pumping. 
It  often  happens,  however,  in  sinking  through  sand,  that  the  pressure  of  the  water  is  so  great  as  to 
blow  up  the  sand  at  the  bottom  of  the  cylinder ;  and,  when  this  is  the  case,  the  operation  is  carried  on 
by  means  of  a  large  auger,  called  a  miser,  which  excavates 'and  brings  up  the  materials  without  the 
necessity  of  pumping  out  the  water.  The  lower  edge  of  the  bottom  length  of  each  cylinder  is  made 
with  a  sliarp  edge,  to  enable  it  to  penetrate  the  soil  Avith  greater  ease,  and  to  enter  the  hard  'bottom 
stratum  on  which  the  work  is  to  rest.  This  method  was  adopted  by  Mr.  Redman  in  the  erection  of  the 
Terrace  pier  at  Gravesend. 

Before  closing  our  remarks  on  pile  foundations,  we  must  mention  a  very  curious  system  of  carrying 
up  a  foundation  through  loose  wet  sand,  which  is  practised  in  India  and  China,  and  is  strictly  analogous 
to  the  sinking  of  cast-iron  cylinders  just  described. 

It  consists  in  sinking  a  series  of  wells  close  together,  which  are  afterwards  arched  over  separately, 
and  covered  with  a  system  of  vaulting,  on  which  the  superstructure  is  raised.  The  method  of  sinking 
these  wells  is  to  dig  down,  as  far  as  practicable,  without  a  lining  of  masonry,  or  until  water  is  reached ; 
a  wooden  curb  is  then  placed  at  the  bottom  of  the  excavation,  and  a  brick  cylinder  raised  upon  it  to  the 
height  of  b  or  4  feet  above  the  ground.  As  soon  as  the  work  is  sufficiently  set,  the  curb  and  the  super- 
incumbent brick- work  are  lowered  by  excavating  the  ground  under  the  sides  of  the  curb,  the  peculiarity 
of  the  process  being  that  the  well-sinker  works  under  water,  frequently  remaining  submerged  more 
than  a  minute  at  a  time.     These  cylinders  have  been  occasionally  sunk  to  a  depth  of  40  feet. 

Solid  foundations  simply  laid  on  the  surface  of  the  ground. — Where  the  site  of  the  intended  struc- 
ture is  perfectly  firm,  and  there  is  no  danger  of  the  work  being  undermined  by  any  scour,  it  will  be 
sufficient  to  place  the  materials  on  the  natural  bottom,  the  inequalities  of  surface  being  fii'st  removed  by 
dredging  or  blasting. 

Pierre  perdue. — The  simplest  mode  of  proceeding  is  to  throw  down  masses  of  stone  at  random  over 
the  site  of  the  work  until  the  mass  reaches  the  surface  of  the  water,  above  which  the  work  can  be  car- 
ried on  in  the  usual  manner.  This  is  called  a  foundation  of  "pierre  perdue,"  or  random  work,  and  is 
used  for  breakwaters,  foundations  of  sea-walls,  and  similar  works.  Plymouth  breakwater  is  an  example 
on  a  large  scale. 

Coursed  masonry. — Another  way,  much  used  in  harbor  work,  is  to  build  up  the  work  from  the  bot- 
tom (which  must  be  first  roughly  levelled)  with  large  stones,  carefully  lowered  into  their  places;  and 
'iiis  is  a  very  successful  method  where  the  stones  are  of  sufficient  size  and  weight  to  enable  the  work 
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to  withstand  the  run  of  the  sea.    Tlie  diving-bell  affords  a  ready  means  of  verifying  the  position  of  eact 
stone  as  it  is  lowered. 

Beton. — On  the  continent,  foundations  under  water  are  frequently  executed  with  blocks  of  beton  or 
hydraulic  concrete,  which  has  the  property  of  setting  under  water.  The  site  of  the  work  is  first  inclosed 
with  a  row  of  slieet  piling,  wliich  protects  the  beton  from  disturbance  until  it  has  set.  This  system  is 
of  very  ancient  date,  being  described  by  Vitruvius,  and  was  practised  by  the  Romans,  who  have  left 
us  many  examples  of  it  on  the  coast  of  Italy.  The  French  engineers  have  used  beton  in  the  works  al 
Algiers,  in  large  blocks  of  324  cubic  feet,  which  were  floated  out  and  allowed  to  drop  into  their  places 
from  slings.  Tliis  method,  which  proved  perfectly  successful,  was  adopted  in  consequence  of  the 
smaller  blocks  first  used  being  displaced  and  destroyed  by  the  force  of  the  sea. 

Caissons. — A  caisson  is  a  cliest  of  timber,  which  is  floated  over  the  site  of  the  work,  and,  being  kept 
in  its  place  by  guide  piles,  is  loaded  with  stone  until  it  rests  firmly  on  the  ground.  In  some  cases  the 
stone  'is  merely  thrown  in,  the  regular  masonry  commencing  with  tlie  top  of  the  caisson ;  which  is  sunk 
a  little  below  the  level  of  low  water,  so  tliat  the  whole  wood-work  may  be  always  covered,  and  the 
caisson  remains  as  part  of  the  structure.  In  others,  the  masonry  is  built  on  the  bottom  of  the  caisson, 
and  when  the  work  reaches  the  level  of  the  water  tlie  sides  of  the  caisson  are  removed. 

"Westminster  Bridge,  London,  is  a  noted  instance  of  the  failure  of  this  method  of  building.  Tlie  bot- 
tom of  the  river  has  been  scoured  out  to  a  depth  of  several  feet  since  the  erection  of  the  bridge;  and 
the  foundations  of  the  piers  remained  in  a  dangerous  state  until  they  were  secured  by  driving  sheet 
piling  all  around  them,  and  underpinning  the  portions  which  had  been  undermined. 

An  improvement  on  the  above  method  consists  in  dredging  out  the  ground  to  a  considerable  deptli, 
and  putting  in  a  tliick  layer  of  beton  on  which  to  rest  the  bottom  of  the  caisson. ' 

There  is  a  third  method  of  applying  caissons  which  is  practised  in  Eui-ope,  and  which  is  free  from 
the  objections  which  commonly  attend  the  use  of  caissons.  A  firm  foundation  is  first  fonned  by  driving 
piles  a  few  feet  apart  over  the  whole  site  of  the  foundation.  The  tops  of  the  piles  are  then  sawn  off 
under  water  just  enough  above  the  ground  to  allow  of  riieir  being  all  cut  to  the  same  level.  Tlie  cais- 
son is  then  floated  over  the  piles,  and,  when  in  its  proper  position,  is  sunk  upon  them,  being  kept  in  its 
place  by  a  few  piles  left  standing  above  the  others,  the  water  being  kept  out  of  the  caisson  by  a  kind 
of  well  constructed  round  each  of  these  internal  guide  piles,  which  are  built  up  into  the  masonry.  Tliis 
method  of  building  in  caissons  on  pile  foundations  is  shown  in  Figs.  1828  and  1829.  The  piers  of  the 
Pont  du  Val  Benoit  at  Liege,  which  carries  the  railway  across  the  Meuse,  have  been  built  on  pile  foun- 
dations in  the  manner  here  described. 
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A  similar  plan  of  foundation  was  adopted  in  the  construction  of  three  of  the  piers  of  the  railroad 
bridge  across  the  Connecticut,  at  Springfied,  Mass. ;  but  to  give  the  greatest  stability  to  the  work,  the 
bottom  was  previously  dredged,  the  piles  were  then  driven,  and  cut  off  level  considerably  below  the 
bed  of  the  river.  The  spaces  between  the  piles,  and  a  few  feet  outside  of  them,  was  filled  with  b^ton, 
and  raked  off  even  with  the  top  of  the  piles ;  the  caisson  was  then  floated  into  its  position.  The  foun- 
dations of  the  other  piers  and  abutments  were  of  piles,  but  cofferdams  were  used,  and  the  bottom  laid 
dry  and  excavated. 

•'  1830. 
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Scale. — 20  feet=l  inch. 

tfolid  foundations  laid  in  cofferdams. — There  are  many  circumstances  under  which  it  becomes  noces- 
jarv  to  lay  the  bottom  dry  before  commencing  operations.    This  is  done  by  inclosing  the  site  of  the 
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loundation  with  a  water-tight  wall  of  timber,  from  within  which  the  water  can  be  pumped  out  by  steam 
power  or  otlierwise.  Sometimes,  in  shallow  water,  an  earth  embankment  or  a  single  row  of  sheet  piles 
only  is  sufHcient ;  but  in  deep  water  two  or  even  four  rows  of  piles  will  be  required,  the  space  between 
them  being  filled  in  with  puddle,  so  as  to  form  a  solid  water-tight  mass,  Fig.  1830.  The  great  difficul- 
ties in  the  construction  of  a  cofferdam  are — 1st,  to 
keep  it  water-ti2;ht ;  and,  2d,  to  support  the  sides 
agamst  the  pressure  of  the  water  outside,  which  in 
tidal  waters  is  sometimes  so  great  as  to  render  it 
necessary  to  allow  a  dam  to  fill  to  prevent  its  being 
crushed.  Of  the  difficulties  experienced  in  the  con- 
struction of  a  cofferdam  in  deep  water,  and  of  the 
excavation  for  foundations,  an  interesting  and  in- 
structive example  may  be  found  in  the  able  report 
of  Captain  Turnbull,  on  the  construction  of  tlie  Poto- 
mac Aqueduct,  published  in  the  Civil  Engineers'  and 
Architects'  Journal. 

In  order  to  save  timber,  and  to  avoid  the  difficulty 
of  keeping  out  the  bottom  springs,  it  has  been  pro- 
posed by  a  French  engineer,  after  driving  the  outer 
row,  to  dredge  out  the  area  thus  inclosed,  and  fill  it  up  to  a  certain  height  with  b6ton.  Tlie  cofferdam 
is  then  to  be  completed  by  driving  an  inner  row  of  piles  resting  on  the  bdton,  and  puddling  between 
the  two  rows  in  the  usual  manner ;  and  the  masonry  is  carried  up  on  the  beton  foundation  thus  pre- 
pared.    This  construction  is  shown  in  Fig.  1831.     See  Dry  Dock. 

FOUNDRY     See  Casting. 

FOUNDRY  CRANE.     Fig.  1832. — Side  elevation  of  the  crane,  and  section  of  the  masonry  which  sup- 
ports it.  * 

Fig.  1833. — Elevation  of  the  geer  side  taken  at  right  angles  to  Fig.  1832. 

Fig.  1834.— Horizontal  section  on  the  line  1-2,  Fig.  1832.     Fig.  1835.— Section  on  the  line  3-4, 


1843, 


Scale. — 17  feet=r4  inches. 


Fig.  1836. — Elevation  of  geers  and  pinions. 

Fig.  1837.— Shows  the  arrangement  of  the  break;  Fig.  1838. — A  section  of  the  same. 
Figs.  1839  and  1840.— Horizontal  section  on  the  line  5-6  ;  Fig.  1839  being  the  section  of  the  frame 
wliich  supports  the  geering;  Fig.  1840,  the  section  of  the  body  or  shaft  of  the  crane. 
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Fig.  1841.— Plan  of  the  cast-iron  plate  and  friction  wheels  against  which  the  shaft  of  the  crane  bears, 
and  which  facilitate  its  rotation.     Fig.  1842. — Section  of  this  plate  on  tlie  broken  line  7-8-9. 

Figs.  1843  and  1844. — Show  a  different  arrangement  of  steps  from  that  already  given,  Figs.  1832  and 
1833. 

Explanatory  Letters. 

A,  vertical  shaft  or  body  of  the  crane  cast  in  one  piece ;  a,  a  steel  point  (easily  replaced  when  worn) 
at  the  lower  end  of  the  shaft,  Fig.  1843.  This  step  is  cast  with  the  base,  and  in  Fig.  1844  it  is  steel, 
and  fitted  in  the  base  plate. 

B,  cast-iron  base  or  step-plate ;  a,  steel  step ;  b,  ribs  to  strengthen  the  shaft ;  c,  cylindrical-turned 
collar,  against  which  the  six  strong  cast-iron  friction  wheels  d  bear,  maintaining  the  shaft  perpendicular, 
and  allowing  it  to  turn  freely. 

C,  large  plate  cast  in  one  piece,  containing  the  wheels  d ;  e,  small  corner  pieces  to  strengthen  the  cast- 
ing ;  f,  man-hole  to  get  at  the  step. 

D,  the  masonry,  in  which  is  formed  a  circular  well  for  the  admission  of  the  shaft  A. 

E,  the  oaken  arm  of  the  crane,  supported  by  a  strong  brace  F;  gg',  shoes  or  sockets  cast  with  the 
shaft,  which  receive  the  feet  of  the  arm  and  brace.  Fig.  1835  shows  the  same  in  section,  h,  an  iron 
strap  inclosing  the  top  of  the  shaft  and  bolted  securely  to  the  arm  E. 


G,  two  cast-iron  frames  for  the  suppoVt  of  the  geering,  attached  by  bolts  to  the  body  of  the  crane 
through  the  ears  i ;  jj,  projections  which  support  the  boxes  of  the  intermediate  geer  shaft ;  k,  the 
cranks  of  wrought-iron. 

H,  shaft  which  can  be  moved  endwise,  on  which  are  the  two  pinions  II';  I,  a.  clutch  which  holds  the 
shaft  H  in  either  of  three  positions ;  m,  a  rod  connecting  the  two  frames  or  sides  G. 

Operation. — When  small  weights  are  to  be  raised,  the  pinion  I'  is  thrown  into  geer  with  L  ;  on  the 
extremity  of  its  shaft  M  the  pinion  N  works  in  the  geer  0,  on  the  same  shaft  P  with  the  barrel  Q, 
on  which  is  wound  the  chain  r,  which,  passing  over  the  rollers  R  and  the  pulley  S,  is  attached  at  its 
other  extremity  to  the  weight  to  be  raised.     Figs.  1832  and  1836. 

But  if  the  weight  is  considerable,  the  pinion  I  is  thrown  into  gear  with  J,  on  whose  shaft  K  is  a 
pinion  q,  geering  into  L. 

Tlie  break  consists  of  two  curved  strips  of  wrought-iron  o  o,  connected  by  a  hinge  encircling  the 
pulley  n,  (on  the  shaft  K,)  and  brought  into  more  or  less  contact  with  it  by  the  lever  p,  to  the  arms  of 
which  the  other  extremities  of  the  metallic  strips  o  o  are  attached. 

FREEZING  APPARATUS.  An  experiment  of  freezing  water  in  vacuo,  by  its  own  evaporation, 
Fig.  1845,  is  shown  by  a  shallow  glass  vessel,  as  a  watch-glass,  for  containing  the  water  to  be  frozen, 
which  is  supported  over  a  wide  glass  basin,  containing  strong  sulphuric  acid,  the  whole  covered  by  a 
low  receiver.  When  the  air  is  exhausted  from  the  receiver,  the  acid  will  absorb  the  vapor  from  tlie 
water  as  rapidly  as  it  is  found,  thereby  abstracting  the  sensible  heat  from  the  water,  till  congelation 
ensues.  jg45 

This  is  a  mere  matter  of  experiment,  but  within  the  last  year  an  invention  has 
been  patented  by  which  ice  can  be  manufactured  mechanically  in  large  quanti- 
ties, and  it  is  supposed  economically  in  low  northern  and  southern  latitudes.  But 
it  has  not  yet  been  sufficiently  tested.  It  consists  essentially  of  a  force-pump,  in 
which  air  is  divested  of  its  latent  heat  by  mechanical  compression,  and  an  engine 
in  which  the  same  air  is  made  to  act  expansively,  and  in  the  process  to  absorb 
from  the  water  to  be  frozen  the  heat  due  to  its  increase  of  volume.  But  there  are  several  auxiliary 
agents  for  giving  this  simple  contrivance  its  greatest  effective  utility.  Thus  by  an  obvious  arrange- 
ment of  attaching  the  pump  and  engine  to  the  opposite  ends  of  a  common  beam,  the  power  consumed 
in  condensing  air  in  the  pump  is,  to  a  considerable  degree,  recovered  in  its  expansion  in  the  engine.  At 
the  same  time  the  heat  evolved  by  the  compression  of  the  air  is  extinguished  by  a  jet  of  water  thrown 
into  the  body  of  the  force-pump  by  means  of  a  smaller  pump ;  while  the  heat  necessary  to  impart  to 
the  expanding  air  the  elasticity  and  mechanical  force  due  to  its  volume  is  furnished  through  a  similar 
pump,  which  takes  from  the  cistern  a  portion  of  the  liquid,  and  after  injecting  it  into  the  expanding  air 
m  the  engine,  returns  it  to  the  same  cistern.  Tlie  cistern  thus  operates  as  a  reservoir  of  cold,  and  as 
the  sufficient  means  of  abstracting  heat  from  water  which  is  to  be  converted  into  ice.  It  is  proposed  to 
use  the  same  air  over  and  over  again ;  and  thus  the  inventor  attains  the  object  of  employing  air  wliicli 
previous  condensation  has  deprived  of  heat,  and  subsequent  expansion  has  left  at  a  lower  temperature 
than  thq  atmosphere. 
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FRICTION. — Friction  is  the  resistance  occasioned  to  the  motion  of  a  body,  when  pressed  upon  the 
surface  of  another  body,  -whicli  does  not  partake  of  its  motion.  Under  these  circumstances,  the  surfaces 
in  contact  have  a  certain  tendency  to  adhere.  Not  being  perfectly  smooth,  the  imperceptible  asperities 
which  may  be  supposed  to  exist  on  all  sm-faces,  however  highly  polished,  become  to  some  extent  inter- 
locked, and  in  consequence  a  certain  amount  of  force  is  requisite  to  overcome  the  mutual  resistance  to 
motion  of  the  two  surfaces,  and  to  maintain  the  sliding  motion,  even  when  it  has  been  produced.  By 
increasing  the  pressure,  the  resistance  to  motion  is  increased  also ;  and  on  the  other  hand,  by  rendering 
the  surfaces  more  smooth,  and  by  lubrication,  its  amount  is  greatly  diminished,  but  can  never  be  en- 
tirely nulled. 

Friction  ought  not  strictly  to  be  called  a  force,  unless  that  term  be  in  this  case  taken  in  a  negative 
sense.  The  tendency  of  force,  in  the  rigid  meaning  of  the  word,  is  to  produce  motion,  whereas  the 
tendency  of  friction  is  to  destroy  motion.  An  active  force  may  indeed  oppose  motion  in  one  direction, 
but  only  in  virtue  of  a  tendency  to  produce  motion  in  the  opposite  direction  ;  the  peculiar  characteristic 
of  friction,  on  the  other  hand,  is  that  it  tends  to  destroy  motion  in  every  direction.  It  is  essentially  a 
passive  resistance,  a  negative  force,  produced  by  pressure,  to  which  it  bears  such  relation  that  its 
amount  may  be  measured  by  the  same  unit  and  enunciated  in  the  same  terms. 

Nor  is  tiie  measure  of  the  friction  between  two  surfaces  in  contact,  properly  tlie  amount  of  force 
necessary  to  produce  motion ;  but  the  amount  of  pressure  necessary  to  balance  the  friction,  and  bring 
the  body  to  a  state  of  indifference  to  rest  or  motion.  To  understand  this,  let  us  suppose  that  a  heavy 
hemispiierical  body  rests  with  its  flat  surface  upon  a  horizontal  plane,  and  that  the  plane  and  tlie  body 
are  lyerfectly  smooth :  on  this  supposition  there  would  be  no  friction,  and  the  smallest  possible  force 
would  put  the  body  in  motion.  This  condition  being  remarked,  let  us  suppose  that  the  surfaces  in  con- 
tact are  of  the  ordinary  kind,  and  that  a  weight  of  10  lbs.  attached  to  the  movable  body  and  made  to  act 
in  the  direction  of  the  plane,  is  found  to  induce  the  same  state  of  indifference  to  rest  and  motion  as  in 
the  assumed  case  of  no  friction ;  we  then  conclude  that  10  lbs.  is  the  measure  of  the  friction.  As  it  is 
not  always  easy  to  determine  when  tliis  condition  is  induced,  it  is  better  to  regard  the  weight  as  an 
active  force,  which  may,  by  addition,  be  made  more  and  more  intense,  till  motion  of  the  body  is  actually 
induced.  For  the  sake  of  convenience  Ave  may  also  speak  of  friction  as  a  force  and  opjiose  it  to  other 
force :  this  can  induce  no  erroneous  conclusion. 

Friction  being  then  considered  a  passive  force,  its  effect  is  the  result  of  having  other  force  to  resist. 
If  tlie  measure  of  the  friction  of  a  body  upon  a  plane  be  10  lbs.,  and  if  an  increasing  force  of  1,  2,  3  lbs., 
and  so  on,  be  applied,  the  friction  increases  with  the  force  till  the  limit  is  reached ;  motion  then  ensues 
by  the  addition  of  any  fi-action  of  weight  to  the  10  lbs.  The  force  of  friction,  although  tending  to  pre- 
vent or  destroy  motion,  may  also  be  conceived  to  act  like  other  force, 

in  a  direction  opposite  to  that  in  which  the  balancing  force  acts ;  that    A ~B 

is,  in  the  language  of  mechanics,  if  the  force  P,  applied  to  balance  the 

friction  F,  act  in  the  direction  A  B,  the  friction  F  acts  in  the  direction  B  A.  If  then  the  body  placed 
upon  tlie  horizontal  plane,  as  supposed,  be  capable  of  motion  in  the  two  directions  A  B  and  B  A,  the 
body  will  remain  at  rest  when  acted  upon  by  any  force  up  to  10  lbs.  in  either  of  the  directions.  II 
therefore  we  distinguish  the  forces  acting  in  opposite  directions  by  the  positive  and  negative  symbols  -j- 
and  — ,  then  the  limits  of  equilibrium  will  be  expressed  by  P  =  ±  10  lbs.,  according  to  the  usual  mode 
of  representing  an  equilibrium  of  forces. 

What  is  here  stated  in  reference  to  a  heavy  body  placed  upon  a  horizontal  plane,  is  equally  true  of 
the  rubbing  parts  of  every  machine ;  the  pressure  upon  the  journals,  by  instituting  resistance  to  motion, 
tl^at  is,  friction,  the  equihbrium  will  subsist  between  certain  limits,  and  it  is  only  by  transgression  of 
those  limits  on  one  side,  that  the  equilibrium  is  destroyed  and  motion  established.  To  determine  accu- 
rately those  limits  in  machines,  is  one  of  the  most  important  problems  in  mechanics ;  and  it  has  only 
been  by  the  elaborate  and  admirably  conducted  experiments  of  the  French  Academy,  that  a  sufficiently 
extensive  code  of  data  has  been  attained  possessing  the  requisite  evidence  of  accuracy,  to  warrant  im- 
plicit confidence  in  the  truth  of  the  following  important  laws,  which  include  the  whole  doctrine  of  fric- 
tion as  a  retarding  force  in  the  dynamical  operation  of  machines. 

Law  I. —  The  friction  bears  to  the  pressure  upon  the  surfaces  in  contact,  a  ratio  lohich  is  constant  for 
the  same  materials  loith  the  same  condition  of  surfaces. 

To  express  this  somewhat  more  familiarly :  If  the  surface  of  one  body  be  pressed  upon  that  of 
another,  with  a  certain  force,  and  if  that  force  be  doubled,  the  friction  will  be  doubled ;  and  if  the  force 
pressing  them  together  be  tripled,  the  friction  will  be  tripled ;  and  so  on.  Thus  if  a  piece  of  cast-iron 
weighing  190  lbs.  be  laid  with  its  plane  surface  upon  a  larger  surface  of  brass,  level,  and  it  be  found 
that  a  certain  weight  made  to  act  in  the  direction  of  the  supporting  plane,  is  just  sufficient  to  induce  in 
the  mass  of  iron  a  state  of  indifference  to  rest  or  motion,  that  weight  is  the  measure  of  the  friction  be- 
tween the  two  surfaces ;  and  if  these  be  well  polished  and  clean,  and  without  lubricant  of  any  kind,  the 
weight  which  it  will  be  necessary  to  apply  will  be  M-*?  lbs.  If  now  we  place  a  weight  of  100  lbs.  upon 
the  mass  of  cast-iron,  making  the  gross  pressure  upon  the  surfaces  in  contact  200  lbs.,  the  weight  neces- 
sary to  balance  the  friction  will  be  increased  in  the  same  ratio,  that  is  F  =  14-7  lbs.  X  3  =:  29-4  lbs. 
Another  weight  of  100  lbs.,  placed  on  the  first,  making  the  pressure  300  lbs.,  will  increase  the  measure  of 
friction  to  14'7  lbs.  X  3  =44'1  lbs.     And  so  on  for  every  increment  of  pressure  as  expressed  by  the  law. 

If  now  we  divide  the  weight  which  balances  the  friction,  by  the  weight  which  measures  the  pressure 
upon  the  surfaces,  we  obtain  a  ratio  which  is  manifestly  constant,  since  the  pressures  upon  the  surfaces 
nnd  the  weights  balancing  the  friction,  corresponding  to  those  pressures,  are  respectively  multiples 
throughout,  of  the  first  units  100  lbs.  and  14-'7  lbs.     Thus  we  have 

H-Y  lbs.  _  29-4  lbs.  _  44-1  lbs.  _ 
100  lbs.  ~  200  lbs.  ~  300  lbs.  ~~ 
From  this  then  it  appears,  that  knowing  the  measure  of  the  friction  for  a  given  unit  of  pressure  ujjon 
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the  surfaces  in  contact,  these  remaining  constant  in  kind  and  condition,  the  measure  of  the  friction  aiY 
Bwering  to  any  other  pressure  may  be  deduced.  In  the  case  assumed  we  have  a  common  ratio  of  '147 
between  the  pressures  of  contact,  and  the  measures  of  the  friction ;  this  ratio  therefore  being  known, 
together  with  the  pressure  in  the  particular  case,  the  measure  of  the  friction  for  that  case  will  also  be 
known.     Putting  P  =  the  pressure  upon  the  rubbing  surfaces;   F  =  tlie  measure  of  the  friction; 

F 
and/=  -  ;  then  we  have  F  =/  X  P. 

In  this  formula  the  ratio  /  of  the  friction  to  the  pressure  is  termed  the  coefficient  of  friction.  Its 
value,  as  already  announced,  is  constant  for  the  same  materials  and  condition  of  the  surfaces  in  con- 
tact; but  varies  as  these  vary.  Thus  in  the  particular  case  taken,  the  value  is  -147 ;  but  if  the  rubbing 
surfaces  be  nnctucms,  it  is  reduced  to  -132;  that  is,  by  repetition  of  the  experiments  described  above, 
with  this  new  condition  of  surfaces,  we  should  find 

F  =/  X  P  =  -182  X  100  lbs.  =  13-2  lbs.  ) 

F  =      •       =  -132  X  200  lbs.  =  26-4  lbs.  >•  measures  of  the  friction. 

F=      •       =-132  X  300  lbs.  =  39-6  lbs.  ) 

If  a  cast-iron  plate  be  substituted  for  the  brass  plate  used  as  the  supporting  surface,  and  the  surfaces 
be  first  well  polished,  clean,  and  dry,  next  wetted  with  water,  and  lastly,  be  freely  lubricated  with  hogs' 
lard,  we  have  the  three  values  /=  •152,  /=  -314,  /=  '07  answering  to  these  conditions ;  hence  taking 
P  as  before,  we  have  by  substitution  in  the  formula  F  =/  X  P,  the  following  results : 

Surfaces  wet.  Surfaces  dry.  Surfaces  lubricated. 

For  100  lbs.        F  =  15-2  lbs.        F  =  31-4  lbs.        F  =  7  lbs. 
....  200  lbs.         F  =  30-4  lbs.         F  =  62-8  lbs.         F  =  14  lbs. 
....  800  lbs.         F  =  45-6  lbs.         F  =  93-2  lbs.         F  =  21  lbs. 

The  determination  of/,  that  is,  of  the  coefficient  of  friction,  for  different  kinds  of  materials,  and  also 
for  different  states  of  their  surfaces  in  contact,  is  manifestly  the  business  of  experiment.  There  is  no 
a  priori  rule  by  which  it  can  be  arrived  at  in  the  present  state  of  our  knowledge  of  the  physical  prop- 
erties of  bodies.  j846. 

There  is  another  mode  of  considering  the  subject  w 

here  discussed,  which  has  its  expression  likewise  ^ 

in  the  subjoined  table,  and  which  it  becomes  us 
therefore  to  explain. — Let  us  suppose  the  arrange- 
ment as  in  the  experiments  described,  and  that  A  B, 
Fig.  1846,  is  the  supporting  surface,  and  C  the  mass 
of  cast-iron  resting  upon  it.  Again,  let  the  pressure 
of  the  mass  acting  perpendicularly  to  the  surfaces 
in  contact,  be  denoted  by  P,  and  let  the  force  Q, 
parallel  to  the  surfaces,  be  applied  to  slide  the 
body  towards  A.  Then  since  the  forces  P  and  Q 
act  in  directions  perpendicular  to  one  another,  jj . 
they  manifestly  cannot  counteract  one  another; 
consequently,  were  there  no  third  force  F  opposed  to  Q,  the  system  would  be  unbalanced,  and  there 
would  obviously  be  motion  of  the  mass  C  in  the  direction  of  the  second  force.  The  third  force  F  is  the 
friction,  and  so  long  as  the  force  Q  does  not  exceed  its  limit,  the  system  must  remair.  stable. 

This  being  understood,  let  us  suppose  that  the  force  P,  Figs.  1847  and  1848,  instead  of  having  its  direction 
perpendicular  to  the  surfaces  in  contact,  is  impressed  obliquely ;  if  then  the  parallelogram  of  forces  P'  Qbe 
completed,  the  force  P,  represented  by  the  line  PM,  is  equivalent  to  two  others  represented  by  P'  M,  by 
which  the  surfaces  are  pressed  together, 
and  Q  M  which  tends  to  give  motion  to 
the  body  in  a  direction  parallel  to  the  sur-  b 
faces.  Now  the  actual  friction  F  of  the  \-u 
surfaces  must  be  a  certain  fraction  of  \.. 
P  M ;  let  it  be  M  Q'  =  M  F  and  complete  !  \ 
the  parallelogram  P'Q',  and  draw  its  | 
diagonal  P"M.  Since  then  M  Q' repre-  | 
sents  the  friction  of  the  body  upon  the  i 
plane,  that  is,  the  resistance  called  into  j 
acti<ti  by  the  force  P  M,  and  since  Q  M  j 
represents  the  whole  tendency  of  P  M  to  i 
produce  motion  of  the  body,  it  follows  i 
that  the  body  will  move  or  not  according  j 
as  Q  M  is  greater  or  less  than  Q'  M,  that  \ 
is,  as  P  P'  is  greater  or  less  than  P"  P',  ! 
or  as  the  angle  P  M  A  is  greater  or  less  ; 
than  the  angle  B  M  A.  These  conditions 
i.\-  shown  in  the  diagrams :  ii.  the  first 
Jiere  would  be  motion  induced  by  the  preponderance  of  force  Q  Q' ;  in  the  seconci,  the  friction  F  =a 
M  Q'  being  greater  than  Q  M,  the  svstem  would  remain  at  rest. 

The  angle  BM  A  is  termed  the  limiting  angle  of  resistance,  or  more  shortly  the  angle  of  friction. 
P'  P"       M  Q' 
Its  tangent  is  the  fraction  r——-  =  — — -,  which  is  the  coefficient  of  friction.    Tlie  angle  is  manifest]  v 
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Uie  same  for  surfaces  of  tlic  same  nature,  whatever  be  the  actual  amount  of  the  impressed  force  P ;  but 
is  different  for  diflerent  surfaces. 

Prom  this  then  it  appears  that  the  force  impressed  upon  the  surface  of  a  solid  body,  at  rest,  by  the 
uitervontion  of  another  solid  body,  will  be  destroyed,  whatever  be  its  direction,  provided  only  the  angle, 
which  the  direction  makes  with  the  perpendicular  to  tlie  surface,  do  not  exceed  the  angle  of  friction  of 
that  surface ;  and  that  this  is  true,  however  great  the  force  may  be.  Also  that  if  the  direction  of  the 
force  lie  without  this  angle,  it  cannot  be  sustained  by  the  resistance  of  the  surfaces  in  contact ;  and  that 
this  is  true,  however  small  the  force  may  be. 

This  beautiful  principle  of  the  angle  of  friction  was  first  examined  by  the  celebrated  mathematician 
Euler.  His  mode  of  demonstration  was  different,  and  in  some  respects,  more  obvious ;  it  consisted  in 
showing  at  what  angle  of  inclination  a  body  would  begin  to  slide  down  an  inclined  plane.  By  similar 
reasoning  to  tliat  employed  above,  it  is  readily  determined  tljat  the  body  will  just  be  sustained  on  the 
inclined  plane,  without  slipping,  when  the  inchnation  of  the  plane  is  equal  to  the  limiting  angle  of  re- 
sistance ;  and  the  tangent  to  the  angle  of  inclination  is  tlie  ratio  of  the  friction  to  the  pressure.  Know- 
ing therefore  this  angle  the  coefficient  of  friction  is  known,  and  conversely,  the  coefficient  being  known 
the  inclination  is  likewise  known. 

Law  II. — The  measure  of  friction  is  independent  of  the  extent  of  surface,  the  pressure  and  the  condi- 
tion and  character  of  the  surfaces  remaining  the  same. 

This  important  property  of  friction  was  also  first  announced  by  Amontons ;  and  finally  established 
by  M.  Morin,  who  found  it  to  hold  good,  even  at  pressures  so  great  that  the  surfaces  were  considerably 
abraded.  It  might,  in  fact,  be  inferred  from  the  law  previously  explained,  to  which  it  is  nothing  more 
than  a  corollary ;  for  by  increasing  the  surface  which  supports  the  pressure,  the  amount  of  pressure 
ujion  every  point  of  the  surface  is  diminished ;  and  although  there  are  more  rubbing  points,  then-  aggre- 
gate amount  of  friction  must  of  necessity  be  the  same  as  before.  It  can  readily,  however,  be  conceived 
that  there  will  be  a  limitation  to  the  proposition,  when  the  rubbing  surface  is  so  small  in  proportion  to 
the  pressure,  that  abrasion  of  the  surfaces  ensues  to  an  immoderate  extent,  (as  in  the  operations  of  cut- 
ting and  hewing,  which  are  not  contemplated  in  the  enimciation ;)  but  if  the  surface  is  sufficient  to  ren- 
der the  cutting  and  wearing,  and  also  the  heating,  imperceptible,  then  the  friction  is  as  the  pressure, 
and  independent  of  the  extent  of  the  surfaces. 

Law  III. — The  friction  is  entirely  independent  of  the  velocity  of  continuous  motion. 

This  fact  results  from  the  experiments  of  M.  Morin ;  but  it  must  not  be  supposed  that  it  implies  that 
the  same  amount  of  mechanical  power  is  expended  in  overcoming  friction  at  all  velocities  of  motion. 
On  the  contrary,  the  law  implies  that  the  amoimt  of  mechanical  power  expended  in  overcoming  the 
friction,  is  proportionate  to  the  velocity  of  the  motion,  since  a  constant  force  must  be  exerted  with  a 
varying  velocity.  For  instance,  whatever  amount  of  mechanical  power  may  be  lost  by  the  friction  oi 
the  parts  of  any  machine,  while  moving  with  a  given  velocity,  (supposing  the  pressure  on  the  rubbing 
parts  to  remain  constant,)  a  double  power  will  be  lost  by  friction  when  the  machine  moves  with  a  dou- 
ble velocity ;  and  so  on  in  proportion.  It  also  follows  that  the  amount  of  mechanical  power  lost  by 
friction  will,  in  all  cases,  bo  proportionate  to  the  space  passed  over  by  the  surfaces  in  contact  without 
regard  to  time  ;  for  instance,  the  amount  of  mechanical  power,  which  must  be  expended  to  move  a  car- 
riage for  a  given  distance  along  a  level  railway,  will  be  the  same  whether  it  travels  quickly  or  slowly 
over  that  distance.  The  friction  is,  in  short,  a  uniformly  retarding  force,  and  is  always  the  same 
fraction  of  the  pressure,  however  great,  (within  certain  limits,)  and  however  small  that  pressure 
may  be. 

From  the  preceding  discussion,  it  then  appears  that  the  whole  doctrine  of  friction  may  be  reduced  to 
the  single  proposition  that  the  friction  is  proportionate  to  the  pressure  upon  the  surfaces  in  contact,  and 
independent  of  the  extent  of  these  surfaces,  and  of  the  velocity  of  their  motion.  There  is  still,  however, 
to  be  noted  the  extreme  case  of  no  velocity  after  the  t  wo  surfaces  have  remained  for  a  considerable 
time  in  contact.  If  a  body  be  laid  upon  an  inclined  plane,  and  the  angle  of  this  be  very  slowly  increased, 
the  body  will  not  begin  to  slide  down  when  the  inclination  is  exactly  equal  to  the  angle  of  friction. 
This  condition  of  quiescent  friction  was  also  investigated  by  M.  Morin,  and  a  summary  of  the  results 
which  he  obtained  will  be  found  in  the  subjoined  table.  It  must,  however,  be  observed  that  tliis  species 
of  friction  does  not  only  differ  in  its  amount  from  the  friction  of  surfaces  in  continuous  motion,  but  like- 
wise in  its  nature,  especially  in  this,  that  the  friction  of  quiescence  is  subject  to  causes  of  variation  and 
uncertainty  from  which  the  friction  of  motion  is  exempt.  Nor  does  the  variation  appear  to  depend  upon 
the  extent  of  the  surfaces  of  contact ;  for  with  different  pressures,  the  ratio  of  the  friction  to  the  pres- 
sure, that  is,  the  coefficient  of  friction,  varied  greatly,  although  the  surfaces  in  contact  remained  the 
same.  This  uncertainty  appears  at  first  to  complicate  the  whole  question ;  but  fortunately  the  difficulty 
is  removed  by  a  second  very  important  fact  developed  accidentally  in  the  course  of  the  experiments; 
namely,  that  by  the  slightest  jar  or  shock,  even  the  most  imperceptible  movement  of  the  surfaces  of  con- 
tact, the  friction  is  made  to  pass  from  a  state  accompanying  quiescence  to  that  entirely  different  state 
of  friction  which  accompanies  motion ;  and  as  every  machine,  of  whatever  kind,  may  be  considered 
subject  to  such  shocks,  it  is  evident  tliat  the  state  of  friction  to  be  made  the  basis  on  which  all  questions 
of  statics  are  to  be  determined,  should  be  that  which  accompanies  continuous  motion,  the  laws  of  which 
are  uniform  and  precise. 

The  actual  measure  of  the  friction  of  two  rubbing  surfaces  for  a  given  pressure,  must  obviously  de- 
pend upon  the  hardness  and  smoothness  of  the  surfaces,  as  upon  these  depend  the  extent  of  the  mutual 
penetration  and  interlocking  of  the  insensible  asperities.  It  was  also  supposed  to  be  establisLed  by  the 
experiments  of  Coulomb,  that  the  friction  between  similar  substances  is  greater  than  between  substances 
which  are  dissimilar ;  but  this  conclusion,  although  it  has  been  long  received  as  a  general  law  of  fric- 
tion, is  not  sanctioned  by  the  investigations  of  M.  Morin,  which  are  in  every  respect  more  worthy  of 
confidence  than  those  upon  whicli  the  assumption  is  based. 

When  lubrication  is  employed  to  lessen  the  friction,  a  distinction  is  to  be  made  between  the  case  ii 
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(Vhich  tlie  surfaces  are  simply  unctuous  and  in  intimate  contact,  and  the  case  in  T^hich  the  surfaces  arr 
wholly  separated  from  one  another  by  an  interposed  stratum  of  the  unguent  If  the  pressure  upon  the 
surfaces  of  contact  of  given  dimensions  bo  increased  beyond  a  certain  limit,  the  latter  of  these  cases 
passes  into  the  first ;  the  stratum  of  unguent  being  pressed  out,  and  the  unctuous  surfaces  which  it 
separated  from  one  another  being  brought  into  intimate  contact.  As  long  as  either  of  these  two  states 
'cmains,  the  laws  of  its  friction  are  not  affected  by  the  pressure  of  the  unguent ;  but  in  the  transition 
from  the  one  state  to  the  other,  an  exception  is  made  to  the  independence  of  the  friction  upon  the  extent 
of  the  surfaces  of  contact ;  for  supposing  the  extent  of  two  surfaces  of  contact  between  which  a  stratum 
of  unguent  is  interposed,  and  which  sustains  a  given  pressure,  to  be  continually  diminished,  it  is  evident 
that  the  portions  of  this  pressure  which  take  effect  upon  each  element  of  the  surfaces  of  contact  will  be 
continually  increased,  and  that  they  may  thus  be  so  increased,  as  to  press  out  the  interposed  stratum 
of  unguent,  and  cause  the  state  of  the  surfaces  to  pass  into  that  designated  as  tmctuous,  thereby  chang- 
ing the  coefficient  of  friction.  The  second  law  of  friction  then,  which  is  known  as  the  law  of  "  the  in- 
dependence of  the  surface,"  is  to  be  received  in  the  case  where  a  stratum  of  unguent  is  interposed, 
within  certain  limits. 

The  observation  made  by  M.  Morin,  that  whenever  two  perfectly  clean  surfaces  were  made  to  move 
upon  one  another,  both  were  worn  into  alternate  ridges  and  channels,  accompanied  by  the  formation  of 
a  powder,  is  not  without  its  practical  value.  During  the  experiments  this  effect  was  invariably  pro- 
duced whenever  the  pressures  were  very  great,  and  was  commonly  attended  in  the  experiments  upon 
the  friction  of  woods,  with  the  odor  of  burning  wood.  The  effect  was  also  found  to  be  very  considera- 
ble in  the  case  of  fibrous  metals,  such  as  wrought-iron,  sliding  upon  each  other ;  less  in  the  case  of 
granular  metals,  such  as  cast-iron,  sliding  upon  the  fibrous ;  and  least  of  all  when  the  granular  metals 
were  slid  upon  one  another. 

This  was  found  not  to  be  the  case  when  the  surfaces  of  contact  were  unctuous,  and  the  circumstance 
suggested  to  M.  Morin  what  appears  to  be  a  true  explanation  of  the  remarkable  difference  between  his 
results  and  those  of  Coulomb.  He  conceives  that  in  the  experiments  of  that  celebrated  engineer,  the 
requisite  precautions  had  not  been  taken  to  avoid  xmctuosity — such  as  might  present  itself  accidentally 
in  polishing  the  surfaces.  In  that  case  abrasion  would  be  prevented,  and  instead  of  a  new  surface  being 
continually  presented  by  wear,  the  same  surface  would  remain,  and  receive  by  the  motion  continually  a 
more  perfect  polish. 

Rolling  friction. — Tlie  theory  of  rolling  friction  is  by  no  means  firmly  grounded.  We  know  that  it 
increases  with  the  pressure,  and  that  it  is  greater  for  a  smaller  than  for  a  larger  diameter  of  the  rolling 
body ;  but  in  what  algebraical  dependence  this  friction  stands  to  the  pressure  and  diameter  of  the 
rolling  body,  cannot  as  yet  be  considered  as  determined.  Coulomb  made  only  a  few  experiments  with 
rollers,  from  two  to  twelve  inches  thick,  of  lignum-vitse  and  elm,  whicli  were  rolled  along  a  surface  of 
oak,  by  means  of  a  thin  thread  passing  over  a  roller  whose  extremities  were  stretched  by  unequal 
weights.  From  the  results  of  these  experiments,  rolling  friction  appears  to  increase  directly  with  the 
pressure  and  inversely  with  the  diameter  of  the  roUer,  so  that  the  force  necessary  to  overcome 

this  friction  may  be  expressed  by  F  =/  ->  if  R  be  the  pressure,  r  the  radius  of  the  roller,  and  /  the 

coefficient  of  friction  derived  from  experiment.  If  r  be  given  in  inches,  then  from  these  experiments, 
for  rolhng  upon  compressed  wood,/=-0189  ;  if  the  wood  be  elm,/="031.  These  formulas  suppose 
that  the  force  F  acts  at  the  circumference  of  the  roller,  but  if  the  force  be  applied  to  the  axis  of  the 
rolling  bodies,  by  which,  as  in  every  description  of  carriage,  axle  friction  ensues,  the  required  force  is 
2  F,  because  here  the  arm  is  only  half  that  of  the  diameter  with  respect  to  the  point  of  application. 

Explanation  of  the  tables. — The  first  and  most  extensive  of  the  following  tables,  contains  a  very 
complete  summary  of  M.  Morin's  experiments  of  the  friction  of  plane  surfaces  shding  upon  another.  It 
embraces  the  three  conditions  of  clean  and  imctuous  surfaces,  and  surfaces  between  which  a  stratum  of 
the  lubricant  is  interposed.  The  coefficient  of  friction  is  given  for  each  of  tliose  conditions  for  both  tJie 
friction  of  motion  and  the  friction  of  quiescence,  and  also  the  limiting  angle  of  resistance  answering  to 
the  coefficients  of  friction  in  the  cases  of  clean  and  unctuous  surfaces.  The  sliding  surfaces  were  varied 
from  -03336  to  2-7987  square  feet,  and  the  pressures  from  88  lbs.  to  2205  lbs.  The  surfaces  of  the 
woods  were  planed,  and  those  of  metal  filed  and  polished  with  the  utmost  care ;  and  when  the  friction 
of  the  clean  surfaces  was  to  be  determined,  any  unctuosity  was  especially  guarded  against.  In  the 
experiments  upon  unctuous  surfaces,  the  unguent  was  carefully  wiped  off,  so  tliat  no  interposing  layer 
of  it  should  prevent  their  intimate  contact.  In  the  experiments  to  determine  the  friction  with  unguents 
interposed,  the  extent  of  the  surfaces  bore  such  a  relation  to  the  pressure,  that  a  stratum  of  the  lubri- 
cant was  retained  between  them.  Tlie  relations  kept  in  view  were  such  as  are  commonly  found  in  the 
larger  class  of  machines  in  which  the  adhesion  of  the  lubricant  to  the  surfaces  of  contact  may,  as  re- 
spects opposition  to  motion  caused  by  its  viscidity,  be  overlooked  as  altogether  insignificant  compared 
with  the  friction.  As  respects  the  nature  oi'  the  substance  used  in  lubrication,  it  will  be  observed  by 
comparison  of  the  coefficient  of  the  friction  of  motion,  thiit  with  hog's  lard  and  olive  oil,  surfaces  oi 
wood  on  metal,  wood  on  wood,  metal  on  wood,  and  metal  on  metal,  have  all  very  nearly  the  same  fric- 
tion, the  value  of  the  coefficient  being  in  all  those  cases  included  between  0-07  and  0-08.  With  tallow 
the  coefficient  is  the  same  except  in  the  case  of  metals  upon  metals ;  tliis  lubricant  seems  therefore 
less  suited  for  metallic  surfaces  than  the  others  named. 

Tlie  second  table  contains  the  results  of  experiments  upon  the  friction  of  axles  of  different  materials 
upon  their  bearings.  It  requires  no  further  explanation,  but  attention  may  be  directed  to  the  advan- 
tage to  h".  derived  from  attention  to  the  mode  in  which  the  lubricating  substance  is  applied. 
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SUMM,\Ry  OF  M.  MORIN'S  EXPERIMENTS  OF  THE  FRICTION  OF  PLANE  SURFACES. 


BLIDINO 
SURFACE. 


SURFACE 
AT    REST. 


Oak 


do. 


do. 


do. 


Oak 


Elm 

Beech 

Ash  and  Sor- 
rel wood . . . 

Fir 

Peai'-tree 

Wrought-iron 
Cast-iron 

Oak 

Elm 

Wrought-iron 


Cast-iron . 


Oak 


Cast-iron . 


Elm 

Hornbeam  . . . 

Pear-tree 

Copper  


Wroughtriron 


Wrought-iron 


STATE  OF  THE  SURFACES. 


Oak 


do. 


do. 


do. 


do. 


Direction  of  fibres  parallel 
the  motion 


to^ 


Oak. 


Wrought-iron 

Elm 

do 


Cast-iron . 


Cast-iron 
do. 
do. 

Oak  .... 


Wroxight-iron 


Cast-iron . 


Fibres  of  the  moving  surface! 
perpendicular  to  the  motion.  ] 

Fibres  of  both  surfaces  perpen- 
dicular to  the  direction  of  the 
motion 

Fibres  of  the  moving  surface 
perpendicular  to  the  surface  of 
contact,  and  those  of  the  qui- 
escent surface  parallel  to  the 
motion 

Fibres  of  both  surfaces  perpen- 
dicular to  the  surface  of  con- 
tact, or  the  pieces  end  to  end 


Fibres  parallel  to  the  motion. 


Fibres  parallel  to  the  motion. .  ■ 


Fibres  of  the  moving  surface 
perpendicular  to  the  motion. . 

Fibres  of  both  surfaces  parallel ) 
to  the  motion > 


Fibres  of  both  surfaces  parallel 
to  the  motion 


Without  lubrication 

Lubricated  with  |  f^.J['^_ ' 

Without  lubrication 

Unctuous 

( tallow  . 

Lubricated  with  ■<  lard  •  •  • 

(  water.. 

Without  )ubrication .... 


Iwi 


Without  lubrication . 


.do. 


•  do. 


.do. 


.do. 


L 

Fibres  of  the  wood  parallel  to 

the  motion. 

do do.     perpedicular 

to  the  motion 


do- 


.do. 


.do. 


parallel  to 
the  motion. 


do.. 


i  Fibres  of  both  siu-faces  par- 
allel to  the  motion 


.do... 


.do. 


V  Without  lubrication 

Without  lubrication 

Unctuous 

(  dry  soap 
Lubricated  with  <  tallow  . . 

Hard  .... 

Without  lubrication 

Unctuous 


CoefH 

Cifllt  of 

rrtctioii 


0-478 
0-975 
0-007 
0-324 
0-143 
0-083 
0-072 
0-250 

0-336 


0-192 


(dry  soap 

Lubricated  with  <  tallow  • . 

(lard-... 

>  Without  lubrication 


0-246 
0-136 
0-136 
0-073 
0-066 
0-432 
0-119 
0-137 
0-070 
0-060 

0-450 

Without  lubrication 0-360 

Unctuous 0-330 

Lubricated  with  tallow 0-550 

Without  lubrication 0-400 

...do do 0-355 

....do do 0-370 

....do do 0-619 

Lubricated  with  jf^Xr^":,^^^ 

TaUow 0-098 

Greased  and  saturated  with 

water 

Without  lubrication 

Unctuous 

(  tallow  . 
Lubricated  with  <  lard  — 

(  olive  oil 

Without  lubrication 

Unctuous 

(dry  soap 
fard^o 
olive  oil 
Greased  and  saturated  with 
water 


I  Lubricated  with  tallow. 


Without  lubrication . 
..  .do do 


tal- 


Surface  unctuous  with  ■<  low 
f  lard 

(  tallow  . . 
Lubricated  with  <  lard 

(  olive  oil. 

Siu-faces  imctuous 

do.   lubricated  witli  tallow 

Without  lubrication ... 

do do 

• ...  do do 

Surfaces  unctuous 

Lubricated  with  tallow  ■ .  • 

Without  lubrication 

Surfaces  unctuous 

(  tallow  . 
Lubricated  with  <  lard  . . . 

(  olive  oil 

Without  lubrication 

Surfaces  unctuous 

(  tallow  . 
Lubricated  with  <  lard  — 

r  olive  oil 


0-256 
0-252 
0-138 
0-078 
0-076 
0-055 
0-490 
0-107 
0-189 
0-078 

0-075 

0-218 
0-80 

0-372 
0-195 

0-125 
0-137 
0-077 
0-091 
0-OCl 
0-135 
0-066 
0-394 
0-436 
0-617 
0-100 
0-069 
0-138 
0-177 
0-082 
0-081 
0-070 
0-194 

0-103 
0-076 
0-066 


resist- 
mice. 


2.50  33' 


17  58 
8    9 


18  35 


10  52 


13  50 
7  45 


23  22 

6  48 


Friction  of 
luieicence. 


Co-effl 
cient  of 

Iriciiun. 


0-625 
0-160 

0-540 
0-314 
0-254 


Limii. 

gie  ct 
resiit- 
ance. 


32o  1 


28  23 
17  26 


0-271  15  10 


0-43 
0-376 

0-178 

0-694 
0-420 
0-411 
0-142 


24  16  0-570 

19  48  0-530 
18  16 


21  49 

19  33 

20  19 
31  47 


14  9 

7  52 


26  7 
6  7 


20  25 
11  3 

7  8 
7  49 


7  42 

21  31 

23  34 

31  41 

5  43 

7  52 
10  3 


10  59 


0-570 
0-520 
0-440 
0-619 

0-108 


0-649 


0-100 
0-100 
0-100 
0-646 


0-100 
0137 


23  17 
20  37 


34  46 

22  47 


29  41 

27  56 


29  41 
27  29 
23  45 
31  47 


5  43 


5  36 

31  41 
7  40 


0-115 
0-194  10  59 
0-118  6  44 

I 
0-100  5  43' 
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SUMMARY  OF  M.  MORIN'S  EXPERIMENTS  OF  THE  FRICTION  OF  PLANE  SURFACES.— (CtonUnued.) 


8MDINa 
SURFACE. 


Cast-iron. 


Cast-iron  ■ 


Wrought-iron 
Bronze 

Cast-iron 

Bronze 

Bronze 

Brass 

Steel 

Steel 

Steel 


Black  leather 
(as  used  for 
light  straps) 

Ox  hide  (such 
as  used  for 
strong  belts 
&.C.) 

do 

do 

Hemp 

Hemp 

Hemp-twist . . 

Hemp-band .  • 

Hemp  -  plait 
bandorsmall 
cords ■ . 

Old  cordage 
l|in.  diam.. 


SURFACE 
AT    REST. 


STATE  or  THE  SURFACES. 


Wrought-iron 


Cast-iron . 


Bronze. 


Wrought-iron  do 


I  Fibres  of  both  surfaceg  par- 
allel to  the  motion 


.do. 


•  do. 


Fibres  parallel  to  motion. 


.do. 


Bronze. 


Cast-iron . 
Bronze... 


Cast-iron . 


Cast-iron  . 


Wrought-iron 


.do do.. 


.do. 
.do. 

.do. 

.do. 


•  do. 


..I 


do... 


•  do. 


)  Fibres  of  iron  parallel  to  thej 


Bronze 1  \     motion 


I  ("Fibres  of  the   oak   parallel; 

I  leather  laid  flat 

■Oak U  do,  polishedand 

I  '  hardened  by 

j  I  hammering". 

I 
^    do !Fibresofwoodparallel  |  g™"^^^" 


Cast-iron ' do 


Brass. 


Oak, 


Cast-iron . 
Cast-iron . 


Oak... 

do. 
do- 


Fibres  of  hemp  not  twisted  and 
placed  in  a  direction  perjjen- 
dicular  to  those  of  the  motion ; 
fibres  of  the  oak  parallel  to  the 
motion 

Fibres  of  hemP)  as  above 

do do 


Surfaces  unctuous 

Lubricated  with  tallow... 

Without  lubrication 

Surfaces  unctuous 

f  water... 

I  soap .... 

I  tallow  . . 

Lubricated  with -J  lard  — 

olive  oil. 

lard  and 

[  pl'bago. 

Without  lubrication 

Surfaces  unctuous 

C  tallow  . . 
Lubricated  witli  <  lard  .... 

(  olive  oil- 

Without  lubrication 

Siu-faces  unctuous 

C  tallow  . . 
Lubricated  with    ^-d^-d 

(.olive  oil. 

Without  lubrication 

Siu'faccs  unctuous 

i  tallow  . . 
Lubricated  with  <  lard  .... 

(olive  oil. 

Without  lubrication 

Surfaces  unctuous 

Lubricated  with  Jt^fi^^^y: 

Without  lubrication 

Surfaces  unctuous 

Lubricated  with  olive  oil. . . 

Without  lubrication 

Surfaces  unctuous 

( tallow  . . 
Lubricated  with  <  lard  — 

(  olive  oil. 
Without  lubrication 

( tallow  . . 
Lubricated  with  <  lard    . . . 

(  olive  oil. 

Lubriciited  with  |  [^'J.'^^  ; " 

Without  lubrication 

f  tallow  . . 
Lubricated  with J5>^[veoiK 

I  pl'bago 
>  Without  lubrication 


.do.. 


.do.. 


(Without  lubrication...  j 
Leather  saturated  with 
water 

Surface  unctuous 

Greased  and  saturated  with 
water 

Lubricated  with  j^fjj^^^y; 

Surfaces  unctuous 

tallow  . . 
olive  oil. 


Lubricated  with  ■ 


1  Greased  and  saturated  with 
I     water 


Fibres  of  the  wood  and  direction 
of  the  cord  parallel  to  the  mo- 
tion  


.do. 


•  do.. 


•do. 


•  do. 


Lubricated  with  j^j'^J^^ii: 


•  Without  lubrication. 
do do 


.do-. 


.-do.. 


Co.effi- 
cieiit  ol 
rriciion 


0-143 

0-152 
0144 
0-314 
0-197 
0-100 
0-070 
0-0C4 

0-055 
0-172 
0-160 
0-103 
0-075 
0-078 
0-161 
0-166 
0-081 

0-089 
0-072 
0-147 
0-132 
0-103 
0-075 
0-078 
0-217 
0-107 
0-086 
0-077 
0-201 
0-134 
0-058 
0-189 
0-115 
0072 
0-068 
0-066 
0-202 
0-105 
0-081 
0-079 
0-093 
0  076 
0-152 
0-056 
0-053 

0-067 
0-265 

0-296 

0-52 
0-335 

0-29 
0-229 

0-365 
0-1.59 
0-133 
0-244 
0-241 
0-191 


0-332 


0-194 
0-153 

0-52 

0-32 
0-52 


Limit- 
inran- 
gUol 
resist- 
ance. 


8»  9' 


8  39 
8  12 


5  43 


9  46 
9    6 


9    9 
9  26 


8  22 
7  22 


12  15 
6    7 


11  22 

7  38 


10  49 
6  34 


39 


14  51 


1G30 


27  29 
18  31 


12  54 


27  29 

17  45 

27  29 


Friction  of      1 
quiescence. 


Cceffi 
cienl  0. 
friction. 


0-100 
0-162 


0-100 
0-100 


0-106 
0-164 

0-103 

0-108 


0-74 


0-605 
0-43 


0-79 
0-267 


0-869 


0-64 

0-50 
0-79 


Limii- 
in?  an- 
gle of 
reii<l. 
aace. 


5»43' 
9  13 


5  43 


9  19 


36  31 


31  11 

23  17 


33  38 

26  34 
38  19 
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RATIOS  OF  FRICTION  TO  PRESSURE  FOR  AXLES  IN  MOTION  IN  THEIR  BEARINGS. 


I.-ACCORDING  TO  MORIN'S  EXPERIMENT. 

Desigimtion  of  surfaces 
iu  contaci. 

State  of  Surfaces  and  nature  of  Lubrication.                                                          1 

Dry 
or  slightly 
greasy. 

Greasy, 

and  wet  with 

water. 

Lubricated, 

and  wet  with 

water. 

Oil,  tallow,  or  hogs'  lard. 

Purified 
very  soft 
grease. 

Ho»8'  lard 

with 
plumbago. 

Greajy, 
very  soft  to 
the  touch. 

Supplied  in 

the  ordinary 

manner. 

The  grease 

contuiually 

renewed. 

0-251 

0-194 
0-188 
0-185 

0-189 

0-137 
0-161 

0-079 

0  079 

•075 
•075 
•075 
0-075 
0-125 
0  100 
0  116 

0-049 
0-0.54 
0  054 
0-054 
0  054 

0-92 

0-170 

0  090 
0- 065  ■ 

0-iii 

0-109 

0-'l37 
0-166 
0-140 
0-153 

do.     on  cast-iron 

do.       on  cast-iron 

Cast-iron  on  cast-iron 

Iron      on  lignum-vitae 

Lignum-vitfe  on  cast-iron  •  • 
do.         on  lignum- vitaB. 

Iron  on  copper , .... 

n.-ACCORDING  TO  COULOMB'S  EXPERIMENT. 

Dry. 

0-155 

Olivc-oil. 
0-130 

Hoga'  lard. 
0-120 

Tallow. 

0-085 
0-050 
0  038 
0  030 
0043 
0  035 

Greasy, 
0-127 

O-OfJo 
0-050 
0-070 
0-050 

Old 

lubrication. 

0-133 
0-070 

Observations. 

The  number  relative  to 
the    friction    of   iron    on 
wood  is  deduced  from  n 
pulley,  the  lubrication  of 
which,  or  the  nature  of  the 
axle  and  bearincfs,  are  not 
mentioned  by  Coulomb. 

Green-oalt  on  lignum-vitae  .  • 

do.    onelm 

Box  on  lignum-vitae 

1 
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FRICTION  ROLLE  RS.  The  obstruction  which  a  cylinder  meets  in  rolling  along  a  smooth  plane  is 
quite  distinct  in  its  character,  and  far  inferior  in  its  amount  to  that  -which  is  produced  by  the  friction  of 
the  same  cylinder  drawn  lengthwise  along  a  plane.  For  example,  in  the  case  of  wood  rolling  on  wood, 
tlie  resistance  is  to  the  pressure,  if  the  cylinder  be  small,  as  16  or  18  to  1000 ;  and  if  the  cylinder  be 
large,  this  may  be  reduced  to  6  to  1000.  The  friction  from  sliding,  in  the  same  cases,  would  be  to  the 
pressure  as  2  to  10,  or  3  to  10,  according  to  the  nature  of  the  wood.  Hence,  by  causing  one  body  to 
roll  on  another,  the  resistance  is  diminished  from  12  to  20  times.  It  is  therefore  a  principle  in  tlie 
composition  of  machines  that  attrition  should  be  avoided  as  much  as  possible,  and  rolling  motions  sub- 
stituted whenever  circumstances  admit. 

On  this  principle  depends  the  advantages  resulting  from  the  application 
oi  friction  wheels  and  frictio7i  rollers.  The  extremity  of  an  axle  0,  instead 
of  resting  in  a  cylindrical  socket,  is  made  to  rest  on  the  circumferences  of  two 
wheels,  A  and  B,  to  the  axles  of  which,  a  and  b,  the  friction  is  transferred, 
and  consequently  diminished  in  the  ratio  of  the  radius  of  the  wheel  A  to  the 
radius  of  the  axle  a.  This  ingenious  contrivance  appears  to  have  first  been 
a^jplied  by  M.  Sulley,  m  the  year  1Y16. — JDescr.  Abrigee  d'une  Horoge,  <i;c., 
Bordeaux,  1716. 

Tlie  following  are  deductions  from  Coulomb's  experiments  relative  to  the 
friction  of  rolling  bodies :  1.  Like  the  friction  of  sliding  bodies,  it  is  a  con- 
stant force.  2.  It  is  affected  by  the  nature  of  the  surface  so  far  as  polish  is 
concerned ;  but  is  not  lessened  by  the  interposition  of  unctuous  substances. 
3.  It  is  less  between  heterogeneous  than  between  homogeneous  substances, 
tional  to  the  pressure.  5.  It  has  no  relation  to  the  magnitude  of  the  surface. 
in  the  case  of  sliding  surfaces,  and  varies  in  the  inverse  ratio  of  the  diameter  of  the  rolling  body. 

The  friction  of  the  axle  of  a  wheel  or  pulley  (wliether  the  axle  itself  turns,  or  the  wheel  turns  on  the 
axle)  is  of  a  different  kind  from  that  of  a  cylinder  rolling  on  a  plane.  It  is  less  than  that  of  sliding  but 
greater  than  that  of  rolling  bodies,  and  follows  in  all  respects  the  laws  of  the  friction  of  sliding  bodies. 
A  great  advantage  is  here  obtained  by  greasing  the  surfaces.  By  the  application  of  fresh  tallow  the 
friction  is  reduced  to  one  half 

Friction  is  one  of  the  most  effectual  means  of  arresting  motion.  In  some 
machines,  especially  wind-mills,  cranes,  <fec.,  it  is  very  important  to  have  the  power 
of  suddenly  stopping  the  machine,  or  at  least  of  controlling  its  motion.  This  is 
effected  by  means  of  a  strong  bridle  of  wood  or  iron,  ab  c,  fixed  at  one  end,  and 
at  the  other  furnished  with  a  lever,  by  pressing  on  which,  the  bridle  is  brought 
into  close  contact  with  the  broad  rim  of  a  wheel  which  participates  in  the  general 
motion  of  the  machine.  The  bridle  may  be  made  to  bear  on  the  whole  circum- 
ference of  the  wheel ;  and  a  moderate  pressure  on  the  lever  will  produce  a  resist- 
ance sufficient  to  destroy  the  motion  almost  instantaneously, . 

Coulomb's  experiments  were  also  directed  to  ascertain  the  resistance  arising 
from  the  rigidity  of  ropes  when  bent  round  rollers  or  cylinders.     The  results  are 
as  follows  :    J.  The  resistance  of  ropes  are  directly  proportional  to  the  tensions  to 
which  they  are  subjected.     2.  The  resistance  increases  with  some  determinate  power  of  the  diameter, 
and  is  greatest  in  ropes  that  have  been  strongly  twisted,  or  are  coated  with  tar.     3.  The  resistances  ard 
inversely  as  the  diameters  of  the  cylinders  about  which  the  ropes  are  bent. 

46 


4.  It  is  directly  propor- 
It  is  much  less  than 
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When  a  rope  is  wound  more  tlian  once  round  a  cylinder,  the  resistance  increases  in  a  geometrical 
progression.  This  principle  is  frequently  applied  in  practice :  thus,  in  arrestbg  the  progress  of  a  vessel, 
a  rope  is  -wound  round  a  post,  and  a  very  few  turns  is  sufficient  to  overcome  any  force  which  the  rope 
is  capable  of  withstanding. 

FlilNGE  MACHINE,  SHAWL,  invented  by  Milton  D.  Whipple,  and  used  at  the  Bay  State  Mills, 
Lawrence,  Mass.,  to  twist  the  fringe  of  shawls,  is  a  very  successful,  and  as  far  as  our  knowledge  extends, 
the  only  machine  which  lias  ever  been  applied  for  this  purpose.  We  extract  from  the  patentee's  spe- 
cifications the  following  description  of  it  and  its  operations : — 

The  machine  is  so  constructed  as  to  imitate  and  perform  the  ordinary  manual  operations  of  dividing 
the  yams  into  proper  quantities  to  form  the  two  single  strands,  and  then  twisting  the  said  strands 
separately  in  one  direction,  and  afterwards  bringing  together  and  twisting  them  in  opposite  directions 
to  form  the  fringe. 

A' A' A' A'  is  the  framework  of  the 
machine,  a  a,  a'  a'  isa  stretching  frame, 
having  a  strip  of  card  teeth  b  b,  Fig.  1852, 
on  the  stationary  side  of  the  frame,  and  a 
set  of  vertical  points  on  the  sliding  bar 
a'  a'.  The  yarn  from  which  the  fringe  is 
formed,  having  woven  fabric  on  each  side 
as  usual,  is  stretched  from  said  card  teeth 
to  said  points,  and  the  bar  a'  a'  is  arranged 
so  as  to  slide  in  and  out  to  accommodate 
diflferent  lengths  of  fringes.  This  stretch- 
ing frame  is  moved,  or  fed  along  by  means 
of  rack  teeth  formed  on  the  under  side  of 
the  bar  a  a,  as  shown  at  c,  Fig.  1851, 
which  engage  with  the  teeth  of  a  pinion 
d.  on  the  shaft  e  e :  said  pinion  being 
shown  by  dotted  lines  in  Fig.  1852.  This 
shaft  has  one  of  its  bearings  on  the  top  of 
one  side  of  the  framework  A'  A'  A'  A', 
as  shown  at  Fig.  1852 ;  its  other  bearing 
being  in  a  diagonal  mortise  ff  in  the  ad- 
justable sliding  bar  h  h,  fitted  in  the  op- 
iKwite  side  of  the  framework,  as  shown 
t)y  dotted  lines  in  Fig.  1852,  and  in  detail 
in  Fig.  1854;  so  that  by  moving  the  said 
sliding  bar  in  one  or  the  other  direction, 
the  pinion  may  be  thrown  into  or  out  of 
geer  with  the  rack,  and  permit  the  stretch- 
ing frame  to  be  moved  backwards,  after 
twisting  the  fringe  of  one  side  of  a  shawl, 
for  a  new  operation.  During  the  oper- 
ation of  twisting,  this  frame  is  fed  along 
accurately  by  means  of  a  ratchet  wheel  i, 
on  the  shaft  /  /,  the  teetli  of  which  are 
operated  upon  by  the  long  pawl  k,  work- 
ing on  an  eccentric  I,  fitted  on  the  driving 
shaft  m  m,  as  shown  in  Fig.  1852,  and  by 
dotted  lines  in  Fig.  1863. 

The  feed  motion  is  regulated  by  means  of  tlie  adjustable  forked  supporter  n,  in  which  the  pawl  k 
rests,  as  shown  in  the  drawings.  By  raising  or  lowering  which  supporter,  the  fall  of  the  pawl  k,  when 
it  is  drawn  backwards  on  the  ratchet  wheel  i,  by  the  action  of  the  eccentric  I,  will  be  diminished  or 
increased,  as  the  case  may  be. 

The  machinery  for  dividing  the  yarns  into  proper  quantities,  to  form  the  two  single  strands,  as  here- 
inbefore suggested,  is  as  follows : — 0  0  are  two  metallic  triangular  dividing  plates,  set  at  a  proper 
interval  apart  on  opposite  sides  of  the  elUptical  ring  pp,  which  ring  is  firmly  fitted  on  the  top  of  the 
vertical  sliding  beam  g  g,  Figs.  1852  and  1853,  arranged  so  as  to  slide  up  and  down  in  proper  guides  r  r, 
as  shown  in  the  drawings.  The  plates  o  o  are  curved  transversely  and  vertically,  so  as  to  effectually 
separate  tlie  yarns,  and  have  a  rectangular  slot  or  opening  formed  through  each,  as  shown  at  Fig.  1851, 
for  tlie  passage  of  twisting  fingers  or  rubbers,  hereinafter  described.  The  yams  embraced  between 
these  plates  o  o  are  subdivided  or  halved,  for  the  purpose  of  forming  two  strands  by  means  of  the 
separator  t  u,  having  tlie  same  triangular  contour  as  the  plates  o  o,  so  as  to  enter,  as  they  do,  between 
the  yams  at  a  mere  point  at  first,  and  not  get  entangled  with  them.  This  separator  is  constructed  in 
two  parts,  with  sufficient  space  cut  out  to  allow  the  passage  of  the  rubbers  or  twisting  fingers  before 
referred  to ;  both  of  said  parts  being  connected  to  the  top  of  tliQ  sliding  beam  V  V,  arranged  side  by 
side  with  that  before  referred  to,  and  denoted  by  q  q,  ana  moving  up  and  down  in  the  same  guides. 
One  of  said  parts  t  of  the  separator  is  required  to  be  fixed  to  said  beam  V  V,  and  the  other  U  is  liingcd, 
AS  thown  by  dotted  lines  in  Fig.  1851,  so  as  to  turn  from  it,  when  in  descending,  it  comes  against  the 
top  of  the  «pper  twisting  fingers ; — the  operation  being  similar  to  that  of  a  pair  of  callipers  or  bent 
compasses  used  for  measuring  the  diameter  of  cylinders,  etc. 

After  the  yams  have  been  divided,  as  above  described,  into  two  parcels  for  the  formation  of  two 
■trands,  they  are  twisted  by  the  curved  twisting  fingers  or  rubbers  W  X,  which  slide  over  eacli  other, 


FRINGE  MACHINE,  SHAWL. 


723 


724 


FRINGE  MACHINE,  SHAWL. 


FULLING. 


725 


one  above  and  the  other  below  the  yarns,  as  they  pass  through  the  openings  in  the  dividing  phites  o  o 
and  separator  t  u. 

These  twisting  fingers  or  rubljers  should  be  clothed  with  leather,  or  some  other  suitable  substance, 
sufficiently  rough  to  turn  and  twist  the  yarns.  They  are  connected  to  the  ends  to  two  arms  a"  6',  pro- 
jecting out  when  the  machine  is  stationary,  about  at  right  angles  to  each  other,  from  the  vertical  shafts 
c'  c',  d!  d',  and  arranged  with  set-screws  so  as  to  be  adjustable  thereon. 

The  vertical  shafts  have  proper  bearings  in  the  framework,  and  arc  connected  in  their  movements,  so 
as  to  turn  together  by  the  pinions  e'  f  arranged  on  them  as  shown  in  the  drawings.  Said  shafts  are 
turned  inwards,  so  as  to  bring  the  twisting  fingers  towards  and  over  each  other  by  the  projecting  stud  g, 
inserted  in  the  shaft  c'  c',  as  shown  in  Fig.  1 853,  and  abutting  against  the  cam  formed  on  the  pulley  h', 
on  the  driving  shaft,  as  shown  in  Fig.  1852.  The  outward  or  back  turning  of  said  shafts  c'  c',  d'  d'  is 
effected  by  the  heavy  counteracting  weight  i',  connected  to  the  shaft  d'  d',  as  shown  in  Fig.  1853. 

When  the  rubber  or  twisting  fingers  are  passing  over  each  other,  twisting  the  yams  into  two  strands, 
the  yams  are  supported  and  lifted  up  in  grooves  in  the  upper  side  of  flange  pieces  set  on  each  side  oi 
the  two  parts  I  u  of  the  separator,  as  shown  at  k'  k'  k',  &c..  Fig.  1853,  by  dotted  lines ;  and  after  the 
two  strands  are  sufiBciently  twisted,  the  separator  tu  is  drawn  downwards,  opening  over  the  rubbers  or 
twisting  fingers  in  its  descent ;  which  descent  is  effected  by  the  cam  I'  on  the  driving  shaft  m  m,  said 
cam  operating  on  the  treadle  in'  m',  the  moving  end  of  which  is  connected  to  the  vertical  sliding  beam  v  v, 
on  which  the  separator  is  fastened  as  above  suggested. 
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When  the  separator  is  withdrawn  after  the  two  strands  are  twisted,  as  above  explained,  the  rubbers 
or  twisting  fingers  are  moved  outwards  by  the  action  of  the  weight  as  above  described, — twisting  the 
two  strands  together  firmly,  and  forming  the  fringe  as  perfectly  as  it  can  be  done  by  the  most  skilful 
operative. 

The  two  dividing  plates  o  o  are  then  withdrawn  by  a  cam  n'  on  the  driving  shaft,  said  cam  operating 
on  the  treadle  o'  o',  and  vertical  shding  beam  q  q,  on  which  said  plates  are  fixed,  in  the  same  manner  as 
explained  above,  for  the  beam  V  V  and  cam  and  treadle  by  which  it  is  operated.  The  stretching  frame 
is  now  fed  along,  and  the  cams  ceasing  to  act  upon  the  treadles,  the  retroacting  springs  p' p',  p' p\ 
connected  to  the  beams  V  V  and  q  q,  bring  them,  and  with  them  the  plates  o  o  and  separator  t  u, 
between  the  yams  for  another  operation. 

While  the  yarns  are  being  divided  by  the  plates  o  o  and  separator,  it  is  absolutely  essential  that  they 
should  be  stretched  transversely  a  little  and  held  tight,  in  order  to  be  easily  divided,  and  that  during 
the  operation  of  twisting,  this  stretching  and  holding  should  be  gradually  relaxed.  This  result  is 
attained  by  the  long  metalhc  hooked  depresser  and  holder  q'  r',  which  moves  up  and  down  in  proper 
guides  or  mortises  in  the  framework.  The  end  r'  of  this  depresser  and  holder  falls  on  the  yarn  just 
behind  the  plates  o  o  and  separator  t  u,  and  immediately  after  said  yarns  have  been  divided,  and  presses 
them  into  a  groove  or  bent  plate  formed  at  s'.  Figs.  1852  and  1851,  to  receive  them.  This  bent 
depresser  is  operated  by  an  arm  t',  which  extends  at  right  angles  from  one  side  of  it,  and  rests  on  the 
face  of  a  proper  cam,  formed  to  regulate  its  motion  on  the  pulley  h',  as  shown  by  dotted  lines  in 
Fig.  1853. 

The  patentee  claims — First.  Dividing  the  yarns  into  proper  quantities  for  the  formation  of  the  two 
strands,  by  means  of  the  dividing  plates  and  separator.  • 

Second.  Twisting  the  two  strands  separately  first,  and  then  together,  by  means  of  the  twisting  fingers 
or  rubbers,  constructed  and  arranged  so  as  to  turn  inwards  and  outwards  over  each  other,  one  above  and 
the  other  below  the  yarns. 

Third.  The  peculiar  construction  and  arrangement  of  the  separator,  so  that  it  may  open  over  the 
rubbers,  and  drop  down  just  before  the  two  strands  are  to  be  twisted  together. 

Fourth.  A  machine  for  twisting  the  fringes  of  shawls,  <fec.,  having  a  stretching  frame,  dividing  plates, 
and  separator,  twisting  fingers  or  rubbers  combined,  and  operated  successively,  as  hereuibefore  specified 
and  described.  . 

FROG.     The  cast-iron  crossing  plate  at  the  in-  f^\_  ___/_ /^c^ 

tersection  of  two  lines  of  rails  on  a  railroad.  The 
intermediate  point,  being  subject  to  great  wear  from 
its  small  surface  and  exposed  position,  is  usually 
made  of  steel.  This  improvement  was  made  the 
subject  of  a  patent  in  1837. 

FULCRUM,  in  mechanics,  the  prop,  support,  or  fixed  point  upon  which  a  lever  is  sustained ;  and 
about  which  the  lever  is  supposed  to  turn  freely. 

FULLING.  A  process  by  which  woollen  cloths  are  divested  of  the  oil  imbibed  for  the  operation  ol 
carding,  and  the  texture  is  at  the  same  time  rendered  much  closer,  firmer,  and  stronger.  This  process, 
also  called  milling,  was  fonnerly  entirely  performed  by  the  machine  described  under  the  head  of  Fall- 
ing Mills,  also  called  fulling  stocks,  Figs.  1861,  1862.  The  stocks,  although  still  in  extensive  use,  are 
fast  being  superseded  by  a  superior  class  of  machines,  in  which  the  cloth  passes  between  squeezers,  and 
is  uot  subjected  to  heavy  blows.  By  these  machines  the  pressure  can  be  regulated  according  to  the 
quality  and  requirements  ;f  the  fabric,  the  milling  is  more  perfect,  the  power  expended  is  less,  and, 
not  least,  the  disagreeable  noise  consequent  on  the  use  of  stocks  is  avoided. 

Figs.  1856,  1857,  and  185S,  represent  different  views  of  one  of  this  class  of  machines.  Fig.  1856  is  a 
side  elevation.  Fig.  1857  a  cross  section,  and  Fig.  1858  a  front  end  elevation  of  the  macliine     It  will  b* 
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perceived  tliat  the  machine  is  composed  of  four  cylinders  n  n'/f  running  horizontally,  arranged  in  pairs 
one  above  the  other,  and  two  vertical  cylinders  -c/ff'.  Both  liorizontal  and  vertical  cylinders  are  sul>- 
jerted  to  pressure :  to  the  former  it  is  applied  by  means  of  the  weight  movable  on  the  arm  of  tln» 


1858. 


»ever  C,  which  forces  down  the  yoke  k  on  the  boxes  of  the  cylinder.  The  pressure  is  appl'pd  to  tht 
vertical  cylinders  by  the  variable  weight  s,  through  the  levers  w.  In  both  cases  the  pressure  to  be  ex 
arted  can  be  varied  at  pleasiu-e. 
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The  operation  is  as  follows:  one  end  of  the  cloth  Iiaving  been  passed  between  the  sets  of  horizontal 
and  vertical  cylinders,  the  two  ends  of  the  cloth  are  then  attached  together,  so  as  to  make  an  endless 
band.  The  machine  is  now  sot  in  motion  by  the  pulley  e  on  tlie  shaft  b,  and  the  cloth  continues  to 
make  the  round  between  the  cylinders  or  squeezers,  falling  in  folds  at  the  front  of  the  machine,  and 
di'awn  up  again  at  the  back  till  the  washing  and  fulling  is  finished. 

A  rotary  fulling-mill,  still  better  than  the 
preceding,  is  given  in  Figs.  1859  and  1860. 

Fig.  1859  is  the  side  elevation,  and  Fig. 
18 GO  the  longitudinal  section,  showing  the 
interior  arrangement. 

A  A  is  the  main  cyUnder,  (driven  by  a 
geer;)  on  either  side  are  cheeks  between 
which  the  small  cylinders  or  rolls  B'  B^  B'  re- 
volve, and  between  these  rolls  and  the  cyl- 
inder the  cloth  passes.  C  is  the  lower  side 
or  bottom  of  a  trough  which  receives  the 
cloth  after  it  has  passed  the  roll  B',  and 
down  which  it  slides  into  the  tuhd'd'd', 
curved,  as  shown  in  the  drawings.  D  is  the 
top  of  the  trough,  and  is  supjjorted  by  the 
cross  piece  d;  its  upper  extremity  touches, 
but  without  friction,  the  surface  of  the  roll 
B'.  E  E  are  the  grooved  sides  of  the  trough ; 
their  upper  extremities  are  held  by  small 
iron  straps  attached  to  the  frame  by  screws, 
and  to  E  E  by  pins ;  the  centre  of  the  sides 
are  fastened  to  small  iron  plates  F  F,  which 
are  supported  on  the  standards  G  G,  on  which 
they  turn  freely ;  the  standards  themselves, 
attached  to  the  plates  H  H,  can  turn  on  the 
pivots  1 1. 

L  is  a  cord  attached  to  the  ends  of  the  levers  K  K,  by  which,  through  the  aid  of  a  ptiUey,  the  weight 
M  tends  to  draw  them  together.  N  N,  a  cross  piece  attached  to  the  frame  and  supporting  the  pivots  1 1, 
and  guide  plates  C. 

The  journals  2,  3,  4,  of  the  rolls  B'  B"  B*,  nm  in  bearings,  inserted  "in  the  bars  P  P  P,  whose  lower  ex- 
tremities are  maintained  in  a  position  by  the  guide  rings  s,  attached  to  the  frame,  which  admits  of  a 
motion  in  the  direction  of  their  length  ;  while  at  their  upper  extremities  are  racks  into  which  play  the 
toothed  segments  pp  p,  fixed  in  pairs  on  the  shafts  nnn. 

P'  P'  P',  weights  movable  on  the  arms  of  the  levers  L'  L'  L',  whose  fulcra  are  at  wn  n,  and  attached 
to  the  toothed  segments  ppp;  by  these  weights  the  force  with  which  the  rolls  B* B" B*  press  on  the 
cylinder  A  is  regulated.     Q  Q  Q,  guide  rolls  wliich  keep  the  racks  in  geer  with  the  segments. 

R',  a  plate  perforated  with  an  oval  hole,  through  which  tlie  cloth  is  first  passed,  the  effect  of  which  is 
to  straighten  the  folds ;  thence  the  cloth  passes  over  a  conducting  roll  S,  through  the  short  tube  R,  to  the 
main  cylinder ;  the  tube  R  is  supported  by  a  cross  plate  attached  to  the  frame. 

The  draft  or  drawing  in  of  tlie  cloth  is  oc- 
casioned by  the  pressure  of  the  roll  B'  on  the 
main  cylinder,  wliich  cylinders  are  geered 
together  by  the  pinion  X'  and  the  geer  X, 
on  tlieir  respective  shafts. 

Operation  of  the  machine. — The  cloth  is 
first  passed  tlirough  the  aperture  R',  over  the 
roll  S,  through  the  tube  R,  to  the  groove  or 
space  between  the  cheeks  of  the  main  cylin- 
der A,  thence  beneath  tlie  rolls  B'^^  B',  and 
is  delivered  through  the  trough  0  D  E  at  tlie 
back  of  the  machine.  The  ends  of  the  cloth 
are  now  fistened  together,  the  mill  is  set  in 
motion,  and  the  operation  is  performed  as  in 
tlie  preceding  machine.  The  cloth  is  pre- 
sented successively  in  a  continuous  round  to 
the  action  of  the  squeezers  till  the  fulling  is 
finished. 

It  will  be  easily  perceived  that  the  effect 
of  the  passage  of  tlie  cloth  beneath  the  rolls 
B^  B''  B'  is  a  stretching  of  the.  cloth  in  the 
direction  of  its  length,  which  causes  a  tliick- 
ening  or  fulling  of  the  cloth  in  the  width. 
The  cloth  should  also  undergo  a  compression 
or  fulling  lengthwise.  This  is  effected  by  the 
sides  E  E  of  the  trough  C  E  D ;  these  sides  hold  by  iron  straps  at  their  upper  extremities,  at  a  constant 
distance,  equal  to  that  between  the  clieeks  of  the  main  cylinder,  wliile  their  lower  extremities,  by  means 
of  the  pivots  G  G  and  1 1,  admit  of  a  lateral  motion  at  these  extremities.  The  weight  M  is  made  to  act 
through  the  levers  K  K,  which  brings  them  togfitlier,  and  prevents  the  discharge  of  the  cloth ;  the  result 
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is  that  the  cloth  being  still  delivered  by  the  roll  B*  is  forced  into  the  guide  box  till  the  pressure  is  suffl 
cient  to  overcome  that  with  which  the  two  sides  of  the  box  are  brought  together  by  the  weight  M.  Tht 
sides  of  the  box  then  take  a  nearly  parallel  position.  The  cloth  escapes  gently  and  falls  into  the  cir- 
cular box  or  tub,  which  composes  the  lower  part  of  the  macliine. 

As  by  the  weights  P'  P'  P'  the  pressure  on  the  cylinders  B'  B^B'  can  be  regulated,  and  consequently 
the  fulling  breadthways  of  the  cloth,  so  by  varying  the  weight  M  more  or  less  resistance  can  be  opposed 
to  the  discharge  of  the  cloth,  and  by  this  means  the  fulling  of  tlie  cloth  lengthways  can  be  increased  or 
iliminished. 

A  system  of  percussion  has  also  been  added  to  this  machine.  Small  revolving  or  reciprocating 
b(;aters,  making  their  blows  on  a  fulling  table,  strike  the  cloth  as  it  leaves  the  expanding  trough. 

These  machines  have  long  been  used  in  England  and  on  the  continent.  They  are  now  manufacture  ' 
in  this  country,  and  where  they  have  been  adopted  have  given  satisfaction. 

FULLING-MILL  FOR  CLOTH.    Fig.  1861  is  a  side  elevation  of  the  milL 

Fig.  1862  is  an  end  elevation  of  the  same. 

The  same  parts  are  designated  by  the  same  letters  of  reference  in  both  drawings 


kk,  the  side  framing  of  the  machine,  made  of  strong  rectangular  pieces  of  wood,  connected  together 
at  the  top  by  the  cross  beams  dd,  the  cross  rails  gg,  upon  which  the  four  pieces  hhhh  rest  in  positions 
parallel  to  dd,  and  at  right  angles  to  the  rails  gg.  The  use  of  the  beams  hhhh  is,  besides  affording 
additional  stiffness  to  the  framing,  to  carry  the  four  pedestals  ffff,  in  which  are  the  working  centres 
of  the  feet,  or  beaters  A  A.    Tliese  are  suspended  by  the  legs,  or  pieces  E  E.    From  the  under  side  of 


FULLING-MILL  FOR  CLOTH. 


729 


the  feet,  the  lifters,  or  wipers  B  B  project ;  and  by  means  of  these  the  feet  are  continually  tlirown  back 
by  the  two  pairs  of  wipers  C  C  C  C,  upon  the  common  driving  shaft  I.  The  upright  framing  is  secured 
at  bottom  by  cross  beams,  into  which  the  uprights  h  k  are  mortised ;  and  these  are  bolted  down  usually 
to  a  solid  foundation  of  stone.  11  is  the  rowhead  of  the  receptacle  or  trough  into  which  the  cloth  to  be 
washed  is  ]5ut,  and  in  which  the  beaters  A  A  are  suspended.  The  end  R  of  this  receptacle  is  formed 
of  two  or  more  blocks  of  wood,  commonly  oak,  firmly  jointed  together,  and  is  shaped  internally  into  a 
parabolic  curve,  against  which  the  cloth  is  pressed,  by  the  beaters  A  A,  alternately,  during  the  opera- 
tion of  washing.  By  this  means  the  cloth  is  continually,  but  slowly,  being  turned  round  by  the  action 
of  the  beaters  upon  it.  Water  is  meantmie  supplied  from  the  cistern  a,  which  extends  across  the  back 
of  the  framing,  tiirough  a  series  of  small  holes  pierced  in  the  back  of  the  trough  R,  and  is  let  off  through 
holes  pierced  in  the  bottom  of  the  same.    The  centre  a  is  filled  from  a  well  or  other  reservoir,  by  the 

pipe  P 

•^  *^  1862. 


Tlie  feet  A  A,  as  above  described,  are  worked  by  the  double  wipers  C  C  C  C  on  the  wiper  shaft  ] , 
t'cse  wipen  being  set  pair  and  pair  at  right  angles  to  each  other,  work  the  feet  alternately ;  so  that 
when  one  foot  is  being  caught  by  its  wiper,  tbe'otlier  is  at  that  moment  being  released.  The  feet  thu? 
rise  and  fall  alternately,  and  make  each  two  strokes  during  one  revolution  of  the  shaft  I.  Into  the  heel 
of  each  foot  is  screwed  a  staple  of  iron  m,  which  receives  a  hook-catch  s,  jointed  upon  a  lever,  having 
its  centre  of  motion  at  the  stud  o.  The  use  of  this  arrangement  is  to  keep  up  the  feet  when  the  cloth 
is  being  taken  out  of  the  trough.     This  lever  and  catch  are  represented  separately  by  Fig.  18C3. 

The  wiper  shaft  is  usually  connected  tp  one  of  tlie  main  shafts  of  the  works  by  a  friction  coupling  of 
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some  kind,  for  the  purpose  of  starting  the  machine  with  as  little  shock  as  possible.    An  efficient  auf* 
ehnple  coupling  of  this  sort  is,  however,  still  a  desideratum  in  practical  mechanics. 

In  the  machine  from  which  these 
drawings  were  made,  the  wipei-s  are  of 
cast-iron.  This,  however,  is  not  to  be 
recommended,  as  the  wipers  are  liable 
fo  break  by  concussion  with  the  lifters 
13  B ;  and,  being  cast  pair  and  pair,  in 
one  piece,  they  are  difficult  and  costly 
to  replace.  The  most  approved,  and 
now  the  most  common  mode,  is  to  cast 
strong  centres  which  fit  upon  the  shaft 
T,  and  to  attjich  to  these  malleable  iron 
wipers,  which  are  not  only  less  lia- 
ble to  fracture,  but  are  also  replaced 
with  more  facihty  in  cases  of  failui-e 
from  accident  or  decay.  This  arrange- 
ment is  represented  by  the  annexed 
wood-cuts,  of  which  Fig.  1864  is  an 
elevation,  and  Fig.  1865  a  plan  of  a 
pair  of  the  wipers,  c,  is  the  wiper 
shaft,  upon  which  the  cast-iron  centre 
is  keyed.  This  centre  is  cast  with  two 
flange  pieces  projecting  in  the  plane  of 
the  axis,  and  strengthened  by  feathers 
on  one  side.  These  pieces  are  of  the  same  breadth  as  the  malleable  iron  arms  ab,  ah,  which  arp  to  be 
bolted  to  them  at  a  a. 

FURNACE.  An  enclosed  fireplace  fot  generatbg  great  quantities  of  heat.  Furnaces  are  of  various 
forms,  according  to  the  purposes  to  which  they  are  applied.  In  some  cases  it  is  intensity  of  heat  that 
is  required,  as  in  the  furnaces  for  smelting,  casting,  and  forging  metals,  for  descriptions  of  which  see 
iron,  metallurgy,  <fec.  In  other  cases,  a  steady  temperature  is  to  be  maintained,  as  in  furnaces  for  the 
generation  of  steam.  The  first  object  in  the  erection  of  a  furnace  is  to  procm-e  a  sufficient  supply  of  air 
for  the  support  of  the  combustion  of  the  fuel.  In  most  of  the  former  class  of  cases  air  is  supplied  by 
blowers,  fans,  <fec. ;  in  the  latter,  more  commonly,  but  not  entkely,  the  draft  is  created  by  high  stacks 
of  chimneys. 

Flues. — To  determine  the  area  of  the  flue  and  chimney,  it  must  be  considered  that  15035  cubic  feet 
of  air  are  required  for  the  combustion  of  1  lb.  of  coal.  Of  this  air  44"64:  feet  combine  with  the  gases 
evolved  from  the  coal,  and  105'7l  feet  with  the  solid  portion  of  the  coal.  The  combination  of  the  air 
and  gases  increases  tlieir  volume  1-lOth.  The  44-64  feet  thus  become  49-104  feet.  The  sum  of  105-35 
with  the  carbon  remains  the  same.  The  total  product  of  the  combustion  (without  considering  the  in- 
crease of  volume  resulting  from  raising  the  temperature)  of  1  lb.  of  coal,  is  therefore  105-71  -f-  49-104 
=  154-814  cubic  feet.  Assuming  the  temperature  of  the  furnace  at  1000°  Fahr.,  at  which  aeriform 
bodies  are  expanded  to  about  three  times  their  original  bulk,  the  product  will  be  154-814  X  3  =  464-442 
feet  Adopting  the  result  of  Dr.  lire's  experiments,  viz.  that  the  products  of  combustion  pass  oflf  at  a 
velocity  of  36  feet  per  second,  the  area  to  allow  this  quantity  to  pass  off  in  an  hour  will  be  -516  square 
inch.  In  a  furnace  in  which  1 3  lbs.  are  burnt  per  hour  on  each  square  foot  of  grate,  which  is,  according 
to  Mr.  Parkes,  'the  average  consumption  throughout  England,  the  minimum  area  over  the  bridge,  or  of 
the  flue  immediately  beliind  the  furnace,  would  be  -516  X  13  =  6-709  square  inches.  In  practice,  how- 
ever, as  a  large  surplus  of  air  is  always  admitted,  and  the  exactness  supposed  in  this  calculation  cannoi 
be  secured,  it  is  found  advantageous  to  make  the  area  2  square  inches  instead  of  -516.  This  gives  26 
square  inches  of  area  over  the  bridge  to  every  foot  of  grate  where  1 3  lbs.  of  coal  are  consumed  per  horn 
to  every  foot  of  grate.  As  the  temperature  and  bulk  become  gradually  reduced  in  proportion  to  the 
distance  from  the  fire,  the  area  of  the  flue  towards  the  chimney  may  be  narrowed ;  but  this  should  be 
done  without  awkward  bends  or  sharp  angles. 

Proportions  of  heating,  or  flue  surface  to  size  of  grate. — In  boilers  burning  13  lbs.  per  foot  per  hour, 
1 8  superficial  feet  of  heating  surface  to  each  foot  of  grate  is  a  good  proportion.  This  proportion  omits 
the  bottom  surface  of  flat  flues,  and  from  ^  to  ^  the  surface  in  circular  flues,  as  being  inoperative. 

Chimneys. — The  area  of  the  chimney  should  be  |  that  of  the  opening  over  the  bridge,  viz.  1^  inch 
per  lb.  of  coal  consumed,  or  19  J  inches  for  each  foot  of  fire  surface  burnin"  13  lbs.  per  hour.  But  the 
whole  diminution  of  flue  should  be  made  gradually,  and  not  by  any  sudden  contraction.  A  common 
rule  is,  that  the  minimum  area  of  cliimneys  24  to  30  yards  high,  is  400  square  inches  for  each  20-horse 
power. 

Chimney  at  St.  HoUox's  Chemical  Works,  Glasgow. 

Total  height  from  foundation 447  feet  6  inchea 

Depth  of  foundaUon 16  "  0  « 

Total  height  above  surface  432  "  6  " 

Diameter  at  base 45  "  0  " 

surface 40  "  0  « 

top 13  «  G  " 

Thickness — bottom  3|  bricks,  at  top  1^. 

Interaal  flue  260  feet  high,  and  perfectly  vertical. 
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Circular  chimney  at  Friar''s  Grove  Chemical  Works,  near  Newcastle. 

Extreme  height 254  feet  9  inches. 

Outside  diameter  at  bottom  of  foundation 27      "     6       " 

Inside  diameter  at  bottom  of  foundation 14     "     3      " 

Thickness  24  feet  8  inches 3|  bricks. 

Thickness  107     "                   3 

Thickness 63     "                   2^      " 

Thickness  46     "     6       "      2 

Stone  top  ■ 6     " 

Uniform  taper  of  14  inch  per  yard. 
Foundation,  clay. 

The  temperature  of  the  furnace  and  the  sutrounding  flu^s. — It  is  a  difficulty  of  no  ordinary  descrip- 
tion to  ascertain  with  sufficient  accuracy  the  temperature  of  a  furnace.  In  fact  every  fire  and  every 
furnace  is  continually  changing  its  temperature,  as  well  as  the  nature  of  tlie  volatile  products  as  they 
pass  off  during  the  process  of  combustion.  When  a  furnace  is  charged  with  a  fresh  supply  of  fuel,  its 
temperature  is  lowered,  and  that  from  two  causes  :  first,  by  the  absorption  of  heat  which  the  cold  fuel 
takes  up  when  thrown  upon  the  fire ;  and,  secondly,  by  a  rush  of  cold  air  through  the  open  door  of  the 
furnace.  Attempts  have  been  made  to  remedy  these  evils  by  the  aid  of  machinery  and  continuous 
firing,  but  taking  the  whole  of  the  existing  schemes  into  account,  and  bestowing  upon  them  the  most 
i\ivorable  consideration,  it  is  questionable  whether  they  are  at  all  equal  (either  as  regards  efficiency  or 
economy)  to  the  usual  way  of  working  the  fires  by  hand.  Provided  a  class  of  careful  men  were  trained 
to  certain  fixed  alid  determined  regulations,  and  paid  in  proportion  to  the  saving  effected. 

The  results  of  experiments  obtained  by  Mr.  Houldsworth's  Pyrometer,  indicating  the  mean  tempera- 
ture of  the  flues  in  a  steam  engine  boiler,  and  the  effects  produced  by  the  admission  of  air  through 
regulated  and  permanent  apparatus  behind  the  bridge,  show  that  in  taking  the  quantity  of  water  evap- 
orated by  1  lb.  of  coal  as  the  measure  of  economic  value,  the  mean  of  nearly  the  whole  experiments  is 
as  100  to  112'65,  or  about  \1\  per  cent,  in  favor  of  a  regulated  and  continuous  supply  of  air.  Taking, 
liowever,  the  mean  of  some  of  the  experiments,  and  comparing  it  with  some  of  the  others,  it  will  be 
observed  that  a  much  higher  duty  is  obtained ;  and  having  accomplished  a  maximum,  there  appears  no 
reason  for  doubting  why  it  should  not  be  continued,  and  still  further  advantages  secured  by  a  judicious 
arrangement  of  the  furnace  for  the  admission  of  oxygen  to  the  uninflamed  gases,  which  under  other  cir- 
cumstances would  make  their  escape  into  the  atmosphere  unconsumed.  In  fui-nishing  this  supply  it  is 
not  absolutely  necessary  to  administer  it  immediately  behind  the  bridge,  as  the  same  quantity  of  air 
taken  through  the  grate  bars,  or  in  at  the  furnace  doors,  Avould  nearly  effect  the  same  purpose,  not  only 
as  regards  the  quantity  of  heat  evolved,  but  also  as  respects  the  transparency  of  the  gases  and  the 
consequent  disappearance  of  smoke. 

Mr.  Houldsworth  estimates  the  advantages  gained  by  the  admission  of  air  (when  properly  regulated) 
at  35  per  cent.,  and  when  passed  through  a  fixed  aperture  of  43  square  inches,  at  34  per  cent.  This  is 
a  near  approximation  to  the  mean  of  five  experiments,  which  gives  33^  per  cent.,  which  probably  ap- 
proaches as  near  the  maximum  as  can  be  expected  under  all  the  changes  and  vicissitudes  which  take 
place  in  general  practice. 

In  order  to  ensure  economy  and  effect  in  the  combustion  of  fuel,  a  large  and  copious  supply  of  air. 
must  be  admitted  to  the  furnace,  and  that  in  the  ratio  of  10  volumes  of  air  to  1  of  coal  gas ;  when  thai 
quantity  is  at  its  maximum  or  in  excess,  there  is  no  smoke ;  when  it  is  different,  smoke  is  invariably 
present.  Now  perfect  combustion  is  the  prevention  of  smoke.  It  therefore  follows,  that  in  order  to 
render  the  residue  of  the  products  of  combustion  transparent,  or  "  smokeless,"  a  supply  of  air  amounting 
to  ten  times  that  of  the  gases  evolved  must  be  admitted.  Should  it  exceed  that  quantity  the  effect  will 
not  be  smoke,  but  an  additional  expenditure  of  fuel  to  supply  the  loss  of  heat  which  this  excess  of  air 
would  require  for  absorption,  rarefaction,  &c.  Hence  the  necessity  which  exists  for  power  to  regulate 
the  admission,  if  not  the  exact,  at  least  an  approximate  quantity  of  air.  On  the  other  hand,  should  the 
supply  be  deficient  in  quantity,  (which  is  often  the  case,)  a  dense  volume  of  smoke  is  then  visible,  ac- 
companied with  all  the  defects  and  annoyances  of  imperfect  combustion. 

It  is  difficult  to  determine  the  exact  quantities  of  gas  evolved  from  every  description  of  fuel,  and 
probably  equally  so  to  supply  its  equivalent  of  air ;  but  in  order  to  attain  certainty  in  this  respect,  let 
the  openings  be  made  sufficiently  large,  and  by  a  little  attention  to  the  quality  of  the  fuel  and  quantity 
of  air  required  for  its  combustion,  the  apertures  may  be  contracted  till  such  time  as  a  mean  average 
and  a  close  approximation  to  the  maximum  effect  are  obtained. 

The  concentration  of  heat  is  a  consideration  of  much  importance  in  the  economy  of  the  steam  engine 
and  the  industrial  arts ;  and  much  depends  upon  its  preservatior. 

For  this  purpose  we  should  recommend  the  flues  and  furnaces  of  boilei-s,  and  other  fires,  to  be  closely 
encased  with  good  building  material  adapted  for  the  retention  of  heat,  and  all  steam  boilers  to  be  weii 
(wvered  and  clothed,  so  as  to  prevent  (as  much  as  possible)  the  escape  of  heat  in  that  direction ;  and 
or  steam  engines,  that  all  the  steam  pipes,  cylinders,  &c.,  should  be  closely  enveloped  in  a  thick  coat- 
ing of  felt,  canvas,  or  wood,  and  afterwards  well  painted.  These  precautions  being  taken,  the  eftectr 
will  soon  become  visible  in  a  saving  of  15  to  20  per  cent,  of  fuel. 

The  above  extracts  are  from  Reports  on  English  practice,  and  have  their  application  more  particularly 
to  furnaces  using  bituminous  coal. 

On  the  principle  above  enunciated,  that  in  the  combustion  of  fuel  a  certain  quantity  of  air  is  requisite, 
and  that  either  an  excess  or  deficiency  is  prejudicial  to  proper  and  economic  combustion,  Messrs.  Bar- 
ron and  Brothers,  of  New  York,  have  constructed  their  portable  blast  furnace. 

The  furnace  is  so  arranged  that  all  metals  are  melted  by  it  at  a  less  expense  of  time  and  fuel  than 
by  any  other  fm-nacc. 
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Geld,  silver,  and  copper,  can  be  melted  by  it  in  less  than  ten  minutes.  No.  1  size  -will  melt  from  4 
to  12  ounces  of  gold  with  less  than  one  quart  of  coal ;  No.  2  will  melt  from  50  to  100  ounces  with  two 
quarts  of  coal ;  Nos.  3  and  4  from  100  to  500  ounces. 

Fig.  1866  represents  not  only  the  furnace,  but  also  an  operating  table,  to  which  is  attached  blow- 
pipes, bellows,  <tc. ;  it  forms  a  convenient  stand  for  the  furnace,  but  is  not  necessarily  connected  with  it 

Pig.  1867  represents  a  contrivance  for  supplying  it  with  air  by  a  small  pair  of  bellows  resting  on  a 
table.  P  is  the  bellows,  R  a  block  for  the  support  of  the  nose  of  the  bellows,  to  keep  it  at  a  convenient 
height  and  distance  with  respect  to  the  air-pipe  O.  It  will  be  seen  that  as  the  air  comes  out  of  the 
bellows  in  a  condensed  form,  by  the  time  it  reaches  0  it  begins  to  expand,  and  the  heat  it  abstracts  by 
that  action  is  drawn  from  the  tube  O,  and  not  from  the  fire  in  the  furnace,  at  the  same  time  the  warm 
and  expanded  state  in  which  it  reaches  the  fire,  causes  it  to  be  equally  diffused  through  the  biu-ning 
material,  and  produces  throughout  an  effective  intensity  of  heat. 


.  Fig.  1868  exliibits  a  section  of  the  furnace.    K  is  an  inverted  crucible  on  which  another  crucible  L  is 
placed,  surrounded  by  fuel.     0  is  the  tube  through  which  the  air  is  supplied. 

The  operating  table,  Fig.  1866,  is  not  necessarily  connected  with  the  furnace — nevertheless  its  con- 
veniences deserve  the  consideration  of  the  artisan.  It  is  a  table  covered  with  a  sheet-iron  top,  having 
holes  through  which  are  brought  three  blow-pipes  H  H  H,  supplied  with  air  by  the  bellows  C  under- 
neath, which  is  furnished  with  a  wind  chest  whereby  a  steady  stream  of  air  is  sustained.  Before  the 
blow-pipes  you  can  place  either  fm-naces  F  or  G,  or  spirit  lamp  J,  as  may  be  required.  The  table  and 
furnace  and  spirit  lamp  supply  all  that  is  needful  to  render  the  melting  and  soldering  of  metals  safe  aa 
well  as  easy. 

FURNACE,  Reverberatory.  Figs.  1869  to  1872.  These  Figs,  represent  the  form  and  dimensions  of 
a  most  important  adjunct  to  Nasmyth's  steam  hammer,  which,  with  slight  modifications,  wiU  be  found 
applicable  in  many  stages  of  the  iron  manufacture. 

A  A,  the  hearth  and  building  upon  which  the  fur- 
nace is  erected.  It  is  lined  throughout  with  fire- 
bricks, and  the  hearth  is  formed  at  a  slight  inclination, 
so  that  the  flame  and  heat  may  more  effectually  react 
from  the  arched  roof  upon  the  work  placed  on  it. 

B  B,  the  roof  and  sides  of  the  furnace,  also  formed 
of  fire-bricks.  The  roof  is  arched  throughout  its  en- 
tire length,  in  order  that  the  heat  may  be  reflected 
and  concentrated  upon  the  work  placed  on  the  hearth. 

C  C,  the  sheet-iron  sides  of  the  furnace,  by  which 
the  brick- work  is  secured  and  retained  in  its  proper 
form. 

D  D,  the  end  plates  for  binding  the  side  plates  to- 
gether. Instead  of  being  riveted  to  the  side  plates, 
they  are  secured  by  bolts  and  nuts,  so  that  the  whole 
structure  may  be  easily  taken  asunder  when  it  is 
necessary  to  rebuild  the  furnace. 

E,  the  ash-pit. 

F  F,  cross  Dearers  of  wrought-iron  for  supporting 
the  furnace  bars  a  a  a.  The  ends  of  the  bearers  rest 
in  small  cast-iron  brackets  b  b,  secured  to  the  sides  of 
the  ash-pit. 

G,  the  passage  to  the  chimney,  formed  in  continuation  of  the  arch  of  the  roof 

H  H,  the  chimney,  constructed  internally  and  throughout  its  entire  height,  of  fire-bricks, 

1 1,  corner  pieces  of  ordinary  bricks  built  upon  the  angles  of  the  interior  chimney  for  the  purpose  ot 
giving  stability  to  the  whole  structure,  which  is  further  bound  together  by  bolts  ddd  passing  through 
the  small  cast-iron  pieces  ccc. 

J  J,  cast-iron  sole  plate  for  supporting  the  brick  work  of  the  chinmey,  and  which  is  itself  supported  hy 
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K  K,  four  strong  cast-iron  columns  resting  on  a  solid  foundation  of  jnason-work. 

L,  the  stoke-hole,  through  -which  the  fuel  is  introduced  into  the  furnace.  The  mouth  of  this  stoke- 
hole is  so  constructed  as  to  admit  of  its  being  stopped  with  a  piece  of  coal  when  the  furnace  is  in  full 
operation, 

M,  a  small  square  aperture  in  the  side  of  the  furnace  by  wliich  the  attendant  is  enabled  to  inspect 
the  state  of  the  furnace  without  interrupting  the  progress  of  the  work.  It  may  be  stopped  with  a 
single  brick. 

N  N,  the  main  openings  into  the  furnace,  through  which  the  shaft  or  other  work  to  be  heated  is 
passed. 

0,  the  sliding  door  by  which  the  aperture  N  is  guarded.  It  consists  of  a  square  cast-iron  frame, 
lined  internally  with  fire-bricks,  and  fitted  to  slide  vertically  between  guides  of  angle  iron.  ^ 

P  P,  levers  working  upon  the  cast-iron  brackets  Q  Q,  surmounting  the  furnace.  They  are  loaded  at 
the  outer  ends  with  counter- weiglits,  and  attached  by  short  (ronnecting  rods  to  the  doors  00,  so  as  to 
enable  the  stoker  to  raise  or  lower  the  latter  with  the  utmost  facility. 

R,  a  register  or  damper  surmounting  the  chimney,  for  the  purpose  of  regulating  the  draught  of  tlie 
furnace.  It  is  brought  witliin  the  command  of  the  attendant  workman  by  means  of  a  long  chain  or 
wire  e  e,  depending  from  the  lever  upon  Avhich  it  is  hung. 

FURNACES,  Hot-air.    See  Warming. 

FURNACE.     Ovens,  and  machinery  used  for  making  bread. 

Fig.  1873  represents  a  front  view  of  a  bread  machine  recently  erected  in  Glasgow,  under  Messrs. 


itobinson  and  Lee's  patent    One  ton  and  a  half  of  loaf  bread,  or  a  ton  of  biscait,  is  produced  by  tliw 
inveotion  hourly,  witliout  tlio  intervention  of  human  labor  in  any  stage,  although  the  machine  itselt 
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•iccupies  less  tlian  a  square  yard  of  space.  It  is  well  known  that  t'iie  process  of  setting  the  sponge,  in 
the  common  mode  of  bread-making,  consumes  a  considerable  period  of  time,  and  occasions  great  waste 
of  the  nutritive  quahties  of  the  flour.  The  patentees  of  tliis  macliine  state  that  they  prevent  both  these 
losses  by  tiie  use  of  carbonated  water,  which  c,\n  be  very  cheaply  prepared ;  but  the  machine  is  equally 
adopted  for  those  who  prefer  yeast  in  the  manufacture  of  bread.    By  a  very  simple  but  ingenious  pro 


cei;s,  the  liquid  and  flour  are  made  to  fall  together  in  due  proportions  upon  a  cone  A,  which  partially 
mixes  and  conveys  them  into  the  kneading  trough  B,  whence  the  dough  is  forced  out  at  an  aperture  C, 
and  cut  off  by  an  eccentric  knife  D  in  the  precise  quantities  wished.  Falling  upon  a  roller  E,  these 
pieces  are  carried  by  the  same  machinery  through  a  moulding  tube  F,  and  thence  into  the  oven,  Figs. 
18*74:  and  1875  ;  where  the  steam  by  which  the  whole  concern  has  been  kept  moving  is,  after  passing 
through  a  red-hot  coiled  pipe  in  the  furnace,  Fig.  1876,  applied  in  direct  contact  with  the  batch,  and 
produces  a  very  pure  crust.  The  heat,  too,  is  both  indicated  and  regulated  by  a  self  acting  pyrometer, 
whereby  the  baker  can  assure  his  batch  against  being  either  burned  or  slack  baked. 

FUSE,  for  blasting.  In  this  country  the  "  safety  fuse"  is  most  generally  employed.  It  consists  of  a 
cotton  tube  filled  with  powder,  wound  with  tarred  thread  or  twine,  and  a  coat  of  tar  is  then  applied  on 
the  outside.  The  whole  forms  a  cord  of  about  3-1 6th  of  an  inch  in  diameter,  so  hard  and  firm  in  its  . 
texture  as  to  resist  the  action  of  tamping.  It  is  impervious  to  water,  and  burns  regularly  at  a  rate  of 
about  2|  feet  per  minute.  An  improvement  on  the  safety  fuse  has  been  patented,  namely,  the  introduc- 
tion of  a  thread  in  the  centre  of  powder  to  ensure  its  continuity,  and  prevent  any  chance  of  a  miss-fire. 
Powder  hose  is  sometimes  used  in  England,  made  of  strips  of  linen  or  cotton  cloth  sown  together,  a.  id 
filled  with  powder ;  these,  when  full,  vary  from  half  inch  to  an  inch  in  diameter.  The  hose  is  inclosed 
between  two  hollowed  strips  of  wood,  where  it  would  not  be  damaged  by  the  tamping,  and  a  piece  of 
port  fire  is  attached  to  the  match  end,  to  afford  time  to  the  blaster  to  escape  before  the  charge  is  ex- 
ploded. 

FUSEE,  in  clock-work,  is  a  mechanical  contrivance  for  equalizing  the  power  of  the  main-spring  of  a 
watch ;  for  as  the  action  of  a  spring  varies  with  its  distance  from  the  quiescent  position,  the  power 
derived  from  the  force  of  a  spring  requires  to  be  modified  according  to  the  circumstances,  before  it  can 
become  a  proper  substitute  for  a  uniform  weight,  which  is  what  it  is  intended  to  supply.  In  order, 
therefore,  to  correct  this  irregular  action  of  the  spring,  the  fusee  F,  Fig. 
1877,  on  which  the  chain  or  catgut  acts,  is  made  somewhat  conical,  so  ffl        1877. 

that  its  radius  at  every  point  may  correspond  with  the  strength  of  the  .     >•'-  ,  ,!  _ 

spring,  being  greater  and  greater  as  the  action  of  the  spring  becomes  ,J1 

more  and  more  weakened  by  unbending.     If  the  action  of  the  spring  di-      ■^J      __,i_,    _.., '^m 

minished  equally,  the  fusee  would  then  require_  a  perfect  conical  figure ;       ji' ' '  'jj'""^"'  -'         f" 

but  the  decrease  of  the  power  of  the  spring  does  not  follow  that  uniform 

law,  and,  in  consequence,  the  figure  of  the  fusee  deviates  from  the  form  which  it  would  otherwise  take, 

and  becomes  a  solid,  generated  by  the  revolution  of  an  equilateral  hyperbola  about  its  asymptote.     See 

"Watches. 

FUSIBLE  METAL,  consisting  of  8  parts  of  bismuth,  5  of  lead,  and  3  of  tin ;  it  melts  at  the  heat 
of  boiling  water,  or  212°  Fahr.  By  the  addition  of  a  very  little  mercury  it  becomes  still  more  fusible, 
and  is  used  for  certain  anatomical  injections,  and  for  the  filling  of  caiious  teeth. 

FUTTOCK,  or  ship  timber  converting  machine.  We  are  glad  to  have  it  in  our  power  to  lay  before 
our  readers  a  set  of  engravings  of  the  machinery  of  Mr.  J.  Webster  Cochran,  of  New  York,  for  sawing 
Futtocks  and  other  timber  used  in  ship  building.  We  exhibit  this  machine  not  merely  as  described  in 
his  English  specifications,  but  as  it  has  been  since  improved  in  many  important  particulars.  We  shall 
lake  the  specification  for  the  groundwork  of  our  description,  and  deviate  from  it  only  when  this  may 
be  rendered  necessary  by  tlie  modifications  introduced  by  the  inventor. 

Fig  1878  is  a  front  or  end  elevation  of  the  machine.  Fig.  1879  is  a  side  elevation.  Fig.  1880  a  plan. 
Fig.  1881  is  a  transverse  section  through  the  chuck-plate  wheel;  and  Fig.  1882  is  a  detached  view  of 
part  of  the  steam  machinery. 

AAA  are  the  stationary  framing  or  sills  upon  which  the  sliding  carriage  of  the  mill  is  mounted. 
They  are  firmly  fixed,  in  the  usual  way,  upon  the  ground,  or  upon  masonry  in  the  building  in  which  the 
mill  is  intended  to  be  placed.     Two  longitudinal  rail  plates  a  a,  of  the  usual  description,  having  V  edges- 
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on  their  upper  sides,  are  securely  fixed  upon  the  horizontal  longitudinal  sills  or  beams  of  the  framing, 
and  upon  the  V  edges  of  these  rail  plates  the  shding  carriage  moves  in  the  usual  way,  for  the  purpose 
of  advancing  any  piece  of  wood  wliich  it  may  carry  up  to  the  saw  or  saws,  in  order  that  it  may  be  cut 
into  the  required  shape  or  shapes. 

The  sliding  carriage  in  or  upon  which  is  to  be  placed  any  log  or  piece  of  wood  intended  to  be  cut, 
consists  of  two  longitudinal  bars  B  B,  (which  form  the  base  of  the  carriage,)  placed  parallel  to  each 
other,  and  braced  togetlier  into  the  form  of  a  rectangular  frame  by  the  transverse  rod  b,  and  the  head 
lilock  or  plate  C  C. 


The  under  sides  of  the  longitudinal  bar  B  B  have  each  a  longitudinal  groove  extending  the  whoie 
length  of  the  carriage,  and  fitted  to  the  V  ddges  of  the  raU  plates  a  a,  so  that  tlie  carriage  may  slide 
easily  and  securely  along  the  ordinary  way. 

There  are  also  on  the  under  sides  of  the  longitudinal  bars  B  B  two  toothed  racks,  extending  along  tlie 
whole  length  of  the  carriage.  These  racks  are  placed  parallel  witli  the  grooves  before  mentioned,  and 
80  that  a  pair  of  pinions  h  k'  maj,  when  a  piece  of  timber  is  to  be  cut,  move  the  carriage  along  upon 
die  rail  plates  a  a,  by  means  of  trains  of  wneels  connectpd  with  the  pinions.    And  when  the  piece  of 
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timber  has  been  cut,  the  machinery  may  be  thrown  out  of  geer,  and  the  sliding  carriage  moved  back  by 
any  of  several  well  known  meaps. 

llie  sliding  carriage  is  kept  down  in  its  proper  position  by  two  friction  rollers  1^  1^,  one  on  each  side, 
which  have  their  edges  fitted  to  the  V  rails  which  run  along  the  upper  sides  of  the  sHding  carnage,  as 
after  mentioned.  Each  of  these  rollers  is  attached  to  the  inside  of  one  of  the  standards  or  fender  posts 
J  J,  (within  which  the  sawgate  works  immediately  above  the  sliding  carriage.) 

Upon  the  head  block  C  0  is  mounted  the  poppet  head  c  c,  whicii  is  made  capable  of  being  moved 
laterally  in  a  dovetailed  groove,  for  the  purposes  of  adjustment.  In  this  poppet  liead  is  an  axle,  which 
carries  the  chuck  plate  D,  and  this  chuck  plate  is  made  capable  of  turning  freely  upon  its  axis.  This 
chuck  plate  has  a  dovetailed  groove  extending  across  the  face  of  it,  and  having  fitted  into  it  the  foot  oi 
the  jaws  or  clips  dd,  the  lower  of  which  is  made  fixed  and  the  other  movable. 

The  movable  jaw  is  kept  in  its  place  by  two  bolts,  and  by  a  nut ;  upon  one  of  these  bolts  it  may  be 
screwed  towards  the  other  jaw,  for  the  purpose  of  holding  one  end  of  a  log  of  wood  or  piece  of  timber 
firmly  in  the  carriage.  And  the  lower  or  fixed  jaw,  or  clip,  must  be  mounted  in  such  a  way  that  the  inner 
surface  will  at  all  times  coincide  with  an  imaginary  line  drawn  across  the  face  of  the  chuck  plate  D,  and 
tlirough  the  centre  of  the  axis  thereof.  These  jaws  or  clips  may,  by  means  of  the  screw  shaft  g,  be 
moved  across  the  face  of  the  chuck  plate  in  either  direction,  as  may  be  required  for  the  purpose  of  balan- 
cing a  log  or  piece  of  wood,  which  is  to  be  held  between  the  chuck  plates  whilst  it  is  being  cut. 

The  head  block  E  E  is  mounted  upon  the  side  bars  B  B  of  the  sliding  carriage.  Along  the  tops  of  the 
side  bars  B  B  are  V  edges,  and  under  and  across  tlie  ends  of  the  head  block  E  E,  are  grooves  to  receive 
the  last  mentioned  V  edges,  so  that  the  head  block  E  E,  when  placed  across  the  sliding  carriage,  with 
its  grooves  upon  the  same  V  edges,  may  slide  easily  along,  above,  or  upon  the  tops  of  tlie  sliding  car- 
riage, in  the  direction  which  may  be  required  for  the  purpose  of  adjustment,  according  to  the  length  of 
the  log  or  piece  of  timber  to  be  cut. 

Tlie  head  block  E  E  has  motion  given  to  it  (along  the  carriage)  by  means  of  a  pair  of  pinions,  wliich 
are  fixed  upon  a  transverse  sliaft  under  tlie  head  block,  and  which  serve  the  purpose  of  keeping  tlie 
head  block  down  in  its  proper  position  on  the  carriage.  This  transverse  shaft  forms  the  axis  of  each  ol 
the  last  mentioned  pinions,  and  the  bearings  of  the  shaft  (in  which  it  is  made  to  turn  by  means  of  a 
hand  wheel,  handle,  or  other  convenient  means)  are  fastened  to  the  under  side  of  the  head  block  E  E. 
The  last  mentioned  pinions  are  placed  in  such  a  position  that  the  teeth  of  these  pinions  take  into  the 
teeth  of  the  toothed  rack,  which  is  placed  upon  the  under  sides  of  the  longitudinal  bars  B  B,  as  before 
mentioned ;  and  as  the  pinions  are  turned  round  in. the  one  direction  or  the  other,  the  head  block  E  E 
will  be  moved  towards  the  one  end  of  the  sliding  frame  or  the  other. 

Upon  the  head  block  E  E  is  mounted  a  puppet  head  e  e,  which  is  made  capable  of  being  moved  lat- 
erally in  a  dovetailed  groove,  for  the  purpose  of  adjustment,  in  like  manner  as  the  poppet  head  c  c,  on 
the  head  block  C  C.  In  this  poppet  head  e  e  is  an  a.xle,  which  carries  a  toothed  wheel  K,  to  which  is 
attached  the  chuck  plate  F,  and  this  wheel  with  the  chuck  plate  is  made  capable  of  tmiiing  upon  its  axis. 
This  chuck  plate  has  a  dovetailed  groove  extending  across  the  face  of  it,  and  having  fitted  into  it  the 
foot  of  the  adjustable  jaws  or  clips  //,  which  are  intended  to  hold  the  other  end  of  the  log  of  wood  or 
piece  of  timber  placed  in  the  sliding  carriage  to  be  cut.  These  jaws  or  clips  are  constructed  and 
mounted  in  or  upon  the  chuck  plate  F,  in  like  manner  as  the  jaws  or  clips  d  d,  which  are  mounted  in  or 
upon  the  chuck  plate  D  D. 

The  fixed  and  movable  jaws  of  the  clips  may  be  made  also  with  quadrant  slots,  in  order  that  the 
movable  jaw  or  clip  may  be  capable  of  being  turned  to  one  side  or  the  other,  so  as  the  better  to  grasp 
and  hold  the  end  of  any  irregularly  formed  end  of  a  piece  of  timber. 

In  each  of  these  figures  there  is  represented  a  log  or  piece  of  timber  m  7n,  lield  in  the  sliding  carriage 
by  means  of  the  jaws  or  clips,  showing  its  appearance  after  it  has  been  submitted  to  tlie  action  of  the 
saws,  and  had  two  of  its  sides  cut  so  as  to  make  it  externally  of  the  required  shape. 

To  place  a  log  or  piece  of  timber  in  the  sliding  carriage  in  a  proper  position  for  being  cut,  one  end  of 
it  must  be  placed  between  the  jaws  or  clips  of  the  chuck  plate  D,  which  is  mounted  on  the  fixed  head 
block  c  c,  and  the  movable  head  block  E  E  being  then  moved  to  a  proper  position  for  enabling  tlie  jaws 
or  clips  of  the  chuck  plate  F  to  receive  the  other  end  of  tlie  log  or  piece  of  timber,  that  end  of  the  log 
or  piece  must  then  be  placed  between  those  joints  or  clips.  The  nut  of  the  screw  bolt  of  each  pair  of 
jaws  or  clips  is  then  to  be  turned  so  as  to  bring  the  movable  jaw  or  clip  down  upon  the  log  and  hold  it 
securely. 

In  the  place  of  the  roller,  which  is  ordinarily  used  in  sawing  mills  or  machines,  for  the  purposes  of 
supporting  a  log  or  piece  of  wood,  at  an  intermediate  point  between  the  ends,  and  near  to  the  saws  of 
the  mill,  an  oscillating  cylindrical  roller  is  used,  or  a  roller  having  its  axis  capable  of  being  deflected 
from  a  horizontal  position. 

This  roller  support  is  placed  at  a  position  as  near  as  conveniently  may  be  to  the  saws  of  the  mill, 
and  in  front  thereof,  and  must  be  mdependent  of,  and  separate  from,  but  within  the  frame  of  the  sliding 
carriage.  This  roller,  and  the  machinery  connected  therewith,  may  be  supported  by  any  framing,  or 
other  convenient  means,  upon  the  ground,  or  in  connection  with  the  stationary  framing  of  the  mill. 

G,  Fig.  1878,  represents  a  cylindrical  iron  roller  mounted  upon  an  axle  in  an  oscillating  segment 
piece  H.  This  segment  piece  is  supported  by  an  axle,  stud,  or  trunnion,  at  each  side  thereof,  which  is 
mounted  in  the  frame  H ;  these  axle  studs  being  placed  at  right  angles  with  the  axle  of  the  roller. 

The  segment  piece  H  has  the  semicircular  edge  thereof  toothed,  so  as  to  take  into  the  threads  of  the 
endless  screw  L,  a^d  the  segment  piece  is  held  down  by  a  quadrant  slot  in  the  segment  piece,  and 
working  on  a  pin  or  pins  in  the  frame  I,  so  as  to  allow  of  the  oscillation  of  the  segment  piece  for  the 
purpose  of  varying  the  deflection  of  the  axis  of  the  roller  G,  in  any  manner  which  may  be  required. 

The  quadrant  slot  is  to  be  made  of  a  sufficient  length  to  allow  of  the  deflection  of  the  roller  support 
to  any  extent  which  may  be  requisite. 

Each  side  of  the  frame  II  is  fitted  within  two  upright  supporters  t** »**,  the  sides  of  the  frames 
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having  longitudinal  grooves  or  slote  to  receive  the  ends  of  pins  to  be  driven  through  the  uprights  into 
the  grooves,  so  as  to  keep  the  frame  1 1  securely  within  its  two  uprights,  and  yet  allow  it  to  be  varied 
or  depressed  as  may  be  required. 

The  frame  1 1  is  supported  by  two  jack  screws  4,  4,  wliich  are  threaded  into  the  lower  part  of  the 
frame  1 1,  and  the  shoulders  of  these  screws  work  against  a  stationary  rail  or  bar  I*,  which  is  tirmly 
fixed  to  the  stationary  framing,  or  foundation  of  the  milL 

The  lower  ends  of  the  jack  screws  are  furnished  with  bevel  wheels  3,  3,  which  respectively  take  into 
two  bevel  wheels  2,  2;  and  the  bevel  wheels  2,  2,  are  fixed  upon  a  transverse  shaft  1,  wliich  may  be 
turned  by  a  handle  or  other  convenient  means.  By  turning  the  shaft  1,  the  bevel  wheels  will  be  put 
in  motion  and  the  jack  screws  turned,  and  as  these  screws  are  turned  the  one  way  or  the  other,  the 
frame  1 1  may  be  raised  or  lowered  as  may  be  desired.  By  these  means  the  frame  1 1,  and  the  roller 
G,  may  be  lowered  so  as  to  remove  the  roller  G  out  of  the  way  when  desirable  so  to  do ;  and  by  rais- 
ing the  frame  1 1  and  the  roller  G,  the  roller  may  be  elevated  in  such  a  way  as  to  form  an  intermediate 
support  to  a  log  or  piece  of  wood  whilst  the  saws  are  cutting  it. 

If  the  pieces  of  wood  intended  to  be  cut  in  a  mill,  should  happen  to  be  of  such  a  description  that  they 
will  not  be  held  sufficiently  steady  during  the  operation  of  sawing  by  one  intermediate  roller  support, 
such  as  before  described,  the  same  mill  may  be  constructed  with  au  additional  oscillating  roller  support, 
(similar  to  that  before  described,)  and  capable  of  being  raided  aud  lowered  as  before  mentioned,  and 
such  additional  oscillating  roller  support  may  be  placed  behind  the  vertical  saws,  or  in  any  other  posi- 
tion which  may  be  found  desirable,  for  the  farther  or  better  supporting  the  pieces  of  wood  to  be  cut  in 
the  mill. 

Pieces  of  wood  for  shipbuilding,  and  for  various  other  purposes,  frequently  require  to  be  cut  into  irre- 
gular shapes,  and  for  the  purpose  of  preparhig  such  pieces  of  wood  of  the  desired  shapes,  it  is  often  ne- 
cessary that  one  or  more  of  the  surfaces  thereof  should  be  cut  with  a  varying  bevel  or  surface,  or  with 
a  surface  cut  in  a  twisting  or  winding  manner,  the  bevel  or  direction  of  a  cut,  or  cuts,  constantly  varj'- 
ing,  either  regularly  or  irregularly,  in  one  or  more  than  one  direction  as  the  cutting  proceeds. 

The  saws  of  a  vertical  saw-mill  cannot,  as  such  mills  are  usually  constructed,  be  moved  out  of  their 
perpendicular  position,  to  either  the  one  side  or  the  other  for  the  purpose  of  varying  the  bevel  or  surface 
of  a  log,  or  piece  of  timber,  which"  they  are  cutting. 

This  object  may,  however,  be  attained  by  giadually  turning  a  log,  or  piece  of  timber,  which  has  been 
placed  in  a  mill  to  be  cut  in  the  requisite  direction,  or  directions,  as  the  operation  of  sawing  proceeds. 

For  the  purpose  of  being  enabled  to  turn  a  log,  or  piece  of  wood,  during  the  cutting  thereof,  this  im- 
proved sawing  machine  is  constructed  witli  revolving  chuck  plates  and  oscillating  segment  pieces,  with 
roller  support,  or  supports,  as  before  described. 

These  chucks  and  the  intermediate  roller  support,  or  supports,  may  be  turned  in  the  manner  required 
by  the  hand,  or  by  any  convenient  machinery  efiecting  that  object,  such  as  that  now  about  to  be  described. 

The  teeth  of  the  wheel  K,  behind  the  chuck  plate  F,  take  into  an  endless  screw  L,  as  shown  in  Fig. 
1881,  which  is  fixed  upon  a  transverse  shaft  K',  and  in  like  manner  the  teeth  of  the  oscillating  segment 
piece  H  take  into  the  endless  screw  TJ.  The  chuck  plate  D  may,  if  it  should  be  thought  desirable,  be 
furnished  wRh  a  rim  of  teeth  taking  into  an  endless  screw  in  like  manner ;  but  a  machme  will  work 
sufficiently  well  for  all  ordinary  purposes  witliout  this  addition  to  tlie  machine  as  represented  in  the 
figures. 

When  a  log  or  piece  of  wood  has  been  placed  with  its  ends  in  the  jaws  or  clips  of  the  turning  chuck 
plates,  the  roller  support  G  must  be  raised  until  the  upper  surface  thereof  comes  in  contact  with  the 
log ;  and  the  mill  or  machinery  must  be  put  into  geer  in  such  a  way  that  the  direction  and  degree  of 
the  inclination  (if  any)  of  the  axis  of  the  roller  support  G  to  the  horizon  must  at  all  times  be  the  same 
as  that  (if  any)  of  the  face  of  the  fixed  jaw  or  clip  of  the  chuck  plate  F. 

The  chuck  plate  F,  and  the  segment  piece  H,  must  at  all  times  be  turned  together  in  the  same 
direction,  and  m  the  same  degree,  or  with  the  same  speed ;  and  the  chuck  plate  D  being  left  free  to  turn 
upon  its  axis,  will  be  turned  as  the  log  or  piece  of  wood  may  be  turned. 

Upon  the  end  of  the  driving  shaft  K',  of  the  endless  screw  taking  into  the  teeth  of  the  chuck  wheel 
K,  is  fixed  a  bevel  wheel  K^  taking  into  another  bevel  wheel  K*  upon  the  driving  shaft  y,  which  last  men- 
tioned wheel  is  prevented  from  turning  upon  the  shaft  by  means  of  a  feather  or  key  in  the  boss  of  the 
wheel,  which  takes  into  a  groove  along  one  side  of  the  shaft  y.  For  the  purpose  of  preventing  the 
shaft  y  from  springing,  and  also  for  keeping  the  bevel  wheel  K*  in  geer  with  the  other  bevel  wheel  K', 
a  collar  K'  is  fatted  upon  the  boss  of  tlie  bevel  wheel  K*,  (within  which  collar  the  boss  of  the  wheel 
turns  freely ;)  and  the  collar  is  attached  by  its  arm  to  the  under  side  of  the  head  block  E. 

The  boss  of  the  wheel  K*  is  kejjt  in  its  place  witliin  the  collar  K*  by  a  narrow  collar  fastened  upon 
the  outer  end  of  the  boss  by  a  set  screw. 

And  as  the  head  block  E  on  the  sliding  carriage,  with  the  same  head  block,  is  moved  along  in  either 
direction,  the  bevel  wheel  K*  which  the  shaft  y  turns  Avill  be  moved  along  at  the  same  time,  and  kept 
in  geer  with  the  other  bevel  wheel  K',  with  which  it  is  intended  to  work. 

'File  driving  shaft  K"  has  its  bearings  in  the  movable  frame  1 1,  with  which  it  must  rise  and  fall. 
One  end  of  this  driving  shaft  passes  tlirough  its  bearings  in  one  side  of  the  frame  1 1,  and  througli  the 
next  adjoining  upright  i**,  in  which  a  slot  is  cut,  so  that  the  shaft  K'  may  pass  up  and  down  within 
the  slot,  as  the  frame  1 1  rises  and  falls.  The  shaft  K"  has  its  outer  end  fitted  into  a  hole  or  bush  in 
the  collar  upon  the  boss  of  the  wheel,  so  that  the  collar  must  be  raised  or  lowered  in  like  manner  as  the 
end  of  the  a.vle  which  works  within  the  same  bush  or  hole. 

Upon  or  near  to  the  end  of  the  shaft  K^  wliich  is  next  to  the  collar,  is  fixed  a  bevel  wheel,  whioh 
takes  into  anather  similar  bovel  wheel  ITie  bevel  wheel,  with  its  long  boss  below  it,  is  placed  upon  au 
upright  driving  shaft,  wliicli  lias  a  groove  or  key-way  cut  along  one  side  of  it,  to  receive  a  feather 
placed  in  the  inside  of  tiio  boss  of  the  bevel  wheel,  which  is  made  to  move  freely  up  and  down  withic 
the  CTOove. 
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The  bevel  wheel  and  its  boss  move  freely  up  and  down  upon  the  shaft,  and  the  boss  of  the  bevei 
wheel,  which  turns  freely  within  the  collar,  is  kept  securely  within  that  collar  by  means  of  a  narrow 
collar  fastened  upon  the  end  of  the  boss  by  a  set  screw,  in  the  usual  manner.  The  bevel  wheels  ar9 
thus  at  all  times  kept  in  geer  with  each  other. 

The  shaft  has  its  bearings  at  the  foot  in  a  socket  or  step,  and  at  the  top  in  a  bracket,  as  shown. 

Upon  the  top  of  the  shaft  is  fixed  a  bevel  wheel,  which  takes  into  another  bevel  wheel  fixed  upot 
the  shaft  y. 

The  boss  of  the  bevel  wheel  n*  is  made  to  move  in  a  bearing  or  bush  at  one  end  of  a  bracket  or  arm, 
within  which  the  boss  turns  freely,  and  the  bracket  or  arm  is  fixed  to  the  frame  I*,  and  by  these 
means  the  shaft  y  is  kept  steady,  and  in  its  proper  position  whilst  in  motion. 

When  the  driving  shaft  y  is  left  at  rest,  the  movable  chuck  plate  F,  and  the  segment  piece  H,  with 
the  roller  G,  will  also  be  left  in  a  state  of  rest ;  that  is,  they  will  not  be  turned  either  to  one  side  or 
tlie  other  of  the  machine.  And  when  it  is  unnecessary  that  a  log  or  piece  of  timber  should  be  turned  in 
either  direction  during  the  process  of  cutting,  for  the  purpose  of  producing  a  piece  of  wood  of  the  in- 
tended shape,  then  the  chuck  plates  and  roller  support  are  to  be  left  in  a  state  of  rest ;  and  if  the  chuck 
plates  and  roller  support  are  turned  by  machinery,  as  shown  in  the  figures,  then  also  the  driving  shaft  y, 
and  all  the  machinery  connected  therewith  and  before  described,  are  to  be  left  in  a  state  of  rest. 

But  when  it  is  necessary  that  a  log  or  piece  of  timber  should  be  turned  during  the  process  of  cutting, 
then  that  may  be  done  by  hand,  as  before  mentioned ;  or  if  the  machine  be  such  as  before  described, 
tlien  motion  is  to  be  given  to  the  shaft  y,  and  such  motion  regulated  and  (when  necessary)  accelerated 
or  retarded  by  the  machinery  next  to  be  described.  And  whenever  motion  is  given  by  means  of  the 
driving  shaft  y  to  the  transverse  driving  shaft  K',  and  the  movable  chuck  plate  F,  a  similar  motion 
will,  by  means  of  the  train  of  wheels  before  described,  be  also  communicated  to  the  transverse  driving 
shaft  K^,  and  the  segment  piece  H,  carrying  the  roller  support  G. 

To  show  more  clearly  the  mode  in  which  the  saws  are  mounted  and  worked,  we  have  given  in  Fig. 
18821^  a  front  elevation  of  the  machine,  with  all  the  parts  removed  that  have  no  relation  to  this  branch  of 
the  ir)vention,  and  also  in  Figs.  1883,  1884,  1885,  1886,  1887,  and  1888,  1889,  some  of  the  more  im- 
portant of  the  minor  details.  Although  any  required  number  can  be  used  at  the  same  time,  the  saw- 
gate  is  represented  as  fitted  with  two  saw  blades  with  their  respective  shackles  and  sliding  frames ; 
but  as  both  saws  are  actuated  by  precisely  similar  means,  we  shall,  for  the  sake  of  greater  distinctness, 
confine  ourselves  to  describing  the  parts  belonging  to  one  saw  blade  only. 

Tlie  sawgate  M  M  consists  of  two  top  and  bottom  rails  C  C,  which  are  connected  together  by  the 
upright  rods  N  N,  to  the  lower  end  of  which  are  jointed  the  rods  by  which  motion  is  communicated  to 
the  gate  from  the  cranks  of  the  main  driving  shaft.  The  saw  blade  I  is  attached  at  the  top  and  bottom 
to  two  cylindrical  axes  G  G,  which  are  separately  represented  along  with  the  parts  peculiar  thereto  in 
Figs.  1883, 1884, 1885, 1886 ;  Figs.  1883, 1884, 1885,  being  side  elevations,  and  Fig.  1884  a  cross  section  on 
the  line  E  F  of  Fig.  1886.  The  axes  G  G  are  lioUowed  out  in  the  centre  from  a  to  b,  as  represented  in 
the  cross  section.  Fig.  1884,  and  fit  by  means  of  the  parts  so  hollowed  out  upon  the  projecting  pieces 
H  H,  which  form  the  extreme  ends  of  the  top  plates  of  tlie  shackles  1 1.  The  form  of  these  projections 
H  H  is  shown  separately  in  Fig.  1887,  which  is  a  plan  of  the  top  plate  of  the  shackles.  AVhen  the  axes 
Qt  G  are  fitted  upon  H  H,  and  the  saw  connected  to  them  by  the  pins  c  c,  the  saw  blade  is  brought  to 
the  proper  degree  of  tension  by  means  of  the  top  screws  X*  X*.  The  points  of  these  screws,  which  are 
conical  and  made  of  hardened  steel,  take  into  hollows  formed  in  the  pieces  H  H,  so  that  the  saw  blade 
has  thus,  in  so  far  as  respects  the  screws  by  which  it  is  stretched,  perfect  liberty  to  turn  round  in  any 
direction,  the  friction  of  the  bearing  parts  presenting  a  very  trifling  obstacle  to  its  rotation.  The  saw 
is,  however,  limited  at  the  same  time  in  respect  of  angular  motion  by  the  sides  of  the  recesses  formed 
in  the  axes  G  G,  and  the  neck  which  connects  the  bearing  points  H  H  of  the  shackles  1 1 ;  the  range 
allowed  to  the  saw  by  the  parts  just  described  being  still  sufiiciently  extensive  for  all  practical  pur- 
poses. (It  may  be  turned  till  it  stands  at  an  angle  of  45  degrees,  or  even  a  greater  angle,  witli  the 
central  line  of  tlie  sliding  carriage  upon  which  the  wood  to  be  cut  is  placed.)  It  is  to  be  observed,  that 
when  the  saw  is  stretched,  the  points  of  resistance  to  its  tension  are  not  the  rails  of  the  sawgate ;  for 
the  strain  falls  entirely  upon  the  shackles  or  buckles  1 1,,  which,  together  with  the  rods  L  and  M,  form  a 
frame  complete  in  itself,  which  fits  accurately  into  and  slides  upon  the  sawgate.  By  this  improved 
method  of  mounting  the  saw,  great  facilities  are  obtained  for  connecting  and  disconnecting  it  from  the 
frames,  while  the  friction  of  the  bearing  points  being  reduced  to  a  veiy  small  amount,  the  workman  is 
enabled  to  direct  the  course  of  the  saw  in  any  intended  line  with  great  precision  and  ease. 

On  the  rod  or  strut  L  tliere  is  closely  fitted  a  hollow  shaft  or  tube  0°,  two  ends  of  which  bear  against 
the  top  and  bottom  sliackles  1 1.  So  that  by  this  means  it  is  prevented  from  moving  in  a  longitudinal 
direction  upon  the  rod  L,  but  is  still  left  free  to  be  turned  round  upon  it,  as  on  an  axis.  To  the  upper 
and  lower  ends  of  the  shaft  or  tube,  there  are  securely  fixed  cross  arms  0"  0^,  corresponding  with  similar 
cross  arms  P^  P^,  which  are  keyed  upon  the  axes  G  G  of  the  saw.  These  two  sets  of  cross  arms  are 
again  connected  with  each  other  by  rods  q  g,  (a  plan  of  which  is  given  in  Fig.  1888,)  so  that,  if  the 
hollow  shaft  0°  be  made  to  turn  by  any  means  either  to  the  right  or  left,  an  equivalent  movement  of 
the  saw  upon  its  axes  G  G  takes  place  at  the  same  time.  P  P  are  two  rourid  rods,  which  are  secured 
to  the  upright  standards  of  the  framework  of  the  machine,  and  occupy  positions  parallel  to  each  other, 
and  also  parallel  with  the  sawgate.  T  is  a  bridge,  or  sliding  bearing,  which  is  free  to  slide  to  and  fro 
upon  the  rods  P  P,  that  is,  from  one  side  of  the  sawgate  to  the  other,  being  attached  to  the  rods  by  the 
bosses  dddd.  U  and  P'  are  two  bosses  inserted  into  the  upper  plate  of  the  bridge  T,  in  such  a  way 
that  they  are  at  liberty  to  revolve  in  the  holes  into  which  they  are  inserted  ;  while  tliey  are  prevented 
from  getting  out  of  their  places  by  collars//  formed  on,  or  affixed  to,  their  upper  and  lower  ends.  One  oi 
tliese  bosses,  U,  embraces  the  upriglit  hollow  shaft  0°,  and  allows  of  its  moving  freely  up  and  down 
within  it.  On  the  side  of  the  liollow  shaft  0  there  is  a  feather  c  which  takes  into  a  corresponding  groove 
formed  in  the  boss  U,  so  that  if  the  boss  is  made  to  revolve,  the  hollow  sliaft  must  go  round  along  with 
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it.  \V  is  a  Avorm-wliccl  which  is  attached  to,  or  formed  in  one  piece  with  the  brass  U,  and  geera  into 
au  endless  screw  X,  upon  the  end  of  which  there  is  a  liand-wheel  X",  so  that  the  attendant  may  be 
enabled,  through  the  intervention  of  tlie  endless  screw  X,  the  worm-wheel  W,  the  hollow  shaft  O,  the 
cross-arms  0'  P^  and  the  rods  q  q,  to  cause  the  teeth  of  the  saw  to  be  directed  at  pleasure,  more  or  less 
towards  the  right  or  left,  according  to  tlie  form  desired  to  be  given  to  the  piece  of  wood. 
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When  the  saw  has  been  inclined  towards  either  side  of  the  sawgate  (by  means  of  the  apparatns 
before  described)  during  the  operation  of  cutting  a  log  or  block  of  wood,  the  regular  feeding  m  of  the 
wood  tabes  place  by  the  advance  of  the  travelling  bed  under  the  sawgate.  The  saw  would,  therefore, 
very  soon  be  broken  unless  the  shackles  were  made  by  a  free  lateral  motion,  or  some  other  means,  to 
advance  towards  that  side  of  the  sawgate  to  which  tlie  teeth  of  the  saw  are  directed.  To  effect  this 
object,  the  arrangement  next  to  be  described  is  adopted :  V  is  a  hand-wheel  fixed  upon,  or  made  in  one 
piece,  with  the  brass  P',  which  is  connected  with  a  hollow  shaft  0*  upon  the  rocf  M ;  being  in  this 
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respect  exactly  similar  to  the  hollow  shaft,  0'  and  brass  U,  before  described.    The  hollow  shaft  0*  has 

!)inions  Y  Y  affixed  to  each  end,  which  geer  into  racks  Y*  Y^  which  last  are  fixed  to  the  upper  and 
ower  rails  of  the  sawgate.  In  general  the  draft  of  the  saw  itself  is  sufficient  to  cause  the  shackles  tc 
move  along  the  sawgate ;  but  whenever  any  obstruction  to  the  lateral  movement  is  experienced,  all 
that  the  attendant  has  to  do  is  to  turn  the  hand-wheel  V*  in  the  required  direction,  which  causes  the 
pinions  Y  Y,  by  geering  into  the  fixed  racks,  to  draw  the  shackles  and  saw  along  with  them. 

The  arrangements  which  have  just  been  described  for  regulating  the  lateral  and  simultaneous  move- 
ment of  the  shackles,  both  at  top  and  bottom  of  the  sawgate,  serve  the  further  purpose  of  keeping  the 
saw  at  all  times  vertical  in  the  sawgate,  it  being  impossible,  on  account  of  the  racks  and  pinions,  for  one 
of  the  shackles  to  be  moved  without  a  corresponding  movement  being  produced  in  the  other. 

Not  only  may  the  machine  be  worked  with  either  one  or  more  saws  at  a  time,  but  one  saw  may  be 
used  to  cut  in  a  curvilineal  direction,  while  the  other  cuts  in  a  straight  line. 

"  Thus  if  both  or  either  of  the  sides  of  a  log  should  be  intended  to  be  cut  in  a  curved  or  irregular 
line,  that  object  may  be  attained  by  turning,  from  time  to  time,  the  saw  in  the  required  direction ;  and 
when  simultaneously  making  two  cuts  in  a  log  by  my  said  machine,  it  is  not  at  all  necessary  that  the 
cuts  should  be  made  parallel  with  each  other,  for  the  lateral  movements  of  the  saw  withui  the  sawgate 
being  perfectly  independent  of  each  other,  each  saw  may  be  turned  in  the  required  direction  for  the 
purpose  of  making  the  intended  cut  in  the  line  described,  however  much  the  two  lines  to  be  cut  by  tho 
two  saws  may  vary  from  each  other. 

"  Neither  is  it  necessary  that  two  saws  should  be  actually  used  for  the  purpose  of  cutting  timber  in 
one  of  my  said  machines,  although  two  saws  may  be  mounted  in  the  sawgate ;  for  the  peculiar  con- 
struction of  my  said  sawing  machine  may  be  made  available  for  the  purpose  of  making  single  as  well 
as  double  cuts.  And  if  it  should  happen  that  the  shape  into  which  a  piece  of  timber  is  intended  to  be 
cut  requires  the  adoption  of  such  a  mode  of  proceeding,  I  can  enter  one  of  the  saws  and  commence 
cutting  a  piece  of  timber  with  it,  and  after  the  cutting  with  one  saw  has  proceeded  the  requisite  dis- 
tance, I  can  then  enter  the  other  saw  also,  so  that  both  saws  may  then  proceed  with  the  cutting  of  the 
log ;  or  the  cutting  with  either  or  both  of  the  saws  alternately  or  simultaneously  may  be  varied  from 
time  to  time,  as  may  be  required  for  the  purpose  of  cutting  the  pieces  of  timber  into  the  desired 
shape." 

This  invention  has  recently  been  introduced  into  England  from  this  country,  and  has  been  in  active 
operation  for  two  years  in  the  government  dock-yard  at  Woolwich,  where  the  estimation  in  which  it  is 
held  is  fully  testified  by  certificates  of  the  highest  officers  of  the  admiralty,  and  other  persons  of  dis- 
tinction, in  Europe,  competent  to  judge  of  its  merits.  It  has  also  been  adopted  by  the  government  of 
Sweden ;  has  met  the  approval  of  the  officers  of  the  Russian  government  and  of  several  other  conti- 
nental naval  boards.  "VVe  are  confident  that  the  machines  erected  at  Woolwich  in  184Y  were  the  first 
and  only  ones  that  ever  had  converted  compass  timber  for  a  ship's  frame  for  actual  use.  Mr.  Cochran 
is  now  under  contract  for  the  construction,  in  England,  of  machines  for  the  dock-yards  of  that  country. 
Machines  are  now  in  the  course  of  erection  in  this  city,  and  are  considered  by  the  most  competent 
judges  to  be  one  of  the  greatest  improvements  of  the  present  day.  "  Cochran's  Patent  Machine  for 
Sawing  Ship  Timber"  is  capable  of  cutting  both  straight  and  crooked  work  at  the  same  time.  One 
futtock  can  be  sided  at  the  same  time  the  curvilinear  and  bevelled  sides  of  another  are  being  sawed,  or 
a  straight  timber  can  be  cut  at  the  same  time  that  a  crooked  one  is  sawed  into  planking,  with  the  grain 
of  the  wood. 

FUTTOCK  PLATES.  Flat  iron  bars  or  plates,  receiving  at  one  end  the  lower  dead-eye  of  the  top- 
riast  rigging,  and  at  the  other  the  futtock  shroud. 

FUTTOCKS.    In  nautical  language,  the  timbers  between  the  floor  timbers  and  the  top  timbers. 

Gage.     See  Gauge. 

GALVANISM.  This  term  is  generally  used  as  synonymous  with  that  of  voltaic  electricity,  or  the 
phenomena  resulting  from  the  evolution  of  electricity  by  the  contact  of  different  metals,  or  by  chemical 
action,  as  manifested  by  the  galvanic  or  voltaic  batteiy.  For  descriptions  of  some  of  the  more  useful  of 
these  batteries  and  their  practical  application,  see  ELECTRicrrr,  Electro-Metai-lurgy,  Telegp-avh. 

GALVANIZED  IRON.  Iron  covered  with  a  coating  of  zinc  and  tin.  This  process  is  as  follows , 
Clean  the  surface  of  tlie  iron  perfectly  by  the  action  of  dilute  acid  and  by  rubbing ;  then  plunge  it  first 
into  a  bath  of  zinc,  stirring  it  about  till  it  is  alloyed  superficially  with  this  metal ;  then  immerse  it 
in  a  bath  of  tin,  such  as  is  used  for  making  tin  plate.  The  tin  forms  the  exterior  coat.  Iron  thus  pre- 
pared is  found  to  withstand  the  action  of  rust  much  longer  than  tin  plate,  and  is  now  used  extensively 
for  gutters  and  leaders,  and  in  other  exposed  situations. 

GALVANOMETER.  An  instrument  for  ascertaining  the  presence  of  a  current  of  electricity,  espe- 
cially galvanic  or  voltaic  electricity,  by  the  deviation  which  it  occasions  in  the  magnetic  needle.  The 
simplest  form  of  galvanometer  is  a  magnetic  needle  poised  upon  a  point,  and  surrounded  by  one  or  more 
coils  of  copper  wire  covered  with  silk,  the  ends  being  either  left  free  or  terminating  in  two  small  copper 
cups  containing  mercury,  for  the  convenience  of  communication  with  the  source  of  electricity.  When 
this  needle  is  placed  parallel  to  the  coil,  and  in  the  magnetic  meridian,  it  immediately  deviates  when 
the  electric  current  passes  through  the  coil ;  and  the  deviation  is  either  to  the  east  or  the  west,  according 
to  the  direction  of  the  current.     See  Electro-Magnetism. 

GAS,  and  the  machinery  employed  in  the  manufacture  of.  All  substances,  whether  animal,  vegetable, 
or  mineral,  consisting  of  carbon,  hydrogen,  and  oxygen,  when  exposed  to  a  red  heat,  produce  various 
inflammable  elastic  fluids,  capable  of  furnishing  artificial  light.  We  perceive  the  evolution  of  thia 
elastic  fluid  during  the  combustion  of  coal  in  a  common  fire.  Bituminous  coal,  when  heated  to  a  certain 
degree,  swells  and  kindles,  and  frequently  emits  remarkably  bright  streams  of  flame,  and  after  a  certain 
period  tliese  appearances  cease,  and  the  coal  glows  with  a  red  light. 

The  flame  produced  from  coal,  oil,  wax,  tallow,  or  other  bodies  which  are  composed  of  carbon  and 
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hydrogen,  proceeds  from  the  production  of  carburetted  hydrogen  gas,  evolved  from  the  combustible 
body  when  in  an  ignited  state. 

If  coal,  instead  of  being  burnt  in  the  way  now  stated,  is  submitted  to  a  temperature  of  ignition  in 
close  vessels,  all  its  immediate  constituent  parts  may  be  collected.  The  bituminous  part  Is  distilled 
over,  in  the  form  of  coal-tar,  &c.,  and  a  large  quantity  of  an  aqueous  fluid  is  disengaged  at  the  same 
time,  mixed  with  a  portion  of  essential  oil  and  various  ammoniacal  salts.  A  large  quantity  of  carbu- 
retted hydrogen,  carbonic  oxide,  carbonic  acid,  and  sulphm^etted  hydrogen,  also  make  their  appearance, 
together  with  small  quantities  of  cyanogen,  nitrogen,  and  free  hydrogen,  and  the  fixed  base  of  the  coal 
alone  remains  behind  in  the  distillatory  apparatus,  in  the  form  of  a  carbonaceous  substance  called  coke. 
An  analysis  of  the  coal  is  thus  effected  by  the  process  of  destructive  distillation :  the  products  which 
the  coal  furnishes  may  be  defined  as  follows : — 

Oxygen,  which  was  discovered  by  Priestley  in  17*74. 

TJiis  gas  has  resisted  all  attempts  to  convert  it  into  a  liquid ;  it  is  colorless  and  inodorous,  and 
heavier  than  atmospheric  air,  100  cubic  inches  weighing  34:*19b  grains,  wliile  100  cubic  iuclies  of  the 
latter  only  weigh  SrOllT.  As  atmospheric  air  is  considered  as  anity  when  comparing  the  density  of 
gases,  the  specific  gravity  of  oxygen  is  1"1026.  It  eminently  supports  combustion,  all  combustible 
bodies  when  introduced  into  it  burning  much  more  vividly  than  in  common  air ;  mdeed  it  is  to  the 
presence  of  this  gas  that  the  property  of  supporting  combustion,  which  common  air  possesses,  is  owing. 

Hydrogen  was  discovered  in  the  year  1766  by  Cavendish.  It  is  gaseous,  and  the  lightest  body 
known,  its  specific  gravity  being  only  006896.  This  gas  is  colorless,  and,  when  perfectly  pure, 
inodorous.  It  is  not  perceptibly  dissolved  by  water :  it  has  a  powerful  aSinity  for  oxygen,  and  is  there- 
fore eminently  combustible.  Intense  heat  is  developed  by  the  combustion  of  hydrogen  in  oxygen  gas, 
but  little  light :  the  compound  thus  produced  is  water. 

Carbon  is  well  known  imder  the  form  of  coke,  charcoal,  lampblack,  &c.  It  is  one  of  t!i'i  principal 
constituents  of  all  varieties  of  coal,  and  is  the  basis  of  the  illuminating  gases. 

It  is  a  colorless  and  inodorous  gas,  rather  lighter  than  common  air,  having  a  specific  gr.v  ity  of  0-9727 ; 
is  sparingly  absorbed  by  water,  and  does  not  precipitate  lime-water.  It  is  inflammabld,  burning  with 
a  beautiful  blue  flame ;  the  product  of  its  combustion  is  carbonic  acid.  Carbon  unites  »vith  hydrogen 
in  many  jjroportions,  and  many  of  these  compounds  are  produced  during  the  distillation  of  coal,  but  the 
only  two  of  importance  are  carburetted  hydrogen  and  olefiant  gas. 

Carburetted  Hydrogen  is  abundantly  formed  in  nature  in  stagnant  pools,  ditches,  Ac ,  wherever  vege- 
tables are  undergoing  the  process  of  putrefaction :  it  also  forms  the  greater  part  of  tlie  gas  obtained 
from  coal.  Carburetted  hydrogen  consists  of  100  volumes  of  vapor  of  carbon  and  200  of  hydrogen. 
It  is  colorless,  and  almost  inodorous ;  is  not  dissolved  to  any  extent  by  water ;  and  is  mucli  ligliter  than 
atmospheric  air,  its  density  being  0*5594.  It  is  very  inflammable,  burning  with  a  strong  yellow  flame : 
tlie  products  of  its  combustion  are  carbonic  acid  and  water.  Tiie  carburetted  hydrogen,  or  coal-gas, 
when  freed  from  the  obnoxious  foreign  gases,  may  be  propelled  in  streams  out  of  small  apertm-es, 
which,  when  lighted,  form  jets  of  flame,  which  are  called  gas-lights. 

Olefiant  Gas  is  thus  named  from  having  the  property  of  uniting  and  forming  an  oily  substance  with 
chlorine.  It  is  a  product  of  the  distillation  of  oil,  resin,  and  also  of  coal,  when  the  process  is  well  con- 
ducted. It  is  colorless,  tasteless,  and  without  smell  when  pure.  Water  dissolves  about  one-eighth  of 
its  bulk  of  this  gas.  It  is  formed  of  two  volumes  of  hydrogen,  and  two  of  the  vapor  of  carbon,  con- 
densed into  one  volume.  It  burns  with  an  intense  white  light,  and  requires  a  larfjc  portion  of 
oxygen  for  its  combustion ;  one  volume  of  the  gas  requiring  not  less  tlian  three  volumes  of  pure  oxygen, 
or  fifteen  volumes  of  atmospheric  au",  for  decomposition.  The  products  of  the  combustion  are  water 
and  carbonic  acid. 

Sulphur  exists  in  coal  as  an  impurity,  under  the  form  of  the  sulphuret  of  iron.  Tjuring  the  distilla- 
tion it  is  decomposed,  the  sulphur  combining  with  a  portion  of  hydrogen,  and  escaping  under  the  form 
of  sulphuretted  hydrogen  gas,  part  of  which  unites  with  the  ammonia,  and  is  condensed  in  the  aqueous 
fluid  which  floats  on  the  surface  of  tlie  tar ;  while  another  portion  escapes  lUicor/Xined,  and  would  mix 
with  and  deteriorate  the  gas,  were  it  not  intercepted  by  the  lime  purifiers. 

Sulphuretted  Hydrogen  is  a  colorless  gas;  with  an  oftensive  taste  and  odor,  rofcembling  that  of  putre- 
fied eggs.  It  dissolves  in  its  own  bulk  of  water,  to  which  it  communicates  its  taste,  odor,  and  character- 
istic properties.  It  is  combustible,  burning  with  a  blue  flame,  and  emitting  a  suffocating  smell  similar 
to  that  of  a  burning  match.  During  the  combustion  its  hydrogen  unites  with  oxygen  to  form  water, 
while  its  sulphur  unites  with  another  portion  of  oxygen  to  form  sulphurous  acid.  It  is  to  Ihe  presence 
of  the  vapor  of  this  substance  that  the  disagreeable  property  of  tarnishing  metals  wliich  characterizes 
the  combustion  of  impure  gas  is  owing.     Its  specific  gravity  is  generally  estimated  at  1"178. 

Nitrogen  is  one  of  the  constituents  of  coal.  It  has  the  property  of  extinguishing  burning  bodies,  and 
is  not  absorbed  by  water;  its  specific  gravity  is  0"9760,  being  lighter  than  common  air,  of  wliich  it 
forms  a  constituent  part. 

Ammonia  is  formed  during  the  distillation  of  coal,  and  of  all  organic  substances  containing  nitrogen. 
In  such  distillation  the  nitrogen  unites  with  hydrogen  in  the  proportion  of  one  to  three,  and  ammonia  is 
the  result.  It  is  a  colorless  gas,  very  pungent,  acting  strongly  on  the  eyes  and  nose  when  respired.  It 
dissolves  in  a  very  small  portion  of  water,  one  volume  taking  up  about  750  of  the  gas,  forming  a  hquid 
possessed  of  similar  properties,  and  sold  in  the  shops  under  the  name  of  Spirits  of  Hartshorn. 

The  presence  of  Cyanogen  is  frequently  detected  in  coal-gas  before  purification ;  it  contains  its  own 
bulk  of  nitrogen,  and  twice  its  volume  of  the  vapor  of  carbon. 

Chlorine  is  one  of  the  elementary  substances,  supporters  of  combustion.  It  is  possessed  of  striking 
properties,  but  tliat  which  alone  is  of  interest  at  present  is  its  action  on  olefiant  gas.  On  mixing 
chlorine  with  a  gas  in  which  olefiant  is  contained,  a  diminution  of  volume  is  observed,  and  drops  of  oil 
Bre  seen  to  fall  on  the  surface  of  the  water  over  which  the  operation  is  conducted.  This  fact  endblei 
us  to  estimate  correctly  the  bulk  of  olefiant  in  any  given  portion  of  mixed  gases. 
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With  a  view  to  the  generation  of  gas  on  a  large  scale,  the  coal  is  put  into  vessels  called  retorts,  ant 
furnished  with  pipes  connected  with  reservoirs,  to  receive  the  distillatory  products.  The  retorts  aio 
tixed  into  a  furnace,  and  heated  to  redness :  the  heat  develops  the  gaseous  and  liquid  products  of  the 
coal :  the  latter  are  deposited  in  receivers  or  tanks,  and  the  former  conducted  through  hme-water,  oi 
thin  strata  of  the  hydrate  of  hme,  and  purified.  The  sulphuretted  hydrogen  and  carbonic  acid,  which 
are  mixed  with  these,  become  absorbed  by  the  lime  and  moisture,  and  the  pure  carburetted  hydrogen  is 
stored  up  in  a  vessel  called  a  gasometer,  and  is  then  ready  for  use.  From  the  reservoir  in  which  the 
gas  has  been  collected  proceed  pipes,  which  branch  out  into  small  ramifications,  until  they  terminate  a< 
the  place  where  the  lights  are  wanted ;  and  the  extremities  of  the  branch  pipes  are  furnished  with  stop 
cocks,  to  regulate  the  "flow  of  the  gas  mto  the  burners  or  lamps. 

The  production  of  gas-lights  is  therefore  analogous  to  that  of  flame  produced  from  tallow,  wax,  or  oil 
All  these  substances  possess,  in  common  with  coal,  the  elements  of  certain  matters,  which  are  capable 
of  being  converted  into  inflammable  elastic  fluids  by  the  application  of  heat. 

The  capillary  tubes,  formed  by  the  wick  of  a  candle  or  lamp,  serve  the  office  of  the  retorts,  placed  in 
the  heated  furnace  in  the  gas-light  process,  and  in  which  the  inflammable  gaseous  fluid  is  developed. 
The  wax,  tallow,  or  oil,  is  drawn  up  into  these  ignited  tubes,  and  is  decomposed  into  carburetted  hydro- 
gen gas,  and  from  the  combustion  of  this  substance  the  illumination  proceeds.  In  the  lamp,  as  well  as 
in  the  candle,  the  oil  or  tallow  must  therefore  be  decomposed  before  they  can  produce  a  light ;  but  for 
this  purpose  the  decompositica  of  a  minute  quantity  of  the  materials  successively  is  sufiicient  to  give  a 
good  light :  thus  originates  the  flame  of  a  candle  or  lamp. 

Nothing  more  therefore  is  required  in  the  gas-light  process  which  coal  affords,  when  submitted  to  a 
temperature  of  ignition  in  a  close  vessel,  than  to  collect  these  products  in  separate  reservoirs,  and  to 
convey  one  of  the  products,  the  inflammable  gas,  by  means  of  pipes  and  branching  tubes,  to  any 
required  distance,  in  order  to  exhibit  it  there  at  the  orifice  of  the  conducting  tube,  so  that  it  may  be 
used  as  a  candle  or  lamp. 

The  whole  diSerence  between  the  greater  process  of  the  gas-light  operation  and  the  miniature 
operation  of  a  candle  or  lamp,  consists  in  having  the  distillatory  apparatus  at  the  gas-light  manufactory 
at  a  distance,  instead  of  being  in  the  wick  of  the  candle  or  lamp — in  having  the  crude  inflammable 
matter  decomposed,  previous  to  the  elastic  fluid  being  wanted,  and  stored  up  for  use,  instead  of  being 
prepared  and  consumed  as  fast  as  it  proceeds  from  the  decomposed  oil,  wax,  or  tallow ;  and  lastly,  in 
transmitting  the  gas  to  any  required  distance,  and  igniting  it  at  the  burner  or  lamp  of  the  conducting 
tube,  instead  of  burning  it  at  the  apex  of  the  wick. 

Retorts. — The  proper  mode  of  constructing  retorts  in  which  coal  ^^^^^ 

is  distilled,  and  the  art  of  applying  them,  form  objects  of  primary 
importance  in  every  gas-light  establishment. 

The  forms  of  the  retorts  used  at  the  present  time  are  various.  The 
anneied  Figs.  1890,  represent  sections  of  a  retort,  of  cast-iron,  com- 
monly known  by  the  name  of  a  D.  The  charge  is  3  bushels,  or  2^  cwt., 
which  may  be  drawn  at  the  end  of  six  hours.  The  dimensions  can- 
not be  increased  with  economy  beyond  those  marked  on  the  draw- 
ings.    Retorts  of  smaller  dimensions  are  more  usually  adopted. 

A£ode  of  setting  a  bench  of  five  D  retorts. — These  Figs,  represent  a  front  elevation,  two  sections  and 
plan  of  a  "  bench"  of  five  common  retorts,  such  as  are  in  general  use. 

Fig.  1892  is  a  front  elevation.  Fig.  1893,  a  transverse  section,  through  a  6  in  Fig.  1894.  Fig.  1894, 
a  longitudinal  section,  through  c  J  in  Fig.  1893. 

Fig.  1895  is  a  plan  showing  the  furnace  and  side  openings  below  the  fire-tiles,  on  which  the  lower 
retorts  rest,  and  the  bedding  of  the  lower  retorts.  Fig.  1896  is  a  plan  over  the  three  lower  retorts,  the 
two  upper  retorts  being  removed.     Fig.  1897  is  a  plan  over  the  oven-arch,  showing  the  flues,  &c. 

The  same  letters  refer  to  corresponding  parts  in  the  several  views. 

A.  Retorts  of  the  kind  called  D's.  Some  engineers  prefer  those  of  a  cylindrical  form,  but  D's  allow 
of  the  coal  being  laid  in  thinner  strata,  consequently  it  is  more  evenly  acted  upon  by  the  heat,  an 
advantage  under  every  circumstance.  Set  in  the  manner  shown  in  the  Figs,  the  bottoms  of  those 
retorts  placed  immediately  over  the  furnace  are  well  protected.  The  dimensions  are — length  1  feet, 
diameter  1  foot  2  inches,  thickness  of  metal  1^  inch.     Their  weight  is  about  15  cwt.  of  cast-iron. 

The  most  economical  charge  is  two  bushels,  or  1|-  cwt.  of  coal  to  each  retort,  drawn  at  the  end  of  six 
hours.  This  charge  will  fill  the  retort  to  the  depth  of  about  five  inches ;  if  the  coal  be  moderately 
small,  the  layer  wUl  be  rather  less  in  thickness.  At  a  heat  of  27°  of  Wedgewood's  pyrometer,  or  that 
of  melting  copper,  each  charge  ought  to  produce  about  650  cubic  feet  of  gas,  of  the  specific  gravity 
•400,  (the  specific  gravity  varies  between  390  and  "420,  according  to  the  heat  at  which  the  retorts  are 
worked,  and  the  quality  of  the  coal  carbonized,)  from  Newcastle  coal,  making  the  products  of  the  entire 
bench  equal  to  3250  cubic  feet  in  six  hours. 

To  introduce  the  coal  into  the  retorts,  a  "scoop"  ought  to  be  employed, 
in  preference  to  the  primitive  mode,  with  a  shovel.  The  scoop  is  a  semi- 
cylinder  made  of  thin  plate-iron,  six  feet  six  inches  long,  and  twelve  inches 
in  diameter,  with  a  cross-handle  at  one  end,  represented  in  Fig.  1891. 

The  charge  for  the  retort  is  placed  in  this ;  one  man  takes  the  cross- 
handle,  and  two  others  at  the  opposite  end  lift  it  with  its  contents  up  to 
the  retort ;  it  is  then  pushed  forward,  quite  to  the  bottom,  turned  round, 
and  withdrawn  immediately,  and  the  coal  left  in  the  retort  raked  into  an 
9ven  stratum. 

The  lid,  previously  luted,  is  now  quickly  jointed  on  to  the  retort-mouth.  It  must  be  obvious  that 
the  loss  of  gas  by  this  simple  method  is  very  trifling,  the  whole  operation  not  occupying  more  than  forty 
seconds ;  whereas,  when  the  shovel  is  used,  the  coal  is  thrown  in  so  much  by  degrees,  that  more  gas  u 
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lost,  owing  to  the  greater  length  of  the  operation,  and  the  Leat  producing  some  effect  on  each  separatt 
shovelful!:  in  either  case  the  loss  is  inconsiderable. 

Previous  to  (l^awing  the  charge,  loosen  the  lids  of  the  retorts,  and  apply  a  light  to  the  issuing  gas, 
beginning  at  the  upper  retorts.     This  precaution  is  necessary  to  prevent  explosion. 

S  is  the  mouth-piece,  ten  inches  long,  -with  a  socket  cast  on  the  top  to  receive  the  stand-pipe.  There 
ought  to  be  a  neck  to  tliis  socket,  as  shown  in  Figs.  1892  to  1894;  because  the  joint,  when  close  upon 
the  top,  from  its  greater  thickness,  retains  much  heat,  and  decomposes  the  tar  wliich  will  accumulate  a.i 
this  place  and  eventually  choke  the  pipe  with  hard  carbon.  The  length  of  the  neck  may  be  from  fou' 
tc  five  inches. 


Tlie  mouth-piece  is  three-quarters  of  an  inch  in  thickness,  secured  to  the  retort  by  bolts,  and  a 
cement  joint  made  between  their  flanches.  Iron  cement  is  the  most  valuable  for  this  purpose,  and  B 
used  in  all  places  where  heat  is  present.  It  may  be  compounded  as  follows:  To  one  ounce  of  sal- 
ammoniac,  add  one  ounce  of  flowers  of  sulphur,  and  thirty -two  ounces  of  clean  cast-iron  borings;  mix 
all  well  together,  and  keep  the  composition  dry.  When  the  cement  is  wanted  for  use,  wet  the  mixture 
with  water,  and  when  brought  to  a  convenient  consistence,  let  it  stand  for  a  few  hours ;  then  apply  it 
to  the  joints,  and  screw  them  together.  TJie  flanches  ought  to  be  kept  about  three-eighths  of  an  inch 
apart,  by  wrought-iron  wedges,  and  the  cement  well  filled  in  between  them  with  a  square  blunt-pointed 
chisel,  called  a  caulking-chisel ;  the  cement  is  stopped  from  being  driven  tlirough  by  a  hoop  of  thin  iron 
placed  inside  the  pipe  or  retort  to  be  thus  operated  upon,  which  is  afterwards  removed.  A  consider- 
able degree  of  action  and  reaction  takes  place  among  tlie  ingredients,  and  between  them  and  tho  iron 
surfaces,  which  causes  the  whole  to  unite  as  one  mass ;  the  surfaces  of  the  flanches  become  joined  by 
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a  species  of  pyrites,  all  the  parts  of  whicli  adhere  strongly  together.  Mr.  Watt  found  that  the  cement 
is  improved  by  adding  some  fine  sand  from  the  grindstone  trougL 

A  very  economical  joint  for  the  retort  mouth-piece  is  made  of  five  parts  of  fine  clay,  and  one  part  of 
the  mixture  just  described. 

The  face  of  the  retort  mouth-piece  is  bevelled  inwards,  and  is  chipped  and  filed,  if  necessary,  to  re 
move  any  lump  that  would  prevent  the  lid  from  fitting  close;  a  clean  and  true  casting,  however, 
seldom  requires  this  to  be  done. 


1897. 


The  lid  is  jointed  on  to  the  face  of  the  mouth-piece,  with  "  luting"  made  of  the  spent  lime  from  the 
dry  purifiers,  mixed  with  a  little  fire-clay,  and  tightened  into  its  place  by  a  strong,  square-threaded 
Bcrew,  and  cross-bar  of  wrought-iron,  the  ends  of  the  cross-bar  being  passed  through  projecting  cars, 
against  which  it  bears  when  the  screw  is  turned. 

B  is  the  "  stand-pipe,"  through  which  the  gas,  as  it  is  generated,  passes  from  the  retort ;  it  is  three  or 
four  inches  in  diameter  at  th?  top,  increasing  to  five  inches  at  the  bottom,  to  prevent  the  tar  which 
adheres  to  the  lower  parts  from  obstructing  the  flow  of  the  gas.  The  lowest  joint  is  made  with  a  rocket, 
instead  of  a  flanch,  to  allow  for  some  expansion  without  injury. 

B'  is  the  "bridge-piece,"  connecting  the  stand  and  dip-pipes. 

C  is  the  "  dip-pipe,"  passing  through  the  upper  metal  of  the  hydraulic  main,  upon  which  it  is  jointed, 
and  having  its  lower  extremity,  whicli  is  three  inches  in  diameter,  immersed  four  or  five  inches  into  the 
tar  cont-iined  therein.  The  holes  in  the  hydraulic  main,  through  which  the  dip-pipes  pass,  are  generally 
diilled  and  chipped  out  while  the  apparatus  is  in  process  of  erection ;  because  they  are  at  unequal 
distances  from  one  another.  Tlie  height  of  the  dip-pipes  from  the  surface  of  the  tar,  measured  from 
the  lower  bend  of  the  bridge-piece,  ought  to  be  sutficient  to  contain  the  perpendicular  head  of  tar  forced 
up  into  them  by  the  pressure  of  the  gas  from  tlie  working  retorts.  This  would  probably  in  no  case 
exceed  three  feet. 

D  D  are  the  bonnets,  to  be  removed  when  the  pipes  require  clearing,  jointed  by  putty  and  paste- 
board. 

E  is  the  "  hydraulic  main,"  running  the  entire  length  of  the  retort-house,  over  the  benches,  in  a  per- 
fectly horizontal  direction,  and  sufiiciently  high  up  to  allow  of  head-room,  and  to  be  removed  from  the 
flame  issuing  from  the  retorts  while  charging.  They  are  sometimes  turned  the  reverse  way  to  that 
shown  in  the  Figs.,  and  made  to  rest  upon  the  brickwork  of  the  benches ;  but  this  is  inconvenient  when 
the  brickwork  has  to  be  taken  down  or  repaired. 

This  main  is  three-quarters  of  an  inch  in  thickness,  and  cast  in  convenient  lengtlis,  contrived  to  reach 
over  two  benches ;  in  this  case  they  would  be  equal  to  18  feet  6  inches.  Tlie  joints  are  made  witli  iron 
cement.  Its  use  is  to  cut  off  the  communication  between  the  retorts,  when  one  or  more  benches  are 
charging  or  open.  Being  half  full  of  tar,  the  gas  evolved  from  the  retorts  in  action  remains  in  the  upper 
part,  and  the  ends  of  the  dip-pipes  immersed  under  the  surface  are  effectually  sealed. 

Tlie  diameter  of  the  hydraulic  main  must  be  sufficient  to  form  a  reservoir  capable  of  supplying  the 
quantity  of  tar  contained  in  the  open  dip-pipes  without  sufifering  it  to  fall  below  tiieir  immersed  ends, 
and  thus  open  a  communication  between  the  open  and  working  retorts. 

In  the  general  arrangement  of  the  liydraulic  main  two  things  must  be  observed.  First  the  diameter 
must  be  sufiBcient  to  supply  at  least  20  inches  perpendicular  head  of  tar  to  each  dip-pipe,  without 
causing  the  general  level  to  fall  below  their  immersed  ends ;  and  secondly,  tlie  lower  part  of  the  cir 
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cumfercnce  of  the  pipe,  ■which  conveys  the  gas  to  the  condensers,  must  be  so  placed  that  the  tar  may 
always  t)e  kept  from  rising  too  high,  and  either  choking  the  free  exit  of  the  gas  or  increasing  the  working 
pressure  of  the  retorts  unnecessarily.  The  diameter  of  the  main  in  the  engraving  is  18  inches — amply 
sufficient  for  fifteen  benches  of  retorts. 

F  is  a  light,  hollow,  cast-iron  pillar,  supporting  the  hydraulic  main  in  the  centre  of  each  length ;  it  is 
based  upon  the  cast-iron  girder  which  supports  the  firing-floor. 

G  is  tiie  pipe  through  which  the  gas  makes  its  exit  from  the  hydraulic  main  to  the  condensers, 
furnished  with  a  slide-valve  to  disconnect  the  mains  at  each  side  of  the  house,  when  at  any  time  it  may 
be  f(5und  requisite  to  jepair  or  clear  them. 

H  is  a  small  pipe  for  conveying  the  surplus  tar  formed  in  the  hydraulic  main  to  the  tar-well  situated 
beneath  tlie  firing-floor ;  its  lowest  extremity  is  sealed,  by  being  immersed  in  the  tar  contained  in  the 
well,  or  in  a  small  vessel  by  the  side  and  connected  with  it ;  the  latter  is  the  most  convenient.  This 
surplus  pipe  is  not  absolutely  necessary,  because  the  siphon  at  the  bottom  bend  of  the  first  stand-pipe 
would  perform  its  dut}',  but  it  is  advisable  to  draw  off  the  tar  as  soon  as  possible. 

In  the  construction  of  retort-houses  the  firing-floor  is  raised  upon  flat  9-inch  brick  arches  over  tlie 
coke  vault,  high  enough  to  give  head-room,  a  space  about  24  inches  wide  being  left  in  front  of  the 
benches  for  the  coke  to  fall  through  when  drawn  from  the  retorts :  it  should  be  of  such  a  material  as 
will  not  be  injured  by  frequent  blows ;  some  prefer  cast-iron.  The  flat  arclies  supporting  the  floor 
spring  from  cast-iron  girders  fixed  at  one  end  in  the  brickwork  of  the  benches,  at  the  other  in  the  wall 
of  the  retort-house.     The  distance  between  the  centre  and  centre  of  these  girders  is  six  feet  nine  inches. 

L  is  the  furnace  for  heating  the  retorts ;  its  breadth  is  14  inches,  the  length  of  the  fire-bars  24  inches. 
The  bars  are  placed  loosely  upon  the  bearers,  and  must  occasionally  be  "  clinkered,"  or  lifted  from  their 
seat  in  the  front  and  cleared  from  the  slag  which  adheres  to  them. 

M  M  are  side  openings,  three  inches  square,  left  in  the  brickwork,  through  which  the  heat  of  the 
furnace  passes. 

NNare  4i-inch  walls,  built  of  fire-bricks,  one  between  each  of  the  openings  M;  they  serve  to 
support  the  fire-tiles  T,  on  which  the  outside  lower  retorts  rest.  The  direction  of  the  flues  is  shown  by 
arrows. 

P  P  are  fire-bricks,  placed  on  end,  and  a  fire-lump,  upon  which  the  two  upper  retorts  rest.  The  heat 
acting  on  these  being  somewhat  moderated,  no  guards  of  fire-tiles  are  necessary. 

0  0  are  openings,  3  inches  by  4^,  in  the  crown  of  the  main  arch  communicating  with  the  branch  flue. 

Q  is  tlie  branch  flue,  one  being  built  over  the  centre  of  each  bench  of  retorts. 

R  is  the  main  flue,  running  the  entir'o  length  of  the  benches,  and  connected  with  the  chimney  into 
wliich  all  the  branches  lead.  Between  this  main  flue  and  each  branch  is  a  damper  Z,  to  regulate  the 
draught  through  the  furnaces. 

S '  S'  are  cast-iron  plugs,  covering  siglit-holes,  through  wliich  the  heat  of  the  retorts  is  seen  and  judged  o£ 

V  is  the  furnace-door,  protected  by  a  fire-lump  inside. 

W  is  a  cast-iron  plate,  l^  inch  thick,  on  which  the  fire-door  is  hinged,  serving  also  to  protect  the  face 
of  the  brickwork  which  it  covers.  In  the  centre,  and  about  six  inches  above  the  fire-door,  a  square 
opening  is  cast  for  the  admission  of  an  iron  spout,  when  it  is  required  to  burn  tar. 

X  is  a  pan  at  the  bottom  of  the  ash-pit,  for  evaporating  ammoniacal  liquor,  and  the  offensive  unsale- 
able liquid  products  which  cannot  be  disposed  of  otherwise. 

Y  Y  are  openings  left  iu  the  walls  N",  by  which  the  carbon  deposited  from  the  furnace  is  cleared  away. 
It  must  be  obvious  that  the  durability  of  the  distillatory  apparatus  greatly  depends  on  the  manner 

in  which  the  heat  is  applied  to  eff'ect  the  decomposition  of  the  coal  contained  witliin  tlie  retort.  If  the 
heat  be  very  intense,  the  whole  vessels  are  rapidly  destroyed ;  if  it  be  too  languid,  the  distillation  is 
protracted,  the  gas  is  of  inferior  quality,  much  fuel,  time,  and  labor  are  wasted  to  no  purpose,  and  the 
retorts  are  speedily  deteriorated,  as  the  heat  acts  upon  one  part  more  than  upon  another.  Tlie  experi- 
ments by  which  the  present  plan  of  heating  retorts  was  arrived  at,  were  many  and  expensive.  Origi- 
nally they  were  built  in  brickwork  singly,  and  heated  by  flues  passing  beneath  and  over  them,  without 
any  guard,  except  in  some  instances  that  of  an  iron  saddle.  They  were  afterwards  placed  in  pairs, 
then  in  a  great  number ;  but  nevertheless,  until  the  guard  of  fire-tile  was  used,  the  wear  and  tear  wa.s 
enormous. 

The  great  obstacle  to  working  more  than  two  retorts  to  one  furnace  evidently  arose  from  the  diffi- 
culty of  conducting  the  heat  by  means  of  flues  around  the  series  of  retorts  in  s  iicli  a  manner  that  it 
should  act  with  equal  force  on  all.  Different  workmen  constructed  these  flues  in  different  ways :  in 
short,  the  forms  varied  in  every  possible  manner,  and  stiU  with  the  same  result.  The  fuel  required  foi 
heating  the  retorts,  when  set  witliout  guards,  was  less  by  nearly  ten  per  cent,  than  that  required  for 
the  same  purpose  on  the  oven  jjlan ;  but  the  greater  duration  of  the  retorts  mucli  more  than  compen- 
sated for  the  additional  fuel. 

The  oven  represented  in  Figs.  1893  and  1 894  is  one  of  the  latest  arrangements.  The  heat  from  tlie  furnace 
passes  through  the  square  openings  M  at  each  side,  and  is  thus  equally  divided  along  the  whole  length 
of  the  retorts ;  from  between  the  walls  N  it  rises  between  the  fire-tiles  at  the  outer  sides  of  the  lower 
retorts.  The  flame  is  not  suffered  to  impinge  upon  any  part,  but  is  equally  distributed  throughout  tlie 
oven,  and  consequently  the  retorts  work  and  "  burn  out"  evenly.  The  lower  retorts,  which  would 
otherwise  be  exposed  to  a  more  direct  heat,  are  carefully  guarded  by  fire-tiles,  which  at  the  same  time 
prevent  the  bottoms  from  bulging.  The  openings  0  at  the  top  of  the  main  arch  act  more  in  the  manner 
of  safety-valves  than  flues,  serving  to  regulate  the  final  exit  of  the  heated  air,  and,  being  distributed 
along  the  outer  length,  they  do  not  draw  the  flame  to  one  part. 

The  whole  interior  of  the  oven,  as  well  as  those  parts  in  contact  with  the  flame,  nmst  be  constructed 
of  fire-bricks.  The  main  arch,  six  feet  in  span  and  half  a  brick  in  thickness,  is  formed  of  bricks  moulded 
on  purpose  to  suit  the  curve,  the  joint  being  kept  as  close  as  possible.  As  this  arch  is  permanent,  mucL 
sare  should  be  taken  in  its  fonnation. 
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A  bench  of  retorts  on  this  plan,  if  well  and  regularly  used,  ought  to  last  from  12  to  14  or  even  16 
months,  and  ought  never  to  be  suffered  to  become  cold.  The  first  portion  of  oxide  which  foriTis  upon 
the  surface,  when  allowed  to  cool,  cracks  and  falls  off,  leaving  a  new  surface  to  be  acted  upon  tlie  next 
time  it  is  heated. 

When  it  becoincs  necessary  to  reduce  the  number  of  working  retorts  on  the  approach  of  summer, 
those  that  are  nearly  burned  out  should  be  selected ;  or,  if  there  are  none  in  this  condition,  "  let  them 
down"  very  gradually,  by  keeping  the  damper  closed  after  the  fire  is  raked  out :  it  will  be  a  week  before 
they  become  quite  cold.  The  same  precaution  should  be  taken  in  "  getting  up"  the  heat — opening  the 
damper  gradually. 

When  a  bench  of  retorts  is  newly  set,  the  green  work  must  be  suffered  to  get  quite  dry  before  any 
fire  is  lighted. 

The  results  of  a  chaldron,  or  36  bushels  of  Newcastle  coal,  weighing  27  cwt.,  distilled  in  retorts  set 
in  the  manner  just  described,  and  the  quantity  of  fuel  used  for  the  distillation,  will  be  as  follows : — 


Gas  of  specific  gravity  •400...  8650    cubic  feet. 

Coke  of  good  quality 14    cwt. 

Amraoniacal  liquor 12^  gallons. 

Thick  tar 12        do. 

Tar  used  as  fuel 19        do. 

Lime  for  purifying 86    lbs. 


Gas  of  specific  gravity '400 .  8600    cubic  feet. 

Coke 13    cwt.3qr.14lb. 

Ammoniacal  liquor 12^  gallons. 

Thick  tar ll|      do. 

Coke  used  as  fuel 6    cwt. 

Lime  for  purifying 84    lbs. 


In  coimtry  towns,  where  the  quantity  of  gas  made  during  the  winter  seasons  does  not  exceed  10,000 
cubic  feet  in  twenty-four  hours,  the  retorts  must  be  set  singly,  as  represented  in  Fig.  1898,  the  flue 
passing  beneath  and  over  the  retort,  which  rests  upon  a  half-brick  arch,  cut  flat  at  the  too  to  receive 
it ;  the  end  is  guarded  by  a  thick  fire-tile. 


1898. 
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When  the  quantity  of  gas  made  in  twenty -four  hours  does  not  exceed  30,000  cubic  feet,  or  when  the 
quantity  made  is  decreased  1200  cubic  feet  at  a  time,  on  the  approach  of  summer,  the  ovens  la^y 
contain  two  retorts,  as  shown  in  Fig.  1900.  The  flues  are  arranged  in  a  similar  manne'-  fo  those  in  k 
large  oven. 

1900.  ^^^• 


The  Fuel  used  for  heating  the  retorts  may  be  either  coal  or  coke,  according  to  the  relative  value  ol 
each  in  the  district.  If  coal  is  used,  a  well-regulated  bench  will  require  about  18  to  20  per  cent,  of  the 
coal  distilled  ;  that  is  to  say,  to  heat  the  retorts  for  the  piroduction  of  1 2,000  cubic  feet  of  gas,  from  5 
to  5^  cwt.  of  coal  will  be  necessary.  The  use  of  coke  as  fuel  is  general  in  those  places  where  coal  is 
valuable,  and  where  coke  is  less  in  requisition  as  fuel  for  manufactui-ers.  The  quantity  of  coke  for 
heating  the  retorts  will  vary  from  40  to  45  per  cent,  of  the  quantity  produced;  that  is  to  say,  from  16 
to  18  bushels  of  coke  are  requisite  to  distil  one  chaldron  of  coal,  or  5  cwt.  will  distil  one  ton. 

Mr.  Croll  has  introduced  a  system  of  using  the  coke  as  fuel  while  red-hot  The  charge  from  the  re- 
torts is  drawn  into  a  wrought-iron  carriage,  and  immediately  taken  to  those  furnaces  ^<•hich  lequire 
feeding.  The  saving  effected  by  this  sunple  process  is  equal  to  10  or  12  per  cent.  The  reason  is 
evident ;  because  when  a  quantity  of  black  coke  is  tlu-own  on  the  previously-heated  mass  of  fuel,  the 
flues  will  to  a  certain  extent  become  cool,  since  the  heated  air  is  absorbed.  When  hot  coke  is  thrown 
in,  no  absorption  takes  place,  and  the  flues  at':  kept  np  at  a  uniform  temperature 
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The  use  of  tar  as  fuel  has  of  late  become  frequent,  and  is  the  most  economical,  as  far  as  it  is  availa 
ble.  In  almost  every  instance  it  is  worth  more  to  burn  than  to  sell.  The  quantity  required  for  car 
bonizing  a  clialdron  of  coal  varies  from  24  to  27  gallons. 

The  furnace  used  for  burning  tar  is  the  same  as  that  used  for 
other  fuel,  and  is  fed  by  a  small  continuous  stream,  conducted  by 
a  wrouglit-iron  service-pipe,  from  a  tank  placed  on  the  top  of  the 
retort-benches,  on  to  a  sheet-iron  spout  projecting  a  few  inches 
outside  the  furnace-plate,  and  into  the  fui-nace  itself,  as  shown  in 
Fig.  1902,  were  it  spreads  over  a  "breeze-bottom,"  previously 
brought  to  a  red  heat. 

When  retorts  l^ave  been  at  work  for  some  months,  their 
interior  surfaces  become  incrusted  with  a  hard  carbonaceous 
deposit,  approaching,  in  some  of  its  properties,  to  plumbago ;  in 
process  of  time  carburet  of  iron  and  the  more  infusible  parts  of 
the  coke  form  a  thicker  crust,  which  it  becomes  necessary  to  re- 
move, both  to  prevent  the  destruction  of  the  retort,  and  to  allow 
the  fuel  to  have  full  effect  upon  the  coal  contained  within.  This 
was  formerly  eifected  with  great  difficulty  by  crowbars,  the 
force  required  often  increasing  the  evil  it  was  intended  to  remedy. 

It  was  afterwards  found,  that  leaving  the  retort  open,  and  allowmg  cold  air  to  come  in  contact  with 
the  heated  interior,  the  deposit  contracted,  and  could  be  broken  away  in  about  twelve  hours  without 
danger  to  the  retort. 

In  order  to  take  off  this  crust  without  endangering  the  retorts,  an  air-blast  is  used,  as  follows  : — A 

cast-iron  pipe,  about  three  inches  in  diameter,  is  carried  along  the  front  of  the  benches,  at  a  little 

distance  above  the  upper  retorts ;  at  points  in  this  pipe,  directly  over  every  retort,  a  screw  and  plug  is 

attached,  into  which   screw,  when  the  plug  is  removed,  a  wrought-iron  service,  about  an  inch  in 

1903. 


diameter,  can  be  fixed,  and  led  into  any  open  retort     The  main  pipe  is  connected  with  a  blowing 
cylinder,  worked  by  the  steam-engine,  so  that  a  strong  blast  can  be  made  to  impinge  upon  any  part  ol 
the  hard  incrustation,  which  gradually  yields  to  it,  and  may  then  be  removed  without  difficulty. 
Far-shaped  retort. — Fig.  1903  is  a  front  elevation  of  a  bench  containing  three  retort.s 
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Fig.  1904  is  a  section  taken  transversely. 

Fig.  1905  is  a  longitudinal  section  through  the  centre  of  the  arch. 
Fig.  1906  is  a  plan  of  Fig.  1904. 

Figs.  1907,  1908,  and  1909  are  views  of  a  mouth-piece  on  a  scale  of  i  an  inch  to 
show  the  method  usually  adopted  for  securing  the  lid  in  all  ordinary  retorts. 


The  great  objection  to  the  ear-shaped  retort  is,  that  the  bottom  bends  are  liable  to  become  filled  up 
with  hard  carbon,  and  when  that  is  the  case  they  are  sure  to  crack.  The  principle  on  which  they  arc 
constructed  is  good  ;  and  if  they  could  be  charged  properly,  viz.  with  a  stratum  of  coal  from  3  to  3^ 
inches  thick,  evenly  spread  over  the  bottom,  they  would  be  found  to  make  more  and  better  gas  than 
D's  and  -circular  retorts,  (where  the  stratum  of  coal  is  thicker,)  simply  because  it  would  be  more  evenly 
acted  upon.     In  all  cases,  witli  the  same  degree  of  heat,  the  thinner  the  stratum  of  coal  the  better  the  gas. 

The  mode  of  setting  these  retorts  may  be  precisely  similar  to  that  explained  in  Figs.  1902  and  1903. 

Bmnton's  patent. — Fig.  1910  represents  a  front  view  of  a  bench  of  four  retorts,  upon  Mr.  Brunton"'' 
principle.  ^^^^  1910. 


A  A  are  the  retort-mouths,  the  lids  of  which  are  fitted  with  stuffing-boxes,  for  the  reason  to  be  pre- 
sently described,  and  permanently  jointed  in  their  places  with  iron  cement. 

BB  are  hoppers,  capable  of  holding  from  20  to  28  pounds  of  coal,  which,  when  an  air-tight  slide 
valve  C  is  drawn  back,  falls  into  the  retort  through  the  neck  D :  the  vivlve  is  closed  immediately. 


E  is  the  furnace,  projecting  beyond  the  face  of  Jhe  brickwork  in  which  the  retorts  are  set. 
F  F  are  handles  for  working  a  piston  contained  in  the  mouth-piece  A. 

Fig.  1911  is  a  transverse  section  of  one  half  of  a  bench.    The  retorts  G,  shown  as  circular,  may  ht 
»aried  in  form  if  thought  necessary.    We  believe  the  patentee  gives  thepreference  to  those  of  a  D  sha*  •' 
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E  is  the  furnace ;  the  direction  of  the  flues  is  shown  by  arrows. 

Fig.  1912  is  a  longitudinal  section  tlirough  the  centre  of  the  furnace. 

H  is  a  short  pipe,  open  to  the  interior  of  the  retort,  sealed  at  the  lower  end  by  dipping  into  water, 
tlirough  wliich,  after  a  charge  is  thrown  into  the  retort  from  the  hopper  B,  a  portion  of  coke  is  expelled, 
by  advancing  the  piston  contained  in  the  mouth-piece. 

1914, 


1915. 


Uj==^ 


I  is  the  pipe  by  which  the  gas,  as  it  is  formed,  passes  to  the  hydraulic  main. 

K  is  a  bonnet,  to  be  taken  off  at  any  time  when  required  to  examine  the  interior  of  the  retort. 

Fig.  1913  is  a  back  view  of  Fig.  1910. 

Fig.  1914  is  a  plan  below  the  retorts.  (The  same  letters  refer  to  corresponding  parts  in  all  the 
figures.) 

The  annexed  diagram,  Fig.  1915,  will  explain 
the  construction  of  the  piston  before  alluded  to. 

a  is  the  piston,  drawn  back  in  the  proper  po- 
sition to  receive  a  charge,  which,  when  the  slide- 
valve  is  opened,  will  fiill  into  the  space  b,  and  be 
propelled  forwards  into  the  heated  part  of  the  re- 
tort by  turning  the  screw  c,  which  works  in  a  nut 
d  on  the  back  of  the  piston. 

e  is  a  collar  upon  the  shaft  of  the  screw,  work- 
ing between  the  bottom  of  the  stufHng-box  and  a 
washer  held  in  its  place  by  four  pins.  The  stuf- 
fing-box is  made  tight  in  the  usual  way,  by  screw- 
ing the  gland  /  against  a  gasket. 

(7  is  a  shield  loosely  attached  to  the  front  of  the  piston,  to  prevent  the  accumulation  of  small  coal- 
dust  in  the  mouth  of  the  retort.  When  the  charge  is  thrust  forward,  the  piston  is  turned  back  duectly 
into  the  mouth,  to  preserve  it  from  the  action  of  the  heat. 

That  part  of  the  retort  adjacent  to  the  flues  only  is  heated,  consequently  the  only  part  liable  to  mucli 
wear  and  tear. 

The  only  part  requiring  renewal  is  that  of  the  retort  situated  between  the  outer  walls  of  the  bench, 
and  weighing  about  9  or  10  cwt.  The  fuel  required  to  carbonize  the  coal  is  about  25  per  cent,  in  coal 
on  the  quantity  distilled. 

Reciprocating  retort,  the  invention  of  Mr.  George  Lowe. 

It  has  been  stated  that  the  first  portion  of  vapor  j^roduced  by  coal  when  undergoing  destructive  dis- 
tillation in  ordinary  retorts  will,  when  converted  into  gas,  form  that  of  the  most  brilliant  quality,  and  it 
is  to  effect  this  that  the  following  arrangements  have  been  patented. 

Fig.  1916  is  a  back  elevation  of  two  pairs  of  retorts.  A',  A^  A^  A*  are  the  retorts ;  BB  the  stand- 
pipes  ;  C  C  C,  slide-valves  for  opening  and  shutting  off  the  communication  between  the  retorts  and 
hydraulic  main  ;  D  is  the  hydraulic  main.     The  front  elevation  differs  but  little  from  it. 

Fig.  1917  is  a  plan  of  the  lower  pair  of  retorts  ;  the  operation  is  as  follows: — Supposing  the  entire 
bench  to  be  at  the  requisite  heat  for  decomposing  the  coal,  and  that  they  are  working  six-hours'  charges, 
the  lids  of  the  retorts  A'  and  A'  are  removed,  and  by  means  of  scoops  (each  half  the  length  of  the 
retort)  the  coal  is  introduced  at  both  ends,  and  the  lids  immediately  secured  in  their  places :  the  slides 
F'  and  F*  are  opened,  and  C*  and  C  closed.  The  bituminous  vapors  that  rise  first  will  pass  through 
the  pipes  E  E,  and  thence  through  the  entire  length  of  the  hot  retorts  A''  and  A*,  and  be  converted  into 
gas,  which  will  pass  to  the  hydraulic  main  by  the  stand-pipes  on  which  the  slide-valves  C  and  C*  are 
fixed,  and  which  remain  open.  When  the  distillation  has  gone  on  for  half  the  duration  of  the  charge — 
viz.  three  hours — the  valves  C  and  C  are  opened,  F^  F"  shut,  and  the  gas  evolved  from  the  retorts  A* 
and  A'  passes  through  the  stand-pipes  attached  to  them.  The  retorts  A"  and  A*  are  now  charged,  the 
mouths  closed,  the  valves  F'  and  F^  again  opened,  and  C  and  C*  shut.  The  operation  is  now  reversed, 
the  first  vapors  passing  through  the  two  first-cha)'ged  retorts  until  their  charge  is  expended,  when  C 
and  C^  are  opened,  F'  and  F^  closed,  and  the  charge  drawn.  They  are  then  immediately  recharged, 
and  the  operation  of  opening  and  closing  the  valves  repeated. 

Ketorts  on  this  construction  have  been  worked,  and  are  found  to  act  well,  producing  gas  of  average 
quality  and  in  greater  abundance  than  by  the  ordinary  method.     The  reason  of  the  gas  being  only  ol 
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an  average  quality  is,  that  the  carburetted  hydrogen  made  after  the  production  of  bituminous  vapor  haa 
ceased,  still  passes  over  the  red-liot  surface  of  another  retort  and  deposits  some  portion  of  its  carbon, 
the  rich  gas  formed  by  the  conversion  of  the  bituminous  vapor  only  serving  to  make  up  the  deficiency. 


If,  instead  of  having  only  two  retorts  in  a  set,  the  number  could  be  increased  to  six,  and  after  the 
first  hour  the  gas  be  allowed  to  pass  away  on  the  ordinary  plan,  both  the  qu'antity  would  be  augmented 
*and  the  quality  improved. 

Revolving  web  retort. — This  retort  is  arranged  so  that  the  coal  is  acted  upon  in  a  thin  stratum  and 
converted  into  gas  at  once :  the  chemical  advantages  of  this  method  are  many ; — all  the  elements  of 
the  coal  are  liberated  at  nearly  the  same  time,  and  unite  with  one  another  in  such  proportions  as  to 
form  gas  of  the  best  illuminating  quality,  and  in  greater  abundance  than  when  the  coal  is  carbonized  in 
mass.  The  condensed  bituminous  vapor  which  forms  tar  in  the  ordinary  process  is  by  this  nearly  all 
converted  into  olefiant  gas. 


Fig.  1918  is  a  longitudinal  section  tlu-ough  AB  in  Fig.  1920. 
Fig.  1921  is  a  transverse  section  tlirough  C  D  in  Fig.  1918. 
Fig.  1919,  plans  of  the  retort  in  section,   over  the   top  of  tlie 
respectively. 


retf)rt,   the  wcD,   and   furnace, 
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The  same  letters  refer  to  con-esponding  parts  in  all  the  figures. 

E  is  a  hopper  containiug  the  coal ;  F  is  the  discharging-disk  ;  G  is  the  retort ;  H  is  a  web  on  to  ■which 
the  coal  is  discharged  by  the  disk  F ;  1 1  are  revolving  drums  carrying  the  -web  H ;  K  is  the  furnace ; 
L  L  the  flues  passing  under  and  over  the  retorts,  and  finally  into  the  main  flue ;  M  the  shoot  into  -which 
'.he  coke  falls ;  the  end  of  -which  may  either  dip  into  Avater  or  be  furnished  -with  a  tight  door. 

The  retort  itself,  and  the  cham-  _ ,,„^..  .„,„^ 


ber  in  -which  the  drums  -work, 
are  made  of  -wrought-iron  boiler- 
plates, riveted  together ,so  as  to  bo 
quite  gas-tight.  The  only  parts 
subject  to  -wear  and  tear  are  the 
retort  adjoining  the  flues  and  .the 
•web,  both  of  -which  are  heated ; 
the  latter  however  never  becomes 
so  hot  that  the  shape  alters.  The 
action  of  this  arrangement  is  as 
foUo-ws : — 

All  the  coal  must  be  either 
ground,  or  beaten  small  and 
screened,  so  that  no  lumps  re- 
main larger  than  coffee-berries, 
and  a  t-wenty-four  hours'  charge 
must  be  thro-wn  into  the  hopper 
and  secured  by  a  luted  cover. 
The  discharging-disk,  -which  is 
nine  inches  in  diameter,  -with  six 
arms,  is  made  to  revolve  uni- 
formly -with  the  drum  belo-w  it,  at 
the  rate  of  four  revolutions  an 
hour ;  for  this  purpose  t-wo  shafts 
run  the  entire  length  of  the  retort-beds,  on  one  of  which  the  drums  are  fixed;  on  the  other  are  the  dis- 
charging-disks,  connected  at  one  end  by  a  strap.  Tlie  diameter  of  the  hexagonal  drums  is  so  regulated^ 
that  the  coal  which  falls  on  the  web  from  the  discharging-lip  wiU  at  one  revolution  have  passed  the 
entire  length  of  the  retort.  Fifteen  minutes  is  quite  time  enough  to  convert  the  coal  so  distributed  into 
gas.  Each  link  of  the  web  is  14  inches  long  and  24  inches  broad,  having  a  surface  of  836  square  inches, 
upon  which  the  contents  of  one  partition  of  the  disk  will  be  discharged,  viz.  a  little  more  than  1 24  cubic 
inches  of  coal  in  a  stratum  less  than  three-eighths  of  an  inch  thick.  Each  successive  link  receives  the 
same  quantity,  so  that,  in  one  entire  revolution  of  the  disk  and  drum,  745  cubic  inches  of  coal  (equal  to 
21  pounds)  are  distributed  over  a  heated  surface  of  2016  square  inches,  and  converted  into  gas. 

Eighty-four  pounds  of  coal  will  by  this  process  make  450  cubic  feet  of  gas  of  the  specific  gravity  ^QO. 
It  therefore  follows,  that  in  24  hours  18  cwt.  of  coal  will  be  discharged  by  each  retort,  making  10,800 
cubic  feet  of  gas,  equal  to  to  12,000  cubic  feet  per  ton. 


These  retorts  are  considerably  more  expensive  in  the  first  instance  than  those  in  general  use,  but  in 
the  end  they  would  be  found  cheaper.  Indeed,  the  entire  arrangement  is  one  of  great  economy,  and  by 
far  the  most  scientific  process  yet  adopted  for  making  coal-gas ;  it  requires  no  attendance,  except  that 
of  keeping  up  the  furnace  and  charging  the  hopper  once  in  twenty-four  hours.  N'o  gas  is  lost,  and  no  tar 
made.  The  coke  produced  is  increased  in  quantity  by  about  75  per  cent,  but  its  quality  is  not  so  well 
fitted  for  general  purposes  (although  superior  for  culinary  uses")  as  that  produced  by  the  common  process. 

The  power  employed  for  turning  the  shafts  may  be  a  water-wheel,  which  -would  be  preferable  to  a 
steam-engine,  unless  in  large  works,  where  the  latter  could  be  employed  for  other  purjDoses.  An  overshot 
wheel,  six  feet  in  diameter  and  nine  inches  in  breadth  of  float,  would  drive  twelve  retorts  at  the  speed 
required ;  the  water  for  turning  such  a  wheel  for  twelve  hours  may  be  pumped  up  by  two  men  in  about 
an  hour  and  a  half.  This  form  of  retort  is  in  first  cost  more  expensive  than  others,  but  it  is  believed  to 
be  in  the  end  more  economical. 
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The  quantity  of  gas  produced  by  five  D  retorts,  such  as  are  shown  in  Fig.  1892,  will  be  about 
14,000  cubic  feet  m  iwenty-four  hours,  of  specific  gravity  '390  or  "400,  and  the  quantity  produced  by 
four  of  the  proposed  retorts  will  be  43,200  cubic  feet  in  twenty-four  hours,  of  the  specific  gravity  -470 
or  -490. 

All  the  machinery,  except  the  retorts  and  webs,  will  last  for  years  without  any  repair,  except  what 
may  arise  from  contingencies,  to  which  all  machinery  is  subject. 

Earthen  retorts. — In  speaking  of  clay  or  earthen  retorts,  it  is  necessary  to  limit  our  remarks  upon 
them  to  the  results  of  practice ;  for  in  many  instances,  owing  to  actions  not  entirely  and  clearly  ac- 
counted for,  the  results  given  by  these  vessels  differ  from  those  which  theory  in  its  strict  sense  would 
admit  as  being  correct. 

One  practical  point  must  be  observed,  that  clay  retorts  of  small  dimensions  are  less  economical  than 
those  of  larger  size,  owing  to  the  great  per  centage  of  fuel  required  to  keep  them  at  a  proper  tempera- 
ture for  decomposing  the  coaL  The  advantage  of  using  the  latter  description  of  distilling  vessel  is  sim- 
ply a  question  of  profit  and  loss,  or  whether  it  is  cheaper  to  burn  iron  or  coal.  The  material  of  which 
they  are  formed  is  a  non-conductor  of  heat,  consequently  the  absorption  of  caloric  is  less  rapid ;  and 
although  they  retain  their  heat  when  a  fresh  charge  is  introduced  better  than  iron  retorts,  yet  not 
sufficiently  to  bring  down  the  quantity  of  fuel  as  low  as  that  required  for  metal.  Notwithstanding  tliis, 
even  small  clay  retorts  are  preferred  in  many  places,  particularly  in  Scotland.  Mr.  James  Reid,  of  the 
Montrose  Gas-works,  has  favored  us  with  the  following  description  of  his  earthen  retorts : 
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"  We  have  had  clay  retorts  in  operation  for  the  last  three  years,  and  from  the  great  difference  in 
price,  compared  with  that  of  iron  retorts  of  the  same  size,  and  from  the  immense  superiority  over  metal 
m  working  them,  we  have  entirely  given  up  the  use  of  the  latter.  I  tried  tlie  clay  retorts  in  the  sliape 
of  an  ellipsis,  in  the  D  and  circular  form.  Ihe  size  I  find  best  adapted  to  all  purposes  is  eight  feet  long, 
fourteen  inches  diameter,  and  four  inches  thick :  such  a  retort  costs  £2  6s. ;  the  pillars  or  columns  for 
supporting  them  are  6s.  each,  and  each  retort  finished  costs  £3  4s.  The  mouth-pieces  are  cast  metal, 
and  fastened  to  the  end  of  the  retorts  by  bolts  and  flanches,  as  in  the  ordinary  description,  and  jointed 
with  fire-clay  and  iron  cement.  The  retorts  are  made  in  two  lengths,  and  are  jointed  by  a  body  of  fire- 
clay well  diluted  with  water.  The  most  economical  plan  for  erecting  them  is  to  set  them,  three  under 
one  arch,  heated  by  one  fire.  Their  only  drawback  is,  tliat  when  the  heat  is  let  down  they  contract 
unevenly  on  cooling,  and  are  liable  to  leak  when  again  required  for  distillation ;  they  generally  last  two 
years." 

Clay  retorts  have  been  used  for  some  years  at  Wolverhampton  with  success.  The  retorts  are  circu- 
L'lr  and  made  in  joints  of  32  inches  long.    In  several  places  these  retorts  are  made  at  the  works. 

The  reader  will  fully  understand  their  plan  of  construction  from  the  elevation  and  sections.    Trans- 
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verse  section  and  elevation,  Fig.  1922,  and  Fig.  1923,  longitudinal  section, -which  require  no  description,  ex- 
cept that  the  bottom  is  exposed  directly  to  the  heat  of  the  fire,  and  is  slightly  "  cambered,"  or  curved  up- 
wards, to  enable  it  with  more  certainty  to  retain  its  form.  The  cement  with  which  the  parts  of  tlie 
oven  are  jointed  is  a  composition  the  ingredients  of  which  are  not  known,  but  seems  to  be  an  excel- 
lent substance,  and  when  the  interior  is  coated  with  it,  becomes  vitrified  and  quite  gas-tight  under  con- 
siderable pressure. 

In  England  and  Scotland  the  fire-clay  retort  has  superseded  the  use  of  metal  in  no  less  than  forty 
towns ;  in  some  instances  it  has  lasted  for  the  extraordinary  period  of  twelve  years.  The  oven  or 
D-shaped  retorts  are  found  to  be  the  most  advantageous,  being  made  with  a  capacity  to  carbonize  one 
cwt.  of  coal  every  hour.  They  can  be  constructed  either  to  be  heated  by  coke  ovens,  or  coke  furnaces, 
or  by  the  burning  of  tar :  with  coke  ovens  they  are  more  durable.  It  appears  that  clay  retorts,  when 
constructed  upon  such  a  scale  as  that  given  in  Fig.  1922,  have  great  power  to  retain  their  heat  when 
brought  to  the  proper  temperature  for  decomposing  the  coal,  viz.  27  °  of  Wedgewood,  and  the  intro- 
duction of  a  fresh  charge  is  not  nearly  so  much  felt  by  them  as  by  metal.  This  power  of  retaining  heat 
13  proved  by  constant  practice  to  produce  1000  cubic  feet  of  gas  per  ton  from  the  same  coal  more  than 
the  average  of  the  London  produce,  and  the  consumption  of  fuel  is  not  more  than  22  or  23  lbs.  of  coke 
to  carbonize  100  lbs.  of  Newcastle  coal,  taking  the  average  of  six  months'  working. 
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When  properly  constructed,  these  retorts  are  not  in  any  degree  liable  to  fracture  or  to  the  escape  of 
gas,  but  are  of  such  strength  as  to  resist  the  greatest  pressure  which  is  likely  to  be  put  upon  them. 
The  coke  also  made  by  them  is  invariably  of  better  quality,  and  produces  less  breeze  or  waste. 

Oil  gas. — It  appears,  at  first  sight,  both  inexpedient  and  superfluous  to  distil  oil  for  the  production 
of  gas,  when  we  consider  that  oil  can  be  burnt  in  lamps  witliout  any  further  preparation,  whilst  it 
loses  carbon  by  deposition  in  the  retorts.  Purified  lamp-oil  is  consequently  never  used ;  but  gas  can 
be  prepared  from  impure  oils,  train-oil,  or  refuse  fat,  with  as  much  ease  as  from  the  purer  kinds.  The 
manufacture  of  gas  is,  therefore,  under  certain  circumstances,  an  admirable  means  of  using  up  such 
materials  for  the  production  of  light,  as  could  not  otherwise  be  employed,  or  only  applied  to  the  lowest 
uses.  The  experiments  of  Henry,  which  extend  also  to  this  part  of  the  subject,  show  at  once  the  plan 
tliat  must  be  adopted  upon  a  large  scale.  His  results  are  given  in  the  table  in  the  following  page ;  from 
which  it  appears  that  oil  gas  is  superior  to  that  obtained  from  coal,  as  is  also  shown  by  its  density, 
and  thtit  the  produce,  dependent  chiefly  upon  the  temperature,  is  of  the  best  quality  when  obtained  at 
a  low  red  heat.  This  temperature  suffices  to  convert  the  oil  into  gas,  but  is  not  sufficiently  high  to 
decarbonize  the  gas  to  any  great  extent.  The  apparatus  for  obtaining  gas  by  the  distillation  of  oil  is 
represented  in  the  following  drawing,  Fig.  1924.  To  accelerate  the  evolution  of  gas,  and  sliorteii  Die  time 
which  the  gas  akeady  produced  has  to  remain  in  the  red-hot  vessel,  the  retort  a  is  filled  with  bricks,  or 
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lumps  of  coke,  which  extend  the  red-hot  surface  very  materially.  The  second  cylinder  b,  serves  both 
as  reservoir  and  liydraulic  main  at  the  same  time,  and,  with  this  object  in  view,  a  and  b  are  connected 
in  two  places  d  and  </.  Oil  flows  from  a  large  cistern  above  the  apparatus  in  a  constant  stream  through 
the  tube  c  to  b,  which  b  is  thus  kept  filled  up  to  a  certain  level.  From  b  the  oil  descends  through  e  to 
a,  is  converted  into  gas  and  tar,  returning  through  d  to  b.  Tlie  tube  d  makes  a  short  l^end,  and  just 
enters  below  the  fluid  level  in  b,  so  that  the  vapors  of  the  decomposed  oil  must  constantly  pass  through 
the  reservoir  of  oil,  and  deposit  their  tar.  The  retort  a  is,  therefore,  constantly  supplied,  not  only  with 
•sU,  but  with  a  mixture  of  oil  and  tar,  in  such  a  manner,  that  all  the  condensed  products  return  to  tho 


retort  together  with  a  fresh  quantity  of  oil,  until  they  are  completely  converted  into  gas.  If  the  ex- 
periment is  made  in  a  long  tube,  inclined  at  the  hinder  part,  whilst  the  front  is  kept  cool,  hardly  any 
tar  will  be  produced.  The  gas  which  collects  above  the  oil  in  b,  passes  on  through  the  tube  (;.  As  the 
objections  raised  in  the  case  of  coal  gas  do  not  here  occur,  cast-iron  retorts  are  solely  used  in  oil  gas 
works,  with  the  same  firing  in  other  respects,  r  being  the  grate.  According  to  trustworthy  statements, 
1  cubic  foot  (^  about  4  gallons)  of  oil  produce  600  to  VOO  cubic  feet  of  gas,  which  is  equivalent  to  from 
90  to  96  per  cent,  by  weight;  the  remainder  is  carbon,  which  is  deposited  between  the  coke  or  bricks, 
and  some  unavoidable  loss.  The  production  of  oil  gas  is  a  continuous  process,  and  thus  diflers  from  tho 
distillation  of  coal.  The  retorts  only  require  opening  now  and  then,  for  the  removal  of  the  deposit  of 
graphite.  Vapors  of  the  same  composition  and  properties  are  found  in  oil  gas,  as  in  coal  gas.  Thus, 
according  to  Hesz,  all  the  volatile  empyreumatic  oils,  which  occur  mixed  with  each  other  in  tar  from 
oil,  have  the  same  composition  per  cent,  as  olefiant  gas.  Faraday  had  previously  observed  in  England, 
where  oil  gas  was  compressed  for  technical  purposes  with  a  pressure  of  SO  atmospheres,  that  these 
vapors  were  condensed  to  a  fluid,  of  which  1  part  occupied  the  space  of  7500  parts  of  gas. 


Substances 
distilled. 


on . . .  ■! 

Train-oil 


Temperature  of  the 
Distillatioa. 


Bright  red  heat 
Ditto    .     .    .     . 


Lowest  possible  temperature 
Low  red  heat 


0-464 
0-690 
0-758 
0-906 


In  100  parta  of  illuminating  gas. 
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19 


88 


28-2 

14-1 

45-1 

82-4 

12-2 

32-4 

50.3 

15-6 

7-7 

46-5 

9-5 

3 

6-6 
4 
4 
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JHesin  gas. — If  resin  (colophony)  were  usually  fluid,  instead  of  being  solid,  there  would  be  no  differ 
ence  in  the  mode  of  obtaining  gas  from  it  to  that  practised  in  the  oil-gas  manufactiu-e ;  as  this,  however, 
is  not  the  case,  it  becomes  necessary  to  render  the  resin  fluid  by  some  suitable  means,  that  it  may  be 
:asily  supplied  to  the  retort    The  volatile  oil  from  tar  is  frequently  used  for  this  purpose. 
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The  flame  from  the  retort  fire,  before  escaping  by  the  chimney,  is  caused  to  heat  up  a  vessel  con- 
taining resin.  As  tliis  melts,  it  trickles  through  a  sieve,  into  the  second  division  of  the  vessel,  leaving 
the  impurities  and  the  solid  portion  behind,  where  it  is  mixed  with  an  equal  part  of  the  oil  of  resin  (tar). 
Thus  a  solution  which  will  no  longer  solidify  is  obtained,  and  with  it  the  retort  is  supplied,  as  with  oil 
iu  the  former  case.  When  the  gas  has  parted  with  its  condensible  vapors  in  the  coolers,  it  is  in  a  fit 
state  for  consumption,  no  further  purification  being  required,  as  is  likewise  the  case  with  oil  gas. 

One  of  the  best  arrangements  for  resin  gas,  and  which  has  stood  tlie  test  of  practice,  is  that  which 
has  been  extensively  carried  out  by  Chaussenot,  and  is  shown  in  Fig.  1925  ;  the  resin  is  here  melted 
by  itself,  and  the  oil  of  tar  collected  and  disposed  of  as  a  secondary  product.  The  draught  to  the  fire- 
place P  is  regulated  through  the  ash-pit  by  means  of  the  plate  Q,  which  can  be  moved  horizontally 
backwards  and  forwards  in  the  groove  h.  The  air  passing  from  below  through  the  grate  r  r,  and  the 
fuel,  creates  a  powerful  flame,  which  passing,  in  the  first  instance,  through  the  apertures  gg g  in  the 
roof,  plays  round  the  retort  A,  in  the  space  M,  and  then,  before  reacliing  the  chimney,  heats  the  vessel 
I,  containing  the  resin,  by  means  of  the  flue  N  K  If  this  vessel  requires  filling,  the  fire  is  shut  off  from 
N,  by  the  damper  b,  and  is  allowed  free  egress  at  the  aperture  0,  by  drawing  back  the  damper  c. 
Both  the  dampers  are  worked  by  iron  rings  and  rods  from  without.  In  Chaussenot's  apparatus,  it  is  not 
necessary  to  aissolve  the  resin  in  tar-oil,  because  the  vessel  I,  in  which  the  resin  is  melted,  and  the 
conducting  tube  H,  being  constantly  surrounded  with  hot  air,  no  solidification  of  the  melting  resin  at 
the  bottom /need  be  apprehended.  Combustible  gases  are  generated  by  merely  melting  the  resin, 
which  may  possibly  endanger  the  whole  apparatus.  To  avoid  such  contingencies,  the  edge  of  I  is  fur- 
nished with  a  groove  filled  with  water  w  u,  into  which  the  lid  K  dips  at  v  v,  and  is  consequently  secured 
by  a  water-valve.  By  means  of  the  appendage  y,  the  vapors  can  be  conducted  into  the  chimney,  or 
under  the  grate.    The  melted  resin  flows  consecutively  through  H  G  and  x,  hito  the  retort  A.    Between 
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G  and  H  is  a  plate  o,  with  a  furmel  shaped  aperture  m  the  middle,  in  which  the  conical  end  of  the  rod 
d  is  movable.  If  this  is  raised  through  the  stuffing-box  e,  the  retort  A  receives  a  larger  flow  of  melted 
resin  ;  if  it  is  pushed  down  the  stream  diminishes,  or  the  flow  ceases  entirely.  The  resin  flowing  from 
X  is  carried  to  that  part  of  the  retort  containing  the  coke,  by  means  of  the  inclined  plate  g.  The  coke 
is  prevented  falling  into  the  neck  of  the  retort  by  the  grating  I ;  here,  too,  the  gas  escapes  through  a 
tube  downwards  to  the  tar  cistern  C,  and  from  thence  through  E  to  the  cooling  pipe  D,  which  is  im- 
mersed in  water  in  a  long  trough  P.  C  is  constantly  nearly  filled  with  tar,  that  the  mouth  of  xo  may 
always  remain  immersed;  this,  therefore,  dips  into  C,  whilst  the  gas-pipe  E,  behind  the  sectional  level 
in  tlie  dra^ving,  only  just  passes  through  the  material  of  the  main  C.  The  neck  F,  situated  above  x,  has 
a  small  appendage  a';  this,  as  well  as  a"  and  a'",  is  constantly  immersed,  and  all  three  are  used  only 
for  introducing  iron  rods  in  cleansing  the  approaches  to  the  retort ;  a  is  a  similarly  constructed  appen- 
dage for  screwing  up  the  lid  of  the  retort ;  a  a'  a"  and  a'"  are  all  furnished  with  iron  semicircles  and 
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screws,  for  forcing  iron  plates  flat  against  the  apertures.  In  such  a  furnace,  therefore,  distillation  goes 
on  continuously,  until  the  deposition  of  carbon  renders  a  renewal  of  the  coke  necessary.  Resin  gas  is 
not  so  highly  illuminating  as  oil  gas,  and  is  of  about  the  same  (juahty  as  coal  gas ;  it  is  used  in  many 
towns,  as  in  Frankfort-on-the-Maine,  Antwerp,  &c.  14  to  23  cubic  feet  of  gas  are  obtained  from  1  lb. 
of  resin. 

Gas  from  soap-boater. — Few  cases  are  adapted  to  give  so  favorable  an  idea  of  the  practical  value  of 
gas  illumination,  as  the  process  carried  out  at  the  works  of  Houzeau  Muyron,  at  Rheims,  where  very 
good  gas  is  obtained  from  refuse  which  previously  cost  something  to  throw  away,  and  which  now  is  a 
source  of  profit  to  the  manufacturer.  This  refuse  is  the  soap-water,  m  which  woollen  stuffs  have  beec 
freed  from  fat.  Besides  the  unchanged  fat  with  which  those  goods  are  charged  as  they  come  from  the 
loom,  the  soap-water  contains  a  solution  of  oleate  and  stearate  of  soda,  and  compounds  of  the  same 
acids  with  lime  in  suspended  flakes,  and  lastly,  animal  matters  extracted  from  the  wool.  From  all  parts 
of  the  town  the  soap-water  is  collected,  and  brought  to  the  reservoirs  of  the  works,  where  300  cwts.  a^ 
a  time  are  treated  with  2  per  cent  of  sulphuric  acid,  (or  twice  as  much  hydrochloric,)  mixed  with  equal 
parts  of  water.  After  the  lapse  of  12  to  18  hours,  complete  coagulation  is  effected.  The  water  contains 
Glauber's  salt  (sulphate  of  soda)  in  solution ;  a  little  gypsum  is  formed  at  the  same  time,  and  an  impure 
gray  fatty  matter  rises  to  the  surface.  This  consists  of  the  fatty  acids,  oil,  and  animal  matter  with 
much  water :  the  greater  part  of  the  latter  has  already  been  mechanically  separated,  and  the  remaindei 
is  removed  by  melting  in  copper  vessels ;  the  contents  are  then  drawn  off  into  a  second  boiler  containing 
some  sulphuric  acid  to  effect  a  clarification.  The  filtration  which  follows  affords  a  clear  oil,  and  this 
gives  with  crude  soda  (containing  sulphuret  of  sodium)  a  very  tolerable  soap,  whilst  sulphuret  of  iron 
separates,  together  with  a  black  solid  residue,  contauiing  much  fat  for  distillation  in  the  gas  retorts. 
The  process  of  distillation  is  like  that  practised  with  resin :  the  tar  produced  the  first  day  is  used  on  the 
morrow  to  dissolve  and  render  fluid  the  solid  residue,  and  so  on.  The  ohm  (=  about  30  galL)  of  soap- 
water  costs  28  kreuzers,  (=  about  18  cents.) 

Gas  from  atiimal  matter. — In  the  distillation  of  animal  matters,  bones,  flesh,  Ac,  as  it  has  long  been 
practised  for  the  production  of  bone-charcoal  and  bone-black,  tar  (stinking  oU,  Dippel's  animal  oil)  and 
gases  are  generated.  The  illuminating  power  of  the  latter  has  latterly  attracted  the  attention  of  man- 
ufacturers. Seguin,  in  particular,  has  carried  on  the  process  on  a  large  scale,  making  use  of  the  gases. 
The  material,  for  instance,  the  flesh  of  dead  animals,  contains  60  per  cent,  of  water,  which  must  be  re- 
moved by  drying  before  being  placed  in  the  retorts,  and  the  latter  should  be  kept  at  a  cherry-red  heat 
The  sulphur  (a,  constituent  of  albumen,  fibrine,  <fec.)  is  chiefly  found  in  the  gas  as  sulphuret  of  carbon, 
the  nitrogen  of  the  flesh  as  carbonate  of  ammonia.  After  being  properly  cooled,  the  gas  is  first  passed 
through  a  solution  of  chloride  of  calcium,  where  carbonate  of  lime  and  sal-ammouiac  are  formed,  and 
from  thence  through  tubes  containing  lumps  of  sulphur,  which  condense  the  sulphuret  of  carbon  to  the 
fluid  state,  and  dissolve  in  it.  The  latter  would  be  converted  in  the  flame  into  sulphurous  acid  and 
carbonic  oxide. 

Retort-house. — The  adjoining  cut,  Fig.  1926,  represents  a  retort-house  built  of  brick,  for  coal  gas,  upon 
the  most  simple  construction,  and  well  adapted  for  a  town  requirmg  70,000  cubic  feet  of  gas  for  the 
supply  of  each  night  in  the  winter  season.  Being  without  coke-cellar,  the  charges  must  be  drawn  int^ 
wrought-iron  barrows,  the  contents  wheeled  into  the  open  air  and  spread  abroad  to  cool. 
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The  outside  walls  are  calculated  to  give  the  greatest  security  with  the  least  possible  material.  Tlie 
piers  a  a  are  18  inches  thick  at  the  base,  projecting  4J  inches  (on  the  outside)  fi"om  the  brickwQrk  filling 
the  space  between  them.  Half  way  up  the  walls  there  is  a  4^inch  ofiset,  which  leaves  the  thickness 
of  the  panels  14  inches  below,  and  9  inches  above  the  offset 

The  roof  is  of  wiought-iron ;  the  ventilator  is  of  wood. 

The  retorts  were  set  five  in  one  oven,  making  forty  retorts,  which  will  allow  two  extra  benches  for 
repairs. 

In  twenty-four  hours,  thirty  working  retorts  will  carbonize  240  bushels,  or  180  cwt.  of  coal,  and  pro- 
duce 78,000  cubic  feet  of  gas.  In  some  places,  where  little  gas  is  required  in  the  summer  season,  one- 
half  or  even  the  entire  number  of  retorts  may  be  set  three  to  one  oven  with  economy. 

In  the  example,  Fig.  1927,  advantage  was  taken  of  sloping  ground  to  form  a  coke-shed,  which  saved 
a  considerable  quantity  of  brickwork.  Tlie  charge,  as  it  was  drawn,  fell  through  the  space  in  front  of 
the  retorts,  and  was  carried  by  an  inclined  plane  into  the  shed  liehind. 

This  house  is  considerably  larger  than  that  described  in  the  last  example,  and  is  furnished  with  a 
coal-store.  It  may  perhaps  be  as  well  to  state  here,  that  coal  from  which  gas  has  to  be  distilled  should 
If  possible  be  always  kept  under  cover,  because,  when  moisture  is  present,  the  hydrogen  arising  froir 
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the  decomposition  of  water  Avill  deteriorate  the  quality  of  the  gas.     It  is,  therefore,  a  matter  of  econ- 
omy to  construct  a  sufficient  shed  to  preserve  the  coal  in  a  dry  state. 

The  house  contained  55  retorts,  allowing  two  benches  of  five  retorts  each  for  repairs.  The  coal  car- 
bonized by  the  remaining  45  retorts  was  360  bushels,  or  2*70  cwt  in  twenty-four  liours,  producing 
117,000  cubic  feet  of  gas. 

The  cost  of  these  buildings  will  lepend  upon  the  price  of  brick,  Mme,  labor,  <fec.,  and  will  vary  in 
different  locaUties. 

Chimnei/s. — The  draught  absolutely  required  for  the  proper  combustion  of  the  fuel  beneath  the 
retorts  is  little;  indeed,  that  usually  given  to  a  common  coke-oven  would  be  sufficient.  It  is  necessary 
to  build  a  high  chimn'ey,  however,  to  carry  off  the  smoke,  which,  if  not  allowed  to  spread,  would  become 
a  nuisance  to  the  neighborhood.  Tlie  height  of  a  chimney  does  not  decrease  the  quantity  of  smoke,  bui 
distributes  it  over  a  larger  surface  and  causes  less  inconvenience. 

To  obviate  the  excess  of  draught,  it  is  advisable  to 
make  an  opening  into  the  shaft  communicating  with  the 
external  air.  The  dampers  of  the  retort-flues  might  be 
used  to  adjust  the  draught,  but  this  would  be  relying  top 
much  upon  the  workmen.  It  often  happens,  if  there  is 
no  check,  that  during  the  night  the  heat  of  the  ovens  will 
be  neglected,  and  suffered  to  fall  below  the  proper  tem- 
perature ;  and  then,  to  make  up,  the  dampers  are  opened 
and  the  furnaces  forced,  to  the  deterioration  of  the  retorts, 
the  waste  of  fuel,  and  the  production  of  inferior  gas. 
When  there  is  an  air-opening  into  the  shaft  tliis  cannot 
be  done,  and  there  will  therefore  be  less  danger  from 
such  carelessness. 

With  this  precaution,  the  chinmey  may  with  advantage 
be  built  seventy  feet  high,  even  for  a  small  number  of 
retorts ;  but  the  height  of  the  shaft  must  always  be  regu- 
lated by  the  description  of  property  surrounding  or  in  the 
vicinity  of  the  works. 

Purifiers. — The  gas,  when  it  leaves  the  retorts,  retains  its  impurities,  and  in  this  state  is  quite  unfit 
for  illumination.  The  impurities  are  bituminous  vapor,  ammoniacal  gas,  essential  oil,  and  sulphuretted 
hydrogen ;  the  processes  adopted  for  removing  these  are  partly  mechanical  and  partly  chemical.  The 
first  operation  is  the  condensation  of  the  volatile  portions,  whicli  is  effected  at  different  places  in  differ- 
ent ways.  The  condensers  generally  adopted  either  consist  of  a  series  of  pipes  arranged  in  the  manner 
of  a  distiller's  worm,  or  of  a  number  of  chambers  contained  in  a  tank,  and  surrounded  by  cold  water 
at  the  lowest  points  of  these  vessels  siphons  are  attached,  sealed  by  dipping  them  into  tar  to  a  sufficient 
depth  to  prevent  the  gas  from  escaping,  and  thi-ough  them  the  condensed  bituminous  and  ammoniacal 
vapors  pass  away  to  the  cistern  constructed  to  receive  them  in  the  forms  of  tar  and  ammoniacal  liquor 

The  same  tank  serves  to  contain  both,  the  difference  of  tlieir  specific 
gravities  keeping  them  separate;  the  ammoniacal  liquor,  being  tlie 
lightest,  swims  on  the  surface  of  the  tar.  The  tank  is  generally  sunk 
below  the  surface  of  the  ground ;  the  respective  heights  of  the  two 
fluids  are  registered  by  floats  and  gages,  and,  when  found  necessary, 
are  pumped  out.  If  there  be  no  sale  for  the  tar,  it  is  burned  beneath 
tlie  retorts,  and  the  ammoniacal  liquor  is  either  evaporated  in  tlie 
cast-iron  jjans  placed  iinder  the  furnaces  for  that  purpose,  manufac- 
tured into  the  carbonate  and  muriate  of  ammonia,  or  used  as  manure. 
The  simplest  and  best  condenser  is  formed  of  a  few  upright  pipes. 
Their  number  and  length  being  regulated  by  the  quantity  of  gas 
required  to  pass  through  them,  ten  feet  run  of  pipe  for  every  10,000 
feet  of  gas  is  ample  ;  in  height  they  may  be  equal  to  that  of  the  wall 
of  the  retort-house,  for  the  convenience  of  placing  a  tank  on  the  roof 
to  supply  them  with  water.  At  the  bottom  of  each  bend  is  a  siphon, 
similar  to  that  represented  in  the  annexed  woodcut,  by  which  the 
condensed  vapors  before  mentioned  are  conveyed  to  separate  vessels, 
the  fluids  passing  away  being  of  different  values,  (that  from  the  last 
siphon  is  the  most  valuable.) 

These  pipes  must  be  kept  wet  in  warm  and  dry  weather  by  small 
streams  of  water  running  on  to  them  from  a  tank  placed  at  tlie  top 
of  the  retort-house.  The  quick  evaporation  of  this  moisture  will 
keep  the  pipes  much  colder  than  if  they  were  completely  immersed 
in  water  If  after  condensation  "dry  lime"  (the  term  "dry  lime"  is 
used  in  contradistinction  to  lime-water,  the  first  being  simply  a 
hydrate,  the  latter  holding  lime  in  suspension  with  a  large  quantity  of  fluid)  is  used  for  purifying,  the 
gas  must  pass  through  a  wash-vessel,  that  a  portion  of  sulphuretted  hydrogen  may  be  absorbed  before 
the  gas  comes  in  contact  with  the  lime  in  the  purifiers ;  and  to  effect  a  final  separation  of  the  essential 
oil,  ammoniacal  and  carbonic  acid  gases,  the  essential  oil  is  so  intimately  mixed  that  it  may  be  detected 
in  gas  after  it  has  passed  through  a  pipe  a  mile  long.  (Its  presence  may  be  proved  by  shaking  the  gas 
with  a  little  alcohol  contained  in  a  bottle ;  the  oil  will  unite  with  the  latter,  forming  a  soapy  liniment.) 
A.  wash-vessel  is  shown  in  Figs.  1929, 1930,  and  1931 :  A  is  the  inlet  pipe  for  the  gas,  which  displaces  a 
column  of  water  about  three  inches  high,  and  passes  first  through  the  openings  bbh  and  at  the  sides  of 
the  wrought-iron  box  B,  then  througii  the  continuous  oj«ening  or  sht  C  C,  (which  must  be  equal  in  area 
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to  that  of  the  inlet  and  outlet  pipes,  viz.  in  this  example,  50265  square  inches,  the  diameter  of  the  pipes 
being  eight  inches,)  and  finally  through  the  water.  The  use  of  the  opening  C  C  is  to  divide  the  gas  into 
small  portions  and  distribute  it  over  a  large  surface.  The  more  minutely  it  is  divided,  the  better  -will 
the  wash-vessel  effect  its  object. 

D  is  the  outlet-pipe. 

E  is  a  siphon,  for  maintaining  the  water  at  a  certain  level ;  the  part  which  enters  the  tank  is  con- 
ducted to  the  bottom,  in  order  that  the  sediment  may  run  off.  The  upper  end  of  this  dip-pipe  is  open, 
or  it  would  otherwise  form  an  actual  siphon  and  drain  the  tank. 

F  is  a  portion  of  a  condenser,  called  by  workmen  a  "  gridiron  condenser,"  which,  when  separators  ar' 
used,  may  be  dispensed  with. 


After  this  last  process,  the  gas  is  in  a  state  to  come  in  contact  with  the  dry  or  hydrate  of  lime  to  be 
purified,  which  is  much  the  best  for  that  purpose,  as  it  is  attended  with  less  nuisance,  less  pressure, 
(which  is  also  of  importance,)  and  the  sulphur  which  has  united  with  the  lime  may  be  sublimed  from  it 
by  putting  the  spent  lime  from  the  machine  into  burnt-out  retorts  kept  at  a  heat  just  red  by  daylight, 
with  the  refuse  coke-dust  and  cinders,  for  which  there  is  no  sale.  The  sulphur  thus  produced  is  a  mar- 
ketable commodity.  The  larger  the  surface  of  dry  lime  to  which  the  gas  is  exposed  the  better ;  for  if 
it  be  allowed  to  pass  through  the  stratum  with  much  velocity  and  in  an  undivided  stream,  it  will  work 
a  passage  in  such  a  way  that  a  great  bulk  wDl  not  be  purified  1931. 

at  all,  for  of  course  it  will  pass  through  that  part  where  it 
meets  with  the  least  resistance :  from  this  not  having  been 
understood  or  attended  to,  many  superintendents  have  aban- 
doned the  use  of  dry-lime  purifiers.  The  quantity  of  lime 
required  for  purifying  coal-gas  by  the  above  process  will 
depend  upon  the  quality  of  both  the  lime  and  gas.  One 
bushel  of  quick-lime  will  suflice  in  some  places  to  purify 
10,000  cubic  feet  of  gas,  while  in  others  twice  tliat  quantity 
will  hardly  serve.  By  being  slacked  and  reduced  to  a  proper 
consistency  for  use,  its  bulk  will  be  more  than  doubled ;  two 
bushels  of  this  hydrate  will  spread  over  a  surface  of  25 
square  feet,  2^^  inches  deep,  wliich  is  about  the  thickness 
found  in  practice  to  be  the  best. 

In  Figs.  1932  and  1933  are  represented  an  elevation  and  plan  in  section  of  one  of  a  series  of  three 
"  dry-lime"  purifiers,  through  whicli  the  gas  passes  successively ;  in  other  words,  they  are  "  worked  to- 
gether," ana,  though  separate,  may  be  considered  as  one  machine. 

A  is  the  inlet  pipe  from  the  wash-vessel,  entering  at  the  bottom  of  the  first  purifier. 

B  is  a  plate  of  sneet-iron,  about  two  feet  square,  placed  over  the  mouth  of  the  inlet-pipe,  to  separate 
the  stream  of  gas  in  some  degree,  as  well  as  to  prevent  any  lime  from  falling  into  the  pipe. 

(J  C  C  are  the  layers  of  hydrate  of  hme,  spread  upon  screens  formed  of  an  outside  frame,  and  a  num- 
ber of  round  rods  or  wires  about  5-16ths  of  an  inch  in  diameter,  stretched  across  them  in  one  direction, 
to  afford  greater  facility  for  clearing,  with  a  small  interstice  between  each.    These  screens  are  placed 
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one  over  another,  in  three  tiers,  from  six  to  eight  inches  asunder ;  each  tier  may  consist  of  four  screena 
for  the  convenience  of  lifting  them  out  and  replacing  them. 

D  is  the  outlet-pipe  leading  to  the  second  purifier.  This  arch-pipe  is  made  of  thin  plate-iron,  sealed 
at  each  end  by  a  water-joint ;  because,  when  the  lid  has  to  be  lifted,  this  arch-pipe  must  be  removed, 
and  any  other  kind  of  joint  would  be  troublesome. 

E  is  the  lid  of  the  purifier,  also  sealed  by  a  water-joint;  ee  are  round  5-8ths  rods,  keyed  at  one  end 
into  the  keep-ring  k,  and  riveted  to  each  corner  of  the  lid  at  the  other ;  a  chain  is  hooked  on  to  the  ring 
k,  and  passed  over  a  pulley  to  a  balance-weight,  by  which,  and  the  rods  just  mentioned,  the  lid  is  lifted, 

F  F  are  blank  flanches  or  bonnets,  through  wliich,  when  removed,  the  pipes  are  cleared  from  any  do 

posited  impm-ity. 

^  1^        J  •  1932. 


G  G  are  clamps,  to  keep  the  lid  of  the  purifier  in  its  place. 

A  is  the  pipe  leading  from  the  waslvvessel  into  one  partition  of  the  hydraulic  valve,  which  shall  bo 
described  immediately. 

B  is  the  pipe  leading  to  the  three  purifiers  C  D  E  in  action,  and  rising  into  the  same  partition  of  the 
valve  as  B. 

F  is  the  pipe  leading  the  purified  gas  back  to  another  partition  of  the  valve. 

1933.   ' 


G  is  the  pipe  conveying  this  gas  to  the  meter  and  gasometers  ;  the  connection  between  the  two  last- 
named  pipes  is  formed  in  the  same  way  as  that  betAveen  the  pipes  A  and  B.  It  will  be  evident  that 
the  lime  contained  in  the  first  purifier  will  be  spent  or  saturated  before  the  other  two,  and  that  con- 
tained in  the  third  will  be  comparatively  untouched.  At  the  expiration  of  twenty-four  houis  C  D  and 
E  must  be  shut  off,  by  changing  the  divisions  of  the  hydraulic  valve  to  the  situation  shown  by  the  dotted 
lines  in  the  figure  representing  that  valve,  and  turning  the  gas  through  H I K,  having  previously  been 
put  in  readiness ;  at  the  instant  of  turning  the  valve  the  gas  will  pass  through  both  sets  of  purifiers,  all 
the  communications  being  open. 

When  the  covers  of  C  D  and  E  are  taken  off,  remove  the  screens  from  C,  and  place  those  from  E  in 
their  stead.  The  lime  from  C  is  quite  expended,  and  must  be  either  heated  to  sublime  the  sulphur,  or 
laid  aside  until  it  can  meet  with  a  sale  as  manure,  or  be  otherwise  disposed  of.  That  from  D  may  be 
spread  for  a  time  in  the  open  air,  (if  there  be  room  in  the  works,)  and  in  a  week  or  two  it  will  be  fit  to 
use  in  the  fu-st  purifier.  After  renewing  the  lime  in  the  second  and  third  purifiers,  replace  the  covers, 
and  they  are  again  ready  for  action.    The  same  operation  is  repeated  when  H  I  and  K  are  spent. 

Fig.  1934  represents  the  hydraulic  valve  just  mentioned. 

A  is  a  cast  or  sheet  iron  tank,  three  feet  diameter  and  two  feet  six  inches  deep,  generally  filled  with 
tar  to  within  six  inches  of  the  top. 

B  is  a  light  sheet-iron  or  tin  gasometer-shaped  vessel  of  less  diameter,  divided  into  three  partitions 
by  the  plates  0  D  and  E,  of  less  depth  tlian  the  rim. 

F  is  the  pipe  from  the  wash-vessel  or  condenser. 

G  is  the  pipe  leading  to  the  first  set  of  purifiers. 
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H  is  the  outlet  or  return  pipe  from  tliera. 

•  I  is  the  pipe  leading  to  the  meter  and  gasometers.  These  pipes,  in  the  present  position  of  the  valv€^ 
are  all  in  actioa 

F  and  G,  being  in  the  same  partition,  communicate  with  each  other,  as  do  H  and  I,  for  the  same 
reason.  When  the  purifiers  have  to  be  changed,  the  vessel  B  is  lifted  up,  until  the  bottom  of  the  par- 
tition, at  C  in  the  elevation.  Fig.  1933,  clears  the  pipes,  the  outside  rim  remaining  immersed  in  the  tar, 
(the  stops  S  on  the  guide-rods  prevent  it  from  being  lifted  too  high,)  and  turned  partly  round  until  it 
occupies  the  position  shoAvn  by  the  dotted  lines  in  the  plan.  Fig.  1934^.  The  length  of  each  dot  IS" 
tlirough  ■which  the  guide-rods  M  pass,  mark  this  position  and  effectually  prevent  mistakes,  for  the  vessel 
cannot  be  turned  the  wrong  way. 

K  and  L  are  the  pipes  connected  with  the  second  set  of 
pmifiers  thrown  into  action  and  into  communication  with  F 
and  I,  when  the  vessel  B  is  shifted  to  the  position  shown  by 
the  dotted  lines  in  the  plan. 

P  is  a  wooden  frame  supporting  the  pulleys  and  bal- 
ance-weight Q  to  assist  in  hfting  the  vessel  B,  which,  while 
in  action,  is  kqpt  from  rising  with  the  pressure  of  the  gas 
by  a  bolt. 

In  preparing  the  lime  for  the  purifiers,  it  ought  to  be 
beaten,  well  sifted,  and  water  added,  until,  by  compression 
in  the  hand,  the  hme  will  just  adhere ;  if  any  lumps  re- 
main, their  outside  only  will  be  acted  upon ;  when  broken, 
they  will  be  found  untouched  in  the  inside ;  and  although 
such  lumps  may  be  used  again,  it  is  always  better  to  sys- 
temize  the  process  in  the  first  instance,  and  prevent  even 
the  smallest  waste. 

Lime-water  purifier. — Fig.  1935  is  an  elevational  section 
of  a  lime-machine,  and  Fig.  1936  a  plan  through  a  6  in 
Fig.  1935. 

A  is  the  inlet-pipe  through  which  the  gas  passes  into 
the  chamber  B,  which  is  four  feet  diameter,  jointed  to  the  lid 
of  the  purifier,  and  supported  upon  two  cast-iron  beams  C. 
On  to  the  bottom  flanch  of  this  chamber  a  circular  ring  of 
thin  wrought-iron  plate  is  riveted,  of  such  diameter  that  its 
outside  rim  will  be  within  five  inches  of  the  tank  of  the 
purifier. 

D  is  a  hoop  supported  from  the  tank  by  bolts  dd,  etc.,  having  its  upper  edge  level  with  the  before- 
named  plate,  and  its  lower  edge  four  or  five  inches  below  it.  The  space  left  between  this  hoop  and  tlie 
ring  is  three-eighths  of  an  inch,  through  which  the  gas  (after  having  overcome  the  pressure  of  the 
column  of  water  contained  in  the  tank,  plus  the  pressure  in  the  gasometers)  will  pass,  and  bubble  uj- 
through  the  lime-water. 

E  is  an  arm  made  to  revolve  on  the  spindle  S :  the  parts  ee  of  this  arm  continue  through  the  ape.- 
ture  and  over  the  ring,  serving  to  keep  the  lime  from  settling  or  obstructing  the  passage  of  the  gas. 

F  is  the  outlet  for  the  pm-ified  gas. 

G  is  a  stufling-box,  through  which  the  spindle  S  passes. 

H  is  a  miter-wheel,  connected  to  a  water  wheel  or  steam-engine  for  turning  tlie  spindle. 


1935. 
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f  is  a  pipe,  through  which  the  lime-water  is  drawn  off  when  it  has  become  saturated  with  the  im 
jurities  of  the  gas.  It  will  be  observed,  that  by  this  contrivance  the  water  can  be  completely  drained 
off,  by  opening  a  slide-valve  bolted  to  the  flanch  of  tlie  pipe  K,  without  suffering  the  gas  to  escape 
along  with  it,  because  a  column  of  water  will  remain  in  the  tube  I  equal  to  the  height  of  the  bottom 
of  the  tank,  measured  from  the  inner  radius  of  the  curve  of  the  tube,  viz.  twelve  inches,  which  is  always 
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more  than  sufficient  to  overcome  the  pressure  of  the  gas  in  the  purifier  when  the  valve  on  the  inlet' 
pipe  A  is  closed,  which  sliould  be  done  before  that  at  K  is  opened. 

L  is  a  cylindrical  vessel,  open  at  the  top,  for  filhng  the  purifier ;  it  also  serves  to  show  the  quantity 
of  water  required ;  when  the  macliiiie  is  at  work  the  column  contained  in  the  vessel  will  be  as  much 
nigher  than  that  in  the  tank,  by  the  pressure  of  gas  in  the  gasometers,  usually  about  three  inches. 

The  lime-water  may  be  mixed  in  a  cistern,  and  drawn  off  by  a  hose  into  any  of  the  machines,  care 
being  taken  to  keep  the  mixture  well  agitated  while  passing.  The  proportions  are  one  measure  oi 
paste-lime  to  three  of  water;  that  is,  to  every  five  bushels  of  paste-lime  about  120  gallons  of  water 
huist  be  added.  The  size  of  the  lime-machines  ought  to  be  so  regulated  that  they  will  contain  suffi- 
cient lime-water  to  purify  the  quantity  of  gas  made  in  twenty-four  hours,  without  having  occasion  to 
fill  them  higher  than  the  water-line  shown  in  the  engraving. 

Four  lime-machines  are  necessary,  two  being  in  action  and  two  out,  alternately.  When  that  ma- 
chine is  spent  through  which  the  gas  first  passes,  shut  it  off,  and  open  a  third,  leaving  the  second  to 
perform  the  duties  of  the  first,  and  so  on. 

The  quantity  of  lime  required  for  the  complete  purification  of  coal  gas  varies  very  much  with  the 
quahty  of  the  lime  and  the  gas ;  that  coal  which  produces  the  greatest  volume  of  sulphuretted  hydro- 
gen from  the  presence  of  iron  pyrites  will  require  the  most  lime.  As  the  best  means  for  arriving  at  a 
proper  practical  conclusion,  we  annex  the  quantities  used  at  different  gas-works  in  various  places. 

1930. 


At  the  Imperial  Gas-Works,  London,  one  bushel  of  quicklime  purifies  on  an  average  10,000  cubic 
feet  of  gas,  the  price  of  lime  being  7tZ.  per  bushel.  The  lame  is  used  both  as  a  hydrate  and  in  the  fluid 
state,  in  the  following  proportions : — For  the  purification  of  1,000,000  cubic  feet,  the  produce  in  the 
winter  season  of  twenty-four  hours,  eighty  bushels  mixed  as  "  dry  lime,"  and  twenty  bushels  mixed  into 
a  fluid :  this  quantity  performs  its  part  thoroughly. 

At  Cheltenham  1^  bushel  of  quick-lime,  reduced  to  the  state  of  a  hydrate,  will  purify  10,000  cubic 
feet  of  gas  perfectly :  cost  per  bushel  from  hd.  to  &d. 

At  Birmingham  the  purification  of  1000  feet  costs,  in  lime  and  labor,  from  l\d.  to  \\d.,  but  in  reality 
not  nearly  so  much,  as  the  refuse  is  sold  for  two-thirds  the  original  cost  of  the  lime.  Lias  lime  is  used, 
and  "  dry  purifiers." 

With  the  dry-lime  purifiers  at  Chester,  1  cwt.  2  qrs.  is  required  to  purify  10,000  cubic  feet  of  gas. 
The  Welsh  lime  is  used,  its  price  being  13s.  4c?.  per  ton;  therefore  the  purification  of  10,000  feet  will 
cost  \2d.  without  labor,  which  is  about  the  average  cost. 

In  making  the  dry-lime  purifiers,  that  they  may  present  a  sufficient  surface  to  the  gas  which  passes 
through  them,  an  excess,  rather  than  a  smaller  area,  should  be  given.  A  bushel  of  lime,  when  reduced 
to  the  state  of  a  hydrate,  contains  very  nearly  4500  cubic  inches :  allowing  that  this  quantity  will 

f)ur.\fy  5000  cubic  feet,  it  follows  that  12'5  square  feet  of  screen  surface  is  required,  the  depth  of  the 
ime  being  2'5  inches. 

For  retorts  calculated  to  produce  300,000  cubic  feet  of  gas  in  twenty-four  hours,  the  purifiers  should 
present  a  surface  of  at  least  750  square  feet.  If  three  machines  are  worked  together,  each  containing 
five  screens,  their  dimensions  may  be  8  feet  6  by  6  feet,  and  3  feet  deep,  four  bushels  of  hydrate  of  lime 
being  spread  on  each  screen.  The  surface  presented  by  three  machnies  like  Fig.  1932,  is  324  square 
feet:  they  were  erected  for  an  establishment  producing  130,000  cubic  feet  of  gas  in  twenty-four 
hours. 

The  work  performed  by  a  lime-water  purifier  is  generally  computed  by  its  contents  in  gallons,  and 
the  head  of  w.ater  or  pressure  opposed  to  the  passage  of  the  gas  through  it.  Taking  the  latter  at  a 
constant  quantity  of  eight  inches,  the  computation  is  easy.  4500  cubic  inches  of  hydrate  of  lime,  (which 
has  been  before  stated  is  the  quantity  produced  by  reducing  one  bushel  or  2150  cubic  inches  of  quick- 
lime,) mixed  with  forty-eight  gallons  of  water,  will  purify  10,000  cubic  feet  of  gas,  if  properly  applied. 
In  the  example  at  Fig.  1935,  the'hme  machine  contains  316  gallons,  which  will  hold  in  solution  thuteeu 
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bushels  of  hydrate  of  lime,  and  purify  65,000  cubic  feet  of  gas.    Two  of  these  machines  -will  therefoiu 
do  the  same  work  as  the  three  dry-lime  purifiers  before  mentioned,  viz.  130,000  cubic  feet. 

Notwithstanding,  however,  that  the  quantity  of  lime  required  may  be  well  known,  it  is  necessary  to 
test  the  gas  in  its  progress  through  the  various  purifiers.  A  saturated  solution  of  the  acetate  of  lead  in 
distilled  water  is  an  excellent  test,  detecuug  the  presence  of  the  minutest  quantity  of  sulphuretted 
liydrogen,  and  more  convenient  than  the  carbonate,  from  its  complete  solubility.  Test-papers  may  be 
printed  in  the  following  form : — 

Station  and  Date.  . 


Crude  Gas.                          Ist  Purifier.                         2d  Purifier.  3d  Purifier. 

Lime  machine  having  been  charged hours  with bushels  of lime. 

Fill  a  bladder,  furnished  with  a  stop-cock,  full  of  gas  from  the  main,  before  it  enters  the  purifiers,  ami 
also  one  from  each  separate  purifier,  and  let  the  bladders  be  labelled ;  with  a  camel-hair  pencil  paint 
tlie  square  marked  crude  gas  with  the  test  solution,  and  force  the  gas  from  the  proper  bladder  upon  it 
while  wet ;  the  paper  will  immediately  be  turned  black :  then  paint  the  square  marked  1st  purifier,  and 
force  the  gas  into  it,  and  proceed  in. like  manner  with  the  two  others:  the  paper  in  the  fourth  square 
ought  not  to  be  discolored.  The  squares  must  not  be  moistened  at  once,  because  the  first  impure  gas 
would  in  that  case  blacken  them  all.  ,  •  i     i    i 

Lime  for  the  purpose  of  purifying  coal-gas  should  be  free  from  foreign  matter.  That  which  slackens 
the  quickest,  and  produces  the  greatest  heat  during  the  operation,  is  the  best.  "When  dissolved  in 
diluted  muriatic  acid  it  should  not  effervesce,  and  should,  when  perfectly  pure,  leave  no  insoluble  residue. 

Gas-meter. — Before  passing  the  purified  gas  to  the  gasometers,  it  is  necessary  that  it  should  be  meas. 
ured  and  its  quantity  registered,  which  operations  are  effected  by  the  meter.  Of  this  machine  there  are 
two  kinds, the  station-meter,  for  measuring  the  total  products  of  the  coal  at  the  works  before  it  is  sup- 
plied to  the  mains ;  and  the  consumer's  meter,  for  measuring  small  quantities  as  supplied  to  individuals. 

Station-meter.— Fig.  1937  is  a  front  elevation  in  section.  Fig.  1938  is  a  side  elevation,  also  in  sec- 
tion, of  a  station-meter  of  the  capacity  of  200  cubic  feet,  by  which  300,000  cubic  feet  of  gas  may  be 
measured  and  registered  in  twenty-four  hours. 


1937. 


1938. 


The  principal  part  of  the  machine  consists  of  a  hollow  drum  of  thin  sheet-iron  A  A,  revolving  upon 
an  axis  a,  and  divided  into  compartments,  so  arranged,  that,  as  the  gas  enters,  it  shall  in  revolvuig  suc- 
cessively fill  all  the 'chambers,  pass  through  them,  and  be  discharged  measured. 

The  part  of  the  drum  which  contains  the  gas  is  in  the  form  of  a  concentric  ring,  one  foot  six  inclies 
broad,  and  six  feet  deep,  and  seven  feet  six  inches  in  extreme  diameter,  which  will  be  understood  by 
reference  to  the  engi-aving.  The  plates  which  form  the  sides  are  of  the  same  outer  diameter  as  the 
drum,  viz.  seven  feet  six  inches,  but  are  two  feet  nine  inches  broad ;  they  will  therefore  project  within 
the  smaller  diameter,  leaving  the  centre  circle  (through  which  the  inlet-pipe  K  passes)  two  feet  in 
diameter.  The  surface  of  the  water  contained  in  the  drum  and  outside  tank  of  the  meter,  is  four  inches 
above  the  upper  circumference  of  this  centre  circle,  when  the  drum  is  in  its  place ;  so  that  tlie  commu- 
nication between  the  outside  and  inside  of  the  drum  is  cut  off  by  a  head  of  water  of  tliat  height,  and 
continues  to  be  so  in  every  part  of  the  revolution.  It  is  evidentj  therefore,  that  the  gas  must  enter  any 
;hamber  liaving  its  inner  hood  above  the  surface  of  the  water. 

B  C  D  E  represcDt  the  inner  hoods,  and  the  direction  of  the  gas  from  the  inlet-pipe  is  shown  by  iLe 
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Bmall  arrow  at  E.  As  the  cliamber  fills  with  gas,  it  displaces  the  water,  and  causes  the  drum  to  re- 
volve. Before  B  dips  into  the  water,  the  hood  C  rises  above  the  surface  and  opens  a  communication 
for  the  gas  into  its  chamber ;  and  so  on  with  D  E,  when  it  will  have  completed  one  revolution  and 
measured  200  cubic  feet. 

The  same  action  that  allows  the  free  passage  of  the  gas  into  the  chambers  causes  it  to  be  expelled 
from  them  through  the  outer  hoods  F  G  H  I,  in  the  direction  of  the  arrow  at  F :  each  of  these  outer 
hoods  is  sealed  alternately  in  the  same  manner  as  the  inner  hoods,  and  opened  for  the  passage  of  the 
gas  from  them,  by  one  constantly  being  above  the  water-hne.  The  direction  in  which  the  drum  revolves 
is  marked  by  the  arrow  over  the  top  of  the  case. 

The  bevels  of  tlie  division-plates  dd  are  arranged  so  that  they  will  enter  the  water  without  effort. 
The  axis  a  a  on  which  the  drum  revolves  is  supported  on  friction  rollers ;  on  the  front  end  of  this  axis  a 
spur-wheel  S  is  fixed,  working  into  another  wheel  T,  having  half  the  number  of  teeth ;  at  every  half 
revolution  of  the  drum  it  will  therefore  make  an  entire  revolution ;  its  spindle  passes  through  a  stuflSng- 
box,  and  is  furnished  at  the  opposite  end  with  another  wheel  V,  wliich  marks  100  feet  on  the  index. 
From  a  pinion  on  the  spindle  of  this  last  wheel  another  wheel  is  worked,  having  ten  times  the  number 
of  teeth  on  the  pinion,  which  will  therefora  mark  thousands.  This  last  wheel  is  again  furnished  with  a 
pinion  and  works  into  a  third  wheel,  which  will  mark  tens  of  thousands,  and  so  on ;  the  quantities 
marked  on  the  dials  increasing  in  a  tenfold  ratio  up  to  hundreds  of  millions,  or  higher  if  thought 
necessary. 

The  entire  train  of  wheel-work  is  shown  in  Fig.  1939,  where  a  is 
the  first  spur-wheel,  working  upon  the  main  axis ;  b  the  second  wheel,  ^ — -^      ^939 

both  being  inside  the  meter-case ;  c  is  the  wheel  on  the  opposite 
end  of  the  shaft  of  b,  which  projects  through  a  stufSng-box  on  the 
case,  in  order  to  communicate  motion  to  the  train  of  wheel-woi'k, 
which  must  of  course  be  on  the  outside  of  the  meter-case  ;  d  is  the  (  (   h 

wheel  driving  the  hand  whicli  marks  hundreds  on  the  index,  and   tjy 
having  100  teeth,  (c  has  likewise  the  same  number  of  teeth ;)  e  is  the   / 
pinion  on  the  wheel  d,  having  ten  teeth;  /  is  the  wheel  di'iving  the  (       (^   •'  /^h 
hand  which  marks  thousands  on  the  index,  having  100  teeth,  and 
driven  by  the  pinion  e;  </  is  the  pinion  of  the  wheel/  driving  h,  which 
marks  tens  of  thousands  on  the  index :  and  in  like  maimer  any  quan- 
tity may  be  registered.     If  it  be  required  to  register  units,  (and  in 
smaller  meters  it  is  useful,)  the  first  Avheel  d  is  made  to  drive  a  pinion  p,  having  ten  teeth,  to  the  spindle 
of  which  the  hand  marking  units  is  attached. 

The  consumer's  meter  is  constructed  upon  precisely  the  same  principle  as  that  shown  in  Fig.  193*7 ; 
but  the  partitions  of  the  drum  are  differently  arranged,  and  placed  in  such  a  manner,  that,  as  they  reach 
the  water,  the  surface  presented  shall  be  as  small  as  possible,  or  the  resistance  offered  shall  be  so 
gradual  that  the  stream  of  gas  flowing  through  the  machine  is  uniform  and  constant.  This  is  necessary 
in  a  meter  from  which  any  number  of  lamps  are  immediately  supplied ;  because  the  most  minute 
diminution  or  increase  of  the  volume  of  gas  flowing  to  them  would  cause  a  variation  in  the  light,  and 
produce  an  oscillation.  In  a  station-meter  the  intervention  of  the  gasometer  will  remedy  this  defect 
A  variation  in  the  arrangement  of  the  drum,  therefore,  is  a  matter  of  necessity. 

1940. 


AS  m  the  former  case,  the  outer  circumference  or  rim  of  the  drum  is  divided  into  four  partitions, 
separated  from  each  other  by  partition-plates,  not  running  across  directly  at  right  angles  witli  the  face, 
but  bevelling  from  the  plane  of  the  water,  meeting  the  wrap  of  the  opposite  hood.  The  sides  of  these 
partitions  are  also  bevelled ;  the  space  left  between  each  plate  forming,  on  one  side  of  the  drum,  the 
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inlet,  and  on  the  other  side  the  outlet  for  the  gas :  the  area  of  the  latter  being  greater  than  the  inlet,  to 
insure  perfect  freedom  of  action.  The  dotted  lines  show  the  wrap  of  the  hoods.  Fig.  1940  represents 
a  view  of  the  front  or  inlet  side  of  the  drum,  with  the  convex  cover  removed.  The  outlets  wUl  present  the 
same  appearance,  but  of  course  reversed.    By  referring  to  Figs.  1941  and  1942,  the  remaining  parts  will  be 


anderstood.  Tlie  direction  of  the  gas  is  marked  by  arrows.  The  box  a,  in  which  the  inlet-valve  is  con- 
tained, is  soldered  tight,  having  no  communication  with  the  rest  of  the  case,  except  through  the  valve, 
the  position  of  which  is  shown  by  the  arrows;  6  is  the  inlet-pipe  projecting  above  the  water-line,  con- 
veying the  gas  into  the  meter  by  the  bent  arm  c,  rising  above  the  water  between  the  convex  cover  and 
the  inlet-hoods ;  J  is  a  float  attached  to  the  inlet-valve,  adjusted  so  that  when  the  water  falls  below  the 
centre  opening,  the  valve  will  close,  and  the  gas  cease  to  enter  the  meter. 

Motion  is  communicated  to  the  train  of  wheel- work  behind  the  index  from  a  spiral  worm  w,  fixed  on 
to  the  axis  of  the  drum,  working  into  a  wheel,  the  spindle  of  which  passes  through  the  tube  t,  sealed  by 
dipping  under  the  water  contained  in  tlie  case. 

The  following  are  the  principal  dimensions  of  consumer's  meters : — 


Number  of  lights      .... 

5 

10 

20 

30 

50 

80 

100 

150 

200 

400 

800 

Diameter  of  drums    .  (inches) 

12^ 

14| 

Vl\ 

IH 

2U 

25 

271 

33 

33 

44 

60 

Depth  of  drums     ..." 

5 

6J 

9^ 

10^ 

111 

12f 

m 

20i 

24| 

30| 

40i 

Diameter  of  water  circle    " 

3+ 

31 

4^ 

6 

5 

6h 

n 

9 

10 

15 

21 

Centre  opening     ..." 

1| 

2 

2| 

8 

H 

4  *     5 

6 

1 

10 

15 

Hollow  cover  projects    .    " 

1 

1 

1* 

U 

n 

U 

If     2i 

3i 

H 

4i 

Depth  of  inner  hoods      .    " 

\ 

\ 

I 

fi 

1 

1 

1        li 

2 

8 

5 

Depth  of  outlet     ..." 

\ 

1 

H 

n 

n 

H 

li'     2 

2i 

4 

H 

Capacity  in  cubic  feet    .    " 

•25 

•50 

100 

1^50 

2^00 

3-00 

4^00  8^00 

1000 

2000 

50^00 

Gasometers. — The  simplest  and  most  general  kind,  consist  of  an  iron  vessel,  open  at  the  bottom,  and 
inverted  into  a  tank  of  water  below  the  surface  of  the  ground,  having  perfect  freedom  to  rise  and  full, 
and  guided  by  upright  rods  fixed  at  several  pomts  in  the  circumference.  The  diameters  and  numbers 
of  the  vessels  will  vary  according  to  the  magnitude  of  the  works  to  which  they  are  attached,  and  the 
space  to  be  occupied  by  them.  If  the  works  are  situated  in  a  town,  where  ground  is  too  valuable  to 
allow  an  increased  extent,  "  Telescope  Gasometers"  are  used,  which  consist  of  three  iron  tanks,  the  one 
within  the  other,  and  working  like  the  slides  of  a  telescope.  These  require  counterpoises,  which  the 
simpler  form  do  not,  and  are  more  expensive ;  they  work  with  equal  precision,  but  are  not  used  save  in 
cases  of  necessity. 

Fig.  1943  represefats  the  half  section  of  a  simple  gasometer,  capable  of  containing  150,000  cubic  feet 
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the  diameter  being  eighty-seven  feet  six  inches,  and  height  twenty-five  feet  The  sides  A  A  are  made 
of  No.  16  iron-plate,  (Birmingham  -wire-gage,)  weighing  2^  pounds  to  the  square  foot,  riveted  together; 
the  top  B  of  plate  weighing  about  three  pounds  t^  the  square  foot,  or  No.  14  gage. 

C  C,  etc.,  are  rings  of  three-inch  T  iron,  placed  five  feet  asunder,  and  riveted  strongly  to  the  sides ; 
the  rivets  ought  not  to  be  more  than  three  inches  apart.  The  top  and  sides  are  secured  together  by 
three-inch  angle-iron,  rolled  to  fit  the  curve. 


dd  are  rings  of  bar-iron,  about  half  an  inch  thick  and  three  inches  deep,  fastened  to  the  top  by  clips, 
which  are  riveted ;  these  rings  are  placed  about  six  feet  apart,  and  strengthened  further  by  diagonal 
bars,  from  one  to  another,  breaking-joint. 

E  are  stays  formed  of  wrought-iron  pipe,  about  1^  inch  diameter,  fixed  in  the  situations  represented, 
their  ends  being  bolted  to  the  T  iron  at  the  sides,  and  the  rings  on  the  top. 

G  are  vertical  rods,  fixed  at  their  upper  and  lower  ends  to  the  brickwork  of  the  tank,  and  being 
passed  through  eyes  fiist  to  the  bottom  of  the  side  of  the  gasometer,  serve  to  guide  the  vessel  in  its 
rise :  their  positions  are  between  the  standards  S,  on  which  are  also  guide-rods  actuig  in  like  manner. 
The  eyes  serve  as  stops  to  prevent  the  vessel  rising  out  of  the  water. 

The  standards  S,  eight  in  number,  are  each  formed  of  three  cast-iron  frames,  six  feet  broad  at  their 
bases,  of  the  same  height  as  the  gasometer,  and  jointed  together  in  the  form  of  a  T  on  the  plan ;  they 
are  secured  to  the  stone  plinth  by  dovetailed  lock-nuts,  keyed  and  leaded. 

H  is  the  wooden  curb,  which  ought  always  to  be  attached  to  a  gasometer ;  its  use  is  to  regulate  the 
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flow  of  gas  from  one  gasometer  to  another.    "Wliile  immersed  in  the  water  of  the  tank  it  acts  as  a  float, 

and,  to  some  extent,  buoys  up  the  vessel ;  when  the  gasometer  has  risen  to  its  full  lieight,  it  acts  as  b 
weight,  being  partly  out  of  the  water,  thus  causing  the  gas  to  flow  into  another  gasometer  not  yet  full, 
and  which,  liaving  its  curb  completely  immersed,  is  under  less  pressure. 

I  is  the  inlet-pipe,  of  the  same  diameter  as  tliat  leading  from  the  retorts,  viz.  eight  inches.    Its  mouth 
above  the  water-hne  should  be  rather  higher  than  the  edge  of  the  tank. 

K  is  the  outlet-pipe,  twelve  inclies  diameter,  entering  the  gasometer,  under  the  same  circumstances 
as  the  inlet-pipe. 

L  are  receivers  in  which  the  tar  or  water  collects  from  the  mains,  being  pumped  out  by  a  small  hand- 
pump,  of  which  a  and  b  represent  the  suction  pipes.    P,  masonry  or  brickwork. 

A  gasometer  100  feet  diameter  and  39  feet  high  at  tlie  sides,  containing  300,000  cubic  feet,  weighs 
as  follows : — 

Tons.  CwU  Lb8. 

80  Pieces  of  bottom  curb 6  16  30 

8  Bags  of  rivets 0  9  94 

60  Plates  and  rivets  for  bottom  curb 0  1  32 

24Bottomeyes 0  8  '  24 

100  Small  sheets,  2  plates  each,  for  side  plates 2  8  17 

300  Large  ditto,  6  plates  each,  ditto 19  6  7 

30  Short  pieces  of  angle-iron  bottom  curb 0  3  0              ^ 

24  Vertical  stays 10  16  56 

60  Pieces  of  angle-iron  top  curb 2  13  54 

350  Short  bracket  irons,  for  crown  framing 1  .9  45 

4  Bags  of  rivets 0  5  0 

1  Centre  crown  plate 0  9  101 

1  Cast-iron  cup  and  ring 0  18  62 

1  Centre  pipe ' 0  10  23 

6  Bags  of  rivets 0  9  86 

1  Ditto  l-bolts 0  3  90 

150  1 -inch  bolts  for  top  curb 0  5  1 

60  Upright  rods 2  11  103 

50  Ditto,  ditto,  6  feet  long 1  2  56 

50  Ditto,  ditto,  3  feet  6  inches  long , 0  9  7 

150  Long  braces  3  4  37 

196  Crown  plates  17  5  71 

8  Diagonal  stays,  at  centre  pipe 0  2  64 

48  Small  plates,  at  bottom  and  top  curb  0  4  4 

1  M.an-hole,  cover,  ring,  and  bolts 0  0  52 

130  Small  plates  for  joints  and  bolts  0  3  15 

100  1-inch  bolts,  and  100  I  ditto 0  3  64 

100  l-bolts 0  0  60 

50  Principal  bars  for  roof 11  17  51 

50  Secondary  bars '..     3  16  58 

50  Tie-rods  for  principal 4  17  86 

1  Bag  of  bolts 0  1  17 

200  Diagonal  stays  for  roof  1  11  110 

72  Cast-iron  brackets  for  vertical  stays 0  15  72 

24  Timbers  for  middle,  curb,  and  king-post  1  0  64 

48  Tie-rods  and  bolts  for  ditto 0  12  24 

12  Cast-iron  carriages,  rollers,  and  bolts,  complete  2  6  56 

4  Pigs  of  lead  for  ditto 0  3  0 

2  Extra  man-holes,  plates  and  rings,  over  18-inch  pipes 0  0  100 

Tons 100  6  101 

24  Brackets  for  guide-rods 2  2  16 

24  Lock-nuts  for  bottom  of  guide-rods  0  5  16 

24  Guide-rods,  each  6,  3,  20 9  3  8 

12  Setsoftripods,  each8,  13,  3,  1 104  5  12 

528  1-inch  bolts  for  ditto..: 0  18  96 

Tons 116  14  36 

A  gasometer  36  feet  diameter  and  12  feet  deep  contains  12,200  cubic  feet,  and  weighs  as  follows  .— 

Tons.  Cwt,  Lbs. 

Ironwork  of  gasometer,  sides  of  No.  18  and  top  of  JTo.  17  wire-gage...     2  17  57 

Wood-curb  and  diagonals  1  0  97 

Stays  and  bolts  2  5  7 

Sundry  bolts,  man-hole,  etc 0  2  28 

Tons 6  6  67 

3  Sets  of  tripods 4  19  28 

3  Guide-rods 0  3  21 

Tons ~5  2  49 
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It  is  liardly  necessary  to  observe,  that  the  cost  of  brick  tanks  will  never  be  twice  alike.  If  the 
giound  in  which  the  tank  of  the  gasometer  represented  in  the  engraving  was  built,  had  been  less  favor- 
able, the  thickness  of  the  retaining  wall  must  have  been  greatly  increased,  and  other  expenses  incurred, 
perhaps  amounting  to  one-half  more  than  the  cost. 

The  "  working  pressure"  of  a  gasometer  will  depend  upon  the 
area  of  water  surface,  and  the  weight  of  the  vessel  itself.  For 
example,  in  the  gasometer  quoted  as  100  feet  diameter,  the  area 
of  water  surface  is  7854  feet,  a  stratum  of  which  S/jtha  deep  will 
be  equal  in  weight  to  the  gasometer,  viz.  100  tons  5  cwts.  Its 
working  pressure  will  "therefore  be  equal  to  a  column  of  water  5 
y^jths  of  an  inch  high. 

The  gover7ior. — The  governor  is  a  machine  for  regulating  and 
equalizing  the  flow  of  gas  from  the  gasometers  to  the  street-mains, 
and  is  much  more  perfect  in  its  action  than  any  slide-valve  apphed 
for  that  purpose  requiring  attendance. 

Fig.  1944  is  an  elevation,  in  section,  and  a  plan  of  a  governor 
capable  of  equalizing  the  flow  of  300,000  cubic  feet  of  gas  in 
twenty-four  hours. 

A  A  is  a  cast-iron  tank  containing  water,  five  feet  four  inches 
diameter,  and  four  feet  six  inches  deep,  in  which  the  regulating 
vessel  B  B  floats. 

C  is  a  cone  of  cast-iron,  turned  true  in  the  lathe,  and  suspended 
by  an  eye-bolt  to  the  top  of  the  floating  vessel. 

D  is  the  inlet-pipe,  having  a  plate  d  on  the  top,  furnished  with 
an  aperture,  bored  out  to  fit  the  diameter  of  the  cone  at  the  base, 
and  which,  if  raised  to  that  height,  will  completely  shut  off  the 
gas  from  entering  the  vesseL 

E  is  the  outlet-pipe,  its  diameter  being  regulated  by  the  dis- 
tance to  which  it  has  to  convey  the  gas  to  the  equilibrium-cyhnder 
of  the  street-mains. 

The  floating  vessel  B,  when  immersed  in  water,  of  course  loses 
a  portion  of  its  weight,  equal  to  that  of  the  water  which  it  dis- 
places ;  and  the  density  of  gas  contained  in  it  will  vary  as  the 
immersion.  By  making  the  chain  F  of  a  proper  weight,  it  may 
be  made  to  answer  the  purpose  of  a  regulator  of  the  pressure. 
Let  it  be  supposed,  for  example,  that  the  vessel  weighs  1000  lbs., 
and  loses  100  lbs.  of  that  weight  when  immersed  in  the  water, 
and  that  a  portion  of  the  chain,  equal  in  length  to  the  height 
which  the  vessel  rises,  shall  weigh  50  lbs.,  and  the  counterbalance 
weigh  950  lbs. 


Then,  when  the  vessel  is  immersed,  its  effective 

weight  is 

To  which  must  be  added  the  portion  of  chain  now 
acting,  as  increasing  the  weight  of  the  vessel .... 


900 


50 


The  sum  corresponds  with  the  actual  weight  of  the 

counterbalance  950 


lbs. 
Again,  let  the  vessel  be  elevated  out  of  the  water,  its  actual  and  elfective  weight 

then  is 1000 

To  balance  which  is  opposed  the  counterpoise 950 

And  the  portion  of  the  chain  now  removed  to  the  other  side  of  the  pulley  to  counter- 
poise, and  acting  with  it 50 

The  sum  corresponds  with  the  actual  weight  of  the  vessel 1000 

The  effects  of  the  vessel  and  counterpoise  being  thus  opposed  to  each  other,  the  pressure  of  the  gas 
contained  therein  is  equalized. 

By  adding  or  removing  the  weight  of  the  counterbalance,  an  increase  or  decrease  of  pressure  may  be 
•  effected. 

The  action  of  the  governor  is  as  follows : — Tlie  outlet-pipe  is  connected  with  the  mains,  and  the 
inlet-pipe  with  the  gasometer  supplying  gas  into  the  machine :  it  will  be  evident,  that  if  tlie  density  of 
the  gas  in  the  inlet-pipe  becomes  by  any  means  increased,  a  greater  quantity  of  gas  must  pass  between 
the  sides  of  the  adjusting  cone  and  the  aperture  in  the  plate  d,  the  consequence  of  which  will  be  that 
the  floating  vessel  will  rise,  and  therefore  contract  the  area  of  the  opening  in  d;  and  if,  on  the  contrary, 
the  gas  in  the  inlet-pipe  decreases  in  density,  the  vessel  will  descend ;  so  that  whatever  density  the  gas 
may  at  any  time  assume  in  the  gasometers  or  mains,  its  pressure  in  the  floating  vessel  will  remain  uni- 
form, and  consequently  the  velocity  of  the  gas  passing  into  the  mains  will  be  regular ;  for  when  the 
aperture  of  the  plate  d  would  admit  more  gas  than  necessary  for  the  supply  to  the  mains,  the  floating 
vessel  rises  and  diminishes  the  area  of  the  inlet-pipe ;  and  when,  on  the  contrary,  the  inlet  does  not 
allow  a  sufficient  quantity  of  gas  to  come  from  the  gasometers,  the  gas  passes  out  of  the  governor  into 
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the  mains,  and  in  so  doing  the  vessel  descends,  and  increases  the  area  of  the  inlet-pipe,  to  admit  th« 
requisite  gas  into  the  mains. 

This  action  is  not  influenced  by  any  circumstances  connected  with  pressure  or  velocity,  but  is  constanr 
and  uniform,  insuring  at  all  times  a  proper  and  sufficient  discharge. 

Pressure  indicator. — If  a  governor  be  not  used,  it  is  advisable  to  have  a  Pressure  Indicator  attached 
to  the  main  or  mains  that  leave  the  works,  to  serve  as  a  check  upon  the  conduct  of  the  workmen,  -whose 
duty  it  is  to  regulate  the  pressure  of  gas  in  them  according  to  the  demand  at  certain  hours  of  the  night. 
It  is  thus  constructed : — A  small  gasometer  about  twelve  inches  diameter  is  made  to  move  in  a  tank  of 
water  in  such  a  manner  that  it  slrnll  rise  or  fall  according  to  tlie  pressure  in  j;he  mains,  with  which  it  is 
connected  by  a  small  pipe ;  a  guide-rod,  furnished  on  the  top  with  a  pencil,  marks  the  exact  amount  oJ 
pressure  upon  a  sheet  of  paper  coiled  round  a  cyUnder.  This  cylincler  is  moved  round  once  in  twelve 
hours  by  a  time-piece.  It  is  evident,  therefore,  that  if  the  paper  be  divided  by 
horizontal  lines  corresjwnding  to  the  rise  or  fall  of  the  gasometer  by  every  tenth  1945. 

of  an  inch  increase  or  decrease  of  pressure ;  and  if  it  be  divided  by  vertical  lines 
corresponding  to  the  revolutions  of  the  time-piece  in  twelve  hours,  it  will  effect 
the  object  required.  The  gasometer  must  be  formed  with  an  air-vessel  inside, 
BO  that  when  it  is  totally  immersed  it  shall  be  in  exact  equilibrium  with  the  ex- 
ternal atmosphere ;  and  when  risen  to  its  full  height  it  shall  have  a  pressure 
equal  to  that  required  to  force  tlie  gas  through  the  mains;  say  the  height  to 
which  the  gasometer  rises  is  equal  to  ten  inches,  and  the  pressure  required  is 
three  inches ;  then  if  the  paper  be  divided  into  tliirty  parts  by  horizontal  lines, 
each  division  will  indicate  one-tenth  of  an  inch. 

Pressure-gages,  as  the  name  implies,  are  instruments  by  which  the  velocity 
with  which  the  gas  flows  into  tlie  mains  is  ascertained.  They  are  made  of  glass 
tubes  partially  filled  with  colored  water,  and  furnished  with  graduated  scales 
divided  into  inches  and  tenths  from  a  point  in  the  centre  of  the  scale  marked 


When  no  gas  is  passing  into  the  main  to  which  one  of  these  instruments  is 
attached,  the  columns  of  water  contained  in  the  tubes  are  in  equilibrium  with 
the  external  air,  and  stand  at  0.  When  the  gas  is  admitted,  the  equilibrium  is 
destroyed ;  the  gas  depresses  one  column  and  raises  the  other,  the  total  varia- 
tion being  the  amount  of  pressure. 

Pig.  1945  shows  a  section  of  a  water-valve;  it  is  formed  of  an  air-tight  cyl- 
inder A  A,  containing  a  portion  of  tar  or  water.  B  is  the  inlet-pipe,  which  com- 
municates with  the  gasometer ;  C  is  the  outlet- pipe,  which  conveys  the  gas  to 
the  mains ;  D  D  is  an  inverted  cup,  ten  inches  deep,  furnished  with  a  rod  passing 
through  a  stuffing-box,  by  which  it  is  raised  or  lowered.  When  the  cup  is  in 
the  situation  shown  in  the  figure,  it  is  evident  that  the  communication  between 
the  outlet  and  inlet  pipes  is  shut  off  by  the  pressure  of  a  column  of  water  ten 
inches  high.  When  the  cup  is  raised  above  the  mouth  of  the  outlet-pipe  by  the 
rack  and  pinion,  a  free  passage  is  left  for  the  gas. 

This  description  of  valve  may  be  fixed  with  advantage  between  the  gas-holders  and  the  mains,  or 
between  any  system  of  lime-water  purifiers. 

Mains. — The  term  main  is  applied  to  all  cast-iron  conduit-pipes  that  serve  to  convey  gas  from  the 
works  to  the  place  or  district  to  be  lighted,  and  especially  applied  to  those  pipes  from  which  smaller 
ramifications  branch.  The  diameters  of  the  mains  vary  from  1^  to  15  or  18  inches,  according  to  the 
quantity  of  gas  required  to  be  supplied,  and  the  distance  it  has  to  flow. 

The  l|^-inch  mains  are  cast  four  feet  six  inches  long,  the  two  and  three-inch  mains  about  six  feet  long, 
and  all  the  other  sizes  nine  feet,  with  a  socket  at  one  end,  and  a  plain  bead 
at  the  other. 

Sockets. — Figs.  1946,  1947,  and  1948,  represent  the  sections  of  sockets  of 
difierent  sized  pipes  to  a  scale  of  IJ-  inch  to  one  foot.  Fig.  1948  is  that 
of  mains  from  nme  to  fifteen  and  eighteen  inches  diameter.  The  usual  thick- 
ness of  metal  is  shown  by  the  hatched  lines,  and  is  proved  to  be  sufficient. 
The  depth  of  these  sockets  is  4^  inches. 

Fig.  1947  is  a  section  of  the  sockets  of  mains  from  fpur  to  eight  inches 
diameter ;  their  depth  four  inches. 

Fig.  1946  is  the  thickness  of  those  of  a  smaller  diameter,  three  inches 
deep. 

The  thickness  of  the  main  pipes  ought  to  be  as  follows : — 


1940. 


1947. 


1948. 


li  inch  diameter 

2 

do. 

do. 

3 

do. 

do. 

4 

do. 

do. 

5 

do. 

do. 

6 

do. 

do. 

8 

do. 

do. 

\  inch  thick. 

9  inches  ( 

iiam( 

i     «        " 

10    do. 

do. 

i     "    full. 

12    do. 

do. 

1     "       " 

13    do. 

do. 

i    "      « 

14    do. 

do. 

f    «     full. 

15     do. 

do. 

,     «      „ 

18    do. 

do. 

fall. 


ITie  annular  space  left  between  the  bead  end  of  one,  and  socket  of  the  next  pipe,  should  be  about 
half  an  inch  in  the  large  mains,  and  not  less  than  tliree-cighths  in  the  small 

Joints. — ^To  make  the  joints,  spun  yam  is  driven  between  tl^e  pipes  to  within  2^  inches  of  the  lip  of 
the  socket,  and  a  good  fitting  of  the  two  pipes  being  effected,  melted  lead  is  poured  into  the  remaining 
cavity,  which,  when  set,  <s  caulked  or  hammered  in  with  a  blunt  square-pointed  chisel 
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In  order  to  guard  against  the  danger  of  water  remaining  that  enters  from  the  external  surface  iiitd 
the  pipes,  and  the  deposition  of  other  condensed  matter,  a  reservoir  should  always  be  placed  at  the 
lowest  point,  where  two  or  more  descending  mains  meet  and  form  an  angle,  to  receive  the  water,  etc, 
that  may  happen  to  collect  at  this  angular  point,  an  accumulation  of  which  would  obstruct  the  passage 
of  the  gas  through  the  mains.  These  receivers  ought  to  be  at  leaslr  twice  the  diameter  of  the  mains 
between  which  they  are  interposed,  and  four  times  that  diameter  in  depth.  These  receivers  afford  the 
best  indication  of  the  sound  or  leaky  state  of  the  system  of  mains.  In  all  instances  where  the  pipes 
are  perfectly  sound,  observation  lias  shown  that  half  a  mile  of  gas-mains,  three  inches  in  diameter,  does 
not  deposit  more  than  a  quart  of  condensed  vapor  or  water  in  the  year ;  on  the  other  hand,  when  the 
mains  are  leaky,  the  water  of  the  reservoir  requires  to  be  pumped  out,  particularly  in  wet  weather,  as 
frequently  as  once  a  fortnight.  The  loss  of  gas  by  such  leakage  is  much  greater  than  is  generally 
imagined.  In  order  to  keep  the  common  air  out  of  the  faulty  mains,  a  constant  influx  of  gas  is  often 
necessary ;  tliis  is  of  course  so  much  gas  lost  to  the  economy  of  the  establishment. 

Distribution  of  gas  through  mains. — The  velocities  of  different  gases  under  the  same  pressure  will 
be  to  one  another,  inversely,  as  the  square  roots  of  their  specific  gravities ;  therefore  a  heavy  gas  will 
be  discharged  through  the  same  opening  with  a  less  velocity  than^that  due  to  a  lighter  gas.  For  ex- 
ample, if  coal  gas  of  the  specific  gravity  "420,  and  with  a  pressure  of  five-tenths  of  an  inch,  flows  through 
a  circular  orifice  one-fourth  of  an  inch  in  diameter,  at  the  rate  of  eighty  cubic  feet  per  hour,  gas  having 
the  specific  gravity  '400  will  flow  through  the  same  opening  at  the  rate  of  81-9  per  hour,  pre^ure  re- 
maining the  same.     For  by  inverse  proportion. 

As  '\/400'=  20-000 

Is  to  80,  the  quantity  discharged  of  the  heavy  gas, 

So  is  \/420"=  20-493 

To  81-9,  the  quantity  of  lighter  gas  dischai-ged. 

The  discharges  of  the  same  gas  through  different  open- 
ings and  under  the  same  pressure,  are  proportional  to 
the  areas  of  the  orifices  in  circular  inches,  or  to  the 
squares  of  their  diameters.  Allowing  an  excess  in  the 
larger  openings  for  the  difference  of  the  friction,  the 
results  of  the  annexed  experiments  will  agree  very 
nearly  with  this  law. 

To  obtain  the  velocities  of  the  same  gas  from  any 
other  opening,  say. 

As  the  square  of  given  opening, 

Is  to  the  given  quantity  discharged. 

So  is  the  required  opening 

To  the  required  quantity  discharged. 
The  quantities  of  the  same  gas  discharged  in  equal 
times  by  a  horizontal  pipe  under  the  same  pressure  and 
for  different  lengths,  are  to  one  another  in  tlie  inverse 
ratio  of  the  square  roots  of  the  lengths.  Hence,  when  we  know  the  quantity  of  gas  discharged  from  a 
given  length  of  pipe,  we  may  find  the  quantity  discharged  by  any  other  length  with  any  pressure,  and 
of  gas  of  any  specific  gravity. 

Example  of  the  foregoing  rule. — It  is  required  to  find  the  number  of  cubic  feet  that  will  be  discharged 
from  a  horizontal  pipe  six  inches  diameter  and  1760  yards  long,  the  specific  gravity  of  the  gas  being 
•420,  and  the  pressure  equal  to  five-tenths  of  an  inch  perpendicular  head  of  water.  "We  know  by 
experiment  that  44,280  cubic  feet  will  be  discharged  by  a  six-inch  pipe  3-46  yards  long;  therefore,  by 
inverse  proportion,  say. 

As  v^  1760  =  41-952,  the  required  length. 
Is  to  44,280,  the  known  quantity  discharged. 
So  is  \/3^=  1-860,  the  known  length. 
To  1963-2,  the  required  quantity  discharged. 
We  therefore  find  that  the  loss  by  fi-iction  in  a  pipe  a  mile  long  is  44,116-8,  the  initial  velocity  being 
equal  to  46,080  by  calculation. 

A  horizontal  main,  16  inches  diameter  and  1760  yards  long,  is  laid  from  the  works  to  the  equilibrium 
cylinder :  it  is  required  to  know  how  many  cubic  feet  of  gas  of  the  specific  gravity  '390  will  be  dis- 
chargee! with  a  pressure  equal  to  a  head  of  water  of  6-lOths  of  an  inch. 

We  have  found  by  the  last  example  that  a  six-inch  pipe,  one  mile  long,  with  a  pressure  of  5-lOths  of 
an  inch,  will  deliver  1963  cubic  feet  of  gas  having  the  specific  gravity  -420,  in  one  hour.  Then  say,  as 
36,  the  square  of  the  diameter  of  the  six-inch  pipe,  is  to  1963,  the  quantity  of  gas  delivered,  so  is  256, 
the  square  of  the  diameter  of  the  sixteen-inch  pipe,  to  13,959,  the  required  quantity  delivered  by  a 
sLxteen-inch,  one  mile  long.    For  the  difference  of  specific  gravity,  say. 

As  v^-390  =  '197,  the  specific  gravity  of  the  Ughter  gas,  is  to  13,959,  the  quantity  delivered  of  the 
upecific  gravity  -420,  so  is  v'"420  =  -204,  the  specific  gravity  of  the  heavy  gas,  to  14,465  =  the  quantity 
delivered  of  the  specific  gravity  -390. 

And  for  the  difference  of  pressure,  say. 

As  ^-50  =  "707,  the  first  pressure,  is  to  14,455,  the  quantity  discharged  through  a  sixteen-inch  pipe 
by  that  pressure,  so  is  ^60  =*774,  the  required  pressure,  to  15,824,  the  required  quantity,  of  specific 
gravity  -390  discharged  from  a  sixteen-inch  pipe,  with  a  pressure  equal  to  6-lOths  of  an  mch  head  oi 
water.    The  actual  quantity  discharj^ed  is  abov.-t  16,500  cubic  feet. 


Diameter 

of  oriflce  in 

inches  and 

parts. 

Quantities  of  gas  discharged  in  cubic 
.    feet  per  houi-.    Pressure  =  5-lOths. 

By  experiment. 

By  calculation. 

-25 
•50 
-75 
100 
1-125 
1-25 
1-50 
6-00 

80 
321 
723 

1287 
1625 
2010 
2885 
46150 

320 

720 
1280 

1620            1 
2000 
2880 
46080 
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An  accurate  experiment  was  made  by  Mr.  Clegg,  at  the  Pancras  Station,  on  the  quantity  of  gas  dig 
charged  tlirough  a  four-inch  main,  six  miles  in  length,  with  a  pressure  of  three  inches  perpendicular 
head  of  water.  The  specific  gravity  of  the  gas  was  not  taken  until  some  hours  after  the  experiment, 
when  it  was  found  to  be  '398. 

A  new  four-inch  main  had  to  be  laid  for  the  purpose  of  supplying  parts  of  the  parish  of  St  Maryle- 
bone  with  gas ;  after  completing  a  circle  of  nearly  six  miles  in  circumference,  it  terminated  within  the 
distance  of  a  short  street  from  the  point  at  which  it  left  tlie  works.  By  completing  this  distance,  tlic 
two  ends  of  the  pipe  were  brought  together  on  exactly  the  same  level.  There  were  no  short  benda, 
and  all  the  services  and  branches  were  closed.  The  pipe  measured  exactly  six  miles  in  length.  The 
leakage  was  ascertained  in  the  first  place  by  shutting  the  valve  adapted  to  the  returned  end,  and  ob- 
serving the  gasometer ;  it  was  found  to  be  thirty-three  cubic  feet  at  the  end  of  one  hour,  and  was 
allowed  for.  At  the  commencement  of  another  hour  the  valve  was  opened  and  free  passage  given  to 
the  gas,  which  was  allowed  to  escape :  by  observing  the  gasometer  at  the  end  of  this  hour,  it  was  found 
that  885  cubic  feet  had  been  expended ;  deducting  thirty-three  cubic  feet  from  this  for  the  leakage, 
852  will  remain  for  the  actual  quantity  discharged  at  the  end  of  six  miles.  This  experiment  is  valua- 
ble to  the  practical  man,  both  for  the  imquestionable  data  it  BuppUes,  and  for  its  close  approximation 
to  the  rules  here  laid  down. 

The  quantity  discharged  by  calculation  is 873  cubic  feet 

By  experiment 852        " 

Difference 21 

Tables  of  the  different  quantities  of  coal  gas  of  the  specific  gravity  '420,  delivered  in  one  hour,  from 
horizontal  pipes  of  different  diameters  and  lengths,  and  under  different  pressures 

QUANTITIES  DELIVERED  BY  A  TWO-INCH  MAIN  IN  CUBIC  FEET. 


Length  of 

Pressure  in  inches  and  parts. 

Perpendicular  head  of  water. 

pipe  in 

yards. 

0-50 

0-75 

1-00 

1-50 
4923 

200 

800 

10 

2896 

3558 

4135 

5792 

6950 

15 

2364 

2904 

3331 

4089 

4728 

5768 

20 

2047 

2507 

2886 

3541 

4094 

4994' 

25 

1830 

2241 

2580 

3165 

3660 

4465 

30 

1673 

2049 

2368 

2894 

3346 

4082 

40 

1445 

1770 

2037 

2490 

2890 

3525 

50 

1294 

1585 

1824 

2238 

2588 

3157 

100 

915 

1121 

1290 

1582 

1830 

2232 

150 

748 

916 

1054 

1304 

1496 

1825 

200 

647 

792 

912 

1119 

1294 

1578 

250 

579 

709 

816 

1010 

1158 

1412 

300 

522 

639 

736 

903 

1044 

1273 

400 

457 

559 

644 

790 

914 

1115 

500 

409 

500 

576 

707 

818 

997 

QUANTITIES  DELIVERED  BY  A  SIX-INCH  MAIN  IN  CUBIC  FEE 

T. 

Pressure  in  inches  and  parts. 

Perpendicular  head  of  water. 

Length  of 
pipe  in  yards. 

0-50 

0-75 

1-00 

1-50 

2-00 

3-00 

100 

8242 

10095 

11657 

14276 

16484 

20190 

150 

6730 

8242 

9517 

11657 

13460 

16484 

200 

5828 

7138 

8242 

10095 

11657 

14276 

300 

4759 

5828 

6730 

8242 

9517 

11657 

440 

8929 

4813 

5557 

6806 

■  7858 

9626 

500 

8686 

4515 

5213 

6384 

7372 

9030 

600 

8365 

4121 

4759 

5828 

6730 

8242 

700 

3115 

8816 

4406 

5396 

6230 

7632 

880 

2778 

3403 

8929 

4813 

5557 

6807 

900 

2747 

8365 

3886 

4759 

5494 

6730 

1000 

260G 

8192 

8686 

4515 

5213 

6384 

1760 

1965 

2406 

2778 

8403 

3929 

4813 

2640 

1604 

1965 

2269 

2778 

8208 

3929 

8520 

1389 

1702 

1965 

2406 

2778 

8408 

5280 

1134 

1389 

1604 

1965 

2269 

2778 

7040 

982 

1149 

1389 

1702 

1965 

2298 

8800 

879 

1076 

1287 

1521 

1758 

2152 

1 0000 

824 

1010 

1166 

1428 

1648 

2019 

GAS. 


113 


QUANTITIES  DELIVERED  BY  A  TWELVE-INCH  MAIN  IN  CUBIC  FEET. 

Length  of 
pipe  in  yards. 

Pressure  in  inches  and  parts. 

Perpendicular  head  of  water. 

050 

0-75 

1-00 

1-50 

2-00 

3-00 

100 

32968 

40380 

46628 

57104 

65936 

80760 

150 

.  26920 

32968 

38068 

46628 

53840 

65936 

200 

23312 

28552 

32968 

40380 

46628 

57104 

300 

19036 

23312 

26920 

32968 

38068 

46628 

440 

15716 

19252 

22228 

27224 

31432 

38504 

500 

14744 

18060 

20848 

25536 

29488 

36120 

600 

13460 

16484 

19036 

23312 

26920 

32968 

TOO 

12460 

15264 

17624 

21584 

24920 

30528 

880 

11112 

13612 

15716 

19252 

22228 

27224 

900 

10908 

13460 

15544 

19036 

21816 

26920 

1000 

10424 

12768 

14744 

18060 

20848 

25536 

1760 

7860 

9624 

11112 

13612 

15716 

19252 

2640 

6416 

7860 

9076 

11112 

12832 

15716 

3520 

5556 

6808 

7860 

9624 

11112 

13612 

5280 

4536 

5556 

6416 

7860 

9076 

11112 

7040 

3928 

4596 

5556 

6808 

•  7860 

9624 

8800 

3516 

4304 

6148 

6084 

7032 

8608 

10000 

3297 

4038 

4663 

5710 

6594 

8076 

Jn  the  foregoing  Tables  we  have  considered  the  mains  as  horizontal. 

In  mains  rising  above  the  horizontal  line  the  quantity  of  gas  delivered  by  them  will  be  greater,  and 
in  mains  falling  below  that  line  it  will  be  less.  In  the  first  instance,  the  resistance  offered  to  the  flow 
of  gas  by  the  atmospheric  pressure  will  be  lessened,  and  in  the  latter  it  will  be  increased,  and  will 
cause  a  difference  in  the  necessary  pressure  for  the  discharge  of  the  gas  of  one-tenth  of  an  inch  head  of 
water  for  every  ten  feet  rise  or  falL 

The  effect  of  bends  and  angles  in  the  main,  upon  the  quantity  of  gas  delivered,  is  essentially  a  matter 
of  experiment :  they  may  be  considered  as  so  many  mechanical  obstructions.  The  results  of  the  fol- 
lowing experiments  will  show,  in  some  measure,  what  allowance  to  make  for  quadrant,  semicircular, 
and  right-angle  bends.  A  two-inch  pipe  thirty  feet  long,  perfectly  horizontal  and  free  from  obstruc- 
tions, delivered  2898  cubic  feet  of  gas  in  one  hour,  with  a  pressure  of  five-tenths  of  an  inch  head  of 
water.  The  same  pipe,  disconnected  in  the  middle  of  its  length,  and  returned  by  a  semicircular  bend 
to  the  point  at  which  it  left  the  gasometer,  delivered  2754  cubic  feet  in  the  same  time,  being  a  differ- 
ence of  nearly  one-twentieth  in  the  whole  quantity.  The  semicircular  bend  was  removed  and  a  quad- 
rant bend  substituted,  making  the  two  fifteen-foot  lengths  of  pipe  form  a  right  angle  with  one  another ; 
the  quantity  delivered  was  2834  cubic  feet  in  the  hour,  a  diflerence  of  about  l-45th  of  the  first  dis- 
charge. Again,  the  pipes  were  disconnected,  and  a  right-angle  bend  substituted  for  the  quadrant;  the 
quantity  delivered  in  the  hour  was  2824,  a  difference  of  l-39th  of  the  first  discharge. 

Services  are  wrought-iron  or  pewter  tubes,  for  the  purpose  of  supplying  the  interior  of  houses  with 
gas  from  the  mains;  every  small  tube  on  to  which  a  burner  is  fixed,  whether  for  public  or  private  use, 
is  called  a  service.  The  arrangement  of  these  tubes,  and  their  adaptation  to  the  interior  of  private 
dwellings,  shops,  &c.,  is  a  separate  branch  of  business,  and  "  fitters"  are  almost  universally  employed, 
who  work  independently  of  the  gas  companies. 

In  order  that  the  pipes  for  conveying  the  gas  from  the  mains  and  distributing  it  through  the  houses 
or  other  buildings  to  be  lighted,  may  in  the  first  place  be  neither  unnecessarily  large  or  too  small,  the 
following  rule  is  given : 

One  gas-lamp  consuming  four  cubic  feet  in  an  hour,  if  situated  forty  feet  from  the  main,  requires  a 
service  not  less  than  a  quarter  of  an  inch  in  the  bore. 

2  lamps, 40  feet  from  the  main,  require  a  three-eighth  service. 

"  a  three- eighth  tube. 

"  a  half-inch  service. 

"  a  five-eighth  service. 

"  a  three-quarter  service. 

"  an  inch  service. 

"  a  service  1^  in  diameter. 

"  a  If  service. 

"  a  service  1-^  in  diameter. 

It  is  desirable  that  all  bends  should  be  circular.  No  branch  ought  to  proceed  from  a  service  of  a 
quarter  of  an  inch  in  the  bore,  and  no  more  than  two  from  a  three-eighth  service.  All  pipes,  before 
they  are  fixed,  must  be  proved  by  condensing  air  into  them  by  means  of  a  hand-syringe  while  under 
water ;  the  leak  will  be  easily  detected  by  the  air-bubbles  which  rise  through  the  water.  For  con- 
ducting the  gas  from  the  street-mains  into  the  interior  of  a.  house,  or  any  building  to  be  lighted,  a 
wrought-iron  pipe  of  sufficient  diameter  is  tapped  into  the  main,  and  carried  in  a  straight  line  to  the 
nearest  wall  of  that  building,  through  which  it  must  pass ;  and  on  the  inside  be  furnished  with  a  good 
stop-cock.     If  all  the  fittings  rise  from  the  main  no  siphon  is  necessary,  but  if  any  part  of  them  fall 


3 

30 

4   " 

40       « 

6   " 

50       " 

10   "   .. 
15 

100 

130       " 

20   "   .. 
25   «   .. 
30  "       .. 

150       " 

180 

200 
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below  the  main  a  small  receiver  must  be  attached  to  the  lowest  point,  fitted  with  a  scrcw-plujj  at  the 
bottom,  so  that  any  moisture  may  be  drawn  ofE  The  pipes  which  convey  the  gas  to  the  burners  must 
be  in  as  direct  a  line  as  possible,  to  avoid  unnecessary  expense  and  obstructions.  The  union  joints 
used  to  connect  two  services  together  must  be  of  the  same  diameter  as  the  pipes,  and  soldered  firmly 
on  to  them. 

The  excessive  cost  and  defective  construction  of  fittings  have  in  numerous  instances  tended  more 
than  any  thing  besides  to  engender  prejudices  against  gas,  and  more  particularly  in  private  houses. 

Gas-fittings  ought  to  be  made  of  the  best  materials ;  they  should  be  judiciously  arranged,  and  fixed 
by  skilful  workmen.  The  choice  of  a  situation  for  the  main  cock  is  of  importance ;  it  should  be  placed 
as  near  as  possible  to  the  inside  of  the  wall  through  which  the  gas  is  admitted  from  the  street-main, 
and  where  it  will  at  all  times  be  accessible  to  the  inmates  of  the  liouse.  The  key  or  spanner  by  which 
it  is  turned  should  always  be  attached,  and  the  nick  which  indicates  whether  it  is  open  or  shut  should 
be  distinctly  marked.    The  cock  should  be  literally  a  stop-cock. 

Throughout  their  various  ramifications  the  pipes  should  have  a  slight  inclination  towards  the  point 
where  tlie  main  cock  is  fixed,  and  thence  to  the  street-main ;  this  is  to  allow  the  water,  which  is  occa- 
nionaUy  deposited  in  them,  to  drain  off  without  interrupting  the  passage  of  the  gas.  In  fittings  whicli 
are  not  thus  arranged  the  water  accumulates  in  some  curvature  of  the  pipes,  and  occasions  an  oscilla- 
tion, or,  as  it  is  very  commonly  called,  jumpififf  of  the  lights. 

The  intensity  of  light  is  ascertained  by  an  instrument  called  the  Photometer,  invented  by  Count 
Rumford ;  it  is  constructed  on  the  principle  that  the  power  of  a  burning  body  to  illmninate  any  defined 
space  is  directly  as  the  intensity  of  the  light,  and  inversely  as  the  square  of  the  distance.  If  two  un- 
equal lights  shine  on  the  same  siu-face  at  equal  obliquities,  and  an  opake  body  be  interposed  between 
each  of  them  and  the  illuminated  surface,  the  two  shadows  must  differ  in  intensity  and  blackness,  for 
the  shadows  formed  by  intercepting  the  greater  light  will  be  illuminated  by  the  lesser  light  only ;  and 
inversely,  the  other  shadow  will  be  illuminated  by  the  greater  light — that  is,  the  stronger  light  will  l~e 
attended  with  the  deeper  shadow :  but  it  is  easy,  by  removing  the  stronger  light  to  a  greater  distance, 
to  render  the  shadow  which  it  produces  not  deeper  than  that  of  the  smaller,  or  of  precisely  the  same 
mtensity ;  this  equalization  being  effected,  the  quantity  of  light  emitted  by  each  lamp  or  candle  will  be 
as  the  square  of  the  distance  of  the  burning  body  from  the  illuminated  surface.  By  reference  to  tho 
diagram.  Fig.  1949,  the  instrument  will  be  rendered  perfectly  intelligible. 

A  is  a  wooden  box,  painted  black  inside,  except  at  the  back  j, 

B,  which  is  painted  wliite,  (or  a  sheet  of  fine  white  paper  ^ 
fastened  to  it  may  be  preferable;)  C  is  the  substance  inter- 
cepting the  light  of  the  gas-lamp  D,  and  throwing  a  shadow  on 
the  paper.  C  is  formed  of  a  strip  of  thin  brass,  about  a  quarter 
of  an  inch  broad,  movable  round  its  axis  on  a  pin  at  the  top  and 
bottom,  so  that  its  shadow  may  be  adjusted  to  correspond  in 
1-Tt«adth  to  that  cast  by  the  Lamp ;  for  the  candle  being  nearer, 
if  its  intercepting  wire  were  of  tJie  same  diameter  as  that  of  the 
lamp,  the  sliadow  would  of  course  be  much  broader,  and  tend 
to  deceive  the  operator.  D  is  the  lamp  placed  5  feet  from  the 
wire  C ;  E  is  the  candle-socket  sliding  upon  a  rod,  which  is 
marked  according  to  the  number  of  candles  the  gas-lamp  is 
equal  to. 

If,  when  the  candle  is  placed  at  1,  the  two  shadows  are 
equal,  the  lamp  only  gives  a  light  equal  to  one  candle ;  if  at  2,  the  lamp  is  equal  to  4  candles  ;  and  il 
at  4,  the  lamp  is  equal  to  16  candles. 

A  simple  rule-of-three  statement  will  give  the  comparative  quantities  of  light,  the  candle  being  at 
any  distance.  The  burner  remaining  5  feet  from  the  interposed  wire,  supposing  the  candle  to  be 
1  5-lOths  of  a  foot  from  its  wire. 

The  square  of  1-5  =  2-25. 
The  square  of  50  =  2500. 
Then  as  2'25,  the  square  of  the  candle's  distance,  is  to  I'O, 

so  is  2500,  the  square  of  the  lamp's  distance,  to  11-11,  the  number  of  candlfs 
the  gas-lamp  is  equal  to. 

Gas-exhauster. — Much  attention  has  been  directed  to  discover  an  effectual  method  of  relieving  tho 
retorts  from  the  pressure  occasioned  by  the  necessary  obstructions  with  which  the  gas  has  to  contend 
in  the  purifying  process,  and  in  its  subsequent  passage  to  the  gas-holder. 

The  pressure  required  to  surmount  these  resistances,  varies  in  difierent  establishments  according  to 
the  method  of  purification  employed,  in  some  cases  being  equal  to  a  column  of  water  of  36  inches. 

The  annexeci  engraving  represents  a  gas-exliauster  designed  by  Mr.  Methven  for  the  Commercial  Gas 
Company's  Works,  Stepney.  • 

This  machine  consists  of  three  vertical  wrought-iron  cylinders,  which  are  made  to  rise  and  fall  in  a 
tank  containing  water,  by  the  revolution  of  a  treble  crank-shaft  with  connecting  rods  and  guides. 

Each  of  these  cylinders  is  inverted  over  a  chamber  of  cast-iron,  the  interior  of  which  communicates 
with  the  hydraulic  main.*  The  top  of  each  chamber  is  provided  with  a  flap-valve,  which  allows  the  gas 
to  escape  into  the  movable  cylinders,  during  the  ascent  of  the  latter  by  the  action  of  the  crank.  The 
cylinders  liave  valves  on  the  top,  siniilar  to  those  in  the  cast-iron  chambers,  which  during  the  descending 
stroke  allow  of  the  discharge  of  the  gas  into  the  upper  part  of  the  external  cistern.  From  the  cistern  a 
main  leads  through  the  purifiers  to  the  gas-holder,  and  the  gas  is  thus  pumped  out  of  the  retorts  and 
discharged  into  the  gas-holder,  independent  of  any  amount  of  pressure  required  to  be  overcome  in  iu 
passaj^e. 
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The  velocity  of  tliis  machine  is  regulated  by  the  use  of  conical  strap  riggers  to  suit  as  nearly  as 
possible  the  amount  of  gas  being  generated,  but  in  order  to  avoid  the  possibility  of  the  pressure  u])on 
the  liydraulic  main  becoming  less  than  that  of  the  surrounding  atmosphere,  and  the  gas  thereby 
becoming  impoverished  by  the  admixture  of  atmospheric  air,  a  regulating  machine  is  attached  to  the 
exhauster,  which,  by  self-action,  maintains  that  pressure  perfectly  uniform.  The  regulator  consists  of  a 
chamber  -which  communicates  alike  Avith  the  inlet  and  outlet  passages  of  the  exliauster,  and  -which  is 
divided  by  a  valve  or  conical  plug  acted  upon  by  a  float  sustained  in  -water,  under  the  immediate 
influence  of  the  exhausting  power  of  the  machine.  The  action  of  the  float  is  communicated  to  the 
valve  -with  the  smallest  amount  of  friction  by  a  lever  and  connecting  rod  -with  the  usual  adaptation  of 
a  -water  joint,  and  the-  effect  is,  that  -when  the  machine  from  any  cause  is  reducing  the  pressure  of  gas 
upon  the  hydraulic  main  belo-w  that  of  the  atmosphere,  and  thereby  causing  a  partial  vacuum  in  the 
retorts,  the  float  of  the  regulator  is  by  the  same  means  depressed,  and  the  communication  between  th« 
inlet  and  outlet  of  the  exhauster,  thereby  opened  to  a  sufficient  extent  to  restore  the  equilibrium. 


The  most  perfect  equihbrium  is  maintained  between  the  interior  of  the  hydraulic  maii?  and  the 
atmosphere,  during  the  various  velocities.  The  pressure  has  been  even  increased  to  48  inches  of 
water  without  any  sensible  variations  in  the  effect  upon  the  gage  indicating  the  pressure  upon,  the 
hydraulic  main.  The  highest  speed  of  this  machine  is  calculated  to  discharge  60,000  cubic  feet  of  gas 
per  hour,  at  a  pressure  of  30  inches,  and  -will  not  then  require  a  driving  powsr  greater  than  that  oi 
three  horses. 

Dry  gas-meters. — The  ordinary  wet  gas-meter  described,  is  unexceptionable  where  fraudulent  means 
are  not  employed  for  under-estimating  the  amount  of  gas  consumed,  but  its  construction  admits  of  great 
deception  being  practised  by  dishonest  consumers.  If,  for  instance,  the  .v^ater  level  in  the  meter  be 
lowered,  more  gas  will  pass  through  than  is  registered  by  the  instrument ;  if  the  case  of  the  meter  be 
tilted  forward  to  an  angle  of  from  5°  to  13°,  according  to  its  construccion,  and  a  proportion  of  the  water 
drawn  off,  so  as  to  expose  the  outlet  of  the  measuring  chamber,  the  gas  will  pass  through  it  without 
affecting  the  index,  and  without  being  registered  at  all.  This  is  constantly  done,  and  the  large  amount 
of  gas  which  is  unaccounted  for  in  the  calculations  kept  at  the  gas-works,  and  which  is  frequently  at- 
tributed to  leakage,  is  no  doubt  traceable  to  this  nefarious  practice.  In  cold  weather  the  water  in  the 
meter  is  liable  to  freeze,  and  the  passage  of  the  gas  is  then  completely  stopped.  The  use  of  a  solution 
of  caustic  potash  or  soda  has  been  proposed,  which  is  not  so  easily  affected  by  frost,  to  replace  the 
water  in  the  meter,  which  will  also  tend  to  render  the  gas  more  pure,  should,  either  carbonic  acid  or 
sulphuretted  hydrogen  have  escaped  the  general  purifiers.  The  objections  to  the  use  of  the  wet  meter 
stated  above,  have  given  rise  to  great  ingenuity  in  the  construction  of  a  variety  of  measuring  instru- 
ments, in  which  the  use  of  water  or  any  liquid  is  dispensed  with,  and  in  which  the  gas  is  measured  by 
the  number  of  times  that  a  certain  bulk  will  fill  a  chamber  capable  of  undergoing  contraction  and  ex- 
pansion by  the  passage  of  the  gas.  These  alternate  contractions  and  expansions  of  the  chamber  set 
certain  valves  and  simply  constructed  arms  in  motion,  which,  by  the  aid  of  a  few  wheels,  can  be  made 
to  turn  the  hand  of  a  dial,  as  in  the  ordinary  wet  meter.  We  will  restrict  our  remarks  upon  dry 
meters  to  one  of  the  most  recent  inventions,  which  appear  well  calculated  for  afibrding  accurate  meas- 
urements. 

Messrs.  CroU  and  Richards'  meter  consists  of  a  cylinder  or  case  A  A,  Fig.  1951,  divided  by  a  plate  B 
in  the  centre  into  two  separate  cylindrical  compartments,  which  are  closed  at  the  opposite  ends  by 
metal  disks  C  C.  These  metal  disks  serve  the  purpose  of  pistons,  and  are  kept  in  their  places  by  a 
kind  of  universal  joint  attached  to  each ;  the  space  through  which  the  disks  move  by  the  action  of  the 
gas,  %/hich  affords  the  means  of  measurement  in  this  meter,  is  governed  by  metal  arras  and  rods,  shown 
iD  the  side  cut,  Fig.  1952,  which  space,  when  once  adjusted,  cannot  vary.     To  avoid  the  friction  attend- 
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ing  a  piston  working  in  a  cylinder,  a  band  of  leather  D  D  is  attached,  -which  acts  as  a  hinge,  and  foldi 
with  the  motion  of  the  disk ;  this  band  is  not  instrumental  in  measuring  the  gas,  so  that  its  contraction 
or  expansion  would  only  decrease  or  increase  the  capacity  of  the  hinge,  the  disk  being  still  at  libertj 
to  move  thi'ough  the  required  space  only.  Tlie  leather  is  also  attached  in  such  a  manner  that  it  caa 
only  bend  in  one  direction,  and  this  renders  it  much  more  durable. 

1951. 


The  machine  is  comparable  to  a  steam-engine  measuring  its  steam,  which  it  does  in  all  cases  by  the 
strokes  of  the  piston.  The  gas  enters  the  cylinder  at  the  top,  from  the  space  occupied  by  the  arms, 
valves,  (fee.  Fig.  1953,  and  forces  the  disks  bodily  forward  through  a  certain  space;  the  motion  commu- 
nicated by  the  disks  to  the  arms  and  rods  causes  the  supply  of  gas  to  be  cut  off,  and  admits  of  its 
escape  by  another  valve ;  at  the  same  moment  the  gas  is  admitted  to  the  other  side  of  the  disk,  and 
this  is  forced  to  return  to  its  original  position,  traversing,  of  course,  the  same  space  as  before.  Each^ 
backward  and  forward  motion  consequently  indicates  the  passage  of  a  constant  quantity  of  gas,  and 
the  same  apparatus  which  admits  and  shuts  off  the  supply  by  means  of  valves  is  connected  with  clock- 
work, and  thus  the  motion  of  the  disk,  or  the  quantity  of  gas  which  has  passed  through  the  meter  can 
be  indicated  upon  a  dial-plate,  as  in  the  ordinary  wet  meter. 

Gas-burners. — From  the  leaden  pipes — in  the  circuit  of  which  the  meter  is  placed,  if  used  at  all — 
the  gas  enters  brass  tubes,  which  project  from  the  wall,  and  passes  to  the  burners,  each  of  which  must 
be  furnished  with  a  separate  brass  stop-cock.  Good  tight  stop-cocks  are  much  more  difficult  to  make 
for  so  light  a  gas,  than  for  liquids.  Instead  of  fixing  the  carefully  ground  conical  plug  into  its  place  by 
a  screw,  which  occasions  either  too  much  friction  or  an  imperfect  joint,  it  is  better  to  use  a  watch- 
spring,  which,  in  spite  of  the  wear,  keeps  the  plug  always  tight  The  gas-burners  are  quite  similar  to 
lamp-burners ;  by  the  former  we  are  to  understand  the  different  mouth-pieces  attached  to  the  ends  of' 
the  tubes  for  burning  the  gas.  As  neither  the  wick  nor  the  level  of  the  oil  has  liere  to  be  considered, 
the  management  of  these  burners  is  comparatively  simple ;  but  as  the  amount  of  fat  in  candles  and 
lamps  required  regulation,  so  here  the  amount  of  gas  consumed  in  a  given  time  must  bear  a  proper 
relation  to  the  current  of  air  from  without,  i.  e.  the  flame  must  neither  smoke,  nor  must  it  be  too  short 
and  blue.  Such  regulation  is  partly  effected  by  the  cock  attached  to  the  burner,  and  all  excess  of  gas 
is  avoided  from  the  beginning  by  allowing  the  gas  to  issue  only  from  very  small  apertures.  In  passing 
through  such  apertures,  the  original  velocity  of  the  current  of  gas  is  much  increased,  and  the  flame  thus 
acquires  the  proper  size  and  height. 

A  great  variety  of  gas-burners  have  been  successively  brought  into  public  notice,  all  of  which  lay 
claim  to  the  production  of  an  increased  intensity  of  light  with'a  smaller  consumption  of  gas.  It  is  im- 
possible, however,  from  a  mere  inspection  of  the  flame  produced  by  these  burners,  without  accurately 
measuring  the  amount  of  gas  consumed  by  each,  to  arrive  at  any  conclusion  as  to  which  form  is  the 
most  economical  or  generally  desirable.  Until  impartial  comparative  experiments  have  been  instituted 
with  all,  decided  preference  cannot  be  ascribed  to  any  one  in  particular. 

Fig.  1 954  is  a  representation  of  Whinfield's  lucent  burner,  in  which  the  Liverpool  button  is  applied 
to  an  Argand  gas-burner,  and  the  peculiar  form  of  chimney  causes  an  external  current  of  air  to 
impinge  at  a  certain  angle  upon  the  flame,  producing  the  same  effect  as  the  metallic  cone  in  the  solar 
lamp.  A  basket  of  wire-gauze  is  fitted  into  the  crutch  of  the  burner,  wliich  moderates  the  supply 
of  air  from  below,  and  prevents  the  flickering  caused  by  sudden  draughts,  by  fixing  the  chimney 
to  a  circular  ring,  which  screws  up  or  down  upon  the  triangular  support.  Lowe,  in  his  improvement 
upon  this  form  of  burner,  alters  the  direction  of  the  external  current  caused  by  the  contraction  of  the 
chimney,  and  by  converting  the  button  into  a  screw,  its  height  can  also  be  altered  and  the  internal 
current  regulated. 

Fig.  1955  shows  a  form  of  burner  patented  by  Mr.  Leslie,  in  which  the  gas  is  caused  to  flow  through 
B  number  of  small  copper  tubes,  instead  of  from  the  apertures  of  an  Argand  burner.  The  object  of  this 
ts  to  effect  a  more  complete  combustion  of  the  gas  by  surrounding  each  single  jet  with  abundance  of 
air.  as  it  issues  from  the  orifice ;  and  the  low  form  of  chimney  or  combustion  chamber  diminishes  th« 


GAS. 


Ill 


velocity  of  the  draught,  and  adds,  consequently,  to  the  illuminating  power  of  the  flaine.  The  orifices 
of  the  copper  tubes  become  stopped  up,  either  with  sulphuret  of  copper  or  the  ammoniacal  oxide,  and 
require  to  be  cleansed  with  a  stiff  brush.  The  only  effectual  remedy  for  this  objection  to  the  burner,  ia 
the  use  of  purer  gas. 


19S3. 
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Ventilatibn  of  c/as-burners. — Serious  objections  still  stand  in  the  way  of  the  introduction  of  gas-light 
into  private  dweUings,  unless  some  means  can  be  adopted  for  removing  the  products  of  combustion. 
J'or  every  cubical  foot  of  gas  burnt,  rather  more  than  a  cubic  foot  of  carbonic  acid  is  produced.  A  pound 
of  coal  gas  contains,  on  an  average,  03  of  hydrogen,  and  0-7  of  carbon ;  it  produces,  when  burnt,  2,-1  oi 
water,  and  256  of  carbonic  acid  gas ;  consumes  •i'26  cubic  feet  of  oxygen,  which  is  the  quantity  con- 
tained in  19-3  cubic  feet  of  air.  It  is  thus  obvious  that  the  air  of  a  close  chamber  must  soon  be  vitiated 
by  the  combustion  of  gas,  and  that  the  consequences  of  breathing  an  atmosphere  impregnated  with  a 
large  proportion  of  carbonic  acid  must  consequently  soon  be  felt  by  the  inhabitants.  The  water  evolved 
at  the  same  time,  in  the  state  of  steam,  is  found  to  be  seldom  free  from  sulphurous  and  sulphuric  acids, 
derived  from  impurities  in  the  gas ;  and  this,  condensing  upon  the  furniture,  books,  goods  in  shops,  <fea, 
very  soon  damages  them  in  a  very  perceptible  manner.  The  large  quantity  of  water  evolved  from  tho 
Bude  burner  in  lighthouses,  condensing  on  the  glass  windows  and  materially  impeding  the  passage  of 
the  light,  attracted  the  attention  of  Mr.  Faraday  to  the  invention  of  some  means  for  effectually  removing 
the  noxious  products  of  combustion.  After  several  more  or  less  successful  trials,  the  method  illustrated 
by  Fig.  1956  has  been  adopted,  and  exhibits  a  beautiful  adaption  of  the  principle  of  a  descending  draught 
to  a  lamp-burner :  a  is  an  ordinary  Argand  bui-ner,  with  a  common  straight  chimney  e  e ;  the  glass- 
holder  c  is,  however,  so  constructed  as  to  sustain  not  merely  the  cliimney,  but  an  outer  cylinder  of  glass 
also//,  larger  and  taller  than  the  inner  one  ee;  the  glass -holder  has  an  aperture  c/,  connected  by  a 
mouth-piece  with  a  metal  tube  i,  which  serves  as  a  ventilating  flue,  and  which,  after  passing  horizontally 
to  the  centre  of  the  chandelier,  ascends  to  produce  draught,  and  carry  off  the  products  of  combustion 
into  the  chimney  or  the  open  air ;  d  is  the  pipe  connected  with  the  burner  for  supplying  gas.  The  outer 
cylinder /is  closed  at  the  top  by  a  plate  of  mica  g ;  or  still  better,  by  two  plates  of  mica,  one  resting  on 
the  top  of  the  glass,  and  the  other  h  dropping  a  short  way  into  it.  They  are  connected  together  by  a 
metal  screw  and  nut,  which  also  keeps  them  a  Uttle  apart  from  each  other.  Tire  chimney  and  burner 
may  then  be  surrounded  by  a  ground-glass  globe,  which  has  no  opening  except  at  the  bottom  for  th« 
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admission  of  air  to  the  burner.    The  course  of  the  curroat  of  air,  carrying  with  it  the  products  of  coui 
bastion,  is  indicated  by  the  direction  of  the  arrows. 

It  is  stated  that  the  intense  heat  produced  by  the  hot  current  of  air  traversing  the  space  between  the 
two  glass  cylinders,  causes  the  glass  to  become  more  or  less  opaque,  and  thus  obstructs  the  passage  ol 
the  light.  To  avoid  this  objection,  the  same  principle  has  been  applied  in  a  still  more  elegant  and 
perfect  manner  to  a  ventilating  gas-burner,  a  section  of  which  is  represented  in  Fig.  1957 :  h  is  the 
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burner,  wiih  an  ordinary  chimney,  discharging  the  products  of  combustion  into  the  metal  tube  F ;  K  is 
a  large  glass  tube,  open  at  the  top,  in  the  vicinity  of  the  metal  flue  F,  from  which  it  is  suspended. 
The  air  for  feeding  the  flame  descends  in  the  direction  of  the  arrows,  enters  the  burner  at  b,  and  is 
carried  off  through  the  flue  F  C,  after  having  supplied  oxygen  to  the  flame  and  become  vitiated. 
Ventilating  burners  of  this  kind  not  only  prevent  the  diffusion  of  the  products  of  combustion  throiigh 
the  apartments  in  which  they  are  erected,  but  with  the  hot  current  of  gas  ascending  through  the 
metal  tube  a  large  quantity  of  air  from  the  room  is  also  carried  away,  and  thus  a  proper  circulation 
established. 

GATES,  wrmight-iron,  far  the  United  States  Dry  Dock  at  BrooMyn,  New  York. 

The  danger  of  accident  by  fire  and  decay,  and  the  increasing  difficulty  of  procuring  timber,  especially 
of  large  dimensions  or  peculiar  shapes,  has  directed  the  attention  of  engineers  to  the  substitution  of  iron 
for  wood  in  structures  designed  for  permanence.  European  engineers  have  been  long  forced  to  make 
this  substitution,  by  the  increasing  cost  of  timber. 

Tlie  ingenuity  and  skill  of  artisans  have  led  to  some  very  beautiful  designs  and  applications  of  iron, 

E reducing  great  strength  with  small  weight  and  dimensions.  The  substitution  of  iron  for  wood  has  been 
eretofore  chiefly  confined  to  the  construction  of  vessels  and  bridges.  Sufficient  experience  has  demon- 
strated the  great  superiority  of  iron  over  wooden  vessels,  and  as  soon  as  the  prejudices  of  tlie  old 
constructors  are  overcome  it  will  doubtless  be  used  exclusively. 

In  America  timber  can  be  obtained  at  a  moderate  cost,  unless  it  be  of  unusual  dimensions  or  shapes 
and  a  general  substitution  of  iron  will  be  more  distant.  The  difficulty  of  procuring  the  immense  tim- 
bers required  for  the  construction  of  the  folding  gates  of  the  graving  dock  at  New  York,  led  to  an 
examination  of  the  question  of  substituting  iron  for  wood. 

There  have  been  no  works  of  this  kind  constructed  jp  America ;  and  even  in  England  and  France 
nost  of  the  recently  built  docks  have  been  provided  with  gates  of  wood.  A  few  iron  gates  of  large  size 
have  been  constructed ;  among  them  are  those  for  the  new  graving  and  wet  docks  at  Woolwich,  Sheer' 
ness,  Shinbumess,  Bristol,  Dundee,  and  Montrose,  and  for  tlie  locks  on  the  Caledonian  and  Elsmere 
canals  at  an  earlier  date,  and  also  for  the  docks  at  Sevastapol  on  the  Black  Sea. 

The  mode  of  constructing  these  gates  has  not  been  published,  except  in  the  ease  of  the  docks  at 
Montrose,  and  the  gates  of  the  locks  of  the  Caledonian  canal.  The  general  plan  which  has  been 
adopted  has  been  to  construct  a  frame  of  cast-iron,  and  cover  it  with  a  sheathing  of  wooden  planks ; 
lome  of  those  recently  constructed  are  covered  with  a  sheathing  of  boiler-plate. 

The  low  temperature  of  the  atmosphere  in  tliis  climate  renders  the  use  of  cast-iron  dangerous  wherf 
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it  is  subject  to  violent  concussions ;  and  to  avoid  tliis  difficulty  Mr.  McAlplne  (the  engineer  who  designed 
vLese  gates)  proposed  tlie  adoption  of  wrought  instead  of  cast  iron  for  the  frames  of  the  gates. 

The  successful  introduction  of  these  plates  of  wrought-iron  in  the  construction  of  the  tubular  bridges 
over  the  Menai  Straits,  has  given  a  direction  to  the  use  of  this  kind  of  iron  which  Avill  produce  important 
changes  in  the  designs  of  such  structures. 

A  beautiful  application  of  the  same  description  of  iron  has  been  made  in  the  design  for  the  gates  of 
the  graving  dock  at  New  York. 

It  is  believed  that  no  experiments  Iiave  hitherto  been  made,  at  least  none  have  been  published,  on 
tlic  strength  of  iron  thus  applied.  Some  of  the  best  practical  engineers  in  the  United  States  have  ex- 
pressed doubts  as  to  the  strength  of  the  horizontal  ribs  of  the  gates  as  arranged  on  the  annexed  plan. 
To  satisfy  these  doubts,  a  trial-bar  was  modelled  after  the  form  proposed,  and  full  size,  and  subjected  • 
to  pressure.  The  result  of  this  experiment  has  proved  that  the  strength  of  a  bar  thus  formed  has  been 
Vinder  instead  of  over  rated. 

The  following  tables  of  the  deflection  of  the  bar  under  various  weights  possess  great  interest. 

The  bar  was  set  up,  supported  at  its  extremities,  and  loaded  by  weight  suspended  from  the  centre , 
provision  was  made  against  the  lateral  extension  of  the  bar  by  placing  it  between  solid  abutments  of 
masonry,  which  happened  to  be  convenient  for  the  purpose ;  care  was  also  taken  to  preserve  it  in  a 
truly  vertical  position.     The  whole  arrangement  is  shown  in  the  annexed  sketch. 


Fig.  1958,  elevation  of  the  apparatus  used  in  testing  the  strength  of  the  wrought-iron  bar  intended  f'M 
the  folding  gates  of  the  United  States  Dry  Dock,  Brooklyn  Navy  Yard. 

Fig.  1959,  plan  of  the  same. 

Fig.  1960,  cross  section  of  the  frames  for  preserving  the  bar  upright :  Fig.  1961,  scale. 

Ijcvels  taken  at  each  loading  on  different  parts  of  the  bar,  as  well  as  the  weights  applied  at  each 
loading,  are  given  in  the  tables.  The  weights  are  given  in  pounds,  and  the  deflections  in  decimala 
af  a  foot. 
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The  bar  was  thirty-seven  feet  long,  twenty-two  inches  wide,  and  three-fourths  of  an  inch  thick,  ami 
made  of  three  plates,  for  the  length,  secured  by  splicing  plates  riveted. 

The  point  marked  No.  5  in  the  table  was  in  the  centre  of  the  bar,  and  the  other  points  equally  din 
tant  from  each  other. 


TABLE  No.  1. 

TEIALS.                                                                                                              j 

No 

.  1. 

No 

2. 

No. 

3. 

No 

4. 

No 

5. 

No 

6. 

3^' 

9,798  lbs. 

16,821  lbs. 

24,697  lbs. 

32,883  lbs. 

39,710  lbs. 

55,13 

2  lbs. 

Deflec- 
tion. 

Total 
Deflec- 
tion. 

Deflec- 
tion. 

Total 
Deflec- 
tion. 

Deflec- 
tion. 

Total 

Defleo 

tion. 

Deflec- 
tion. 

Total 
Deflec- 
tion. 

Deflec- 
tion. 

Total 
Deflec- 
tion. 

Deflec- 
tion. 

Total 
Deflec- 
tion. 

0 

•000 

•000 

•005' 

•005 

•009 

•004 

•005 

•001 

•008 

•009 

•012 

•003 

1 

•000 

•000 

•003 

•003 

•005 

•002 

•004 

•002 

•003 

•001 

•001 

•000 

2 

•002 

•002 

'005 

•007 

■002 

•005 

•010 

•015 

•004 

•Oil 

•Oil 

•022 

3 

•001 

•001 

•004 

•005 

•007 

•012 

•005 

•017 

•007 

•024 

•007 

•031 

4 

•003 

•003 

•009 

•012 

•008 

•020 

•004 

•024 

•010 

•034 

•014 

•048 

5 

•025 

•025 

•007 

•032 

•008 

•040 

•006 

•046 

•022 

•068 

•005 

•073 

6 

•001 

•001 

•010 

•009 

•008 

•017 

•003 

•020 

■010 

•030 

•010 

•040 

7 

•004 

•004 

•008 

•012 

•004 

•016 

•008 

■024 

•001 

•025 

•016 

•041 

8 

•002 

•002 

•005 

•003 

•005 

•008 

•002 

•010 

•001 

•009 

■002 

•on 

9 

•001 

•001 

•003 

•002 

■001 

•003 

•000 

•003 

•000 

•003 

•002 

•005 

10 

•000 

•000 

•003 

•003 

•003 

•006 

•008 

■  ^002 

•008 

•006 

•003 

•003 

The  bar  was  then  left,  loaded  with  55,132  pounds,  for  20i  hours,  at  which  time  the  loading  wai 
resumed. 


•a 

si 

No 

7. 

No 

8. 

No 

.  0. 

No. 

10. 

No. 

11. 

No.  la. 

•§ 

55,13 

2  lbs. 

61,786  lbs. 

67,788  lbs. 

76,14 

3  lbs. 

84,62 

Olbs. 

92,609  lbs. 

0 

•006 

•003 

•000 

•003 

•000 

•003 

•002 

•005 

■002 

■003 

•000 

•003 

1 

■000 

•001 

•002 

•003 

■001 

•004 

•002 

•002 

•002 

■004 

•000 

•004 

2 

•005 

•007 

•004 

•025 

•005 

•026 

•003 

•029 

•003 

•032 

■019 

•051 

3 

•001 

•030 

•005 

•035 

•005 

•040 

•012 

•042 

•Oil 

•053 

•044 

•097 

4 

•001 

•049 

•Oil 

•060 

•012 

•072 

■007 

•079 

•010 

■089 

•080 

•169 

5 

•003 

•070 

•008 

•178 

•Oil 

•089 

•007 

•076 

•012 

•108 

•057 

•165 

6 

•000 

•040 

•005 

•045 

•005 

•050 

•005 

•055 

■013 

•068 

•051 

•119 

7 

•008 

•033 

•008 

•041 

■004 

•045 

•008 

■053 

•008 

•061 

•039 

•100 

8 

•002 

•013 

•001 

•014 

•002 

•016 

•001 

•015 

■004 

•019 

•019 

•039 

9 

•004 

•001 

•001 

•000 

•003 

•003 

•001 

•004 

•000 

•004 

•004 

•008 

10 

•001 

•004 

•002 

•002 

•001 

•003 

•001 

•004 

•001 

•003 

•000 

•003 

Table  showing  the  amount  of  elongation  in  the  bar  during  the  first  experiments. 


Weight 
on  the 
bar  in 

pounds. 

No.  of 
Experi- 
ments. 

Different  points  on  the  bar. 

Observations. 

a. 

1 

- 

3 

4 

6 

6 

7 

8 

C. 

9,798 
32,883 
89,710 
65,132 
61,786 
69,788 
76,143 
84,620 
92,609 

0 

1 

4 

6 

6 

8 

9 

10 

11 

12 

in. 
•0 

•005 
•005 
•010 
•010 
•015 
•016 
■016 

in. 
■0 

■008 
•008 
•008 

in. 
•0 

•001 
•005 
•005 

in. 
•0 

•003 
•003 

in. 
•0 

in. 
•0 

in. 
•0 

•005 
•006 

in. 
•0 

•001 
•007 
•007 

in. 
■0 

•003 
•005 
■008 

in. 
•0 

•005 
■005 
•010 
•010 
•010 

•  ■oio 

•013 

a  and  0  ■were 
points  immedi- 
ately over  the 
plumb  fiice  of 
altar  No.  9;— 
more  reliance 
may  be  placed 
on  their  accura- 
cy than  on  that 
of  the  otliers. 

NOTB 

poeitioD 

— Incoa 
,  at  ihe  t 

sequence 
weiflb  lot 

of  an  imp 
iding,  it  1 

lerfection 
ircbedto 

in  the 
onegi 

arrang 
de,an( 

ement 
[prev< 

whicl 
inted  a 

was  mad 
continua 

e  for  sec 
uce  of  th 

iring  the 
B  experin 

beam  in  a  v&rtical 
lent. 
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The  bar  was  repaired,  and  the  following  experiments  were  made  without  abutments,  which  allowed 
the  ends  to  move  Horizontally  ;  it  was  loaded  as  stated  in  the  first  set  of  experiments. 

TABLE  No.  2. 


1 

No.  1. 

11,771  lbs. 

No.  2. 

20,354  lbs. 

No.  3. 

31,495  lbs. 

No.  4. 

33,673  lbs. 

No.  5. 

33,673  lbs. 

Between  4  and  5 

an  interval  of  15 

hours. 

No.  6. 

35,961  lbs. 

Deflec- 
tion. 

Total" 
Deflec- 
tion. 

Deflec- 
tion. 

Total 
Deflec- 
tion. 

Deflec- 
tion. 

Total 
Deflec- 
tion. 

Deflec- 
tion. 

Total 
Deflec- 
tion. 

Deflec- 
tion. 

Total 
Deflec- 
tion. 

Deflec- 
tion. 

Total 
Deflec- 
tion. 

0 

1 

2 
3 
4 
5 
6 

8 

9 

10 

•001 
•002 
•013 
•026 
•035 
•035 
•031 
•029 
•016 
•005 
•000 

•001 
•002 
•013 
•026 
•035 
•035 
•031 
•029 
•016 
•005 
•000 

•001 
•001 
•014 
•021 
•028 
•035 
•031 
•023 
•012 
•008 
•000 

•002 
•003 
•027 
•047 
■063 
•070 
•062 
•052 
•028 
•013 
•000 

•001 
•001 
•018 
•030 
•038 
•046 
•045 
•032 
•020 
•003 
001 

•003 
•004 
•045 
•077 
•101 
•116 
•107 
•084 
•048 
•016 
•001 

•010 

•126 

•005 

•131 

•007 

138 

o 

No.  7. 

38,033  lbs. 

No.  8. 

40,131  lbs. 

No.  9. 

41,973  lbs. 

No.  10. 

44,456  lbs. 

No.  11. 

46,074  lbs. 

No.  13. 

48,179  lbs. 

Deflec- 
tion. 

Total 
Deflec- 
tion. 

Deflec- 
tion. 

Total 
Deflec- 
tion. 

Deflec- 
tion. 

Total 
Deflec- 
tion. 

Deflec- 
tion. 

Total 
Deflec- 
tion. 

Deflec- 
tion. 

Total 
Deflec- 
tion. 

Deflec- 
tion. 

Total 
Deflec- 
tion. 

0 
1 
2 
3 
4 
5 
6 
7 
8 
9 
10 

•014 

•152 

•008 

•160 

•017 

•177 

•023 

005 
010 
074 
130 
175 
200 
183 
143 
085 
028 
004 

•008 
•000 

•208 
•004 

•020 
•000 

•006 
•010 
•085 
•154 
•203 
•228 
•209 
•166 
•098 
•033 
•004 

The  bar  was  then  left,  loaded  with  48,179  lbs.,  for  20  hours,  at  which  time  the  loading  was  resumed 


•s 

H 

o 

1^ 

No.  13. 

48,179  lbs. 

No.  14. 

52,209  lbs. 

No.  15. 

56,694  lbs. 
Between  15  and 
10  an  interval  of 

20  minutes. 

No.  16. 

56,694  lbs. 
Between  15  and 
16  an  interval  of 

20  minutes. 

No.  17. 

58,894  lbs. 

No.  18. 

58,894  lbs. 
Between  17  and 
18  an  interval  of 

20  minutes. 

Deflec- 
tion. 

Total 
Deflec- 
tion. 

1 

Deflec-    J) 

tion.        1 

otal 
eflec- 
ion. 

Deflec- 
tion. 

Total 
Deflec- 
tion. 

Deflec- 
tion. 

Total 
Deflec- 
tion. 

Deflec- 
tion. 

Total 
Deflec- 
tion. 

Deflec- 
tion. 

Total 
Deflec- 
tion. 

0 

•002 

•008 

•001 

009 

■001 

■010 

•000 

■010 

•000 

•010 

■000 

•010 

1 

•003 

•013 

•000 

013 

•000 

■013 

■000 

•013 

■000 

•013 

•000 

•013 

2 

•008 

•093 

•002 

095 

•016 

■111 

■010 

•121 

•007 

•128 

•006 

•134 

3 

•013 

•167 

•004 

171 

•036 

■207 

•018 

•225 

■016 

•241 

•012 

•253 

4 

•015 

•218 

•008 

226 

•043 

■269 

•026 

•295 

•019 

•314 

•015 

•329 

5 

•018 

•246 

■015 

261 

■047 

•308 

•026 

•334 

•025 

•359 

•015 

•379 

6 

•017 

•226 

•004 

230 

■050 

•280 

•027 

•307 

•020 

•327 

•020 

•341 

7 

•013 

•179 

•004 

183 

■036 

•219 

■020 

•239 

•016 

■255 

■014 

•267 

8 

•008 

•106 

•003 

109 

■029 

•129 

•014 

•143 

•009 

•152 

•009 

•161 

9 

•003 

•036 

■002 

038 

•009 

•047 

•000 

•047 

•004 

•051 

•001 

■052 

10 

•000 

•004 

•000 

004 

■000 

•004 

•001 

•005 

•000 

■005 

•000 

•005 

782 


GATES,  WROUGHT-IRON. 


1966. 


1963it. 

n 


1963. 


E2 


E 


BZ 


1965. 


i 1 

1 

!          i 

• 1 

i 

n." 

1 

,  ....,       .,^, 

1      1 

1  j 

i    i 

' 

; }; 

'......>-..• 

.|.-...J..;t 

.... 

.  ..          ... 

Hi 

;  i'Av.v.v.':rl'. 

;•" 

SK- 

5.- 

— 

:;i'.'.v.v.t-.t\ 

!!tr — 

;             "".'. 

J.. — „, 

ii — 

!• 

ij""lZIIi 

GATES,  FLOATING. 


783 


1     ■  ■ 

u 

og 

o 

No.  19. 

60,904  lbs. 

No.  20. 

63,104  lbs. 

No.  21. 

65,284  lbs. 

No.  22. 

65,284  lbs. 

No.  23. 

65,284  lbs. 
Between  22  and 
23  an  interval  of 
2  hours  50  min. 

No.  24. 

65,284  lbs. 

Between  23  and 

24  an  interval  of 

17  hours. 

Dcflec- 
tiun. 

Total 
Deflec- 
tion. 

Deflec- 
tion. 

Total 
Deflec- 
tion. 

Deflec- 
tion. 

Total 
Deflec- 
tion. 

Deflec- 
tion. 

Total 
Deflec- 
tion. 

Total 
Deflec-    Denec- 
t'on-        tion. 

Deflec- 
tion. 

Total 
Deflec- 
tion. 

0 

•000 

•010 

•000 

•010 

•000 

•010 

•001 

•Oil 

■000 

•012 

•001 

•015 

1 

•000 

•013 

•000 

•013 

•000 

•013 

•001 

•014 

■000 

•014 

•003 

■017 

2 

•008 

•142 

•023 

•165 

•015 

•180 

•Oil 

•191 

■00'4 

•195 

•005 

■200 

3 

•014 

■267 

•048 

•315 

•013 

•328 

•038 

•366 

■007 

•373 

•006 

•379 

4 

•022 

•351 

•064 

•415 

•022 

•437 

•049 

•486 

■007 

•493 

•010 

•503 

5 

■026 

•405 

•076 

•481 

•034 

•515 

•054 

•569 

•012 

•581 

•010 

•591 

6 

■022 

•363 

•077 

•440 

•028 

•468 

•039 

•507 

•013 

•520 

•007 

•527 

7 

•016 

•283 

•059 

•342 

■028 

•370 

•024 

•394 

•007 

•401 

•008 

•409 

8 

•010 

•171 

•029 

•200 

■019 

•219 

•012 

•231 

•005 

•236 

•005 

•241 

9 

•003 

•055 

•013 

•068 

■003 

•071 

•003 

•074 

•001 

•075 

•006 

•081 

10 

•000 

•005 

•000 

•005 

•000 

•005 

•000 

•005 

•000 

•005 

■000 

•005 

These  experiments  having  demonstrated 
that  the  bars  as  arranged  were  of  sufficient 
strength,  the  construction  of  the  gates  was 
commenced. 

Fig.  1962  shows  an  elevation  of  the  back 
side  of  the  gate. 

Figs.  1963  and  1963|  are  vertical  and  hori- 
zontal sections  of  the  mitre  post. 

Figs.  1964  and  1965  are  the  same  sections  of 
the  quoin  post. 

Fig.  1966  is  a  plan  of  the  Iiorizontal  rib,  and 
a  horizontal  section  of  tlie  gates. 

Fig.  1967  is  an  elevation  of  the  front  of  the 
gate. 

In  the  article  "Dry  Dock,"  at  page  401,  a 
full  description  and  specifications  of  these 
gates  are  given,  to  which  the  reader  is  re- 
ferred. 

There  being  nothing  peculiar  in  the  cap- 
stans and  sluice-gates  and  other  fixtures, 
they  have  been  omitted  in  the  drawings. 

GATES,  CANAL.     See  Locks  of  Can.vls. 

GATES,  FLOATING.  Specifications  for 
constructing  the  wrought-iron  floating  gate,  or 
caisson,  for  the  United  States  Dry  Dock,  at  the 
Brooklyn  Navy  Yard,  represented  in,  plan,  sec- 
tion, and  elevation  in  Fig».  1968,  1969,  1970.* 

Dimensions. — The  vessel  is  to  be  50  feet  long  on  the  keel  and  69  feet  on  the  deck.  The  width  in  the 
centre  is  to  be  4  feet  on  the  bottom,  and  curved  to  16  feet  at  6  feet  above  the  bottom,  and  to  continue 
tliis  width  to  the  top. 

The  width  at  the  end  is  to  be  two  feet. 

The  whole  height  is  to  be  31  feet. 

The  sides  are  to  be  curved  on  a  radius  of  83  feet  7  inches  at  the  top,  and  diminished  so  as  to  pre- 
serve the  width  at  the  stems  (2  feet)  and  in  the  centre  (16  feet)  for  the  upper  section  of  24  feet. 

The  ends  or  stems  are  to  be  built  to  conform  to  the  shape  of  the  masom^y  of  the  dock.  The  bottom 
or  keel  is  to  be  50  feet  long,  straight ;  the  stem  is  to  be  curved  on  a  radius  of  3  feet  10  inches  for  2  J 
feet  in  height,  and  then  on  a  curve  of  56  J  feet  radius  for  19 1  feet  in  height,  and  then  carried  up  on  a 
■jevel  to  the  top,  9  feet  in  height,  making  the  whole  height  (including  the  keel)  31  feet. 

Ribs. — There  are  to  be  26  ribs  on  each  side  of  the  gate.  The  14  centre  ribs  are  to  be  24  inches 
apart,  4  to  be  25,  4  to  be  26,  and  4  to  be  27  inches  apart ;  each  set  of  ribs  are  to  be  formed  of  4  plates 
exclusive  of  the  bulwarks.  The  two  bottom  plates  from  the  opposite  side  are  to  lap  past  each  other 
3  feet  over  the  keel,  the  lips  being  turned  opposite  ways  to  allow  them  to  be  riveted  together  where 
they  lap. 

The  two  bottom  plates  are  to  be  each  20  feet  long,  and  are  to  be  formed  of  angle  iron,  5  inches  on 
each  angle  and  J  inches  thick,  witli  rivets  f  inches  diameter,  and  4  inches  apart,  or  rectangular  plates 
of  iron  6  by  1  inches,  secured  by  angle  iron. 

The  two  side  plates  are  to  be  each  20  feet  long,  and  to  lap  past  the  bottom  plates  9  feet,  and  to  be 
riveted  to  them ;  the  rivets  are  to  be  -J  inch  diameter,  and  6  inches  apart.  They  are  to  be  formed  of 
nngle  iron,  4  inches  on  each  angle  and  -J  inch  thick. 


1^ 

o 

No.  25. 

67,314  lbs. 

No.  26. 

71,304  lbs. 

No.  27 

75,299  lbs. 

Deflec- 
tion. 

Total 
deflec- 
tion. 

Total 
deflec- 
tion. 

Total 
Deflec- 
tion. 

0 
1 
2 
3 

4 
5 
6 
7 
8 
9 
10 

•002 
•002 
■005 
■007 

■007 
•004 
•003 
•001 
•008 
•003 
•000 

•015 
•019 
■205 
■386 

■512 
■595 
•530 
•410 
■249 
•084 
•005 

•820 
•860 

•010 

•423 

•844 

ft.  ill. 

M52  1 

1-450 

1-272 

■953 

■514 

■169 

■000 

The  levels  of  experiment  No.  57  were  taken  after  the 
bar  broke. 

•  A  general  description  of  the  caisson  or  floating  gate  is  given  in  the  article  "  Dry  Dock,"  p.  402. 
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The  bulwarks  are  to  be  formed  of  jjlates  7  feet  long,  and  to  lap  on  and  be  riveted  to  the  side  plates 
they  are  to  be  formed  of  angle  iroa  2^  by  3  inches,  and  |  inch  thick. 

Hheathing. — The  bottom  plates  are  to  be  bent  to  form  the  sides  of  the  keel ;  they  are  to  be  6  feel 
long,  2  feet  wide,  and  |  inch  thick.  The  vertical  joints  are  to  be  butted  ;  the  plates  are  to  be  riveted 
to  the  angle  iron  running  lengthwise  of  the  keel,  with  f  inch  rivets  2^  inches  apart ;  they  are  also  to  be 
riveted  to  the  angle  iron  of  the  ribs  in  the  same  manner. 

The  horizontal  joints  are  to  be  butted  on  a  hne,  and  the  plates  to  be  riveted  to  a  piece  of  iron  on  the 
inside,  between  the  ribs,  4  by  f  inches ;  the  rivets  to  be  as  before  described. 

The  rivets  on  the  bottom  and  sides  of  tlie  keel  and  stem,  and  the  bottom  of  the  vessel,  are  to  be 
countersunk. 

The  sheathing  plates,  to  a  vertical  height  of  6  feet  10  inches,  will  be  made  of  the  same  sized  plates, 
and  secured  and  riveted  in  the  same  maimer. 

The  next  two  courses  above  are  to  be  made  of  ^  inch  plates ;  the  next  four  courses  above  of  f  mch 
plates  ;  the  next  three  courses  of  \  inch,  and  the  bulwarks  of  3-1 6th  inch  plates,  all  secured  and  riveted 
in  the  manner  above  described. 

The  rivets  through  the  f  and  \  inch  plates  will  be  |  inches  diameter,  and  2^  inches  apart ;  through 
the  f  and  \  inch  plates  they  will  be  9-16th  inches  diameter,  and  2^  inches  apart;  through  the  3-16th 
inch  plates  they  will  be  §  inches  diameter.  The  lapping  plates  on  the  inside  of  the  horizontal  joints 
will  be  made  of  the  same  thickness  as  the  sheathing  plates.  The  bulwarks  wiU  be  braced  with  light 
wrought-iron'knees,  and  sealed  up  on  the  inside  with  Mght  sheet-iron. 

2^he  keel  and  stems. — The  keel  and  stems  are  to  be  formed  of  a  single  plate  of  iron  for  the  keel,  and 
each  stem  forged  and  welded  together.     The  plates  are  to  be  2  feet  wide,  and  f  inch  thick. 

The  sides  of  the  keel  are  to  be  made  by  bending  the  bottom  sheathing  plates,  and  of  the  stems,  by 
bending  the  side  sheathing. 

The  bottom  plates  and  the  sheathing  are  to  be  connected  by  angle  iron,  4  inches  on  each  flange,  and 
j  inch  thick,  to  which  both  plates  are  to  be  riveted.  The  rivets  are  to  be  |  inch  diameter,  2  J  inches 
apart. 

The  stiffening  plates  in  the  keel  will  be  3  feet  long  on  the  top,  15  inches  deep,  and  1  inch  thick; 
plates  of  cast-iron,  transversely  and  longitudinally,  are  also  put  in. 

The  part  which  projects  into  the  keel  will  be  cut  to  the  interior  shape,  cutting  out  the  bottom  comers 
for  the  angle  iron,  and  the  shoulders  to  fit  against  the  bottom  sheathing  plates. 

The  stitiening  plates  will  be  placed  between  the  plates  of  each  rib,  and  will  be  riveted  or  bolted 
through  both  plates,  where  they  lap  past  each  other. 

The  nine  courses  of  horizontal  stiit'ening  plates  in  the  stems  are  made  of  cast-iron,  conforming  to  the 
curve  of  the  sides  of  the  vessel  on  the  outside  edge,  and  fitted  to  the  shape  of  the  interior  of  the  stem. 
They  are  to  be  placed  at  each  horizontal  joint  of  the  sheathing,  and  take  the  place  of  the  butting  strips. 
Plates  of  angle  iron  3  inches  wide  on  each  flange,  and  ^  inch  thick,  wiU  be  riveted  to  the  sheathing 
jilates,  and  bolted  to  the  stiffening  plates. 

Deck. — The  angle  iron  is  to  be  4  by  2  inches,  \  an  inch  thick.  The  covering  is  to  be  formed  of  sheets 
about  6  feet  long,  2  feet  wide,  3-16th  inch  thick,  made  of  scratched  iron.  Rivets  to  be  f  inch  diameter, 
and  2  inches  apart. 

The  combing  of  the  hatches  wiU  be  made  of  cast-iron,  bolted  to  the  angle  iron. 

Suitable  ring-bolts  will  be  put  in  the  deck,  and  on  each  quarter  outside  of  the  vessel. 

J'ube  braces  will  all  be  14  inches  diameter,  and  made  of  \  inch  wrought,  or  1  inch  cast  iron ;  the  flanges 
of  the  tubes  are  to  be  2^  inches  wide  on  each  end,  and  bolted  to  the  sheathing. 

The  cast-iron  chambers  will  be  cast  in  halves,  and  planed  and  fitted  together,  and  riveted  through  the 
chamber  and  flanges  of  the  tube,  and  secured  with  tap  bolts  on  the  top. 

The  valves  will  be  of  cast-iron,  planed  and  fitted ;  the  seats  will  also  be  planed  and  fitted  closely. 

There  will  be  four  branch  pipes  discharging  into  the  interior  of  the  vessel,  by  means  of  similar  valves. 

The  valves  will  be  raised  by  a  stem  of  1^  incli  round  iron,  guided  by  a  frame,  and  operated  by  a 
hand-wheel  and  screw  on  the  level  of  the  deck. 

There  will  be  a  steam-engine  with  a  cylinder  of  6  inches  diameter  and  18  inches  stroke,  and  a  suit- 
able locomotive  boiler  set  under  the  deck,  and  two  double  acting  force-pumps  15  inches  diameter,  (the 
pumps  are  also  to  be  arranged  to  be  worked  by  hand.)     The  whole  is  to  be  made  portable. 

A  flight  of  iron  steps  is  to  be  put  in  at  the  stem  at  each  end,  and  extend  from  the  deck  to  the  bottom 
of  the  vessel. 

The  keel  will  be  suspended  from  and  braced  to  the  sides  of  the  vessel,  to  meet  the  dififerent  strains  to 
which  it  will  be  subjected  when  floating,  and  when  aground  in  peace.  This  bracing  is  made  by  a 
trussing  of  lioUow  cast-iron  pipes,  5  inches  diameter,  through  which  are  passed  suspension  rods  of 
wrought-iron,  2^  inches  diameter. 

General  remarks. — All  of  the  joints  exposed  to  the  water  shall  be  chipped,  and  calked  so  as  to  be 
water-tiglit. 

All  of  the  iron  and  other  materials  used  shall  be  of  the  best  quality,  and  shall  be  bent  and  forged  to 
the  1  equired  shape,  to  conform  to  the  plans,  and  shall  be  neatly  and  accurately  fitted. 

The  riveting  shall  be  done  when  hot,  and  the  rivets  made  to  fill  the  hole  completely. 

TJie  whole  surface,  both  outside  and  inside,  siiall  be  painted  with  two  coats  of  red  lead  and  oil,  and  u 
third  coat  of  such  other  color  as  may  be  directed. 

GATES,  GUARD.  One  of  the  most  complete  examples  to  be  found  is  at  Lowell,  Massachusetts,  at 
the  head  of  the  Northern  Canal,  the  principal  feeding  canal  to  the  large  manufacturing  establishments  of 
that  city.  It  was  constructed  by  James  B.  Francis,  Esq.,  Agent  of  the  Locks  and  Canals  Company.  The 
average  width  of  the  canal  is  100  feet,  the  depth  of  tlie  water  15  feet;  the  sides  being  nearly  perpen- 
dicular. The  guard  gates  are  placed  at  its  entrance  froni  the  Merrimack  river,  for  the  purpose  of  regu- 
ating  the  quantity  of  water  to  be  admitted,  and  for  protecting  tlie  canal  and  a  considerable  part  of  tiie 
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citv  horn,  freshets,  which  sometimes  raise  the  level  of  the  water  in  the  river  10  to  13  feet  above  its 
ordinary  height.  The  entrance  to  the  canal  being  nearly  in  the  direct  line  of  the  stream,  it  was  necessary 
tliaf  the  guard  gates  and  masonry  sliould  be  of  great  soUdity,  to  withstand  the  violent  action  of  the 
ice  in  the  spring  freshets ;  as  the  river  sometimes  breaks  up  suddenly  when  the  ice  is  from  eighteen 
inches  to  two  feet  thick,  and  not  sensibly  weakened  by  previous  warm  weather. 

Figs.  19*71  and  1972.  The  water  is  admitted  to  the  canal  through  ten  openings,  each  eight  feet  wide 
and  fifteen  feet  deep  in  the  clear.  These  openings  are  separated  by  piers  of  hammered  granite  A  A, 
two  feet  thick,  fifteen  feet  high,  and  a  little  over  fifty  feet  long.  These  piers  rest  on  a  granite  paving 
B  B  B,  laid  on  the  rock  C  C  of  hard  mica  slate.  The  openings  are  covered  with  granite  lintels  D  D  D, 
about  two  feet  thick,  restuig  on  the  piers ;  wells  E  E  being  left  for  the  gates  F.  Above  the  lintels  the 
masonry  is  carried  up  under  the  gate-house  to  the  height  of  twelve  feet,  and  below  the  gate-house,  six 
ft«et  higher,  for  the  passage  of  the  road  G  leading  to  the  Pawtucket  bridge  across  the  river. 


1D71. 


The  gates  F  are  made  of  white-oak  timber,  one  foot  thick,  laid  one  above  the  other,  and  connected 
together  with  four  bolts,  two  inches  in  diameter,  passing  through  the  feet  of  the  castings  H,  to  wliich 
the  screws  I  are  attached,  and  passing  down  through  the  middle  of  the  gate  to  a  cast-iron  plate  K, 
forming  the  bottom  of  the  gate.  The  ends  of  the  gate  project  into  grooves  at  each  end,  and  are  faced 
with  plates  of  cast-iron  1  inches  wide  and  1^  inch  thick.  Tliese  plates  slide  on  the  castings  L  built  into 
the  masonry ;  the  sliding  surfaces  being  planed  so  that  they  make  a  joint  nearly  water-tight.  The 
gates  are  raised  and  lowered  by  means  of  two  screws  II,  about  17  feet  long  and  5  inches  diameter, 
witli  threads  of  one  inch  pitch.  These  screws  pass  through  the  hubs  of  the  pair  of  geers  M  M,  which 
are  cut  into  female  screws.  The  pair  of  geers  are  driven  by  one  pinion  N  placed  at  the  bottom  of  the 
upright  shaft  0,  on  the  top  of  which  is  a  bevel  eeer  P,  driven  by  another  pinion  Q,  placed  on  a  hori-- 
zontal  sliaft  driven  by  pulleys  R  and  leather  bands"  or  belts  S  S,  three  inches  Avide.  There  are  two  sets 
of  pulleys  and  belts  to  each  gate,  one  to  raise  the  gate,  the  other  to  lower  it.  The  proportions  of  the 
geering  are  such  that  the  belt  travels- 1800  times  faster  than  the  gate.    The  belts  are  all  driven 
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by  the  shaft  T  carrying  the  pulleys  U.  This  shaft  is  driven  by  a  water  wheel  of  fifty  horse  power,  by 
which  means  the  whole  of  the  gates  can  be  lifted  at  one  time,  under  almost  any  circumstances,  in  fif- 
teen minutes. 

GAUGE  OR  GAGE.  A  measure  of  capacity  or  pressure.  Of  steam  gages  to  denote  the  pressure  on 
boilers,  the  most  used  at  present  is  the  Bourdon  Steam  Gage,  generally  called  from  the  name  of  the 
party  introducing  it  in  this  country,  the  Ashcroft  Gage.*  The  principle  of  its  construction  is  as  fol- 
lows. If  a  thin  metallic  tube  be  nearly  flat- 
tened, and  afterward  coiled,  the  effect  of  an 
inward  pressure  is  to  force  it  toward  its  orgi- 
nal  shape — the  first  effect  produced  being  that 
of  tension  toward  elongation,  whethef  the 
flattened  tube  be  coiled  or  twisted ;  and  a  con- 
trary effect  is  produced  by  unresisted  exterior 
pressure.  In  shaping  it,  a  certain  degree  of 
elasticity  having  been  given  to  the  metal,  as 
long  as  it  is  not  absolutely  forced  beyond  a 
given  point  of  its  acquired  shape,  it  will  act  as 
a  spring  to  the  greatest  perfection,  and  work 
from  or  back  to  its  newly  acquired  shape,  as 
the  pressure  upon  it  may  be  applied.  Thus,  a 
simple  piece  of  well-made  metal  tube  is  first 
partially  flattened  in  all  its  length,  and  coiled 
nearly  to  a  circle.  One  end  of  it  is  stopped 
lip,  while  the  other  end  is  left  open,  to  receive 
the  pressure  of  steam  or  water.  To  the  end 
that  is  stopped  a  hand  is  fixed,  which  is  so 
placed  as  to  show  the  variations  in  the  position 
of  the  tube  upon  a  dial  marking  the  degrees 
of  pressure.  A  vacuum  gage  is  made  of  the 
same  simple  piece  of  mechanism,  reversing  the 
application  of  pressure,  and,  consequently,  the 
effect  upon  the  tube.  For  instance,  as  exhaustion  takes  place  in  the  tube,  so  does  its  power  of  resisting 
the  pressure  of  the  surrounding  atmosphere  which  acts  upon  it  vary,  and  it  consequently  again  coils  un- 
der that  pressure  in  regular  ratio  with  the  va- 
riation of  it,  and  in  made  to  indicate  the  de-  • 
gi-ee  of  vacuum  in  the  condensers  of  an  engine. 
Fig.  1973  represents  the  dial  and  index  of 
one  of  these  gauges ;  fig.  1974  the  gage  with 
the  dial  removed.  A  is  the  thin  curved  tube, 
into  the  end  of  which  the  steam  is  admitted 
whilst  the  opposite  closed  end  is  attached  to 
one  extremity  of  a  segment  which  geers  into 
a  pinion  on  the  index  shaft.  These  gauges 
are  tested  by  a  mercurial  gauge,  and  the  dial 
marked  by  this  gauge. 

The  common  mercurial  gouge  is  the  surest 
and  simplest  of  all  gauges,  iDut  is  often  incon- 
venient on  account  of  the  space  required  for  it, 
and  is  also  ill  adapted  to  locomotive  purposes. 
It  consists  of  a  syphon  tube  partially  filled 
with  mercury,  one  end  of  which  is  subjected 
to  the  pressure  of  the  steam  whilst  the  other 
is  open  to  the  air.  The  pressure  tends  to  dis- 
place the  column  in  one  leg  and  raises  it  in 
the  other;  the  difference  between  the  two 
shows  the  amount  of  pressure.  Pressure  gauges 
are  equally  adapted  to  show  the  pressure  of  a 
column  of  water  as  of  that  of  steam. 
Dun's  Telegraphic  Steam  Gauge.  Fig.  1975  represents  so  much  of  a  steam-boiler  as  is  necessarj'  for 
Dur  description.  A  tube  descends  into  the  boiler  just  below  the  proper  water-line,  and  is  secured  to  the 
sides.  The  branch  C  is  fixed  to  the  upper  end,  into  which  two  tubes,  B  and  N  are  fixed.  The  tubes 
and  the  branch  C  are  filled  with  mercury  to  a  fixed  level  at  the  proper  temperature  of  the  boiler.  In 
the  tube  N  is  a  wire  set  in  such  a  manner  that  its  lower  end,  which  should  be  of  platina,  wiU  come  just 
above  the  quicksilver  in  the  tube  when  it  stands  at  the  height  which  will  be  caused  by  the  heat  which 
should  produce  the  pressure  of  steam  desired  in  the  boilers,  and  at  starting,  the  apparatus  .«  to  be  ad- 
justed when  the  steam  is  at  the  working  pressure  in  the  boiler;  and  when  the  wire  is  so  adjusted  it  is 
fixed  by  the  set-screw  0.  From  the  upper  end  of  the  wire  in  the  tube  N,  proceeds  the  wire  to  the  bell 
apparatus  P  Q  for  the  engineer,  and  at  R  S  in,  the  office ;  thence  the  wire  proceeds  to  the  battery  A  L. 
By  this  arrangement,  when  the  heat  in  the  boiler  rises  above  that  which  is  proper  for  producing  the  de- 
sired pressure  of  steam  in  the  boiler,  the  quicksilver  expands,  and  coming  in  contact  with  the  platina 


*  Mr.  Charles  "W.  Copeland,  66  Broadway,  is  the  general  agent  for  the  sale  of  the  cage. 


78S 


(JAUaES. 


wire,  completes  the  electric  circuit,  and  the  bells  -mil  continue  to  ring.     If  desired,  the  tube  N  mat 
nave  a  graduated  scale  to  indicate  the  temperature  at  sight. 


19T6. 


1976. 


The  accompanying  engraving  represents  Hoyt's  Water  Gauge,  partly 
in  section.  It  is  a  simple  mechanical  invention  for  telling  at  all 
times,  the  position  of  the  water  in  steam  boilers.  The  dotted  cir- 
cles show  the  connection  with  the  boiler ;  the  cock  at  the  bottom  is 
a  blow-out  cock  for  the  prevention  of  sediment.  Its  advantages  are 
its  durability,  simplicity,  and  its  constant  and  accurate  indication  of 
the  solid  water  within  the  boiler,  the  foam  not  being  dense  enough 
to  move  or  affect  the  float,  which  being  filled  with  compressed  air, 
is  in  no  danger  of  loading  or  collapsing  by  the  pressure  upon  its 
surface.  The  float  is  also  directly  connected  with  the  indicating 
hand,  by  means  of  a  lever  and  shaft  working  in  a  steam-tight  case 
elevated  above  the  water,  so  that  no  sediment  can  collect  about  the 
shaft,  to  prevent  its  always  working  with  perfect  ease  and  accuracy. 
No  packing  is  needed,  as  the  shaft  in  passing  through  the  case  to 
connect  with  the  indicator,  forms  of  itself,  a  perfectly  steam-tight 
joint — not  creating  friction  enough  to  prevent  its  working  perfectly 
free  at  all  times.  It  is  easily  applied  to  all  kinds  of  steam  boilers, 
locomotive,  stationary,  and  steamboat. 

One  of  the  earliest  and  perhaps  simplest  of  gauges  to  show  the 
height  of  water  in  a  boiler,  is  the  glass  tube  gauge,  of  which  an 
improved  form,  as  made  and  sold  by  Charles  W.  Copeland,  Broad- 
way, New  York,  is  shown  in  fig.  1977.  It  consists  of  a  glass  tube 
fitted  between  two  chambers,  the  lower  one  of  which  is  in  connec- 
tion with  tile  water,  and  the  upper  one  with  the  steam  space  of  the 
boiler,  the  level  of  the  water  is  indicated  therefore  directly  in  the 
tube. 

The  peculiarity  of  the  gauge  illustrated  is  in  the  cocks,  the  man- 
ner of  filling  the  tube  and  of  blowing  off,  shown  fully  in  the  section 
fig.  1978. 

The  glass  tube  is  of  thick,  well  annealrd  glass,  packed  at  each 
end  with  a  thin  rubber  collar,  as  shown  in  the  section  at  D ;  this 
being  made  to  press  around  the  tube  by  compression  in  the  stuffing 
box.  The  plug  B,  has  two  openings  through  its  sides  into  the  cen- 
tral hollow,  and  these  may  be  so  turned  by  the  handle  B'  that  the 
tube  may  fill  with  steam  or  water,  or  both,  or  be  blown  through 
cither  above  or  below  from  the  boiler. 

Four  stiff  brass  rods  form  a  guard  around  the  gauge,  securing  it 
from  all  ordinary  danger  of  breakage  and  aiding  to  its  appear- 
ance. 

In  England,  and  every  where  in  Europe,  glass  gauges  are  uni- 
versally used  on  locomotives  as  well  as  on  stationary  and  marine 
boilers.  '  They  very  rarely  break,  and  seldom  do  any  damage  in 
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breaking.     They  arc  very  simple,  and  show  the  water  level  with  unerring  accuracy, 
especially,  the  motion  of  the   engine  shov/s  the  water 
almost  constantly  pulsating,  ani  the  water  is  certainly 
a  better  indication  of  its  own  level  than  any  communi- 


locomotivftii 


cated  signals  working  by  concealed  apparatus  can  be. 
They  can  be  entirely  shut  oflF  if  desired,  while  the  time 
to  renew  a  tube  does  not  exceed  five  minutes. 

Fig.  1979  represents  E.  D.  Rugg's  patent  Water 
Gauge  attached  to  a  boiler.  It  differs  essentially  from 
nil  other  glass  gauges  in  that  the  water  in  the  glass  tube 
has  no  direct  communication  with  that  in  the  boiler,  and 
that  a  second  gauge  is  attached  at  any  conven- 
ient distance  from  the  first,  so  that  safety  may 
be  insured  by  having  two  observers.  The 
gauge  consists  of  a  pipe  connecting  the  steam 
and  water  spaces  of  a  boiler,  but  not  open  at  all 
exteriorly ;  this  pipe  is  enclosed  by  a  glass  tube 
of  sufficient  length,  and  in  position  to  show 
the  fluctuations  of  the  water.      This  tube  is 


connected  with  another  glass  tube  or 
chamber  at  any  desirable  level  above 
that  of  the  first.  The  cap  of  the  se- 
cond gauge  is  taken  off,  and  water  or 
other  liquids  is  poured  in  till  the  lower 
gauge  is  full,  the  air  being  let  out  by 
means  of  a  blow-cock.  The  boiler  be- 
ing fired,  as  the  steam  is  formed  in  the 
boiler,  it  forms  also  in  the  first  gauge, 
depresses  the  water  to  the  level  of  that 
ill  the  boiler,  and  raises  it  in  the  second 
gauge.  Owing  to  the  difference  of 
temperature  between  the  water  and  the 
steam,  the  space  occupied  by  each  in 
the  glass  tube  corresponds  with  that  in 
the  boiler.  As  the  water  line  falls  in 
the  boiler,  it  falls  in  the  first  glass  tube 
but  rises  in  the  second,  on  this  account, 
as  will  be  observed  the  graduation  it 
reversed. 
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Ashcroft's  Magnetic  Water  Gauge,  for  stationary 
and  steamboat  boilers,  consists  of  a  movable  magnet 
in  the  inside  of  the  boiler,  which  controls  a  needle 
on  a  dial  outside  of  the  boiler,  the  connection  be- 
tween the  two  being  entirely  magnetic. 

Fig.  1980  is  a  front  view  of  the  dial,  showing  the 
needle  and  graduation.  Fig.  1981  is  a  sectiona..  view 
of  the  gauge. 

A  is  a  copper  ball  or  float  attached  to  a  brass  rod 
B,  which  passes  through  a  pipe  into  the  chamber 
of  the  gauge,  on  the  end  of  which  is  .aflSxed  a  steel 
magnet,  having  its  positive  and  negative  poles.  The 
rod  plays  in  the  pipe  with  perfect  freedom,  having  no 
stuffing-box^  valve  connection,  or  packing  of  any  MnA 
about  it ;  hence  there  is  no  friction.  The  needle  on  the 
dial  moves  on  a  polished  silver  pin,  and  is  controlled 
by  the  magnet  It  will  constantly  indicate  the  level 
of  solid  water.  Foaming  or  priming  has  no  eflFect 
upon  the  gauge. 

The  scale  on  the  dial  wll  indicate  a  rise  or  fall  of 
twelve  inches  of  water,  each  degree  measuring  two 
inches. 


Gauge-Cocls,'  Two  or  three  small  cocks  fixed  in  front  of  the  boiler  of  a  steam  engine,  for  the  pur- 
pose of  ascertaining  the  height  of  the  water. 

Gauge  Railway.  The  distance  between  the  rails ;  the  most  common  gauge  is  4  feet  B\  inches ;  the 
widest  gauge  in  this  country  is  the  Erie  Railroad,  (6  feet,)  and  in  England  the  Great  Western,  7  feet. 

Self-Registering  Tide  Gauge.  Figs.  1982,  1983,  and  1984,  represent  the  side,  rear,  and  topviewof  a  tide 
gauge,  devised  by  Mr.  Saxton,  of  the  Coast  Survey  Office.  This  gauge  has  been  fully  tested  and  approved 
by  the  experience  of  about  eighteen  months,  in  diflPerent  localities  with  several  gauges.  In  general  terms, 
this  tide  gauge  is  arranged  so  as  to  record  by  a  clock  movement,  the  ordinate  of  time,  by  points  pricked 
along  the  length  of  a  running  sheet  of  paper,  carried  forw&rd  by  the  clock-work,  and  intended  for  one 
month's  record.  The  ordinate  of  tide  height  is  recorded  by  connecting  the  recording  pencil  with  a 
freely  moving  float,  and  so  geering  down  the  float  motion  as  to  limit  the  pencil  movements  to  within  one 
foot  or  the  width  of  the  sheet.  A  record  curve  results  from  these  two  movements  which  presents  a  per- 
fect picture  of  the  daily  tide  waves,  in  a  series  of  maximum  and  minimum  heights.  By  applying  a 
reading  scale,  the  actual  tide  height  at  any  moment  can  be  read  off  with  nice  accuracy.  As  we  wish  to 
give  thorough  and  exact  information,  such  as  might  sen'e  for  the  construction  and  use  of  this  instru- 
ment, we  introduce  the  following  description  and  drawings,  with  practical  directions  derived  with  slight 
modifications  from  official  sources 

A  float  F,  rising  and  falling  with  the  tide,  is  connected  by  means  of  a  chain  or  wire  with  a  pencil 
point  j>,  sliding  on  a  straight  guide  g.  If  a  slip  of  paper  be  moved  beneath  the  pencil  point  at  a  uni- 
form rate,  the  line  will  be  divergent  according  to  the  rate  of  the  tide,  and  if  the  paper  be  marked  at 
regular  intervals  by  the  mechanism  which  impels  it,  the  continuous  curved  line  traced  by  the  pencil 
will  represent  the  rise  and  fall  of  the  tide,  so  that  the  time  and  height  may  be  accurately  found  at  any 
instant  The  particulars  of  tlie  application  of  this  principle  are  as  follows : — The  float  and  wire  are  pro- 
tected from  the  action  of  the  waves  and  currents  by  a  tube  which  admits  the  water  freely  without  allow- 
ing oscillation.  The  float  is  attached  to  a  fine  wire  or  chain,  which  connects  it  with  the  wheel  w,  upon 
the  circumference  of  which  it  winds,  and  another  small  chain  continues  from  the  small  pulley  w,  on  the 
same  shaft,  and  passing  over  the  friction  roller  r,  is  hooked  to  the  pencil  frame.  This  small  pulley  re- 
duces the  play  of  the  pencil  to  prevent  an  inconvenient  width  of  paper,  and  is  regulated  by  the  amount 
af  rise  and  fall  of  the  tide. 
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To  the  otlicr  end  of  the  pencil  frame  is  attached  a  counterpoise  w",  passing  over  a  roller  in  the  same 
manner.  This  weight  causes  the  pencil  to  return  as  the  float  rises.  The  recording  paper,  being  then 
wound  compactly  and  accurately  upon  the  cylinder  R,  passes  beneath  the  pencil  point  and  over  the  im- 
pelling cylinder  R',  geared!  to  the  hour  wheel  of  a  time-keeper.  This  cylinder  has  at  its  extremities, 
and  with  one  foot  interval,  two  circles  of  twenty-four  equidistant  conical  points  to  each,  arranged  on  its 
circumference,  and  as  it  revolves  once  in  twelve  hours,  the  points  successively  pierce  and  leave  the  pa- 
per at  intervals  of  half  an  hour,  at  the  same  time  that  the  paper  passes  over,  and  is  re-wrapped  upon 
the  cylinder  R*.  To  insure  the  entrance  of  the  points,  a  small  roller  R^,  rests  upon  the  impelling 
cylinder,  and  prevents  the  paper  from  being  lifted.  The  roller  is  grooved  near  the  extremities,  so  that 
the  conical  points  may  not  come  in  contact  with  the  wood.  The  cylinder  R^,  is  urged  forward  by  the 
weight  E',  and  the  cylinder  R  is  held  back  by  the  smaller  weight  E,  so  that  the  paper  may  constantly 
be  kept  well  stretched.  The  excess  of  the  weight  E'  over  E  is  sufficient  to  overcome  the  friction  of  the 
system  of  rollers,  so  that  the  cloek  has  merely  to  regulate  time.  Upon  the  axle  of  the  impelling  cylin- 
der is  a  clamp  screw  S,  by  which  it  may  be  detached  from  the  clock.     To  put  the  machinery  in  motion, 


the  pencil  and  one  of  the  conical  points  being  brought  accurately  in  the  same  vertical  line  at  any  exact 
hour,  the  cylinder  is  then  fastened  to  the  clock  by  means  of  the  clamp  screw,  when,  as  it  moves  with 
the  clock,  it  completes  a  revolution  in  twelve  hours ;  the  conical  points  will  consequently  mark  exact 
hours  and  half  hours,  whilst  the  line  traced  by  the  pencil  will  show  the  corresponding  heights  of  the 
tides  according  to  the  scale  to  which  the  machine  is  adjusted. 

The  following  points  require  attention  in  adjusting  this  gauge : — I.  The  counterpoise  should  be  rather 
more  than  sufficient  to  balance  the  chain  or  wire,  taken  as  they  will  be,  at  lowest  tide.  The  strain  upon 
the  pencil  is  very  slight,  but  when  the  rise  and  fall  is  great,  the  chain  or  wire  should  be  as  fino  as  pos- 
sible, that  the  counterpoise  may  not.be  inconveniently  heavy,  II.  The  chain  or  wire  to  which  the  float 
is  attached,  should  be  so  adjusted  upon  the  large  wheel  that  the  curve  of  rise  and  fall  wiU  be  traced  on 
the  paper  midway  between  the  lines  of  dots.  One  or  two  days'  trial  will  locate  this  curve  of  rise  and  fall 
sufficiently  well  for  the  chain  or  wire  to  be  permanently  pinned.  III.  A  conical  point  should  be  brought 
accurately  in  a  line  with  the  pencil,  and  the  clock  started  at  an  exact  hour  or  half  hour.  FV.  That  the 
gauge  may  be  disturbed  as  little  as  possible,  at  least  one  full  month's  supply  of  paper  should  be  wound 
upon  the  receiving  cylinder  at  the  beginning  of  the  month. 

To  guard  against  accidental  disturbances  and  jars,  the  structure  upon  which  the  gauge  is  erected 
should  be  as  firm  as  possible.  The  superstructure  for  protection  against  the  weather  and  other  disturb- 
ing catises,  need  only  be  large  enough  to  allow  free  access  for  attendance  on  the  gauge.  The  box  for 
containing  the  float  should  be  water-tight,  below  water,  except  an  adjustable  orifice,  which  may  be  made 
by  a  series  of  holes  about  an  eighth  of  an  inch  in  diameter,  covered  in  part  by  a  slide,  and  it  should  ex- 
tend up  to  the  flpor  on  Avhich  the  gauge  rests,  that  the  free  action  of  the  float  and  its  connecting  wire  or 
chain  may  not  be  endangei'ed  by  obstructions  falling  into  the  box.  Having  so  adjusted  the  wire  or 
chain  as  to  give  the  midway  position  on  the  paper  to  the  record  curve,  particular  care  should  be  taken 
o  prevent  its  being  altered,  since  any  change  in  its  lengtli  or  points  of  attachment  to  the  wheel  wil 
rary  the  relation  of  the  record  curve  to  the  permanent  Zero.     All  gauge  records  should  be  carefully  rft- 
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ferred  to  some  permanent  Zero,  or  bench  mark  well  cut  into  the  stone,  or  reference  mark,  and  this  Zera 
or  bench  mark  should  be  fully  and  precisely  described  in  the  file  of  tide  records,  as  also  all  changes  in 
the  mark  and  in  the  Zero  of  the  gauge  itself,  as  referred  to  the  mark.  A  common  staflF  gauge  should 
always  be  erected  in  connection  with  a  self-registering  gauge,  and  as  near  by  as  convenient ;  it  being 
then  simply  necessary  to  obtain  by  careful  levelling,  the  reading  of  the  bench  mark  on  the  staff,  whet 
it  reads  Zero  at  its  own  reading  level,  and  then  to  compare  the  simultaneous  indications  of  the  two 
gauges,  for  the  starting  point  of  the  record  curve  readings.  These  gauges  should  have  such  positions 
as  to  receive  the  full  effect  of  the  tide,  and  when  from  freezing  or  other  causes  the  registering  gauge 
ceases  to  work,  the  staff  gauge  must  be  used  for  hourly  and  high  and  low  water  observations  in  the  usual 
manner.  The  record  sheet  should  always  bear  upon  it  the  names  of  the  station  and  observer,  the  number 
and  scale  of  the  gauge,  the  dates  of  beginning  and  end  of  the  record,  the  12  M.  dot  of  each  fifth  day 
clearly  dated,  and  fiiU  notes  of  the  time  and  causes  of  all  breaks  in  the  record,  and  of  all  new  starts 
with  the  interpolated  staff  gauge  readings  during  the  record  gaps. 


Alter  taking  these  precautions  and  getting  the  instrument  well  started,  each  Coast  Survey  Observer 
is  lequired  to  visit  his  station  every  day  until  he  is  sure  all  is  going  right,  when  it  is  deemed  suDScient 
for  him  ordinarily  to  visit  it  every  other  day,  observing  the  following  directions.  "  1.  The  steel  rod  to 
which  the  recording  pencil  is  attached,  should  always  bo  kept  perfectly  clean  and  free  from  rust ;  foi 
this  pnrpose  it  may  be  rubbed  with  oiled  cloths  eveiy  week,  care  being  taken  that  no  oil  be  left  on  the 
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rod,  or  allowed  in  any  way  to  touch  the  arms  which  support  the  pencil  resting  upon  it.  2.  If  in  con- 
sequence of  a  continuation  of  storms,  the  tide  should  fall  so  low  as  to  render  the  counterpoise  insuffi- 
cient to  keep  the  chain  well  stretched,  a  small  additional  weight  may  be  added.  When  the  rise  and  fall 
Is  great,  or  very  much  influenced  hy  the  winds,  this  may  sometimes  he  necessary;  hut  as  there  is  Httls 
strain  upon  the  pencil,  the  person  locating  the  gauge  should,  in  the  first  place,  make  the  counterpoise 
sufficient  to  embrace  all  but  very  extraordinary  tides.     Proper  attention  to  the  two  foreg;oing  paragraphs 


.vill  insure  an  unobstructed  motion  of  the  pencil.  3.  The  clock  should  be  made  to  keep  mean  solar  time, 
being  corrected  to  this  effect,  whenever  it  is  necessary,  by  a  sun-dial  or  a  meridian  mark  with  the  equa- 
tion of  time  applied,  or  by  such  other  means  as  may  be  found  available.  4.  Should  the  clock  become 
disordered,  it  is  not  desirable  for  the  observer  to  disturb  its  mechanism.  Timely  notice  may  always  bo 
given  to  the  assistant  in  charge  of  the  office  when  any  repairs  are  needed.  5.  The  clock  should  never 
be  stopped  unless  from  absolute  necessity,  or  from  some  unavoidable  accident.  Whenever  it  is  so 
stopped,  the  time  and  corresponding  hour  dot  upon  the  paper  should  be  distinctly  marked.  When  it  is 
again  set  in  motion,  the  first  hour  dot,  together  with  the  corresponding  time,  should  be  noted  in  like 
manner.  6.  The  hour  dot  corresponding  to  12  o'clock  M.,  upon  the  fifth  day  of  every  month  should  be 
marked.  7.  The  sides  of  the  sheet  corresponding  to  the  high  and  low  water  should  be  marked  respec- 
tively H.  W.  &  L.  W. 
The  record  sheets  are  read  in  the  office  by  the  aid  of  a  special  table,  the  sheet  being  run  between  two 
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overlapping  ftuides  and  under  a  reading  scale  fixed  transversely.  A  small  transparent  scale  of  radiating 
lines  is  used  for  subdividing  the  half  hours,  thus  giving  the  means  of  very  close  readings  about  the  high 
aud  low  waters. 

GAUGE.     See  Manometer. 

GAUGING.     A  term  in  mensuration,  determination  of  size  or  capacity. 

Cash  Gauging.  The  nearest  method  to  tlie  truth  that  has  hitherto  been  practised  is,  by  taking  tho  di- 
ometer  at  an  equal  distance  from  the  head  and  bung.  Lay  a  straight-edge  touching  the  bulge  of  the 
cask  in  the  middle,  as  H  B  at  F  fig.  1985,  the  internal  length  and  bung  diameter  being  known ;  set 
oflF  on  H  B  from  the  centre  F  of  the  cask  towards  either  end,  one  quarter  the  internal  length  as  at  D  ; 
then  the  distance  from  D  to  the  stave,  added  to  the  thickness  of  the  stave  and  doubled,  will  give  the  ex- 
cess of  the  middle  diameter  above  the  bung,  and  this  taken  from  the  bung  diameter  will  give  the  middle 
diameter. 

Let  the  bung  be  32  inches,  the  distance  from  D  =  1  uich,  and  the  thickness  9f  the  stave  =.75  of  an 
inch ;  what  is  the  middle  diameter  ?  1  +  "75  =  1'75,  and  1-75  x  2  =  3"5 ;  .  •  .  32  —  3*5  =  28-5,  the  mid- 
dle diameter  0  P. 

When  this  diameter  is  obtained,  and  having  the  head  diameter,  the  bung,  and  internal  length  of  the 
cask,  observe  the  following  rule :  To  four  times  the  square  of  the  middle  diameter,  (or  to  twice  the  mid- 
dle diameter  squared,  whiih  is  the  same,)  add  the  squares  of  the  head  and  bung  diameters;  the  sum 
multiplied  by  one-sixth  th  '.  length,  and  the  product  divided  by  353'035,  will  give  the  content  in  gallons. 

Taking  the  middle  diameter  as  found  above  at  28-5 
jj  F  D  B  inches,  the  head  =  24,  the  bung  =  32,  and  the  internal 

■    length  =  42  inches  respectively;  what  is  the  content? 


:3249  =  square  of  twice 


28-5  X  2  =  57  and  57^ 

the  middle  diameter, 

or  (28-5)='  X  4  ^  3249  =  the  same. 

Then  (head  diameter)' =  (24)'=  576 

Also  (bung  diameter)''  =  (32)== 1024 

4849 
I  of  the  length  =  ^  of  42  =       7 

353-035)33943(96-1463  gallons. 
Or  the  rule  may  be  expressed  thus : 

To  four  times  the  area  of  the  middle  diameter,  add  the 
areas  of  the  bung  and  head  diameters  ;  the  sum  multiplied  by  one-sixth  the  length,  will  be  the  content. 
Another  method  of  finding  the  diameter  in  the  middle  between  the  head  and  bung  diameters,  is  by 
putting  the  gauging-rod  C  E  into  the  bung  at  C  (when  the  axis  A  B  is  horizontal ;)  let  a  ring  be  fixed 
at  O,  in  the  middle  of  C  E,  through  which  the  plumb  Hue  COP  moves  freely ;  in  this  manner  0  P  is 
determined.  To  find  the  middle  diameter:  to  t^vice  O  P  add  the  head  diameter,  and  half  the  difference 
between  bung  and  head  diameters,  and  subtract  from  the  sum  the  bung  diameter,  thus :  To  find  the 
content  of  a  cask,  whose  bung  and  head  diameters  and  length  are  36,  28,  and  44  inches  respectively ; 
also  the  length  taken  with  a  plumb  =  18*12  inches.  -^ 

18-12  X  2  =  36-24  ^^ 

(head  diameter)  =  28-00 
36-28 

4-00 

2  BU 
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=  68-24 
(bung  diam.)  =  36-00 

32-24=  the  middle  diameter. 
Then  wo  have  the  content  =  129-5697  gallons. 

Notwithstanding  the  apparent  simplicity  of  thii  mode  of  finding  the  contents  of  casks,  in  practice  it 
becomes  in  some  degree  troublesome,  and  its  accuracy  depends  much  on  the  manner  in  which  the  dis" 
tance  O  P  is  taken. 

But  if  0  P  be  obtained  correctlj-,  (at  the  same  time  observing  that  the  cask  lies  level,  that  is,  when 
the  axis  A  B  is  horizontal,)  it  approaches  very  near  the  truth. 

If  the  cask  be  spheroidal,-  the  content  may  be  obtained  by  taking  the  length  of  a  diagonal  with  a  rule 
commonly  called  Branan's,  without  having  the  head,  bung,  or  length :  apply  the  rule  or  rod  from  the 
centre  of  the  bung  to  where  the  end  meets  the  stave  at  tho  opposite  side — as  from  C  E  fig.  1986 ;  then 
the  number  on  the  rule  in  the  centre  of  the  bung  will  be  the  content  in  gallons. 

The  rule  or  diagonal  rod  here  spoken  of,  is  constructed  for  the  middle  frustrum  of  a  spheroid,  thei-e 
fore  it  will  not  give  the  true  content  unless  the  cask  be  of  that  particular  form ;  and  here  it  falls  under 
the  objection  that  we  have  too  many  of  the  old  methods,  for  we  have  no  criterion  whereby  to  judge 
whether  a  cask  is  spheroidal  or  not. 

Other  diagonal  rods  can  be  constructed  for  casks  of  other  varieties,  as  solids  are  to  each  other  as  the 
3ube  of  their  like  dimensions ;  but  these  rods  would  be  subject  to  the  same  objection  as  the  other  in  use. 

If  the  diagonal  rod  be  applied  to  the  head  diameter  of  a  cask,  twice  the  diagonal  number  whic^ 
measures  that  diameter  will  be  the  content  in  gallons. 

There  are  many  other  rules  given  in  works  on  gauging,  but  these  problems  are  now  most  frequent 
lolved  with  the  aid  of  slide  rcle,  which  see. 
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GAUGE.  A  mixture  of  fine  stuff  and  plaster,  or  putty 
and  plaster,  or  coarse  stuff  and  plaster;  used  in  finishing 
the  ceilings  and  for  mouldings,  and  sometimes  for  setting 

GEER-CUTTING  MACHINE,  BEVEL.  For  the  cut- 
ting of  bevel  geer  an  admirable  machine  has  been  recently 
invented  and  patented  by  George  H.  Corliss,  of  Provi- 
dence, li.  I.,  in  whose  shop  (Corliss,  Nightingale  &  Co.)  it 
is  in  successful  operation.  From  the  specifications  of  the 
patentee  we  extract  the  following  full  and  clear  descrip- 
tion of  the  machine,  its  distuiguishing  characteristic,  con- 
struction, and  operation. 

P'ig.  1973,  plan  of  the  machine. 

Fig.  19*74,  a  side  elevation. 

Figs.  1975  and  1976,  enlarged  cross  sections,  taken  at 
the  line  A  a  of  Fig.  1973  ;  the  former  with  certain  parts 
removed. 

Fig.  1977,  another  cross  section  at  the  line  B6  of  Fig. 
1974. 

Fig.  1978,  a  vertical  cross  section  at  the  line  Cc  of  Fig. 
1976. 

Figs.  1979  and  1980,  enlarged  end  and  side  views  of  the 
cutter  and  carriage. 

Fig.  1981,  an  enlarged  separate  view  of  the  hinge  which 
forms  the  axis  of  the  guide-bar  on  which  the  cutter  carriage 
slides. 

Fig.  1982,  an  enlarged  separate  view  of  the  end  of  the 
guide-bar,  with  a  stem  connected  therewith. 

The  same  letters  indicate  liice  parts  in  all  the  figures. 

In  the  machines  heretofore  employed  for  cutting  cogs 
of  toothed  wheels,  a  rotating  burr  cutter  has  been  used ; 
and  although  this  is,  to  a  certain  extent,  effective  for  cut- 
ting spin  geer,  yet  in  cutting  the  cogs  of  bevel  geer  it  is, 
from  the  very  nature  of  the  case,  defective.  The  cogs, 
when  cut  with  a  rotating  cutter,  must  be  defective  for  the 
following  reasons :  if  the  sides  of  the  cutter-wheel  be 
parallel,  the  space  cut  out  between  the  cogs  will  also  be 
parallel,  wliilst  in  bevel-wheels  they  should  be  in  the  lines 
of  the  radii,  that  is,  farther  apart  at  the  outer  than  at  the 
inner  periphery ;  and  if  to  avoid  this  the  sides  of  the  cut- 
ter-wheel are  bevelled,  to  make  the  spaces  wider  by  cut- 
ting deeper  towards  the  outer  periphery,  then  the  spaces 
will  be  wedge-formed  in  their  section,  which  is  at  variance 
with  the  proper  formation  of  cogs,  for  the  spaces  below 
the  pitch-line  should  be  vertical,  or  curved  mwards,  and 
from  the  pitch-hne  upwards  curved  outwards ;  and  these 
curves  should  be  sections  of  cones,  which  cannot  be  formed 
by  a  rotating  cutter,  which,  from 
the  very  nature  of  its  operation, 
will  make  the  same  curve  from 
end  to  end  of  the  cog. 

The  object  of  this  invention  is  to 
avoid  this  objection;  and  for  this 
purpose  the  first  part  of  the  inven- 
tion consists  in  the  use  of  a  recip- 
rocating cutter,  governed  by  a 
guide-bar  on  which  the  cutter 
carriage  slides,  and  which  has  its 
axes  of  vibration  to  adapt  the  cut- 
ter to  the  required  depth  of  cogs 
at  the  apex  of  a  cone  correspond- 
ing with  the  bevel  of  the  wheel 
to  be  cut,  whether  such  axes  be 
fixed  or  adjustable  to  wheels  of 
different  sizes,  that  all  the  cuts 
may  be  in  the  direction  of  the 
radii. 

The  second  part  of  the  invention 
consists  m  combining  the  guide-bar, 
on  which  the  cutter  carriage  runs, 
with  a  secondary  frame  hinged  to 
tlie  main  frame  outside  of  the  circle 
jf  the  largest  wheel  intended  to 
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be  cut  in  the  uiacliine,  that  the  axis  of  vibration  of  the  guide-bar  may  be  elevated  or  depressed  to 
adapt  the  machine  to  dififerent  bevels ;  and  that  the  main  driving  shaft,  -whicli  communicates  motion  tc 
the  operative  parts  of  the  machinery  placed  at  the  lunged  end  of  the  said  frame,  may  be  in  the  line  ol 
the  axis  of  vibration  of  the  said  frame,  that  the  vibration  thereof  may  not  change  the  relative  position 
of  tlie  driving  shaft  and  the  parts  receiving  motion  therefrom. 

The  third  part  of  tlie  invention  consists  in  combining  with  the  guide-bar  a  guide-plate,  against  whicL 
it  bears  by  means  of  a  weight,  spring,  or  the  equivalent  thereof,  so  that  as  the  guide-bar  descends  to 
give  the  proper  depth  to  the  cogs,  the  said  guide-bar  shall  follow  the  curve  of  the  guide,  and  thus  de- 
termine the  form  of  the  face  of  the  cogs. 

And  the  last  part  of  the  invention  consists  in  making  that  part  of  the  rear  end  of  the  guide-bar  which 
rests  against  the  guide,  movable,  so  as  to  have  an  endwise  motion,  in  or  on  the  said  bar,  in  the  direction 
of  its  length ;  the  said  movable  part  or  stem  being  bevelled  back  of  where  it  rests  against  the  guide, 
and  so  connected,  either  with  the  guide-bar  or  some  other  part  of  the  machinery,  that  at  the  time  of  the 
cutting  motion  it  will  move  forward,  tliat  its  bevelled  surface  may  be  brought  in  contact  with  the  guide 
and  give  a  lateral  motion  to  the  guide-bar,  to  relieve  tlie  cutter  from  the  surface  of  the  cog  that  is  being 
cut,  to  admit  of  its  moving  back  clear  of  the  cog ;  and  then,  at  the  end  of  tlie  return  motion,  a  reversed 
motion  to  bring  the  cutter  in  the  proper  line  for  cutting. 


In  the  accompanying  figures,  a  represents  the  main  frame  of  the  machbe,  to  the  inside  of  which  is 
adapted  a  frame  b  that  carries  the  spindle  c  of  an  index-plate,  made  in  the  usual  manner.  This  frame 
b  is  secured  to  the  main  frame  by  the  bolts  J  c?  that  pass  through  elongated  holes  ce  hi  the  side  pieces 
cf  the  main  frame ;  and  as  there  are  several  of  these  holes  along  the  frame,  the  index-plate  can  be 
moved  to  any  place  requu-ed  on  the  main  frame,  to  adapt  the  machine  to  wheels  of  various  sizes.  The 
upper  end  of  the  spindle  c  is  adapted,  like  other  cutting  engines,  to  receive  the  wheel  /  to  be  cut.  A 
secondary  inclined  frame  h  is  provided  near  one  end  with  a  shaft  i,  the  journals  of  which  run  in  boxes 
ij  at  the  end  of  the  main  frame,  so  that  the  secondary  frame  can  be  inclined  to  any  desired  extent  with 
the  axis  of  the  index-wheel  to  determine  the  bevel  of  the  cogs  to  be  cut.  And  the  extreme  rear  end  of 
the  secondary  frame  is  provided  with  a  bolt  and  temper-screw  that  pass  through  a  segment  mortice 
in  the  main  frame,  by  means  of  which  the  secondary  frame  may  be  secured  and  held  in  place  at  any 
inclination  required.  The  shaft  i  of  the  secondary  frame  extends  out  sufficiently  on  one  side  to  receive 
one  loose  pulley  k,  and  two  fast  pulleys  I  m,  one  on  each  side  of  the  loose  pulley.  The  loose  pulley  k 
turns  freely  between  and  on  the  barrel  of  the  other  two  in  a  manner  well  known  to  machinists.  And 
the  inner  end  of  the  fast  pulleys  I  mis  provided  with  a  pinion  n,  which  engages  and  carries  a  cog-wheel 
o  that  turns  on  a  stud-pin /?,  and  the  arbor  of  the  wheel  carries  a  pinion  (see  dotted  line  in  Fig.  197-i) 
that  engages  and  carries  a  sector-rack  g  on  the  end  of  a  rock-shaft  r,  provided  with  a  pendulous  arm  s, 
to  the  lower  end  of  which  is  joined  a  connecting  rod  t  that  takes  hold  of  the  rear  end  of  a  carriage  «, 
'as  seen  in  Fig.  1980,)  to  which  is  secured  the  cutter  v,  in  any  appropriate  manner.    The  carriage  slides 
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on  a  guide-bar  w  properly  formed  for  this  purpose,  as  shown  in  the  figures,  and  in  turn  this  guide-bar 
slides  iuways  x,  connected  by  a  socket  y  with  a  stud  z  that  projects  from  an  arbor  a'  which  turns  on 
pivot  screws  b'  b',  that  pass  tlirough  the  two  cars  c'  c'  of  a  plate  d',  secured  by  bolts  or  screws  to  the  side 
pieces  of  the  secondary  frame,  so  that  by  shifting  these  screws  the  plate  can  be  moved  along  the  sec- 
ondary frame,  as  the  index-plate  and  its  spindle  can  be  moved  along  the  main  frame  to  adapt  the 
machine  to  the  cutting  of  wheels  of  various  diameters.  The  guide-bar  is  thus  connected  with  the  sec- 
ondary frame  by  a  universal  joint,  and  the  connection  of  the  universal  joint  with  the  secondary  frame 
can  be  shifted  to  adapt  the  machine  to  the  cutting  of  wheels  of  different  sizes,  and  as  the  axis  of  the 
vertical  vibration  of  the  guide-bar  must  always  be  in  the  line  of  the  axis  of  the  index-plate,  the  mode  of 
shifting  either  the  one  or  the  other  must  be  such  as  will  admit  of  accurate  adjustment.  For  this  purpose 
the  holes  in  the  main  frame,  through  which  the  securing  bolts  pass,  are  elongated.  The  machine  is 
driven  by  two  belts  e'f,  one  being  crossed,  and  the  two  governed  by  a  double  belt-shipper  g',  so  formed 
that  when  the  direct  belt  e'  runs  on  the  pulley  m,  to  give  the  cutting  motion  to  the  cutter  carriage  by 
the  connection  of  parts  from  the  pinion  n,  the  crossed  belt  /'  runs  on  the  loose  pulley  k,  and  when  the 
belts  are  shifted  at  the  end  of  the  cutting  motion,  to  reverse  the  motion,  the  crossed  belt  runs  on  and 
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carries  th.e  pulley  I,  and  with  it  the  cutter  carriage  by  the  same  connections,  and  the  direct  belt  e'  then 
runs  on  the  loose  pulley ;  or,  if  desired,  this  arrangement  of  belt  may  be  reversed.  In  this  way  the 
desired  motions  are  given,  and  the  shifting  of  the  belts  is  effected  in  the  following  manner :  The  belt- 
shipper  is  attached  to  the  outer  end  of  two  rods  i'  i'  that  slide  in  a  plate  h'  attached  to  the  frame,  and 
these  way-rods  i'  i'  are  connected  by  a  cross-bar  i"  with  one  arm  of  a  right-angle  lever,/',  the  other  arm 
of  which  passes  to  the  inside  of  the  main  frame,  and  is  there  jointed  to  a  rod  k'  which  passes  through  a 
thimble  I,  jointed  to  the  pendulous  arm  s  that  communicates  motion  to  the  carriage.  The  rod  k'  is  pro- 
vided with  two  adjustable  stops  m'  m',  on  each  side  of  the  thimble,  and  at  such  distance  apart  that 
when  the  pendulous  arm  s  moves  forward  to  effect  tlie  cutting  motion,  towards  the  end  of  this  motion 
the  thimble  strikes  one  of  the  stops  m',  and  shifts  the  belts  to  give  the  return  motion,  towards  the  end 
of  which  the  other  stop  m'  is  struck  to  re-shift  the  belts.  In  this  way,  by  simply  varying  the  distance 
between  the  two  stops  m',  any  desired  range  of  motion  can  be  given  to  the  cutter  carriage,  to  adapt  it 
to  the  length  of  the  cogs  to  be  cut. 

As  before  described,  by  reason  of  the  universal  joint  connection,  the  guide-bar  is  free  to  move  either 
vertically  or  horizontally,  and  with  it  the  cutter  carriage  which  slides  on  it.  Its  rear  end  is  suspended  to 
a  cord  o'  which  passes  over  a  pulley  p'  with  a  counter  weight  q'  attached  to  it,  by  which  it  is  held  up 
against  the  end  of  a  set  screw  r',  the  turning  of  which  will  therefore  determine  the  depth  of  cut  to  be 
made  by  the  cutter.  This  guide-bar  is  also  borne  laterally  by  means  of  a  bent  lever  s',  (see  also  Fig. 
1977,)  one  arm  of  which  acts  against  it,  and  the  other  attached  to  a  cord  t'  that  passes  over  a  pulley  m' 
And  is  provided  with  a  weight  v'.  This  weight  always  tends  to  bear  the  guide-bar  in  one  direction, 
horizontally,  and  against  a  guide-plate  w\  one  edge  of  which  is  formed  so  as  to  determine  the  form  to  be 
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given  to  the  face  of  the  cog,  and  as  this  plate  can  be  removed,  others  may  be  substituted  to  suit  the 
various  and  desired  forms  of  cogs.  Tlie  rear  end  of  the  guide-bar,  however,  docs  not  bear  against  tlii? 
guide-plate,  but,  instead  of  this,  there  is  a  stem  x'  ■with  a  socket  in  its  forward  end  that  sSdes  accu- 
rately, but  freely,  on  a  projection  y'.  Fig.  1982,  from  the  rear  end  of  the  guide>bar,  so  that  one  can  sUde 
on  tlie  other  longitudinally ;  and  this  stem  it  is  that  bears  against  the  guide-plate.  The  rear  end  of  the 
stem  is  looped  to  receive  the  arm  z'  of  a  slide  a".  It  will  be  observed  that  whilst  tlie  stem  is  in  the 
position  represented  in  the  drawings,  as  the  rear  end  of  the  guide-bar  is  moved  up  and  down  to  cut  the 
depth  of  the  cog,  the  stem  x'  follows  the  curvature  of  the  guide  to',  and  therefore  communicates  a  cor- 
responding motion  to  the  point  of  the  cutter  in  a  direction  converging  to  the  centre  of  the  universal 
joint,  on  wliich  the  guide-bar  w  vibrates,  and  that,  therefore,  any  curve  to  be  given  to  the  cross  section 
of  the  cog  will  be  gradually  reduced  as  it  approaches  the  axis  of  the  wheel.  But  when  the  cutter  is  to  be 
moved  back,  it  is  necessary  that  it  should  run  clear  of  the  metal,  and  for  tliis  purpose  the  stem  x',  back 
of  the  part  which  is  represented  as  bearing  against  the  guide-plate,  is  curved  inwards,  or  bevelled  as 
at  6",  so  that  when  this  part  is  brought  in  contact  with  the  guide-plate  a  shght  lateral  motion  is  given 
to  the  guide-bar  sufficient  to  relieve  the  cutter.  The  required  endwise  motion  for  this  purpose  is  given 
to  the  stem  by  the  operation  of  sliifting  the  belts  to  reverse  the  motion  of  the  cutter.  The  inner  arm 
of  the  lever/,  of  the  belt,  carries  a  box  c^  that  slides  freely  on  the  slide  a",  and  towards  the  end  of  the 
foi-ward  motion  of  the  cutter  carriage ;  this  box  strikes  against  a  stop  d',  from  which  the  arm  z',  con- 
nected with  the  stem  x',  projects  and  forces  forward  the  stem  to  the  distance  required  to  bring  the 
bevel  i'  against  the  guide-plate  w'  to  relieve  the  cutter.  The  cutter  carriage  then  runs  back  and 
towards  the  end  of  this  back  motion ;  the  box  on  the  lever  of  the  belt-shipper  strikes  anotlier  stop  e", 
on  the  slide  a',  and  moves  back  the  stem  to  bring  the  cutter  in  the  proper  line  for  making  its  cut.  In 
this  way  at  each  operation  the  cutter  is  relieved  and  returned  to  its  proper  position  for  cutting.  ITie 
cutter  is  fitted  in  any  desired  manner  in  a  socket  in  the  carriage,  and  when  it  is  desired  to  cut  cogs  of 
the  form  represented  in  the  enlarged  Fig.  1983,  the  cutting  edge  of  the  cutter  must  be  bent  forward,  as 
shown  in  that  figure. 
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In  a  machine  coiistrucled  and  operating  on  the  principle  of  this  invention,  every  cut  converges  to  the 
apex  of  a  cone  that  represents  the  bevel  of  the  wlieel,  and  tlierefore  the  cogs,  and  the  spaces  between 
them,  will  gradually  and  in  the  true  proportion  diminish  from  the  outer  to  the  inner  periphery.  Thus  far 
as  to  the  mode  of  operation  of  the  machine  for  cutting  the  faces  of  the  cogs  on  one  side ;  but  as  each  cog 
has  two  faces  on  opposite  sides,  so  soon  as  one  face  of  all  the  cogs  have  been  cut,  the  macliine  must  be 
reversed  to  cut  the  other  side,  and  for  this  purpose  it  is  simply  required  to  reverse  the  cutter  V,  the 
guide-plate  to',  and  the  lever  s.  The  reversed  position  of  these  parts  is  shown  in  dotted  lines  in  Figs. 
1977  and  1979.  By  the  sliifting  of  these  parts,  it  will  be  observed  that  the  machine  will  cut  the  re- 
versed side  of  the  cogs.  The  lower  end  of  the  cutter  should  be  properly  formed  to  give  the  requiied 
shape  to  the  bottom  of  the  cogs. 

The  patentee  claims,  first,  Tlic  method  of  cutting  the  cogs  of  bevelled  wheels  by  means  of  a  recipro- 
cating cutter  that  moves  in  or  on  a  slide,  or  slides,  that  vibrates  on  an  axis  that  comcides,  or  nearly  so, 
wi^h  the  apex  of  a  cone  representing  the  bevel  of  the  wheel  to  be  cut,  substantially  as  herein  described, 
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by  which  vibration  the  depth  of  the  cut  is  determined,  and  irrespective  of  the  adjustment  of  the  axeo 
of  vibration  as  described. 

Secondly,  The  guide-bar,  (or  its  equivalent.)  on  which  the  cutter  carriage  runs,  and  having  its  axis  ot 
vibration  for  the  deptli  of  cut,  as  above  described,  when  combined  with  a  secondary  frame  jointed  to  the 
main  frame  at  some  point  outside  of  the  circumference  of  the  wheel  to  be  cut,  that  the  machinery  may 
be  adapted  to  the  cutting  of  cogs  on  various  bevels. 

Thirdly,  In  combination  with  the  guide-bar,  having  a  Tmiversal  joint,  or  the  equivalent  thereof,  and 
operated  substantially  as  described  in  combination  with  the  guide-plate,  to  guide  the  cutter  and  deter 
mine  the  form  of  the  face  of  the  cogs,  as  described. 

And  lastly,  Making  that  part  of  the  guide-bar  which  rests  against  the  guide-plate  to  determine  the 
form  of  the  face  of  the  cogs  separate-  from,  and  movable  on,  the  guide-bar,  and  properly  bevelled  to 
relieve  and  clear  the  cutter  for  its  back  movement,  substantially  as  described. 

GEER-CUTTING  ENGINE.  Figs.  1984  and  1985  are  front  and  side  elevations  of  a  gecr-cutting 
engine,  as  built  by  the  Lowell  Machine  Shop,  sufficiently  large  to  cut  a  geer  7  feet  in  diameter  and  8 


inches  face.    This  is  a  heavy  and  strong-built  machine,  adapted  to  cutting  spiral  spur  and  bevel  geers 
without  any  additional  fixtures. 

M  is  the  spindle  to  wliich  the  gcers  are  fastened  when  being  cut,  and  to  which  is  attached  the  dial 
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plate  B,  on  the  upper  surface  of  which  are  drilled  circular  rows  of  holes  very  accurately  spaced  off ;  by 
means  of  this,  and  the  spring  and  point  N,  Fig.  1984,  the  geer  is  divided  into  the  required  number  of 
teeth. 

A,  hand-wheel  for  raising  and  lowering  spindle  M  when  cutting  small  geers.  For  cutting  large  spur 
or  bevel  geers,  the  geer  remains  stationary,  and  the  head  to  which  tlie  cutter  is  attached  is  traversed 
up  and  down  by  means  of  the  crank  D,  wluch  moves  the  pinion  d,  geering  into  a  krger  geer  H,  on  chain 
pinion-shaft.  An  endless  chain  running  up  over  a  pulley  K  is  attached  to  the  plate,  to  which  the  cutter 
shaft  stand  is  attached.    This  stand  can  be  turned  aroimd  at  any  angle  for  spiral  or  worm  geers. 


1?M. 


i 
I 


R,  guide  for  spindle  when  cutting  worm,  or  slightly  spiralled  geers.  When  spiral  geers  of  greater 
angle  are  to  be  cut,  there  is  a  circular  inclined  plane  of  plate  steel  screwed  to  the  cylindrical  part  of  the 
yoke,  (under  the  dial,)  which  bears  on  a  friction  roll  attached  to  the  main  frame.  It  is  kept  against  this 
roll  by  means  of  the  weight  G,  at  the  end  of  the  string  passing  over  the  grooved  pulley  F. 
,  P,  weight  to  balance  spindle  M  and  the  geer,  being  cut.  Tliis  weight  has  a  pinion  playing  into  the 
rack  on  the  top  of  the  long  arm  of  the  lever  0,  by  means  of  which  it  can  be  moved  forth  and  back  to 
balance  geers  of  different  weight. 

G',  crank  and  pinion  geering  into  segment,  for  setting  the  head  at  an  angle  for  cutting  bevel  geers. 

C,  driving  pulley  coupled  to  cutter  shaft. 

L,  geer  on  nut  for  raising  the  cutting  head.    It  is  worked  by  a  pinion  L'  on  the  end  of  the  upright 
shaft,  to  which  a  hand- wheel  is  attached. 

E,  crank  and  bevel  geers  which  communicate  with  the  screw  inside  of  frame,  by  means  of  the  geers 
E'.     Turning  this  crank  moves  the  head  stock  to  different  positions,  for  different  sized  geers. 

b  b,  arms  to  which  the  cord  and  weight  are  attached  when  cutting  spiral  geers. 

Tliis  machine  is  a  very  convenient  one  to  work  at,  as  the  operator  can  stand  in  one  position  and  com 
'nand  every  part  of  it. 
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Figs.  1986,  1987,  another  form  of  geer-cutting  engine  for  cutting  bevel,  spiral,  and  spur  geers,  also 
made  by  the  Lowell  Machine  Shop. 

Fig.  1986,  side  elevation. 

Fig.  1987,  front  or  end  elevation. 

E  E  are  the  end  standards  -which  form  part  of  the  frame. 

D,  swing  slide,  in  which  the  cutter  head  slides  when  cuttmg  bevel  geers. 

B,  hand-wheel  on  pinion  shaft  passing  through  the  axis  of  the  swing  slide  D,  which  has  a  piniov 
gcering  into  a  rack  on  the  back  side  of  the  cutter  head,  for  traversing  the  cutter. 


C,  handle  nuts  for  fastening  the  swing  slide  in  the  circular  slot  at  any  angle  required. 

A,  driving  pulley  on  the  shaft  that  drives  the  cutter  shaft.  Tliis  puUey  and  shaft  are  fixed.  Tli« 
cutter  shaft  can  be  taken  out  without  tlirowing  off  the  belt,  as  the  two  shafts  are  connected  together 
with  a  clutch  coupling. 

N,  hand  wheel  on  screw  for  traversing  cutter  head  to  suit  geers  of  dififerent  diameters,  or  in  cuttjig 
worm  geers,  &c. ;  to  the  left  of  N  are  seen  the  screw  and  lever  for  fastening  the  head. 
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G,  dial  or  index,  having  rows  of  holes  of  different  numbers  drilled  on  its  face,  which  can  be  divided 
by  means  of  the  point  and  spring  I,  so  as  to  cut  any  number  of  teeth  wanted. 

K  is  a  hand  lever  for  raising  spindle  F  and  dial  with  the  geer  wliile  cutting.  This  lever  is  on  one 
end  of  a  short  shaft  passing  through  a  stand,  and  on  the  otlier  end  tliere  is  a  quadrant,  to  wliich  a  chain 
is  attached,  that  connects  with  the  long  lever  L,  on  which  the  spindle  stands. 
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lu"  is  a  balance  lever  weight  to  counterbalance  the  spindle  and  dial,  and  the  weight  of  the  geer 
which  is  being  cut.  The  weight  has  a  movable  cover  for  the  purpose  of  putting  in  more  or  less  weight, 
as  the  heft  of  the  geer  being  cut  may  require. 

To  the  extreme  left  of  the  upper  part  of  the  frame.  Fig.  1986,  is  a  thumb-nut  for  tightening  up  the 
epindle  in  case  it  should  wear  and  become  loose. 

H,  pulley  over  which  the  cord  passes  to  support  the  weight  P,  used  in  cutting  spiral  geers. 

GEERING  is  the  general  term  employed  to  denote  a  combination  of  meclianical  organs,  interposed 
between  the  prime  mover  and  the  working  parts  of  machinery.  Frequently,  however,  the  signification 
is  restricted  to  the  series  of  toothed  wheels  by  which  the  motion  is  conducted  from  one  revolving  axis 
to  another,  independently  of  the  shafts  and  bearings  by  which  they  are  supported.  Two  toothed  wlieels 
are  also  said  to  geer  when  they  have  their  teeth  engaged  together,  and  to  be  out  of  geer  when  separate 
and  consequently  out  of  action. 

In  the  transfer  of  motion  from  one  axis  to  another  in  a  system  of  mechanism,  wlieels  are  the  most 
important  organs.  Of  these  there  are  two  principal  varieties  with  several  modifications,  distinguished 
by  peculiarities  of  form,  construction,  and  adaptation. 

When  motion  is  to  be  transferred  from  one  axis  to  another  which  is  parallel  to  it,  the  peripherics  of 
the  wheels  act  upon  each  other  tangentially,  and  the  teeth  are  disposed  round  their  cylindrical  surfaces 
m  the  direction  of  radii  from  their  centres.    Wheels  of  this  sort  take  tlie  general  name  of  spur  gi-er.    In 
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the  ordinary  cast-iron  wheels,  the  tectli  are  made  in  one  piece,  with  the  run  ;  and  commonly  the  wheel 
consists  of  one  entire  piece,  though  sometimes  the  wheel  is  cast  in  segments  when  of  very  large  size, 
and  especially  if  intended  for  shipment,  for  convenience  of  packing  and  transport.  Cast-iron  wheels  of  all 
si^es  above,  and  frequently  below  18  inches  diameter,  are  made  Avith  arms ;  but  in 
very  small-sized  wheels  the  arms  are  commonly  omitted,  and  the  rim  and  teeth  are 
united  to  the  central  boss  by  a  thin  continuous  plate,  as  rejiresented  in  elevation  and 
section,  by  the  annexed  cuts.  Wheels  of  this  sort  are  usually  denominated  plate- 
wheels,  to  distinguish  them  from  those  of  similar  size  having  arms,  and  which  are 
therefore  described,  especially  by  clock-makers,  as  being  crossed  out.  In  very 
small  machinery  the  wheels  are  sometimes  formed  out  of  plain  disks  by  cutting 
out  a  series  of  equidistant  notches  round  the  circumference. 

In  wooden  wheels,  which  were  in  general  use  for  all  sjjecies  of  millwork  till  towards  the  end  of  the  last 
century,  and  of  which  we  have  still  some  examples,  the  teeth  are  formed  of  separate  pieces,  and  fixed 
into  equidistant  mortises  pierced  through  the  rim  of  the  wheel.  The  rim  is  formed  of  segments  of  hard 
wood  hrmly  bound  together  by  u'on  straps  and  bolts,  and  is  connected  to  the  shaft  by  a  wooden  framing, 
consisting  of  bars  set  at  right  angles.  The  square  opening,  thus  left  at  the  centre  to  receive  the  shaft, 
also  of  wood,  and  square  at  that  part,  is  purposely  made  larger  than  the  section  of  tlie  shaft,  to  admit 
of  adjustment  and  fixing  by  wedges.  The  arms  are,  hov/ever,  very  frequently  mortised  into  the  shaft ; 
but  such  a  mode  of  fixing  weakens  the  shaft,  and  at  the  same  time  renders  it  difficult  to  get  the  wheel 
off,  should  this  be  required  in  consequence  of  the  failure  of  the  shaft. 

Wheels  of  tliis  kind  are  technically  known  as  cog-wheels,  and  the  teeth  take  the  name  of  cogs.  These 
are  made  of  some  well-seasoned  hard  wood,  as  mountain-beech,  plane-tree,  hornbeam,  hickory,  and  the 
like,  with  the  grain  disposed  in  the  direction  of  their  length,  which  being  the  radical  direction,  is  the 
most  favorable  to  transverse  strength. 

A  modification  of  this  construction  of  toothed  wheels  is  still  very  commonly  employed  in  millwork 
under  the  name  of  mortise-wheels.  In  these,  the  body  of  the  wheel  is  of  cast-iron,  and  the  teeth  of 
wood,  fixed  into  mortises  made  in  the  rim,  as  in  the  old  cog-wheel.  The  individual  teeth,  or  cogs,  are 
often  formed  so  that  the  part  which  projects  witlioiit  the  rim  is  the  tooth ;  and  the  shank,  tail,  or  tenon, 
is  made  to  fit  its  mortise  in  the  rim  of  the  wlieel  very  tiglitly,  and  is  left  sufficiently  long  to  project  on 
the  inside,  so  that  being  driven  into  the  mortise  up  to  the  shoulders,  it  is  secured  in  its  place  by  an 
iron  pin  inserted  into  a  hole  bored  through  the  tenon,  closely  under  the  rim  of  the  wheel. 

There  is,  however,  another  mode  of  fixing  the  cogs,  which  is  more  commonly  practised  than  that 
described.  This  mode  will  be  understood  by  reference  to  Fig.  1990,  from  whicli  it  will  be  observed 
that  the  cogs,  instead  of  being  made  fast  in  their  places  by  pins,  are  retained  in  the  mortises  of  the  rim 
by  dovetail  keys  v  v,  driven  between  every  contiguous  pair  inside  of  the  rim.  The  tenon?,  when  the 
cogs  are  intended  to  be  fitted  in  this  manner,  are  made  with  an  expanding  dovetail  at  their  extremities, 
to  receive  one  side  of  the  key,  whicli  being  driven  tightly  into  the  V-shaped  space,  thus  formed  between 
the  ends  of  each  pair  inside  of  the  rim  of  the  wheel,  retains  the  cogs  in  their  places.  The  keys,  which 
are  made  of  well-seasoned  hard  wood,  usually  of  the  same  kind  as  that  used  for  the  cogs,  are  made 
long  enough  to  project  some  way  beyond  the  side  of  the  rim,  to  1991. 

allow  of  their  being  driven  in  more  tightly,  should  the  cogs  in  the 
course  of  working  become  loose.  The  ends  of  the  tenons  are 
also  very  commonly  made  flush  with  the  surface  of  the  keys,  but 
the  mode  of  finishing  shown  in  Fig.  1991  has  some  advantage  in 
point  of  strength. 

Spur  mortise-ioheel. — Figs.  1989  and  1990  give  two  views  in 
elevation,  and  Fig.  1991  a  section  of  a  mortise  spur-wheel  of  3-1  ^ 
inches  diameter,  and  containing  48  cogs ;  pitch  2.\  inches. 

Fig.  1991  is  a  section  of  the  wheel  where  aa  represents  tlie 
cogs ;  r  r  the  ring ;  c  c  the  face  arms  ;  b  b  the  feathers  of  the  arms, 
and  S  S  the  socket  or  eye  of  the  wheeL 

Fig.  1989  is  a  view  parallel  to  the  axis  of  the  wheel,  and  Fig. 
1990  is  a  plan  of  the  same  wheel  in  the  line  of  its  centre. 

These  figures  are  intended  to  illustrate  the  mode  of  drawing 
the  wheel.  The  pitch  and  number  of  cogs  being  given,  the  first 
part  of  this  operation  is  to  determine  the  diameter  of  the  pitch' 
circle.  This  may  be  done  by  multiplying  the  pitch  of  the  teeth 
by  their  number,  and  dividing  the  product  by  3-1416 ;  or  it  may 
be  directly  found  from  the  rule  and  table  given  in  page  195  ;  or 
the  compasses  may  be  at  once  set  to  draw  the  pitch  circle  froni 
scale  of  Fig.  2022,  (see  pages  799  and  800.)  The  pitch  being 
2i  inches,  the  radius  of  the  pitch  circle  will  be  found  in  the  line 
which  runs  parallel  with  A  D,  and  which  is  marked  2^ ;  and  tlie 
distance  C  to  48  in  that  line  laeing  the  radius  for  a  2i  inch  pitch 
with  48  teeth,  one  point  of  the  compasses  placed  in  the  intersec- 
tion of  Ihe  line  2^  by  C  B,  and  the  other  in  the  intersection  of  the 
line  terminating  in  48,  will  be  that  radius.  The  other  required 
limensions  will  also  be  found  in  the  line  2^  ;  the  distance  A  C  =  the  pitch ;  ac  =  the  length  ;  6  c  =.  the 
'.hickness ;  ac=i  the  length  from  the  pitch  line  to  the  point,  and  twice  this  is  the  working  depth ;  the 
width  of  space  is  A  b,  and  their  lateral  clearance  is  A  6  —  Gb,  and  the  bottom  clearance  a  C  —  2  a  c. 

The  same  scale  may  be  used  in  finding  the  proportions  of  parts  in  making  out  reduced  drawings  of 
wheels  to  different  scales.  If  the  comjmsses  be  set  to  the  required  pitch,  and  moved  up  the  line  C  B, 
keeping  one  point  in  0  B  imtil  the  other  point  meets  the  fine  A  B,  the  points  running  parallel  to  A  C, 
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then  in  a  line  drawn  parallel  to  A  D,  and  passing  through  the  points  in  which  the  compasses  meet  the 
converging  lines,  will  be  found  all  the  other  required  dunensions  in  accordance  with  that  scale. 

Fig.  1989  shows  the  method  of  finding  the  shape  and  position  of  the  teeth,  by  the  application  of  the 
T  square  to  Fig.  1990,  as  indicated  by  the  dotted  lines  ecee  at  2,  2,  2.  The  lines  forming  tlie  outline 
of  the  shaft  are  found  in  a  similar  manner  from  Fig.  1990.    • 

The  mode  of  drawing  the  curves  of  the  top  and  bottom  of  the  teeth  is  shown  by  the  dotted  cu'cles, 
marked  f/ff,  and  which  are  drawn  from  the  centres  of  the  teeth  a  a.  This  curve  is,  however,  very 
variable,  and  depends  much  upon  the  size  of  the  pinion  intended  to  work  in  the  wheel. 

The  mortise-wheel  is  preferred,  where  a  high  velocity  with  smoothness  of  motion  is  required.  It  is 
usually  made  to  work  into  a  wheel  with  cast-iron  teeth,  a  pair  of  this  sort  being  found  to  work  together 
■with  less  vibration,  less  noise,  and  less  wear,  than  when  both  wheels  of  the  pair  have  iron  teeth.  For 
these  reasons  it  is  very  common,  in  good  millwork,  to  make  one  wlicel  of  every  large-sized  pair  with 
wooden  cogs,  especially  when  tlie  speed  is  high,  and  subject  to  variations  of  velocity.  But  it  may  be 
here  remarked,  that  in  cases  where  a  very  large  wheel  is  required  to  geer  with  a  smaller  one,  the  former 
is  commonly  made  the  mortise-wheel. 

It  may  be  here  weU  to  observe,  that  when  two  wheels  geer  together,  the  one  which  communicates 
the  motion  to  tlie  other  is  called  the  driver  or  leader  ;  and  the  wheel  impelled  is  the  follemer.  If  the 
two  wheels  be  of  very  different  sizes,  tlie  smaller  one  very  commonly  takes  the  name  of  pinion,  which 
may  be  regai-ded  as  the  diminutive  of  toothed-wheel.  For  the  sake  of  further  distinction  the  teeth  of 
pinions  are  often  termed  leaves.  In  geering  of  the  ordinary  kinds,  the  pinions  are  commonly  of  the 
same  form  of  construction  as  the  wheels  with  which  they  act ;  but  in  the  old  wooden  machinery  the 
pinion  is  commonly  formed  by  inserting  the  extremities  of  a  number  of  wooden  cylinders  into  equidistant 
holes,  in  two  parallel  disks,  (technically  called  heads  and  cheeks,)  upon  a  square  shaft  A  pinion  of 
this  description  is  denominated  a  trundle,  lantern,  or  toallower,  and  its  cylindrical  teeth  are  termed 
staves,  sometimes  rounds  and  roundles,  very  commonly  pronounced  mnc/s. 

In  early  machinery  the  toothed  wheels  were  often  cut  out  of  tliin  metal  plates,  which  rendered  it  im- 
possible to  make  a  pair  thus  formed  to  work  together,  for  the  slightest  deviation  of  one  of  the  wheels 
from  the  plane  of  rotation  of  the  pair,  would  allow  the  teeth  to  lose  hold  of  each  otlier  sidewise.  To 
obviate  this,  one  of  the  wheels  of  a  pair  was  always  made  either  in  the  lantern  form,  as  just  described, 
or  more  commonly  witli  pins  inserted  at  one  end  only,  into  a  disk.  A  modification  of  this  method  also 
in  use,  was  to  form  the  teeth  on  the  edge  of  a  hoop ;  by  these  arrangements,  the  thin  wheel  was  enabled 
to  retain  its  hold  of  the  teeth  of  the  wheel  with  wliich  it  geered,  notwithstanding  a  little  deviation  from 
tlie  plane  of  rotation.  This  form  of  wheel  is  still  in  common  use  in  watch  and  clock  work,  under  thn 
names  oi'  crown  and  contrate  wheel.  ,-/^i,'t? 

Fig.  1992  represents  the  case  of  a  wheel  working  mto  a  rack,  commonly  called  <S(S)'^A'^" 

a  rack  and  pinion.  •  'h^~^:^ 

If  the  rack  be  curved  upon  the  pinion  it  becomes  an  internal  or  annular  t^^^^^w^ '^^ -. ^ wwwi^ 
wheel,  that  is,  a  wheel  having  the  teeth  inside  of  the  rim,  as  represented  by  Fig.  1993.  In  this  the 
axes  of  the  wheel  and  pinion  are  parallel,  and  moreover,  revolve  in  the  same  direction.  The  arms  o1 
the  internal  wheel  are  necessarily  situated  behind  the  rim  to  prevent  their  interference  with  the  pinion, 
and  the  latter  must  overhang  its  bearing,  that  is,  be  fixed  on  the 

extremity  of  its  shaft,  to  avoid  interference  with  the  arms  of  the      1993.  1994. 

wheel 

"When  tlie  pinion  is  made  half  the  diameter,  that  is,  equal  in 
diameter  to  the  radius  of  the  annular  wheel,  the  arrangement 
admits,  in  small  steam-engines,  of  an  application,  known  as 
White's  parallel  motion.  In  tliis  the  annular  wheel  is  fixed,  and 
the  pinion  is  attached  upon  a  crank-arm.  The  rod  being  at- 
tached at  the  circumference  of  revolution  of  the  pinion,  it  is 
thereby  made  to  describe  a  right  line,  coinciding  with  a  diameter 
of  the  annular  wheel,  which  is  therefore  equal  to  the  length  of 
tlie  stroke  of  the  engine. 

Similar  combinations  to  that  of  the  crown-wheel  and  pinion 
were  early  introduced  into  mechanism.     In  examples  of  this  con- 

etruction,  which  are  still  to  be  found  along  with  cog-wheels  and  trundle?,  the  cogs  are  simply  disposed 
on  the  rim  of  the  wheel,  from  which  they  project  in  lines  parallel  to  the  axis,  so  as  to  geer  with  those 
of  an  ordinary  cog-wheel,  having  the  cogs  disposed  round  the  circumference,  or  with  a  trundle  when 


one  of  the  axes  revolves  much  quicker  tlwm  tlie  other.  Tliis  is  exemplified  in  the  hand-mill  still  to  bo 
found  in  some  parts  of  Germany  and  the  north  of  Europe,  as  depicted  in  Fig.  1995,  in  which  we  have 
ihe  face-wheel  upon  the  crank-axle,  geering  witli  the  trundle  \i\>on  the  millstone  axle,  which  forms  .^r. 
wgle  of  90"  with  the  former. 
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In  several  parts  of  Scotland,  the  combination  shown  in  Fig.  1996,  as  a  first  pair  in  the  geering  of  a 
thrashing-mill,  is  still  common. 

In  spur-geer,  the  principle  depends  upon  two  cyhndrical  surfaces  being  made  to  act  on  each  othei 
tangentially ;  in  bevel-geer  the  cylinders  are  replaced  by  thin  frusta  of  cones,  which  have  their  smooth 
surfaces  exchanged  for  a  regular  series  of  equidistant  teeth  directed  to  the  apex  of  the  cone ;  so  that  a 
riglit  hne  passing  througli  tlie  apex,  if  brouglit  into  contact  with  any  part  of  the  side,  or  top  of  a  tooth, 
shall  touch  it  throughout  its  whole  breadth ;  consequently  in  any  pair  adapted  to  work  together,  the 
apices  of  tlieir  cones  must  meet  in  the  saine  point,  and  thus  the  contact  of  one  tooth  with  another  will 
take  place  along  their. sides.     This  is  illustrated  in  Figs.  1997,  1998,  and  1999. 


I 


Detailed  drawinc/s  of  a  mitre-ivhecl.  Fig.  1997  is  a  section,  Fig.  1998  a  side  view,  and  Fig.  1999  a 
face  view  of  a  mitre-wheel.  This  is  a  kind  of  bevel-wheel  that  is  used  when  it  is  required  to  change 
tlie  direction  of  motion  90°  without  altering  its  angular  velocity — a  case  which  occurs  very  frequently 
in  practice.  It  is  obvious  that  only  one  pattern  is  required  for  the  jjair  of  wheels  of  this  kind,  and  the 
method  of  drawing  any  one  of  them  will  apply  to  both.     The  following  is  the  process : 

Draw  a  line  A  B  equal  to  the  diameter  of  the  wheel,  (diameter  of  pitch  circle ;)  bisect  A  B,  and  j)ro- 
duce  a  line  at  right  angles  to  it,  which  will  represent  the  centre  line  of  the  shaft.  The  jjoints  C  and  D 
in  this  hne,  Figs.  1997  and  1998,  where  the  produced  centre  lines  of  the  two  shafts  intersect  each  other, 
is  the  point  to  which  all  the  lines  running  in  the  direction  of  the  breadth  of  the  teeth  are  drawn.  The 
distance  of  the  point  D  or  0  from  the  line  A  B  is  equal  to  half  the  diameter  of  the  pitch  circle.  This 
will  be  evident  if  B  0  be  drawn  from  the  point  B  at  right  angles  to  A  B  :  the  line  B  C  being  equal  to 
A  B,  will  represent  the  proper  position  of  the  other  wheel,  and  if  bisected  in  E,  the  line  E  D  produced 
perpendicular  to  it  will  be  the  centre  line  of  the  shaft.  The  point  D  is  therefore  the  position  of  the 
common  apex  of  the  two  cones. 

Join  A  D  and  B  D,  and  A  0  and  B  0,  and  at  right  angles  to  these  lines  draw  e  m  and  r  i,  Fig.  1997, 
passing  through  the  points  A  and  B.  Make  AA-,  Bn  equal  to  the  breadth  of  the  teeth,  and  draw  kg 
and  n7t  parallel  to  Am,  B I.  Set  off  upon  Am,  B I  the  length  of  the  teeth,  as  ef,rs;  also  the  thick- 
ness of  rim,  as  fm,  s  I ;  and  from  the.se  points  let  lines  be  drawn  to  the  apex  of  the  cones,  as  shown. 
Join  g  h,  and  make  q  v  equal  to  the  size  of  the  eye ;  P  q  and  V  lo  are  each  to  be  equal  to  the  intended  . 
thickness  of  the  eye,  and  P  t  equal  to  the  depth.  Draw  jit,  q  u,  vx,wy,  at  right  angles  to  g  h  and 
join  t  m  and  y  I,  and  thus  a  section  of  the  wheel  is  determined,  from  which  all  the  lines  and  points  re- 
quisite for  drawing  the  plan  can  be  found. 

Fig.  1998  is  a  face  view,  the  mode  of  proceeding  with  Avhich  is  to  transfer  the  points  1,  2,  3,  4,  5, 
from  Fig.  1997  to  it,  by  means  of  the  T  square,  which  determines  the  extremities  of  the  teeth  and  rim ; 
circles  are  then  described  passing  through  these  points,  and  that  passing  through  the  point  4  is  divided 
into  the  number  of  teeth  intended  to  be  in  the  wheel :  the  thickness  of  the  teeth  is  then  set  off,  and 
drawn  in  a  similar  maimer  to  that  described  in  Fig.  1990.  The  lines  forming  the  edges  of  the  top  and 
bottom  of  the  teeth  are  radial  lines,  and  of  course  are  drawn  in  the  direction  of  the  centre  of  the  wheeL 

Fig.  1999  the  side  view.  The  elementary  lines  for  this  drawing,  viz.  6,  7,  8,  9,  10,  correspond  to 
the  hnes  in  the  section  having  the  same  figures,  and  the  points  forming  the  teeth  are  derived  from  Fig. 
1998,  by  the  application  of  the  square.  For  example,  the  two  points  ab,  forming  the  top  of  the  out- 
side of  the  tooth  F,  are  transferred  to  the  line  marked  8,  on  Fig.  1999,  and  the  points  cdio  the  line 
marked  7 ;  these  points  being  connected  by  the  hnes  a  c  and  b  d,  form  the  end  of  the  tooth :  straight 
lines  are  then  drawn  from  a  6  in  the  direction  of  the  point  D,  until  they  meet  the  line  marked  10,  and 
a  line  in  the  same  direction  from  c  meeting  the  line  marked  9.  Tlie  terminations  of  these  hnes  mark 
out  the  extremities  of  the  inside  of  the  tooth,  which  being  joined,  complete  the  tooth  F.  The  shape  and 
direction  of  the  other  teeth  in  the  wheel  are  found  by  a  similar  operation  to  that  used  for  finding  F, 
keeping  in  view  that  the  slope  of  all  the  teeth  tends  to  the  point  D. 

The  eye  of  this  wheel  is  intended  for  a  round  boss,  on  which  it  may  be  keyed  in  the  usual  manner. 
The  thickness  of  the  web  is  equal  to  that  of  a  tooth  of  the  wheel;  the  arms  have  a  thickness  somewhat 
less,  and  the  thickness  of  the  metal  of  the  eye  is  equal  to  the  pitch  of  the  teeth. 

The  radius  representing  the  circle  of  action  of  wheels  of  the  kind  described,  is  found  by  producing 
the  line  B I  till  it  meets  the  centre  hne  of  the  shaft. 
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Bevel-wheel  and  pinion. — This  pair  of  vrheels,  shown  iu  Fig.  2000,  difFcra  frona  that  in  the  preceding 
in  being  of  unequal  size ;  and  lience  come  under  the  denomination  of  bevel-whcela.  Both  wheels  of  this 
pair  are  supposed  to  be  placed  on  horizontal  shafts,  in  ■\vliich  they  differ  from  the  pair  of  bevels  iu  Fig 
2001,  of  which  the  pinion  is  placed  on  an  upright  or  vertical  shaft,  Imving  its  bottom  bearing  in  a  foot 
step,  while  the  wheel  with  which  it  is  in  geer  is  placed  on  a  horizontal  shaft.  The  mode  of  drawuig  a 
pair  of  wheels  of  tliis  kind  will  be  understood  from  what  follows. 

Fig.  2000  is  a  side  view  of  the  wheel  and  pinion. 

2000. 


"When  only  the  side  \-iew  of  a  bsvel-wlieel  and  pinion  is  required,  it  is  not  necessary  that  the  whole 
section,  as  in  Fig.  1997,  should  be  drawn,  larther  than  to  determine  the  position  of  lines  abode  and/, 
and  the  position  of  the  apex  of  the  two  cones,  as  at  0,  Fig.  1997.  It  should  also  be  observed,  in  the 
example  given  in  Fig.  1997,  that  the  view  in  Fig.  1998  was  requisite  for  drawing  the  side  view,  only 
so  far  as  finding  the  position  of  the  four  points  of  tlie  teeth  abed  was  concerned ;  but  for  common 
purposes,  these  points  can  be  found  with  suffi- 
cient exactness  by  merely  drawing  circles  of  the 
same  diameter  as  the  wheel  and  pinion,  and 
dividing  them  into  the  given  number  of  teeth, 
and  marking  off  their  tliickness.  Tliis  will  be 
readily  understood,  by  examining  Fig.  2000,  in 
which  circles,  so  divided,  are  laid  down  equal 
in  diameter  to  the  wheel  and  pinion  ;  and  0,  7, 
8,  &.C.,  show  the  thickness  of  tlie  teeth.  Xow 
by  applying  the  T  square,  as  at  6  and  7,*  and 
marking  these  points  upon  the  pitch  line  c,  tlie 
lines  forming  tlie  sides  of  the  toetli  at  3,  'I ,  are 
found  by  drawing  them  parallel  to  the  centre 
line,  wmch  is  drawn  to  the  point  where  the 
lines  1  and  2,  forming  the  bevel  of  the  ends  of 
tiie  teeth,  meet.  This  point  is  not  shown  in  the 
drawing,  being  at  too  great  a  distance  for  the 
size  of  the  plate.  The  lines  forming  the  face  of 
the  teeth  are  all  drawn  to  the  jioint  0  where 
the  cones  meet,  as  shown  by  the  lines  r/  g  ;  and 
exactly  the  same  mode  is  adopted  in  determin- 
ing the  shape  and  position  of  the  teeth  of  the 
pinion  0. 

Wlien  the  wheels  are  drawn  to  a  small  scale, 
as  in  Fig.  2001,  the  two  lines  forming  the  sides 
of  the  teeth  may  both  be  drawn  to  the  same 
point,  as  shown  at  a,  as  in  such  cases  they  will 
not  differ  sensibly  from  the  parallel. 

A  bevelled  mortise-wheel. — Figs.  2002,  2003, 
and  2004,  are  plan,  section,  and  side  view  of  a 

bevel-wheel,  having  wooden  teeth,  commonly  i f '. ' ,?,  ,f,  .f." 

termed  cogs.    The  ratio  which  the  wheel  and 

pinion  bear  to  each  other  is  four  to  one,  as  will  be  observed  from  the  section,  Fig.  2003,  in  which  A  B 


\ 


•  The  scale  is  too  small  in  the  cut  lo  sliow  these  figures,  but  the  process  will  readily  be  followed  by  a  glance  at  th« 
method  pursued  in  Fig.  1997. 
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represent  the  diameter  of  the  wheel,  and  B  C  that  of  the  pinion.  By  following  the  instructions  given  ia 
Figs.  1997,  1998,  and  1999,  the  point  D  will  be  found  to  be  the  junction  of  the  two  cones,  and  conse« 
quently  that  point  to  whicli  all  the  lines  of  the  teeth  are  drawn. 

The  manner  of  finding  the  points  for  draAving  the  plan,  Fig.  2002,  is  by  applying  the  square  to  Fig 
2003,  as  shown  by  the  dotted  lines  1,  2,  3,  4,  5,  6,  1,  &c.,  and  the  shape  of  tooth  in  Fig.  2004,  is  pre- 
cisely the  same  as  described  in  Fig.  1999. 

In  these  examples,  motion  is  led  off  at  an  angle  of  90°  ;  but  bevel-geer  may  be  employed  to  change 
the  dii-ection  of  the  motion  to  any  angle  required.  This  will  readily  appear  from  the  following  dia- 
grams,  in  wliich,  for  tlie  sake  of  simpUcity,  we  suppose  the  cones  continued  till  their  apices  meet. 

In  Fig.  2005  we  have  an  illustration  of  the  principle  of  those  cases  already  described.  Here  a  is  tha 
point  at  which  the  apices  meet,  and  supposing  the  motion  to  be  conveyed  in  the  axis  A  a,  it  is  trans- 
ferred to  the  axis  «  B  in  a  right  angle  to  its  first  dkection. 

In  Fig.  200G  tlie  change  of  direction  is  no  longer  a  right  angle ;  for  the  angle  included  between  the 
axes  is  obviously  less  than  90°,  and  miglit  evidently  be  made  still  less  by  diminishing  the  angles  which 
the  slanting  sides  of  the  cones  make  with  then-  respective  axes.  Wheels  of  this  kind^-rather  wheels 
of  which  the  angle  included  by  the  axes  is  less  or  greater  than  a  right  angle — are  usually  distinguished 
by  the  name  of  conical-wheels. 

2003.       .  2007.  2008. 


In  Fig.  2007  the  apices  of  the  two  cones  meet  in  a  point,  so  that  one  of  .them  becomes  a  plane  sur- 
face ;  its  teeth  tlierefore  become  radial  as  referred  to  its  apex ;  in  other  words,  they  diverge  in  the 
manner  of  radii,  drawn  from  the  centre  a.  The  change  in  the  direction  of  tlie  motion  is  in  this  case 
greater  than  90°,  and  might  be  further  increased,  if  consistent  with  the  relative  velocity  of  the  j^air,  by 
increasing  the  angle  of  the  cone. 

In  Fig.  2008  we  have  an  expression  of  a  mode  of  changing  the  angle  of  direction  diifering  from  those 
shown  in  the  preceding  figures,  inasmucli  as  one  of  the  cones  has  become  hollow,  and  the  teeth  are  dis- 
posed U])on  its  interior  surface,  thereby  forming  an  internal  bevel-wheel  analogous  to  tlie  internal  spur- 
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geer  previously  noticed ;  wheels  are,  however,  very  rarely  made  in  this  manner. 

When  the  direction  approaches  a  right  line,  the  cones  may  be  made  to  roll  upon 
each  other,  as  in  Fig.  2009. 

In  cases  where  the  axes  do  not  meet  in  a  point  as  hitherto  considered,  the  geer- 
ing  becomes  somewhat  more  complicated. 

The  direct  mode  of  ai-rangement  in  this  case  is  to  employ  an  intermediate  dou- 
ble bevel-wheel. 

To  avoid  the  multiplication  of  parts,  the  object  is  more  commonly  attained  by  a 
modification  in  tlie  direction  of  the  teeth,  by  which  they  are  made  to  come  into 
contact  in  an  oblique  position,  answering  to  the  obliquity  of  the  position  of  tlie 
cones  upon  which  they  are  formed.  This  artifice  is  often  practised  when  it  is  ne- 
cessary to  cross  the  two  axes, — which  it  must  be  observed  are  not  theoretical  lines  but  actual  shafts  of 
diameters  proportionate  to  the  power  they  are  required  to  transmit.  This  arrangement  is  represented 
by  Fig.  2010,  and  illustrates  that  variety  of  toothed-geer,  known  as  skew-wheels:  Wheels  of  this  char- 
acter are  commonly  avoided  in  practice ;  as,  on  account  of  the  oblique  form  of  the  teeth,  they  are  not 
only  of  more  difficult  construction,  and  therefore  rarely  possess  the  same  degree  of  accuracy  which  we 
find  in  bevels  of  the  ordinary  sort,  but  the  strain  upon  the  shafts  is  Ukewise  obUque,  and  therefore  more 
severe  upon  the  bearings. 

Another  form  of  toothed- wheel,  known  as  "  Hooke's  Geering,"  from  the  name  of  the  inventor,  Dr. 
Hooke,  consists  in  disposing  the  teeth  upon  the  peripheries  of  the  wheels  in  equidistant  steps,  or  in 
such  a  manner  as  to  form  a  continuous  slope.  This  remarkable  contrivance,  which  has  several  times 
since  been  re-invented  and  patented,  was  intended,  to  use  the  words  of  the  learned  inventor,  "  First,  to 
make  a  piece  of  wheel-work  so  that  both  the  wheel  and  pinion,  though  of  never  so  small  a  size,  shall 
have  as  great  a  number  of  teeth  as  shall  be  desired,  and  yet  neither  weaken  the  work  nor  make  the 
teeth  so  small  as  not  to  be  practicable  by  any  ordinary  workman.  Next,  that  the  motion  shall  be  so 
equally  communicated  from  the  wheel  to  the  pinion,  that  tlie  work  being  well  made,  there  can  be  no 
inequality  of  force  or  motion  communicated.  Thirdly,  that  the  point  of  touching  and  bearing  shall  be 
always  in  the  line  that  joins  the  two  centres  together.  Fourthly,  that  it  shall  have  no  manner  of  rub- 
bing, nor  be  more  difficult  to  be  made  than  the  common  way  of  wheel-work,  save  only  that  workmen 
have  not  been  accustomed  to  make  it." 

The  mode  of  construction  contemplated  by  Dr.  Hooke  was  to  make  the  wheel  and  pinion  of  several 
plates,  laid  one  beside  the  other,  and  to  bolt  tliem  together.  These  plates  are  individually  cut  into 
wheels,  whicli  are  fitted  together  in  the  manner  described,  but  in  such  order  that  the  teeth  of  the  suc- 
cessive plates  follow  each  other  in  regular  gradation,  so  that  the  last  tooth  of  each  group  may,  within 
one  step,  answer  to  the  first  tooth  of  the  next  group.  Tlie  pinion  being  constructed  in  the  same  manner, 
and  of  the  same  number  and  thickness  of  plates,  it  is  obvious  that  the  inequalities  in  the  touching  sur- 
faces are  reduced  in  proportion  to  the  number  of  tliicknesses ;  and  the  amount  of  rubbing  friction  is 
reduced  to  what  it  wouhl  be  between  the  two  next  teeth  of  one  of  the  sets. 

This  is  still  further  reduced  by  reducing  the  steps  formed  by  the  ends  of  the  teeth  to  a  straight,  or 
ratlier  a  spiral  edge.  A  wheel  and  pinion  of  this  kind,  observes  Dr.  Hooke,  are  equivalent  to  the  same 
having  an  infinite  number  of  teeth,  and  are  best  made  each  of  a  single  plate  of  convenient  thickness, 
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"  -which  thickness  must  be  more  or  less,  according  to  the  bigness  of  the  sloped  tooth.  And  this  is  always 
to  be  observed  in  tlie  cutting  of  the  teeth,  that  the  end  of  one  sloped  tooth  on  the  one  side  be  full  as 
forward  as  the  beginning  of  the  next  tooth  on  the  other  side;"  in  other  words,  that  the  end  6  cf  fjne 
tooth  on  the  right  side  be  full  as  low  as  c,  the  beginning  of  the  next  tooth  on  the  left  side. 


In  a  pair  of  wheels  of  this  construction  it  is  easy  to  perceive  tliat  the  contact  of  the  teeth  will  beai 
every  instant  at  a  single  point,  which,  as  the  wheels  revolve,  will  travel  from  one  side  to  the  other,  a 
fresh  contact  always  beginning  on  the  first  side  immediately  before  the  last  contact  has  ceased  on  tht 


vpposite  side.  The  contact,  moreover,  being  always  in  the  plane  of  the  centres  of  the  pair,  the  actioa 
is  reduced  to  that  of  rolling ;  and  as  there  is  no  sliding  motion,  there  is  consequently  no  rubbing  frictioa 
between  the  teeth. 
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The  motion  of  wheel  work  of  this  description  is  remarkably  smooth  and  free  of  vibration,  but  is  liable 
to  the  objection  of  introducing  endlong  pressure  upon  the  axes,  in  consequence  of  the  obUquity  of  the  sur- 
faces of  contact  to  the  planes  of  rotation.  To  obviate  this  objection,  the  wheels  have  been  made  with  dou- 
ble sloped  teeth,  in  the  form  represented  in  Fig.  2011.  This  wheel  may  be  conceived  to  be  composed  ol 
two  thicknesses  of  metal,  each  having  teeth  formed  upon  its  periphery  in  the  same  manner  as  the  wheel 
of  Dr.  Hooke  just  described,  and  that  tlieso  plates  are  fitted  together  with  the  direction  of  the  teeth  reverse 
to  eacli  other.  More  strictly,  the  wheel  may  be  supposed  to  consist  of  two  equal  and  concentric  plates, 
which  being,  in  the  first  place,  made  as  separate  wheels,  have  their  teeth  of  equal  size,  and  cut  at  equal 
but  contrary  angles  with  the  axis  of  rotation,  are  fitted  together  so  that  the  teeth  of  the  one  plate  meet 
those  of  the  other  plate  in  the  plane  of  contact.  The  slopes  of  the  teeth  on  the  two  sides  being  thus 
reverse,  and  projected  at  equal  but  contrary  angles  with  the  axis  of  the  wheel,  and  the  pinion  being 
formed  in  the  same  manner,  the  action  of  the  respective  sides  of  the  V-shaped  teeth  on  each  other  will 
be  as  before  described ;  but  the  endlong  pressure  arising  from  the  obliquity  of  contact  on  one  side,  will 
be  exactly  equal  and  opposite  to  that  resulting  from  the  obliquity  of  action  on  the  contrary  side ;  these 
pressures  must,  therefore,  neutralize  each  other,  and  relieve  the  journals  of  an  amount  of  friction  which 
is  necessarily  involved  in  the  mode  of  action  contemplated  in  the  original  invention. 

A  further  modification  of  Dr.  Hooke's  geering  has  of  late  been  somewhat  extensively  adopted,  espe- 
cially in  the  newer  cotton-spinning  machines.  This  consists,  when  the  direction  of  the  motion  is  simply 
to  be  changed  to  an  angle  of  90°,  in  forming  the  teeth  upon  the  periphery  of  the  pair  at  an  angle  of  45° 
to  the  respective  axes  of  the  wheels  ;  it  will  then  be  perceived  that  if  the  sloped  teeth  be  presented  to 
each  other,  in  such  a  way  as  to  have  exactly  the  same  horizontal  angle,  the  wheels  will  geer  together, 
and  motion  being  communicated  to  one  axis,  the  same  wiU  be  transmitted  to  the  other  at  a  right  angle 
to  it,  as  in  a  common  bevel  pair.  Thus,  if  the  wlieel  A,  Fig.  2012,  upon  a  horizontal  shaft  have  the 
teeth  formed  upon  its  circumference  with  an  angle  of  45°  to  the  plane  of  the  axis,  it  can  geer  with  a 
similar  wheel  B  upon  a  vertical  axis.  Let  it  be  upon  the  driving-shaft ;  then  the  motion  transmitted 
will  be  changed  in  its  direction,  as  if  A  and  B  were  a  pair  of  bevels  of  the  ordinary  kind,  and  as  with 
bevels  generally,  the  direction  of  motion  will  be  changed  through  an  angle  equal  to  tlie  sum  of  the 
angles  which  the  teeth  of  the  wlieels  of  the  pair  form  with  their  respective  axes. 


The  contrivance,  as  stated,  is  directly  a  modification  of  Dr.  Hooke's  geering;  but,  in  effect,  it  may  be 
described  as  a  modification  of  the  tangent  screw  and  screw-wheel.  In  this  last  arrangement,  repre- 
sented by  Fig.  2013,  in  its  common  form,  it  will  be  observed  that  the  plane  of  the  thread  coinciding  so 
nearly,  with  that  of  the  axis  of  the  wheel,  renders  it  necessary  that  the  screw  be  uniformly  the  driver ; 
and  as  the  screw,  by  one  revolution,  passes  only  a  single  tooth  of  the  wheel,  the  motion  is  necessarily 
slow.  ^  Both  of  these  circumstances  are  manifest  advantages  in  a  large  class  of  instances ;  but  for  very 
many  purposes  it  is  desirable  to  retain  the  principle  of  the  screw,  with  an  increase  of  velocity  and  a 
diminution  of  its  rubbing  friction.  This  is  accomplished  by  diminishing  the  inclination  of  the  thread  oi 
the  screw  to  the  axis — more  correctly  by  increasing  the  number  of  separate  spiral  threads  upon  the 
Burface  of  its  cylinder ;  for,  as  every  one  of  those  spirals  will  pass  its  own  wheel-tooth  across  the  line  of 
centres  in  a  revolution  of  the  screw,  it  follows  that  as  many  teeth  of  the  wheel  will  pass  that  line  dur- 
ing one  revolution  of  the  screw  as  this  last  has  threads.  If,  therefore,  we  suppose  the  number  of  threads 
to  be  increased  until  they  equal  in  number  the  teeth  of  the  wlieel,  then  the  screw  and  wheel  may  be 
made  exactly  alike.  This  is  precisely  the  case  exemplified  by  Fig.  2012,  in  which  we  suppose  A  and 
B  to  be  the  same  size,  and  to  have  the  same  number  of  spiral  teeth — which  might  manifestly  be  cod 
tinned  round  the  axes  of  the  wheels  without  affecting  in  the  least  their  mode  of  action. 
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Relative  dircctio7i  and  velocity  of  rotation. — A  wheel  describes  a  circle  because  its  axis  is  fixed;  but 
the  direction  and  the  velocity  of  its  rotation  depend  upon  its  connection  with  the  next  wlieel  of  the 
train,  ■which  lies  between  it  and  the  moving  power ;  and  it  is  evident  that  the  relative  velocities  of  any 
given  pair,  must  depend  upon  the  relative  magnitudes  of  the  circles  wliich  they  resiwctively  describa 
Thus,  supposing  the  circumference  of  the  wheel  be  double  that  of  its  pinion,  and,  therefore,  to  have 
double  the  number  of  teeth  upon  it,  every  revolution  of  the  wlieel  must  of  necessity  effect  two  revolu- 
tions of  the  pinion  about  its  axis.  And  similarly  knowing  the  respective  circumferences  of  any  pair 
acting  together,  it  is  easy  to  assign  tlie  ratio  of  their  velocities.  This  form  of  the  question,  however, 
more  rarely  ccmies  into  use  than  that  requiring  the  determination  of  those  quantities  from  the  diameters, 
which  is  shghtly  more  involved,  and  renders  it  necessary,  before  entering  further  upon  the  consideration 
of  the  subject,  to  examine  the  conditions  a  little  more  closely. 

Supposmg  that  A  and  B,  Fig.  2014,  are  two  axes  ooh. 

of  motion  referred  to  the  same  perpendicular  plane, 
and  that  A  B  is  a  right  line  connecting  them.  Further, 
let  it  be  supposed  that  the  moving  force  is  transmit- 
ted through  A,  and  that  it  is  required  to  connect  it 
witli  B  in  such  a  way — that  is,  by  a  paii*  of  spur- 
wheels  of  such  sizes — that  while  A  makes  two  revo- 
lutions B  shall  make  three  revolutions,  the  distance 
between  A  and  B  being  six  feet. 

It  is  manifest  that  the  circumferences  of  the  wheels, 
tlje  axes  being  fixed  and  the  circmnferences  in  (fcer, 
must  of  necessity  have  the  same  velocity.  Thus, 
supposing  for  an  instant  that  the  question  is  already 
resolved,  and  that  the  circles  described  about  A  and 
B,  having  tlieir  point  of  contact  at  c,  then  if  a  con- 
stant force,  P„  act  tangentially  to  the  circle  described 
about  A  with  the  radius  Ac,  it  is  evident  tliat  the 
rotation  of  this  circle  being  transmitted  to  that  de- 
scribed about  B  with  the  radius  B  c,  will  cause  it  to 
describe  an  equal  length  of  arc  to  that  through  which 
itself  passes,  in  any  unit  of  time.  But  although  the 
arcs  be  of  tlie  same  absolute  length,  it  is  easy  to  per- 
ceive that  they  form  very  different  portions  of  their 
respective  circles.  In  fact  the  arcs  described  by  tlie 
two  points  of  a  and  b,  taken  as  portions  of  the  circle 
to  which  they  belong,  are  in  the  inverse  ratio  of  the  radii  *A  c  and  B  c  by  which  the  circles  are 
described. 

IS'ow,  if  this  be  true  for  a  part  of  a  revolution,  it  is  equally  true  for  a  whole  revolution  of  eitlier  ol 
the  wheels,  and  consequently  for  any  number  of  revolutions.  Hence,  to  obtain  the  radii  of  the  wheels, 
it  only  remains  to  divide  the  distance  between  the  centres — that  is,  the  line  A  B  into  parts  inversely 
proportional  to  the  number  of  revolutions  which  tlie  wheels  respectively  make  in  the  same  unit  ot 
time.    These  rules  are  expressed  as  follows : — 

I.  To  find  the  radius  of  the  wheel,  the  relative  number  of  revolutions  and  the  distance  between  the 
centres  of  the  pairs  being  given,  multiply  the  distance  between  the  centres  by  the  numbers  expressing 
the  velocity  of  the  pinion,  and  divide  the  product  by  the  sum  of  the  numbers  expressing  the  relative 
velocities  of  the  pair — understanding  by  velocities  the  number  of  revolutions  which  the  wheels  make  in 
the  same  time. 

IL  To  find  the  radius  of  the  pinion  or  other  wheel,  multiply,  the  distance  between  the  centres  by  the 
number  expressing  the  velocity  of  the  wheel,  and  divide  tlie  result  by  the  sum  of  the  velocities ;  or  sub- 
tract the  radius  of  the  wheel  from  the  distance  between  the  centres :  the  remainder  is  manifestly  the 
radius  of  the  pinion. 

K'ow  in  the  arithmetical  question  proposed,  the  distance  d  between  the  centres  is  six  feet,  the  velocity 
of  the  wheel  two,  and  that  of  the  pinion  three ;  hence. 


6  feet  X  3      18  feet 


2  +  3 
6  feet  X  2 


5 
12  feet 


=  3  feet  7^  inchea 


=  2  feet  44  inches. 


2  +  3  5 

Sum  of  radii  d  =  R  +  r  =  6  feet. 

Having  the  radii  or  diameters  of  the  wheels  given,  it  is  not  necessaiy  to  find  their  circumferences  ui 
order  to  determine  the  ratio  of  the  velocities  of  their  axes.  The  relative  number  of  revolutions  which 
they  will  make  in  a  given  unit  of  tune  is  ascertained  by  dividing  the  measure  of  the  one  by  that  of  the 
j>ther,  the  quotient  being  the  number  of  revolutions,  or  parts  of  a  revolution,  the  axis  of  that  wheel  uill 
nake  which  is  made  the  divisor,  while  tlie  axis  of  the  wheel  whose  diameter  or  radius  is  divided  makes 
one  revolution. 

Questions  of  this  kind  may  be  solved  very  readily  by  means  of  the  compasses  and  a  scale  of  equal 
parts.  Thus  let  A  and  B,  Fig.  2014,  be  the  given  centres,  the  ratio  of  their  velocities  being  respectively 
two  and  three,  if  the  line  joining  the  centres  A  and  B  be  divided  into  2+3  =  5  equal  parts,  that  is,  into 
as  many  equal  parts  as  there  are  units  in  the  terms  of  the  given  ratio,  the  radius  of  the  Avlieel  upon  A 
will  contain  three  of  these  parts,  and  the  radius  of  the  pinion  on  B  will  contain  the  remaining  two  parts, 
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and  the  point  of  contact  of  the  wheels  -will  be  at  c.  Tiiis  method  is  very  convenient  in  practice  whet 
the  terms  of  the  ratios  are  small. 

In  the  precedinjj  examples,  only  a  single  pair  has  been  taken ;  but  it  frequently  occurs  in  practice 
that  motion  is  to  be  transferred  through  a  system  of  shafts,  -with  varying  degrees  of  intensity,  according 
to  the  purposes  to  be  attained.  It  likewise  not  unfrequcntly  happens  that  a  pair  of  shafts  are  to  be 
connected  at  such  distances  as  to  require  the  interposition  of  carrier  wheels,  that  is,  wheels  intended 
simply  to  connect  the  two,  without  being  subservient  to  any  other  purpose. 

Let  there  be  two  motion-axes,  A  and  B,  of  which  the  angular  velocities  are  as  27  to  343,  and  let  it 
be  requked  to  connect  them  by  four  wheels  on  two  intermediate  shafts,  the  wheels  to  have  a  common 
velocity  ratio  througliout.  Let  A  be  the  driver ;  then  the  intensity  of  the  motion  is  required  to  increase 
from  27  towards  B,  in  which  it  is  expressed  by  343. 

Now,  it  has  been  shown  that  if  a  pair  of  wheels  be  in  geer,  their  radii  are  to  each  other  as  the  angulur 
velocities,  that  is,  the  relative  number  of  revolutions  which  they  make  upon  their  axes.  In  order,  there- 
fore, that  the  geering  pairs  in  the  question  proposed  may  have  a  common  velocity  ratio,  it  is  obvious 
that  the  same  must  apply  to  the  axes  upon  wliicli  they  are  fixed.  These  velocities  ought,  therefore,  to 
form  a  geometrical  progression,  of  Avhich  the  first  and  last  terms,  (A  ^  27  and  B  =  343,)  and  also  the 
number  of  terms,  namely,  the  four  axes,  are  given.  Now,  the  formula  for  all  such  questions,  m  being 
the  number  of  geometrical  means  to  be  inserted,  p  the  ratio,  is  for  an  increasing  series. 


m-f-l 


=:  \/  —  which  becomes  p  : 


/  343  _  7 
V      27        3' 


Hence  the  angular  velocity  ofC  =  27X  —  =63 


of  D  =  63  X  -=147 


Also,  A  will  be  connected  with  C,  and  C  with  D,  and  D  with  B  by  wheels  of  radii  7  and  3  respectivelv. 

These  examples  illustrate  the  whole  process  of  calculation  of  the  transfer  of  angular  velocity  from 
one  axis  to  another,  and  include  every  case  of  the  kind  to  be  met  with  in  practice. 

In  the  case  taken,  we  have  supposed  the  motions  of  the  pair  to  be  in  the  same  plane,  and  the  axes  of 
rotation  of  the  cu'cles  parallel.  But  it  is  often  found  necessary  to  change  the  dhection  of  motion  through 
all  conceivable  angles,  as  in  case  the  axes  of  rotation  meet  in  a  point  by  common  bevels  and  face  wheels, 
and  when  the  axes  are  neither  parallel  nor  do  they  meet  in  direction  by  screw-wheels.  These  cases 
require  to  be  separately  noticed. 

Let  us,  in  the  first  place,  suppose  that  the  two  axes  of  rotation  B  A  and  C  A  intersect  in  A,  and  in- 
clude the  angle  BAG.  If  we  suppose  a  cone  to  be  generated  -by  the  revolution  of  the  line  A  E  about 
A  B,  and  another  by  the  revolution  of  the  line  A  E  about  A  C,  then  these  cones  20I5. 

being  made  to  revolve  in  contact  about  their  respective  axes  A  B  and  A  C,  their 
sui'faces  will  roll  upon  one  another  along  their  whole  length  of  contact  A  E. 
For,  as  already  shown,  if  n  times  the  circumference  of  a  circle  D  e  be  equal  to 
m  times  that  of  a  circle  F  e,  and  these  circles  be  conceived  to  revolve  in  contact 
about  their  centres  b  and  c,  and  to  carry  the  cones  with  them,  then  it  is  evident 
that  whilst  the  cone  E  A  G  makes  n  revolutions  the  cone  E  A  fi  will  make  in 
revolutions.  But  n  times  the  circumference  of  any  other  circle  E  G-  of  the  one 
cone,  is  equal  to  in  times  the  circumference  of  the  corresponding  circle  E  H  of 
the  other  cone;  for  the  diameters  of  these  circles,  and,  therefore,  their  circum- 
ferences are  to  one  another  in  the  same  proportion  as  the  diameters  and  circum- 
ferences of  the  circles  e  D  and  e  F.  It  is  therefore  obvious,  that  whilst  the  cones 
make  n  and  m  revolutions  respectively,  the  circles  E  G  and  E  H  are  carried 
through  n  and  m  revolutions  respectively,  and  that  n  times  the  circumference 
of  E  G  being  equal  to  m  times  the  circumference  of  E  H,  it  follows  that  these 
circles  roll  in  contact  through  the  whole  of  their  path.  And  the  same  is  equally 
true  of  any  other  coiTesponding  circles  in  the  cones,  and  therefore  of  their  whole  surfixces,  so  that  the 
rotation  of  one  axis  being  communicated  to  the  other,  by  the  rolling  together  of  the  two  cones,  the  sur- 
face of  the  one  cone  will  carry  with  it  the  surface  of  the  other  along  the  whole  line  of  contact  A  E  with 
equal  perimetral  velocities,  and  Avitli  angular  velocities  inversely  proportional  to  the  circxmiferences, 
diameters,  or  radii,  of  the  corresponding  circles. 

In  practice,  thin  frusta  only  of  the  cones,  with  teeth  upon  their  perimeters,  are  employed ;  but  in 
this  there  is  no  new  consideration  involved,  as  respects  the  angular  velocities  of  the  axes  upon  which 
the  wheels  are  carried.  In  determining  the  size  of  a  pair  of  bevels,  we  are  not,  however,  limited  to  any 
particular  diameters  as  when  the  axes  are  parallel ;  the  wheels  may  be  made  of  any  convenient  sizes, 
and  the  teeth  consequently  of  any  breadth,  according  to  the  stress  they  are  intended  to  bear. 

The  question,  however,  which  presents  itself  here,  is  the  mode  of  determining  the  relative  sizes  of  the 
conical  frusta  of  a  pair ;  and  this  resolves  itself  into  a  division  of  the  angle  included  between  the  two 
axes  inversely  as  the  ratio  of  their  angular  velocities.  Let  B  and  C  be  the  position  of  the  two  given 
axes,  and  let  them  be  prolonged  till  they  meet  in  a  point  A.  Further,  let  it  be  required  that  C  make 
seven  revolutions  while  B  makes  four.  From  any  points  D  and  E  in  the  lines  A  B,  A  C,  and  perpendicular 
to  them,  draw  D  d  and  E  e  of  lengths  (from  a  scale  of  equal  parts)  inversely  as  the  number  of  revolu- 
tions which  the  axes  are  severally  required  to  make  in  the  same  unit  of  time.  Thus,  the  angular  velocity 
of  axis  B  being  4,  Fig.  2016,  and  that  of  the  axis  C  being  7,  the  line  D  d  must  be  drawn  =  7,  and  the  line 
K  c  =  4.     Then  through  d  and  e  parallel  with  the  axes  A  B  and  A  C  draw  dc  and  e  c  till  they  meet  in 
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e.  A  straight  line  drawn  from  A  through  c  will  then  make  the  required  division  of  the  angle  B  A  (\ 
aud  deline  tiie  line  of  contact  of  the  two  cones,  by  means  of  wliich  the  two  rolling  frusta  may  be  pro 
jected  at  any  convenient  distance  from  A. 

Otherwise,  having  determined  the  relative  perimeters, 
dkmeters,  or  radii,  of  tlie  pair,  then  the  lines  D  d  and  E  e 
are  to  each  otlier  directly  as  these  quantities. 

The  point  c  may  also  be  found  more  directly  thus :  From 
A  towards  C  in  tlie  axis  A  C,  set  off  from  a  scale  as  many 
equal  parts  (A /")  as  there  are  units  in  the  number  (7)  ex- 
pressing the  velocity  of  that  axis  ;  from  the  point  /  draw 
fe  parallel  to  AB,  and  set  off  from  the  same  scale  as 
many  parts  (fc)  as  there  are  units  in  the  number  (4)  ex- 
pressing the  velocity  of  the  axis  A  B ;  then  a  line  drawn 
from  A  through  c,  as  before,  will  divide  the  angle,  as  required. 

By  one  or  otlier  of  these  methods  the  division  of  the 
angle  of  inclination  of  the  axes  may  always  be  determined, 
the  ratio  of  the  angular  velocities  of  the  pair  being  known. 

The  case  in  which  the  axes  are  neither  parallel  nor  inter- 
secting, admits  of  solution  by  means  of  a  pair  of  bevels 
upon  an  intermediate  axis,  so  situated  as  to  meet  the  others 
in  any  convenient  points. 

Thus,  if  DF  and  E  G,  Fig.  2017,  be  the  two  given  axes, 
they  may  be  connected  by  a  third  axis  F  G  intersecting  them 
in  the  points  F  and  G ;  and  if  a  shaft  be  mounted  in  the  posi- 
tion of  this  thii-d  axis  with  a  pair  of  bevels  upon  it,  geering 
witli  the  bevels  on  the  main  axes,  and  having  their  apices 
in  the  points  F  and  G  of  these  axes,  the  motion  of  the  driving- 
shaft  will  be  communicated,  as  if  the  two  bevel-wheels  C  and  M  were  in  immediate  contact ;  the  ratio 
of  their  velocities  remaining  the  same,  provided  the  bevels  H  and  K  be  of  tlie  same  size.  If  it  be  re- 
quired to  bring  up  the  speed  or  reduce  it,  between  the  two  shafts,  in  a  higher  ratio  than  is  convenient  by 
that  arrangement,  the  interposed  bevels  will  afford  additional  focility  of  accomplishing  the  purpose. 


When  the  contiguity  of  the  shafts  is  such  as  to  per-  ,  2017. 

mit  of  their  being  connected  by  a  single  pair,  skewed- 
bevels  are  frequently  employed  as  shown  in  Fig.  2010 ; 
and  as  respects  the  relative  velocities  of  a  pair  of  this 
kind,  it  is  evident  that  the  same  law  obtains  as  in  the 
preceding  cases. 

When  the  axes  are  at  right  angles  to  each  other,  and 
do  not  intersect,  tlie  wheel  and  screw  may  be  em- 
ployed to  connect  them.  The  velocity  of  angular 
motion  is  in  this  arrangement  immediately  deduced 
from  that  of  the  screw,  its  number  of  threads,  and  the 
number  of  teeth  in  its  geering  wheel.  Thus,  if  it  be 
required  to  transmit  the  motion  of  one  shaft  to  another 
contiguous,  and  at  right  angles  to  it — the  angular  mo- 
tions behig  as  20  to  1 ;  then,  if  the  screw  be  a  single- 
threaded  one,  the  wheel  must  have  20  teeth ;  but  if 
double-threaded  the  number  of  teeth  will  be  increased 
to  40,  for  2  teeth  will  be  passed  at  every  revolution. 
If  the  velocities  be  as  2  to  1,  the  condition  is,  that  the 
ecrew  have  half  as  many  threads  upon  its  barrel,  as 
there  are  teeth  on  the  wheel;  and  if  1  to  1,  the  wheel 
and  screw  lose  their  distinctive  characters :  both  be- 
come many-threaded  screws  under  the  form  of  wheels, 
as  represented  by  Fig.  2011.  Wheels  of  this  sort  may 
often  be  applied  with  peculiar  advantage,  especially  in  light  geering ;  and  wlien  so  applied  it  is  not 
essentially  necessary  that  the  axes  be  at  right  angles  to  each  other  any  more  than  it  is  in  bevel-geer. 

If  the  screw  have  few  threads  compared  with  the  number  of  teeth  of  the  wheel,  it  must  always 
assume  the  position  of  driver  on  account  of  the  obliquity  of  the  thread  to  the  axis ;  and  in  this  respect 
its  action  is  analogous  to  that  of  a  travelling  rack,  moving  endwise  one  tooth,  whilst  the  screw  makes 
one  revolution  on  its  axis. 

On  the  pitch  of  wheels. — The  primary  object  aimed  at  in  the  construction  of  toothed-geer  is  the  uni- 
form transmission  of  the  power,  supposing  that  to  be  constant  and  equal  This  implies  that  the  one 
wheel  ought  to  conduct  the  other,  as  if  they  simply  touched  in  the  plane,  passing  through  both  their 
centres,    lliis  plane  is  denoted  by  the  line  A  B,  in  P'ig.  2018. 

When  this  line — which  is  usually  denominated  the  line  of  centres — is  divided  into  two  parts,  Ac  and 
B  c,  proportional  to  the  number  of  teeth  formed  upon  the  perimeters  of  the  pinion  and  wheel,  these  two 
parts  are  proportional  or  primitive  radii  of  the  pair ;  and  a  circle  0  C  being  described  from  each  centre 
passing  through  tlie  common  point  c,  limits  what  is  called  the  jtitch  line  or  circle  ;  that  is,  a  circle  de- 
scribed from  the  centre  A,  and  another  from  the  centre  B,  through  tlie  same  point,  are  called,  the  first, 
tlie  pitch  circle  or  pitch  line  of  the  pinion,  and  the  other  of  the  wheel.  They  are  also  sometimes  called 
the  primitive  and  proportional  circles.  If  the  pitch  circle  be  divided  into  as  many  equal  parts  as  there 
are  teeth  to  be  given  to  the  wheel  the  length  of  one  of  these  parts  is  termed  the  pitch  of  the  teeth 
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One  of  tliese  arcs,  as  that  intercepted  by  pp  in  Fig.  2018,  comprehends  a  complete  tooth  and  space, 
meaning  by  apace  the  hollow  opening  between  two  contiguous  teetli. 


By  the  pitch  lines  of  a  geering  pair  is,  therefore,  to  be 
understood  the  proportional  circles  in  which  they  would 
revolve  upon  each  othef  if  they  were  simply  cylinders 
■without  teeth ;  and  the  pitch  of  tlie  teeth  is  the  length 
of  arc  of  the  pitch  circles,  measured  from  the  centre  of 
one  tooth  to  the  centre  of  the  contiguous  one.  Any  riglit 
lines,  P  and  P,  drawn  from  the  centre  of  the  wheels  till 
they  meet  the  pitch  circles  or  lines,  are  termed  propor- 
tional radii,  because  they  determine  the  relations  of  their 
angular  velocities ;  and  any  similar  radial  lines,  P'  and 
P',  continued  to  the  extremities  of  the  teeth,  are  called 
the  true  radii  of  the  wheel  and  pinion — for  no  very  ob- 
vious reason.  In  bevel  and  conical  wheels  the  pitch  cir- 
cle is  the  base  of  the  frustum,  as  A  B  of  Fig.  1997. 

J2ides.—L  To  find  the  pitch  of  the  teeth  of  a  wheel, 
the  diameter  and  number  of  teeth  being  given,  divide 
the  diameter  D,  (in  inches,)  by  the  number  of  teeth  N, 
and  multiply  the  quotient  by  3-1416 :  the  product  is  the 
pitch  in  inches  or  parts  of  an  inch. 

II.  To  find  the  diameter  of  a  wheel,  the  number  of 
teeth  and  pitch  being  given,  divide  the  pitch  by  3-1416, 
and  multiply  the  quotient  by  the  number  of  teeth. 

III.  To  find  the  number  of  teeth,  the  diameter  and 
pitch  being  given,  divide  3-1416  by  the  pitch,  and  multi- 
ply the  result  by  the  diameter  in  inclies. 

In  ordinary  geering  tlie  pitches  most  commonly  in  use 
range  from  1  inch  to  4  inches,  increasing  up  to  2  inches 
by  eighths,  and  beyond  by  fourths  of  an  inch.  Below 
inch,  the  ])itches  decrease  by  eighths  down  to  \  inch. 

The  pitclies  being  few  and  definite,  the  rules  given 
above  may  be  greatly  simplified  by  the  use  of  the  an- 
nexed table,  which  will  be  found  very  convenient  wlien  tlie 
diameter  D  is  to  be  determined,  the  pitch  P  and  number 
of  teeth  N  bcmg  given ;  and  conversely,  when  the  diame- 
ter and  pitch  are  given  to  find  the  number  of  teeth. 

The  use  of  this  table  may  be  repdered  obvious  by  the 
following  examples : — 

1.  Given  a  wlieel  of  88  teeth,  2f  inch  pitch,  to  find  tlie 
diameter  of  the  pitch  circle.    Here  the  tabular  number  in 


Pltcli  in  inclies 

an  J  parts  ot'an 

inch. 


Values  of  P 


6 

5 

4J- 

4 

Si 

3 


2J 

2-i 
2i 


D  =  -  X  N" 


R.L-LB.— To  find  the 
diameter  in  inchi 
midtiply  llie  numlier 
ol'ieeth  by  tlie  tabu- 
lar number  answer- 
ing to  the  ^iven  pitch 


Values  of  ■ 


1-9095 
1-5915 
1-4270 
1-2732 
1-1141 
•9547 


X  =  pXD 


Rl'le.— To  find  th» 
number  of  teeth,  mul' 
'ply  the  g^iven  diam. 
;er  in  inches  by  th« 
ibular  number  an- 
swering to  the  giren 
pilch. 


Values  of  — 


•5236 
•6283 
-6981 
•7854 
•8976 
1-0472 


•8754 
-7958 
•7135 
•C36C 


n 

IS 

u 
n 
1 


•5937 
•5570 
•5141 
•4774 
•4377 
•3979 
•3568 
■3183 


•2785 
•2387 
•1989 
•1592 
•1194 
-0796 


1-1333 
1-2566 
1-3963 
1-5708 


1-6755 
1^7952 
1-9264 
2-0944 
2-2848 
2-5132 
2-7926 
31416 


3-5904 
4-1883 
50266 
6-2832 
8-3776 
12-5664 
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Ihe  second  column  answering  to  the  given  pitch  is  -7958,  wliich,  inultiijliecl  by  88,  gives  70-03  for  tin 
diameter  required. 

2.  Given  a  wheel  S3  inches  diameter,  l|-inch  pitcli,  to  find  the  number  of  teeth.  Tlie  corresponding 
factor  is  17952,  which  multiplied  by  33  gives  59242  for  the  number  of  teetli,  that  is,  59^  teeth  nearly. 
Now,  59  would  here  be  the  nearest  whole  number ;  but  as  a  wheel  of  60  teeth  may  be  preferred  for 
convenience  of  calculation  of  speeds,  we  may  adopt  that  number  and  find  the  diameter  corresjwndin^ 
The  factor  in  the  second  column  answering  to  1}  pitch  is  -557,  and  tliis  multijjlied  by  60  gives  S3-1 
inches  as  the  diameter  which  tlie  wheel  ought  to  have. 

A  mode  of  sizing  wheels  in  relation  to  their  pitclies,  diameters,  and  numbers  of  teeth,  is  adopted  in 
some  engineering  factories  as  a  simplification  of  tliat  explained  above. 

Suppose  the  diameter  of  tlie  pitch  circle  to  be  divided  into  as  many  equal  parts  as  there  are  teeth  to 
be  given  to  the  wheel ;  let  one  of  these  parts  be  called  the  diametral  2)itch,  to  distinguish  it  from  the 
circular  pitch  hitherto  employed,  and  let  a  few  definite  values  (in  terms  of  the  inch)  be  assigned  to  it ; 

then  it  is  clear,  that  calling  M  the  diametral  pitch,  we  have  the  relation  -  =  5L  And  as  M  is  always 
a  simple  fraction  of  an  inch,  let  M  =  — ,  then  wc  have  the  general  expressions, 

^  Hi 

,-  T^  N  V.  ^ 

ss  :^in  X  iJ  t;  = '"  D  =  — 

D  ill 

To  illustrate  this  by  an  arithmetical  example,  let  it  be  assumed  that  a  wheel  of  20  inches  diameter  is 
required  to  have  40  teetli ;  then  the  diametral  pitch, 

M  =  ?  =  — ^-^iinch- 
that  is,  the  diameter  being  divided  into  equal  parts  corresponding  in  number  to  the  number  of  teeth  iti 
the  circumference  of  the  wheel,  the  lengtii  of  each  of  these  parts  is  ^  an  inch,  consequently  m  =  2;  and 
according  to  the  phraseology  of  the  workshop,  the  wheel  is  said  to  be  one  of  two  pitch.  The  circular 
pitch  corresponding  to  this  diametral  pitch  is  by  the  properties  of  the  circle  i  X  3"1416  =  1-5708 
mcli. 

In  this  mode  of  sizing  wheels  a  few  determined  values  are  given  to  7n,  as  20,  16,  14,  12,  10,  9,  8,  7, 
6,  5,  4,  3,  2,  1,  which  includes  a  variety  of  pitches  from  J  inch  up  to  3  inches,  according  to  the  following 
table,  which  shows  the  value  of  the  circular  pitches  corresponding  to  the  assigned  values  of  m. 


I 


Values  of  m. 

1 

2 

3 

1-047 

4 

5 

6 

7 

8 

9 

10 

12 

14 

It) 

20 

CorrcsponJing  circular    > 
pitch  in  docimais  of  an  in.  \ 

3-142 

1-571 

•785 

•628 

•524 

•449 

-393 

-349 

-314 

•262 

•224 

•1.96 

•157 

From  this  table,  having  the  value  of  m  given,  the  corresponding  circular  pitch  is  found ;  and  froni  the 
i^ules  given  above,  if  tlie  number  of  teeth  and  value  of  m  be  known  the  diameter  of  the  wheel  is  also 
known,  for  D=N-rw.  Thus  if  the  number  of  teeth  be  80  and  J«i=10,  then  the  diameter  D  =  8 
inches,  and  the  circular  pitch  is  '314  inch,  tliat  is,  5-16th  inch  very  nearly.  Generally,  the  diameter  and 
value  of  m  being  given,  the  number  of  teetli  is  found  from  the  rule  N  =  ?«  X  D.  Thus  the  value  of  m 
being  10,  and  the  diameter  20  inches,  the  number  of  teeth  is  200. 

From  these  remarks,  it  is  easy  to  perceive  that  this  mode  of  sizing  wheels  diflfers  from  that  before 

explained  simply  in  this,  tl>^t  it  expresses  in  small  whole  numbers  the  quantity  —  instead  of  the  quan- 
tity P,  and  therefore  affords  a  ready  way  of  calculating  the  diameter  and  number  of  teeth  of  any  re- 
quired wheel.  This  method,  however,  has  not  hitherto  been  introduced  into  millwright  work ;  but  has 
been  confined  to  the  sizing  of  small  wheels  of  spinning  and  like  machinery. 

It  has  long  been  regarded  as  a  rule  among  millwrights  that  the  number  of  teeth  in  a  wheel  should 
be  prime  to  the  number  of  teeth  in  its  pinion ;  in  other  words,  that  the  number  of  teeth  of  the  wheel 
should  not  be  divisible  by  the  number  of  teeth  in  the  pinion  witliout  a  remainder ;  and  that  the  best 
possible  relation  of  the  numbers  is  such,  that  in  effecting  the  division  the  remainder  be  1.  Tliis  07ie  is 
termed  a  huntinrj  tooth,  and  effects  the  purpose  of  preventing  the  same  pair  of  teeth  of  the  wheel  and 
pinion  from  coming  together  until  the  former  has  made  as  many  revolutions  as  it  has  teeth.  By  such 
an  arrangement  it  is  supposed  the  wear  would  be  less  uniform ;  and  it  may  be  observed,  that  if  the 
teeth  be  at  first  incorrectly  made,  there  is  some  advantage  to  be  gained  by  taking  prime  numbers. 
But  in  the  practice  of  the  present  day,  when  millwrights  are  fully  alive  to  the  method  and  advantages 
of  giving  to  the  teeth,  in  the  construction  of  their  wheel-patterns,  the  proper  geometrical  form,  and  do 
not  trust  to  the  wheels  wearing  themselves  into  shape,  the  precaution  of  making  the  numbers  of  the 
wheel  and  pinion  prime  to  each  other,  is  less  required,  and  may,  in  fact,  be  disregarded  in  projiortion 
^s  accuracy  of  construction  is  attained. 

In  respect  of  the  relative  sizes  of  the  pairs  which  geer  together,  the  main  purpose  to  be  accomplished 
is  the  modification  of  the  contemporary  velocities  of  tlie  parts  to  such  extent  that  their  respective  speeds 
shall  be  adapted  to  the  work  to  be  performed  at  the  several  points.  ■  '■ 

To  exliibit  the  method  of  applying  the  principles  of  angular  velocity  to  the  computation  of  the  num 
bers  of  a  system  of  toothed  geering,  we  shall  consider,  in  the  first  place,  the  action  of  a  single  pair. 
Tlie  fundamental  proposition  may  be  stated  thus : — If  there  be  an  equal  pair  in  geer,  then  whether  tha 
pinion  drive  the  wheel  or  be  driven  by  it,  the  number  of  turns  of  the  wheel  multiplied  by  the  number 
of  its  teeth,  is  equal  to  the  number  of  turns  which  the  pinion  makes  in  the  same  time,  niuUipUed  by 
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the  number  of  its  teeth,  so  that  the  number  of  the  contemporary  turns  of  the  wheel  anu  pinion  are  re- 
ciprocally proportional  to  the  numbers  of  their  teeth. 

Applying  this  jjrinciple  to  a  system  of  geering,  we  deduce  the  following  rules :  To  find  the  number 
of  revolutions  of  tlie  last  pinion  of  the  system,  multiply  the  number  of  revolutions  of  the  first  wheel  by 
the  quotient  which  is  found  by  dividing  the  continued  product  of  the  numbers  of  teeth  of  all  the  wheels, 
by  the  continued  product  of  the  numbers  of  teeth  of  all  the  pinions. 

It  thence  also  follows  that  the  number  of  revolutions  of  the  last  pinion,  for  one  revolution  of  the  first 
wheel,  is  equal  to  the  product  of  all  the  wheels  divided  by  the  product  of  all  the  pinions. 

And  conversely  for  one  revolution  of  the  last  pinion,  the  first  wheel  will  make  that  portion  of  a  revo- 
lution expressed  by  a  iraction,  having  for  its  numerator  the  product  formed  by  multiplying  together  the 
numbers  of  the  teeth  of  all  the  pinions,  and  for  its  denominator  the  product  formed  by  multiplying  to- 
gether the  numbers  of  teeth  of  all  the  wheels. 

From  these  rules  it  immediately  follows,  that  whether  a  system  of  geering  contains  one  wheel  ana 
pinion,  or  any  greater  number  of  wheels  and  a  like  number  of  pinions,  if  we  designate  the  product  of  all 
the  wheels  by  W,  and  the  product  of  all  the  pinions  by  P,  and  ifjo  represent  the  number  of  revolutions 
made  by  the  last  pinion  during  one  revolution  of  the  first  wheel,  we  shall  have 

W 
W  =  j5  X  P  and  p  =  -^. 

In  reference  to  the  strength  of  the  teeth  of  wheels,  the  first  subject  of  inquiry  is  the  stress  they  are 
severally  required  to  sustain  when  in  action. 

The  fundamental  principle  involved  in  the  consideration  of  this  subject,  is  expressed  by  the  condition 
that  the  pitch  being -the  same,  the  stress  is  inversely  as  the  velocity  ;  and  this  is  obviously  true,  since  the 
teeth  which  act  with  superior  force  must  be  proportionally  stronger ;  and  the  momentum  of  the  power 
remaining  constant,  the  higher  the  velocity  becomes,  the  more  is  the  weight  of  the  power  diminished, 
so  that  in  any  combination  of  wh.eels,  the  stress  upon  the  teeth  is  reciprocally  proportional  to  the  ve- 
locity at  a  given  point  of  the  train.  Thus,  the  strength  which  is  sufficient  to  transmit  a  given  amount 
of  horse  power,  when  the  velocity  is  one  foot  per  second,  will  be  equal  to  the  transmission  of  double 
that  amount  when  the  velocity  is  two  feet  a  second,  three  times  the  amount  when  the  velocity  is  tripled. 
Knowing  therefore  the  strength  of  teeth  necessary  to  transmit  a  given  amount  of  horse  power,  the  same 
strength  of  wheel  will  be  sufficient  under  any  other  circumstances  of  increase,  or  diminution  of  velocity, 
when  the  horse  power  of  the  first  mover  in  both  cases,  divided  by  the  velocity  in  feet  per  second,  pro- 
duces the  same  quotient.  Thus  assuming  as  the  standard  the  received  mechanical  unit  of  a  horse 
power,  namely,  33,000  pounds  raised  one  foot  high  in  a  minute,  or  550  pounds  raised  one  foot  in  a 
second,  then  if  H  be  the  number  of  horses'  power  of  any  first  mover,  and  v  the  velocity  of  the  pitch 
circle  (in  feet  per  second)  of  any  wheel  in  the  system  of  geering  moved  by  it,  then  the  stress  will  be 

,    ,      550  X  H 
expressed  m  pounds  by  • —  . 

For  example,  if  the  pitch  line  of  a  wheel  move  with  a  velocity  of  11  feet  per  second,  and  the  power 

550  X  20 
of  the  prime  mover  be  twenty-horse  power,  the  stress  will  be  - —      "    =  1000  pounds. 

Otherwise,  if  P  be  the  power  of  the  prime  mover  in  pounds,  and  V  be  the  velocity  of  that  power  ii 
feet  per  second,  the  stress  on  the  teeth  of  a  wheel  through  which  the  power  is  transmitted,  and  of  which 

P  X  V 

the  velocity  of  the  pitch  circle  is  v,  will  be  expressed  in  pounds  as  before,  by  . 

It  \$  necessary,  however,  to  be  observed,  that  the  absolute  power  of  tiie  prime  mover  must  only  be 
considered  at  those  points  of  the  geering  through  which  it  is  wholly  transmitted ;  for  if  the  power  be 
taken  off  at  different  points,  it  is  obvious  that  the  stress  will  be  successively  diminished  as  these  points 
are  passed.  For  instance,  the  power  of  a  steam-engine  being  employed  to  drive  a  cotton  factory :  if  the 
first  geering  be  so  arranged  that  the  whole  power  of  the  engine  is  transmitted  from  the  fly-wheel  shaft 
to  a  vertical  shaft,  which  ascends  from  the  bottom  to  the  top-flat  of  the  building,  by  a  bevel  pair,  and  if 
the  geering  of  the  several  flats  be  successively  connected  with  this  upright  shaft,  it  is  clear  that,  in  esti- 
mating the  stress  at  the  several  points,  with  a  view  to  ascertaining  the  requisite  strength  of  the  several 
pairs,  the  whole  power  of  the  engine  ought  to  be  taken  only  at  the  first  point ;  that  is,  at  the  point 
where  it  is  connected  with  the  vertical  shaft.  In  estimating  the  strength  of  tlie  bevel  pair  there  placed, 
H,  in  our  formula,  will  be  equivalent  to  the  whole  power  given  off  by  the  engine ;  but  at  the  successive 
points,  where  the  power  is  taken  off  to  drive  the  machinery  of  the  several  iiats,  H  will  represent  only 
the  amount  of  power  requisite  to  do  the  work  at  these  points. 

A  difference  is  besides  very  properly  made  in  practice,  in  the  strength  of  those  wheels  of  a  system  of 
geering  which  are  placed  near  the  first  mover,  to  compensate  for  irregularities  in  the  motion ;  for  were 
tlie  strength  exactly  limited  to  the  resistance  to  be  overcome  under  constant  action,  a  sudden  accelera- 
tion of  the  speed  would  tend  to  stripe  the  wheels,  in  other  words,  to  break  the  teeth.  Also  in  operations 
of  an  irregular  kind,  the  strength  ought  to  be  greatly  more  than  is  requisite  in  such  geering  as  that  of 
a  cotton  factory.  Thus  the  geering  in  iron-works,  and  the  like,  is  greatly  beyond  the  strength  which  a 
calculation  of  the  power  of  tlie  prime  mover  would  indicate,  and  this  is  required  to  counteract  the  sud- 
den shocks  which  result  from  the  chocking  of  rolls  and  the  like. 

It  may  also  be  necessary  to  remark,  that,  in  estimating  the  strain  upon  a  system  of  geering,  it  is  tlie 
actual  power  required  to  do  the  work  which  is  to  be  taken  as  an  element  of  the  data — that  is,  the  horse 
power  at  which  the  resistance  is  valued. 
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In  the  teeth  of  wlicels,  it  is  of  importance  that  the  whole  be  made  of  such  strength  as  to  sustain  un 
injured  the  greatest  stress  tliat  is  likely  to  come  upon  it  in  the  course  of  working  in  the  worst  possiblf 
position ;  tliat  is  to  say,  in  the  direction  in  which  the 
structure  is  capable  of  offering  the  least  effective  resist- 
ance to  fracture.  Now  supposing  the  strain  to  act  with 
its  whole  energy  upon  the  extreme  comer  of  a  tooth,  it 
is  easy  to  perceive  that  it  will  ther6  more  readily  pro- 
duce fracture  than  if  it  acted  along  the  whole  line  of  the 
breadth ;  for  supposing  it  to  act  along  the  whole  line  of 
breadth,  if  fracture  of  the  tooth  should  take  place,  it 
must  traverse  the  wliole  hne  A  B,  or  some  line  parallel 
to  it ;  but  acting  at  D,  should  the  force  be  sufficiently 
great  to  break  the  tooth,  the  fracture  will  take  place, 
not  along  the  root  of  the  tooth  A  B,  but  in  tlie  line  B  b, 
or  in  some  line  parallel  to  it — these  being  the  lines  of 
least  resistance.  Rather,  under  the  circumstances  of 
the  force  being  applied  at  D,  the  strain  will  be  greatest  along  the  line  B  b,  which  is  defined  from 
BD  =  D6. 

To  show  that  this  is  strictly  true,  let  it  be  borne  in  mind  that  the  strength  of  beams  of  equal  thickness 
is  directly  as  their  breadths,  and  inversely  as  their  lengths ;  consequently,  if  the  proportion  of  the  length 
to  the  breadth  be  preserved,  the  strength  will  remain  unaltered  whatever  difference  is  made  in  tlie 
actual  dimensions.  But  this  being  true,  it  necessarily  follows  that  the  line  of  fracture,  under  the  cir- 
cumstances presumed,  will  be  along  the  line  which,  as  a  base,  bears  the  least  proportion  to  the  perpen- 
dicular height  from  that  base  to  the  point  where  the  pressure  is  applied.  Tliis  least  proportion  is  when 
B  D  =:  D  6,  for  the  base  B  6  is  then  only  double  the  effective  length  of  the  beam,  that  is,  double  the 
perpendicular  e  D.  If  a  line  be  drawn  from  B  to  d,  it  will  manifestly  be  more  than  double  the  altitude 
of  the  triangle  B  J  D,  of  which  it  is  the  base  ;  and,  similarly,  the  Ime  B  c  is  more  than  double  the  alti- 
tude of  its  triangle  B  c  D. 

This  might  be  directly  proved  by  application  of  the  rules  of  maxima  and  minima  ;  rather,  it  might  be 
shown  that  the  strain  is  greatest  under  a  force  acting  at  D,  in  a  line  determined  by  D  B  =  D  6,  which 
makes  B  6  =  2  e  D. 

In  effect,  therefore,  the  line  B  b  (including  all  lines  parallel  to  it)  is  the  line  of  least  resistance  of  the 
tooth,  and  consequently  the  line  in  which  fracture  would  be  produced  by  a  force  sufficiently  great  ap- 
plied at  D.  Presuming,  then,  that  wheels,  in  consequence  of  inaccuracy  of  workmanship,  unequal 
wearing  of  brasses,  vibration  of  shafts,  and  other  cu'cumstances  incidental  to  the  action  of  a  system  of 
geering,  are  liable  to  stress  acting  upon  them  in  the  least  efficient  position  of  the  teeth,  it  would  appear 
that  the  effective  proportion  of  the  breadth  of  tlie  tooth,  assuming  the  thickness  to  be  uniform,  does  not 
exceed  twice  the  length.  Whatever  may  be  the  force,  the  principle  informs  us  that  there  is  a  limit  be- 
yond which  no  strength  is  practically  gained,  and  this  limit  will  be  found  in  general  not  to  differ 
materially  from  double  the  length  of  the  tooth. 

It  must  not,  however,  be  inferred  from  this  that  it  is  useless  to  make  the  breadth  of  any  proportion 
greater  than  that  stated  ;  for  although  no  additional  practical  strength  be  gained  by  increase  of  breadth, 
it  is  still  highly  advisable  that  the  dimensions  named  should  bear  a  niucli  higher  ratio,  than  is  given  by 
the  consideration  of  the  merely  mathematical  principle.  This  is  accordingly  followed  in  practice,  and 
the  advantage  is,  that  the  wearing  action,  by  being  "distributed  over  a  larger  surface,  does  not  so  soon 
reduce  the  thickness,  and  thereby  render  the  wheel  too  weak  for  the  work  it  has  to  perform.  Moreover, 
there  is  the  additional  advantage  in  giving  more  breadth  than  is  indicated  above,  that  the  surfaces  oi 
contact  being  longer,  vibration  is  to  some  extent  diminished ;  the  centres  are  accordingly  better  pre- 
served, and  the  wearing  of  the  tooth  becomes  greatly  more  uniform.  An  error  of  workmansli^,  and 
of  unequal  contraction  of  the  casting,  becomes  likewise  more  apparent,  and  may  possibly  admit  of 
correction. 
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As  it  is  convenient  to  ex-press  all  the  dimensions  in  terms  of  the  same  unit,  and  the  pitch  being  an 
appropriate  quantity,  is  nearly  universally  adopted  as  the  term  of  comparison. 

These  proportions  differ,  though  shghtly,  in  different  works  and  in  different  localities ;  but  they  are 
the  most  commonly  employed,  and  are  besides  the  most  consistent  with  good  and  accurate  workman- 
ship. For  the  sake  of  more  easy  reference,  we  collect  them  into  a  table,  which  the  annexed  Fig.  2020 
wiU  serve  fully  to  explain.    They  stand  thus : 
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ab:^  Pitch  of  teeth,  =  1  pitch. 

ac=:  Depth  to  pitch  line,  P  P,  =  j^ 

A  a  X  a  c  =  Working  depth  of  tooth,  =  jo 

C  c  —  A  a  =  Bottom  clearance,  =  j-q 

C  a  =  Whole  depth  to  root,         =  jo 

0  6  =  Thickness  of  tooth,  =  jj 

Ah  =  Width  of  space,  =  jj 

These  proportions,  as  remarked,  are  foimd  to  work  very  advantageously,  and  are  those  adopted  in 
several  workshops  ;  but  ihe  following  are  preferred  by  some  engineers  of  experience.  Thus  supposing 
the  pitch  divided  into  15  equal  parts :  then  the 

Depth  from  point  to  pitch  line,  ::=    5^  parts. 

Depth  from  pitch  line  to  root  of  tooth,         =    6^     " 
Whole  length  of  tooth,  =12       " 

Working  depth,  =11 

Thickness  of  tooth,  (also  of  arms  and  rim,)  =7       " 
Width  of  space,  =8       " 

In  practice,  these  proportions  are  usually  laid  off  in  Hues  for  the  convenience  of  the  workmen  in  the 
pattern  shop,  so  that  for  any  given  pitch  the  other  dimensions  may  at  once  be  determined  by  means  of 
the  compasses,  and  without  having  recourse  to  calculation.  In  Figs.  2021  and  2022  two  diagrams  of  that 
sort  are  given.  Fig.  2021  contains  the  proportions  last  enumerated,  in  which  the  pitch  is  supposed  to  be 
divided  into  15  equal  parts ;  and  Fig.  2022  is  constructed  nearly  according  to  the  proportions  first  given, 
but  embraces  the  recognized  principle  that  the  relative  amount  of  clearance  ought  to  vary  inversely  as  the 
pitch,  wheels  of  small  pitch  requiring  more  clearance  relatively  than  those  in  which  the  pitch  is  greater. 
Accordingly,  in  this  scale,  the  clearance  in  a  wheel  of  |-inch  pitch  is  1-lOtli  the  pitch,  whereas  were  the 
scale  sufficiently  extended,  it  would  show  a  clearance  of  only  l-18th  for  a  pitch  of  six  inches. 

The  construction  of  these  scales  is  very  simple.  Thus  in  Fig.  2021,  and  to  six  inches  pitch,  let  A  B 
be  divided  into  15  equal  parts,  and  draw  BC  perpendicular  to  it;  and  again  divide  BC  into  a 
determinate  number  of  parts  from  B,  actual  measures  of  the  pitches  for  which  the  scale  is  intended 
to  be  used ;  that  is,  Ba^i  inch ;  B  6  =  1  inch ;  B  c  =  2  inches,  and  so  on,  and  join  a  and  A,  b  and  A, 
c  and  A,  and  so  on.  To  complete  the  scale,  draw  15  parallels  to  B  C  from  the  points  numbered  in  the 
line  A  B,  numbering  their  intersections  (if  thought  proper)  with  the  line  A  C  in  the  same  order ;  and 
also  the  two  parallels  T  and  U,  (which  are  full  lines  in  the  diagram,)  equidistant  from  the  parallels  on 
each  side  of  them. 

The  scale  is  thus  ready  for  use,  and  its  principle  is  self  evident.  To  get  from  it  the  several  propor- 
tions for  a  given  pitch,  say  of  3  inches  ^Bd,  let  the  compasses  be  extended  from  the  intersection  of  the 
parallel  marked  T,  with  the  line  A  B,  to  the  point  where  it  intersects  the  line  A  d ;  this  will  be  the  part 
of  the  tooth  from  the  pitch  line  to  the  point,  and  equivalent  to  5^  parts  of  the  pitch,  (viz.  oiBd ;)  sim- 
ilarly the  compasses  being  extended  from  the  intersection  of  the  parallel  TJ,  with  the  line  A  B,  to  its 
point  of  intersection  of  the  hne  A  d,  will  give  the  part  of  the  length  of  the  tooth  from  the  pitch  Une  to 
the  root,  and  equivalent  to  6J  parts  of  the  pitch.  For  the  whole  length  of  the  tooth  (if  wanted  in  one 
measurement)  set  the  compasses  to  the  point  where  the  parallel  marked  1 2  meets  the  line  A  B,  and 
extend  to  its  point  of  intersection  of  the  line  Ad  at  s,  the  length  is  12  parts  of  the  pitch  Be?;  the  work- 
ing depth  is  in  like  manner  found  from  the  parallel  marked  1 1 ;  the  thickness  from  that  marked  7  ;  and 
the  width  of  space  from  that  marked  8. 

The  proportions  for  any  other  given  pitch  comprised  in  the  scale  are  found  in  precisely  the  same  way, 
and  if  the  scale  be  well  constructed  they  may  be  measured  off  with  the  utmost  accuracy  and  readiness. 
To  save  confusion  it  is,  however,  better  in  practice  to  insert  in  the  diagram  only  those  parallels,  namely, 
T,  U,  12,  11,  8,  1,  which  are  required  ;  the  others  are  not  requisite,  and  by  inattention  may  lead  to  error. 
Both  this  scale  and  that  marked  2  are  commonly  drawn  on  hard-wood  boards ;  but  sometimes,  for  the 
sake  of  greater  accuracy,  on  plates  of  polished  brass. 

The  description  of  the  scale  as  here  given  supposes  that  the  lateral  clearance  is  constantly  1-1 5th  ol 
the  pitch ;  but  as  it  is  commonly  desired  and  desirable  that  this  should  vary  slightly  with  the  pitch, 
relatively  increasing  as  the  pitch  decreases,  two  other  lines,  m  n  and  p  q,  have  been  introduced  into  the 
scale,  to  enable  such  modification  to  be  adopted,  should  it  be  required.  These  lines  are  drawn  at  such 
angles  as  to  give  a  clearance  at  6  inches  pitch  of  l-18th,  which  is  increased  at  |-inch  pitch  to  1-lOth. 
From  these  hues  the  thickness  and  space  are  to  be  taken,  instead  of  using  the  hues  marked  7  and  8, 
setting  the  compasses  in  the  points  of  intersection  with  the  pitch  lines,  and  extending  perpendicularly 
to  the  line  A  B ;  in  other  words,  the  shortest  distance  from  the  point  of  intersection  with  the  pitch  line 
to  the  hne  A  B,  is  the  required  measure  of  the  space  when  the  line  pqh  taken,  and  of  the  thickness  of 
tooth  when  the  line  m  n  is  taken. 

Fig.  2022  is  more  complete  than  the  one  described,  and  when  well  constructed  insures,  with  moderate 
care,  a  degree  of  accuracy  and  uniformity,  in  the  construction  of  the  various  sizes  of  wheels  for  which  it 
is  employed,  that  can  hardly  be  otherwise  attained.  The  principle  of  its  construction  is  in  effect  the 
same  as  that  described,  but  its  use  is  more  extended ;  the  diameter  of  the  wheel  being  found  from  it 
simultaneously  with  the  length  and  thickness  of  tooth,  width  of  space,  and  clearances.  The  scale  is 
adapted  to  wheels  of  all  the  pitches  enumerated  in  the  table,  p.  795,  from  ^  inch  up  to  3  inches.  The 
mode  of  construction  is  this  :  having  drawn  the  line  A  D  of  any  convenient  length,  raise  the  perpendic- 
ular C  B  to  it,  also  of  any  convenient  length.  On  the  line  A  D  lay  off  the  greatest  pitch  of  the  scale 
from  C  to  A ;  then  fi-om  C  towards  D  lay  off  seven  times  the  pitch  once  or  twice,  according  to  the  sizes 
cf  wheels  to  which  the  scale  is  intended  to  be  applied.     In  the  scale  given,  double  of  seven  time«  the 
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pitch  is  laid  off,  namely,  42  inches ;  then  each  of  these  great  divisions  being  subdivided  into  11  equal 
parts,  one  of  these  parts  will  be  equal  to  four  teeth  upon  the  radius  of  the  wheel,  so  that  the  whole  line 
C  D  will  be  divided  into  88  radial  pitches.  Next  on  the  line  C  B  set  off  the  pitches  which  may  be  re- 
quired in  the  scale,  and  through  these  points  draw  the  24  parallels  to  A  D,  terminating  in  the  lines  A  B 
and  D  B.  Then  each  parallel  measured  from  the  line  B  C  to  its  point  of  termination  in  B  D,  is  the 
radius  of  a  wheel  of  88  teeth  of  the  particular  pitch  marked  agamst  it  on  the  line  A  B.  They  also 
express  the  radii  of  wheels  having  less  than  88  teeth  when  measured  only  to  the  corresponding  point 
in  the  line  joining  B,  and  the  divisional  on  C  D,  against  which  the  number  of  teeth  is  marked.  Thus 
the  radius  of  a  wheel  of  52  teeth  and  l|-inch  pitch,  is  rs  =  15  'Z-ietli  inches  very  nearly.  (The  tru« 
answer  by  the  table,  p.  795,  is  30-8'724  -=-  2  =  15-4362  inches.) 
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The  scale  may  also  be  used  when  the  number  of  teeth  exceeds  88  ;  for  example,  to  find  the  radius  of 
ft  wheel  having  100  teeth.  Thus  having  found  the  radius  answering  to  88  teeth,  upon  the  same  parallel 
take  off  the  measure  answering  to  the  difference  100  —  88  =  12  teeth ;  and  the  two  measures  together 
will  be  the  radius  required. 

To  adapt  the  scale  to  odd  numbers  of  teeth,  the  first  division  on  the  right  of  C  is  divided  into  single 
radial  pitches,  so  that  the  radius  of  any  wheel  may  be  measured  off  without  having  recourse  to  calcu- 
lation of  any  kind.    Thus,  for  example,  if  the  wheel  is  intended  to  contain  50  teeth,  the  compasses  being 
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extended  from  52  to  the  intersection  of  the  parallel  answering  to  the  particular  pitch  to  where  it  meeta 
the  line  joining  Q  and  B,  will  give  the  radius  required,  that  is,  a  radius  answering  to  52  —  2  =  50  teeth 
and  any  other  number  of  teeth  when  not  marked  against  the  base  may  be  found  in  the  same  way,  ob 
serving  that  it  is  more  convenient  to  subtract  than  to  add  in  this  use  of  the  scale. 

For  the  proportions  of  the  teeth,  set  off  C  a  :=  ^-tenths  of  tlie  pitch,  then  will  A  a  =  S-ienths  of  the 
pitch,  which  corresponds  to  the  depth  from  the  point  of  the  tootli  to  the  pitch  line.  Again,  set  off 
C  6  ^  1 -fifteenths  of  tlie  3-inch  pitch,  and  ^-elevenths  on  the  parallel  against  the  1-inch  pitch;  this  will 
be  the  thickness  of  tlie  tooth,  allowing  from  a  fifteenth  for  clearance  on  the  largest  pitch,  to  a  tenth  on 
those  from  |-inch  and  under ;  and  A  b  will  be  the  width  of  space,  including  the  clearance.  Lines  being 
drawn  from  those  points  to  B  complete  the  diagram,  which  will  be  found  to  contain  all  the  proportions 
enumerated  in  the  preceding  table. 

To  use  the  scale,  lay  off  the  addendum  of  the  tooth ;  that  is,  the  length  beyond  the  pitch  line,  equal 
to  A  a  =  -i  pitch,  and  the  same  length  marked  off  within  the  pitch  line  will  give  the  whole  working 
depth  of  the  tooth,  namely,  6-lOths  pitch.  Then  with  the  measure  C  a  =  ■p'^j^  pitch  in  the  compasses, 
mark  off  the  whole  length  of  tlie  tooth,  and  this  wiU  allow  1-lOth  at  bottom  for  clearance.  Again,  set 
off  the  thickness  of  tooth  ^  C  6,  and  the  space  =  A  6  which  will  contain  the  clearance  for  the  particular 
pitch,  varying  from  l-15th  to  fully  1-lOth  on  the  small  pitches.  It  is  hardly  necessary  to  observe  that 
these  measurements  must  be  taken  upon  the  parallel  corresponding  to  the  particular  pitch  und^r  con- 
sideration at  the  time. 

The  amount  of  bottom  clearance  is  here  presumed  to  be  uniformly  1-lOth  of  the  pitch ;  but  if  it  be 
thought  advisable  to  make  this  vary  as  in  the  case  of  the  lateral  clearance,  it  will  then  be  necessary  to 
insert  a  third  line  c  B  in  the  scale,  and  so  related  to  a  B  that  the  space  a  c  shall  be  throughout  equal  to 
the  depth  of  tooth  from  the  pitch  circle  to  the  root,  and  giving  any  bottom  clearance  that  may  be  desired. 

In  relation  to  the  strength  of  wheels,  M.  Morin,  in  his  Aide  Memoire  de  Mecanique  Fratiqtie,  gives  it 
as  a  rule  that  when  the  velocity  of  the  pitch  circle  does  not  exceed  five  feet  per  second,  the  breadth  of 
the  tooth  measured  parallel  to  the  axis  ought  to  be  equal  to  four  times  the  thickness ;  but  when  the  velo- 
city is  higher  the  breadth  ought  to  be  equal  to  five  thicknesses,  the  teeth  being  constantly  greased.  If  the 
teeth  be  constantly  wet,  he  recommends  the  breadth  to  be  made  equal  to  six  thicknesses  at  all  velocities. 

With  respect  to  the  thickness  of  the  tooth,  it  is  plain  that  it  must  be  dependent  on  the  pressure  which 
the  tooth  is  required  to  sustain.  This  relation  may  be  conveniently  expressed  for  all  cases  by  the  formula, 
l  =  c  y/  W.  where  t  is  the  thickness  of  the  tooth,  W  the  pressure  upon  it  in  pounds,  and  c  a  constant 
multiplier  depending  upon  the  nature  of  the  material  of  which  the  tooth  is  formed. 

Therefore  for  cast-iron  c  =-025  ;  and  reasoning  in  the  same  way  for  brass,  we  find  it  :=  '035  for  hard 
wood,  ^  -038  ;  so  that  for  the  thickness  of  teeth  of  these  materials,  we  have, 


which  give  t  in  inches  or  parts  of  an  inch, 
W  being  taken  in  pounds. 


For  cast-iron,     t  =  -025  v''  W 
For  brass,  t  =  -035  1/  W 

For  hard  wood,  <  =  038  y'  W 

As  an  example  of  the  application  of  these  formulas,  let  it  be  required  to  find  the  thickness  of  a  tooth 
(cast-iron)  which  is  to  sustain  a  pressure  of  4000  pounds  at  the  pitch  circle,  the  breadth  being  double 
the  length.  Here  W  =  4000 ;  therefore  y/ W  =  63-25. 

Hence  t  =  -025  <^  W  =  '025  X  6325  =  1-58  inch. 

The  same  calculation  applied  with  the  formula  for  brass,  would  give  <  =  2*21  inches ;  and  for  wood 
it  gives  t  =:  24  inches. 

llie  thickness  of  tooth  given  by  our  rules  is  intended  to  make  allowance  for  wear  at  a  velocity  of 
three  feet  per  second,  and  has  been  found  to  be  sufficient  in  practice.  It  is,  however,  less  by  a  small 
fraction  than  would  be  found  by  appUcation  of  Mr.  Tredgold's  rule ;  that  is,  divide  the  stress  at  the 
pitch  circle  in  pounds  by  1500,  and  tlie  square  root  of  the  result  is  the  thickness  of  the  tooth  in  inches. 

To  compare  this  rule  with  that  given  above  we  subjoin  the  following  table,  which  will  likewise  be 
found  useful  in  calculating  the  strength  of  wheels. 


Thiclcness  of  teeth. 

Stress  in  lbs.  at 
the  pitch  circle. 

Actual  pitches  to 
which  the  wheels 
would  be  made. 

Corresponding  thickness,  al- 
lowing 1-lOth  for  clearance. 

By  Author's 
rule. 

By  Tredgold's 
Rule. 

lbs. 

Inches. 

Inches. 

Inches. 

Inches. 

400 

0-50 

0-52 

H  to  u 

0-536  to  0-593 

800 

0-71 

0-75 

li  —  If 

0-714  —  0-774 

1200 

0-87 

0-90 

1|  —  2 

0-893  —  0-952 

1600 

1-00 

1-03 

2     —  2J 

0-952  —  1-012 

2000 

1-12 

1-15 

H  —  21 

1-031  —  1-132 

2400 

1-22 

1-26 

2i  —  21 

1-190  —  1-250 

2800 

1-32 

1-36 

2f  —  2J 

1-250  —  1-309 

8200 

1-41 

1-43 

2§  —  3 

1-369  —  1-429 

3600 

1-50 

1-56 

H  —  H 

1-488  —  1-548 

4000 

1-58 

1-63 

H  —  31 

1-548  —  1-607 

4400 

1-66 

1-70 

3i  —  H 

1-607  —  1-667 

4800 

1-73 

1-78 

H  —  3f 

1-667  —  1-726 

5200 

1-80 

1-86 

31  —  3i 

1-726  —  1-786 

5600 

1-87 

1-93 

3|  —  4 

1-786  —  1-904 

6000 

1-94         j          2-00 

4     —  4i 

1-904  —  2-024 
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The  last  column  of  this  table  is  calculated  from  tlie  expression  pitch  ^.  =  (2  -f-  jV)  ^  2*  1  ^-  the  clear- 
ance being  a  tenth.  The  thickness,  allowing  l-15th  for  clearance,  may  in  like  mannar  be  calculated 
from  the  expression  pitch  =  <.  (2  +  -Jj)  =  2'067  t. 

The  formula  reduced  to  expressions  giving  the  pitch  p  in  the  same  manner  as  the  thicknesses  are 
8;iven  above,  will  stand  thus : — 

Clearance  a  tenth.  Clearance  a  fifteenth. 

For  cast-iron  teeth  p  =  -0525  ^  W  and  ;>  =  0517  v/  W. 

For  brass  teeth      p  =  -0l35  y/W  and  p  =  -0723  y/  W. 

For  wooden  teeth  p  =  '0798  v'  W  and  /)  =  -0785  ^/  W. 

By  means  of  these  rules  the  pitch  may  be  directly  calculated.    Thus,  for  a  pressure  of  15,000  pounds 

we  have, 

y/W  =  ^  15,000  =  122-5. 
Consequently,  the  pitch  of  a  cast-iron  wheel  capable  of  sustaining  that  pressure  at  the  pitch  circle, 
allowing  1-1 5th  for  clearance,  will  be 

•0517  y/W  =  -0517  X  122-5  =  6-333  inches. 
The  wheel  from  which  this  example  is  taken  has  been  several  years  in  action,  and  has  an  actual  pitch 
of  six  inches,  and  the  mean  pressure  at  the  pitch  circle  is  14-786  pounds. 

It  may  be  here  observed  that  it  is  common,  in  calculations  relative  to  the  strength  of  the  teeth  of 
wheels,  to  make  additional  allowance  for  wear  of  the  pinion ;  for  if  the  pinion  make  double  the  number 
of  revolutions  made  by  the  wheel  with  which  it  is  engaged,  its  teeth  will  manifestly  be  subject  to  double 
the  amount  of  wear  by  friction ;  consequently,  to  proportion  the  teeth  of  the  pair  so  that  they  shall 
wear  equally  long,  it  is  necessary  to  give  an  allowance  of  thickness  on  those  of  the  pinion  eqmvalent 
to  the  increase  of  abrasion  to  which  they  are  subject.    If  we  assume  one-third  the  thickness  as  the 

proper  allowance,  this  will  give  for  the  thickness  of  the  pinion  the  expression  ^—^ — —,  in  which  n  is 

the  number  of  revolutions  which  the  pinion  makes  for  one  revolution  of  the  wheel,  and  t  the  thickness 
of  the  teeth  of  the  wheel.  Thus,  for  example,  if  the  pinion  make  2^  times  as  many  revolutions  as  the 
wheel,  of  which  the  thickness  of  the  teeth  is  1-12  inch,  then  the  thickness  of  those  of  the  pinion  will  be 

3  3 

This  amount  of  difference,  is  not,  however,  commendable  in  practice,  at  least  in  spur-geer,  and  it  is 
therefore  rarely  adopted,  as  wheels  would  in  that  case  require  to  be  constantly  made  in  pairs,  which 
would  lead  to  an  endless  accumulation  of  wheel  patterns.  Instead  of  making  the  allowance  spoken  of, 
the  common  practice  is  to  adopt  a  larger  pitch — rather,  indeed,  to  use  wheels  somewhat  beyond  the 
strength  which  is  requisite  for  the  work. 

It  has  already  been  shown  that  by  a  horse  power  is  meant  a  pressure  of  33,000  pounds  moved  with 
a  velocity  of  07ie  foot  in  a  minute.  But  this  is  the  mean  of  the  force  exerted,  and  as  most  prime  movers 
are  more  or  less  variable  in  their  motion,  any  wheel  required  to  transmit  that  motion  should  be  strong 
enough  to  bear  the  maximum  force  with  safety.  For  ordinary  and  general  purposes  we  may  assume, 
as  a  very  safe  approximation,  that  it  exceeds  the  mean  of  the  whole  force  exerted  by  the  fraction 
3-1  Itlis.  Making  that  allowance,  we  shall  have,  as  the  practical  strain  of  a  horse  power,  550  lbs.  X 
ly^y  =  700  lbs.  raised  one  foot  per  second.     By  substitution  of  this  value  of  the  horse  power,  in  the  rule 

formerly  given,  it  wiU  become  —  X  H  =  the  stress  on  the  teeth  of  the  wheel  in  pounds. 

As  an  example,  let  a  steam-engine  of  12-horse  power  be  applied  to  drive  the  machinery  of  a  factory, 
and  let  it  be  required  to  find  the  strength  of  the  teeth  of  a  first  wheel  on  the  main  shaft,  which  will 
have  a  velocity  of  four  feet  a  second,  at  the  pitch  circle. 

Here  H  ^  12  and  «  =  4 ;  therefore  —  X  K  =  —r-  X  1 2  =  2100  lbs.,  the  pressure  at  the  pitch  cir- 
cle =  W  in  the  rule  for  the  thickness  of  teeth. 

Now  the  square  root  of  2100  is  45-826,  and  supposing  the  wheel  to  be  of  cast-ii-on,  then  we  have 
t  =  -025  ^W  =  -025  X  45-826  =  1-1456  inch, 
the  thickness  of  the  teeth  of  the  wheel;  consequently,  if  1-lOth  be  allowed  for  clearance,  the  j^itch  wil 
be  1-1456  X  2*1  =2-52  inches.    The  actual  pitch  would  therefore  be  made  from  2^  to  2|  inches. 

If  the  wheel  have  wooden  teetli,  then  the  rule  t  :^  038  ^  W  must  be  used,  which  gives  1-74  inch  as 
the  thickness  of  tooth,  and  3*66  inches  as  the  pitch ;  the  pitch  to  be  adopted  would  therefore  be  3| 
inches. 

When  cast-iron  and  wooden  teeth  work  together,  their  action  upon  each  other  tends,  in  consequence 
of  the  elasticity  of  the  wood,  to  maintain  a  more  uniform  distribution  of  the  strain,  and  being  at  first 
commonly  more  accurately  dressed,  to  prevent  abrasion  of  the  wood  by  tlie  iron,  they  work  with  much 
less  friction,  are  less  liable  to  shocks,  and  nearly  exempt  from  accident  by  hard  particles  coming  be- 
tween the  teeth. 

The  best  practice,  when  a  mortise  and  iron  wheel  are  to  work  together,  is  to  make  both  of  the  same 
pitch,  and  in  the  first  instance,  of  the  same  thickness  of  tooth — the  pitch  being  of  course  calculated  for 
the  wooden  wheel  by  the  rule  p  =  0785  \/ W,  which  allows  l-15th  for  clearance,  (and  with  good  work- 
manship this  is  amply  sufficient  in  cases  of  the  kind  proposed ;)  afterwards  to  dress  down  the  teeth  ot 
the  iron  wheel,  by  the  chipping  tool,  or  the  wheel-cutting  machine,  and  file,  to  the  exact  form  and  thick- 
ness, as  given  by  the  formula  t  =■  -025  ^  W  ;  that  is,  to  a  thickness  in  relation  to  the  thickness  of  the 
Ti'ooden  teeth,  which  slmll  have  the  ratio  of  25  to  38.     Both  of  the  wheels  will  then  be  of  tlie  same 
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strength,  and  from  their  superior  finish,  will  work  with  much  less  friction,  and,  consequently,  less  weai 
than  if  both  wheels  were  of  iron. 

If  m  be  the  number  of  revolutions  to  be  made  by  tlie  wheel  in  a  minute,  and  n  the  number  of  teeth 
to  be  cut  on  it,  and  W  the  pressure  upon  each  tooth  in  lbs.,  we  shall  have  the  following  values  of  the 
pitchy  in  inches  and  parts  of  an  inch,  agreeable  to  the  method  adopted  in  the  preceding  rules,  namely, 

,  /H  /i  1728  H) 

For  ciist-iron   »  =  12  v/  —  or  a  /  \ }=^P 

^  V'    mn        v'      {     m  n     ^ 

„     ^  /H  /^2197H) 

For  Brass    .   »  =  13a/  —  or  a/  ■>  t  =  P  ' 

^  \/   mn        V     (     mn     S 

For  hard  wood  p  =  14<v/ —  or  k  /  \ >  =p 

Conversely,  the  power  which  the  teeth  of  a  wheel  of  given  pitch  are  capable  of  transmitting  may  be 
readily  calculated  from  the  following  rules,  which  are  immediately  deduced  from  the  above : 


For  cast-iron  . 

H  =  '^o.'^ 

For  brass  .    .    . 

^_mnp*      mnp' 

13'           2197 

For  hard  wood   . 

„       mnp^      mnp^ 
H  =     ,  .f    or  — — rr- 

14'  2744 

Thus  supposing  the  pitch  p-=^Z  inches,  the  number  of  teeth  n  =  60,  and  the  number  of  revolutions 
n  which  the  wheel  is  designed  to  make  per  minute  =  50 ;  then  the  wheel  being  cast-iron,  the  power  H 
which  it  is  capable  of  transmitting  will  be 

60X50X8'  , 

H  =: --— =  47  horses  power  nearly. 

This  wheel  is  employed  to  transmit  45  horses'  power  at  the  given  velocity,  and  has  been  at  work  for 
several  years. 

Every  writer  on  the  teeth  of  wheels  has  thought  it  necessary  to  adduce  rules  for  finding  the  proper 
breadth  of  the  teeth.  As  respects  strength,  such  a  calculation  has  been  shown  to  be  in  a  manner  un- 
necessary beyond  merely  doubling  the  length,  which  is  immediately  deducible  from  the  pitch ;  and  as 
respects  durability  there  seems  to  be  no  theoretical  limit  to  the  breadth,  for  the  more  the  pressure  and 
rubbing  action  is  diffused,  the  less  rapidly  will  the  teeth  be  worn.  The  breadth  to  be  assigned  in  prac- 
tice must,  therefore,  be  always  a  quantity  to  be  determined  by  circumstances,  and  modified  by  the  par- 
ticular opinions  of  those  concerned ;  if  the  motion  be  particularly  uniform  and  free  of  vibration,  the 
breadth  may  be  extended  even  to  four  times  the  pitch  with  advantage ;  but  if  the  contrary  circum- 
stances obtain,  this  great  breadth  will  in  like  manner  have  a  contrary  effect,  the  teeth  becoming  fre- 
quently locked  together,  will  more  speedily  wear  out  of  shape  if  they  be  made  too  strong  to  twist  and 
break  one  another  out  at  the  ends.  When  the  shafting  is  light,  this  is  a  frequent  occurrence,  although 
the  reason  does  not  seem  to  be  always  understood ;  and  accordingly,  the  remark  is  not  uncommon,  that 
the  wheel  ought  on  account  of  its  great  breadth  to  have  been  more  than  sufficient  for  the  work.  How- 
ever contradictory  it  may  appear,  strength  in  this  sense  is  not  an  unfrequent  cause  of  weakness  and 
failure. 

Assuming  that  the  teeth  of  wheels  follow  the  same  law  of  strength  by  increase  of  breadth  as  in  thick- 
ness, and  referring  back  to  the  general  formula  for  the  strength  of  a  beam  of  given  dimensions,  we 
arrive  at  the  conclusion  that  the  breadth  b  and  the  length  I  are  in  the  relation  of  6  ^  |  Z ;  and  suppos- 
ing with  some  engineers  of  experience  that  a  breadth  of  6  inches  is  sufficient  for  a  power  equivalent  to 
9  horses,  when  the  pitch  line  moves  with  a  velocity  of  3  feet  per  second,  then  we  have  the  following 
rule :  Double  the  number  of  horses'  power  of  the  prime  mover,  and  divide  the  result  by  the  velocity  of 
the  pitch  circle  in  feet  per  second :  the  result  is  the  breadth  of  the  teeth  in  inches. 

Thus  the  power  transmitted  by  a  wheel  moving  at  5^  feet  velocity  per  second,  transmits  16  horses' 
power ;  the  breadth  of  the  wheel  will  therefore  be 

2X16       3-2       ,„„.,, 

=  —  =  5-82  mches  nearly. 

6i  5-5  ^ 

Again,  on  the  same  principle,  having  the  breadth  and  velocity  of  teeth  given,  multiply  the  velocity 
of  the  pitch  circle  in  feet  per  second  by  the  breadth  of  the  teeth  in  inches,  and  half  the  product  will  be 
the  number  of  horses'  power  which  the  wheel  is  capable  of  transmitting. 

Thus,  let  tJie  breadth  be  12  inches,  and  the  velocity  21  feet  per  second;  then  12  X  21  =  252,  half 
of  which  is  126,  the  number  of  horses'  power  required. 

It  is  easy  to  see,  however,  that  imless  the  breadth  be  a  function  of  the  pitch,  any  calculation  of  this 
kind  cannot  be  satisfactory ;  and  from  the  remarks  already  made,  there  cannot  exist  such  difficulty  in 
fixing  upon  the  proper  breadth  the  wheel  ought  to  have  for  the  particular  purpose  intended. 

The  following  table  may  be  useful  in  determining  the  relation  of  the  dimensions  of  the  teeth  of 

wheels  of  the  given  pitches,  and  the  power  which  they  are  capable  of  transmitting  safely  at  the  various 

2  »'  X  V 
speeds  named.    The  table  was  originally  constructed  from  the  formula  =  H,  and  has  since 

Deen  extensively  used. 
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Pitch. 

Thickness 
of  teeth. 

Length  of 
teeth. 

Least 

breadth  of 

teeth. 

Velocity  of  the  wheel  at  the  pitch  circle.                   j 

3  feet  per 
second. 

4  feet  per 
second. 

5  feet  per 
second. 

7  feet  per 
second. 

11  feet  per 
second. 

Inches- 
6 

H 

4 

3^ 
3 

a 

i 

1 

7 
5 

T 
! 

s 

1 
T 

Inches. 
2-9 
2-6 
1-9 
1-6 
1-4 
1-2 
0-95 
0-83 
0-71 
0-59 
0-53 
0-48 
0-41 
0-36 
0-33 
0-24 
0-18 
0-12 

Inchef. 

4-2 

3-85 

2-8 

2-45 

2-1 

1-75 

1-4 

1-225 

1-05 

0-876 

0-7875 

0-7 

0-6125 

0-626 

0-4375 

0-35 

0-2626 

0-175 

Inches. 

8-4 

7-7 

5-6 

4-9 

4-2 

3-5 

2-8 

2-45 

2-1 

1-75 

1-676 

1-4 

1-225 

1-05 

0-875 

0-7 

0-525 

0-35 

H.  p. 
43i 
36A 
19 
14? 
11 
71 

4 

li 

2 

11 

1 

7 

% 
F 

s 

3 

H.   P. 

57| 
48  f 
26- 
191 
141 
10 

6J 
5 

i| 
'». 
F 

I 
^. 

7?f 

H.  p. 
72 
601 
32 

H 
2 

n 
H 

T 

\ 

H.  p. 

lOOj 

84tV 
45 

25 

171 

11 

85 

6- 

4 

3 

2 

2- 

1 

1 

t 

H.  p. 

158f 
133J, 
70i 
54 
391 
271 
17l 

10 

6| 
61 

4| 

^' 

11 

Tff 

To  find  the  power  which  a  wheel  is  capable  of  transmitting  for  other  velocities  than  those  in  the 
(aljle : — For  6  feet  per  second,  double  the  result  given  for  3  feet ;  for  8  feet  double  the  result  at  4  feet, 
and  so  on ;  and  for  lower  velocities  than  those  given,  divide  the  tabular  number  by  the  ratio  which  they 
bear  to  those  enumerated.  Thus,  for  2^  feet  velocity,  take  half  the  result  at  5  feet,  and  so  of  other 
velocities. 

When  a  wheel  and  pinion,  which  diflfer  very  much  in  size,  work  together,  the  teeth  of  the  latter,  on 
account  of  their  unequal  thickness,  are  capable  of  sustaining  much  less  pressure  than  the  teeth  of  the 
wheel  -.  they  are  in  effect,  if  not  in  fact,  much  reduced  in  thickness ;  and,  in  applying  rules  to  the  cal- 
culation of  the  strength  of  wheels,  the  difference  of  size  of  the  pair  ought  not  to  be  overlooked,  unless, 
as  is  indeed  very  common  in  practice,  the  deficiency  of  strength  be  made  up  to  the  pinion  by  a  flange 
cast  on  one  or  both  sides  of  the  rim,  of  the  same  depth  as  the  teeth,  and  binding  these  together  like 
the  staves  of  a  trundle.     In  this  case  the  pinion  is  commonly  the  stronger  wheel  of  the  pair. 

In  the  construction  of  wheels,  the  problem  which  presents  itself  relative  to  the  shape  of  the  teeth  is 
this,  that  the  surfaces  of  mutual  contact  shall  be  so  formed  that  the  wheels  shall  be  made  to  turn  by 
the  intervention  of  the  teeth,  precisely  as  they  would  by  the  friction  of  their  circumferences. 
2023, 


Thus,  if  we  take  Fig.  2023  to  represent  two  teeth  of  a  pair  of  wheels  of  which  that  marked  A  is  tlie 
driver ;'  then  it  is  plain  that  the  faces  of  the  teeth  may  be  of  such  curvature  in  relation  to  each  other, 
that  as'  the  circle  A  revolves  and  carries  with  it  the  circle  B  by  their  mutual  contact  at  C,  the  teeth 
may  continually  touch  one  another  throughout  their  hnes  of  curvature,  continually  altering  their  rela- 
tive positions  and  their  point  of  contact  t,  as  the  primitive  circles  change  tlieir  point  of  contact ;  and 
this  being  true,  it  evidently  follows  that  the  two  circles  would  be  made  to  revolve  by  the  contact  of 
teeth,  whose  surfaces  are  thus  formec^  precisely  as  they  would  by  the  friction  of  their  circumferences 


GEERING. 


823 


at  the  point  c.  For  observing  the  action  of  the  circles  upon  each  other,  in  the  former  case  wc  find  a 
series  of  points  of  contact  passing  through  c,  and  bringing  about  a  corresponding  rotation  of  points  of 
contact  of  the  teeth  at  t ;  and  in  the  latter  case,  the  action  being  transferred  to  the  teeth,  the  sam* 
transposition  of  the  points  of  contact  at  t  is  followed  by  the  same  transposition  of  points,  as  formely, 
through  c. 

To  form  teeth  whose  surfaces  of  contact  shall  possess  the  property  here  assigned  to  the  curves  of 
the  teeth  m  m  and  n  n,  is  the  problem  to  be  solved ;  and  the  solution  is  dependent  on  the  following 

Fundamental  principle. — In  order  that  two  circles  A  and  B  may  be  made  to  revolve  by  the  contact 
of  the  surfaces  of  the  curves  m  m  and  n  «  of  their  teeth  precisely  as  they  would  by  the  friction  of  their 
circumferences,  it  is  necessary  and  sufficient  that  a  line  drawn  from  the  point  of  contact  t  of  the  teeth 
to  the  point  of  contact  c  of  the  circumferences,  (pitch  circles,)  should  in  every  position  of  the  point  t  be 
perpendicular  to  the  surfaces  of  contact  at  that  point ;  that  is,  in  the  language  of  mathematicians,  that 
the  straight  line  be  a  normal  to  both  the  curves  m  m  and  n  n. 

In  proceeding  to  establish  this  principle,  we  must  in  the  first  place  recur  to  a  proposition,  which  in 
effect  is  that  employed  by  the  mechanic  in  the  use  of  his  templets  for  drawing  in  the  curves  of  the 
teeth.  Thus  if  we  have  two  circles,  as  in  Fig.  2024,  described  about  A  and  B  as  fixed  axes,  and  these 
circles  be  free  to  revolve  by  their  mutual  contact  at  T ;  then  supposing  A  B  the  line  of  centres  divided 
as  usual  in  T,  in  the  inverse  ratio  of  the  angular  velocities  of  the  circles ;  if  the  circle  B  be  provided 
with  a  fine  tracing  point  fixed  into  its  circumference,  and  it  be  made  to  roll  upon  A,  the  point  will 
describe  the  curve  a  b.  Again,  if  the  curve  a  b  continued  to  c  be  cut  out  of  thin  plate  and  caused  to 
turn  round  the  centre  A,  and  the  pin  at  b  be  carried  by  an  arm  round  the  centre  B,  the  motion  commu- 
nicated by  the  pin  to  the  curve  will  fulfil  the  required  conditions.  For  at  the  beginning  of  the  motion 
let  T  e  be  the  position  of  the  curve,  then  the  pin  wiU  coincide  with  T ;  and  if  the  curve  move  into  any 
other  position  a  be,  driving  the  pin  to  b,  the  arc  T  a  will  be  equal  to  T  b,  and  the  path  described  by  the 
pin  in  its  motion  will  be  that  indicated  by  a  b.  But  the  arcs  T  a  and  T  b  are  also  those  described  by  the 
two  pitch  circles  respectively  in  moving  from  T  to  the  second  position,  and  since  these  equal  arcs  are 
described  in  the  same  unit  of  time,  the  angular  velocity  is  not  charged,  but  remains  constant  as  if  the 
motion  had  been  produced  by  the  rolling  contact  of  the  two  pitch  circles. 

2025. 


A  further  illustration  of  the  same  principle  is  afforded  by  Fig.  2025,  in  which  A  and  B  are  centres  of 
motion,  as  before,  and  T  the  point  of  contact  of  the  pitch  circles  of  the  wheels.  In  this  case,  let  the 
curve  abche  described  by  a  point  b  fixed  in  the  circumference  of  a  circle  T  6  B,  having  for  its  diameter 
the  radius  B  T  of  the  pitch  circle  of  the  wheel  B.  From  the  centre  B,  let  a  radial  line  B6  be  drawn, 
touching  b  and  meeting  the  pitch  circle  in  d.  Further,  let  motion  be  communicated  by  contact  from 
the  edge  abc  oi  the  curve  which  revolves  about  the  centre  A  to  the  radial  line  B 6 c?,  which  revolves 
about  B,  and  let  the  beginning  of  the  motion  be  reckoned  from  the  position  in  which  a  coincides  with  T, 
and  therefore  d  with  a ;  then  in  moving  to  any  other  position  of  contact,  the  arcs  simultaneously 
described  by  the  two  pitch  circles  will  be  T  a  and  T  d.  Now  T  B  6  is  an  angle  at  B,  the  circumference 
of  the  roUmg  circle,  and  T  B  c?  an  angle  at  the  same  point,  which  is  the  centre  of  the  pitch  cu-cle ;  there- 
fore T  b  measures  an  angle  double  oiTd.  Also  the  radius  T  6  is  half  that  of  T  d,  consequently  the  arc 
T6=Trf  =  Ta;  that  is,  the  arcs  of  the  pitch  circles  measured  from  the  beginning  of  motion  are  equal, 
and  therefore  the  angular  velocity  ratio,  as  before,  is  constant  and  the  same  as  would  be  obtained  by 
the  rolling  contact  of  the  pitch  circles.  ,  •     a        i 

To  exhibit  this  principle  in  another  point  of  view,  let  there  be  two  circles  having  then-  axes  in  A  and 
B,  and  their  point  of  contact  c  .as  shown  in  Fig.  2026  •  then  supposing  that  the  circle  B  is  made  to  ro^i 
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upon  the  circumference  of  A,  a  point  in  the  circumference  of  the  former  \vill  describe  a  curve  a  b ;  tha< 
they  are  applied  by  their  axes  to  a  third  plane  M  M,  into  which  their  axes  are  fixed,  and  which  haa 
also  an  axis  of  motion  coinciding  with  A ;  then  it  is  evident  if  the  plane  M  M  be  made  to  move  while 
the  circle  on  A  is  kept  at  rest,  the  circle  upon  B  will  be  made  to  revolve  upon  the  circumference  of  this 
last,  and  a  point  b  fixed  into  its  circumference  will  trace  out  a  curve  a  b  upon  the  plane  M  M,  precisely 
the  same  as  would  have  been  described  by  that  point,  if  the  latter  plane  had  remained  at  rest,  and  the 
centre  of  the  circle  B  had  been  set  free  from  its  axis,  and  been  made  to  roll  by  its  circumference  on  the 
circumference  of  A.  This  is  obvious,  and  it  is  also  obvious  that,  both  circles  being  fixed  by  their  axes 
to  the  plane  M  M,  and  the  circle  on  A  being  made  to  revolve  with  an  equal,  but  opposite  angular 
velocity  to  M  M,  and  which  communicates  its  angular  velocity  to  the  circles  A  and  B,  these  revolving 
meantime  in  respect  to  one  another,  and  by  the  mutual  contact  of  their  circumferences  precisely  as 
they  would  if  the  plane  M  M  were  at  rest,  then  the  circle  A  being  carried  round  by  its  own  proper 
motion  in  one  direction,  and  by  the  motion  common  to  it,  and  the  plane  M  M  with  the  same  angular 
velocity  in  the  opposite  direction,  will  in  point  of  fact  rest  in  space ;  and  at  the  same  time  the  circle  B 
having  no  motion  proper  to  itself  will  revolve  with  the  angular  velocity  of  the  plane  M  M,  and  all  the 
points  of  that  circle  will  have  angular  velocities  compounded  of  their  proper  velocities,  and  the  veloci- 
ties they  receive  in  common  with  the  plane  M  M ;  but  these  velocities  being  equal  and  opposite  at  the 
point  c,  will  there  neutralize  one  another.  Now  this  point  c  is  the  point  of  contact  of  the  two  circles ; 
so  that  while  B  revolves  about  A,  the  point  c  at  which  it  is  in  contact  with  the  latter  is  at  rest ;  yet 
this  quiescent  point  of  the  circle  B  is  continually  varying  its  position  on  the  circumferences  of  the  two 
circles,  so  that  the  circle  B  is  thus  made  to  roll  on  the  circle  A,  which,  in  consequence  of  its  own  proper 
motion  in  one  direction  being  neutrahzed  by  the  equal  and  opposite  motion  it  receives  from  the  plane 
M  M,  is  in  reality  at  rest. 

It  therefore  appears  that  by  communicating  a  certain  common  angular  velocity  to  both  the  circles  A 
and  B  about  the  centre  A,  the  former  is  made  to  roll  upon  the  latter  at  rest,  and  moreover  that  this 
common  angular  velocity  does  not  alter  the  form  of  the  curvs  a  b,  which  a  point  b  in  the  circumference 
of  B  describes  upon  the  plane  M,  that  is,  in  effect  upon  the  plane  of  the  circle  A ;  in  other  words,  that 
the  curve  traced  under  these  circumstances  is  the  same  whether  the  circles  revolve  about  fixed  centres 
by  their  mutual  contact,  or  whether  the  centre  of  one  circle  be  released  and  it  be  made  to  roll  upon  the 
circumference  of  the  other  at  rest.  And  this  shown  to  be  true,  the  principle  announced  becomes 
evident ;  for  if  B  roll  on  the  circumference  of  A,  it  is  evident  that  a  point  b  will  at  any  instant  be  de- 
scribing a  circle  about  their  point  of  contact  c,  and  this  being  true,  it  likewise  follows  that  the  point  b 
is  at  every  instant  of  the  revolution  describing  during  that  instant  an  exceedingly  small  circular  arc 
about  c,  and  therefore  is  6  c  always  perpendicular  to  the  curve  a  6  at  the  point  6 ;  in  other  words,  it  is 
always  a  normal  to  it. 

Now  retiu-ning  to  Fig.  2023,  let  P  be  a  point  exceedingly  near  to  t  in  the  curve  n  n,  which  is  fixed 
upon  the  circle  B ;  it  is  evident  from  what  has  been  shown,  that  as  that  point  passes  through  the  point 
of  contact  t  of  the  two  curves,  it  will  be  made  to  describe  on  the  plane  of  the  circle  A  an  exceedingly 
small  portion  of  the  curve  m  m.  But  the  curve  which  under  these  circumstances  it  describes,  has  been 
shown  to  be  always  perpendicular  to  the  line  t  c,  now  the  curve  m  m  being  perpendicular  to  that  line 
at  t,  the  point  of  contact  with  n  n,  that  curve  must  likewise  be  perpendicular  to  it  at  the  same  instant, 
and  consequently  we  have  tc;  a,  normal  to  both  curves  at  the  point  t.  This  is  the  characteristic  prop- 
erty of  the  two  curves  m  m  and  n  n  by  which  they  satisfy  the  condition  of  a  continual  contact  with  each 
other  at  the  same  time  that  the  circles  revolve  by  the  contact  of  their  circumferences  at  c  ;  and  con- 
versely, supposing  the  motion  to  be  induced  by  the  mutual  contact  of  the  curves,  they  will  communi- 
cate the  same  motion  to  the  circles,  as  these  would  receive  by  the  mutual  contact  of  their  circum- 
ferences. 

The  principle  here  announced,  exhibits  a  special  application  of  one  particular  property  of  that  curve 
known  to  mathematicians  as  the  epicycloid.  The  mode  of  generating  it  is  that  described,  and  that  upon 
which  a  mathematical  definition  of  it  is  founded.  Thus  generally  when  two  circles  are  in  contact  at 
their  circumferences,  and  the  one  is  made  to  roll  upon  the  other,  any  point  beyond  the  centre  in  the 
moving  circle  describes  during  its  revolution  the  particular  curve  named.  This  curve,  as  already  staged, 
may  be  traced  upon  an  immovable  plane,  against  which  a  point  in  the  moving  circle  is  made  to  bear. 
For  the  sake  of  distinctness  this  is  termed  the  generating  circle,  and  the  circle  upon  which  it  rolls  ia 
called  the  fundamental  circle,  and  the  portion  of  it  on  which  the  epicycloid  rests  is  called  the  base. 

The  definition  of  the  epicycloid  is  rendered  obvious  by  reference  to  Fig.  2026,  in  which  B  is  the  gen- 
erating circle,  and  A  the  fundamental  circle  of  the  epicycloidal  curve  a  b.  If  the  generating  circle,  in- 
stead of  roUing  on  the  outside,  roll  within  the  base  circle,  the  curve  is  usually  called  an  interior  epicy- 
cloid; that  generated  when  the  circle  rolls  on  the  convex  circumference,  being  termed  •for  distinction  an 
exterior  epicycloid. 

An  essential  condition  of  the  epicycloid  is  that  the  generating  circle,  in  revolving  from  its  first  posi- 
tion to  different  other  situations,  as  shown  in  Fig.  2026,  applies  successively  all  the  parts  of  its  circum- 
ference to  those  of  the  base ;  it  is  therefore  evident  that  the  base  of  the  complete  epicycloid  is  equal  to 
the  circumference  of  the  generating  circle,  and  each  portion  of  its  base  as  c  a  is  equal  to  the  corres 
ponding  part  c  6  of  the  generating  circle  by  the  rolling  of  which  it  is  traced.  Hence  we  have  a  method 
of  drawing  the  epicycloid  by  describing  a  series  of  circles  which  have  all  the  same  diameters  as  the 
generating  circle  B,  and  which  all  touch  the  base  A ;  then  making  the  lengths  of  the  arcs  c  b  taken  from 
the  points  of  contact  with  the  base  equal  to  the  arcs  c  a  of  the  base,  we  can  readily  determine  the 
points  of  the  curve,  and  consequently  tlie  curve  itself. 

The  epicycloid  may  be  described  by  the  compasses  in  the  following  manner.  Let  us  in  the  first  place 
take  the  exterior  curve. 

Having  divided  the  circumference  A  B  D,  Fig.  2027,  into  a  series  of  equal  parts  1,  2,  3 begin- 

iiing  from  the  point  A ;  set  off  in  the  same  manner,  upon  the  circle  Ax  Ay,  the  divisions  1',  2',  3', . . 
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equal  to  the  divisions  of  the  circumference  ABD.  Then,  as  the  circle  ABD  rolls  upon  the  circle  ka 
Ay,  the  points  1,  2,  3,  will  coincide  successively  with  the  points  1',  2',  3';  and,  drawing  radii  from  tha 
point  0  through  the  points  1',  2',  3',  and  also  describing  arcs  of  circles  from  the  centre  0,  through  tha 

points  1,  2,  3, they  will  intersect  each  other  successively  2027. 

at  the  points  cde, Take  now  the  distance  1  to  c,  and 

set  it  off  on  the  same  arc  from  the  point  of  intersection  of  the 
radius  AC  to  t;  in  like  manner,  set  off  the  distance  2  to  d, 
from  b  to  u,  and  the  distance  3  to  e  from  a  to  v,  and  so  on. 
Then  the  points  Atuv, .  .  .  will  be  so  many  points  in  the 
epicycloid ;  and  their  frequency  may  be  increased  at  pleas- 
ure by  shortening  the  cHvisions  of  the  circular  arcs.  Thus  the 
form  of  the  curve  may  be  determined  to  any  amount  of  accu- 
racy, and  completed  by  tracing  a  line  tlirough  the  points 
found. 

As  the  distances  1  to  c,  . . . .  which  are  near  the  commence- 
ment of  the  curve,  must  be  very  short,  it  may,  in  some  in- 
stances, be  more  convenient  to  set  off  the  whole  distance  t  to 
1  from  c  to  t',  and  in  the  same  way  the  distance  6  to  2  from 
d  to  u\  and  so  on.  In  this  manner  the  form  of  the  curve  is 
the  more  likely  to  be  accurately  defined. 

A  second  method  of  finding  the  points  in  the  curve  is,  in 
the  first  place,  to  find  the  positions  m  n,  of  the  centre  of  the 
rolling  circle  corresponding  to  the  points  of  contact  1',  2',  3', 
ifec,  which  may  be  readily  done  by  producing  the  radii  from 
the  centre  0,  to  cut  the  circle  E  F.  From  these  centres  de- 
scribe arcs  of  a  circle  with  the  radius  of  C  A,  cutting  the  cor- 
responding arcs  described  from  the  centre  0,  and  passing 
through  the  points  tuv,  as  before. 

Two  distinct  portions  of  the  curves  are  represented  in  combination  so  as  to  form  the  faces  of  a  tooth 
of  a  wheel  of  which  the  primitive  circumference  is  A  a;  A  y. 

When  the  moving  circle  A  B  D  is  made  to  roll  on  the  interior  of  the  circumference  Kx Ky,  as  shown 
in  the  under  part  of  Fig.  202*7,  the  curve  described  by  the  point  A  is  called  an  interior  epicycloid.  It 
may  be  constructed  in  the  same  way  as  in  the  preceding  case.  The  first  operation  is  to  divide  the  two 
circles  into  equal  parts,  at  the  points  1,  2,  3,  and  1',  2',  3',  <fec.  Draw  radii  from  the  points  1',  2',  3', 
(fee,  to  the  centre  0,  and  also  arcs  of  circles  through  the  points  1,  2,  3,  <fec.,  from  the  same  centre  0, 
meeting  the  corresponding  radii  at  the  points  cde.  Then  by  transferring  the  distances  c  to  2,  J  to  3, 
to  the  axis  A  D,  as  in  the  other  case,  we  find  a  series  of  points  tuv,  which  may  be  increased  in  number 
to  any  extent,  and  are  points  in  the  curve,  through  which,  if  a  line  be  traced,  the  epicycloid  will  be 
formed. 

To  determine  the  relation  of  the  epicycloid  and  hypocycloid  in 
connection  with  the  form  of  the  teeth  of  wheels,  let  mp  and  jo  n.  Fig. 
2028,  be  respectively  portions  of  these  curves,  having  the  same  gener- 
ating circle  c  Vp  and  having  for  their  bases  the  pitch  circles  c  D  c 
and  c  E  c  of  two  wheels.  If  the  faces  of  the  teeth  upon  the  cir- 
cumferences of  these  wheels  coincide  with  these  curves,  it  may  be 
shown  that  they  will  work  truly  together ;  for  let  them  be  in  con- 
tact at  p,  and  let  their  common  generating  circle  be  in  contact 
with  both  pitch  circles  at  c,  then  will  its  circumference  manifestly 
pass  through  the  point  of  contact  of  the  two  teeth :  and  if  it  were 
made  to  roll  through  an  exceedingly  small  angle  upon  the  point  c, 
rolling  there  upon  the  circumferences  of  botli  circles,  its  generating 
point  would  traverse  exceedingly  small  portions  of  both  curves. 
But  since  a  given  point  in  the  circumference  of  the  generating  cir- 
cle is  thus  at  the  same  instant  in  the  perimeters  of  both  the  curves, 
that  point  must  of  necessity  be  the  point  p  of  the  curves ;  and 
since  moreover  the  generating  circle  rolls  upon  the  point  of  con- 
tact c,  its  generating  point  traverses  a  small  portion  of  the  perim- 
eter of  each  of  the  curves  at  p,  it  follows  that  the  line  cjo  is  a 
normal  to  both  cuives  at  that  point;  for  whilst  the  generating 
circle  cPp  is  rolling  through  an  exceedingly  small  angle  upon  c 
the  point  p,  it  is  describing  a  circle  whose  radius  is  cp.  If  the 
teeth  of  a  pair  of  wheels  have  tlieir  edges  formed  to  these  curves,  they  will  therefore  satisfy  the  condi- 
tion that  the  line  cp,  drawn  from  the  point  of  contact  of  the  two  pitch  circles  to  any  point  of  contact  ol 
the  teeth,  is  a  normal  to  the  surfaces  of  both  at  that  point,  and  this  condition  has  been  shown  to  be 
necessary  and  sufficient  to  the  correct  working  of  the  teeth. 

From  this  then  it  appears  that  if  an  epicycloid  be  described  on  the  plane  of  one  of  the  wheels  with 
any  generating  circle,  and  with  the  pitch  circle  of  that  wheel  for  its  base ;  and  if  a  hypocycloid  be  de- 
scribed on  the  plane  of  the  other  wheel  with  the  pitch  circle  of  that  wheel  as  its  base,  and  if  the  acting 
surfaces  of  the  teeth  on  the  two  wheels  be  cut  so  as  to  coincide  with  these  curves,  they  will  be  driven 
by  the  intervention  of  these  teeth  in  the  same  manner  as  they  would  by  simple  contact  of  their  pitch 
circles. 

It  might  be  shown  in  exactly  the  same  manner  that  the  curves  mp  and  np  may  be  generated  by  the 
rolling  of  any  other  curve  than  a  circle  upon  the  pitch  circles  of  the  wheels ;  they  would  still  possest 
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this  property,  that  a  line  drawn  from  any  point  of  their  contact  to  the  point  of  contact  of  the  pitck 
circles  is  a  normal  to  both,  which,  as  already  shown,  is  the  one  necessary  and  suflBcient  conditioa 
Further,  it  can  be  shown  that  a  tooth  of  any  form  whatever  being  cut  upon  a  wheel,  it  is  possible  to 
find  a  curve  which,  rolhng  upon  the  pitch  circle  of  that  wheel,  shall,  by  a  certain  generating  point, 
traverse  the  edge  of  the  given  tooth ;  and  the  curve  thus  found  being  made  to  roll  on  the  circumferenc* 
of  a  second  wheel,  will  trace  out  the  form  of  tooth  which  will  work  truly  with  the  first. 


2029 


Let  aMb,  Fig.  2029,  be  any  curve  whatever  intended  to 
form  the  condition  of  the  acting  surfaces  of  teeth  of  the 
wheel,  and  let  c  M  be  the  pitch  of  the  wheel ;  take  cm  = 
c  M,  it  is  required  to  find  the  curve  which  passes  through  the 
point  m,  and  which  being  continually  in  contact  with  the 
curve  a  M  6  will  be  impelled  by  the  latter  according  to  the 
required  condition.  Now,  as  the  common  normal  must  al- 
ways pass  through  the  point  c,  if  we  draw  the  perpendic- 
ular ct  to  the  curve  aMb,  which  may  be  done  by  describ- 
ing an  arc  of  a  circle  from  the  point  c  as  a  centre,  with  a 
radius  such  that  that  arc  will  cut  the  curve  a  M  6  in  two 
points  infinitely  near  and  joining  the  point  c  to  the  middle 
of  the  distance  of  these  two  points,  the  point  t  will  be  the 
point  of  contact  of  the  two  curves.  Supposing  now  that 
we  divide  the  pitch  c  M  and  c  m  into  the  same  number  of 
equal  parts  at  the  points  1,  2  and  1'  2',  when  these  points 
arrive  successively  in  contact  in  the  course  of  the  revolution 
of  the  two  circles,  they  will  coincide  with  the  point  c ;  and 
the  normal  to  the  curve  a  M  i,  passing  through  the  point  1, 
will  also  be  the  normal  to  the  curve  sought,  and  will  pass 
through  its  point  of  contact  with  a  M  b.  If,  then,  from  the 
point  1'  as  a  centre,  with  a  radius  equal  to  a  normal  to  the 
curve  a  M  6,  we  describe  an  arc  of  a  circle,  it  will  be  a  tan- 
gent to  the  curve  sought.  And  doing  the  same  with  the  other  points  of  division,  we  find  a  number 
of  points  through  which,  if  a  curve  be  traced  tangential  to  the  small  arcs  described,  it  will  fulfil  the 
conditions  of  the  problem,  with  more  or  less  accuracy,  according  as  the  points  taken  have  been  more 
or  less  numerous. 

From  this  it  therefore  appears  that,  having  the  curve  given  of  the  teeth  of  one  wheel,  the  curve  to 
which  the  teeth  of  the  second  wheel  ought  to  be  formed  may  be  readily  found ;  which  is  the  problem 
in  its  most  general  form,  and  may  be  stated  summarily  thus :  Given  the  form  of  the  teeth  of  one  wheel, 
to  find  out  the  form  of  those  of  another  that  may  work  with  it  correctly.  Sohttion  :  Describe  the  pitch 
circles  of  the  required  wheels,  and  find  the  curve  whicli,  revolving  upon  the  one,  will  describe  the  given 
tooth ;  make  the  same  curve  revolve  within  the  other,  and  with  the  same  describing  point  it  will  gen- 
erate the  tooth  required.  ^^^ 
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It  is  however  to  be  observed,  that  these  curves,  to  be  applicable  in  practice,  imply  the  condition  that 
the  curvature  of  the  concavity  of  one  tooth  should  be  greater  than  the  convexity  of  the  other,  or  else 
that  both  should  be  convex.  The  practical  solution  may  be  conducted  in  the  following  simple  manner : 
Let  A  and  B,  Fig.  2030,  be  two  boards,  whose  edges  are  formed  into  arcs  of  the  given  pitch  circles. 
Attach  to  one  of  them  the  shape  of  the  proposed  tooth  C,  and  to  the  other  a  piece  of  strong  paper  D, 
the  tooth  being  slightly  raised  to  allow  the  paper  to  pass  under  it.  Keep  the  circular  edges  of  the 
board  in  contact,  and  make  them  roll  together.  Draw  upon  D  a  number  of  successive  positions  of  the 
outline  of  the  edge  of  C,  which,  touching  one  another  in  a  corresponding  number  of  points,  a  curve/e, 
passing  through  these  points,  will  be  the  corresponding  tooth  required  for  B.  For  it  is  obvious,  from  the 
method  it  is  obtained,  that  if  the  tooth  be  cut  out,  and  be  made  to  work  upon  C,  it  will  touch  that  tooth 
in  every  position ;  and  therefore  the  contact  of  these  curves  will  exactly  fulfil  the  required  condition, 
by  replacing  the  rolUng  action  of  the  two  pitch  circles. 

To  illustrate  the  preceding  process  more  particularly,  by  means  of  Fig.  2031,  let  o  be  the  centre  of' 
the  piece  B,  supposed  to  be  fixed ;  and  suppose  the  piece  A  rolling  upon  it  over  the  arc  c  c'  of  suflScient 
extent  to  include  the  extreme  positions  of  the  acting  surfaces.    ITien  c  and  c',  being  the  extreme  pointa 
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of  contact  of  the  pieces,  draw  the  radii  oc,o  c',  and  from  the  centre  o,  with  a  convenient  radius,  draw 
an  arc  d  e,  meeting  o  c  and  o  c',  produced  at  d  and  e ;  divide  this  arc  into  a  number  of  equal  parts,  cor- 
responding to  the  number  of  positions  of  the  tooth  C  intended  to  be  taken ;  the  radii  drawn  to  the  points 
of  division  will  give  corresponding  points  of  contact  at  the  circumference  of  the  piece  B,  from  which  the 
relative  positions  of  the  tooth  C  may  be  severally  described.  In  Fig.  2039,  the  extreme  positions  of  the 
piece  A  and  the  tooth  C  are  indicated  by  dot  lines,  though,  with  the  exception  of  two  other  positions  ol 
the  tooth,  the  rest  is  omitted  to  prevent  confusion.  A  curve  n  n,  being  traced  so  as  to  touch,  in  succes- 
sion, the  different  positions  of  the  tooth  C,  will  indicate  the  form  of  tootli  required  for  the  piece  B,  so  as 
to  geer  with  the  piece  A. 

It  is,  however,  true,  that  many  forms  of  C  may  be  tried  wliich  will  prove  impracticable ;  for  some  of 
the  successive  portions  of  its  edge  may  come  up  and  interfere  with  parts  of  a  b,  previously  drawn ; 
thereby  showing,  that  although  it  may  be  geometrically  possible  to  assign  a  form  of  a  b,  which  shall 
work  with  any  given  form  of  0,  it  by  no  means  follows  that  tliis  is  practically  true ;  and,  indeed,  it  does 
not  appear  that  any  new  forms  of  curves  deduced  from  this  general  principle  are  likely  to  adapt  them- 
selves in  practice  so  well  as  those  commonly  adopted. 

There  is  also  one  curva  highly  applicable  in  practice,  the  importance  of  which  requires  that  it  be 
noticed  as  a  separate  principle,  which  may  be  thus  stated : 

The  teeth  of  two  wheels  will  also  work  truly  together,  if  their  acting  surfaces  coincide  with  curves 
traced  out  by  the  extremity  of  a  flexible  line,  unwinding  from  the  circuftfereuce  of  a  circle,  and  called 
the  involute  of  that  circle,  provided  the  circles,  of  which  the  bounding  curves  of  the  teeth  are  respect- 
ively portions,  be  concentric  with  the  pitch  circles  of  the  wheels,  and  have  their  radii  in  the  same  ratio 
as  the  pitch  circles. 

Thus,  let  there  be  two  centres  of  rotation,  A  and  B, 
Fig.  2040,  of  which  A  T  and  B  T  are  the  primitive  radii ; 
through  the  point  T  draw  any  straight  line  D  E ;  through 
the  points  A  and  B  draw  the  perpendiculars  A  D  and  B  E, 
and  describe  circles  from  the  points  A  and  B  as  centres, 
with  these  lines  as  radii.  Again,  let  K  T  H  be  the  invo- 
lute of  a  portion  of  the  circle  A  D,  traced  by  the  (flexible) 
line  D  T,  and  this  hne  is  manifestly  a  normal  to  that  curve 
at  T ;  this  point  will  also  be  tliat  at  which  the  second 
curve,  traced  by  E  T,  the  hne  touches  tlie  first.  But  sup- 
pose the  circle  A  D  to  turn  on  its  centre,  and  taking  with 
it  the  curve  K  T  H,  the  line  D  E  will  be  a  constant  normal 
to  that  curve,  in  all  its  positions ;  and  consequently  also  / 
to  the  conducting  curve  in  all  its  positions,  and  at  the  / 
aame  point.  Now  this  property  of  a  curve,  of  having  its  ' 
normal  tangential  to  a  cu-cle,  belongs  only  to  the  involute 
of  that  circle  ;  the  conducted  curve  must  therefore  be  the 
involute  of  the  circle  B  E. 

As  an  illustration  of  this  principle,  let  D  E  be  conceived 
to  represent  a  band  passing  round  the  two  circles  drawn 
with  the  radii  D  E  and  A  D ;  the  wheels  will  evidently  be 
driven  by  this  band  precisely  as  they  would  by  the  con- 
tact of  their  pitch  circles,  since  the  radii  of  the  involute 
circles  have  the  same  ratio  as  the  radii  of  the  pitch  circles. 

Let  it  also  be  supposed,  that  the  projected  circles  carry 
round  with  them  their  planes  as  they  revolve,  and  that 
a  tracing  point  is  fixed  at  any  point  T  of  the  band ;  it 
will  trace  at  the  same  instant  the  two  curves,  and  upon  both  planes,  as  they  revolve  beneath  it ;  it  is 
then  obvious  that  these  curves,  being  traced  by  the  same  point,  must  be  in  contact  in  all  positions  of 
the  circles  when  driven  by  the  band,  and  therefore  when  driven  by  their  mutual  contact.  The  wheels 
would  therefore  be  driven  by  the  contact  of  teeth  of  the  forms  of  the  curves  thus  traced  by  the  point  T 
of  the  band,  precisely  as  they  would  by  the  contact  of  their  pitch  circles ;  and  it  is  easy  to  see  that  the 
curves  H  T  K  and  F  T  G,  so  described,  are  involutes  of  the  circles  drawn  with  the  radii  A  D  and  B  E, 
from  the  given  centres. 

A  particular  property  of  teeth  formed  according  to  the  principle  here  pointed  out,  is  that  they  trans- 
mit the  pressure  without  altering  its  intensity — this  being  the  same  when  we  suppose  the  force  con- 
stantly applied  at  the  pitch  circles,  but  not  at  the  points  of  contact  of  the  teeth.  In  epicycloidal  teeth 
the  normal  to  the  curves  is  variable,  as  may  be  seen  from  Fig.  2029.  Thus  the  pressure  at  the  pitch 
circles  being  constant,  may  be  expressed  by  A  c,  while  that  upon  the  points  of  contact  of  the  teeth  will 
be  expressed  by  A  t,  which  manifestly  varies  with  the  direction  of  the  normal  c  t,  and  consequently 
with  the  position  of  the  points  of  contact  of  the  teeth.  Such  variation  does  not  occur  when  the  teeth 
are  of  the  involute  form ;  for  then  the  relation  of  A  D  to  B  E,  Fig.  2040,  is  invariable,  since  the  constant 
line  D  E  is  always  normal  to  the  curves  in  contact ;  and  hence  it  is  obvious  that  the  pressure  transmit- 
ted from  the  one  circle  to  the  other  at  D  and  E  has  always  the  same  value. 

An  advantage  of  this  form  of  teeth  is,  that  if  the  distance  of  the  centres  A  and  B  be  altered,  but  so 
that  the  involutes  still  remain  in  contact,  the  velocity  of  the  pitch  circles  of  the  wheels  will  not  be 
affected,  and  therefore  the  angular  motion  of  the  curves  in  contact  will  remain  unaltered.  This  is  a 
property  which  distinguishes  the  involute  from  the  other  curves  that  have  been  given,  and  is  of  some 
practical  importance ;  for,  in  a  pair  of  wheels  of  which  the  teeth  are  of  that  form,  it  is  not  only  unne- 
cessary to  fix  the  centres  at  a  precise  distance,  but  a  derangement  of  the  centres,  from  wearing  of  the 
journals  and  brasses,  or  settlement  of  the  framework,  does  not  impair  the  action  of  the  teeth. 
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It  may  also  be  observed,  that  for  every  pair  of  pitch  circles  an  infinite  number  of  pairs  of  involutes 
may  be  assigned  that  will  answer  the  required  conditions ;  for  the  inclination  of  E  T  D  to  the  line  ol 
centres  is  manifestly  arbitrary,  and  every  change  of  inclination  mani-  204i_ 

festly  produces  a  new  pair  of  base-circles,  and  of  involutes  to  these 
circles. 

Of  epicycloidal  teeth. — The  simplest  illustration  of  the  action  of  epi- 
cycloidal  teeth,  is  when  they  are  employed  to  drive  a  trundle,  as  rep- 
resented in  Fig.  2041.  In  the  first  place,  let  it  be  assumed,  that  the 
staves  of  the  trundle  have  no  sensible  thickness  ;  that  the  distance  of 
their  centres  apart,  that  is,  their  pitch,  and  also  their  distance  from  the 
centre  of  the  trundle,  that  is,  their  pitch  circle,  are  known.  The  pitch 
circles  of  the  trundle  and  wheel  being  then  drawn  from  their  respec-  irw 
tive  centres  B  and  A,  set  off  the  pitches  upon  these  circumferences, 
corresponding  to  the  number  of  teeth  in  the  wheel  and  number  of 
staves  in  the  trundle ;  let  five  pins,  a  be,  <fec.,  be  fixed  into  the  pitch 
circle  of  the  trundle  to  represent  the  staves,  and  let  a  series  of  epicy- 
cloidal arcs  be  traced  with  a  describing  circle,  equal  in  diameter  to 
the  radius  of  the  pitch  circle  of  the  trundle,  and  meeting  in  the  points 
klmn,  (fee,  alternately  from  right  and  left.  If  new  motion  be  given  to 
the  wheel  in  the  direction  of  the  arrow,  then  the  curved  face  m  r  will 
press  against  the  pin  b,  and  move  it  in  the  same  direction ;  but  as  the 
motion  continues,  the  pin  will  slide  upwards  till  it  reaches  m,  when  \  \  i .'  / 

the  tooth  and  pin  will  quite  contact.     Before  this  happens,  the  next  \'\v/ 

pin  a  will  have  come  into  contact  with  the  face  a  /  of  the  next  tooth,  *!•' 

which  repeating  the  same  action  will  bring  the  succeeding  pair  into  Ji, 

contact ;  and  so  on  continually. 

We  have  here  assumed  the  pins  to  represent  the  staves  of  the  trundle  and  to  be  without  sensible 
thickness,  which  is  not  true  in  practice.  To  allow,  therefore,  of  the  required  thickness  of  staves,  it  is 
manifestly  necessary  and  sufficient  to  diminish  the  size  of  the  teeth  of  the  wheel,  by  a  quantity  equal 
to  the  radius  of  the  staves,  sometimes  increased  by  a  certain  fraction  of  the  pitch  for  clearance,  in  this 
case  termed  backlash.  This  may  readily  be  done  by  drawing  within  the  primary  epicycloids  at  the 
required  distance,  another  series  of  curves  parallel  to  these.  For  example,  let  it  be  required  to  draw 
the  proper  tooth  to  impel  a  stave  of  the  radius  b  t ;  with  that  radius  plus  the  requisite  amount  of  clear- 
ance in  the  compasses,  draw  a  series  of  small  arcs  from  and  within  the  original  curve,  then  a  curve 
touching  all  the  arcs  so  drawn  will  be  the  epicycloid  required ;  this  curve  acting  upon  the  stave  will 
fulfil  the  condition  stated,  for  being  symmetrical  with  the  first,  which  passes  through  the  axis  of  the 
stave,  it  will  act  similarly  at  its  circumference. 

In  practice,  a  portion  must  be  cut  from  the  points  of  the  teeth,  and  also  a  space  must  be  cut  out 
within  the  pitch  circle  of  the  driver,  to  allow  the  staves  to  pass ;  but  as  the  sides  of  these  parts  never 
come  into  contact  with  the  staves,  no  particular  form  is  requisite ;  the  condition  to  be  attended  to  is 
simply  to  allow  of  sufficient  space  for  the  staves  to  pass  without  contact. 

We  have  here  supposed  the  wheel  to  be  the  driver,  and  this  being  the  case  it  is  evident  that  the 
staves  being  indefinitely  small,  the  contact  of  the  tooth  will  begin  at  the  instant  its  base  reaches  the 
line  of  centres  at  a ;  and  during  the  action  of  the  tooth  the  point  of  contact  will  gradually  slide  upwards, 
remaining  always  in  the  pitch  circle  of  the  trundle,  at  the  same  time  it  recedes  from  the  line  of  centres, 
until  the  contact  is  finally  terminated  at  the  point  of  the  tooth.  If  the  trundle  be  made  the  driver,  the 
pitch  lines  of  the  pair  will  still  move  with  the  same  uniform  angular  velocity ;  but  the  reverse  of  the 
preceding  action  will  take  place,  for  in  that  case  the  cont  ict  would  commence  at  the  top  of  the  teeth 
and  cease  at  their  base ;  it  would  moreover  commence  before  the  line  of  centres,  and  terminate  when 
it  had  reached  the  point  of  intersection  of  that  line.  Now  the  friction  which  takes  place  between  teeth 
whose  point  of  contact  is  approaching  the  line  of  centres,  is  of  a  much  more  injurious  character  than  that 
which  happens  while  the  points  of  contact  are  receding  from  it.  Not  only  does  it  cause  much  more 
friction  and  vibration,  in  consequence  of  the  inequalities  of  the  surfaces  in  contact — and  the  surfaces 
even  of  the  most  highly-polished  bodies  have  some  inequalities,  which,  when  pressed  together,  interlace 
— but  the  teeth  at  the  same  time  tend  to  force  the  axes  of  the  wheels  outwards,  and  very  speedily 
induces  injurious  effects  upon  the  journals,  and  also  upon  the  planes  of  the  teeth.  Wlien  the  action 
is  receding  from  the  line  of  centres  the  friction  is  less  intense,  and  its  effects  less  injurious ;  it  tends  to 
draw  the  axes  together,  and  induces  much  less  vibratory  action  of  the  geering. 

For  these  reasons  it  is  studied  in  practice  to  avoid  as  much  as  possible  tbe  kind  of  contact  which 
takes  place  before  the  line  of  centres,  by  making  the  wheel  the  driver  and  the  trundle  the  follower, 
rhe  diameter  of  the  staves  is  also  commonly  made  equal  to  that  of  the  teeth,  with  an  allowance  of  a 
teeth  of  the  pitch  for  clearance ;  the  radius  is  therefore  rather  less  than  a  quarter  of  the  pitch,  conse- 
quently the  contact  will  begin,  the  wheel  being  the  driver,  when  the  centre  of  the  stave  reaches  the  line 
of  centres,  and  therefore  at  a  distance  before  that  fine  equal  to  the  radius  of  the  stave,  or  rather  less 
than  a  quarter  of  the  pitch. 

It  is  also  evident  that  since  one  tooth  must  not  quit  contact  before  the  succeeding  tooth  is  engaged, 
that  when  the  point  a  has  reached  the  line  of  centres  the  tooth  T  must  not  have  quitted  contact  with 
the  stave  6,  and  the  point  at  which  contact  ceases  must  therefore  be  at  an  angular  distance  from  tho 
line  of  centres  equal  at  least  to  half  the  distance  a  r,  that  is,  to  half  the  pitch.  In  a  pair  of  this  kind, 
the  action  which  takes  place  before  the  line  of  centres  is  less  than  a  half  of  that  which  takes  place  after 
passing  it. 

The  action  of  a  wheel  and  trundle  being  understood,  it  is  easy  to  comprehend  that  of  the  teeth  of  a 
pair  of  wheels  of  the  ordinary  construction.    Let  A  and  B  of  Fig.  2042  be  respectively  tlie  centres  of  a 
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wheel  and  pinion  of  whicu  the  teeth  are  intended  to  be  of  the  epicycloidal  form,  and  A  c  and  B  c  their 

primitive  radii.    To  hiy  oflF  the  teeth  of  this  pair,  having  determined  the  pitch  and  number  of  teeth  m 

the  wlieel  and  pinion,  let  the  pitch  lines  be  divided  ama 

into  as  many  equal  parts,  setting  out  from  the  point 

of  contact  c,  as  there  are  teeth  in  them  respectively. 

Let  the  thickness  of  the  teeth  be  next  set  off,  taking 

c  a  for  the  thickness  of  a  tooth  of  the  wheel,  and  c  b 

for  that  of  a  tooth  of  the  pinion.     Upon  the  radii  A  c 

and  B  c  as  diameters,  describe  two  circles,  having  also 

their  point  of  contact  at  c  and  their  centres  X  and  Y. 

Now  let  the  circle  Y  be  made  to  roll  upon  the  pitch 

Une  of  the  wheel,  and  a  point  io  its  circumference  at 

c  will  describe  the  epicycloidal  arc  c  m,  and  this  curve 

determines  the  form  of  the  point  of  the  tooth  of  the 

wheel.    In  the  same  way  describe  the  epicycloidal  arc 

c  n  by  making  the  circle  X  to  roll  upon  the  pitch  circle 

of  the  pinion,  and  this  curve  will  determine  the  form 

of  the  part  of  the  tooth  of  the  pinion  beyond  the  pitch 

line. 

Again,  the  teeth  must  have  the  same  form  on  both 
sides ;  in  other  words,  they  must  be  symmetrical  in 
reference  to  the  radius  which  passes  through  the  mid- 
dle of  their  thickness,  in  order  that  the  wheel  and 
pinion  may  be  turned  in  either  direction.  If,  then, 
through  a  point  equidistant  from  c  and  a  and  from  the 
centre  A  of  the  wheel,  a  right  line  be  drawn  as  the 
axis  of  the  tooth,  it  limits  at  m  the  outline  of  the  tooth ; 
to  complete  the  form  of  the  addendum,  it  therefore 
only  remams  to  describe  the  opposite  epicycloidal  arc 
a m  equal  io  cm.  A  similar  process  completes  the 
form  of  the  addendum  of  the  pinion. 

The  curve  cm  oi  the  tooth  of  the  wheel  is  constant- 
ly in  contact  with  ths  radius  Be,  and  its  point  of 

contact  is  at  the  same  time  situated  in  the  circumference  of  the  circle  X ;  the  contact  will  therefor« 
cease  when  the  extremity  m  of  the  tooth  becomes  the  point  of  contact ;  and  this  occurs  when  the  point 
m  has  arrived  at  the  circumference  of  Y.  If,  then,  an  arc  of  a  circle  be  described  from  the  centre  A 
with  the  radius  A  m,  its  point  f  of  intersection  with  the  circumference  of  Y  is  that  at  which  the  tooth 
ought  to  cease  to  act,  to  secure  uniformity  of  motion,  and  at  the  same  instant  that  another  new  tooth 
advances  into  geer.  The  determination  of  the  point /limits  also  the  useful  length  of  the  flank;  for  if 
from  B  as  a  centre,  with  radius  B/  an  arc  be  described,  the  part  c  s  of  the  radius  c  B  is  that  which  is  in 
contact  with  the  tooth  till  it  arrives  at  the  position  B/;  and  consequently  this  is  the  useful  length  of 
the  flank  of  the  pinion. 

Reasoning  in  the  same  manner  with  respect  to  the  teeth  of  the  wheel,  it  may  be  determined,  that  the 
useful  length  of  the  flank  of  the  tooth  ca  is  the  portion  c(/. 

We  have  yet  to  find  the  form  of  the  portions  of  the  teeth  within  their  respective  pitch  circles,  or 
more  properly  of  the  spaces  between  them.  The  first  condition  which  presents  itself  is  manifestly  that 
the  spaces  ought  to  be  sufficiently  large  to  allow  the  projecting  portions  of  the  teeth  of  the  opposite 
wheel  to  enter  freely  between  them.  To  resolve  this  problem  in  its  most  general  form,  it  is  necessary 
to  find  the  curve  described  by  the  point  m  upon  the  movable  plane  of  the  circle  of  B,  the  pinion  being 
driven  by  the  wheel  A.  For  practical  purposes  this  is  not  reckoned  a  matter  of  much  importance ;  it 
is  usually  considered  enough  that  suflncient  space  for  play  be  allowed  whilst  the  tooth  remains  strong 
enough  for  its  work.  As  every  tooth  moves  between  two  flanks,  and  touches  only  one  of  them,  the 
space  may  be  bounded  literally  by  radial  lines  prolonged  towards  the  centre  of  the  wheel.  The  bottom 
of  the  space  being  sufficiently  removed  from  the  pitch  circumference  to  allow  the  tops  of  the  teeth  of 
the  pinion  to  pass  round  without  touching  them,  may  be  described  by  arcs  of  a  circle  drawn  from  the 
centre. 

By  this  arrangement,  then,  the  flanks  of  the  teeth  of  both  wheels  of  the  pair,  that  is,  the  portions  of 
the  teeth  which  lie  within  the  respective  pitch  circles,  are  radial  lines  drawn  from  the  centres  to  the 
pitch  circles,  and  the  faces  of  the  teeth,  or  those  portions  which  lie  without  the  pitch  circles,  are  arcs  of 
epicycloids  traced  in  each  wheel  with  a  describing  circle  equal  in  diameter  to  the  pitch  radius  of  the 
otlier  wheel.  Accordingly  each  flank  and  face  will  act  in  contact  to  produce  a  constant  angular  velocity 
ratio  of  the  pitch  circles  of  the  pair,  and  the  action  of  each  pair  of  teeth  will  be  confined  to  its  own  side 
of  the  line  of  centres. 

In  practice,  and  especially  when  the  teeth  of  the  wheels  are  small,  it  is  not  usually  considered 
necessary  to  apply  strictly  the  form  of  the  epicycloid  to  find  curves  of  the  teeth ;  but  to  define  tliem 
approximately  by  some  such  mode  as  the  following. 

Referring  to  Fig.  2043,  after  having  divided  the  pitch  circles  into  the  proper  number  of  parts  cor- 
responding to  the  number  of  teeth,  and  set  off  upon  the  pitch  lines  the  thicknesses  of  the  teeth,  through 
the  extremity  b  of  the  pitch  a  6  of  the  pinion,  draw  a  radius  B  b  cutting  the  circumference  of  the  epicy- 
cloidal circle  Y  in  rf.  Joining  the  point  d  with  the  first  division  b'  of  the  wheel,  draw  a  perpendicular 
upon  the  middle  of  the  line  db'  meeting  the  circumference  of  A  at  the  point  h  ;  an  arc  described  from 
this  point  as  a  centre,  and  with  hb  as  a  radius,  will  define  the  curve  of  the  teeth  of  the  wheel  with 
sufficient  exactness. 
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The  length  of  the  teeth  is  htnited  at  d  where  the  curve  of  the  tooth  meets  the  circumference  of  the 
epicycloidal  circle  Y ;  for  when  the  tooth  has  arrived  at  tliat  point,  another  pair  ought  to  come  int 
geer  at  the  line  of  centres.  The  flank  of  the  tooth  being 
radial,  may  be  defined  by  a  right  line  from  the  termination 
of  the  curve  of  the  face  of  the  tooth  in  the  pitch  circle 
drawn  towards  the  centre  A. 

As  the  tooth  is  symmetrical  about  the  axis  A  k,  its  op- 
posite face  may  be  described  by  taking  off  the  form  of  the 
side  found  upon  a  mould ;  and  the  two  sides  being  thus 
found,  a  pattern  tooth  may  be  formed  and  used  in  draw- 
ing in  the  other  teeth  of  the  wheel. 

A  similar  process  gives  the  form  of  the  teeth  of  the  pin- 
ion. Having  taken  an  arc  a  e  equal  to  the  pitch,  draw  A  e 
tiU  it  meets  the  circumference  of  X  in  jr ;  with  this  join  the 
division  e'  of  the  pinion,  and  through  the  middle  of  the  line 
draw  a  perpendicular,  meeting  the  circumference  of  Y  in 
h' ;  from  this  point  as  a  centre,  and  with  radius  h'  e',  de- 
scribe the  curve  g  e',  which  defines  the  face  of  the  tooth. 
A  radial  line  meeting  the  curve  at  e'  and  drawn  towards 
B  as  a  centre,  will  in  like  manner  define  the  flank  of  the 
tooth. 

To  determine  the  bottom  of  the  space  between  two 
teeth,  it  is  to  be  remarked  that  in  the  pinion  this  must  be 
at  a  distance  from  the  centre  A,  at  least  equal  to  A  a ;  if, 
therefore,  from  the  point  B  as  a  centre,  with  radius  B  m,  a 
circle  be  described,  it  will  define  the  bottoms  of  the  teeth 
of  the  pinion ;  and  in  like  manner,  if  with  radius  Ana 
circle  be  described  from  the  centre  of  the  wheel,  it  will 
define  the  bottoms  of  its  teeth.     The  angles  at  bottom  are  ^^^^    ',^       ,-'' 

commonly  rounded,  which,  at  the  same  time  that  it  im-  ""^^ 

proves  the  appearance,  strengthens  the  teeth. 

The  forms  of  the  teeth  are  also  occasionally  described  by  arcs,  of  wliich  the  radii  are  equal  to  th« 
pitch,  and  with  the  centres  taken  upon  the  pitch  lines. 

In  this  case  the  centres  of  these  arcs  must  fall  upon  the  sides  of  the  teeth,  which  being  already 
marked  off,  it  becomes  a  simple  process  to  describe  the  upper  portions.  This  method,  which  differs 
little  from  the  preceding,  may  be  conveniently  substituted  for  it,  when  the  diameters  of  the  wheels  are 
not  very  unequal,  and  the  teeth  not  thick.  But  for  small  pinions,  with  larger  teeth,  the  first  method 
must  be  adojited. 

In  many  cases  the  curves  of  the  teeth  are  described  by  arcs  drawn  from  the  centres  of  the  adjacent 
teeth  upon  the  pitch  line.  This  gives  a  radius  equal  to  the  pitch,  plus  half  the  thickness  of  a  tooth. 
In  like  manner,  the  sides  of  the  teeth  also  are  sometimes  described  by  arcs  from  the  centres  of  the  ad- 
acent  teeth  giving  a  radius  equal  to  the  pitch,  minus  half  the  thickness  of  a  tooth. 

This  form  of  the  tooth  may  be  defective,  in  the  case  of  a  very  small  pinion  having  to  transmit  great 
pressure,  as  the  extremities  of  the  teeth  may  be  too  much  reduced.  In  this  case,  the  curves  or  faces  of 
the  teeth  may  be  described  with  radii  equal  to  three-fourths  of  the  pitch ;  and  if  this  be  not  sufficient 
curvature,  radii  equal  to  some  smaller  fraction  of  the  pitch  may  be  used. 

When,  on  the  contrary,  the  pitch  is  large,  and  the  pressure  comparatively  small,  the  teeth  may  be 
too  short ;  this  will  be  remedied  by  employing  arcs  of  which  the  radius  is  one  and  a  half  or  twice  the 
pitch.     A  general  method  of  determining  these  radii  will  presently  be  given. 

Another  condition  which  it  is  necessary  to  advert  to,  is  the  point  in  the  circumference  at  which  con 
tact  of  tlie  teeth  commences.  This  point  is  necessarily  that  in  which  the  two  pitch  circles  cut  the  line 
of  centres,  as  may  be  rendered  obvious  by  reference  to  Fig.  2042.  Here  it  is  plain  that  the  face  cm  of 
the  tooth  of  the  wheel  ought  to  act  upon  the  side  of  the  tooth  of  the  pinion,  until  the  extremity  m  of  the 
tooth  arrives  at  the  extremity  of  that  side,  as  shown  by  the  position  of  the  tooth/.  But  were  this  to 
take  place  before  the  acting  surface  of  the  succeeding  tooth  of  the  pinion  had  arrived  at  the  line  of 
centres,  the  succeeding  tooth  of  the  wheel  would  of  necessity  act,  during  the  first  part  of  its  contact, 
upon  the  face  of  that  of  the  pinion,  and  continue  so  to  do  until  it  had  arrived  at  the  line  of  centres. 

On  the  other  hand,  should  the  extremity  of  the  tooth  on  arriving  at  /  not  immediately  cease  contact, 
but  only  be  disengaged  when  the  acting  surface  of  the  next  tooth  of  the  pinion  had  arrived  at  or  passed 
the  line  of  centres,  the /ace  of  that  tooth  would  not  be  at  all  acted  upon  by  the  tooth  of  the  wheel,  and 
the  contact  with  the  flank  would  be  entirely  beyond  the  line  of  centres.  In  this  case,  were  the  wheel 
constantly  to  drive  the  pinion,  the  curved  faces  of  the  teeth  of  the  latter  might  be  altogether  dispensed 
with,  without  in  any  way  injuring  the  equality  of  action.  But  the  condition  assumed  does  not  occur  in 
practice ;  for,  on  account  of  the  inequalities  which  take  place  in  the  motion  of  the  wheels,  whether 
arising  from  inequality  in  the  resistance  or  of  speed  in  the  moving  power,  the  wheel  and  pinion  act  upon 
each  other  alternately,  even  when  the  general  movement  is  continuously  in  the  same  direction,  a  cir- 
cumstance which  cannot  be  safely  neglected  in  the  construction  of  any  system  of  geering. 

When  the  teeth  fall  into  action  before  the  line  of  centres,  they  must  obviously  slide  upon  each  other 
as  they  approach  that  line,  and  their  friction,  as  in  the  case  of  the  wheel  and  trundle,  is  then  much 
greater  than  it  is  after  they  have  passed  it,  on  account  of  their  sliding  inwards  upon  each  other  instead 
of  outwards,  and  against  a  pressure  which  is  augmented  in  proportion  to  the  curvature  of  the  acting 
surfaces.  And,  moreover,  in  the  contact  after  the  line  of  centres,  although  there  exist  inequalities  on 
the  acting  surfaces,  they  offer  comparatively  little  obstruction  to  the  sliding  of  the  teeth  upon  eact 


GEERING. 


831 


other ;  whereas,  -when  the  contact  is  in  advance,  every  inequality  becomes  an  abutting  obstacle  to  the 
closing  in  of  the  teeth,  and  which  it  is  necessary  to  surmount  by  a  species  of  backward  motion  at  great 
expense  of  motive  power,  and  greatly  to  tlie  detriment  of  smoothness  of  motion  among  the  parts  of 
the  geering. 

But  although  it  is  thus  clear  that  an  advantage  is  gained  by  making  the  teeth  engage  after  the  line 
of  centres,  yet  this  is  as  clearly  desirable  only  within  certain  limits.  For,  as  already  observed,  it  is 
necessary  that  the  tooth  of  the  pinion  continue  to  geer  with  the  wheel  until  the  succeeding  tooth  has 
arrived  at  the  line  of  centres — a  condition  in  which  is  involved  the  problem  of  the  minimum  number  of 
teeth  that  can  be  given  to  a  pinion  to  work  with  a  wheel  of  given  size,  and  which  may  be  determined 
when  the  pitch  and  radii  are  given.  From  these  data,  the  angle  of  the  sides  of  the  teeth  is  immediately 
deduced.  The  length  and  thickness  of  teeth  and  width  of  space  must  be  modified  to  answer  the  con- 
dition imposed,  and  the  smaller  the  number  of  teeth  in  the  pair,  the  more  difficulty  there  is  in  accom- 
phshing  the  solution.  To  resolve  the  conditions  of  the  question  into  the  simplest  form  which  they  admit, 
let  us  take  the  imaginary  case  of  a  pinion  of  seven  teeth,  without  visible  thickness,  to  geer  with  a  wheel 
oi fifty  epicycloidal  teeth,  as  represented  in  Fig.  2044.  In  this  the  hue  A  B  is  the  line  of  centres ;  cmb 
one  of  the  teeth  of  tlie  wlieel,  and  B  ot  a  one  of  the  radial  teeth  of  the  pinion,  with  which  the  tooth  cmb 
has  been  in  contact  during  its  motion  from  c  to  b.  Now  since  the  pinion  has  seven  radial  teeth,  the  value 
of  the  angle  cBa  is  36j)o^5]^o  25'  43"  j  and  making  the  radius  Bc  =  l,  the  right-angled  triangle 
B  m  c,  completed  by  drawing  the  right  line  c  m,  gives, 

Bm  =  cos  aBc  =  cos  51°  25'  43"  =  0-62349. 
K radius  B c  =  1,  then  Ac  =  ^r?  and  A B  =  s^''.  Thus  we  have  given  in  the  triangle  A m B  the  two 
sides  AB  and  Bm  and  the  angle  aBc;  and  therefore  we  have  also  the  angle  BA?n=3°  35' 50". 
Now  if  the  wheel  have  50  teeth,  we  have  the  angle  c  Ab,  containing  a  tooth  and  a  space,  =  ^-^^  °  = 
^°  12';  and  subtracting  from  this  the  angle  cAm,  there  remains  the  angle  bAtn^3°  36'  10";  but 
the  angles  b  Km  and  mKc  are  equal,  and  by  consequence  the  angle  6  A  c  is  double  the  former  of  those 
that  is,  7°  12'  20",  the  tooth  being  symmetrical  in  reference  to  A  m.  Now  we  found  the  angular  value 
of  the  pitch  c6^7°  12',  which  ought  to  contain  the  tooth  and  the  space.  It  therefore  follows  that 
even  when  the  tooth  of  the  pinion  has  no  thickness,  it  is  impossible  to  place  the  tooth  of  the  wheel  in 
the  pitch  interval—  for  this  is  shown  to  be  less  than  the  tooth  of  the  wheel  would  occupy ;  and  it  is 
easy  to  understand  that  a  wheel  of  less  than  50  teeth  could  still  less  be  made  to  drive  a  pinion  of  seven 
teeth.  And  although  in  a  wheel  which  has  more  than  50  teeth  the  pitch  angle  would  be  found  greater 
than  the  thickness  of  a  tooth,  still  it  would  be  less  than  that  which  should  contain  the  thickness  and  the 
space  together ;  hence  the  angle  which  would  be  found  due  to  the  space  would  be  so  small  as  to  be 
insufficient  to  receive  the  tooth  of  the  pinion,  allowing  for  lateral  clearance,  and  in  consequence  the  pair 
Tould  necessarily  geer  before  the  line  of  centres.  2045 
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This  problem  is  often  more  conveniently  solved  organically,  when  the  teeth  of  the  wheel  and  pimon 
are  formed  in  the  usual  manner.  Thus  in  Fig.  2045,  let  c  B  »i  be  the  angle  through  which  it  is  desired 
that  the  contact  of  the  tooth  a  m  should  continue  after  passing  the  line  of  centres ;  then  as  the  contact  ends 
at  m,  the  point  of  contact  will  be  at  the  ejctremity  m  of  the  tooth.  Join  c  m  by  a  right  line  which  will 
be  a  perpendicular  to  the  radius  B  r ;  also  joiu  A  m.     Then,  since  a  was  in  contact  with  r  at  the  line  of 
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centres,  the  arc  ca  =  cr  is  given,  and  is  that  portion  of  the  pitch  through  which  the  contact  of  the 
tooth  is  required  to  continue.  Then  a  6  is  half  the  thickness  of  the  tooth,  tninus  half  the  base  of  the 
portion  cut  off;  and  «a  is  equal  to  the  pitch,  and  must  contain  one  tooth  and  the  space  between.  Sup- 
posing these  qualities  to  be  equal,  then  since  a  b  contains  less  than  half  a  tooth,  and  cannot  contain 
more,  e  b  must  contain  half  a  tooth  and  space  at  least,  and  in  this  case  as  much  more  as  a  6  is  less 
than  half  a  tooth.  Therefore  for  every  given  value  of  c  B  m,  a  value  of  c  A  may  be  assigned  which 
shall  make  e  b  exactly  equal  to  a  space  and  half  a  tooth,  when  the  tooth  is  pointed,  and  with  a  corre- 
sponding and  known  increment  when  the  tooth  is  blunted. 

If  a  greater  radius  c  A'  be  taken,  the  point  b  will  manifestly  fall  still  nearer  a  and  the  tooth  may  be 
still  more  blunted ;  but  if  a  less  radius  c  A"  be  assumed,  then  the  point  b  will  fall  nearer  to  c,  and  e  b 
will  become  too  small  to  contain  the  space  and  remaining  half  tooth ;  and  in  this  case,  if  the  wheel 
were  set  out,  it  would  be  found  that  the  epicycloidal  arcs  on  the  two  sides  of  the  tooth  would  intersect 
between  m  and  b,  and  therefore  the  tooth  would  be  too  short  to  continue  in  action  through  the  required 
arc  c a. 

This  mode  of  illustration  is  due  to  Professor  Willis,  to  whom  we  are  also  indebted  for  the  following 
tables  derived  organically  in  the  manner  described,  for  spur  and  annular  wheels : — 


Table  I.- 

-For  spur  wheels,  showing  the  least  num- 

Table  11.- 

-For  annular  wheels,  showing  the  great- 

bers  of  teeth  that  will  work  with  given  pinions— Tooth  | 

est  numbers  of  teeth  that  will  work  with  given  pinions     | 

—  space. 

— Tooth  —  space. 

Least  number  of  teeth  in 

Greatest  number  of  teeth  in 

No.  of  teeth  in 
given  pinion. 

the  wheel. 

No.  of teeth  in 
pinion. 

annular  wheel. 

Wheel  driving. 

Pinion  tlriving. 

Wheel  (IriTing. 

Pinion  driving. 

5 

impossible. 

impossible. 

i 

2 

impossible. 

5 

^ 

6 

— 

116 

3 

— 

12 

■&c 

1 

— 

52 

Ph 

4 

— 

26 

II 

8 

— 

35 

II 

5 

— 

85 

9 

— 

27 

7 

14 

any  number 

v> 

10 

rack. 

23 

S 

8 

25 

— 

.1 

1,1 

54 

21 

§ 

9 

60 

— 

"S 

12 

30 

19 

c3 

13 

20 

18 

O 

14 

24 

17 

O 
o 

15 
16 

IT 
15 

16 

3 

impossible. 

impossible. 

2 

impossible. 

10 

-a 

4 

— 

35 

^ 

3 

— 

77 

5 

— 

19 

2 

4 

5 

any  number 

Ph 

6 



14 

■p- 

5 

12 



11 

T 

81 

12 

II 

6 

77 

— 

8 

16 

10 

^ 

w 

9 
10 

12 
10 

10 
10 

2 

impossible. 

impossible 

rt- 

2 

impossible. 

14 

« 

3 

— 

86 

1 

4 

8 

any  number 

'Sh 

4 

— 

15 

■p. 

5 

64 

— 

efn 

5 



13 

e*» 

II 

6 

20 

10 

II 

t. 

1 

11 

9 

». 

u 

8 

8 

8 

<J 

These  tables  contain  all  the  limiting  cases  under  the  three  suppositions  of  the  arc  of  action  being 
equal  to  the  pitch,  to  three-fourths  of  the  pitch,  and  to  two-thirds  of  the  same.  When  the  arc  of  action 
and  pitch  are  the  same,  the  teeth  of  the  follower  may  be  reduced  in  length  to  the  pitch  circle,  and  the 
contact  of  the  teetli  confined  to  their  recess  from  the  line  of  centres ;  when  the  arc  of  action  is  reduced, 
as  in  the  other  two  cases  given,  the  reduction  will  of  course  indicate  the  portion  of  contact  wliich  must 
take  place  in  advance  of  Sie  line  of  centres.  Thus  when  cr=:^  and  f  of  the  pitch,  then  it  is  obvious 
that  the  contact  of  the  teeth  must  begin  at  least  \  and  J  of  the  pitch  respectively  before  they  reach 
the  line  of  centres. 

It  also  appears  from  the  table,  that  a  smaller  pinion  may  be  employed  to  drive  than  to  follow. 
Thus  when  the  action  begins  at  the  line  of  centres,  the  least  wheel  that  can  drive  a  pinion  of  eleven 
teeth  is  Jt/ty-f our  ;  but  the  same  pinion  can  drive  a  wheel  of  twenty-one  and  upwards.  Again,  nothing 
less  than  a  rack  can  drive  a  pinion  of  ten,  but  this  pinion  can  drive  a  wheel  of  twenty-three  and  up 
wards.  No  pinion  of  less  than  ten  leaves  can  be  driven,  but  pinions  as  low  as  six  may  be  employed 
to  drive  any  number  above  those  in  the  table.  And  lastly,  the  least  pair  of  equal  pinions  that  will 
work  together  is  16.  These  limits  being  geometrically  exact,  and  making  no  allowance  for  wear,  it  is 
better,  indeed  necessary,  in  practice,  to  allow  more  teeth  tlian  the  table  assigna 
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It  often  occurs  in  practice  that  a  wheel  is  required  to  drive  more  than  one  pinion,  and  vice  vena, 
and  those  of  different  diameters.  In  this  case  the  usual  mode  of  obtaining  the  epicycloidal  form  oi 
the  face  of  the  driving  teeth  is  inapplicable,  as  that  curve  is  made  to  depend  upon  the  diameters  oi 
the  pair  when  uniformity  of  motion  is  studied.  But  before  adverting  to  the  methods  by  which  this 
condition  may  be  fulfilled,  it  will  relieve  ns  of  some  of  the  difficulties  of  the  question  to  examine  the 
ordinary  mode  in  which  epicycloidal  teeth  are  set  out.  As  the  workman  cannot  be  expected  to  be  in 
possession  of  that  accurate  mathematical  knowledge  which  would  enable  him  to  determine  the  neces- 
sary forms  by  purely  theoretical  means,  he  has  recourse  to  the  mechanical  method  of  forming  the 
pattern  teeth  by  templets.    We  give  the  process  in  detail. 

204G. 


Having  determined  the  pitch  of  the  teeth  and  the  radius  of  the  pitch  circle  by  the  methods  de- 
Bcribed,  a  thin  slip  of  wood — say  \  thick' — is  provided,  and  on  this  an  arc  of  the  pitch  circle  is  struck. 
The  slip  is  then  cut  to  the  circumference  of  the  circular  arc  described  upon  it.  Another  similar  slip  is 
now  provided,  and  on  this  an  arc  of  a  circle  equal  to  the  diameter  of  the  wheel  to  the  points  of  the 
teeth  is  in  like  manner  struck,  and  the  edge  worked  off  to  the  circumference  of  the  circular  arc  as  be- 
fore.    These  two  pieces  so  prepared  are  laid  together  as  in  the  Fig.  2046 ;  the  piece  A,  whose 
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edge  «/  is  an  arc  of  the  pitch  circle,  is  fixing  upon  B,  whose  edge  is  an  arc  of  the  extreme  circumfer- 
ence of  the  wheel,  the  space  s  s  between  those  edges  being  in  breadth  equal  to  the  length  of  the  teeth 
from  the  pitch  circle  to  the  points.  The  slips  are  held  firmly  in  their  relative  position  by  two  screws  c  c. 
This  done,  a  like  templet  is  prepared  for  the  pinion,  Fig.  204*7 ;  the  piece  C,  whose  edge  s  ^  is  an  arc  of  the 
pitch  circle,  is  similarly  fixed  on  the  piece  D,  whose  edge  is  an  arc  of  a  circle  the  diameter  of  which  is 
the  tnie  diameter  of  the  pinion,  the  breadth  of  space  s  s  being,  as  before,  equal  to  the  length  of 
addenda  of  the  teeth. 
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The  pair  of  templets  being  thils  prepared,  two  tracing  points  in  m  are  inserted  obliquely,  and  from 
Deliind  into  the  piece  D  of  the  pinion  templet.  One  of  these  points  passes  out  at  the  edge  of  the 
piece  C,  and  the  other  at  the  edge  of  the  piece  D,  and  the  templets  are  then  placed  upon  each  other, 
as  shown  in  Figs.  2048  and  2049  annexed,  so  that  the  cu-cumfereuce  of  the  piece  C,  that  is,  the  pitch 

t3  • 


834 


GEERING. 


circumference  of  the  pinion,  shall  meet  the  circumference  of  the  piece  A,  that  is,  the  pitch  circumference 
of  the  -wheel.  If  in  this  position  the  templets  be  made  to  roll  upon  each  other  through  a  certain  arc, 
pressing  them  at  the  same  time  slightly  together,  the  tracing  points  will  mark  two  epicycloidal  curves 
upon  the  pieces  A  and  B,  as  v  and  r ;  of  these  two  curves,  that  marked  v,  which  is  traced  on  the  face 
of  the  piece  A,  will  be  the  curve  of  the  lower  portion  or  flank,  and  that  marked  r  will  be  the  curve  of 
the  upper  portion,  or  face  of  a  tooth  of  the  wheel  If  now  the  thickness  of  the  tooth  be  marked  off  on 
the  edge  of  the  piece  0,  that  is,  on  the  pitch  circle,  and  the  corresponding  tracing  point  be  made  to 
coincide  with  that  point,  the  curves  of  the  opposite  side  of  the  tooth  will  be  formed  by  making  the 
templets  roll  together  in  the  contrary  direction.  A  complete  outline  of  a  tooth  of  the  wheel  is  thus 
described,  to  which  a  pattern  tooth  may  be  cut  and  used  to  shape  the  teeth  by  in  making  the  wheel 
pattern. 

Let  now  the  tracing  points  be  taken  out  of  the  pinion  templet,  and  inserted  in  exactly  the  same  way 
into  the  templet  of  the  wheel,  and  the  templets  applied  to  each  other  as  above  sh6wn,  the  operation 
described  will  give  the  outline  of  a  tooth  of  the  pinion  upon  the  parts  C  and  D  of  the  pinion  templet. 

Having  thus  found  the  curves  of  the  teeth  of  the  pair,  pat-  2050. 

tern  teeth  may  be  made  and  used  in  setting  them  out ;  but 
this  mode  is  not  uniformly  adopted.  Instead  of  forming 
pattern  teeth,  many  prefer  to  lay  off  the  teeth  by  circular 
arcs  coinciding  approximately  with  the  epicycloidal  arcs 
foimd  by  the  templets.  This  is  readily  done  by  taking  any 
tlu^ee  points  in  the  curve,  and  finding  the  radius  with  which 
a  circle  may  be  drawn  whose  circumference  will  pass  through 
the  points  so  taken,  and  which  will  thus  of  necessity  coincide 
approximately  with  the  normal  curve.  Kadii  being  found 
for  the  curves  of  the  top  and  bottom  of  the  teeth  of  the  wheel 
and  pinion,  their  centres  are  transferred  to  the  circumference  of  the  pitch  circles,  and  circles  drawn 
within  these  last.  Figs.  2050  and  2051  illustrate  the  process.  The  arcs  B  and  D,  drawn  with  the 
radii  A  B  and  C  D,  are  those  of  the  face  and  flank  of  the  wheel  tooth ;  and  the  arcs  F  and  H,  drawn 
with  the  radii  E  F  and  G  H,  those  of  the  corresponding  off  teeth,  are  drawn  from  the  pitch  circles  c  c. 
Fig.  2051,  and  parts  of  the  tooth.  The  pinion  curves  of  the  faces  in  setting  those  of  the  flank  are  drawn 
from  the  circles  nn  within  the  others. 

2051. 
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Tlie  preceding  Is  a  very  common  mode  of  obtaining  the  curves  of  the  teeth  of  a  pair  of  wheels  which 
ire  to  geer  together ;  but  it  is  faulty,  in  as  far  as  it  gives  a  form  of  teeth  srnaller  at  .the  root  tlian  at  the 
pitch  circles,  and  also  in  the  cu-cumstauce  that  a  pair  of  wheels  set  off  ■#th  templets  formed  in  the 
manner  described,  will  only  work  correctly  with  each  other,  and  not  with  wheels  of  any  other  numbers, 
although  of  the  same  pitch.  Thus,  a  wheel  of  30,  set  off  as  described,  to  work  witli  another  of  50,  will 
not  work  correctly  with  a  wheel  of  40  or  of  60,  although  the  pitch  be  the  same.  To  effect  this  it  is 
necessary  to  employ  the  proposition  already  announced  and  illustrated,  and  which  shows  that  if  there 
be  two  pitch  circles  touching  each  other,  then  an  epicycloidal  tooth  formed  by  causing  a  given  describing 
circle  to  roll  on  the  exterior  circumference  of  the  one,  will  work  correctly  with  an  interior  epicycloid 
formed  by  causing  the  same  generating  circle  to  roll  on  the  interior  circumference  of  the  other.  This 
proposition  having  been  already  established,  it  is  unnecessary  to  dwell  upon  it  further  than  to  observe, 
that  although  it  has  been  admitted  into  the  worksliop  as  a  fundamental  truth,  the  practice  founded  upon 
it  does  not  afford  the  full  advantage  which  it  is  adapted  to  afford,  and  which  might  be  derived  from  it 
by  a  slight  modification  of  the  ordinary  practice. 

To  describe  the  practical  application  of  the  principle,  let  a  thin  slip  of  wood  be  provided,  and  let  an 
arc  of  the  pitch  circle  be  struck  upon  it ;  divide  the  slip  into  two  portions  tlirough  the  line  of  this  arc 
with  a  fine  saw ;  one  part.  A,  will  have  a  concave,  and  the  other,  B,  a  corresponding  convex  circular  edge. 
;0r  the  same  slip  may  be  made  witli  a  convex  and  concave  edge  of  the  same  radius.)  Describe  an  arc 
ddot  the  pitch  circle  upon  a  second  board  C  D,  upon  which  the  pattern  tooth  is  to  be  drawn.  Fix  the 
piece  B  upon  the  board,  so  that  its  circular  edge  may  accurately  coincide  with  the  circumference  of  the 
iTC  dcL  A  portion  of  a  circular  plate  D  is  next  provided,  of  the  same  radius  which  it  is  proposed  to  give 
t  >  the  generating  circle :  this  plate  has  a  fine  tracing  point  at  p  inserted  into  it,  and  projecting  slightly 
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from  its  under  surface,  and  accurately  coinciding  with  its  circumference.  Having  set  off  the  thickness  of 
the  tooth  a  c  upon  the  pitch  circle  d  d,  so  that  twice  this  width  increased  by  the  clearance  which  it  is 
desired  the  teeth  should  have,  may  be  equal  to 
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the  pitch,  the  generating  circle  D  is  made  to  roll 
upon  the  convex  edge  of  B ;  meantime  the  point 
at  p  will  trace  upon  the  board  the  curve  of  the  fa- 
ces of  the  tooth,  having  caused  the  point  to  coin- 
cide successively  with  the  two  points  a  and  c,  and 
the  circle  to  roll  from  right  to  left,  and  vice  versa. 

Let  the  piece  B'  be  now  removed,  and  the 
piece  A  applired  and  fixed,  so  that  its  concave 
edge  may  accurately  coincide  with  the  circular 
arc  dd;  then,  with  the  same  circular  plate  D 
pressed  against  the  concave  edge  of  A,  and 
made  to  roll  upon  it,  the  point  at  p,  which  is 
made  as  before  to  coincide  successively  with  the 
points  a  and  c,  will  trace  upon  the  surface  of  the 
board  C  D  the  two  hypocycloidal  arcs  ah,  cb, 
which  form  the  flanks  of  the  tooth.  The  com- 
plete tooth,  thus  •  formed,  has  this  advantage 
over  the  foi'm  of  tooth  found  by  the  former 
mode,  that  it  will  work  correctly  with  the  teeth 
similarly  described  upon  any  other  wheel,  pro- 
vided the  pitch  of  the  teeth  be  the  same,  and 
provided  the  same  generating  circle  D  be  used 
to  strike  the  curves  upon  the  two  wheels. 

In  this  manner  the  general  forms  of  the  teeth  of  the  pair  are  determined.  And  it  only  remains  to 
cut  them  off  at  such  lengths  that  they  shall  come  into  contact  in  the  act  of  passing  through  the  line  of 
centres.  Thus,  in  Fig.  2042,  let  Y  be  the  centre  of  the  generating  circle  of  the  teeth,  then  the  points 
a  b,  where  the  circle  intersects  the  edges  of  the  driving  teeth,  are  the  points  of  contact  of  the  teeth. 
Now  as  the  teeth  ought  to  come  into  action  only  at  the  line  of  centres,  it  is  clear  that  the  tooth/  must 
have  been  driven  by  the  tooth  of  the  wheel  from  the  time  their  contact  was  at  c,  to  which  another 
tooth  of  the  wheel  is  shown  to  have  advanced,  the  former  being  about  to  quit  contact ;  •  and  since  the 
tooth  now  advanced  to  c  is  about  to  take  up  the  task  of  impelling  the  driven  wheel,  and  the  other  to 
yield  it,  it  is  clear  that  all  the  part  of  the  tooth  falling  within  the  circumference  of  the  generating  circle 
might  be  removed ;  this  done,  it  is  evident  that  all  the  driving  strain  would  immediately  be  transferred 
to  the  succeeding  pair  of  teeth  as  required.  In  order,  therefore,  to  obtain  a  form  of  tooth  which  shall 
satisfy  this  condition,  by  the  mode  of  setting  out  which  has  just  been  described,  it  is  only  necessary  to 
take  ac,  in  Fig.  2052,  equal  to  the  pitch  of  the  tooth,  and  to  bring  the  circumference  of  the  generating 
circle  D  to  touch  the  convex  circumference  of  the  arc  dd  \vl  that  point :  the  point  of  intersection  o  of 
this  circle,  with  the  face  t  a,  will  be  the  last  acting  part  of  the  tooth ;  and  if  a  circle  passing  through 
that  point  be  struck  from  the  centre  of  the  pitch  circle,  all  that  portion  of  the  faces  of  the  teeth  which 
lie  beyond  it  may  be  cut  off.  The  length  of  the  tooth  of  the  wheel  intended  to  act  with  this  may  be 
determined  in  exactly  the  same  manner.  It  may,  however,  happen  that  the  point  o  will  fall  beyond 
the  point  t  of  the  tooth ;  when  this  occurs,  it  is  then  impossible  to  cut  the  teeth  of  such  length  as  to 
satisfy  the  condition  that  they  shall  diive  only  after  the  line  of  centres.  This  may  be  proved  organi- 
cally with  a  pair  of  15  to  15,  and  other  numbers  which  the  preceding  table  of  cases  will  suggest. 

We  have  here  supposed  the  same  generating  circle  to  be  used  in  striking  the  entire  surfaces  of  the 
teeth  of  both  wheels.  This  is  convenient,  but  not  essentially  necessary ;  for  if  the  same  generating 
cii'cle  be  used  in  striking  those  parts  of  the  teeth  which  act  together,  the  required  condition  will  be 
satisfied.  Thus  \he  Jlank  of  the  driving  tooth  and  the /ace  of  the  driven  tooth  come  into  actual  contact ; 
it  is  therefore  requisite  that  these  curves  be  respectively  an  epicycloid  and  hypocycloid,  struck  with  the 
same  generating  circle,  .^nd,  again,  the /ace  of  the  driving  tooth  and  the^anA;  of  the  driven  tooth  being 
in  contact,  these  curves  must  in  like  mannpr  be  sti-uck  with  the  same  generating  circle.  But  it  is  evi- 
dently unnecessary  that  the  same  generating  circle  be  used  in  the  first  and  second  cases ;  any  generating 
circle  will  satisfy  the  proposed  conditions  in  either  case,  provided  it  be  the  same  for  the  epicycloid  and 
the  hypocycloid,  which  are  to  act  together ;  observing,  however,  that  as  the  diameter  of  the  generating 
circle  is  increased,  the  thickness  of  the  root  of  the  teeth  will  be  diminished ;  and  conversely,  when 
made  less  than  the  radius  of  the  pitch  circle,  the  root  of  the  teeth  will  spread  out,  and  the  curvature  of 
the  epicycloidal  faces  will  be  proportionally  increased,  and  the  teeth  shortened.  From  these  observa- 
tions it  is  also  clear  that  the  forms  of  the  teeth  of  a 
pair  of  wheels  wliich  are  required  to  drive  continuously  in 
one  direction  may  be  so  modified  as  to  give  additional 
strength  to  the  teeth  without  impairing  their  delicacy  of  ac- 
tion. Thus,  if  the  wheels  represented  here,  Fig.  2053,  the 
lower  A  B  being  the  driver,  move  always  in  the  direction  of 
the  arrows,  then,  instead  of  the  teeth  being  formed  symmet- 
rically, the  back  of  each  tooth  may  be  filled  up,  either  by 
striking  the  curves  by  a  very  small  generating  circle,  or  bet- 
ter by  involutes,  which  being  proportional  to  the  pitch  circles 
will  be  sure  to  clear  during  the  working  of  the  wheels.  By 
this  means  the  strengtli  of  the  teeth  is  greatly  augmented, 
as  must  be  obvious,  and  their  action  is  in  no  way  impaired,  since  the  acting  surfaces  are  not  altered 
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Returning  now  to  the  condition  often  required,  though  seldom  fulfilled  in  practice,  of  making  wheels 
of  different  numbers,  when  of  the  same  pitch,  to  work  correctly  together,  it  is  clear  from  what  has  been 
advanced  in  connection  with  the  preceding  mojje  of  setting  out,  that  it  is  not  absolutely  necessary  to 
assume  the  generating  circle  of  any  precise  radius ;  it  may  be  taken  greater  or  less  within  certain  limits 
without  affecting  the  correctness  of  the  working  siirfaces  of  the  teeth. 

Proposition. — "  If  for  a  set  of  wheels  of  the  same  pitch,  a  constant  describing  circle  be  taken  and 
employed  to  trace  those  portions  of  the  teeth  which  project  beyond  each  pitch  line  by  rolling  on  the 
exterior  circumference,  and  those  which  lie  within  by  rolung  on  the  interior  circumference ;  then  any 
two  wheels  of  this  set  will  work  correctly  together." 

In  illustration  of  this  principle,  first  announced  by  Professor  Willis,  he  adduces  tlie  established  and 
well-known  condition,  that  the  portion  of  each  tooth  within  the  pitch  line  of  a  driving-wheel  works  only 
with  the  portion  which  lies  beyond  the  pitch  line  of  the  follower,  as  above  shown,  and  that  its  action  is 
confined  to  the  approach  of  the  point  of  contact  to  the  line  of  centres.  After  the  point  of  contact  of  the 
teeth  has  passed  that  line,  then  the  case  is  reversed,  and  the  portion  of  the  driving  tooth  which  lies 
beyond  the  pitch  line  is  in  contact  only  with  some  part  of  the  follower's  tooth,  which  lies  within  its  pitch 
line.  Consequently,  if  a  constant  describing  circle  be  used  for  the  whole  set,  it  is  clear  that  the  propo- 
sition will  apply  to  any  pair  of  the  wheels,  both  before  and  after  the  teeth  have  passed  the  line  of 
centres ;  for  in  each  case  we  have  an  exterior  epicycloid  working  with  an  interior  epicycloid,  and  both 
have  been  drawn  by  the  same  describing  circle ;  that  is,  by  the  constant  circle  of  the  set. 

To  carry  this  scheme  into  practice,  it  only  remains  to  settle  the  proper  diameter  to  be  given  to  the  describ- 
ing circle.  Let  the  external  circle  B  0,  Fig.  2054,  be  a  pitch  circle  whose  centre  is  0 ;  then  upon  this  system 
the  flank  of  the  tooth — that  is,  the  portion  of  it  which  2054. 

lies  within  the  circle — ^will  be  an  arc  of  an  interior 
epicycloid  (or  hypocycloid)  mn  or  m'  n.  Now,  if  the 
describing  circle  be  half  the  diameterr  of  the  pitch  cir- 
cle, the  flank  will  become  a  straight  line,  coinciding 
with  the  radius  0  n,  as  shown  in  Figs.  2042  and  2043. 
But  if  the  describing  circle  be  of  less  than  half  the 
diameter  of  the  pitch  circle,  the  flank  m  n  will  be  con- 
cave, and  the  base  of  the  tooth  will  spread ;  on  the 
contrary,  if  the  describing  circle  be  more  than  half  the 
diameter,  the  flank  m'  n  will  be  convex,  and  the  base 
of  the  tooth  will  be  contracted  inwards — a  form  man- 
ifestly unpractical  and  useless.  It  is  therefore  clear, 
that  the  describing  circle  must  not  be  greater  tlian 
half  the  diameter  of  the  pitch  line ;  nor  must  it  be  too 
small,  for  then  the  base  of  the  teeth  would  spread 
inconveniently,  and  the  curvature  of  the  exterior  epi- 
cycloids would  be  injuriously  increased,  and  the  teetli 
become  too  short.  The  circle  selected  should  there- 
fore be  as  large  as  it  can,  consistently  with  the  Umita- 
tion  just  stated,  so  that  we  finally  arrive  at  the  prac- 
tical rule :  Make  it  equal  in  diameter  to  the  radius  of 
the  least  pitch  circle  of  the  set.  And,  as  pinions  should  never  have  less  than  12,  and  if  possible  not  less 
than  14  teeth,  it  would  be  well  to  establish  one  of  these  numbers  for  that  least  pitch  circle. 

Thus,  then,  by  the  use  of  the  same  generating  circle  for  all  the  wheels  of  the  same  pitch,  they  will 
all  work  correctly  together. 

It  has  already  been  observed,  that,  having  found  the  epicycloidal  curves  of  the  teeth,  by  means  of  the 
templets,  a  common  method  of  proceeding  is  to  find,  by  trial,  a  centre  and  small  radius,  by  which  the 
arc  of  a  circle  can  be  described  that  will  coincide  nearly  with  the  templet-traced  curve.  Having  found 
these,  as  in  Fig.  2052,  and  having  struck  upon  the  ends  of  the  rough  cogs  of  his  pattern,  a  circle,  con- 
centric with  the  pitch  circle,  and  whose  distance  from  it  is  equal  to  that  of  the  centre  of  this  arc,  the 
workman  adjusts  his  compasses  to  the  small  radius,  and  always  keeping  one  point  in  the  circle  just 
described,  he  steps  with  the  other  to  each  cog  in  succession,  the  cogs  having  been  previously  divided 
into  two  parts  corresponding  to  the  pitch  and  thickness  of  the  teeth.  Upon  each  cog  he  describes  two 
arcs,  one  to  the  right  and  the  other  to  the  left,  which  serve  liim  as  guides  in  shaping  and  finishing  the 
acting  surfaces  of  the  teetL  The  practical  convenience  of  this  method  is  evinced  by  the  extent  of  its 
adoption,  and  requires  only  to  be  aided  by  a  more  commodious  and  certain  method  of  determining  the 
centre  and  radius  of  the  approximate  arc,  which  has  been  supplied  by  Prof  WiUis. 

But  before  entering  upon  the  geometrical  consideration  of  the  conditions  involved,  it  may  simplify 
the  investigation  to  explain,  in  the  first  place,  the  practical  appUcation  which  Mr.  Willis  has  made  of  it 
in  the  construction  of  his  Odontagraph,  an  instrument  which  deserves  to  be  extensively  known  and  un- 
derstood.   The  fundamental  principle  which  it  involves  may  be  tlius  exhibited : — 

Let  A,  Fig.  2055,  be  the  centre  and  A  T  the  radius  of  the  pitch  circle  of  a  proposed  wheel ;  draw  T  3, 
making  an  angle  A  T  3  =  15°  30',  with  the  radius,  and  drop  a  perpendicular  A  3  upon  T  3.  Or  draw 
A  T,  and  upon  it  describe  a  semicircle,  and  cut  off  T  3  =  ^  of  A  T,  that  is,  equal  to  a  quarter  of  the 
radius,  then  will  3  be  the  centre  from  which,  if  an  arc  o  jt>  be  described  through  T,  that  arc  will  be  the 
Bide  of  the  tooth  required. 

This  principle  being  established,  it  may  be  adapted  conveniently  to  practice  by  constructing  a  bevel 
of  brass,  of  the  requisite  form,  the  angle  at  T  being  15^  degrees :  the  side  T  3  may  for  convenience  bo 
graduated  into  a  scale  of  quarters  of  inches  as  in  the  Figure ;  and  these  divisions  may  be  further  sub- 
divided if  thought  proper.  If  the  bevel  so  formed  be  laid  upon  the  radius  A  T  of  the  proposed  wheel 
and  its  point  T  to  the  pitch  circle,  the  centre  point  3  will  be  found  at  once  by  reading  off  the  length  of 
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the  radius  of  the  wheel  in  inches  upon  the  reduced  scale.    Thus  in  the  figure  the  radius  A  T  is  three 
inches  long,  and  the  point  8  is  found  at  3  of  the  scale. 

To  draw  the  curves  of  the  other  teeth,  describe  from  centre  A  with  radius  A  3  the  circle  p  q,  dotted 
in  Fig.  2055,  and  falling  within  the  pitch  circle ;  this  will  be  the  locus  of  the  centres  of  the  teeth.  Thus 
having  divided  the  pitch  circle  into  arcs  corresponding  to  the  pitch  of  the  teeth,  take  the  constant  radius 
3  T  in  the  compasses,  and  keeping  one  point  in  the  dotted  circle  as  at  q,  step  from  tooth  to  tooth,  de- 
scribing successively  the  arcs  of  the  faces  first  to  the  right  and  then  to  the  left.  For  example,  mnia 
described  from  centre  q,  and  p  o  from  P. 


The  sides  of  teeth  thus  formed,  consisting  each  of  a  single  arc,  bear  considerable  analogy  to  involute 
teeth,  and  like  these  have  the  fault  of  acting  together  with  rather  too  much  obliquity ;  but  the  mode  of 
describing  them  is  exceedingly  simple,  and  they  have  this  advantage,  that  they  will  work  correctly  with 
wheels  of  any  number  of  teeth,  with  any  amount  of  clearance,  and  without  any  great  nicety  of  adjust- 
ment of  the  pitch  circles.  For  wheels  of  a  small  pitch — as  |  inch  and  under — tliis  mode  of  setting  out 
may  be  adopted  without  risk ;  but  when  the  sides  of  the  teeth  consist  of  single  arcs,  there  can  only  be 
one  position  of  action  in  which  the  angular  velocity  will  be  strictly  constant — and  that  is  when  the 
point  of  contact  is  on  the  line  of  centres.  This  objection  is  obviated  by  making  the  side  of  each  tooth 
to  consist  of  two  arcs,  joined  at  the  pitch  line,  and  so  struck  that  the  point  of  action  of  the  one  shall  be  a 
little  before  the  line  of  centres — say  at  the  distance  of  half  the  pitch ;  and  the  exact  point  of  the  other 
at  the  same  distance  beyond  that  line. 

The  mode  of  drawing  these  arcs  is  very  fully  described  by  Professor  Willis,  but  it  is  much  too  com- 
plex to  be  rendered  available  in  the  workshop ;  besides,  it  has  been  rendered  superfluous  for  practical 
purposes  by  his  Odontagraph,  in  which  it  is  embodied.  This  instrument,  which  is  fast  coming  into  use, 
is  usually  formed  of  card-paper,  sheet-brass,  or  plane-tree.  Fig.  2056,  as  constructed  by  Messrs.  Holt- 
zapfFel  and  Co.,  of  London,  contains  within  it  the  requisite  tables  of  numbers. 

One  side  is  graduated  into  a  scale  of  half  inches,  each  half  inch  being  again  subdivided  into  ten  equal 
parts.  The  line  t  D,  which  corresponds  to  the  radius  of  the  wheel,  makes  an  angle  of  75°  with  the  side. 
The  mode  of  using  the  instrument  is  thus  explained  in  its  application  to  the  setting  out  of  a  wheel  oi 
29  teeth  of  3-inch  pitch. 

Describe  an  arc  of  the  required  pitch  circle,  and  upon  it  set  off  the  pitch  T  t,  Fig.  2057 ;  bisect  this 
in  e,  and  draw  radial  lines  B  T  and  B  t.  For  the  arc  within  the  pitch  circle  apply  the  slant  edge  of  the 
scale  to  the  radial  line  B  t,  placing  its  extremity  t  on  the  pitch  circle  as  in  the  Fig.  In  the  table 
headed  Centres  for  the  Flanks  of  the  Teeth,  look  down  the  column  of  3-incb  pitch,  and  opposite  to  30 
teeth — which  is  the  nearest  number  to  that  required — will  be  found  the  number  49.  The  point  r  indi- 
cated on  the  drawing  board  by  the  position  of  this  number  on  the  scale  of  parts  marked  "  Scale  of 
centres  of  Teeth  within  the  Pitch  Circle,"  is  the  centre  required,  from  which  the  arc  ef  must  be  drawn 
with  a  radius  r  e. 

The  centre  for  the  arc  de,  which  lies  outside  the  pitch,  is  found  in  a  manner  precisely  similar,  by 
aj^plying  the  slant  edge  of  the  scale  to  the  radial  line  B  T.  The  number  21  obtained  from  the  table  of 
Centres  for  the  Faces  of  the  Teeth,  will  indicate  the  position  of  this  centre  upon  the  scale  of  Centres  fot 
Jieth  outside  the  Pitch  Circle,  namely,  at  R. 
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TABLE  SHOWING  THE  PLACE  OF  THE  CENTRES 

UPON  THE  SCALE. 

CENTRES  FOE  THE  FLANKS  OF  THE  TEETH, 
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The  double  curve  df  is  alao  true  for  an  annular  wheel  of  the  same  number  of  teeth,  /  becoming  o\ 
course  the  point  of  the  tooth  and  d  its  root.  For  a  rack  the  pitch  line  T  t  wiU  be  a  straight  line,  and 
B/,  BT,  drawn  perpendicular  to  it  at  a  distance  from  each  other,  equal  to  the  pitch. 


2057. 


The  numbers  for  pitches  not  stated  in  the  table,  may  be  obtained  from  the  column  of  some  other 
pitch  by  direct  proportion.  Thus  for  4-inch  pitch,  by  doubling  the  number  of  the  column  of  the  2 -inch 
pitch ;  for  4^  by  doubling  2^,  and  so  on ;  or  if  the  difference  be  small,  the  column  belonging  to  thu 


nearest  pitch  may  be  employed  without  a  serious  error ;  or  more  accurately,  a  number  may  be  taken 
half-way  between  those  given  in  the  two  nearest  columns.  Also  no  tabular  numbers  are  given  for  12 
teeth  in  the  upper  table,  because  within  the  pitch  circle  their  teeth  are  radial  lines. 


840 


GEERING 


In  reference  to  the  numbers  given  in  the  tables,  the  inventor  observes  that  it  is  unnecessary  to  extend 
these  to  everywheel,  as.  the  error  produced  by  taking  those  belonging  to  the  nearest,  as  above  directed, 
is  BO  small  as  to  be  unappreciable  in  practice. 

The  difierence  in  form  between  the  tooth  of  one  wheel  and  of  another  is  due  to  two  causes ;  the  first 
is  the  diflference  of  curvature,  which  is  provided  for  in  the  Odontagraph,  by  placing  the  compasses  at 
the  different  points  of  the  scale  of  equal  parts ;  and  secondly,  the  form  depends  on  the  variation  of  the 
an^le  T  B ;,  Fig.  2057,  which  is  met  by  placing  the  instrument  upon  the  two  radii  in  succession. 

The  first' is  the  only  cause  with  which  these  calculations  are  concerned.  Now  in  three-inch  pitch,  the 
greatest  difference  of  form  produced  by  mere  curvature  in  the  portion  of  tooth  which  lies  beyond  the 
pitch  circle,  is  only  l-25th  of  an  inch  between  the  extreme  cases  of  a  pinion  of  12  teeth  and  of  a  rack; 
and  in  the  acting  part  of  the  arc  within  the  pitch  ch-cle  it  is  1-1 0th  of  an  inch;  so  that  as  all  the  other 
forms  lie  between  those  two,  it  is  clear  that  if  we  select  only  four  or  five  examples  for  the  outer  side  of 
the  tooth,  and  ten  or  twelve  for  the  inner  side,  we  can  never  incur  a  greater  error  than  the  -^^  part  of 
an  inch,  in  a  three-inch  pitch,  by  always  taking  the  nearest  number  in  the  manner  directed.'and  a  pro- 
portionally smaller  error  in  smaller  pitches.  But  to  insure  this,  the  numbers  ought  to  be  so  taken,  that 
the  corresponding  form  shall  lie  equally  between  the  extremes.  This  is  more  necessary  with  wheels  of 
small  numbers  of  teeth,  since  the  variation  of  form  is  much  greater  among  the  teeth  of  low  than  among 
those  of  larger  number. 

Fig.  2058  shows  the  relation  of  the  curves  of  the  teeth  of  a  rack  and  pinion  of  12  teeth,  both  adapted 
to  work  into  the  same  wheel  They  are  drawn  with  accuracy,  and  on  a  large  scale,  so  as  to  afford  a 
graphical  comparison  of  the  two  extreme  cases. 

The  Odontagraph  is  likewise  applied  to  determine  the  correct  form  for  cutters  used  in  the  wheel- 
cutting  machine,  for  shaping  the  teeth  of  metal  and  cog  wheels.  The  form  of  the  cutter  is  manifestly 
that  of  the  space  between  two  contiguous  teeth  ;  and  may  therefore  be  determined  by  drawing  a  pair 
of  teeth  in  any  particular  case.  But  in  making  a  set  of  cutters  especially  for  small  pitches,  it  is  not  by 
any  means  necessary  to  make  one  for  every  number.  The  forms  for  numbers  of  teeth  that  lie  closely 
together  are,  as  already  remarked,  very  nearly  alike — so  nearly  alike  indeed,  that  the  errors  of  work- 
manship would  entirely  destroy  the  difference,  particularly  when  the  numbers  are  high.  When  the  num- 
bers are  very  low,  there  is  less  room  for  deviation  from  the  strict  rule — not  more,  for  example,  between 
the  form  of  a  cutter  for  16  and  17,  than  there  is  for  a  cutter  for  a  wheel  of  150  teeth  and  another  for 
one  of  300.  This  being  the  case,  it  appeared  to  Mr.  WiUis  to  be  worth  while  to  investigate  some  rule 
by  which  the  necessary  cutters  could  be  determined  for  a  set  of  wheels,  so  as  to  incur  the  least  chance 
of  error ;  and  to  this  effect  he  has  calculated,  by  a  method  sufficiently  accurate  for  the  purpose,  the 
following  series  of  what  may  be  termed  equidistant  values  of  cutters ;  that  is,  a  table  of  cutters  so 
arranged  that  the  same  difference  of  form  exists  between  any  two  consecutive  numbers. 


TABLE  OF  EQUIDISTANT  VALUES  FOR  CUTTERS 

1 

2 

3 

4 

5 

76 

6 
60 

7 

8 
43 

9  10 
38  34 

11 
30 

12 

27 

13 

25 

14 
23 

15 
21 

16 
20 

17 
19 

18 
17 

19 
16 

20 
X 

21 
15 

22 
14 

23 
13 

24 
X 

25 
12 

No.  of 
teeth. 

Rack. 

300 

150 

100 

This  table  affords  the  requisite  information  in  the  selection  of  the  wheel  to  which  each  cutter  shall  be 
accurately  adapted,  after  it  has  been  determined  how  many  are  necessary  in  a  set.  For  example,  if  a 
smgle  cutter  were  thought  sufficient  for  a  set  of  very  small  wheels,  it  had  better  be  accm-ately  adapted 
to  teeth  of  25,' for  that  value  is  intermediate  between  the  two  extremes.  If  three  cutters  are  to  simce 
for  the  whole  set,  then  76,  25,  and  15  ought  to  be  selected — of  which  the  cutter  76  may  be  used  for  all 
teeth  from  a  rack  to  38 ;  the  cutter  25  from  38  to  19,  and  the  cutter  15  from  19  to  12 ;  and  so  on.  In 
cutters,  the  greatest  difference  of  form  is  at  the  apex  of  the  tooth,  that  is,  at  the  base  of  the  cutter,  and 
this  amounts  to  i  of  an  inch  in  2-inch  pitch,  when  the  teeth  have  the  usual  addendum.  From  this  the 
difference  for  any  smaller  pitch  may  be  ascertained,  and  as  many  cutters  interposed  as  the  workman's 
notion  of  his  own  powers  of  accuracy  may  induce  him  to  think  necessary.  Thus,  if  the  hundredth  of  an 
inch  be  his  limit  of  accuracy  in  forming  his  cutters,  and  he  proposes  to  make  a  set  for  half-inch  pitch, 
where  the  difference  of  form  is  i  xi=  xe,  that  is,  y^  nearly,  then  half  a  dozen  cutters  will  b« 
lufficient,  and  these  must  be  made  as  nearly  as  possible  to  suit  the  wheels  150,  50,  30,  21,  16,  13. 

The  following  table  contains  a  selection  of  numbers  for  different  cases  which  may  save  trouble : — 

TABLE  OF  CUTTERS. 


e 

u 
1^ 

Numbers  of  Teeth  to  be  selected. 

s 

3 

4 

e 

8 
10 
12 
18 
34 

SO 
75 
100 
ISO 
200 
200 
300 
300 

16 
25 
34 
SO 
07 
77 
100 
150 
300 

15 
20 
30 
40 
15 
00 
100 
ISO 

14 
21 
29 
35 
43 
TB 
100 

16 
22 
27 
34 
SO 
76 

i_ 

l3" 

18 
22 
27 
40 
60 

15 
19 
23 
30 
SO 

_ 

U 

16 
20 
28 
43 

14 
17 
24 
38 

13 
15 
22 
34 

IT 

20 
30 

13 
18 
27 

16 
25 

15 
23 

IT 

21 

13 
20 

12 
19 

18 



TTi'Ie' 

15 

14 

13 

12 
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When  the  numbers  have  been  selected,  the  Odontagraph  may  be  employed  to  draw  the  figure  of  tht 
cutter  corresponding  to  each  wheel,  either  on  the  same  scale,  or  better,  on  a  larger  scale,  which  may  bo 
afterwards  reduced  proportionally  to  the  size  required. 

To  explain  the  prmciple  of  the  Odontagraph,  let  us,  in  the  first  place,  observe  the  action  of  the  two 
pieces  in  the  annexed  diagram.  Fig.  /2059,  of  which  P  and  Q  are  the  centres  of  cxirvature  at  the  points 


2059, 


of  contact,  and  which  are  capable  of  revolving  round  A  and  B.  It  is  plain  that  the  line  P  Q  is,  in  every 
position  of  contact  of  these  curves,  equal  to  the  sum  of  their  radii,  and  must  therefore  be  constant  during 
such  motion  ;  and  hence,  if  for  the  circular  arcs,  a  pair  of  rods  A  P,  B  Q,  connected  by  a  link  P  Q,  be 
substituted,  their  angular  velocity  will  be  to  each  other  as  the  segmental  arcs  which  they  respectively 
represent,  and  P  Q  will  be  a  constant  and  common  normal  to  their  arcs  of  motion.  It  is  also  clear  that 
a  change  in  the  actual  lengths  of  the  radii  will  not  affect  the  motion,  the  distances  of  the  centres  being 
constant.    Now  let  the  rod  A  P  be  moved  into  a  new  position  Ap,  as  shown  in  Fig.  2060;  its  extremity 


will  manifestly  carry  with  it  the  end  of  the  link  P  Q,  and  communicate  through  it  a  motion  to  the  arm 
B  Q,  causing  it  to  assume  likewise  a  new  position  B  q.  It  is  necessary  to  know  the  relative  value  oi 
this  motion  to  that  of  A  P  which  produced  it,  which,  though  constantly  changing,  may  be  tlius  deter- 
mined at  any  instant 

When  the  rod  P  Q  changes  its  position,  it  may  be  considered  during  its  motion  to  turn  about  some 
centre  in  space,  although  the  relative  position  of  that  centre  be  perpetually  shifting.  This  centre  must 
of  necessity  be  the  point  in  which  the  arms  A  P,  B  Q  would  intersect  if  produced.  Thus  the  momen- 
tary centre,  when  the  motion  begins,  is  K.  For  as  the  extremity  P  moves  round  the  centre  A,  the 
direction  of  its  motion  at  starting  must  be  perpendicular  to  A  P,  and  therefore  the  momentary  centre 
must  be  somewhere  in  the  line  A  P  produced.  In  like  manner  the  initial  motion  of  the  extremity  Q 
must  be  perpendicular  to  B  Q,  and  the  momentary  centre  must  lie  somewhere  in  the  direction  B  Q : 
but  these  directions  intersect  in  K,  which  is  therefore  the  centre  in  space  about  which  the  rod  P  Q  on 
starting  into  motion  may  be  conceived  to  turn.  And  since  the  rod  P  Q  turns  about  K,  the  direction  of 
motion  of  P  and  Q  are  to  each  other  at  any  given  instant  as  then*  radial  distances  from  K ;  that  is,  as 
P  K  and  Q  K,  which  is  true  whether  we  consider  them  as  the  extremities  of  the  rod  P  Q  or  of  the  radii 
A  P,  B  Q ;  also  the  angular  motions  of  the  latter  will  be  found  by  dividing  those  direct  motions  by  theii 
radii ;  that  is, 

Angular  motio  1  of 

.  PK    O  K 

P  round  A :  angular  motion  of  Q  round  B  : :  -r-n=  :  5-^- 

A  P     B  <4 
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If  now  we  draw  K  L,  A  R,  B  S,  then  we  have 

PK:AP::KL:ARby  eimilar  triangles  K  P  L  ;  A  P  R 

■     BQ:QK::BS:KL BQS;KLQ 

AT:BT::AR:BS ARTjBTS 

And  compounding  these  three  proportions  we  obtain 

]^:^::BT:AT 
AP    BQ 

that  is  to  say,  the  angtilar  motion  of  the  arms  are  to  each  at  any  moment  inversely  as  the  segments  int« 
which  the  link  divides  the  line  A  B,  joining  the  centres  of  motion  or  line  of  centres.  If  now  the  link 
move  into  a  new  position  p  q  near  the  first,  and  it  happen  that  this  second  position  intersects  the  first 
in  a  point  L  above  or  below  the  line  of  centres,  as  shown  in  the  Figm-e,  then  the  ratio  AT:  B  T  will 
be  changed  into  A  < :  B  <,  and  consequently  the  angular  motion  will  be  an  increasing  or  decreasing  ratio. 
But  if  the  point  L  coincide  with  the  line  of  centres,  this  ratio  for  the  moment  will  remain  constant. 

Now,  a  little  consideration  will  show  that  the  point  of  intersection  between  two  successive  positions 
P  Q,  |)  y  of  the  link  must  be  at  the  place  where  the  perpendicular  from  K  falls  upon  it.  For  as  K  is 
the  momentary  centre  of  motion,  the  extremity  L  of  the  perpendicular  will  begin  to  move  in  line  at 
right  angles  with  it,  and  consequently  will  remain  in  the  direction  of  the  first  position  when  the  link  has 
passed  into  the  second  position ;  in  ether  words,  it  wiU  be  in  the  point  of  intersection  of  the  two  posi- 
tions. When,  therefore,  the  rods  are  in  such  a  position  that  the  perpendicular  from  K  meets  the  link 
P  Q  in  the  Ime  of  centres,  the  ratio  of  the  angular  motions  of  A  P  and  B  Q  is  conatant ;  and  if  in  this 
state  the  points  P  and  Q  be  employed  as  centres  whence  short  arcs  are  drawn  through  any  common 
point  M',  as  in  Fig.  2059,  and  applied  as  teeth,  these  arcs  will  manifestly  drive  each  other  correctly 
when  in  the  exact  relative  position  described,  and  very  nearly  so  when  removed  to  a  short  distance  on 
either  side  of  it,  which  is  the  thing  required.  2061. 

Now  these  relative  positions  of  P  and  Q  may  be  determined  by  a     ^  *  ^ 

simple  construction  founded  upon  the  necessary  coincidence  of  L  and  ^^s::^- T^""""\— -^^^ 

T.    Thus  let  A  and  B,  Fig.  2061,  be  the  centres  of  a  pair  of  wheels,      '  '■"^'^--^   \Nvj /^ 
and  AB  the  line  of  centres  divided  at  T,  the  point  of  contact  of  the  ^\      ^N^^^^^CX 

pitch  circles.    Draw  P  T  Q,  making  any  angle  with  the  line  of  centres,  ^.^     /     ""^^^^^^IXX 

and  upon  it  assume  P  as  a  centre  from  whence  the  circular  side  is  to  '- J  ^y\     ^"^^k 

be  described  of  a  tooth  of  the  wheel  whose  centre  of  motion  is  A.    To  l/^    \       ^^-  / 

find  the  corresponding  centre  for  a  tooth  of  the  wheel  which  tmns  upon  \/°  1^'\ 

B,  draw  T  K  perpendicular  to  P  Q,  produce  A  P  to  meet  it  in  K ;  join  /^  ^^ 

K  B  and  produce  it  to  meet  P  Q  in  Q,  then  will  Q  be  the  required  ^ 

centre — as  will  appear  by  comparing  Fig.  2061  with  Fig.  2060.     If 

then  a  small  arc  m  n  struck  from  P  be  taken  as  the  face  of  a  tooth  of  the  wheel  on  A,  it  will  work  cor- 
rectly with  an  arc  mp  struck  from  Q  through  m,  and  employed  as  a  tooth  of  the  wheel  on  B. 

"Were  B  Q  so  taken  as  to  make  the  angle  K  B  T  acute — for  example  at  B',  then  would  Q  fall  at  Q' 
on  the  same  side  of  T  as  P,  but  beyond  it,  and  the  effect  would  be  that  the  tooth  mp  would  be  concave 
instead  of  convex.  And  if  the  angle  K  B  T  =  P  T  A,  then  will  K  B  become  parallel  to  P  T,  and  the 
point  Q  being -thus  removed  to  an  infinite  distance,  the  arc  mfoi  the  tooth  of  the  wheel  on  B  will  be 
a  right  line  perpendicular  to  P  T. 

The  angle  A  T  P  is  arbitrary,  and  its  value  may,  therefore,  be  determined  from  other  conditions  than 
those  stated.  It  may  be  remarked,  however,  that  if  made  a  right  angle,  the  points  P  and  Q  wUl  vanish 
by  coinciding  with  T;  and  if  it  be  made  a  little  less  than  a  right  angle,  the  points  P  and  Q  will  be 
thrown  so  near  to  T,  that  the  radii  by  wliich  the  arcs  arc  struck  become  too  short,  and  the  points  of  the 
teeth  too  much  rounded  off.  On  the  other  hand,  if  the  angle  A  T  P  be  made  too  acute,  the  action  of  the 
teeth  upon  each  other  at  the  moment  of  passing  the  line  of  centres  and  elsewhere  becomes  very  oblique, 
and  an  injurious  pressure  is  thereby  thrown  upon  the  axis  of  the  wheels.  By  various  trials  Mr.  Willis 
has  adopted  75°  as  the  value  of  the  angle  which  appears  to  avoid  these  extremes,  and  he  has  accord- 
ingly employed  it  in  the  construction  of  liis  Odontagraph. 

Again,  the  position  of  the  point  m,  through  which  the  arcs  are  to  be  struck,  is  also  arbitrary,  and 
must  be  determined  by  considering  which  point  of  the  action  we  wish  to  make  the  correct  point.  Ii 
the  teeth  consist  of  a  single  arc  each,  the  correct  point  may  be  fixed  at  the  moment  of  passing  the  line 
of  centres,  and  therefore  the  arcs  must  be  struck  through  the  point  T ;  but  if  the  side  of  the  tooth  be 
formed  of  two  arcs  joined,  one  lying  within  and  the  other  beyond  the  pitch  line,  then  the  action  of  one 
of  them  will  be  confined  to  the  approach  of  the  point  of  contact  of  the  teeth  and  the  line  of  centres,  and 
the  action  of  the  other  to  its  recess  from  that  line,  and  m  must  be  assumed  upon  such  a  principle  that 
the  correct  point  of  each  arc  shall  fall  nearly  in  the  middle  of  its  action. 

The  distance  between  the  centtes  may  also  be  found  by  calculation,  thus :  A  R  being  perpendiculal 
to  P  T,  we  have  by  the  similar  triangles  A  R  P ;  P  T  K 

PTX  AR__PTX  AR 
PR       ~TR  — PT 

PT  .  AT  .  sin  ATP 


AT.  COB  ATP  — PT 


,^      ,      „„      AT  .  KT  .  cos  ATP      _ 
therefore  P  T  =  KT  +  AT.sinATP  =  ^ 
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which  is  tlie  centre  for  the  arc  m  n. 
corresponding  arc  mp.  ■ 


And  similarly  drawing  B  S  perpendicular  to  T  Q  we  have  for  the 


QT: 


BT  .  KT  .  cos  ATP 


KT-f  BT  sin  ATP 


:d 


Now  the  point  P  being  obtained  from  the  point  K  on  the  opposite  point  of  T  to  A,  these  formulae  be- 
long to  that  part  of  the  tooth  of  the  lower  wheel  beyond  the  pitch  line  and  the  flank  of  the  too*h  of  the 
upper  wheel.  The  corresponding  face  of  tho  upper  and  flank  of  the  lower  wheel  may  be  determined 
in  a  similar  manner,  by  joining  B  k  and  following  the  course  of  reasoning  stated  for  the  point  K. 

In  these  formulae,  the  values  of  P  T  and  Q  T  may  be  determined  for  any  forms  of  teeth,  and  also  for 
a  set  of  wheels  which  shall  work  correctly  together.  But  the  greatest  value  which  in  this  last  case  can 
be  correctly  assigned  to  K  T  must  be  one  which,  if  r  be  the  smallest  radius,  shall  make 

KT  =  rsin  ATP 

Consequently,  putting  R  for  tlie  radius  of  the  wheel,  and  angle  A  T  P  =  0  the  values  of  D  and  d,  that 
is,  the  distances  of  the  centre  points  of  the  arcs  measured  from  T,  will  become 


R  .  r  .  cos 

■       R  +  r 


d  — 


R  .  r  .  cos  0 


R  — r 


2062, 


By  assuming  constant  v.alues  of  r  and  9  in  a  set  of  wheels,  the  values  of  D  and  d  which  coirespond 
to  different  numbers  and  pitches  may  be  calculated  and  arrangeii  in  tables  for  use.  In  this  way  the 
tables  which  accompany  the  diagram  of  the  Odontagraph  were  obtained  by  taking  the  least  number 
of  teeth  to  be  given  to  a  wheel  =:  12  and  9  =  75°,  the  numbers  being  expressed  in  twentieths  of  an  inch. 

In  this  way  these  tables  may  be  extended  at  pleasure,  and  for  any  values  of  r  and  9 ;  and  perhaps  it 
would  be  preferable  in  the  construction  of  such  tables  to  express  the  numbers  in  inches  and  32ds  of  an 
bch,  which  would  better  adapt  them  to  the  common  foot-rule. 

Involute  ;ee<A.— Involute  teeth  have  the  disadvantage,  already  stated,  of  being,  when  in  contact,  too 
much  inclined  to  the  radius,  by  which  an  undue  pressm-e  is  transferred  to  their  axes.  Their  mutual 
friction  is  thereby  little  affected,  but  that  of  the  axes  is  increased,  and  their  journals  are  more  speedily 
worn.  But  they  have  at  the  same  time  the  advantage  of  working  with  more  accuracy  under  derange- 
ment and  incorrectness  of  fitting,  and  any  pairs  of  them  wiU  work  truly  to- 
gether in  sets  within  certain  limits,  however  different  in  diameters,  the  pitch 
being  the  same.  Until  Professor  Willis  had  developed  the  mode  of  adapting 
the  epicycloid  to  the  condition  in  question,  the  involute  was  the  only  form 
known  in  practice  by  which  the  conditions  of  perfect  figure  for  wheels  of  any 
sizes  to  work  smoothly  in  wheels  of  any  other  sizes,  could  be  satisfied. 

To  describe  this  curve  for  the  teeth  of  a  pair,  of  which  the  radii  of  the  pitch 
circles,  and  pitch  of  the  teeth  are  determined,  we  may  employ  the  mode 
illustrated  by  Fig.  2062.  Let  A  and  B  be  the  centres  of  the  pair,  and  e  6  be 
their  pitch  lines ;  join  A  and  B  by  a  right  line  passing  through  c ;  from  tliis  -'\ 
last  point  draw  cd,cd  perpendicular  to  the  radials  'Bd,Ad,  and  cutting  them  '■ 
in  d  and  d;  this  line  dd'is  then  a  common  normal  to  the  teeth  in  contact,  and 
the  perpendiculars  Kd,^d,  are  the  radii  of  the  involute  circles  wliich  form 
the  acting  faces  of  the  teeth. 

The  involute  curve  may  be  described  mechanically  in  several  ways.    Thus 
let  A,  Fig.  2063,  be  the  centre  of  a  wheel,  for  which  the  form  of  involute  teeth  is 
to  be  found.    Let  raji  a  be  a  tlu-ead  lapped  round  its  circumference,  having  a 
loop-hole  at  its  extremity  a ;  in  this  fix  a  pin,  with  which  describe  the  curve  or  involute  ab 
unwinding  the  thread  gradually  from  the  circimiference,  and  this  curve  will  be  the  proper  form  for  th« 
teeth  of  a  wheel  of  the  given  diameter. 

2064, 


A[-' 


-  h,  by 


a 


^J 


2003. 


The  involute  ab---h  may  also  be  produced  by  an  epicycloidal  motion ;  for  since  the  circumference 
af  a  generating  circle,  whose  centre'  is  infinitely  distant,  must  be  a  straight  line,  we  may  form  the  invo- 
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lute  by  making  a  straight  ruler  roll  upon  the  circumference  of  the  circle  to  be  evolved.  Thus  let  R,  ii? 
•^ig.  2063,  be  a  straight  ruler,  at  -whose  extremity  a  pin  p  is  fixed  with  the  point  resting  upon  the  point 
q  of  the  circle ;  then  by  rolling  the  straight  ruler  upon  the  circumference,  so  that  the  point  at  -which  it 
touches  the  circle  may  move  gradually  from  q  towards  r,  the  curve  qp  will  be  generated  exactly  simi- 
lar to  the  involute  ah h,  and  the  method  is  perhaps  easier  and  more  accurate  than  by  unlapping  a 

thread  from  the  circumference  of  the  evolute,  as  above  described. 

]VIr.  Hawkins,  in  his  Appendix  to  Camus'  Treatise  on  the  Teeth  of  Wheels,  recommends  a  very  simple 
instrument  for*  striking  involute  teeth.  Two  views  of  this  instrument  are  given  in  Figs.  2064  and  2065. 
In  these  a  6  is  a  piece  of  watch-spring,  with  two  teeth  c  c,  formed  upon  its  edges ;  at  a  is  a  small  screw 
by  which  the  spnng  is  attached  to  a  templet  formed  of  thin  board,  and  equal  to  a  sector  of  the  circle 
upon  which  the  involute  is  intended  to  oe  generated.  At  6  a  small  bit  of  wire  is  inserted  into  the 
sprmg,  to  form  two  knees  as  a  handle  by  which  the  spring  can  be  kept  stretched.  The  templet  is  equal 
iji  the  thickness  to  the  width  of  the  spring. 

In  using  the  instrument,  the  templet  is  to  be  fixed  upon  the  drawing  board  or  surface  upon  which  the 
involute  is  to  be  traced ;  the  centre/  coinciding  with  the  axis  of  the  wheel,  or  its  representative  on  the 
drawing  board ;  then  by  holding  the  knobs  6  as  a  handle,  and  keeping  the  spring  thereby  tightly 
stretched,  so  that  it  remains  a  correct  tangent  to  the  circle,  and  lapping  the  spring  upon  the  arc  of  the 
templet,  one  of  the  points  c  will  trace  upon  the  surface  over  which  it  passes  a  curve  which,  when  the 
point  has  arrived  at  the  circumference  of  the  pitch  circle  represented  by  the  templet,  will  be  a  true 
involute  of  that  circle. 

If  the  tracing  instrument  be  now  turned  over,  the  opposite  tooth  c  on  the  side  of  the  spring  now  un- 
dermost, will,  by  repeating  the  same  operation,  trace  the  counter  involute  for  the  other  side  of  the  tooth 
of  the  wheel. 

Mr.  Hawkins'  mode  of  proceeding  to  draw  the  outlines  of  a  pair  of  involute  wheels  with  his  tracer  is 
simple,  and  may  be  explained  by  reference  to  Fig.  2062.  Having  drawn  the  line  of  centres  A  B,  and 
divided  it  at  c  into  parts  A  c,  B  c,  proportionate  to  the  intended  velocities  of  the  two  wheels,  next  draw 
the  right  line  dd  cutting  the  line  of  centres  at  c,  and  making  with  it  an  angle  deviating  not  more  than 
20  degrees  from  a  right  angle.  From  centre  A  describe  a  circle  touching  the  line  dd&td  within  the 
pitch  circle  of  that  wheel,  and  which  will  thus  have  rf  c?  as  a  tangent  at  d.  In  like  manner  from  B  as  a 
centre  describe  a  circle  touching  the  same  straight  line  at  d  within  the  pitch  circle  of  that  wheel,  and 
also  having  that  straight  line  as  a  tangent.  Then  the  distance  between  the  two  circles  is  the  proper 
length  of  the  teeth,  from  which,  however,  the  necessary  clearance  ought  to  be  deducted.  The  two  cir- 
cles last  drawn  are  likewise  the  bases  upon  which  the  involutes  for  forming  the  boundaries  of  the  teeth 
are  to  be  generated. 

Next,  having  provided  two  involute  traces  made  in  the  way  above  described,  each  with  a  templet 
coiTesponding  to  a  sector  of  the  base  circle  of  its  wheel,  the  centre /of  the  templet  is  to  be  applied  to 
the  centres  A  or  B  of  the  wheel  of  the  pair  to  which  it  belongs,  and  meeting  the  points  d ;  then  sup- 
posing the  templet  for  A  to  be  first  used,  let  it  be  adjusted  until  the  tracing  point  c  of  the  spring  coin- 
cides with  some  point  as  d  of  the  base  circle  of  the  wheel  B,  by  moving  it  until  it  meets  the  circum- 
ference of  its  own  base  circle  at  b,  the  side  dh  oi  the  tooth  deb  will  be  formed,  and  of  the  propei- 
lengtli,  by  moving  the  templet  spring  .over  the  space  included  between  the  exterior  of  one  base  circle 
to  the  other.  By  turning  over  the  templet,  and  adjusting  it  for  the  requu-ed  thickness,  the  outline  of 
the  opposite  side  of  the  tooth  may  be  traced  in  the  same  manner.  Repetition  of  the  operation  with  the 
templet  of  B  will  give  the  form  of  the  teeth  of  that  wheel. 

If  thought  desirable  all  the  teeth  of  the  pair  may  be  drawn  in  the  way  indicated,  or  a  single  tooth 
of  each  wheel  may  be  accurately  drawn,  and  two  pattern  teeth  cut  to  the  forms  thus  found. 

Mr.  Hawkins  states  that  teeth  formed  according  to  this  method  will  communicate  equable  motion 
from  either  wheel  to  the  other,  without  possessing  any  tendency  to  press  the  shafts  outwards — which 
tendency  would  exist  if  the  angle  of  the  common  tangent  {dd)  of  the  two  base  circles  deviated  much 
more  than  twenty  degrees  from  a  right  angle  with  the  line  of  centres. 

If  the  teeth  of  both  wheels  are  to  be  of  equal  thickness  at  the  base,  which  they  ought  to  be  when  of 
the  same  material  for  the  sake  of  equal  strength,  the  part  df  of  the  common  tangent  ought  to  be  bi- 
sected in  the  middle  c  of  its  length,  and  the  involutes  drawn  in  the  way  described  will  give  the  roots 
of  the  teeth  so  nearly  equal,  that  a  very  slight  correction  only  will  be  required — the  amount  depending 
on  the  relative  diameters  of  the  wheels.  But  when  the  teeth  of  one  wheel  are  required  to  be  thicker 
than  those  of  the  other,  the  part  df  of  the  common  normal  d  d  must  be  unequally  bisected  in  propor- 
tion to  the  required  difference. 

It  is  finally  to  be  observed  that  the  teeth  may  have  their  bases  in  any  other  circles  than  those  given, 
since  the  radii  of  the  generating  circles  are  entirely  arbitrary ;  but  the  proportion  taken  is  found  to 
satisfy  the  conditions  required  with  very  little  outward  action.  In  respect  to  the  character  of  the  in- 
volute curve  as  compared  with  the  epicycloid,  it  is  obvious  that  the  former  possesses  the  advantage 
that  a  greater  number  of  teeth  of  equal  strength  may  be  given  to  a  wheel  by -this  than  the  epicycloidal 
form ;  for  with  the  latter  the  space  must  be  at  least  equal  to  the  tooth,  while  not  much  more  than  half 
the  space  is  required  to  be  marked  off  on  the  base  circle  for  an  involute  tooth  of  the  same  length.  There 
are  also  more  teeth  engaged  at  the  same  time,  and  thus  the  strain  is  divided. 

Teeth  of  a  rack  and  pinion. — A  rack,  as  before  observed,  may  be  regarded  as  a  wheel  of  infinite 
diameter.  The  teeth  may,  therefore,  be  defined  by  the  epicycloidal  method  explained  for  spur-wheels, 
by  making  their  planks  straight,  and  the  teeth  of  the  pinion  involutes.  Now,  the  properties  which  have 
been  shown  to  belong  to  involute  teeth  manifestly  obtain,  however  great  may  be  the  dimensions  of  the 
pitch  circle  of  their  wheels,  or  whatever  disproportion  may  exist  between  them.  Thus  of  the  two  wheels 
A  and  B  with  involute  teeth,  which  work  together,  let  the  radius  of  the  pitch  circle  A  c.  Fig.  2066,  of  orw 
become  irifinite ;  its  circumference  will  then  become  a  straight  hne  represented  by  the  face  of  a  rack. 
But  whilst  the  radius  A  c  becomes  infinite,  the  radius  A  D  of  the  circle  from  which  its  involute  teeth  ar 
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struck,  and  which  bears  a  constant  ratio  to  the  first,  will  also  become  infinite,  and  therefore  the  invo- 
lute m.  a  will  become  a  straight  line,  perpendicxilar  to  the  pitch  line  at  a.  For  it  is  evident  that  the 
extremity  of  a  line  of  infinite  length,  unwinding  itself  from  the  circumference  of  a  circle  of  infinite 
diameter,  will  describe  through  a  finite  space  a  straight  line  perpendicular  to  the  circumference  of  the 
circle.    The  involute  teeth  of  the  rack  will, 

therefore,  have  their  faces  perpendicular  to  206C. 

the  pitch  line;  and  this  line  will  be  deter- 
mined by  drawing  a  tangent  to  the  circle  on  B 
through  the  point  of  contact  from  wliich  the 
involute  teeth  of  the  pinion  are  to  be  struck.  If 
the  radius  B  m,  with  jvhich  the  involute  circle 
of  the  pinion  is  described,  be  equal  to  the 
radius  of  its  pitch  circle,  the  line  D  m  will 
become  parallel  to  the  face  of  the  rack,  and 
the  sides  of  the  teeth  of  the  rack  perpendicu- 
lar to  it.  But  in  this,  while  the  teeth  of  one 
wheel,  B,  have  remained  unaltered,  and  the 
accuracy  of  their  action  uninfluenced  by  the 
change  in  the  dimensions  of  the  pitch  circle 
of  the  other,  which  has  converted  it  into  a 
rack,  and  its  curved  into  straight  teeth;  it 
therefore  follows  that  straight  teeth  upon  a 
rack  work  truly  with  involute  teeth  upon  a 
pinion. 

But  as  straight  teeth  are  not  the  form  of 
greatest  strength  which  may  be  attained,  and 
as  strength  is  of  importance  as  well  as  uni- 
formity of  action,  the  conditions  of  the  problem 
may  be  examined  with  a  view  to  the  best  modi- 
fication which  the  form  admits  with  respect  to 
this  test.  If  with  the  pitch  radius  B  c  of  the 
pinion,  Fig.  206 Y,  we  describe  the  pitch  ch-cle, 
and  draw  M  N  a  tangent  to  it  at  c,  we  next 
make  this  right  line  the  pitch  line  of  the  rack ;  and,  further,  describe  the  circle  whose  radius  is  B  h, 
making  this  last  the  base  of  an  involute  h  b ;  then  if  the  tooth  of  the  rack  be  bounded  by  a  right  line 
A  D  E,  making  an  angle  B  D  M  with  the  pitch  line  equal  toBch,  and  the  involute  A  6  be  moved  into 
the  position  h'  b',  it  will  drive  the  sloped  tooth  to  tlie  position  P  m,  always  touching  it  in  the  line  /i  c  H ; 
and  the  velocity  of  the  circumference  of  the  pitch  circle  will  always  be  equal  to  that  of  the  pitch  line. 

A  wheel  with  involute  teeth  will  work  truly 
with  a  rack  whose  teeth  are  straight-sided,  and  2067. 

inclined  to  the  pitch  line  at  an  angle  0,  pro- 
vided only 

radius  of  base       Bh . 

radius  of  pitch  circle      Be 

In  a  rack  of  this  kind,  the  locus  of  contact  of 
the  teeth  being  the  tangent  line  h  H,  the 
sloping  teeth  will  be  pressed  downwards  by  a 
certain  portion  of  the  working  pressure,  which 
in  some  cases  may  be  an  advantage  in  itself 
by  neutralizing  vibration,  and  the  advantage 
of  a  greatly  increased  form  of  teeth  is  at  the 
same  time  secured. 

The  teeth  of  the  pinion  being  of  the  regular 
epicycloidal  form,  the  faces  of  the  teeth  of  the 
rack  will  have  a  cycloidal  form.  But  accord- 
ing to  the  usual  method  of  setting  out  racks 
and  pinions,  the  pitch  line  of  the  rack  is  the 
locus  of  contact,  and  the  action  on  one  side  of 
the  Hne  of  centres  is  confined  to  a  constant 
point  in  the  rack  tooth,  which  is  thus  subjected 

to  rapid  wear.  This  disadvantage  may  be  abridged  by  reducing  the  length  of  the  teeth  of  the  pinion, 
but  it  may  also  be  entirely  avoided  by  taking  a  constant  generating  circle,  and  employing  it  to  describe 
cycloidal  flanks  for  the  rack  teeth  by  rolUng  on  its  pitch  line,  and  then  by  describing  the  faces  of  the 
teeth  of  the  pinion  with  the  same  generating  circle,  m  the  manner  before  described.  By  this  simple 
modification,  the  contact  will  no  longer  be  confined  to  the  pitch  line  of  the  rack,  but  will  be  distributed 
over  the  flanks  of  its  teeth ;  and  these,  it  may  be  observed,  may  be  made  of  any  length  desired,  by 
regulating  the  diameter  of  the  generating  circle  accordingly.  If  the  generating  circle  have  a  diameter 
equal  to  the  radius  of  the  pinion,  the  flanks  of  the  pinion-teeth  will  then  be  radial,  and  this  form  may 
also  be  modified  by  taking  a  circle  of  greater  or  less  diameter. 

To  determine  the  pitch  circle  of  the  pinion,  let  D  represent  the  distance  through  which  the  rack  is  to 
be  moved  by  each  tooth  of  the  pinion,  and  let  these  teeth  be  in  number  =  N" ;  then  will  the  rack  be 
moved  through  the  space  N  X  D  during  one  complete  revolution  of  the  pinion.    Now  the  rack  and 
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pinion  are  to  be  driven  by  the  action  of  their  teeth,  as  they  would  by  the  contact  of  the  circumference  of 
the  pitch  circle  of  the  pinion  with  the  plane  face  of  the  rack,  so  that  the  space  moved  through  by  the 
rack  during  one  complete  revolution  of  the  pinion  must  precisely  equal  the  circumference  of  the  revolv- 
ing pitch  circle ;  consequently,  calling  R  the  radius  of  the  pitch  circle  of  the  pinion,  we  will  have 

2rR  =  NXD     .•.R  =  ?L^ 

Two  of  these  quantities  being  given,  the  other  immediately  becomes  known.  Thus,  let  D  =  2  inches 
and  N  =  18,  then 

26 

R  = — — ;-  =4-138  inches. 

2  X  3-1416 

Annular  wlieel  and  pinion. — An  annular  wheel  is  one  having  its  teeth  formed  within  its  periphery 
nnd  consequently  the  pinion  works  internally.  In  this  anangement,  the  form  of  the  teeth  may  be  de- 
termined according  to  the  principles  already  explained,  with  very  slight  modification  in  their  practical 
application. 

Thus,  in  Fig.  2068,  let  A  B  be  the  centres  of  the  wheel  and  pinion ;  and  let  c  be  the  point  of  contact 
of  the  pitch  circles.  The  epicycloid  c  m  described  by  the  circle  having  a  diameter  =  B  c,  gives  the 
lateral  form  of  the  tooth  of  the  wheel,  limited  as  before  by  a  radius  drawn  to  the  middle  of  the  thickness 
of  the  tooth ;  and  an  are  described  from  the  centre  B,  with  radius  A  n,  cuts  the  circumference  B  c  at  a 
point  which  determines  the  side  of  the  tooth  of  tlie  pinion  at  n.  But  if  we  attempt  to  apply  the  same 
process  to  finding  the  face  of  the  tooth  of  the  pinion  as  we  have  employed  in  determming  the  flank  ot 
the  wheel-teeth,  we  shall  find  that  the  constniction  will  either  not  give  the  side  of  the  tooth  as  the  area 
do  not  meet,  or  it  will  give  it  a  position  upon  the  radius  A  c  on  the  same  side  as  the  face  cm.  From 
this,  then,  it  appears  that  the  teeth  of  the  wheel  will  have  no  flanks,  and  that  then*  outhno  wiU  consist 
simply  oi  faces.  From  this  it  follows  that  the  pinion  would  not  drive  the  wheel  imiformly  according  to 
the  required  condition,  and  in  consequence  we  must  find  another  curve  for  the  faces  of  the  teeth  of  tliis 
last  Now  if  we  trace  the  epicycloid  by  a  point  c  of  the  circle  to  centre  A  in  the  figure,  rolling  it  exter- 
nally upon  the  circumference  of  the  circle  on  B,  it  wUl  give  the  outline  of  a  tooth  capable  of  fulfilling 
the  condition  of  uniformity  of  action  at  any  point  of  the  circumference  of  the  circle  on  A.  Should  the 
teeth  engage  before  the  line  of  centres,  the  tooth  of  the  wheel  would  necessarily  act  constantly  at  that 
point  and  cause  great  wear,  particularly  as  this  species  of  geering  is  usually  employed  in  conveying  the 
motion  of  water-wheels  where  it  is  exposed  to  incessant  wetting  and  vibration. 

In  practice  it  is  found  suflBciently  accurate  to  substitute  for  the  epicycloidal  method  above  described 
for  finding  the  form  of  the  face  of  the  tooth  of  the  pinion,  the  more  convenient  mode  of  defining  it  by  an 
arc  of  a  circle  drawn  from  the  root  of  the  tooth,  with  a  radius  equal  to  the  chord  of  the  pitch. 

When  the  teeth  do  not  engage  until  they  arrive  at  the  line  of  centres,  the  faces  of  the  teeth  of  the 
pinion  may  be  entirely  suppressed,  leaving  the  flanks  only,  which  are  alone  acted  upon  by  the  teeth  of 
the  wheel.  This  may  be  uniformly  done,  at  least  when  the  pitch  of  the  pinion  is  small,  and  when  the 
wheels  are  more  than  strong  enough  for  the  power  which  they  are  required  to  transmit.  In  such  cases 
the  following  method  of  setting  out  the  teeth  of  the  pair  may  be  adopted  with  safety. 


Ill  Fig.  2068,  let  A  be  the  centre  of  the  wheel,  and  B  the  centre  of  the  pinion  as  before.  From  tne 
point  c  of  contact  of  the  two  pitch  circles  mark  off  the  arcs  ca,cb,  equal  respectively  to  the  pitch  of  the 
pinion  and  wheel ;  join  a  B  and  b  a,  and  bisect  this  last ;  from  the  point  of  bisection  raise  a  perpendicu- 
lar, and  the  point  d,  where  this  meets  the  pitch  circle  of  the  wheel,  will  be  the  centre  from  which  the 
arc  a  b,  defining  the  side  of  the  tooth  of  the  wheel,  may  be  struck.  The  flank  of  the  tooth  of  the  pinion 
is  determined  bv  the  two  radii  wliich  limit  its  thickness  and  meet  in  B.  To  define  the  length  of  the 
eeth,  it  is  sufficient  to  describe  a  circumference  with  the  radii  A  r,  B  n,  leaving  sufficient  bottom  clear 
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luice ;  and  the  extremities  of  the  teeth  of  the  pinion,  and  the  bottoms  of  those  of  the  wheel,  ought  to  be 
rounded  off  by  arcs  drawn  with  a  radius  equal  to  the  chord  of  the  pitch  taken  upon  the  pitch  circle  of 
the  pinion. 

By  this  method  it  will  be  seen  that  the  strength  of  the  pinion-teeth  is  greatly  reduced,  and  ought 
therefore  only  to  be  applied  when  the  power  to  be  transmitted  is  comparatively  light,  and  when  the 
wheel  drives  the  pinion.  It  is  consequently  not  recommended  for  general  practice.  The  epicycloidal 
method,  explained  for  external  wheels,  may,  on  the  contrary,  be  applied  in  all  cases,  observmg  that  in 
the  case  considered,  the  space  answers  to  the  tooth,  and  conversely,  the  tooth  to  the  space ;  so  that 
keeping  this  distinction  in  view,  the  fonns  of  the  teeth  may  be  determined  with  as  much  readiness  as  if 
the  pair  were  of  the  ordinary  kind  of  spur-geer.  The  teeth  may  also  be  set  out  with  the  Odontagraph, 
if  that  instrument  be  in  use  in  the  pattern  shop. 

There  is  one  property  of  the  internal  pinion  which  may  be  here  pointed  out,  namely,  the  diminished 
friction  which  attends  its  working,  as  compared  with  an  external  pinion  of  the  same  diameter.  To 
render  this  obvious,  let  P  P,  Fig.  2069,  be  the  pitch  circle  of  the  wheel,  Q  Q  the  pitch  cu-cle  of  an  internal 
pinion,  and  Q'  Q'  that  of  an  external  pinion  of  equal  diameter.  Then  supposing  the  wheel  to  drive,  and 
that  it  moves  until  the  point  a  arrives  at  b ;  by  this  advance,  the  same  point  of  the  pinions  will  have 
arrived  respectively  at  d  and  c  of  the  circles  Q  Q  and  Q'  Q',  having  both  moved  over  a  space  equal  to 
ab.  Now  it  is  manifest  that  the  distance  from  6  to  c  is  less  than  tlie  distance  from  b  to  d;  but  these 
distances  may  be  assumed  as  the  measure  of  the  amount  of  slide  of  the  teeth  of  the  respective  pinions 
in  moving  to  their  new  position ;  for  whatever  may  be  the  actual  amount  of  slide,  it  must  evidently  be 
in  the  ratio  oi  be  to  bd,  since  these  quantities  measure  the  velocity  of  the  sliding  contact  of  the  pair ; 
and  since,  when  the  circumstances  are  otherwise  identical,  the  friction  is  as  the  space  passed  over.  It 
is,  therefore,  evident  that  the  internal  pinion  has  less  friction  than  the  external  one ;  and  the  same  figure 
may  be  employed  to  show  that  it  has  a  larger  arc  of  contact  with  the  wheel,  and  is,  therefore,  other 
things  being  equal,  stronger  than  the  external  pinion. 

Teeth  of  bevel-wheels. — When  a  cone  is  made  to  revolve  upon  the  surface  of  another  fixed  cone,  in 
such  a  manner  that  their  summits  always  coincide,  the  curve  which  is  generated  by  a  point  in  the  cir- 
cumference of  the  rolling  cone  is  a  kind  of  epicycloid,  which  will  plainly  lie  on  the  surface  of  a  sphere 
whose  centre  is  the  common  apex  of  the  cones,  and  whose  radius  is  equal  to  the  slant  side  of  the  rolling 
cone.  From  this  property  the  curve  is  termed  the  spherical  epicycloid;  and  if  the  cone  roll  on  the 
concave  surface  of  the  base,  the  curve  produced  is  denominated  the  spherical  hypocycloid. 


To  apply  this  definition,  let  there  be  two  cones  in  contact  along  their  slant  sides  A  c.  Fig.  2070 ;  and 
let  c  A  a  be  any  other  cone,  having  its  line  of  contact  coinciding  with  A  c,  and  having  its  apex  at  A ;  the 
axes  of  these  three  cones  will  then  be  in  the  same  plane  ARE.  The  circumferences  will  also  be  at  the 
same  distance  A  c  from  A,  and  wiU  lie  on  the  surface  of  a  sphere  whose  centre  is  A  and  radius  A  c. 

Now,  suppose  the  three  cones  to  revolve  above  their  respective  axes  with  the  same  relative  velocity 
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as  would  be  produced  by  the  rolling  contact  of  their  surfaces,  it  is  clear  that  the  line  of  contact  ■will 
constantly  be  Ac,  and  calling  a  Ac,  Fig.  2070,  the  describing  cone,  a  line  db  upon  the  circumference  ol 
the  surface  of  this  directed  to  the  common  apex  A,  will  generate  one  surface  fb  dt  on  the  outside  of  the 
cone  A  cm,  and  another  surface  dehb  on  the  inside  of  the  cone  c  A  n  These  surfaces  ■will  touch  along 
the  describing  line  db;  for  siace  ft  db  is  generated  by  the  rolling  of  the  generating  cone  on  the  cone 
m  A  c,  the  motion  of  d  6  is  at  every  instant  perpendicular  to  the  hne  of  contact  A  c,  and  therefore  the 
normal  plane  at  c? 6  to  the  surface  generated  by  that  line,  must  pass  through  the  line  of  contact  Ac. 
In  like  manner  the  normal  plane  to  the  surface  hedb  "will  pass  through  the  line  of  contact  of  the  cones, 
and  consequently  the  surfaces  must  touch  along  d  b. 

Now,  under  these  conditions,  it  is  clear  that  if  the  rotative  motion  of  the  cone  to  A  c  be  communicated 
by  teeth  to  the  cone  c  A  r  by  their  contact  action,  the  teeth  being  generated  by  the  describing  cone  a  A  c, 
the  motion  will  be  the  same  as  that  produced  by  the  rolling  contact  of  the  conical  surfaces,  for  at  the 
beginning  of  the  motion /<  and  e h  coincide  with  the  line  of  contact  Ac ;  and  since  the  arcs  cf,  c e,  de- 
scribed by  the  bases  of  the  cones,  are,  respectively,  equal  to  c  d,  and  therefore  to  each  other. 


In  practice  the  portion  of  spherical  surfaces  occupied  by  these  arcs,  when  employed  as  teeth,  are 
narrow  belts  of  the  cones  extending  only  a  small  distance  within  the  circle  of  the  bases,  and  therefore 
cones  tangent  to  the  sphere  along  c  to  and  c  r  may  be  substituted  for  the  sphere  itself  without 
practical  error.  Thus  draw  R  c  B  perpendicular  to  the  line  of  contact  A  c,  and  intersecting  the  axes  of 
the  two  cones  at  B  and  R ;  then  B  R  revolving  about  A  B  will  generate  a  conical  surfiace  tangent  to 
the  sphere  along  the  base  c  m ;  and  the  same  line  R  B  revolving  about  A  R  will  generate  a  conical 
surface  tangent  to  the  sphere  along  the  base  c  r  of  the  cone  c  A  r.  And  since  the  arc  df,  which  really 
lies  in  the  spherical  surface,  is  very  short,  it  may  be  supposed,  without  sensible  error,  to  lie  in  the  sur- 
face of  the  tangent  cone  c  B  to,  and  to  be  described  with  a  circle  whose  diameter  is  equal  to  that  of  the 
base  of  the  describing  cone.  And,  in  like  manner,  the  arc  d  e  may  be  supposed  to  be  similarly  de- 
scribed upon  the  surface  of  the  tangent  cone  c  A  r. 

These  principles  furnish  us  with  a  ready  mode  of  obtaining  the  form  of  the  teeth  of  a  pair  of  bevei 
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wheels.  Thus  let  A  P  and  A  Q  be  the  axes  of  the  shafts  between  which  the  motion  is  to  be  trans- 
mitted. The  anjjular  velocities  with  which  the  two  shafts  are  driven  being  determined,  draw  A  D  such 
that  it  divides  the  angle  P  A  Q  into  two  parts,  proportional  to  the  numbers  of  teeth  in  the  wheels 
respectively,  or  inversely  proportional  to  tlie  angular  velocities  or  numbers  of  turns  per  minute  of  the 
wheels  on  the  shafts.  If  we  conceive  the  line  A  D  to  revolve  about  the  axis  A  P,  at  the  same  angle 
PAD,  the  conical  surface  A  D  E  will  evidently  be  described,  a  portion  of  which,  D  E  e  J,  is  represented 
in  Fig.  2071.  Similarly,  by  the  revolution  of  the  line  A  D  about  the  axis  A  Q,  the  conical  frustum 
D  F/J  will  be  described.  It  is  obvious,  therefore,  that  these  two  cones,  communicating  the  motion  by 
simple  contact,  will  transmit  motion  in  the  given  ratio,  and  hence  they  are  termed  the  primitive  cones, 
and  have  an  obvious  .analogy  to  the  primitive  circumferences  or  pitch  circles  of  spur-wheels.  In  the 
interior  of  their  mass  the  flanks  and  spaces  are  conceived  to  be  formed,  and  upon  their  surfaces  are 
placed  the  projecting  faces  of  the  teeth — the  returning  surfaces  E  711  and  F  ?i  of  the  cones,  or  the  crowns, 
as  they  are  termed,  are  defined  by  inverted  conical  surfaces  formed  upon  the  bases  D  E  and  D  F ;  they 
are  short  frusta  of  the  cones  B D E  and  CDF,  the  common  apex  of  which  is  determined  by  the  line 
B  D  C  drawn  at  right  angles  to  A  D,  To  perceive  the  propriety  of  this  form  of  the  crown,  it  is  only 
necessary  to  consider  that  the  ends  of  the  teeth  E  m  and  F  n  will  thus  always  be  square  Avith  the  sur- 
face of  the  primitive  cones,  and  they  will  geer  most  completely  into  each  other.  The  other  ends  of  the 
teeth  are  defined  in  hke  manner  by  the  conical  recesses  ebd  and  d cf,  AvhLch  are  parallel  to  the  exterior 
surfaces  of  the  crowns ;  the  line  bdc  being,  like  the  exterior  line,  at  right  angles  to  A  D. 

It  appears,  then,  that  the  true  forms  of  the  teeth  may  be  described  witli  facility  upon  the  surfaces 
of  the  cones  DEB  and  D  F  C ;  and  for  our  present  purpose  of  representing  the  forms  of  these  teeth 
upon  a  plane  surface,  it  is  only  necessary  to  conceive  those  surfaces  spread  out  or  developed  upon  a 
plane.  Now,  tlie  development  of  a  cone,  that  is,  the  form  assumed  by  the  superficies  when  laid  out 
tlat,  is  a  sector  of  a  circle,  of  which  the  radius  is  equal  to  the  slant  height  of  the  cone,  and  the  arc  equal 
to  the  circumference  of  the  cone  at  the  base.  In  the  case  before  us,  therefore,  if  a  circular  arc  D  G  be 
described  from  the  centre  C  with  the  radius  C  D,  it  will  be  the  development  of  a  portion  of  the  base, 
and  the  sector  C  D  G  will  likewise  be  the  development  of  a  portion  of  the  cone ;  and  by  describing  an 
arc  kg  with  tlie  radius  Ck  or  Qg,  the  annular  space  contained  between  kg  and  D  G  will  be  the  de- 
velopment of  the  crown  of  tlie  wheel.  It  is  upon  this  annular  segment,  then,  that  the  forms  of  the 
teeth  may  be  drawn  precisely  as  if  it  was  a  part  of  a  spur-wheel ;  and  if  we  suppose  a  piece  of  slieet 
copper  or  other  suitable  material  to  be  cut  into  the  form  of  the  teeth,  and  wrapped  upon  the  crown  of 
the  wheel,  the  outline  wliich  could  thus  be  traced  off  would  rej^resent  the  true  forms  of  the  teeth  of  the 
bevel-wheel. 

The  breadth  D  d  being  settled  by  the  same  rules  as  for  spur-wheels,  it  is  obvious  that  the  teeth  must 
follow  the  taper  of  the  cone  towards  the  point  A.  Draw  dk  parallel  to  AC,  and  from  the  centre  C 
describe  the  arc  kg;  then,  as  before,  the  segment  Ckg  will  be  the  development  of  a  portion  of  the 
cone  dcf,  and  upon  this  segment  the  forms  of  the  upper  ends  of  the  teeth  may  be  described.  Lines 
drawn  from  the  teeth  on  the  arc  D  G  to  the  centre  C,  Avill  determine  the  magnitude  of  the  teeth  on  the 
arc  kg,  and  the  teeth  may  thence  be  described,  as  in  the  figure. 

The  largest  diameter  D  F  is  reckoned  the  diameter  of  the  wheel,  and,  similarly,  D  E  is  said  to  be 
that  of  tlie  pinion.  Tlie  process  which  we  have  detailed  for  describing  the  teeth  of  tlie  wheel  is  pre- 
cisely the  same  as  that  for  describing  the  teeth  of  the  pinion.  It  is  unnecessary,  therefore,  to  particu- 
larize further,  than  that  Fig.  207 1  shows  the  teeth  of  the  pinion  drawn  similarly  to  those  of  the  wheel, 
upon  the  arcs  D  H  and  i  h. 

That  the  teeth  thus  formed  will  work  truly  together,  becomes  obvious,  when  we  reflect  that  if  any 
two  exceedingly  tliin  wheels,  with  the  form  of  teeth  described,  had  been  taken  in  a  plane  perpendicu- 
lar to  A  D  passing  through  the  point  D  and  having  their  centres  in  the  axes  of  the  given  Avheels,  they 
would  work  truly  together,  and  their  angular  velocities  would  be  in  the  given  ratio.  Now  it  is  evident 
that  the  portion  01  each  oif  the  conical  surfaces  which  is  at  any  instant  passing  the  line  i  i  is  at  that 
instant  revolving  in  the  plane  perpendicular  to  A  D  which  passes  through  the  point  D,  the  one  surface 
revolving  in  that  plane  about  the  axis  A  C,  and  the  other  about  the  axis  A  B.  Those  portions  of  the 
teeth  of  the  wheels  which  lie  in  these  two  conical  surfaces  will,  therefore,  drive  one  another  truly,  at 
the  instant  when  they  are  passing  through  the  line  k  i,  if  they  be  cut  of  the  form  which  they  must  have 
had,  in  order  that  they  might  drive  one  another  truly  and  with  the  required  angular  velocity,  had  they 
acted  entirely  in  the  plane  perpendicular  to  A  D  and  about  the  given  axes.  But  this  is  precisely  the 
forms  in  which  the  teeth  are  supposed  to  be  cut,  and  therefore  those  portions  of  the  bevel  teeth  which 
lie  in  the  conical  surfaces  will  diive  one  another  truly  at  the  instant  they  are  passing  through  the  line 
k  i ;  and,  therefore,  they  will  drive  one  another  truly  through  a  small  arc  on  either  side  of  that  line, 
which  is  the  condition  required,  since  it  is  only  through  an  exceedingly  small  distance  on  either  side  of 
that  line  that  any  two  given  teeth  remain  in  contact.  It  therefore  follows,  that  those  portions  of  the 
teeth  which  lie  in  the  conical  surfaces  Df,  D  e,  work  truly  with  one  another  throughout  the  whole 
breadth  of  the  conical  belt. 

If  the  radius  of  the  base  of  the  frustum  be  called  R,  and  the  radius  of  its  developed  cu-cle  be  r ;  also  if 

the  semi-angle  CAD  of  the  rolling  cone  =  $ ;  then  r  = -.     Hence  the  action  of  the  teeth  in  any  bevel- 
cos  6 
■p 

wheel  is  equal  to  that  of  a  spur-wheel  whose  radius  = ;  and  if  N  be  the  number  of  teeth  in  the 

cos  e 
N 

bevel-wheel, will  be  the  number  of  those  in  the  spur-wheel  of  equal  action.    Thus  if  9  =  50°, 

cos  e  '■  ^ 

T>  -I 

then = — =:  1-556,  and  therefore  the  action  of  a  bevel-wheel  of  50°  is  fully  equivalent  10 

cos  9       -64279  ^  . 

that  of  a  spur-wheel  liaving  a  radius  one-half  greater,  and  consequently  a  half  more  teeth 

54 
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This,  then,  is  a  reason  for  the  superior  action  of  bevel-wheels,  as  compared  -with  spur-wheels  of  the 
same  number  of  teeth ;  for  spur-wheels  always  act  the  better  the  more  teeth  they  have,  and  it  appears 
that  the  bevel-wheel  is  always  equivalent  in  its  action  to  a  spur-wheel  of  a  greater  radius,  and  conse 
quently  a  greater  number  of  teeth. 

When  a  pair  of  bevel-wheels  have  equal  numbers  of  teetli,  and  have  their  axes  at  right  angles  tc 
eadi  other,  they  are  termed  mitre-wheels.    In  this  case  e  =  45°  and  cos  0  =  •707 11 ;  therefore  taking 

radius  equal  unity,  we  have =  1'4 ;  in  words,  the  action  of  a  meter-wheel  is  nearly  equivalent  to 

cos  e 
that  of  a  spur-wheel,  with  half  as  many  teeth. 

Skew-bevels. — When  the  axes  are  inclined  to  each  other,  and  yet  do  not  meet  in  direction,  and  it  ia 
proposed  to  connect  them  by  a  single  pair  of  bevels,  the  teeth  must  be  inclined  to  tlie  base  of  the  frusta 
to  allow  them  to  come  into  contact.  2072, 

To  find  the  line  of  contact  upon  a  given  frustum  of  the  tangent^ 
cone;  let  the  Fig,  2072  be  the  plane  of  the  frustum;  a  the  centre. 
Set  off  a  e  equal  to  the  shortest  distance  between  the  axes,  (called  the 
eccentricity,)  and  divide  it  in  c,  so  that  a  c  is  to  c  c  as  the  mean  radius 
of  the  frustum  to  the  mean  radius  of  that  with  which  it  is  to  work  ; 
draw  cp  perpendicular  to  a  e,  and  meeting  the  circumference  of  the 
conical  surface  at  m ;  perform  a  similar  operation  on  the  base  of  the 
frustum  by  drawing  a  line  parallel  to  c  m  and  at  the  same  distance  a  c 
from  the  centre,  meeting  the  circumference  in  p. 

The  line  pcia  then  plainly  the  line  of  direction  of  the  teeth.  We 
are  also  at  liberty  to  employ  the  equally  inclined  line  c  5^  in  the  op- 
posite direction,  observing  only  that,  in  laying  out  the  two  wheels, 
the  pair  of  directions  be  taken,  of  which  the  inclinations  corres- 
pond. 

Fig.  2078  renders  tliis  mode  of  laying  off  the  outlines  of  the  wheels  at  once  obvious.  In  this 
figure  the  line  ae  corresponds  to  the  line  marked  by  the  same  letters  in  Fig.  2072;  and  the  division  of 
it  at  c  is  determined  in  the  manner  directed.    The  line  c  m  being  thus  found  in  direction,  it  is  drawn 


iDdetuutely  to  d.  Parallel  to  this  line  and  from  the  point  c  draw  c  to  e,  and  in  this  line  take  the  ceatru 
of  the  second  wheel.  The  line  emd  gives  the  direction  of  the  teeth ;  and  if  from  the  centre  a  with 
radius  at  a  circle  be  described,  the  direction  of  any  tooth  of  the  wheel  will  be  a  tangent  to  it  as  at  c. 
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And  similarly  if  a  centre  e  be  taken  in  the  line  e  d,  ar.d  with  radius  educes,  circle  be  drawn,  the 
direction  of  the  teeth  of  tlie  second  wlieel  will  be  tangents  to  this  last,  as  at  ct  • 

Having  thus  found  the  direction  of  the  teeth,  their  outlines  may  be  described  exactly  as  in  the  case  of 
ordinary  bevel-wheels,  and  with  equal  exactness  and  facility. 

W/ieel  and  tangent  screw. — This  is  often  a  very  convenient  and  ready  mode  of  reducing  a  high 
velocity. 

To  determine  the  form  of  the  teeth  of  the  wheel  and  thread  of  the  screw,  it  may  be  remarked  that, 
from  the  nature  of  the  screw,  the  section  of  its  thread,  made  by  a  plane  passing  through  its  axis,  is 
eveiywhere  the  same ;  and  that  if  a  series  of  such  sections  of  the  entire  screw  be  made  by  planes  at 
equal  angular  distances  round  the  circle,  a  set  of  figures,  resembling  a  double  rack,  will  be  obtained 
alike  in  the  number  and  form  -of  their  teeth,  but  in  which  the  teeth  will  approach  nearer  and  nearer  to 
the  extremity  of  the  screw.  Now,  while  revolving,  the  screw  successively  brings  these  sections  into 
operation  upon  the  whole  teeth,  pi-oducing  exactly  the  same  effect  as  if  the  screw  were  pushed  endlong 
without  rotation,  in  the  manner  of  a  rack.  But  this  supposition  furnishes  a  ready  mode  of  obtaining  the 
forms  of  the  wheel-teeth  and  thread  of  tlie  screw,  upon  the  principle  of  the  rack  and  pinion. 

In  Fig.  2014  a  c  is  the  line  of  centres  of  the  wheel  and  screw.  The  screw  is  shown  in  section  by 
a  plane  cutting  it  in  tlie  line  of  its  axis.  Now,  the  screw  being  considered  a  driving  rack,  it  passes  a 
tootli  of  the  wheel  during  each  revolution,  and  therefore  the  point  a  will,  at  the  end  of  a  revolution  of 
the  screw,  be  the  point  b ;  but  the  thread  must  necessarily  have  continued  in  contact  with  the  tootli 
while  passing  from  a  to  b.  Now,  if  it  be  required  that  the  thread  of  the  screw  shall  be  in  contact  with 
the  tooth  at  a  point  only,  the  tooth  will  be  straight,  and  its  obliquity  equal  to  the  pitch  of  the  screw. 
But  if  it  be  desired  that  the  thread  shall  be  in  contact  with  the  entire  side  of  the  tooth,  the  outline  of 
the  wheel-teeth  must  be  different  in  every  section  perpendicular  to  the  axis  of  the  wheel.  The  required 
form  will  be  found  by  making  such  series  of  sections  of  the  screw  as  proposed,  and  adapting  the  portion 
of  the  side  of  the  tooth  to  that  particular  section  with  which  it  is  intended  to  work.  And  since  in  every 
section  two  or  even  three  teeth  may  be  in  simultaneous  contact,  the  screw  may  be  in  contact  along  the 
entire  side  of  those  teeth. 
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In  practice,  then,  the  form  of  the  tooth  must  be  determined  for  the  respective  sections  of  the  screw, 
as  in  the  case  of  the  rack ;  and  the  thread  of  the  screw  may  obviously  take  the  same  sloped  form  if 
great  strength  be  required. 

To  find  the  diameter  of  a  wheel,  driven  by  a  tangent -screw,  which  is  required  to  make  one  revolution 
for  a  given  number  of  turns  of  the  screw,  it  is  obvious,  in  the  first  place,  that  when  the  screw  is  single- 
threaded,  the  number  of  teeth  in  the  wheel  must  be  equal  to  the  number  of  turns  of  the  screw.  Conse- 
quently, the  pitch  being  also  given,  the  radius  of  tlie  wheel  will  be  found  by  multiplying  the  pitch  by 
Ihe  number  of  turns  of  the  screw  during  one  turn  of  the  wheel,  and  dividing  the  product  by  628. 

When  a  wheel-pattern  is  to  be  made,  the  first  consideration  is  the  determination  of  the  diameter  to 
suit  the  required  speed ;  the  next  is  the  pitch  which  the  teeth  ought  to  have  so  that  the  wheel  may  be 
in  accordance  with  the  power  which  it  is  intended  to  transmit ;  the  next,  the  nimaber  of  the  teeth  in 
relation  to  the  pitch  and  diameter ;  and,  lastly,  the  proportions  of  the  teeth,  the  clearance,  length,  and 
breadth. 

The  size  and  proportions  of  the  wheel  being  thus  settled,  the  operation  of  constructing  the  pattern  ia 
ready  to  be  undertaken.     Let  us,  in  the  first  place,  assume  that  the  wheel  is  to  be  a  radial  one  with  sis 
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arms ;  and  here  it  must  be  premised,  that  the  number  of  arms  increases  according  to  the  diametet  oJ 
the  whe#l — thus,  with  occasional  deviation : 

Wheels  from  IJ  to  3^  feet  diameter  have    4  arms. 
"      from  3^  to  5  feet  diameter  have      5     " 
"       from  5  to  8^  feet  diameter  have       6     " 
"      from  8:i  to  16  feet  diameter  have     8     " 
"      from  16  to  24  feet  diameter  have  10    " 

It  13  assumed  in  the  numbers  of  this  table,  that  the  -wheels  are  cast  complete,  the  boss  supporting  thft 
arms,  and  these  last  the  rim  with  the  teeth  cast  upon  it.  The  cases  of  deviation  are  those  in  which  the 
wheels  are  very  small,  and  cast  with  a  continuous  web,  instead  of  radial  arms,  and  where  the  wheels  are 
required  to  be  particularly  light,  and  to  possess  great  accuracy :  it  is  in  this  case  preferable  to  increase 
the  nimiber  of  arms,  so  that  they  may  be  made  thinner,  and  thereby  incur  less  nsk  of  the  rim  being 
drawn  out  of  form  during  the  cooling  of  the  metaL 

In  arm-wheels  the  rim  is  always  built  of  segmental  pieces,  cut  out  of  plank  of  convenient  thickness, 
to  an  external  radius  equal  to  the  pitch  radius  of  ibe  wheel,  which  allows  a  depth  equal  to  the  flanks  of 
the  teeth  for  dressing.  A  templet  or  mould  is,  in  the  first  place,  made  of  thin,  well-seasoned  and  dry 
board,  and  by  this  the  form  of  the  building  segments  is  drawn  upon  the  wood  from  which  they  are  to 
be  cut.  Suppose  that  the  rim  is  of  such  breadth  that  six  thicknesses  of  wood  are  required  to  make  it 
up ;  then  four  segments  are  cut  of  the  requisite  breadth  and  to  the  same  internal  radius,  and  two  of 
them  to  an  internal  radius  less  than  the  former  by  at  least  as  much  as  the  intended  thickness  of  the  rim. 
With  these  segments  the  rim  is  to  be* built  in  the  following  manner : — 

A  circular  plate  of  wood,  with  an  iron  centre  on  the  back  of  it,  usually  with  an  internal  screwed  boss 
on  the  centre  of  it,  having  the  same  pitch  of  thread  as  the  thread  of  the  screw  on  the  projecting  end  of 
the  lathe-spindle,  is  prepared  and  turned  up  truly  on  the  face.  A  circle  is  also  described  upon  it  to 
indicate  the  pitch  line  of  the  wheel,  and  to  this  circle  the  exterior  arcs  of  the  rough  segments  are  to  be 
adjusted. 

Thus  prepared,  the  first  course  of  segments  are  planed  true  on  one  side,  and  fitted  with  sprigs  upon 
the  plate,  their  ends  accurately  jointed  together,  glued,  and  sprigged.  When  the  glue  is  in  some  de- 
gree set,  the  plate  is  put  upon  the  spindle  of  the  lathe,  and  the  segmental  ring  is  turned  true  on  the 
flat  side ;  but  the  interior  and  exterior  circumferences  are  left  in  tlieir  rough  state.  The  plate  is  then 
removed  from  the  lathe-spindle — usually  a  simple  spindle  with  not  more  than  two  speeds  upon  it. 
Another  course  of  the  segments  is  now  dressed  with  the  plane  on  one  side,  and  built  upon  the  first. 
This  course  is  bedded  with  glue  and  sprigged  to  the  first  course,  observing  that  the  joints  of  this  course 
do  not  coincide  with  those  of  the  first,  but  that  all  the  former  joints  are  covered  by  the  whole  wood  04 
the  last-laid  course.  The  glue  being  allowed  time  to  set,  the  plate  is  again  put  upon  the  lathe-spindle, 
and  the  face  of  the  ring  is  dressed  as  before,  still  leaving  the  circumferences  in  their  rough  state. 

The  segments  of  these  two  courses  are  of  the  same  breadth,  but  the  next  course  to  be  laid  must  have 
the  increased  breadth  necessary  to  form  the  web  or  feather  of  the  rim ;  tliis,  as  already  stated,  is  usually 
made  equal  in  breadth  to  the  thickness  of  the  rim.  This  course  will,  therefore,  project  inwards  over  the 
ring  formed  by  the  two  courses  already  laid.  In  other  respects,  however,  it  is  not  different,  and  it  is 
laid  and  fastened  in  exactly  the  same  manner  as  the  second  course. 

Two  courses  are  laid  of  these  broader  segments ;  afterwards  two  others  of  segments  of  the  same 
breadth  as  the  two  courses  first  laid.  This  done,  the  building  of  the  rim  is  complete,  and  a  cross  sec- 
tion of  it  would  present  the  appearance  sliown  by  the  part  ad  be.  Fig.  2075,  and  an  arc  of  it  in  elevation 
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is  represented  by  the  part  A  6,  B  a,  Fig.  2076.  In  Fig.  2075  the  courses  are  numbered  in  the  order  in 
whicn  they  are  supposed  to  be  laid,  the  layers  3  and  4  being  those  which  are  intended  to  form  the  web 
of  the  rim. 

This  process  being  completed,  and  the  face-plate  placed  on  the  lathe-spindle,  the  exterior  edge  of  the 
rim  and  half  the  interior  circumference,  that  is,  the  interior  of  the  tluec  courses  marked  4,  5,  6,  are 
turned  true  to  the  required  form.  Hie  rim  is  then  taken  off  the  face-plate  and  reversed ;  but  is  now 
fastened  to  the  plate  by  screws  passed  from  the  back  of  the  plate  into  the  edge  of  the  rim.  In  this 
position  the  interior  of  the  other  half  of  the  breadth  of  the  rim  is  dressed,  that  is,  the  inner  circumfer- 
ences of  the  layers  1,  2,  3,  when  the  rim  is  ready  to  have  the  arms  fitted  into  it. 

In  being  dressed,  the  web  or  feather  formed  by  the  two  middle  layers,  3  and  4,  is  diminished  in 
thickness,  till  at  their  edge  they  are  together  exactly  of  the  same  thickness  as  the  arms  which  arc  to 
be  put  into  the  pattern  ;  and  a  good  practical  rule  is,  to  make  these  equal  in  thickness  to  seven-eighthi 
of  that  of  the  rim  of  the  wheel  In  breadth  they  ouglit  to  be  equal,  at  least,  to  tlie  breadth  of  the 
rim,  when  this  is  calculated  according  to  the  rule  of  maximum  strength  already  pointed  out,  and 
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towards  the  centre  should  be  increased  to  Jths  of  that  breadth.  More  commonly  they  we  made  equal 
in  breadth  to  the  rim,  and  tapered  to  |ths  of  that  breadth  at  their  extremities. 

The  breadth  of  the  arms  being  determined,  they  are  to  be  fitted  into  tlie  rim  by  a  half-tfieck  upon 
the  web,  which  is  done  by  checking  out  at  six  points,  answering  to  the  number  of  the  arms,  the  breadth 
of  an  arm  in  the  web  layer  marked  3.  The  extremities  of  the  arms  are  then  checked  to  the  same 
depth,  and  fitted  into  their  places  with  a  little  glue,  and  two  short  but  strong  screw-nails  at  each  end. 

The  mode  of  fitting  the  arms  together  is  difierent  in  different  shops ;  but  the  easiest  mode  is  to  fit  a 
double  arm  in  the  manner  described — that  is,  an  arm  extending  through  the  diameter,  and  having  a 
half-check  at  the  mic^dle  of  its  length  cut  to  the  proper  angle  to  receive  the  second  double  arm  extend- 
ing, like  the  first,  through  the  complete  diameter.  These  being  fitted  in,  two  half-length  arms  are  then 
inserted,  butting  into  the  wide  angles  left  at  the  centre  between  the  arms  already  fitted.  Fillets  are 
next  inserted  to  fill  up  and  round  off  the  acute  angles,  both  at  the  centre  and  extremities  of  the  arms  ; 
these  are  intended  to  give  additional  strength  to  the  wheel,  and  to  facilitate  the  extraction  of  the 
pattern  from  the  sand  in  the  process  of  moulding.  Were  the  acute  angles  left  open,  the  sand  would 
be  ready  to  break  down  and  give  the  wheel  an  uncouth  and  rough  appearance,  a  result  which  is  to  be 
guarded  against  in  all  kinds  of  moulding,  and  more  especially  in  wheels. 

The  flat  arms  being  thus  fitted  in,  the  next  operation  is  to  insert  a  centre,  upon  which  the  boss  or 
eye  of  the  pattern  may  be  at  any  time  built  according  to  the  size  necessary  for  the  particular  wheel  to 
be  cast  off  tbe  pattern.  The  centre  is  formed  of  two  hexagons,  one  laid  on  each  side,  and  built  of  six 
separate  pieces,  or  made  of  single  solid  blocks  of  half  the  depth  of  the  rim,  so  that  on  each  side  the 
centre  projects  beyond  the  plane  of  the  rim  by  half  the  thickness  of  the  flat  arms.  The  centre  is  firmly 
screwed  together,  and  to  the  arms  of  the  pattern ;  and  on  one  side — the  side  wliich  is  intended  to  be 
uppermost  in  the  process  of  moulding — a  flat  plate  of  iron,  usually  of  the  same  form  as  the  centre 
itself,  is  indented  and  fastened  with  screws  to  the  wood.  This  plate  has  a  hole  in  the  centre,  intended 
to  admit  an  iron  prong  for  starting  and  lifting  the  pattern  out  of  the  sand. 

The  next  operation  is  to  attach  the  feathers  of  the  arms.  These  are  placed  along  the  middle  of  the 
flat  arms,  the  planes  of  the  two  being  at  right  angles  to  each  other,  so  that  their  cross  section  at  any 
point  is  represented  by  ■\-.  The  breadth  of  the  feathers  diminishes  from  the  centre  towards  their 
extremities,  in  exactly  the  same  ratio  as  the  flat  arms ;  at  the  centre  they  are  half  the  width  of  the 
rim,  and  consequently  stand  fliish  with  the  depth  of  the  centre,  but  at  the  extremities  which  meet  the 
rim  the  width  is  reduced  a  sixth.  I'illets  are  fitted  in  to  fill  up  the  angles  wliich  the  ends  thus  form 
with  the  inside  of  the  rim,  for  the  reasons  already  stated.  Small  runnincj  fillets  are  likewise  fitted 
into  the  angles  which  they  form  with  the  flat  arms. 

The  interior  of  the  pattern  may  now  be  considered  as  finished ;  and  it  may  be  remarked  that  it  is 
always  desirable  to  have  the  arms  completely  fitted  and  secure,  before  commencing  to  turn  the  exte- 
rior of  the  rim ;  for  should  the  rim  be  dressed  on  the  outside  previously  to  the  arms  being  put  in — 
which  is  practised  by  some  makers — it  is  hardly  possible  to  prevent  its  springing,  and  being  thrown 
out  of  truth.  By  the  process  described,  the  arms  are  fitted  in  wliile  the  exterior  of  the  rim  is  in  its 
rough  state,  and  consequently,  although  it  should  slightly  spring,  the  external  and  most  important  cir- 
cumference will  be  brought  to  the  truth  in  the  after  process  of  turning.  The  rim  is  also  stronger  and 
less  liable  to  be  thrown  from  the  truth,  while  in  the  rough  state,  than  it  is  after  being  finished  to  the 
thickness. 

After  the  arms  are  fitted  into  the  interior  of  the  wheel,  and  finished  in  the  manner  described,  it  is 
taken  from  the  face-plate ;  a  hard-wood  plate,  with  a  centre  for  the  lathe-spindle,  is  screwed  upon  the 
eye  of  the  pattern  ;  it  is  then  placed  in  the  lathe,  and  the  exterior  of  the  rim  is  turned  to  the  required 
thickness.  In  this  process  it  receives  a  very  slight  bevel — usually  from  an  eighth  to  a  tenth  of  an  inch 
in  a  foot — to  allow  it  to  draw  cleanly  from  the  sand  in  the  process  of  moulding.  About  the  game  frac- 
tion is  allowed  upon  the  diameter  of  the  pattern  for  contraction  of  the  metal  in  cooling. 

The  next  part  of  the  operation  is  to  cut  the  dovetail  seats  of  the  teeth.  The  form  of  these  recesses 
is  shown  in  Fig.  20*76,  beneath  the  teeth.  They  extend  completely  across  the  breadth  of  the  rim,  and  are 
intended  to  receive  the  dovetail  pieces  (6  d.  Fig.  2075)  on  which  the  teeth  are  fixed.  The  dovetail 
pieces  are  themselves  made  of  hard  wood,  and  besides  being  otherwise  convenient,  they  serve  to  bind 
the  several  layers  of  the  rim  firmly  together. 

These  pieces  are,  in  the  first  place,  accurately  fitted  into  the  seats  and  marked,  so  that  every  piece 
may  be  replaced  inserted  into  the  proper  groove  to  which  it  was  fitted ;  the  rough  pieces  of  which  the 
teeth  are  to  be  formed — these  being  cleaned  with  the  plane  on  one  side — are  then  fitted,  each  with 
a  dovetail  fastened  by  screws  to  its  dressed  side ;  and  being  cut  nearly  to  the  proper  length,  they  are 
fitted  into  their  places  by  the  dovetails,  which  are  made  with  a  slight  taper,  so  that  they  can  be  the  more 
easily  driven  in  its  seat,  and  taken  out  again  when  required.  The  blocked  teeth  being  thus  all  placed 
and  partially  fixed  upon  the  circumference  of  the  pattern,  tliis  is  again  placed  on  the  lathe  for  the  pur- 
pose of  dressing  off  the  ends  and  points  of  the  teeth.  This  done,  the  pitch  circle  of  the  wheel  is  finally 
marked  off  upon  the  ends  of  the  teeth  with  a  fine  point. 

The  pattern  is  now  ready  to  have  the  form  of  the  teeth  drawn  in,  as  represented  in  Fig.  3,  by  an 
arc  of  the  rim,  at  this  stage,  with  the  outlines  of  the  teeth  also  drawn.  In  this  figure  the  pitch  line  is 
denoted  by  the  dotted  circle  pp,  and  the  form  of  the  teeth  is  denoted  by  the  shaded  portions  of  the 
rectangular  blocks.     The  various  methods  of  obtaining,  the  outline  have  already  been  fully  explained. 

To  finish  the  pattern,  it  therefore  only  remains  to  dress  off  the  teeth  to  the  forms  indicated,  and  to 
fix  the  dovetails  permanently  in  their  beds.  This  last  is  easily  effected  by  a  film  of  glue ;  and  if  the 
teeth  are  to  be  finished  by  the  wheel-cutting  machine,  it  ought  to  be  performed  previous  to  placing 
the  pattern  in  the  lathe  for  the  purpose  of  dressing  the  ends  and  points  of  the  teeth,  and  consequently 
before  pitching  them.  But  when  the  teeth  are  to  be  finished  by  hand,  the  order  of  the  operation  ig 
that  described  and  the  most  commonly  practised. 

In  finishing  the  teeth  by  hand,  tliey  are  removed  in  succession,  by  driving  out  the  dovetails,  one  only 
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at  a  time ;  the  unshaded  portions  of  the  block  are  then  accurately  dressed  off  hy  concave  and  convea 
gage-planes  adapted  to  the  purpose ;  the  dovetail  is  then  fitted  into  its  bed  with  a  film  of  glue ;  and 
the  tooth  is  complete.  Every  tooth  is  treated  in  exactly  the  same  manner,  until  the  whole  number  be 
dressed  and  fastened  upon  tlie  circumference  of  the  rim.  But  unless  the  operation  of  fixing  the  teeth 
be  performed  with  care,  there  is  danger  of  twisting  the  rim  and  throwing  it  out  of  truth. — To  guard 
against  this,  the  safest  practice  is  to  take  always  in  succession  the  pair  of  teeth  opposite  to  each  other 
on  the  circumference :  that  is,  having  fitted  a  tooth  on  one  side  of  the  pattern,  the  tooth  opposite  to  it 
on  the  other  side  ought  to  be  the  next  taken,  so  that  any  tendency  of  the  gluemg  to  twist  the  rim  at 
one  point  will  be  neutralized  by  an  opposite  tendency  in  fitting  the  next  tooth. — The  wheel  pattern 
may  now  be  considered  complete. 

It  is  to  be  remarked,  that  in  making  the  pattern  of  a  cast-iron  wheel,  it  is  necessary  to  take  into 
account  the  nature  of  the  material :  the  pattern  must  not  only  be  of  such  a  proportion  of  parts  as  to 
be  sufficiently  strong,  calculated  by  the  series  of  the  parts ;  it  must  also  be  so  proportioned  that  the 
fluid  metal,  when  poured  into  the  mould,  shall  set  in  every  part  as  nearly  as  possible  at  the  same 
instant  For  if  the  parts  contain  disproportionate  quantities  of  metal,  it  is  plain  that  the  thinner  parts 
wiU  cool  more  quickly  than  the  others  ;  and  as  cooling  is  attended  with  contraction,  the  parts  of  the 
casting  will  be  put  upon  strain,  from  their  contracting  irregularly  and  faster  at  one  point  tlian  at 
another ;  and  if  the  irregularity  be  carried  to  a  certain  extent — and  the  limits  are  not  wide — the  cast- 
ing, on  being  removed  from  the  mould,  will  be  found  fractured  through  some  of  the  tliinner  and  first 
cooled  and  first  contracted  parts.  Thus,  one  of  tlie  most  common  errors  is  to  put  too  much  thickness 
into  the  boss  of  the  wheel,  and  in  consequence  it  not  unfrequently  happens  that  the  arms  are  drawn 
away  from  the  rim.  To  avoid  tliis,  the  metal  round  the  eye  ought  never  to  be  more,  in  ann-wheels, 
than  twice  the  thickness  of  the  rim ;  that  is,  equal  to  the  pitch  of  the  teeth,  and  this  is  quite  sufficient 
in  strength  to  resist  the  driving  of  the  keys  in  fitting  the  wheel  on  the  shaft,  provided  this  operation 
be  done  with  ordinary  skill  and  care. 

To  prevent  the  bad  effects  of  unequal  contraction,  the  arms  are  sometimes  made  of  a  cm-ved  form. 
When  the  wheel  is  very  light  in  proportion  to  its  diameter,  tlie  arms  are  advantageously  made  with 
&  double  curve  like  the  old  letter/,  which  admits  extension  to  a  certain  extent,  depending  on  the 
elasticity  of  the  material,  in  the  direction  of  its  length,  without  fracture. 

The  rules  and  directions  wliicli  apply 
to  spur-wheels,  likewise  apply,  with 
sUght  technical  modifications,  to  bevel- 
wheels.  The  mode  of  laying  down 
the  working  drawings  of  a  pair  of  this 
kind  has  been  already  explained  and 
•  figured  in  relation  to  the  manner  of 
obtaining  the  form  of  the  teeth ;  and 
the  proportion  of  parts  may  be  depicted 
in  connection  with  the  same  drawing, 
by  substituting  for  the  primitive  cones 
there  given,  a  section  of  the  pair  as 
represented  in  Fig.  2077. 

Here  A  P  is  the  common  pitch  line 
of  the  pair,  determined  as  before  de- 
scribed ;  and  B  P,  C«P  are  the  radii  of 
the  wheels.  The  breadth  of  the  run 
of  the  wjieel  is  marked  off  from  P 
towards  A,  and  through  that  point  the 
perpendicular  b  b'  is  drawn.  Another 
perpendicular  to  the  same  line  is 
drawn  through  the  point  P,  and  of 
course  parallel  to  b  b'.  Upon  these 
perpendiculars  to  the  pitch  line  A  P, 
the  lengths  of  the  teeth  are  set  off,  and  also  the  thickness  of  the  rims,  as  indicated  by  the  lines  a  o, 
a'b'.  The  distance  a  a'  will  be  the  length  of  the  tooth  phis  the  bottom  clearance ;  the  space  inclosed 
between  a  or  a'  and  the  pitch  hue  the  length  of  the  flank  of  the  tooth ;  and  from  the  pitch  line  to  the 
dotted  lines  at  a  and  a'  is  the  measure  of  the  addendum  of  the  teeth.  The  thicknesses  of  the  rim 
and  arms  are  in  the  same  relation  as  for  spur-wheels ;  but  in  this  case  they  are  not  placed  opposite  the 
middle  of  the  rim  and  boss  as  before,  but  entering  on  one  side  of  the  smallest  diameter  of  the  wheel, 
with  the  feather  entire  and  projecting  outwards,  so  that  a  cross  section  of  the  arm  complete  would 
present  the  appearance  X.  the  horizontal  line  indicating  the  face-arm,  or  web,  and  the  vertical  piece 
the  feather  of  the  same.  The  boss  or  centre  of  the  wheel  is  built  in  the  manner  already  described,  and 
of  the  same  relative  proportions,  but  altogether  on  the  side  which  is  furthest  from  the  apex  of  the  ideal 
cone,  of  which  the  wheel  is  a  frustum.  The  feather  of  the  arm  is  inserted  upon  the  same  side,  and  is 
of  equal  breadth  to  the  fiice-arm.  Tliis  is  commonly  sweeped  by  a  double  curve,  as  in  the  diagram. 
Fig.  2077,  but  often  it  is  simply  tapered  from  the  rim  till  it  meets  the  central  boss,  which,  in  well- 
proportioned  wheels,  is  usually  equal  to  the  breadth  of  the  rim  plus  the  thickness  of  the  face-arm. 

The  mode  of  building  the  rim,  which,  with  the  exception  of  the  teeth,  forms  the  only  practical  differ- 
ence between  wheels  of  this  class  and  spur-wheels,  will  be  understood  from  Figs.  2078  and  2079,  which 
•how  the  order  of  position  of  the  segmental  rings  in  plan  and  section.  The  segments  of  the  ring 
marked  4  being  cut  to  the  proper  breadth,  according  to  the  thickness  of  the  wood  used,  they  ara 
sprigged  to  the  face-plate,  and  dressed  on  their  exterior  surface,  as  before  explained.  But  in  the  oper- 
ation of  dressing,  their  internal  edge  is  commonly  cut  away  to  the  diameter  at  which  the  next  course 
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marked  2  is  to  be  laid.    This  operation  is  not  indeed  essentially  necessary,  but  it  affords  to  the  workinaa 
a  better  guide  than  a  mere  surface  line  described  with  the  required  radius,  and  is  done  without  trouble 

Tlie  succeeding  courses  are  sprigged  and  glued  on  in  succession,  every  succeeding  course  being 
increased  in  diameter  according  to  the 
angle  which  the  side  of  the  cone  fonns 
with  tlie  axis ;  in  other  words,  accord- 
ing as  the  bevel  of  the  wheel  is  more 
or  less.  Usually,  the  first  two  courses 
xvejlush  on  their  inside  circumference, 
.as  shown  in  the  sectional  diagram  of 
Fig.  2079. 

The  rim  being  thus  built,  is  next  to 
be  dressed  on  its  inner  circumference 
to  the  diameter  required.  This  done, 
the  face-arms  are  half-checked  into  the 
radial  part  of  the  ring  marked  3,  ex- 
actly as  in  the  case  of  the  spur-wheel 
pattern.  The  centre  and  feathers  of 
the  arms  are  inserted  in  succession,  and 
before  the  rim  is  removed  from  tiie 
face-plate.  But  as  soon  as  these  oper- 
ations are  completed,  a  centre-plate  is 
fitted  to  the  pattern,  and  concentric 
with  it ;  the  faceplate  is  then  removed, 
and  the  pattern  is  fitted  on  the  lathe 
by  the  centre-plate,  for  the  purpose  of  having  the  fece  of  the  rim  turned.  This  must  necessarily 
be  true  to  the  required  bevel,  and  therefore  implies  additional  care  on  the  part  of  the  workman 
whose  usual  method  is  quite  exact.  In  the  first  place,  he  turns  down  the  edge  of  the  course  marked 
1  to  the  required  diameter ;  then  having  fixed  for  the  apex  of  the  imaginary  cone  a  point  or  edge, 
he  applies  a  straight-edge  from  time  to  time  during  the  process  of  tm-ning,  when  it  is  evident  that 
so  soon  as  his  straight-edge  coincides  with  the  whole  breadth  of  the  rim,  and  at  the  same  time  touches 
the  apex  and  base  of  the  cone,  the  operation  of  turning  is  complete,  and  not  before  this  coincidence 
is  attained. 

An  easier  method  is,  however,,  to  turn  the  greatest  and  least  diameters  in  succession — with  which 
the  drawings  furnish  him — and  afterwards  to  dress  down  the  face  of  the  rim  until  a  short  straight-edge 
touches  the  two  diameters  at  the  same  time,  and  consequently  coincides  with  the  face  of  the  rim 
throughout  its  whole  breadth.  If  this  be  not  deemed  sufficiently  exact,  a  mould  may  be  formed  from 
the  drawing  of  two  slips  of  wood  so  joined  together  as  to  coincide  at  the  same  time  with  the  face-arm 
and  face  of  the  rim ;  the  greater  of  the  two  diameters  being  struck,  as  in  the  method  first  proposed, 
it  is  evident  that  the  mould  will,  on  being  applied,  coincide  with  the  lines  on  which  it  was  found  only 
when  these  agree  with  the  drawing. 

The  rim  being  finished  by  one  or  other  of  the  methods  described,  the  next  part  of  the  operation  is 
to  make  the  dovetail-grooves  which  are  to  receive  the  dovetails  of  the  teeth.  These  are  cut  with  the 
same  attention  to  accuracy  of  taper  as  was  used  to  determine  the  bevel  of  the  rim ;  for  as  the  teeth 
ought  manifestly  to  diminish  in  thickness  as  they  extend  towards  the  apex  of  the  cone,  where,  if  con- 
tinued to  that  point,  they  would  vanish,  it  is  consistent  with  the  general  character  of  the  work,  although 
not  essentially  necessary,  that  the  dovetails  upon  which  they  are  to  be  festened  take  the  same  tapered 
form.  As  in  the  spur-wheel  patterns,  those  dovetails  ought  to  pass  through  and  take  hold  of  each  of 
the  several  courses  of  segments  of  which  the  rim  is  built,  and  thereby  act  as  keys  to  bind  them  per- 
manently together. 

When  the  dovetails  are  fitted  and  the  teeth  fastened  to  them,  they  are  firmly  driven  into  their  seats  ; 
and  the  teeth  are  dressed  in  the  lathe  on  the  ends  and  points  to  the  required  size.  The  external  and 
internal  pitch  lines,  that  is,  lines  coinciding  with  the  surface  of  the  imaginary  cone  of  which  the  wheel 
is  a  frustum,  are  drawn  upon  the  ends  of  the  teeth.  Upon  these  lines  the  centres  of  the  teeth  are 
marked  off.  next  their  thickness,  and  lastly  their  form  is  described  either  by  the  method  of  curves,  or 
by  pattern  teeth  shaped  according  to  the  mode  of  development  already  explained.  The  dovetails 
are  then  driven  out,  and  the  body  of  the  teeth  accurately  dressed  to  the  curves  traced  on  the  ends. 
But  this  part  of  the  operation  ought  to  be  performed  in  the  successive  manner  dn-ected  for  spur- 
wheels,  and  with  the  same  attention  and  precaution  to  prevent  the  twisting  of  the  rim,  which  is  almost 
invariably  the  result  when  the  teeth  are  fitted  consecutively. 

It  very  seldom  happens  that  two  castings  are  to  be  made  from  the  same  pattern  with  the  same  size 
and  form  of  eye.  It  becomes  therefore  necessary  to  have  a  ready  mode  of  altering  the  size  and  form 
of  the  centre  according  to  the  size  and  form  of  the  eye  wanted.  This  is  provided  for  by  making  the 
original  and  solid  centre  smaller  than  any  boss  likely  to  be  required  for  a  wheel  of  the  particular  pitch. 
This  allows  of  a  temporary  centre  being  built  around  the  original  one,  of  the  particular  size  wanted  ; 
and  as  the  eye  is  always  taken  out  by  a  core,  &  print  of  corresponding  diameter  is  sprigged  on  to  guide 
the  founder  in  the  size  and  also  in  the  setting  of  his  core. 

It  is  also  necessary  often  to  have  the  boss  and  arms  more  on  one  side  of  the  wheel  than  the  other, 
a  case  which  cannot  be  provided  for  by  making  these  loose.  To  modify  the  pattern  for  a  casting  of  this 
kind,  the  difference  is  made  up  temporarily,  on  the  side  to  which  the  increase  is  desired,  by  pieces 
simply  sprigged  to  the  propei  arms  and  centre  of  the  pattern  ;  the  quantity  to  be  removed  from  the 
other  side  is  then  carefully  marked  off  by  chalk  lines  drawn  upon  the  feathers  of  the  arms  and  round 
the  centre ;  and  when  the  pattern  is  moulded,  the  parts  so  chalked  off  are  filled  up  iu  the  sand.     II 


856  GEERING. 


the  modification,  however,  be  of  such  extent  as  to  alter  the  position  of  the  face-arms,  it  then  becomes 
uecessary  entirely  to  inclose  the  arms  with  thin  board,  forming  a  species  of  box,  of  a  depth  determined 
on  the  one  side  by  the  position  of  the  arms  and  centre  of  the  pattern,  and  on  the  other  by  the  position 
which  they  are  to  occupy  in  the  casting.  The  pattern  being  moulded  in  this  condition,  there  is  left 
only  large  open  spaces  for  the  arms  and  centre ;  and  into  these  the  new  arms  and  centre  are  built  by 
cores  formed  by  core-boxes  made  to  the  particular  shape  and  size  desired.  This  is  perhaps  one  of  the 
greatest  niceties  of  green  sand  moulding. 

For  wheels  of  small,  diameter  and  pitch,  it  is  now  becoming  a  general  practice  to  use  metal  patterns, 
of  cast-iron  and  brass  In  works  where  small  machinery  is  made,  and  which  are  commonly  provided 
with  wheel-cutting  ma'ihines,  the  rim  is  usually  made  of  sufficient  thickness  to  allow  the  teeth  to  be 
cut  upon  it,  and  yet  to  leave  the  proper  thickness  of  metal  for  strength  between  the  bottoms  of  the 
spaces,  and  the  web-plate  which  connects  the  rim  with  the  eye-boss  of  the  wheel.  Sometimes  also  the 
same  method  is  adopted  with  Avheels  which  are  crossed-out.  This  method  admits  of  greater  accuracy 
than  that  described  for  large  wheels ;  for  before  proceeding  to  cut  the  teeth  of  the  wheel,  the  casting 
may  be  accurately  adjusted  to  a  centre  in  the  lathe,  and  have  the  strength  of  its  parts  at  the  same 
time  exactly  proportioned  to  the  pitch  of  the  teeth.  The  centre  wheel  thus  admits  of  being  polished, 
a  process  wliich  not  only  improves  the  appearance,  but  likev'^e  insures  correctness  of  the  work. 

The  mode  of  constructing  the  pattern  of  a  mortise-wheel,  diifers  from  the  ordinary  routine  for  toothed 
patterns  in  little  more  than  the  omission  of  tlie  teeth.  The  rim  is  however  made  wider  than  that  of  a 
toothed  wheel  of  the  same  pitch,  by  twice  the  thickness  of  tooth ;  and  its  thickness  is  double  that  of 
the  ordinary  toothed  rim. 

The  manner  of  construction  is  this :  Tlie  rim  is  built  and  dressed,  and  has  the  arms  and  centre  fitted 
into  it  as  already  described.  The  dovetails  are  also  fitted  into  the  corresponding  grooves  in  the  rim  ; 
but  these,  instead  of  having  teeth  fixed  upon  them,  carry  simply  their  pieces  to  serve  as  core-prints  to 
guide  the  founder  in  laying  in  his  cores  to  make  the  mortises  for  receiving  the  tails  or  tenons  of  the 
teeth.  These  prints  are  made  in  length  equal  to  the  breadth  of  the  teeth,  and  in  breadth  equal  to 
their  thickness.  When  the  pattern  is  moulded  the  prints  leave  their  impressions  in  the  sand,  and  these 
are  filled  by  cores  of  corresponding  size  and  of  a  depth  equal  to  the  thickness  of  the  rim. 

The  rim  of  the  casting  being  carefully  faced  up,  or  dressed  in  the  lathe,  is  ready  to  be  cogged.  The 
cog-tenons  are  in  the  first  place  fitted  tightly  into  tlie  mortises  of  the  rim ;  the  wheel  is  then  put  into 
the  lathe  and  the  points  of  the  teeth  and  ends  of  the  tenons  are  dressed  off^  in  precisely  the  same  way 
as  the  wooden  teeth  of  a  wheel-pattern :  the  pitch  lines  of  the  wheel  are  then  run  upon  thern  with  a 
point,  and  the  curves  of  the  teeth  being  described,  the  cogs  are  ready  to  be  taken  out  and  finished  by 
hand ;  or  the  wheel  may  be  put  into  the  wheel-cutting  machine,  and  cut  to  the  form  and  pitch  required. 

Wooden  cogs,  it  wiU  be  seen  from  the  rules  already  given  for  the  strength  of  the  teeth  of  wlieels, 
ought  to  be  thicker  than  iron  teeth  in  the  proportion  of  the  cube  of  14  to  the  cube  of  12 ;  the  difference 
is  commonly  made  greater,  and  perhaps  correctly,  as  the  strain  falls  principally  upon  the  necks  of  the 
t«nons  of  the  teeth.  Tliis  allows  of  the  iron  teeth  of  the  wheel  with  which  the  cogs  are  to  geer,  to  be 
dressed  to  the  exact  form  and  thickness,  and  polished  on  their  acting  surfaces,  to  prevent  injurious 
abrasion  of  the  wooden  cogs.  By  dressing,  the  iron  teeth  are  however  diminished  in  strength,  and 
consequently  a  pair  of  wheels  of  the  kind  here  described  ought  to  be  made  fully  more  strong  than 
wliee]^  of  the  ordinary  kind. 

When  wheels  are  beyond  a  certain  size,  it  becomes  necessary  to  cast  them  in  segments,  which  are 
afterwards  united  to  form  the  complete  wheel.  The  pattern  of  the  rim  of  a  wheel  of  this  kind  consists 
of  a  single  segment  of  which  the  required  number  of  castings  are  made.  The  segment  is  provided  at 
the  ends  with  the  requisite  means  of  connecting  the  parts  together,  and  to  the  arms  which  are_  also 
commonly  cast  separately,  and  bolted  to  the  rim  and  centre.  As  tlie  rim  in  this  case  may  be  cast  ol 
any  degree  of  thickness  Avithout  risk  of  injury  to  the  wheel,  it  is  commonly  made  with  recesses  to  re- 
ceive the  ends  of  the  arms,  which  are  fixed  ih  their  places  by  keys,  bolts,  or  both,  according  to  the  mode 
of  construction  preferred  by  the  maker.  The  segments  are  also  sometimes,  and  advantageously,  dove- 
tailed into  each  other  on  the  inside  at  the  ends,  and  the  arms  are  fitted  also  by  dovetail-checks  and 
bolts  to  the  middle  of  their  length.  This  mode  of  fitting  requires  great  accuracy  of  workmanship,  but 
when  well  executed  it  possesses  a  degree  of  neatness  which  cannot  be  otherwise  attained.  The  arms 
are  fitted  in  the  same  manner  to  the  centre. 

Another  mode  is  to  cast  each  segment  with  an  arm  attached  to  the  middle  of  its  length,  and  to  fit 
these  upon  the  centre  in  the  way  described.  Thus  if  the  wheel  have  eight  arms,  the  rim  will  be  com- 
posed of  eight  segments,  and  the  centre  will  be  cast  with  an  equal  number  of  recesses  to  receive  the 
ends  of  the  arms. 

When  the  wheels  again  are  of  an  intermediate  size,  too  large  to  be  cast  in  one  piece,  yet  not  larger 
than  will  admit  of  their  being  cast  in  two  parts,  they  are  then  cast  in  halves,  each  half  complete  in  itself 
from  the  circumference  to  the  centre.  These  halves  are  then  fitted  together  to  form  the  complete 
wheel.  The  manner  of  fitting  is  various.  The  common  way  is  to  cast  each  half  with  strong  flanges 
tliroughout  the  whole  diameter,  and  to  bolt  these  together.  W^heels  constructed  in  this  way,  must  of 
necessity  have  an  even  number  of  arms,  so  that  the  division  may  be  efiected  through  the  middle  of  an 
arm  running  through  the  diameter  of  the  wheel  The  two  flanges,  that  is,  the  flange  of  each  segment, 
will  form  the  feather  of  that  arm,  but  double  the  thickness  of  the  ordinary  feather. 

We  have  seen  wheels  put  togetlier  in  three  pieces  in  this  way  very  satisfactorily,  but  the  difficulty  of 
fitting  is  theo  very  considerably  increased.  It  is  also  not  uncommon  to  cast  the  segments  with  strong 
flanges  only  at  the  rim  and  centre,  and  to  trust  to  these  alone  to  hold  the  segments  of  the  wheel  to- 
gether. This  greatly  reduces  the  work  of  fitting,  and  we  do  not  see  that  sufficient  strength  could  not 
thus  be  attained. 

With  respect  to  the  material  of  the  patterns  of  wheels,  it  is  only  necessary  to  observe  that  the  com- 
mm  practice  of  using  white  pine  for  the  arms  and  rim,  and  hard  wood  for  the  teeth,  and  their  dovetails 
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is  both  economical  in  point  of  time  and  expense.  But  in  all  cases  where  the  teeth  are  expected  t<i 
require  no  dressing  after  leaving  the  sand,  it  is  of  importance  that  those  of  the  pattern  be  formed  with 
the  utmost  accuracy,  and  have  a  smooth  surface.  And  it  may  be  Iiere  observed,  that  unless  in  the 
circumstances  referred  to,  it  is  not  desirable,  in  point  of  economy  of  wear,  to  di'ess  the  teeth,  at  least  to 
tlie  extent  of  removing  the  cast  surface,  which  is  by  far  the  hardiest  and  most  dm-able  part,  and  after 
working  some  time,  it  takes  hkewisc  a  smoother  surface  than  can  be  given  to  the  softer  metal  beneath. 
The  surfaces  ought,  however,  to  be  cleaned  of  any  imbedded  sand,  and  excrescences  which  may  be  found 
adhering  to  them  when  taken  out  of  the  sand ;  and  it  is  also  of  advantage  to  run-up,  or  clean  the  points 
of  the  teeth  in  the  lathe  when  tlie  wheel  is  small. 

The  key -seats  of  the  eye  are  usually  cut  by  the  slotting  machine,  and  of  a  breadth  proportioned  to  the 
size  of  the  eye,  and  not  to  the  pitch  or  diameter  of  the  wheel. 

Shafting  is  a  department  of  mill- work  which  embraces  some  of  the  most  important  considerations 
within  the  compass  of  practical  dynamics.  If  on  the  one  hand  shafting  be  too  light,  it  will  be  of  little 
importance  that  the  wheels  are  accurately  made,  and  proportioned  to  the  power  conveyed ;  the  tremor 
and  holding  gait  to  wliich  an  overburdened  condition  of  the  shaft-geer  invariably  gives  rise,  will 
speedily  aestroy  their  adjustment  by  irregular  wearing  of  the  teeth.  The  bush-brasses  .it  the  same 
time  suffer,  and  the  evil  is  aggravated  till  ultimately  a  sudden  failure  at  some  important  point  sets  the 
whole  at  rest.  On  the  other  hand,  if  the  shafting  be  made  too  heavy,  an  unnecessary  expense  is  in- 
curred in  tlie  construction ;  and,  what  is  usually  of  more  importance,  and  in  most  cases  of  more  serious 
consequence,  a  waste  of  power  is  occasioned  by  the  unnecessary  friction  and  wear  produced  by  the 
superfluous  weight  at  the  journals  and  footsteps.    Both  extremes  are  thus  to  be  avoided  with  equal  care. 

One  important  feature  of  our  modern  practice  is  the  higher  velocities  at  which  the  main  shafts  are 
impelled.  By  this  means  the  geering  can  be  made  lighter  for  the  same  power,  and  therefore  more 
durable,  since  the  friction  and  inertia  are  diminished,  and  the  impulsion  thereby  rendered  more  steady 
and  uniform.  The  power  of  the  prime  mover  is  therefore  economized ;  and  if  that  power  be  derived 
from  steam,  a  corresponding  saving  is  effected  in  the  maintenance  of  the  engine ;  and  if  water  power  be 
employed,  a  proportionally  greater  quantity  of  machinery  can  be  impelled  by  the  same  waterfall 
Hence  the  principles  which  ought  to  guide  the  engineer  in  the  construction  of  a  system  of  shaft  and 
wheel  geering  is,  to  regulate  the  connections  in  such  a  manner  that  the  inertia  of  the  mass  and  the 
friction  of  the  motion  may  be  reduced  to  a  minimum,  and  to  effect  this  purpose  the  velocities  and 
strength  of  the  parts  must  be  adjusted  to  one  another,  and  to  the  speeds  of  the  machines  in  which  the 
power  is  to  be  expended. 

But  before  entering  upon  the  investigation  of  the  practical  bearings  of  this  general  principle,  it  may 
l>e  necessary  to  glance  briefly  at  the  various  kinds  of  shafting  employed  by  the  millwright  and  engineer. 
As  respects  matei-ial,  there  is  only  the  choice  between  wood  and  iron ;  and  the  forms  are  chiefly  cylin- 
drical and  square,  but  sometimes  octagonal.  AVhen  large  wooden  shafts  are  employed,  as  they  some- 
times still  are,  especially  as  axles  of  wooden  water-wheels,  they  are  commonly  made  of  one  solid  log, 
with  gudgeons  inserted  into  their  ends,  according  to  a  method  to  be  subsequently  described.  But  the 
scarcity  of  large  timber  has  not  unfrequently  led  to  the  substitution  of  shafts  built  of  planks,  and  these, 
when  properly  made  and  of  sufficient  strength,  have  been  found  little  less  durable,  and  much  less  expensive. 

Iron  shafts  are  of  two  varieties — forged  and  cast.  Those  of  large  size  are  commonly  of  cast-iron, 
while  smaller  shafts  and  spindles  are  formed  of  malleable  iron.  The  form  most  common  to  both  is  that 
of  a  cylindrical  solid ;  but  often  they  are  square,  sometimes  octagonal,  and  occasionally  hexagonal. 
Cast-iron  shafts  are  also  not  unfrequently  made  with  ribs  upon  their  peripheries,  and  then  they  are 
caWed  feathered  shafts — probably  from  the  slight  resemblance  which  they  bear  to  the  feathered  part  ol 
an  arrow.  Cylindrical  sliafts  of  large  size  are  also  sometimes  cast  tubular,  and  they  are  then  termed 
hollow  shafts. 

The  subjoined  figures  represent  the  forms  of  cross  section  most  commonly  adopted  in  shafts  of  the 
respective  materials,  iron,  malleable  and  cast,  and  wo(k1. 

2080. 


Malleable  iron,  cast-iron,  wood. 
2081. 


Cast-iron. 

In  respect  of  these  forms,  the  cylindrical  is  in  general  to  be  preferred,  not  that  it  possesses  greater 
strength,  as  is  commonly  supposed,  for  the  same  weight  of  materials,  but  because  it  is  the  simplest  and 
the  most  elegant  in  appearance  when  mounted.  Feathered  shafts,  as  they  are  commonly  made,  although 
theu-  strength  to  withstand  lateral  pressure  be  augmented  by  the  breadth  of  the  feathers,  are  very  rarely 
free  of  tremor  from  want  of  substance  between  the  feathers,  and  unequal  distribution  of  the  material 
iround  their  axes.  It  is,  however,  an  error  to  assume,  with  Tredgold  and  others,  that  the  circle  is  the 
only  form  of  section  which  gives  to  the  axes  the  property  of  offering  in  every  direction  the  same  resist- 
ance to  flexure ;  for  it  might  readily  be  proved  geometrically  that  the  square  section  must  offer  the 
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same  resistance  to  flexure  in  tlie  direction  of  its  sides  and  diagonals ;  and  vrhat  is  true  of  the  square,  ia 
equally  true  of  a  great  number  of  other  figures  which  may  be  formed  by  combining  symmetiically  the 
circle  and  square.  The  hollow  cyUndrical  form  admits  of  being  adopted  only  in  shafts  of  the  rerv 
largest  class,  and  for  the  same  weight  of  material  is  greatly  the  strongest  form  that  can  be  employed, 
and  the  best  adapted  to  resist  the  combined  action  of  torsion  and  cross  strain.  It  is  difficult  to  make  a 
casting  of  a  tubular  form  below  a  certain  diameter  with  the  necessary  accuracy ;  and,  therefore,  in  shafts 
of  small  diameter  it  is  much  greater  economy  to  make  them  solid. 

The  sections  represented  above,  Figs.  2080  and  2081,  must  be  understood  to  be  those  of  the  body- 
pai'ts  of  the  shafts ;  but  the  shaft  is  very  seldom  uniform  throughout  its  length  even  when  cylindrical, 
and  never  when  of  any  other  form ;  for  whatever  be  the  figure  of  the  body-part,  the  journals  must 
always  have  a  circular  section,  and  every  shaft  must — as  will  be  subsequently  seen — have  at  least  one 
journal  or  gudgeon  on  which  it  revolves.  If  the  shaft  be  one  of  a  line  leading  the  power  to  some  dis- 
tant point  from  the  source  of  motion,  it  will  likewise  have  its  extremities  adapted  to  couple  with  the 
shafts  between  which  it  is  placed ;  and  if  intended  to  carry  a  wheel  or  belt-pulley,  it  is  commonly  pro- 
vided with  a  boss  on  which  the  same  is  keyed.  In  very  large  shafts  the  boss  may  be  replaced  by  four 
snugs  projecting  from  the  periphery  to  receive  the  keys,  and  when  the  shaft  is  of  cast-iron  and  square, 
as  shown  by  the  section  marked  a,  the  part  to  receive  the  wheel  takes  frequently  the  form  of  section 
marked  b. 

The  following  cut,  Fig.  2082,  illustrates  the  usual  form  of  a  cylindrical  iron  shaft,  on  which  a  wheel  ia 
to  be  keyed  at  the  enlarged  part  b,  denominated  the  wheel-boss,  and  which  is  to  be  coupled  to  another 
shaft  at  the  part  c,  by  what  is  termed  a  half-lap  coupling,  to  be  afterwards  described.  The  journal  is 
marked  a,  and  has  the  same  diameter  as  the  body-part  of  the  shaft  marked  d. 


In  ordinary  shafting,  the  gudgeons  are  now  always  formed  of  the  same  piece  as  the  shaft,  and  turned. 
But  in  ordinary  water-wheels  the  axles  are  formed  of  cast-iron,  usually  hollow,  Avith  independent  gud- 
geons fitted  into  their  extremities ;  and  when  made  of  wood,  the  gudgeons  must  of  necessity  be  inserted. 

The  drawings  in  Fig.  2083  show  the  general  form  of  a  hollow  cast-iron  axle  for  a  water-wheel,  with 
two  modes  of  fitthig  the  gudgeons.  The  form  of  gudgeon  fitted  into  the  end  marked  A  is  peculiarly 
adapted  to  axles  of  this  kind,  on  account  of  its  simplicity.     The  metal  of  the  shaft  is  here  thickened 
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internally  to  a  distance  equal  to  the  interior  diameter,  and  three  ribs  cast  in  it  have  key-seats  cut  in 
their  faces.  The  gudgeon  marked  a  has  three  arms  cast  or  forged  upon  it,  (according  as  it  is  made  ol 
cast  or  wrought  iron,)  of  the  same  length  as  the  ribs  on  the  interior  of  the  shaft ;  and  these  being  dressed 
in  the  lathe  at  the  same  time  that  the  gudgeon  is  turned,  are  correspondingly  key -seated.  A  wrought- 
iron  hoop  being  driven  red-hot  upon  the  end  of  the  shaft  to  prevent  it  from  splitting,  the  arms  of  the 
gudgeon  are  adjusted  in  their  places  and  keyed  tight,  the  keys  having  as  little  taper  as  can  conveniently 
be  allowed  for  fitting.     They  are  thus  less  hkely  to  become  loose  in  their  seats. 

Sometimes  the  gudgeon  is  provided  Avith  four  arms,  but  it  is  commonly  admitted  that  the  mode  de- 
scribed is  preferable,  because  with  three  arms  the  keys  must  all  bear  equally,  whereas  when  four  are 
employed  it  is  difficult  to  obtain  a  uniform  tightness  of  the  set. 

The  form  of  gudgeon  shown  at  B  is  more  applicable  to  a  vertical  than  to  a  horizontal  shaft,  although 
employed  indifierently  with  both.  The  shaft  is  in  this  case  cast  with  a  projecting  flange  round  its  ex- 
tremity, of  the  same  diameter  as  a  similar  flange  cast  upon  the  gudgeon.  The  interior  of  the  end  of  tlic 
shaft  is,  in  the  first  place,  bored  out  truly  cylindrical,  and  the  flange  is  at  the  same  time  faced.  The 
flange  of  the  gudgeon  is  likewise  faced,  and  a  piece  cast  on  the  back  of  it  is  turned  to  fit  into  the  turned 
part  of  the  end  of  the  shaft ;  the  two  flanges  are  then  brought  together  and  secured  in  tight  met  lUic 
contact  by  bolts  and  nuts. 

In  this  form  of  gudgeon  the  pivot  is  sometimes  formed  of  AViought-iron  or  steel,  and  fitted  into  the 
flange  and  socket,  .which  must  of  necessity  be  cast.  Tliis  allows  of  the  pivot  part  being  replaced  when 
worn  out,  at  less  expense  than  if  the  whole  consisted  of  one  piece. 

To  render  tliis  a  good  and  lasting  arrangement,  it  would  be  necessary  to  make  the  socket  of  the 
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gudgeon  of  considerable  length,  and  to  bind  the  twc  flanges  together  by  a  hoop  of  malleable  iron,  en» 
bracing  both  their  circumferences,  and  put  on  red-hot. 

When  the  shafts  are  of  small  diameter  these  contrivances  are  not  usually  employed ;  the  part  of  the 
gudgeon  -which  enters  the  shaft  is  formed  as  a  solid  cylinder,  in  the  surface  of  which  the  key-seats  are 
formed ;  the  cylinder  fits  loosely  into  the  end  of  the  shaft,  and  is  made  tight  by  the  keys,  as  in  the  first 
method  described.  The  shaft,  witli  its  gudgeons  fitted,  is  then  put  into  the  lathe,  and  the  pivots  are 
turned  truly  concentric  with  the  body-part,  and  of  the  strength  desired,  the  original  diameters  being 
usually  much  greater  to  allow  for  any  inaccuracy  in  the  fitting.  This  is  also  sometimes  practised  with 
shafts  of  the  larger  class ;  but  more  commonly  the  gudgeon  part  alone  is  dressed  in  the  lathe,  and  the 
adjustment  intrustted  to  the .  fitter,  who  can  adapt  his  keys  to  obviate  any  small  inequalities  due  to 
tlie  casting. 

The  form  of  gudgeon  most  approved  of  for  wooden  water-wheel  axles  is  that  known  as  the  cross-tail 
gudgeon,  which  consists  of  a  pivot  piece  projecting  from  the  centre  of  a  cross,  roughly  represented  by 
^-  in  side  elevation,  and  by  -{•  on  end.  The  vertical  pieces  forming  the  tails  are  let  into  mortises  cut 
in  the  end  of  the  shaft,  and  the  pivot  coinciding  with  the  axis  of  the  shaft,  tlie  mortises  are  filled  up  on 
each  side  of  the  neck  by  pieces  of  wood.  A  strong  ijialleable-iron  hoop  is  then  wedged  tightly  on  the 
end  of  the  shaft,  in  order  to  fasten  and  retain  the  pivot  of  the  gudgeon  in  its  parallel  position. 

This  gudgeon  has  also  been  made  with  only  two  cross-tails ;  and  in  well-finished  work  the  tails, 
wliether  two  or  four,  pass  within  a  malleable-iron  ring,  which,  embraces  tlie  shaft  at  the  point  where 
they  project  to  the  circumference  of  the  shaft :  this  ring  being  made  slightly  less  in  diameter  when  cold, 
is  fitted  in  its  place  at  a  temperature  of  red  heat,  and  contracting,  embraces  the  tails  and  shaft  tightly. 
The  second  ring  at  the  end  is  made  of  fuU  size,  and  fixed  by  wedges.  As  an  additional  security,  tlie 
arms  of  tlie  cross  are  sometimes  fixed  by  screws,  which  pass  through  into  the  wood  of  the  shaft.  The 
arms  are  in  this  case  made  thicker,  and  do  not  enter  so  far  into  the  shaft.  The  screws  by  which  they 
are  fastened  are  made  of  considerable  length,  and  the  distance  being  noted  to  which  they  will  pass  into 
the  timber,  mortises  are  cut  at  these  points  large  enough  to  receive  nuts  suitable  to  the  bolts.  The  nuts 
being  dropped  into  their  places,  opposite  to  the  screwed  ends  of  the  bolts,  they  are  screwed  up  by  a 
spanner,  and  thereby  hold  the  arms  tightly  in  their  place. 

By  these  and  similar  means  the  gudgeon  can  be  made  for  a  time  quite  fast ;  but  when  it  is  consid- 
ered tliat  the  direction  of  the  stress  which  tends  to  loosen  it  is  continually  changing,  and  that  such  stress 
being  exerted  on  wood,  a  material  which  is  compar?itively  very  easy  and  permanently  compressed,  it  is 
not  difficult  to  perceive  that  the  fastening  of  gudgeons  must  have  been  a  matter  of  much  iiftportance  to 
the  older  millwrights,  and  that  with  all  their  care  and  ingenuity  they  seldom  succeeded  in  rendering 
them  firm  and  lasting.  Accordingly  several  modifications  of  the  schemes  described  have  from  time  to 
time  been  resorted  to  with  indiSerent  success.  The  best  of  these- is  undoubtedly  that  of  Robert 
Hughes,  described  in  the  Transactions  of  the  Society  of  Arts,  (vol.  xxxi.  p.  223.)  "  It  consists  in  casting 
the  gudgeon  with  cross-arms,  which  fit  into  notches  in  an  octangular  box  of  cast-iron  which  has  been 
previously  fixed  on  the  end  of  the  shaft."  The  contrivance  is  represented  by  Figs.  2084  and  2085,  in 
which  "  A  represents  (in  section)  a  portion 

of  the  end  of  a  wooden  shaft  of  an  octangu-  o^gj  2084. 

lar  form ;  it  is  long  enough  to  reach  across 
the  pit  in  which  the  water-wheel  works,  and, 
having  a  gudgeon  at  each  end,  is  supported 
and  revolves  ujion  them  in  proper  bearings. 
B  B  is  the  cast-iron  box  accurately  fitted  on 
tlie  end  of  the  shaft,  and  being  wedged  tight, 
prevents  the  wood  from  splitting  as  effectu- 
ally as  any  hoops  can  do.  Upon  the  end  of 
the  box  is  a  projecting  flange  a  a,  with  foui- 
notches  to  receive  the  cross-arms  bb,  dd  of 
the  gudgeon  C.  This  cross  is  firmly  attached 
to  the  box  by  four  screw-bolts,  which  pass 
tlirough  the  flange  and  the  ends  of  the  cross-arms.  The  figure  in  section  (in  which  the  cross  and  box 
are  represented  separately  to  show  more  clearly  the  mode  of  putting  them  together)  explains  a  further 
precaution  which  is  necessary  for  strength ;  and  which  consists  in  the  inside  face  of  the  cross  having 
projections  ee,  which  enter  the  end  of  the  box,  and  keep  the  pivot  truly  in  the  centre,  and  prevent  any 
lateral  strain  on  the  bolts,  which  have  thus  merely  to  hold  the  gudgeon  fast  to  the  end  of  the  box. 
When  a  gudgeon,  fitted  according  to  this  method,  becomes  worn  out  so  as  to  require  replacement,  it 
can  be  removed  by  taking  off  the  four  nuts,  and  a  new  one  applied ;  the  gudgeon  also  being  of  small 
dimensions,  the  cylindrical  part  admits  of  being  conveniently  turned  in  a  lathe,  which  is  a  considerable 
advantage." 

This  gudgeon  involves  nevertheless  a  considerable  deal  of  workmanship,  and  the  real  practical  advan- 
tage wliich  it  possesses  over  the  common  cross-tail  gudgeon  is  simply,  that  it  does  not  require  the  end 
of  the  shaft  to  be  impaired  by  mortising,  and  affords  the  means  of  renewing  the  gudgeon  when  the  pivot 
becomes  worn  out,  Avith  more  facility  and  without  injury  to  the  shaft. 

The  stress  to  which  water-wheel  gudgeons  are  subject  is  generally  of  a  lateral  and  simple  character. 
The  gudgeons  have  manifestly  all  the  weight  of  the  shaft,  wheel,  and  sometimes  the  water,  to  sustain, 
and  ought,  therefore,  to  be  made  sufficiently  strong  for  that  purpose ;  but  they  ought  obviously  to  be  as 
little  as  possible  increased  in  diameter  beyond  the  required  strength,  and  a  proper  allowance  for  wear 
to  insure  durability. 

In  practice  it  is  common  to  make  the  length  of  the  gudgeon  equal  to  the  diametei^  Estabhshing  this 
as  a  principle,  from  experiments  on  the  strength  of  iron,  we  deduce  the  following  practical  rules : — 

Find  the  weight  in  pounds  to  be  supported  by  each  gudgeon,  extract  the  square  root  of  the 
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number,  and  that  root  divided  by  25  when  the  gudgeon  is  cast-iron,  and  by  20  vhen  it  is  ■wrought- 
uon,  will  give  the  diameter  and  length  of  the  gudgeon  from  the  shoulder  to  tlie  extremity  expressed  in 
inches. 

Example. — The  gross  weight  on  the  gudgeons  of  a  water-wheel  is  86,800  lbs. ;  required  their  diametur, 
the  gudgeons  being  cast -iron  ?  The  gross  weight  being  86,800  lbs.,  tliat  upon  each  gndgeon  will  bo 
43,400  lbs.,  and  ^  43400  =  208-32667,  which  divided  by  25  gives  8-3336  inches  for  the  diameter  of  the 
gudgeon.  The  actual  diameter  of  the  gudgeons  is  in  tliis  case  8-5  inches,  and  they  have  worked  in 
cast-iron  bearings  for  upwards  of  twelve  years,  the  bushes  being  only  once  and  lately  renewed  during 
that  period. 

With  respect  to  the  strength  of  shafts  generally,  there  are  different  circumstances  to  be  considered  in 
the  calculation.  It  frequently  happens,  in  examining  the  conditions  under  which  the  shaft  is  to  be 
placed,  even  when  the  stress  is  manifestly  compounded  of  lateral  pressure  and  torsion,  that  one  of  these 
may  be  neglected  in  the  calculation  of  the  strength.  Thus  the  effect  of  lateral  pressure  is  to  produce 
deflection,  which  must  be  provided  against,  and  ought  not  to  exceed  yJo^^  ^^  ^^  i"^^  ^^  ^^^  ^^^^  °^ 
length ;  if,  therefore,  the  dimension  requisite  to  give  tliis  degi-ee  of  transverse  stifliiess  be  greater  than  is 
required  for  the  twisting  power  brought  on  at  the  circumference,  this  latter  strain  may  obviously  be  dis- 
regarded ;  and  conversely,  when  the  torsion  is  great  and  the  lateral  pressure  insignificant,  as  in  the  case 
of  vertical  shafts,  the  effect  of  the  former  only  requires  to  be  considered.  And  again,  when  the  shafts 
are  long,  and  have  the  power  and  resistance  acting  at  their  extremities,  it  is  not  enough  that  the  body 
part  of  the  shaft  be  sufficiently  stiff  to  prevent  deflection  beyond  the  proper  limit;  it  must  have 
suflicient  dimensions  to  prevent  twisting  beyond  a  certain  quantity ;  ana  in  estimating  the  effect  of 
torsion,  it  is  not  so  much  the  shaft  itself  which  ought  to  be  considered  as  the  journal,  which  is  constantly 
exposed  to  wear,  and  which  is  thereby  rendered  more  liable  to  rupture. 

In  examining  successively  the  amount  and  effect  of  these  species  of  stress,  and  the  circumstances 
under  which  their  intensity  is  developed  separately  and  in  combination,  the  first  part  of  the  inquiry 
which  naturally  claims  attention  is  the  degree  of  strength  requisite  to  withstand  lateral  stress.  In  this 
inquiry  it  is  not  the  ultimate  transverse  strength,  but  the  stiffness  of  the  shaft  which  claims  attention ; 
in  other  words,  the  resistance  which  the  material  offers  to  bending  by  its  own  and  any  superadded 
pressure  tending  to  deflect  it  fi-om  the  straight  line.     Now,  the  shaft  being  square,  if 

d   =  the  depth  or  side  of  the  square  in  inches, 
•  L  =  the  length  of  the  shaft  in  feet, 

"W  =  the  weight  or  pressure  upon  it  in  lbs., 

i    =  the  deflection  at  the  middle  of  the  shaft  in  inches, 

M  =  the  modules  of  elasticity ;  then 
1°.  Wben  the  shaft  is  supported  at  both  ends,  and  the  stress  is  intermediate, 


^VV^^\ 


,.      432  L"  W  ,         .  /  S  432  L'  W 


That  is,  in  words — Multiply  the  weight  upon  the  shaft  in  lbs.  by  the  cube  of  the  length  expressed  in 
feet,  and  by  432,  and  divide  the  product  by  the  value  of  M,  multiplied  by  the  assumed  amount  ol 
deflection  6  to  be  allowed  -.  the  fourth  root  will  express  in  inches  the  depth  of  the  side  of  the  shaft  when 
tlie  transverse  section  is  square.  Or  the  square  root  will  express  the  area  in  square  inches  of  the  cross 
section  when  the  shaft  has  any  other  form. 

This  rule  answers  for  any  material  of  which  the  weight  of  the  modulus  of  elasticity  M  is  known.  In 
its  general  form  it  is,  however,  laborious,  from  the  magnitude  of  the  numerical  quantities  involved :  fixing 
upon  particular  values  of  M  for  the  different  materials  to  be  employed,  and  also  fixing  the  maximiun 
value  of  S,  it  may  be  greatly  simplified.  In  shafting,  as  already  remarked,  the  deflection  should  not 
exceed  y^^th  of  an  inch  for  every  foot  of  length ;  hence, 

I.  For  wood. — Taking  M  generally  =  1,500,000  lbs.  and  5  = inches.' 

Then  for  square  shafts,  d  being  the  depth  of  the  side  of  the  square  in  inches, 

''=~Tr (^) 

iiid  for  round  shafts,  d  being  the  diameter  in  inches, 

c.  =  ^ (B) 

20  ^   ^ 

II.  For  cast-iron. — Taking  M  =  18,000,000  lbs.  and  S  = inches. 

^  100 

When  the  section  is  square,  d  being  the  depth  of  side, 

-  =  ^ <o) 

A'hen  tlie  section  is  round,  d  being  the  diameter, 

c.  =  I^ (D) 

240  ^    ' 

HI   For  v^rought-iron. — Taking  M  ^  24,500,000  lbs.  and  h  ::=  —  inches  as  liefore. 
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When  the  section  is  square  and  d  the  side, 


-=^^ (^) 

eVhen  the  section  is  round  and  d  the  diameter, 

-=^ ■ (^> 

• 
2°. — If  the  stress  be  uniformly  distributed  over  the  length  of  a  square  sliaft  it  -will  produce  the  same 
eflection  of  the  shaft  in  the  middle  as  |ths  of  that  weight  applied  at  that  point.    And  if  W  be  the 
jreight  of  the  shaft  itself,  and  it  be  otherwise  unloaded,  the  deflection  produced  by  its  own  weight 
will  be, 

L — For  cast-iron  shafts  when  square, 

_        ^* 
^  "~  256000  d" ^^^ 

And  when  the  shaft  is  cylindrical  and  solid, 

T  4 

^  ~  150000  d* ^^^ 

IT. — In  wroughtiron  shafts  when  square, 

5 ^i—    (I) 

336000  d"  ^  ' 

And  when  the  shaft  is  cylindrical  and  solid, 

T4 

~  198000  d'' ■ ^^^ 

As  an  example  of  the  appUcation  of  these  rules,  let  it  be  required  to  determine  the  deflection  at  the 
middle  of  the  length  of  a  3  inch  wrought-iron  round  shaft  of  15  feet  length  betwixt  its  bearings : 

Here  L  =  15,  and  therefore  L*  =  50625, 
(?=    3,  and  therefore  J'  =:  9  ; 

„  ,  L*  50625  ^  .    , 

Hence,  h  = r,=-= =  -03157  mch. 

'  198000  c?'      1782000 

The  converse  of  this  case  frequently  occurs ;  that  is,  having  determined  the  diameter  of  the  shaft, 
and  assumed  a  maximum  amount  of  deflection  to  be  allowed,  what  may  be  the  distance  between  the 
bearings  ? 

Let  the  maximum  deflection  be  j^^jth  of  an  inch  for  0very  foot  of  length,  that  is,  S  =  —  inches  on 

<«he  whole  length ;  then  from  equation, 

(G) L=V2560^ (K) 

(H) L  =  Vl500rf^ (L) 

(I) L  =  V33607' (M) 

(J) L  =  Vl980^ (N) 

ihus,  let  the  diameter  d  =  3  inches,  as  in  the  last  example,  the  shaft  being  of  wrought-iron  and  a  solid 
cyUnder ;  then  from  equation  (N)  we  have 

L  =  '/l980  X  9  =26-12  feet, 

the  distance  between  the  bearings,  on  the  condition  that  the  deflection  of  the  shaft  by  its  own  Aveight 
shall  not  exceed  -j-^flth  of  an  inch  for  each  foot  of  the  length.  Tliis  being  26  feet  in  all,  the  deflection 
at  the  middle  will  be  -26  ;=  i  inch  nearly,  which  is  a  safe  allowance,  in  ordinary  cases,  on  this  length 
of  shaft. 

Again,  if  the  torsion  be  very  small,  and  it  be  more  convenient,  and  possibly  more  economical,  to 
adjust  the  diameter  of  the  shaft  to  the  limit  of  deflection  than  the  length  of  the  shaft,  this  being  fixe^ 
then,  assuming  the  value  of  S  as  before,  we  obtain  from  equation 

*''' "=^1^1 (°) 

™ "^A^oi C) 

W '"'^l&ol «i) 

<"' "^^Im-ol (■*> 

TtuB,  the  length  between  the  bearings  being  30  feet,  what  ouglit  to  be  the  size  of  a  cast-iron  square 
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shaft  in  which  the  deflection  shall  not  exceed  30  X  -01  =  -3  inch  at  the  middle  of  the  length  ?     In  Ibis 
case  the  rule  is  equation,  (0,)  whence, 


',  =  ^\  ^^  I  —  %/l0-59  =  3-2542  mches, 
^   (  2660  S 


the  side  of  the  square,  the  area  of  the  cross  section  of  the  shaft  being  10-59  square  inches. 

The  distances  between  the  bearings  given  in  these  examples  are  not,  however,  such  as  would  b^ 
adopted  in  practice  ;  but  simply  show  the  limits  in  reference  to  the  deflection  of  the  shaft  by  its  own 
weight.  The  spring  to  which  a  shaft  is  always  liable  in  working,  from  irregularities  in  the  power  and 
resistance,  even  when  its  deflection  is  far  within  the  limit  prescribed,  renders  bearers  in  general  not 
^hnore  than  10  feet  apart  necessary  to  prevent  vibration ;  these  are  usually  of  a  less  substantial  charac- 
ter than  those  in  the  immediate  vicinity  of  the  working  points. 

III.  It  is  sometimes  found  unavoidably  necessary  in  a  system  of  geering  to  overhang  a  wheel  or  belt 
pulley,  leaving  only  one  end  of  the  shaft  supported,  while  the  stress  falls  upon  the  other.  The  equa- 
tion for  the  stiffness  within  the  elastic  limit  is  in  this  case, 

_  4Z°W_6912L°W 

When  L  =  the  length  of  the  shaft  from  the  point  of  pressure  to  the  bearing  expressed  in  feet,  and  M 
the  weight  of  the  modulus  in  lbs.,  d  and  6  have  the  same  values  as  before. 

Now,  in  cast-iron,  the  value  of  M  was  before  assumed  =  18,000,000  lbs.;  therefore,  when  the  shtjft 
b  cylindrical,  (the  only  case  which  it  is  necessary  to  consider)  we  shall  have 

L3W       I^ 

1532  5  15  \  )  - 

When  3  = inches.    This  equation  determines  the  least  diameter  of  the  journal,  wliich  is  never 

100  ^ 

greater  than  that  of  the  shaft 

Again,  the  value  of  M  for  wrought-iron  is  24,500,000  lbs. :  hence,  for  round  shafts  of  that  material, 

2085  6  21     ■ 

^\^len  5  =:  — -  inches  as  before. 

As  an  example  of  this  case,  let  it  be  required  to  determine  the  diameter  of  the  journal  of  a  mallea- 
ble iron  shaft  on  which  a  belt  pulley  is  overhung,  at  a  distance  of  2|  feet  from  the  journal  ?    Let  the 
weight  of  the  pulley  be  180  lbs.  and  the  tension  of  the  belt,  when  driving,  320  lbs. 
'  Here  L  =  2-5  feet,  and  W  =  (180  +  320)  lbs.  =  500  lbs. 

Hence,  cZ*  =  ^^  =  148-81, 

And  d=-  ^  yi'148-81  =  v' 12-21  =  3-49  inches,  the  diameter  required. 

In  this  equation  it  is  presumed  that  no  flexure  of  the  shaft  takes  place  beyond  the  journal,  and,  tc 
fulfil  that  condition — which  is  necessary  to  save  the  bearing,  and  avoid  undue  friction — the  shaft  must 
either  be  made  very  strong  or  have  only  a  short  distance  between  the  first  and  second  bearings.  Thus, 
suppose  a  pulley  overhung  on  the  shaft,  to  prevent  the  shaft  from  springing  between  the  proper  bear- 
ings, an  intermediate  bearing  is  placed  at  a  short  distance  behind  the  bearing  nearest  the  pulley,  which 
prevents  upward  flexure,  and  thereby  saves  the  pillows  adjoining  the  stress.  It  may  also  be  here  ob- 
served that  tlie  distance  between  the  bearings  wliich  our  rules  seem  to  allow  are  greater  than  is  com- 
monly practised  in  modern  mill-work ;  steadiness  of  motion  is  much  desired,  and,  as  friction  is  not 
increased  by  the  number  of  bearings,  provided  these  be  properly  made  and  fixed,  it  is  reckoned  good 
economy  rather  to  multiply  the  bearings  than  to  risk  even  the  small  amount  of  deflection  which  we 
have  taken  as  a  safe  limit. 

We  have  hitherto  referred  only  to  two  forms  of  shafts — square  and  round ;  and  these  solid.  But  the 
same  rules  may  be  considered  to  apply  generally  to  any  other  forms  of  solid  section  ;  for  knowing  the 
side  of  a  square  shaft  of  a  given  strengtli,  the  cross  sectional  area  of  any  shaft  of  equivalent  strength  is 
thereby  approximately  determined,  however  different  in  form. 

Mr.  Tredgold's  rule  for  the  strength  of  hollow  shafts  within  the  elastic  limit,  the  cylinder  being  sup- 
ported at  the  ends,  is 


'</  \m^^)\=^' 


and  is  thus  expressed  verbally :  Fix;  on  some  proportion  between  the  diameters ;  let  the  external  diam- 
eter be  to  the  internal  as  1  is  to  N ;  the  number  N"  will  always  be  a  decimal,  "  and  ought  not  to  ex- 
ceed 0-8."  Then  multiply  the  length  L  in  feet  by  the  weight  W  to  be  supported  in  lbs.  Also,  multi- 
ply 500  by  the  difference  between  1  and  the  fourth  power  of  F,  and  divide  the  product  of  the  length 
and  the  weight  by  the  last  product,  and  the  cube  root  of  the  quotient  will  be  the  exterior  diameter  d 
of  the  shaft  in  inches.  The  interior  diameter  will  be  the  number  N  multiplied  by  the  exterior  diameter, 
and  half  the  difference  of  the  diameters  -will  be  the  thickness  of  metal. 

As  an  example  of  the  application  of  this  rule,  let  it  be  required  to  find  the  dimensions  of  a  hollow 
ihaft  for  a  water-wheel,  which,  including  the  weight  of  the  water  in  the  buckets,  weighs  44,800  lbs. 
the  wliole  length  of  the  shaft  is  8  feet,  from  which,  deducting  5  feet,  the  width  of  the  wheel,  leaves  3 
feet  for  the  length  of  the  bearing :  required  the  exterior  and  interior  diameters  of  the  sliaft  ? 
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Making  N  =  '7,  its  fourth  power  is  •2401;  and  1 — "24  =  -76.     Therefore,  we  have  hy  the  rule 
44  800  V  ^ 
— ^- — — —  ==:354  ill  the  nearest  whole  number;  and  the  cube  root  of  354  is  7,  the  exterior  diameter 

n  inches ;  and  7  inches  X  '7  =  4-9  inches,  the  interior  diameter. 

When  the  shaft  is  supported  at  the  ends,  and  the  stress  is  not  in  the  middle  of  the  length,  but  at 
distances  p  and  q  from  the  respective  ends,  the  rule  becomes, 

/-     ,  /  ^        4  W  X  p  g        ) 

V      (600LX(1— N")  j" 

Thus,  let  the  weight  of  a  wheel  and  other  pressure  on  the  shaft  be  36,000  lbs.  =  W  ;  the  distance  of, 
the  point  of  stress  from  the  bearing  at  one  end  being  3  feet  =p,  and  the  distance  from  the  other  bear-'' 
mg  1-5  foot  =:  q ;  and  let  N  ^  -8 ;  required  the  exterior  and  interior  diameters  of  the  shaft  ? 
The  fourth  power  of  -8  is  -409  ;  and  1  —  N*  =:  -591.     Therefore,  by  the  rule 

4  X  36,000  X  3  X  1-5 


d' 


=  485: 


500  X  4-6  X  -591 

md  the  cube  root  of  485  is  7'86=f7,  the  exterior  diameter  in  inches;  and  7"86  inches  X  •8=6-3 
inches,  the  interior  diameter.  These  rules  give  the  strength  of  hollow  shafts  within  the  elastic  limit, 
but  wlien  the  deflection  is  restricted  to  a  given  amount,  the  diameter  must  be  determined  from  the  rule 

d  ^  diameter  of  solid  shaft 

the  diameter  of  a  hoUow  shaft  of  the  same  stiffness  as  the  shaft  of  diameter  d. 

Tlie  second  species  of  stress  to  which  shafts  are  liable  is  torsion.  The  question  of  torsion  divides 
itself  into  two  cases  as  applied  to  shafts ;  for,  if  the  shaft  be  very  short,  the  amount  of  twist  will  only 
be  limited  by  the  ultimate  strength  of  the  material,  but  in  ranges  of  shafting  of  considerable  length, 
the  angle  of  torsion  must  necessarily  be  confined  within  certain  limits,  depending  upon  the  degree  of 
accuracy  of  motion,  requisite  in  the  particular  instance.  In  the  first  case  it  is  usually  the  strength  of 
journal  which  is  to  be  determined,  for  the  jom^nal  being  of  suflScient  diameter  to  resist  the  force  apphed 
to  it  tangentially,  the  body  part  of  the  shaft  will  be  in  no  danger  of  rupture  from  that  cause,  since  it 
has  at  least  equal  strength,  and  is  not  subject  to  wear ;  and,  moreover,  the  ultimate  strength  must  ob- 
viously, as  respects  torsion,  be  independent  of  the  length — provided,  indeed,  the  length  be  not  less  than 
the  diameter  of  the  shaft.  For  shafts  of  which  the  lengths  are  small,  and  in  which  the  angle  of  torsion 
may  consequently  be  neglected,  we  have  the  following  rules  : 

I.  For  solid  shafts  to  resist  torsion. — Equations  (S)  and  (T).  Find  the  pressure  in  lbs.  acting  upon 
the  shaft  at  the  circumference  of  the  wlieel  or  pulley  receiving  or  transmitting  the  power :  multiply 
that  pressure  by  the  radius  of  the  wheel  or  pulley,  that  is,  by  the  leverage  at  which  it  acts ;  if  the  shaft 
be  cast-iron,  divide  that  product  by  125,  but,  if  malleable  iron,  divide  it  by  140  ;  and  extract  the  cube 
root  of  the  quotient ;  this  root  expresses  in  inches  the  diameter  of  shaft  corresponding  to  the  given 
pressure  and  leverage. 

II.  For  hollow  cast-iron  shafts,  the  thickness  of  metal  being  l-5th  of  the  diameter — Equation  (W). 
Find,  as  before,  the  product  of  the  pressure  and  leverage:  divide  that  product  by  109,  and  take  the 
cube  root  of  the  quotient  as  the  required  diameter  in  inches. 

For  particular  cases  in  which  a  different  thickness  of  metal  is  employed,  the  equation,  of  which  the 
rule  is  only  another  form  of  expression,  must  be  reduced  to  find  the  proper  divisor.  Thus,  supposing 
the  thickness  of  metal  to  be  fixed  at  1-7 th  of  the  diameter,  then 

d—-2t       5  ,    ,        625 


2^  5  ,  , 
— ; —  =  - ;  and  n*  ■■ 
d  7 


2401^ 


1776 
therefore,  125  (1  —  n")  =  125  X  -— —  =  92-5  ; 
^  2401 

which  must  be  taken  as  the  divisor  instead  of  109  when  the  thickness  of  metal  is  reduced  from  1-ftth 
to  l-7th  of  the  diameter  of  the  shaft. 

These  rules  are  necessary  and  sufficient  to  detei-miue  the  strength  of  short  shafts  to  resist  twisting, 
and,  consequently,  ought  to  be  employed  in  calculating  the  strength  of  journals ;  but  in  shafts  of  great 
length  in  comparison  with  their  diameters  the  angle  of  torsion  becomes  an  important  element  in  the 
investigation. 

Now,  if  the  extension  which  the  material  will  bear  by  twisting  without  injury  when  the  length  is 
taken  as  unity  be  assumed. 

For  cast-iron    •    =j^ 

For  wrought-iron  =:  — — 
1400 

then  the  value  of  9  in  our  fundamental  equation,  that  is,  the  angle  of  torsion,  will  be. 

2284  L 
For  cast-iron    .    0  ■ 


For  wrouffht-iron  6  = 


1000  d 
1965  L 


1000  d 

:n  which  L  is  the  length  of  the  shaft  in  feet ;  d  the  diameter  in  inches ;  and  9  the  angle  of  torsion  ha 
Jcgrees  of  a  circle. 
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The  rule,  moreover,  indicates  the  condition  that  the  angle  of  torsion  is  as  the  length  directly,  and  the 
diameter  inversely;  and  may,  therefore,  be  adjusted  with  precision  to  the  degree  of  accuracy  with 
which  the  motion  of  the  first  mover  must  be  transmitted. 

Taking  the  modulus  of  elasticity  of  the  two  varieties  of  iron  at  the  same  values  as  before,  our  funda- 
mental rule  becomes,  for  round  shafts  of 


cast-iron  and  solid  d*  = 
"       and  hollow  d*  = 


LR  W 
53-5  6 
LR  W 


wrought-iron  and  solid  d*  = 
"        and  hollow  d*  = 


53-5  d{l—n*)^ 
LR  W 


71-3  0 
LR  W 


(S) 


(T) 


71-3  6(1  — n*) 

The  data  usually  attainable  in  practice  are  the  power  which  the  shaft  is  required  to  transmit,  the  lever- 
age at  wliich  the  power  acts,  and  the  length  of  the  shaft ;  it  then  remains  to  fix  the  degree  of  torsion 
which  may  be  permitted  without  injuriously  affecting  the  regularity  of  the  motion :  tliese  quantities 
being  settled,  the  rules  expressed  by  (S)  and  (T)  for  solid  cylindrical  shafts  are  thus  applied : 

Multiply  the  power  in  lbs,  by  the  leverage  at  which  it  acts,  and  by  the  length  of  the  shaft,  both  in 
feet;  divide  the  product  obtained  by  53'5  or  71 '3  times  the  number  of  degrees  in  the  angle  of  torsion 
allowed,  according  as  the  shaft  is  of  cast  or  wrought  iron ;  and  the  fourth  root  of  the  quotient  wiU  be 
the  diameter  of  the  shaft  in  inches. 

Thus,  by  a  line  of  shafting  of  40  feet  length,  the  power  transmitted  is  500  lbs.  acting  at  the  circum- 
ference of  pulleys  of  1  foot  radius :  required  the  diameter  so  that  the  angle  of  torsion  shall  not  exceed 
2  degrees  at  the  extremity,  the  shafts  being  wrought-iron  ? 

Here  500  X  40  X  1  =  20000  )   ,j,^^  20000  _ 
and  71-3  X  2  =  142-6   )  142-6 

And  the  fourth  root  of  140-25  is  3-44,  so  that  the  shafting  would  be  made  3^  inches  diameter — which 
is  the  actual  case. 

The  rule  for  hollow  shafts  differs  from  that  given  only  in  this,  that  the  thickness  of  metal  in  i  elation 
to  the  diameter  must  be  assigned  as  before  explained ;  and  for  square  shafts,  the  rule  differs  only  in 
having  different  coefficients  of  the  angle  of  torsion. 

These  rules  are  sufficient  to  meet  all  the  cases  of  calculation  which  occur  in  practice  relative  to  the 
strength  of  shafts ;  but  the  mode  of  expression  often  causes  considerable  previous  computation  to 
determine  the  value  of  the  power  transmitted  in  lbs.,  as  here  required.  The  more  common  and  conve- 
nient mode  is,  therefore,  to  estimate  the  strength  and  sizes  of  the  shafting  by  the  horse-power  trans- 
mitted, and  the  velocity.  According  to  this  measure,  from  what  has  already  been  explained  in  respect 
of  velocity,  it  will  be  perceived  that  the  resistance  must  be  estimated  as  the  horse-power  directly,  and 
as  the  number  of  revolutions  inversely,  since,  with  a  given  power,  the  velocity  must  be  greater,  as  the 
resistance  is  less.     Thus,  the  resistance  due  to  32  horse-power  on  a  journal  making  50  revolutions 

Eer  minute  will  strain  it  to  the  same,  and  only  to  the   same  extent,  as  the  resistance  due  to   16 
orse-power  acting  on  a  journal  which  makes   only  25   revolutions  in  the  same  unit  of  time ;  for 

—  =  ^;=-64.  And,  in  all  cases,  when  the  horse-power,  divided  by  the  velocity,  gives  the  same  quo- 
tient, the  stress  is  the  same. 

If  the  rule  contained  in  equation  (S)  for  cast-iron  shafts  be  reduced  to  the  notation  corresponding  tc 
the  dynamical  unit  of  power,  it  assumes  the  form, 

,,      H      25-5  L 
d^  =  -  X  -— — (U) 

n  6 

in  which  H  represents  the  number  of  horse-power  transmitted  by  the  shaft,  and  n  the  number  of  turns 
which  it  makes  in  a  minute ;  L  and  6  are  respectively  the  length  and  angle  of  torsion  expressed  in  feet 
and  degrees  as  before.    From  the  rule  in  equation  (T)  for  -^vrought-iron  shafts  we  have  the  form, 

i'=5x5i-^ (vc) 

n  6 

Tliese  rules  will  apply  to  the  ordinary  kinds  of  shafting,  and  where  it  is  necessary  to  keep  the  amount 
of  torsion  in  view ;  but,  in  cases  where  less  exactness  is  required,  the  simpler  rules  furnished  by 
Robertson  Buchanan  may  be  adopted.  These  rules  are  intended  to  comprehend  three  classes,  as — 1st 
Steam-engine  fly-wheel  shafts  ;  2d.  Shafts  in  immediate  connection  with  water-wheels ;  and  3d.  Shafta 
for  ordinary  internal  mUl-geering.    The  following  are  the  rules : 

1st  class      d=\/    ]  -X400 


XT 

2d  class       d  =  \/    I  -  X  200 


Sdckss       d—i^*/  \   -XlOO  > 
Hiese  rules  are  stated  to  be  derived  from  "  observation  of  shafts  in  actual  use,  and  of  acknowledged 
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good  proportions  ;"  and  for  short  shafts,  they  express  pretty  nearly  the  practice  of  some  of  our  besi 
millwrights ;  but,  in  his  last  edition  of  the  Essays  on  Mill-work,  the  rule  for  cylindrical  cast-iron  sliafts  is 

-  X  240 


^=>/|!'<^«| 


Couplings. — Couplings  are  of  necessity  employed  in  a  line  of  shafting  when  of  greater  length  than  ia 
found  practicable  to  cast  or  forge  in  one  continued  shaft.  They  are  also  frequently  required  in  cases  where 
one  length  of  the  shaft  would  suffice,  for  the  purpose  of  occasionally  disconnecting  parts  of  the  geering 
beyond  a  certain  point  of  the  line ;  and  likewise  for  connecting  and  disconnecting  particular  machines. 

The  most  simple  species  of  connection  is  the  square  coupling.  In  this  the  end  of  the  shafts  to  be 
connected  are  made  square,  and  are  embraced  by  a  square  coupling-box,  the  internal  surface  of  which 
is  fitted  exactly  to  the  squares  of  the  sliafts.  A  box  is  divided  into  two  parts,  which  close  together 
diagonally  upon  the  shaft,  and  are  provided  with  flanges  at  their  junction,  by  means  of  which  they  are 
bolted  together,  and  to  secure  the  shafts,  so  that  one  cannot  turn  without  driving  the  other.  The 
coupling  is  sometimes  made  quite  plain ;  embracing  the  shafts  like  the  one  now  described  ;  and,  when 
occasion  requires  it,  the  box  may  be  slipped  back  on  one  shaft,  to  leave  it  dear  of  the  otlier,  thereby 
admitting  of  the  motion  being  discontinued,  or  of  one  or  both  being  removed  for  repairs  or  alterations. 

An  objection  to  this  arrangement  of  a  rigid  square  coupling  at  once  suggests  itself,  when  we  reflect 
that,  although  the  motion  would  go  on  all  very  smoothly  so  long  as  the  shafts  remained  mathemati- 
cally true  to  each  other,  when  the  one  of  them  wears  down  in  its  bearings  faster  than  the  other,  or 
when  the  wearing  is  in  diff'erent  directions,  it  must  follow,  that  in  some  part  of  the  revolution  the  shaft 
is  lifted  off  its  bearings,  where  there  are  two  bearings,  one  on  each  side,  and  unsteady  motion  is  pro- 
duced, togetlier  with  further  straining  and  wearing  of  the  couplings.  This  objection,  it  is  true,  applies 
pi-incipally  to  the  shafts  of  heavy  mill-work ;  but  it  is  only  for  such  purposes  almost  exclusively  that 
this  form  of  coupling  is  employed ;  in  small  machinery  it  is  only  occasionally  employed. 

A  variety  of  tlie  square  coupling  consists  in  having  fitting-strips,  or  projections  along  the  corners  of 
the  square  parts  of  the  shafts.  The  square  form  of  the  shaft  is  in  this  case  virtually  preserved,  and 
there  is  the  advantage  of  the  coupling  being  fitted  with  greater  facility,  while  the  strain  is  concentrated 
upon  the  corners  of  the  shaft 

The  round  coupling  is,  in  some  respects,  open  to  the  same  objections  as  the  square  coupling.  It  will 
be  understood  from  J'ig.  2086,  which  represents  it  in  section.  In  this  the  ends  of  the  shafts  are  made 
cylindrical,  and  meet  together,  with  flat 
ends,  under  a  round  coupling  fitted  truly 
upon  them,  and  secured  to  them  by  pins 
a  and  b  at  right  angles  to  one  another. 
This  joint  may  be  made  with  greater  pre- 
cision and  much  less  expensively  than  the 
other,  as  the  parts  may  all  be  accurately 
turned  and  fitted  together.  It  is  clear, 
however,  that,  as  the  strain  is  concen- 
trated on  the  pins  and  holes,  these  parts 
must  wear  out  soon ;  at  the  same  time, 
it  is  easy  to  renew  the  pins,  though,  obviously,  they  cannot  be  made  to  fit  the  holes  so  accurately  as 
they  did  at  first.  This  coupling  is  not  often  used  for  heavy  shafting,  on  account  of  the  objection  just 
stated,  though  we  think  it  might  readily  be  applied  to  lighter  shafts. 

Fig.  2087*  is  a  rigid  sleeve  coupling  for  a  cast 
iron  shaft ;  it  consists  of  a  solid  hub  or  ring  of  cast 
iron,  hooped  with  wrought  iron ;  the  shafts  are  made 
with  bosses,  the  coupling  is  slipped  on  to  one  of  the 
shafts,  the  ends  of  the  two  are  then  brought  to- 
gether; the  coupling  is  now  slipped  back  over  the 
joint,  and  firmly  keyed.  'Ihis  is  an  extremely  rigid 
connection.  Fig.  2087'  is  a  screw  coupling,  a  very 
neat  and  excellent  i-igid  coupling,  for  the  connecting 
of  wrought  iron  shafts,  more  especially  the  lighter 

kinds.  It  will  he  observed  that  this  coupling  admits  of  rotation  but  in  one  direction,  the  one  tending  to  bring 
the  ends  of  the  shafts  towards  each  other,  the  reverse  motion  tends  to  unscrew  and  throw  them  apart, 
and  uncouple  them. 

Fig.  2087"  is  a  clamp  coupling  for  a  square  shaft. 
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The  coupling  shown  in  figs.  2088  and  2089  is  constructed  of  two  cast-h-on  plates,  a  a  and  J  5,  keyed 
one  on  the  end'of  each  of  the  shafts.  The  plate  a  is  formed  with  two  segmental  openings  in  it,  which 
will  be  better  understood  from  fig.  2089   at  cc;  these  openings  are  intended  to  receive  correspondm;,' 
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proiecti^ns  on  the  face  of  the  plate  b,  as  represented  in  the  section ;  and  thus  the  shafts  become 
engiaged.    The  rim  of  the  plate  a  over- 
laps and  embraces  the  circumference 
of  the  other  plate,  and  thus  tliey  are 
preserved  exactly  concentric. 

This  coupling,  applicable  to  shafts 
with  two  bearings,  one  on  each  side  of 
the  coupling,  is  simple  and  durable. 
It  is  easly  adjusted,  and  may  be  dis- 
connected witliout  diflaculty. 

Fig.  2090  is  another  combination  of 
disks  suitable  for  couplings  with  only 
one  bearing.  The  disk  b  is  keyed  on 
one  shaft,  and  is  recessed  on  the  face, 
to  receive  the  smaller  disk  c  ;  this  disk 
is  sunk  flush  with  the  face  6f  the  other, 
and  is  screwed  tiglitly  up  to  it  by 
means  of  tlie  ring  a,  which  is  bolted 
to  the  disk  h,  and  secures  that  marked 
c.  Between  the  three  plates,  a,  b,  and 
<•,  annular  pieces  of  leather  are  interposed,  which  bring  them  all  to  a  proper  bearing. 

This  combination,  termed  a  friction  coupling,  is  useful  for  preventing  breakage  of  the  connections  la 
case  of  a  sudden  stoppage  or  reversal  of  the  motion.  It 
is  plain  that  the  holding  power  of  the  coupling  depends 
simply  upon  the  tightness  with  which  the  disks  are  screwed 
together,  and  the  consequent  frictional  force  of  the  surfaces 
of  leather  and  metal. 

Of  late  years,  in  this  country,  turned  wrought-iron  shafts 
have  been  very  generally  adopted  in  manufactories  and 
workshops :  the  coupling  in  most  common  use  for  connection 
is  the  faced  coupling.  Figs.  2091  and  2092.  This  coupling 
consists  of  two  parts,  one  of  which  being  firmly  keyed  to 
the  end  of  each  of  the  shafts  to  be  connected,  the  faces  are 
then  brought  together,  and  securely  united  by  bolts.  In 
fitting  this  coupling,  considerable  care  is  requisite.     Each 

I)art  of  the  coupling  is  first  turned  and  drilled,  then  driven 
lot  on  to  its  shaft,  reduced  a  little  in  diameter  to  receive 
it,  or  forced  on  by  screws.  It  is  then  Wrongly  secured  by 
a  key  or  keys  to  the  shaft.  The  shaft  is  now  put  into  a 
lathe,  and  the  coupling  is  faced  ;  that  is,  the  faces  of  the 
coupling  wliich  are  to  be  bolted  together  are  turned,  so  that  they  are  perfect  planes,  at  right  angles 
to  tlie  shaft.  The  bolt-holes  on  the  two  portions  should  correspond  exactly.  They  are  therefore  drilled 
on  a  chuck,  with  an  index ;  tlie  holes  are  made  slightly  tapering,  and  the  bolts,  fitting  tightly,  are 
driven  in  by  smart  blows  of  a  hammer,  and  secured  by  nuts.     Faced  couplings,  thus  fitted,  afford  com- 
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plete  and  firm  connections.    The  chief  objection  to  their  employment  lies  in  their  stiffness  or  rigidity 
fhev  are,  therefore,  mostly  used  to  connect  wrouglit-iron  shafts,  when  the  elasticity  of  the  shafts 
obviates  the  inconveniences  resulting  from  little,  and  sornetimes  unavoidable,  settlements  or  inequalities 
of  the  bearings. 
Another  fonn  of  permanent  coupling  is  that  known  as  Ilooke's  Universal  Joint,  from  the  name  "f 
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the  inventor,  Dr.  Robert  Hooke.  The  object  of  ihia  coupling  is  to  unite  shafts  which  arc  inclined 
to  each  other  in  the  line  of  direction,  and  which  do  not,  tderefore,  admit  of  being  rigidly  con- 
nected, as  in  ordinary  cases.  Tiiis  coupling  is  very  commonly  employed  in  light  machinery,  as  in 
steeple  clocks,  for  tsdiing  off  the  index-motion,  and  is  then  usually  constructed  by  forming  an  are 

a 

on  the  two  extremities  which  it  is  intended  to  connect;  and  to  form  the  joint  by  a  central  cross  ''+6  • 

the  extremities  of  the  ark  on  the  end  of  *  2093. 

cne  shaft  being  jouited  to  the  arms  a  a, 
and  the  extremities  of  the  arc  on  the  other 
shaft  on  the  arms  b  b,  at  right  angles  to 
ihe  former.  But  this  simple  mode  of  con 
struction  is  not  adequate  to  the  purposes 
for  which  the  coupling  is  required  in  a 
line  of  shaft-geering ;  in  this  case,  al- 
though the  principle  is  not  in  any  way 
changed,  the  construction  is  much  more 
substantial.  Figs.  2093  and  2094  rep- 
resent a  form  of  it  adapted  to  heavy 
strains.  A  is  a  strong  disk  keyed  on  the 
end  of  each  shaft  carrying  a  pair  of 
bearings  for  the  reception  of  the  gud- 
geons formed  on  the  extremities  of  the 
cross.  Fig.  2094  is  a  face  view  of  one 
of  llie  disks,  showing  the  cross  in  its 
place,  with  its  alternate  journals  disen- 
gaged. 

In  this  illustration  the  shafts  are 
shown  at  nearly  the  limit  of  the  angle 
to  which  the  single  joint  ought  to  be 
applied.  This  angle  ought  not  exceed 
tifteen  degrees  ;  when  a  higher  angle 
is  introduced,  the  rotatory  motion  be- 
comes very  sensibly  irregular,  and  the 
friction  is  greatly  increased.     This  defect  may  be  obviated  by  using  a  double  joint. 

With  the  view  of  admitting  the  disengagement  of  the  connection,  in  cases  of  sudden  steppage  oi 
reversal,  the  coupling.  Fig.  2095,  is  sometimes  employed.  In  tliis  instance,  the  shaft  is  supposed  to  be 
continuous,  and  the  coupling  may  be  termed 
a  disengaging  coupling  ;  a  and  b  are  the  two 
parts  of  the  coupling,  formed  on  the  acting 
faces  into  alternate  projections  and  recesses, 
such  as  they  correspond  with,  and  exactly  fit 
into  each  other  when  in  goer.  The  part  a  is, 
in  this  example,  cast  on  !\  spur-wheel,  from 
which  the  motion  of  the  ehaft  is  supposed  to 
be  taken  off.  Both  of  the  parts  a  and  b  are, 
to  a  certain  extent,  loose  on  the  shaft ;  the 
former  being  capable  oi'  moving  round  on  it, 
tliough  deprived  of  lorigiladinal  motion  by 
washers  and  pins  marked  e,  and  the  latter 
being  free  to  slide  on  the  shaft,  though  pre- 
vented from  turning  on  it  by  a  sunk  key, 
which  slides  in  a  slit  inside  the  clutch  or  slid- 
ing piece  b.  The  mechanism  is  put  into  geer 
by  means  of  the  handle  d,  which  terminates 
in  a,  fork  with  cylindrical  extremities  c,  and 
it  is  obvious,  that  by  the  contact  of  the  flat 
faces  of  a  and  b,  the  latter  will  immediately 
carry  with  it  the  other  part  at  the  same  speed 
as  the  shaft.  Supposing,  now,  that  the  mo- 
tion of  the  wheel  a  is  suddenly  accelerated,  Ihe  oblique  faces  of  the  couplings  immediately  fall  out  of 
contact,  and  slide  free  of  each  other,  leaving  the  couplings  clear,  and  the  shaft  free  to  continue  in 
motion. 

In  the  old  form  of  this  contrivance,  known  as  the  sliding  bayonet  clutch,  the  part  b,  instead  of  the 
tooth-like  projections  on  the  face,  had  two  or  more  prongs  which  laid  hold  of  corresponding  snugs  cast 
on  the  face  of  the  part  a — which,  moreover,  was  usually  a  broad  belt  pulley  introduced  with  a  view  to 
modify  the  shock  on  the  geering  on  throwing  the  clutch  into  action.  In  an  older  form  still  the  pulley 
was  made  to  slide  end-long  on  the  shaft.  A  form  analogous  to  this  was  known  as  the  "  lock  pulley." 
Instead  of  the  end-long  motion  common  to  the  other  modes,  the  parts  were  "  locked"  together  by  a  bolt 
fixed  upon  the  side  of  the  pulley,  and  which,  when  shifted  towards  the  axis,  engaged  with  an  arm  of  a 
cross,  of  which  the  part  b,  in  Fig.  2095,  is  the  jnodern  representative.  The  laolt  was  wrought  by  means 
of  a  key  and  stop,  the  turning  of  the  key  throwing  back  the  bolt,  and  thereby  unlocking  and  disengaging 
the  pulley. 

The  form  of  coupling  represented  by  Fig.  2095  is  particularly  applicable  when  the  impelling  power 
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Js  derived  from  two  sources — a  circumstance  -which  frequently  occurs  in  localities  affording  water  powei 
to  some  extent,  and  yet  not  in  suflScient  abundance  for  the  demands  of  the  work.  The  deficiency  ii 
usually  supplied  by  a  steam-engine ;  and  the  two  powers  are  concentrated  in  the  main  line  of  shafting 
by  a  coupling  of  the  kind  depicted.  In  cases  of  this  kind,  the  speed  of  the  shafting  being  fixed,  and  the 
supply  of  water  inconstant,  the  power  of  the  water-wheel  ought  to  be  thrown  upon  the  wheel  a  a,  and 
that  of  the  engine  upon  the  shaft  at  another  point  By  this  arrangement,  the  speed  of  the  line  can  be 
exactly  regulated  by  working  the  engine  to  a  greater  or  less  power,  according  to  the  supply  of  water. 
The  proper  speed  of  the  water-wheel  will  likewise  be  maintained,  which  is  of  importance  in  economizing 
the  water  power. 

The  same  form  of  coupling  is  also  used  occasionally  for  engaging  and  disengaging  portions  of  tlje 
machinery.  But  for  this  purpose  the  object  is  to  obtam  a  mode  of  connection  by  which  the  motion  may 
be  commenced  without  shock ;  for  it  is  a  law  in  mechanics  that  when  a  body  is  struck  by  another  in 
motion,  some  time  elapses  before  it  is  diflused  from  the  point  struck  through  the  other  parts ;  conse- 
quently, if  the  parts  receiving  the  blow  have  not  sufficient  elasticity  and  cohesive  force  to  absorb  the 
whole  momentum  of  the  striking  body  till  the  motion  be  transmitted  to  the  centre  of  rotation,  fracture 
of  the  body  struck  must  necessarily  ensue.  Hence,  in  a  system  of  mechanism,  any  parts  intended  to 
be  acted  upon  suddenly  by  others  in  full  motion  ought  not  only  to  be  strong,  but  they  ought  to  be  ca- 
pable of  yielding  on  the  first  impulse  of  the  impelhng  force  with  as  little  resistance  as  possible,  and 
gradually  bring  the  whole  weight  into  motion.  The  common  mode  of  driving  by  belts  and  pulleys 
accomplishes  this  object  very  satisfactorily.  In  this  the  elasticity  of  the  belt  comes  into  action ;  and 
should  this  be  inadequate,  it  has  the  liberty  of  slipping  on  the  pulleys,  till,  by  the  friction  between  the 
sliding  surfaces,  the  belt  gradually  brings  the  quiescent  pulley  into  full  motion.  This  mode  of  connection 
is  unexceptionable  when  the  power  to  be  transferred  is  not  great ;  but  its  application  to  large  machinery 
is  attended  with  inconvenience. 

When  the  belt  connection  is  employed,  the  provision  of  the  fast  and  loose  pulley  is  the  most  simple 
and  effective  form  yet  devised  for  the  purpose.  It  consists  simply  of  two  pulleys  in  juxtaposition  on 
the  same  axis — the  one  fast,  and  the  other  loose,  so  that  the  belt  Avhich  transmits  the  motion  may  be 
shifted  at  pleasure  upon  one  pulley  or  the  other,  by  that  means  putting  in  or  out  of  motion  the  axis 
upon  which  they  are  placed.  The  driving  pulley — that  is,  the  pulley  on  the  shaft  from  which  the  mo- 
tion is  derived — ought  to  be  equal  in  breadth  to  the  two  on  the  second  shaft ;  and  these  last  ought  to 
have  their  rims  slightly  rounded  or  swelled  in  the  middle  to  prevent  the  belt  slipping  ofi" — which  it  is 
apt  to  do  when  the  rims  of  the  pulleys  are  flat.  This  curious  property  is  of  great  practical  importance, 
and  has  obviated  all  those  clumsy  appendages  formerly  required  to  keep  the  belt  from  being  thrown. 

This  mode  of  driving  is  not,  however,  always  convenient ;  and,  accordingly,  many  attempts  have  been 
made  io  accomplish  the  same  with  wheels.     Perhaps  the  best  of  these  is  the  method  of  friction  cones, 


represented  in  Fig.  2096.  The  two  parts  of  this  coupling,  c  and  d,  arc  arranged  on  the  shaft  b,  in  the 
same  manner  as  we  have  described  under  the  preceding  figure,  a  is  a  shaft  driven  by  means  of  bevel- 
geer  off  the  main  shaft  b,  its  motion  being  derived  from  the  latter  shaft  through  the  coupling,  c  is  an 
mterior  cone  cast  upon  the  back  of  the  bevel-wheel ;  J  is  an  exterior  cone  having  the  sanie  taper  as  the 
cone  c,  such  that  by  means  of  the  handle  e  it  may  be  moved  into  contact  with  the  interior  cone.  The 
surfaces  being  supposed  to  be  well  fitted  to  each  other,  the  cone  d  will,  by  its  friction,  drive  the  cone  e, 
and  thereby  also  the  upright  shaft.  "When  either  of  the  shafts  a  or  6  is  accidentally  stopped,  the  conei 
immediately  fall  out  of  geer,  and  the  connection  is  broken.  They  are  held  in  geer  by  means  of  a  screw, 
or  more  commonly,  and  perhaps  better,  by  a  weight. 

This  coupling  works  very  well,  if  properly  adjusted  at  first ;  but  requires  some  nicety  in  communi- 
cating the  exact  degree  of  taper  to  the  cones ;  for  if,  on  the  one  hand,  the  taper  be  too  small,  they  art 
liable  to  adhere  into  each  other  too  firmly,  and  on  the  other  hand,  if  the  taper  be  too  great,  they  do  not 
possess  suflScient  frictional  force  to  keep  them  in  contact. 

Another  mode  of  accomplishing  the  same  purpose  in  small  machinery,  by  means  of  an  epicyclic  train, 
is  represented  by  Fig.  2097.  In  this  the  shaft  A  A  is  continuous,  and  supposed  to  be  that  through 
•which  the  motive  power  is  transmitted.    The  wheel  a  is  fast,  but  those  marked  b  and  c  run  loose  on 
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Jhis  shaft.  The  tvro  pinions  c?  J  have  their  bearings  in  the  wheel  cc,  and  geer  with  the  two  opposite 
bevel- wheels,  a  and  b.  (One  of  these  pinions  only  is  requisite  to  complete  the  motion ;  the  second  oeing 
introduced  merely  to  maintain  the  equipoise  of  the  system.)  If  now  motion  be  given  to  the  shaft  A  A, 
it  is  clear  that  the  wheel  b,  which  is  loose,  will  be  made  to  revolve  in  the  contrary  direction  to  the  wheel 
a  which  is  fixed,  by  means  of  the  carriers  d  d ;  but  no  motion  of  the  wheel  c,  if  slightly  opposed,  will 
ensue ;  and  so  long  as  this  last  remains  at  rest,  the  wheels  a  and  b  will  have  the  same  angular  velocity 
in  opposite  directions.  But  if  the  motion  of  the  wheel  b  be  opposed  by  means  of  a  friction  gland  e, 
which  can  be  tightened  by  means  of  the  T-screw  marlced  /  to  any  degree  required,  the  teeth  of  that 
wlieel  will  serve  as  fulcra  to  the  carrier  pinions  dd,  which,  becoming  levers  of  the  second  kind,  with  the 
resistance  at  their  axes,  they  will  carry  round  the  wheel  c  with  half  the  velocity  of  the  prime  mover  a ; 
and  geering  with  the  wheel  h,  on  the  main  spindle  of  the  machine  to  be  impelled,  will  transfer  to  it  the 
motion  which  itself  receives.  We  have  supposed  the  wheel  b  to  be  held  absolutely  still ;  but  it  is  ob- 
vious that  it  may  be -brought  gradually  to  rest  by  means  of  the  friction  gland ;  and  as  the  wheel  c  can 
attain  motion  only  as  the  motion  of  the  wheel  b  is  reduced,  and  can  attain  its  full  speed  only  when  b  is 
brought  to  rest,  it  is  clear  that  the  wheel  h,  and,  consequently,  the  machine,  may  be  brought  into  action 
without  the  slightest  degree  of  shock ;  and,  moreover,  may  be  driven  at  any  velocity  less  than  the  max- 
imum, that  may  be  desired. 
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Another  mode  of  obviating  shock  in  starting  machinery,  which  has  been  long  in  use,  is  represented  by 
Fig.  2098.  On  the  shaft  B  is  fixed  a  drum  or  pulley  wliich  is  embraced  by  a  friction-band  a  as  tightly 
as  may  be  found  necessary ;  this  band  is  provided  with  projecting  ears,  with  which  the  prongs  6  6  of  a 
fixed  cross  on  the  driving-shaft  A  can  be  shifted  into  contact.  This  cross  can  be  shifted  end-long  on  its 
shaft  A,  but  is  connected  to  it  by  a  simk  key,  so  that  being  thrown  into  geer  with  the  ears  of  the  friction- 
band,  the  shaft  being  in  motion,  the  band  slips  round  on  its  pulley  until  the  friction  becomes  equal  to 
the  resistance,  and  the  pulley  gradually  attains  the  motion  of  the  clutch.  The  arms  and  sockets  c  c, 
which  are  keyed  firmly  on  the  shaft  A,  are  used  to  steady  the  prongs  and  to  remove  the  strain  from  the 
shifting  part. 

But  of  all  slide  couplings  to  engage  and 
disengage  with  the  least  shock,  and  at  any 
speed,  th&  friction  cone  coupling,  (fig.  2098^) 
is  by  far  the  best.  It  consists  of  an  exterior 
and  interior  cone,  ab;  a  is  fastened  to  the 
shaft  A,  whilst  b  slides  in  the  usual  way  on 
the  feather /of  the  shaft  B ;  pressing  b  for- 
ward, its  exterior  surface  is  brought  in  con- 
tact with  the  interior  conical  surface  of  a  ; 
this  should  be  done  gradually ;  the  surfaces 
of  the  two  cones  slip  on  each  other  till  the 
friction  overcomes  the  resistance,  ajid  motion 
is  transmitted  comparatively  ga-adually,  and 

without  danger  to  the  machinery.  It  must  be  observed  that  the  longer 
the  taper  of  the  cones,  the  more  difficult  the  disengagement;  but  the 
more  blunt  the  cones,  the  more  difiicult  to  keep  the  surfaces  in  contact. 
The  limiting  angle  of  resistance  for  surfaces  of  cast-iron  upon  cast-iron 
is  8°  39',  and  this  angle  with  the  line  of  shaft  will  give  a  very  good  an- 
gle for  the  surfaces  of  the  cones  of  this  material.  Wlien  thrown  into 
geer,  the  handle  of  the  lever  or  shipper  is  slipped  into  a  notch,  that  it 
may  not  be  thrown  out  by  accident. 

For  the  engaging  and  disengaging  of  a  machine,  that  is,  for  putting 
mto  or  out  of  motion,  the  arrangement  of  a.fast-and-loose  pulley  is  adopt- 
ed as  simpler  and  better  than  the  clutches  before  given ;  it  is  almost  in- 
variably used  in  connection  with  single  machines  which  may  be  required 
to  be  thrown  in  and  out  of  motion.     It  consists  merely  of  two  pulleys  in 
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juxtaposition  on  the  same  axis,  one  fast,  the  other  loose,  so  that  the  belt  which  transmits  the  motion  maj 
be  shifted  from  one  to  tlie  other.  The  face  of  the  driving  pulley,  that  is,  the  one  on  the  driving  shaft,  ought 
to  be  equal  in  -width  to  that  of  both  the  fast  and  loose  pulleys.  By  making  the  face  of  the  prJleys  slightly 
convex,  the  belt  is  prevented  from  slipping  off,  as  the  tendency  of  a  belt  is  always  to  the  larger  diameter. 

Bearings. — Another  important  feature  in  a  system  of  mill-geering  is  the  mode  of  supporting  the  shaft- 
ing— the  form,  arrangement,  and  general  adaptation  of  the  plumber-blocks  and  steps,  and  their  supporting 
apparatus.  These  are  manifold  in  their  proportion  and  construction — depending,  as  they  do,  in  a  great 
measure,  on  the  taste  of  the  engineer  and  the  circumstances  in  -which  they  are  employed.  Even  the 
length  of  journal  in  relation  to  its  diameter  is  far  from  being  a  fixed  quantity ;  and  as  the  journals  de 
termine  the  length  of  the  pillows  or  brasses  employed,  these  last  arc  equally  indefinite  in  their  propor- 
tions. The  range  of  variation  is  gradually  becoming  less  as  the  principle  of  friction  is  becoming  better 
kno-wn ;  but  still  we  find  journals  made  equal  in  length  and  diameter ;  and  others  having  a  length 
equal  to  their  circumference.  These  proportions,  except  for  particular  cases,  are  extremes  to  be 
avoided. 

Without  attempting  to  establish  a  general  rule  for  the  length  to  be  given  to  beatings,  under  all  cir- 
cumstances, it  may  be  observed,  that  the  pressure  upon  the  pillows  or  steps  ought  in  no  case  to  exceed 
1,000  lbs.  on  the  square  inch  of  rubbing  surfaces.  Within  this  limit  the  wear  of  the  brasses  is  moder- 
ate ;  but,  when  a  less  intense  pressure  can  conveniently  be  attained  by  increasing  the  amount  of  sur- 
face, -witlaout  a  countervailing  evil,  it  ought  to  be  adopted,  even  to  half  the  pressure  stated.  To  calcu- 
late every  particular  case  which  occurs  in  practice,  and  to  adapt  the  patterns  to  it,  would,  however,  be 
attended  -with  an  amount  of  labor  and  expense  which  it  is  found  necessary  to  avoid ;  and,  accordingly, 
the  mode  commonly  adopted  is  to  fix  upon  two  extreme  cases,  and  to  proportion  the  intermediate 
lengths  to  these.  Thus,  taking  a  journal  of  2  inches  diameter,  and  another  12  inches;  and  suppose  4 
inches  to  be  taken  as  a  proper  length  for  the  former  and  19  inches  for  the  latter;  then  the  lengths  for 
intermediate  diameters  may  be  assigned  by  arithmetical  progression.  Thus,  between  2  inches  and  12 
inches  there  are  40  quarters,  and  between  4  inches  and  19  inches  there  are  120  eighths;  consequently, 
for  every  increment  of  i  inch  of  diameter,  we  have  a  corresponding  increment  of  |  inch  of  length  of 
journal 

The  common  material  employed  for  pillows  is  a  composition  of  copper  and  tin,  in  the  proportion  of 
12  to  1.  This  alloy  is  much  liarder  than  common  brass,  and  is  supposed  to  work  with  cast  and  wrought 
iron  with  less  friction,  and  to  be  more  durable  than  most  other  compounds.  Cast-iron  pillows,  espe- 
cially when  cast  in  iron  moulds,  and  when  the  rubbing  surfaces  are  made  large  in  proportion  to  the 
pressure  upon  them,  are  not  inferior  in  any  respect  to  the  bush-metal  commonly  employed — the  fric- 
tion is,  indeed,  rather  less  than  greater,  and  being  harder,  they  are  stiU  more  lasting.  But  when  the 
pressure  is  so  great  as  to  produce  abrasion  of  the  surfaces  when  left  occasionally  without  a  proper  sup- 
oly  of  oil,  the  wearing  process,  thus  commenced,  goes  on  increasing,  and  the  surfaces  never  afterwards 
a.'.quire  the  necessary  polish.  In  this  the  bush-metal  has  an  advantage,  for  although  abrasion  has  pro- 
ceeded a  certain  -way,  when  the  lubrication  is  again  perfect,  the  pillo-ws  take  a  new  polish  as  perfect 
as  before,  .and  the  abrasion  ceases.  Wooden  pillows  are  also  sometimes  employed  with  advantage. 
Box-tree  and  lignum  vita3  were  long  in  use,  but  those  woods,  besides  being  much  more  expensive,  are 
far  inferior  for  the  purpose  to  home-grown  beech.  We  have  known  journals  which,  with  ordinary 
metal  pillows,  were  ever  liable  to  heat,  run  for  many  years  on  beech-wood  without  manifesting  any 
tendency  of  that  kind. 

Pure  tin  is,  perhaps,  of  all  other  substances,  that  which  produces  the  least  friction  with  u*on ;  but  ita 
softness  has  prevented  it  being  very  extensively  employed.  When  the  pressure  upon  the  rubbing  sur- 
faces exceeds  very  moderate  limits,  the  tin  yields  to  it,  and  becomes  e.vtended  in  the  direction  of  the 
length  of  the  pillow.  A  mode  of  obviating  this  difiiculty  has  been  patented  in  the  United  States  by 
Mr.  Babbitt ;  it  consists  in  placing  the  soft  metal  in  a  species  of  casing  of  cast-iron,  of  the  common  form 
of  the  half  pillow,  but  with  ledges  round  its  concave  surface,  which  thus  presents  a  recess  of  a  depth 
corresponding  to  the  size  of  the  pillow — from  Jth  inch  to  an  inch  in  very  large  diameters.  This  recess 
is  filled  -with  the  soft  metal,  -which  is  retained  by  the  lodging  of  the  casing,  and  prevented  from  yielding 
and  becoming  extended  by  the  pressure  on  its  surface. 


2099. 


2102. 


2100. 
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,  "r-m.  J, 

The  material  used  by  Mr.  Babbitt  is  not  pure  tin,  but  a  soft  alloy,  in  which  lead  predominates,  antj 
which,  besides  answering  all  the  purposes  of  tin,  has  the  advantage  of  being  greatly  cheaper. 

A  patent  for  a  composition-metal  has  lately  been  obtained  by  Mr.  Fenton ;  it  is  harder  than  Mr 
Babbitt's  metal  equally  fusible,  and  siill  cheaper,  and  has  been  found  very  effipient  as  bush-metal  m 


GEERING 


871 


railway  engines.  It  is  simply  a  compound  of  tin  and  zinc,  with  a  little  copper  to  harden  it ;  and  a  very 
excellent  composition  of  the  sort  may  be  made  of  equal  parts  of  the  two  former  metals  and  a  sixteenth 
by  weight  of  antimony  to  give  hardness. 

Forms  of  plumber-blocks  and  pillows,  very  commonly  adopted  for  heavy  shafts,  are  shown  by  Figa 
2099,  2100,  21 01,  and  2102.  In  this  the  pillows  are  made  octagonal  to  prevent  their  turning  round  with 
the  shaft,  and  are  cast  with  flanges  on  their  ends  to  prevent  longitudinal  displacement.  This  form  has, 
however,  been  departed  from  by  some  of  our  best  millwrights.  Instead  of  casting  the  brasses  with 
flanges  and  plane  faces,  they  are  cast  of  a  cylindrical  form,  and  with  two  snugs  at  the  middle  of  their 
length,  which,  entering  corresponding  recesses  in  the  plumber-block,  retain  them  securely  in  their  places 
when  the  cover  is  fixed.  By  this  arrangement  they  are  more  easily  fitted,  contain  less  useless  metal, 
and  have  a  lighter  appearance.  The  plumber-block  itself,  also,  admits  of  being  bored  out  to  the  size 
of  tlie  pillows ;  whereas,  with  the  octagonal  form,  the  faces  require  to  be  planed  to  the  required 
angles — a  much  more  expensive  process. 


The  plumber-block  consists  of  a  sole  and  cover,  which,  when  practicable,  are  independently  bolted 
together,  the  heads  of  the  cover-bolts  being  countersunk  in  the  sole.  The  cover  is  made  to  check 
accurately  within  the  cheeks  of  the  block,  the  surfaces  being  planed  true  to  each  other,  so  that  the 
stress  upon-  the  bolts  is  reduced  to  a  minimum.  The  sole  has  two  projecting  ends  by  which  to  bolt  it 
in  its  place,  as  shown  in  Fig.  2103,  and  elsewhere.  The  figure  specified  is  an  example  of  a  plumber- 
block  with  what  is  denominated  a  false  or  shell  cover — a  form  often  adopted  for  economy  when  the 
pressure  is  entirely  down.  In  this  case  there  is  only  one  brass,  the  cover  part  being  cast  with  side  pro- 
jections resembling  the  ends  of  a  brass,  and  with  projections  on  its  upper  surface  resembling  the  nuts 
and  ends  of  bolts  of  the  regular  form  represented  by  Fig.  2099.  This  cover  is  not  fitted,  but  is  simply 
laid  loosely  in  its  place,  and  serves  merely  to  preserve  the  jomnal  from  sand  and  similar  injuriotn 
"°*«ers.  2105.  2106. 


The  form  of  pedestal  represented  under  the  footstep-bridge  by  Fig.  2107,  is  one  of  the  best  examples, 
combining  strength,  elegance,  and  simplicity  of  make.  It  is  in  every  way  appropriate  for  its  purpose. 
The  base  and  cover  fit  together  with  a  degree  of  symmetry  and  character  which  are  not  found  iu  the 
examples  above  referred  to ;  and  the  amount  of  fitting  is  much  reduced.  The  base  and  cap  being 
checked  together  by  planing,  they  are  fixed  in  theu-  relative  position  by  the  cover-bolts,  and  bored  out 
to  the  extreme  diameter  of  the  brasses.  But  instead  of  a  uniform  concave  surface,  the  interior  of  the 
base  and  cap  have  a  circular  recess  of  small  depth  occupying  about  a  half  of  their  breadth,  so  that  the 
bored  parts  occupy  about  a  fourth  of  the  breadth  of  the  concave  surface  on  each  side  of  this  recess 
the  object  of  this  is  to  avoid  the  necessity  of  turning  the  exterior  of  the  brasses  for  an  equal  extent  at 
the  middle  of  their  length,  and.  therefore,  allows  of  their  being  provided  with  snugs  as  already  noticed. 
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to  secure  them  from  turning  round  in  their  places  with  the  journal.  The  brasses  being  turned  to  fit 
their  position  in  the  pedestal,  they  are  bored  out  concentrical  with  the  outer  circle ;  and  the  points  ol 
the  cap-bolts  and  the  nuts  being  dressed,  the  plumber-block  is  ready  to  be  bolted  in  its  place. 

The  foundation-plate,  upon  which  the  solo  of  the  pedestal  rests,  is  usually  provided  with  snuqs,  set 
so  much  apart  as  to  allow  of  a  wooden  key  being  driven  between  them  and  the  ends  of  the  peicstal- 
sole.  The  bolt-holes  in  the  sole  and  foundation  are  also  made  oblong,  to  allow  of  a  small  amount  of 
adjustment  in  setting  the  pedestal ;  and,  to  obtain  this  latitude  of  adjustment  laterally,  and  also  in  the 
direction  of  the  axis  of  the  brasses,  the  holes  are  lengthened  in  the  sole  and  foundation  in  the  corres- 
ponding directions.  Adjustment  is  attained  vertically  by  allowing  for  a  given  thickness  of  wood  to  be 
placed  under  the  sole  of  the  pedestal,  alid  which  can  be  increased  or  diminished  at  pleasure  to  obviate 


2107. 


any  small  inaccuracy  of  workmanship. 

In  ordinary  mill-work  pedestals  are  usually  pro- 
vided with  some  form  of  cast-iron  foundation-plate 
upon  which  they  are  fixed.  This  is  exemplified  by 
Figs.  2103,  2104,  2106,  2108,  and  2107  ;  and  it  fre- 
quently happens  that  much  ingenuity  is  necessary 
to  compose  what  is  technically  denominated  a  wall- 
box  or  fixing  for  the  proper  reception  of  the  number 
of  pedestals  required  by  a  confluence  of  shafting  to 
a  point.  Fig.  2104  affords  an  example  of  one  of 
the  most  common  and  simplest  forms  of  wall-box, 
being  intended  to  carry  only  one  pedestal  for  a  shaft 
which  may  be  supposed  either  to  pass  through  the 
wall  into  which  the  frame  is  inserted  at  that  point, 
or  to  terminate  there.  If  intended  to  carry  the  end 
of  a  shaft,  it  is  usually  made  in  the  form  of  a  rect- 
angular box  with  the  bottom  into  the  wall,  and  with 
a  shelve  at  a  convenient  height  to  receive  the  sole  of 
the  pedestal,  the  breadth  of  which  determines  the 
depth  of  the  box.  But  when  the  shaft  passes  com- 
pletely through  the  wall,  the  box  is  simply  a  rect- 
angular frame,   corresponding    in   depth  with  the 

thickness  of  the  wall  into  which  it  is  inserted  and  with  the  cross-shelve,  for  the  purpose  before  stated. 
This  makes  a  neat,  convenient,  and  substantial  fixing,  and  one  which  is  in  constant  requisition. 

Fig.  2108  gives  an  example  of  a  pedestal  wall-plate,  and  which  serves  the  same  purpose  as  the  wall- 
box  above  described,  when  the  shaft  terminates  at  the  wall  and  does  not  pass  through  it.  This  species 
of  fixing  is  simply  a  bracket  bolted  to  the  wall  by  three  bolts  which  pass  completely  through  and  are 
secured  on  the  outside  by  wall-washers,  bonnets,  or  stars.  These  are  merely  plates  of  cast-iron,  some- 
times with  radial  arms  to  increase  the  amount  of  bearing  surface,  with  holes  through  their  centres,  to 
receive  the  ends  of  the  bolts,  which  being  screwed,  are  retained  by  nuts  passed  over  them  in  the  usuaJ 
majmer.     Commonly  the  bolts  are  entered  from  the  outside,  which  is  generally  advisable  for  conve- 


nience and  safety.  The  wall-washers  serve  the  purpose  of  increasing  the  amount  of  surface  of  the  wall 
acted  upon,  and  thereby  allow  the  bolts  to  be  screwed  up  more  tightly;  and  the  more  friable  the 
material  of  the  wall  is,  the  larger  these  ought  manifestly  to  be  made.  For  brick  walls  a  very  common 
proportion  between  the  size  of  bolt  and  bonnet,  estimated  by  diameter,  is  one  to  six.  For  dressed 
Btone  walls,  the  proportion  may  be  somewhat  less ;  but  for  rubble  work  the  stellar  form  ought  to  be 
preferred. 
The  bracket  is  provided  with  a  projecting  sole  upon  which  the  pedestal  rests,  and  which  is  supported 
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at  the  middle  of  its  length  by  a  rib  cast  upon  it.    Tlie  sole  has  a  snug  at  each  end,  between  which  th« 
pedestal  is  keyed,  and  holes  through  it  to  receive  the  pedestal-bolts. 

Fig.  2109  represents  another  form  of  waU-bracitet.  This  form  is  employed  for  carrying  a  shaft  along 
a  wall,  and  projects  sufficiently  to  allow  sjAice  for  any  wheels  and  pulleys  which  may' be  upon  the  shaft 
to  woik  clear  of  the  wall.  The  bearing  is  in  this  case  formed  in  the  bracket  itself,  and  the  cover  is  held 
in  its  place  by  two  bolts  secured  in  the  cheeks  of  the  block  by  cotterals. 

As  this  species  of  bracket  does  not  allow  of  any  adjustment  at  the  bearing,  and  as  it  would  be  diffi- 
cult to  adjust,  if  fitted  directly  upon  the  wall,  it  is  usually  provided  with  a  wall  or  ground-plate,  as 
shown  in  the  figure.  This  plate  is,  in  the  first  place,  secured  to  the  wall  by  wall-bolts  and  washers,  in 
the  manner  above  described ;  and  the  bracket  is  then  adjusted  and  fixed  upon  it  by  bolts  and  keys,  in 
the  same  manner  that  the  simple  pedestal  is  secured  to  its  seat.  But  sometimes,  and  judiciously, 
its  bolts  also  pass  entirely  through  the  wall,  and  serve  to  maintain  the  stabiUty  of  both  foundation  and 
bracket. 

Figs.  2110  to  2112  are  forms  of  pendent  brackets  intended  to  carry  lines  of  shafting  along  the  ceiling 
of  a  building.  Fig.  2111  is  the  simplest  form,  and  is  often  used  to  cany  the  weight  of  the  shaft  at 
points  intermediate  to  those  at  which  the  power  is  taken  oft",  but  sometimes  also  it  is  the  only  species  of 
bracket  employed  when  the  shafting  is  light.  It  is  easily  fitted,  and  has  very  commonly  only  an  under 
pillow  for  the  shaft,  and  no  cover ;  but  when  the  shaft  has  an  upward  pressure — which  it  must  at  any 
point  where  motion  is  transferred  to  or  from  it  by  toothed  geer,  whose  line  of  contact  is  in  the  horizon- 
tal plane, — a  species  of  block-brass  is  fitted  into  it  and  retained  by  a  cotter,  as  shown  in  the  figure.  Thfc 
ends  of  this  block  are  checked,  and  the  back  of  it  has  a  groove  to  receive  the  edge  of  the  cotter ;  it  is 
thus  effectually  prevented  from  moving  on  end,  and  may  be  forced  downwards  upon  the  shaft  by  ad- 
vancing the  cotter,  which  is  made  of  a  tapering  form  for  that  purpose 

2112.  2111. 


This  fonn  of  gallows  has,  however,  no  other  recommendation  than  cheapness.  It  is  inelegant  in  the 
last  degree,  and  deficient  in  stability,  is  easily  twisted  out  of  position  in  consequence  of  the  oblique 
action  of  the  weight  upon  it ;  and,  rnqreover,  the  hook  into  which  the  brasses  are  fitted  being  usually 
narrow — another  feature  of  economy  always  associated  with  it — the  brasses  soon  become  loose  and 
allow  a  hobbling  motion  of  the  shaft,  not  more  unpleasant  to  witness  than  it  is  injurious  to  all  the  con- 
Qections  of  the  hiie,  and  to  the  accurate  transfer  of  the  power  at  the  working  points. 

2114.  2113. 


Fig.  2112  represents  a  gallows  of  a  more  substantial  character,  but  still  inelegant  in  appearance,  aud, 
in  some  respects,  inconvenient.  The  weight  being  equally  and  directly  borne  by  the  two  supporting 
points,  it  possesses  all  the  advantages  of  strength ;  it  may  be  provided  with  a  cover  and  cover-brass, 
which  are  necessary  when  the  bracket  is  placed  in  the  vicinity  of  a  pair  of  wheels  which  geer  together. 
The  form  of  bracket  has  the  manifest  inconvenience  that  the  shaft  cannot  be  taken  out  of  its  place 
except  by  moving  it  end-long. 

Figs.  2110  and  21 10  J  are  two  views  of  a  fonn  of  pendent  bracket,  which  combines  to  a  considerable 
L'xteut  the  two  requisites  of  strength  and  simpUcity.  The  pillar  and  expanded  base  of  this  bracket  are 
cast  hollow,  as  indicated  by  the  dotted  lines  in  Fig.  21 10^.  The  cover  is  fitted  to  the  pillar  by  planed 
faces  which  check  together,  leaving  space  to  receive  a  bevel-edged  key  which  holds  the  cover  in  its 
place  when  the  stress  is  entirely  downwards;  but  when  the  bracket  is  intended  to  be  placed  in  the 
vicinity  of  two  gcering-wheels,  the  cover  and  projection  on  which  the  under  pillow  rests  are  provided 
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with  snug3  through  which  a  nib-bolt,  as  it  is  technically  called,  passes  and  assists  the  key  in  retaining 
the  cover  in  its  place. 

This  form  of  pendent  is  also  jconvenieut  to  the  millwright  as  a  pattern.  In  the  tw«  forms  above 
described,  any  ditterence  of  length  is  attended  with  extensive  alteration  of  the  pattern,  but  in  this,  tlie 
stalk  of  tiie  pattern  is  made  at  least  as  long  as  there  is  any  probabiUty  of  its  ever  being  required ;  a 
series  of  ferules  are  then  turned  to  fit  upon  the  stalk,  and  of  the  requisite  outside  diameter;  thf; 
necessary  number  of  these  are  put  on  to  make  up  the  length  less  the  length  of  the  octagonal  part  wliicn 
forms  the  bearing  ;  this  part  is  formed  of  cast-iron,  and  has  also  a  hole  through  it  to  receive  the  stalk, 
and  when  put  on  and  fixed  in  the  proper  position  the  bracket  is  ready  to  be  moulded,  any  part  of  the 
stalk  which  may  be  projecting  through  being  cut  off  in  the  sand.  The  process  of  moulding  is  likewise 
simple,  and  no  core-box  is  required,  except  when  the  bracket  has  a  double  bearing,  wliich  is  always  the 
case  when  it  is  intended  for  a  point  at  which  a  bevel  pair  meet. 

The  only  objection  to  this  form  of  bracket  is  the  oblique  direction  in  wliich  the  strain  falls  upon  the 
holding  bolts,  and  which  might  be  obviated  by  making  the  cover  one  piece  with  the  stem,  and  checking 
the  under  bearing  to  it  by  a  strong  dovetail  and  single  holding-bolt,  the  office  of  wliich  would  simply  be 
to  prevent  end-long  motion. 

Pendent  brackets  such  as  those  here  described,  are  sometimes  cast  with  vertical  soles,  prepared  to 
bolt  to  beams ;  but  more  frequently  the  soles  arc  horizontal ;  and  in  that  case  are  bolted  to  grounds  of 
planking  fixed  between  two  adjoining  beams  by  wood-screws.  When  the  brackets  can  be  attached  to 
beams,  that  mode  of  fixing  is,  however,  to  be  preferred ;  and  in  that  case  the  sole  ought  to  be  formed 
with  a  projecting  rib  to  bear  against  the  under  side  of  the  beam,  and  relieve  the  bolts  as  much  as 
possible  of  strain. 

The  kinds  of  bearings  described  are  all  designed  to  support  shafts  placed  horizontally ;  but  in  almost 
every  system  of  geering  there  is  one  large  vertical  shaft  from  which  the  minor  horizontal  shafts  derive 
their  motion.  The  bottom  extremity  of  the  vertical  shaft  is  supported  on  a  species  of  bearing  techni- 
cally named  a  foot-step,  of  which  Fig.  210Y  represents  a  specimen.  In  this  case,  the  motion  is  usually 
transferred  by  a  pair  of  bevel-wheels,  as  represented  by  Fig.  2001,  and  more  completely  still  by  tlie 
arrangement  shown  in  Fig.  2115.     In  this  last  the  first  shaft  is  marked  H;  on  this  is  the  spur  pinion  G 
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which  geers  with  the  equally  pitched  wheel  F  on  the  horizontal  shaft  K.  On  the  other  extremity  of 
this  shaft  is  the  bevel-wheel  C,  which  geers  with  a  similar  wheel  on  the  vertical  shaft ;  and  through 
this  last  wheel  motion  is  communicated  to  the  equal  wheel  B  and  the  geering  on  the  right.  The 
arrangement  represented  by  Fig.  2001  is  strictly  analogous — the  horizontal  shaft  being  the  driver  and 
tlie  vertical  shaft  the  carrier  of  the  motion  to  the  superior  parts  of  the  factory. 

In  these  arrangements  the  foot-step  of  the  vertical  shaft  is  carried  upon  an  arch,  technically  a  foot- 
bridge, of  which  Fig.  2107  gives  a  front  view,  and  Fig.  2115  a  side  view:  Fig.  2001  shows  a  section  of 
the  same  through  the  foot-step  box.  This  bridge  rests  on  a  foundation-plate  of  cast-iron,  which  in  turn 
is  fixed  upon  a  stone  foundation  more  or  less  substantial,  according  to  the  weight  and  stress  which  are 
to  be  resisted.  The  pedestal  of  the  horizontal  shaft  ought  to  be  supported  on  the  same  foundation 
sole ;  for,  if  supported  on  a  separate  sole,  the  foundation  bolts,  and  possibly  the  foundation  itself,  will 
in  all  probability  be  soon  destroyed  by  the  twisting  action  of  the  wheels  at  the  fixed  points.  The  foot- 
step box  occupies  the  summit  of  the  arch ;  three  sides  of  it  are  cast  upon  the  bridge,  but  the  fourth  side, 
which  forms  the  door,  is  a  separate  casting,  attached  by  four  bolts  which  pass  right  through  from  back 
to  front  of  the  box,  hollow  rolls  being  cast  on  the  two  opposite  sides  for  that  purpose.  In  Fig.  2107 
the  door  is  supposed  to  be  removed  to  show  the  interior  arrangement ;' Fig.  2001  gives  a  transverse 
section  through  the  door,  showing  its  thickness ;  and  Fig.  2115  shows  the  door  in  its  place  and  fixed  by 
its  bolts.  This  door  is  fitted  with  great  exactness,  and  the  whole  interior  of  the  box — at  least  a 
sufficient  bearing  surface  of  it  at  the  angles — is  chipped  and  filed  true:  a  foot-plate  as  in  Fig.  2001, 
and  sometimes  a  species  of  box  solid  above,  and  sometimes  both,  is  fitted  into  the  bottom  of  the  box. 
This  plate  or  pillow  is  first  planed ;  and  in  fitting,  its  superior  surface  is  set  truly  square  with  the  sides 
of  the  box.  The  surface  of  the  plate  is  frequently  steeled  by  case-hardening  when  the  end  of  the  shaft 
is  intended  to  be  rested  immediately  upon  it,  as  shown  in  the  drawings  referred  to ;  but  more  commonly 
it  is  simply  a  plato  of  cast-iron  on  which  the  bottom  of  the  cup-formed  brass  is  supported.  In  these 
drawings  the  brass  is  supposed  to  be  without  bottom,  and  to  embrace  the  cylindrical  end  of  the  shaft, 
and  support  it  laterally.    This  arrangement  has  its  advantages,  in  so  far  as  the  foot-plate  can  easily  be 
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replaced  when  worn  out ;  and  the  brass  may  be  formed  in  halves,  whicli  will  allow  it  also  to  be  replaced 
with  little  difficulty.  But  more  commonly  the  brass  has  tlie  form  of  a  deep  cup,  interiorly ;  while, 
exteriorly,  it  is  made  in  size  exactly  to  fit  the  box.  On  one  side — that  from  wliich  the  wheel  acts — a 
recess  is  left  in  the  interior  to  receive  and  retain  oil  in  considerable  quantity,  so  that  the  lubrication  may 
be  abundant  and  prevent  heating.  With  every  attention  to  lubrication  it  is,  however,  very  difficult, 
when  the  weight  upon  the  step  is  great,  to  prevent  its  becoming  hot,  evaporating  the  oil,  and  destroying 
the  rubbmg  surfaces.  Various  modes  of  remedying  the  evil  have  been  attempted ;  but  the  best  expe- 
dient hitherto  tried  is  to  enlarge  the  surface  as  much  as  convenient.  Formerly,  the  end  of  the  shaft  was 
greatly  reduced  to  form  the  foot — often,  indeed,  a  pin  was  inserted  and  made  to  serve  the  functions  of  a 
foot ;  but  at  present  the  foot  is  formed  on  the  same  principle  as  any  other  bearing — namely,  with  aa 
much  bearing  surface  as  the  diameter  will  allow.  But  even  this  is  often  found  too  little,  and  the  next 
resource  is  to  continue  the  wheel  boss  and  give  the  foot  a  conical  form,  thereby  increasing  the  supporting 
surface  as  much  as  circumstances  will  admit. 

We  have  also  seen  attempts  to  line  the  brass  step  with  ribs  of  steel  to  increase  its  durability ;  but 
without  success.  A  step  made  on  Babbitt's  principle,  and  lined  with  soft  metal,  would,  in  our  opinion, 
offer  a  better  chance  of  success  than  any  scheme  which  has  hitherto  been  attempted.  But  the  experi- 
ment remains  to  be  made  on  a  proper  scale,  and  with  sufficiently  good  workmanship,  to  test  the  principle 
thoroughly  before  its  being  adopted  very  extensively  in  mill-work. 

Among  the  more  ingenious  of  the  older  contrivances  for  rendering  foot-bearings  durable  was  that  of 
attaching  a  hardened  steel  plate  to  the  extremity  of  the  foot  by  a  square  tang,  which  was  driven  hard 
into  a  corresponding  hole  in  the  foot.  On  the  under  side  of  this  disk  a  groove  was  cut  across,  the  better 
to  distribute  the  oil  whicli  found  its  way  to  tlio  bottom  of  the  step  by  vertical  grooves  cut  in  it. 

This  was  found  to  work  very  well  when  there  was  little  lateral  stress  upon  tlie  shaft ;  but  ultimately 
gave  place  to  an  arrangement  which  is  sometimes  adopted  in  modern  work,  and  which  consists  in 
inserting  a  steel  pivot  into  the  lower  end  of  the  shaft.  When  this  pivot  is  bound  in  its  place  by  a 
malleable-iron  ring  put  on  hot,  the  arrangement  is  one  of  the  best  which  can  be  adopted ;  but  the 
original  mode  of  simply  boring  a  hole  in  the  end  of  the  shaft  and  inserting  the  pivot,  without  any 
further  lateral  support,  left  the  foot  very  weak  and  hiadequate  to  sustain  any  considerable  amount  of 
lateral  stress. 

Another  scheme,  also  sometimes  put  in  practice  in  modem  work,  when  the  shaft  is  very  large,  is  to 
make  the  foot  turn  on  conical  rollers,  on  the  same  principle  as  horizontal  shafts  are  sometimes  made  tc 
turn  on  parallel  friction  rollers  to  diminish  the  amount  of  friction,  by  converting  a  rubbing  into  a  rolling 
motion,  Avith  only  the  sliding  action  of  the  small  axes  which  retain  the  rollers  in  their  places.  The 
cones,  however,  require  very  accurate  workmanship,  and  therefore  become  expensive,  and  are,  moreover, 
very  liable  to  get  out  of  order ;  they  are,  in  consequence,  very  seldom  employed.  A  modification  of  tlie 
conical  rollers,  consisting  of  a  single  ball  placed  under  the  foot  of  the  shaft,  although  very  rarely  tried 
in  mill-work,  seems  to  offer  advantages  more  than  equivalent  to  the  additional  workmanship  which  it 
would  entail,  by  dividing  the  motion,  in  some  measure,  between  the  shaft  and  itself,  and  leaving  an 
open  space  to  receive  oil,  which  would  tend  materially  to  keep  the  foot  cool.  This  arrangement  is 
almost  universally  adopted  in  vertical  sugar-mills,  and  is  found  to  answer,  although  in  process  of  time 
the  ball  does  become  flattened,  and,  accordingly,  requires  to  be  replaced. 

The  scheme  of  the  late  Mr.  Bramah,  of  supporting  the  pivot  entirely  on  water,  the  pressure  of  which 
was  to  be  maintained  by  a  small  forcing-pump  and  stop-cock,  would,  if  all  tear  and  wear  could  be 
avoided,  be  perfect ;  but  unfortunately  it  holds  out  little  prospect  of  being  successfully  applied  to  the 
end  in  question,  although  there  appears  little  doubt  that  it  will  ultimately  be  found  both  practicable 
and  efficient  as  applied  to  railway  turn-tables,  in  which  the  bearing  surface  is  large,  and  the  only  prob- 
lem to  be  resolved  is  the  diminution  of  friction. 

Water  has  been  successfully  applied  to  keep  the  common  foot-step  cool,  by  simply  perforating  the  foot- 
box  and  running  a  stream  constantly  through  it.    An  example  of  this  may  be  seen  at  the  Deanston  mills. 

Sizes  atid  proportions  of  bolts. — The  bolts  employed  in  securing  together  the  pedestals  and  parts  of 
the  fixings  of  shaft-geering  constitute  another  important  element  in  mill-work.  Bolts  may  be  generally 
described  as  pins  having  a  head  formed  on  one  end,  and  the  other  end  screwed  externally  to  enter  an 
internally  screwed  ring,  technically  named  a  nut.  When  the  bolt  is  passed  through  holes  placed  oppo- 
sitely in  two  pieces,  a  thin  ring  or  washer  being  first  placed  on  the  screwed  end  of  the  bolt,  if  the  nut 
be  then  put  on  and  screwed  tightly  down  upon  the  washer  the  two  pieces  will  be  held  firmly  together 
between  this  last  and  the  head,  the  body  of  the  bolt,  or  part  between,  serving  as  the  medium  through 
which  the  force  is  maintained  by  one  surface  upon  that  opposite. 

Bolts  ure  denominated  according  to  their  diameters  of  the  body  part,  -J-inch,  |-inch,  f-inch,  |-inch, 
1-inch,  1^-inch,  Ac,  bolts ;  the  particular  diameter  being  determined  in  any  case  by  the  supposed  tension 
to  which  the  bolt  will  be  exposed.  It  is  rarely  that  this  force  can  be  estimated  even  approximately ; 
but  assuming  it  to  be  known,  the  tension  ought  not  to  exceed  1  ^  ton  on  the  square  inch  of  section. 
Therefore,  if  we  designate  by  T  the  tension  in  tons,  that  is,  the  effort  tending  to  separate  the  head  and 
nut  by  tearing  tlic  body  part  of  the  bolt  asunder,  and  the  diameter  in  inches  by  D,  we  have  the  simple 
formula,  D  =  \y/T. 

Thus,  supposing  the  known  tension  to  be  nine  tons,  then, 

D  =  I  v/  9  =  2i  inches, 
the  diameter  of  the  bolt  necessary  to  resist  that  pressure. 

The  number  of  consecutive  threads  in  an  inch,  that  is,  the  pitch  of  the  screw,  is  regulated  by  the  di- 
ameter of  the  bolt.  For  small  bolts  of  about  -|-inch  the  pitch  is  usually  about  a  sixth  of  the  diameter,  bul 
relatively  decreases  inversely  with  the  increase  of  diameter. 

The  following  table  is  that  of  the  dies  and  taps  of  an  extensive  millwright  and  engineering  establish 
ment  in  Glasgow,  and  it  does  not  differ  sensibly  from  the  numbers  adopted  in  some  other  works. 
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Tlie  depth  of  the  thread  is  also  a  matter  of  importance.  The  section  of  thread  most  approved  of  foi 
Btrength  and  easy  motion  of  the  nut  is  an  equilateral  triangle,  thus  a,  the  bevelled  sides  bemg  equal  bo^ 
tween  themselves  and  to  the  base  or  pitch. 

Bolts  of  larger  diameter  than  those 
named  in  the  annexed  table  are  usually 
ciiased  in  the  screw-cutting  lathe,  and  in 
that  case  the  thread  is  commonly  made 
of  a  rectangular  section ;  but  such  bolts 
are  very  rarely  required  in  mill-work, 
and  when  they  do  happen  to  be  employ- 
ed, it  is  under  such  circumstances  as  re- 
move them  from  the  ordinary  class  of  bolts 
and  the  proportions  therein  recognized. 

The  length  of  the  body  of  tiie  bolt 
must,  of  course,  depend  upon  circum- 
stances ;  but  a  certain  proportion  is  ob- 
served between  the  diameter  and  the 
sizes  of  head  and  hut.  For  common  bolts  the"  head  is  usually  square,  and  the  nut  six-paned,  that  is, 
has  six  fiicets  on  its  periphery.  Sometimes,  also,  the  head  has  the  same  form,  and  occasionally  it  is 
made  round,  and  for  particular  purposes  it  is  conical,  but  oftencr  pyramidal.  When  of  this  shape,  it  is 
intended  to  hejlush  or  even  with  the  surface  of  the  piece  into  which  the  bolt  is  inserted,  and  it  is  then 
said  to  be  countersunk.  The  cover-bolts  of  pedestals  are  of  this  form,  being  necessarily  flush  with  the 
sole  of  the  pedestal.  The  thickness  of  the  head  when  of  the  usual  form  is  from  two-thirds  to  three- 
fourths  of  the  diameter  of  the  bolt ;  and  the  diameter  of  its  circumscribed  circle  is  double  of  the  primary 
diameter.  The  thickness  of  the  nut  is  usually  made  sufficient  to  contain  from  eight  to  ten  threads,  the 
smaller  having  proportionally  the  greater  depth.  The  part  of  the  body  towards  the  head,  equal  in 
length  to  a  third  of  the  whole,  is  usually  made  square,  and  the  remaining  part  or  two-thirds  is  round ; 
and  of  this  a  portion  equal  at  least  to  double  the  thickness  of  the  nut  is  screwed.  Sometimes,  however, 
as  in  pedestal  cover-bolts,  the  whole  length  of  the  body  is  cylindrical,  the  bolt  being  prevented  from 
turning  round  when  the  nut  is  being  screwed  up  by  the  pyramidal  countersunk  head. 

Although  the  length  of  bolts  generally  can  only  be  assigned  for  particular  cases,  those  adapted  for 
particular  sizes  of  pedestals  may  be  given.  These,  it  is  true,  Avill  vary  with  the  particular  form  of  pe- 
destal used ;  but  the  sizes  given  in  the  following  table  will  be  found  very  generally  applicable  for  those 
of  good  proportions. 
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ITie  heads  of  bolts  intended  for  wood  are  commonly  segments  of  a  sphere ;  and  the  bolt  is  not  often 
provided  with  a  nut,  the  holding  being  in  the  wood  itself.  But  sometimes,  when  the  wood  is  thin,  the 
screw  is  passed  suffi  .iently  far  through  to  take  a  broad  wash  and  nut  above  it,  an  arrangement  which 
gives  strength  in  proj'ortion  to  the  acting  surface. 

Guide  pulleys. — It  frequently  happens,  when  the  power  is  to  be  conveyed  by  a  belt,  that  the  connec 
tion  cannot  be  obtained  directly,  in  consequence  of  the  relative  positions  of  the  shafts,  which  may  be 
placed  obliquely  to  one  another ;  and  sometimes  other  parts  of  the  gecring,  machinery,  cross-beams  or 
the  building,  and  the  like,  come  between  the  points  to  be  connected,  and  by  their  intervention  prevent 
the  belt  from  passing  immediately  from  one  point  to  the  other.  Under  these  circumstances,  it  is  ne- 
cessary to  pass  the  belt  over  guide  pulleys. 

An  example  of  the  common  guide-pulley  frame  is  given  in  Figs.  2113  and  2114.  The  axes  of  the. 
pulleys  are  adjustable  in  the  frame  B  to  any  required  angle  within  a  certain  range  in  a'common  plane, 
which  is  parallel  with  a  plane  passing  through  the  driving  axis  and  perpendicular  to  the  plane  of  thf 
driven  shaft.  Wlien  the  belt,  therefore,  passes  from  the  driver  over  one  of  the  guide  pulleys  and  is 
returned  upon  the  other,  the  bight  will  be  thrown  into  a  plane  at  right  angles  to  the  normal  plane,  and 
\  pulley  placed  in  that  plane,  its  axis  coinciding  with  it,  will  be  driven  by  the  belt  without  any  ten- 
dency to  change  its  plane  of  action. 

We  have  supposed  the  beams  to  be  parallel  and  perpendicular  to  one  another ;  but  the  arrangement 
may  be  adapted  to  other  positions  by  placing  the  guide  pulleys  in  different  planes ;  and  in  order  to 
allow  of  fuilher  accommodation,  the  frame  may  be  made  adjustable  at  the  point  of  attachment  to  the 
beam  at  D. 

The  above  treatise  on  geering  has  been  taken  from  the  Engineer  and  Machinist's  Assistant,  and  is 
generally  admitted  to  be  the  best  yet  published. 

GEODESY,  literally  signifies  the  division  of  the  earth,  in  which  sense  it  is  synonymous  with  land 
surveying ;  but  it  is  usually  employed  in  a  more  general  sense  to  denote  that  part  of  practical  geometry 
which  has  for  its  object  the  determination  of  the  magnitude  and  figure  either  of  the  whole  earth,  or  of 
any  given  portion  of  its  surface.  In  this  sense  it  comprehends  all  the  geometrical  or  trigonometrical 
operations  that  are  necessary  for  constructing  a  map  of  a  country,  measuring  the  lengths  of  degrees,  Ac. 
In  order  to  construct  an  accurate  map,  or  determine  the  form  and  dimensions  of  a  country,  it  is  necessary, 
in  the  first  place,  to  determine  the  absolute  distances  between  the  several  stations  or  points  ;  secondly, 
to  determine  the  azimuths  of  the  lines  thus  measured,  that  is,  their  situation  with  respect  to  the  meridian ; 
and  thirdly,  the  differences  of  latitude  and  longitude  of  the  stations.  The  operations  necessary  for  de- 
termining the  absolute  distances,  comprehending  the  measurement  of  a  base,  the  observation  of  angles, 
the  computation  of  the  sides  of  the  triangles,  and  their  reduction  to  the  same  level,  are  called  the 
geodesical  or  geodetical  operations;  while  those 
which  are  required  for  determining  the  azimuths 
and  latitudes  are  called  the  astronomical  opera- 
tions. The  determination  of  the  figure  and  di- 
mensions of  the  earth  is  a  problem  of  very  great 
importance  to  astronomy  and  geography,  and  has 
accordingly  at  all  times  been  a  subject  of  much 
interest  to  mathematicians ;  hut  it  is  only  since 
towards  the  middle  of  the  last  century  that 
operations  on  an  adequate  scale  for  its  solution 
have  been  undertaken  in  different  parts  of  the 
world. 

GERMAN  SILVER.  An  alloy  composed  of 
copper,  nickel,  and  zinc,  in  various  proportions, 
according  to  the  purposes  for  which  it  is  to  be 
used,  As  a  substitute  for  silver,  it  should  be  com- 
posed of  B.')  parts  of  nickel,  25  of  zinc,  and  50  of 
copper.  An  alloy  better  adapted  for  rolling,  has 
a  larger  proportion  of  copper,  60  parts,  and  less 
of  zinc,  20.  For  castings,  as  candlesticks,  bells, 
&c.,  20  of  nickel,  20  of  zinc,  60  of  copper,  and 
3  of  lead.  The  analysis  of  the  true  German 
silver  from  the  mines  of  Hildburghausen,  gives  of 
copper  404  parts,  nickel  31"6,  zinc  25"4,  iron  2-6 
See  Metals  and  Alloys. 

GIB  AND  KEY.  The  fixed  wedge  and  the 
driving  wedge  for  tightening  the  strap  which 
holds  the  brasses  at  the  end  by  a  connecting- 
rod  in  steam  machinery.  See  Enginks,  De- 
tails OF. 

GIG,  for  napping  cloth  Fig.  2116  is  a  front 
elevation  of  gig. 

The  cloth  to  be  napped  is  first  wound  on  the  roll- 
er c',  passed  down  over  the  two  straining  rollers 
d'  d\  to  the  cloth  roller  c.  By  means  of  the  shaft 
e,  which  is  mounted  at  each  end  with  two  slipping 
clutchesyy,  c'  is  thrown  out  of  geer,  and  the  lower 
roller  c  thrown  in.   The  cloth  is  then  drawn  do\vn 
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wards  oTer  the  revolving  drum  6,  \Fliich  is  set  -with  teazles,  as  seen  in  Fig.  2118,  until  the  ■whole  lengtti 
has  passed  over. 

2118. 
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The  action  of  the  two  cloth  rollers  is  then  reversed,  c'  being  thrown  into  geer,  and  the  cloth  passes 
back  again  over  the  teazles,  and  this  is  continued  until  the  nap  is  sufficiently  raised.  The  straining 
roller  d'  may  be  adjusted  to  give  more  or  less  strain  on  the  cloth  at  will. 

GILDING-  is  the  covering,  with  a  plate  or  film  of  gold,  metallic  or  other  surfaces.  The  application 
is  either  for  utility,  as  where  it  prevents  the  oxidation  of  di'inking  or  other  vessels  for  domestic  use, 
of  watch-springs,  and  the  steeled  parts  of  small  machinery ;  or  for  ornament,  as  in  picture  and  japau 
frames.     Its  use  under  the  former  of  these  aspects  is  daily  extending. 

Gilding  is  efifected  by  several  different  processes. 

1 .  Ey  means  of  an  amalgam  of  goi  i  and  mercury,  which  is  best  made  by  lieating  pure  mercury  in 
a  black-lead  crucible  to  near  the  boiling  point,  and  adding  one-sixth  or  one-seventh  in  weight  of  fine 
gold  in  veiy  thin  plates,  first  brought  to  a  red-heat.  The  mixture  is  then  stirred,  until  the  gold  is  dis- 
solved and  well  incorporated  with  the  quicksilver.  When  cooled,  the  resulting  mass  is  subjected  to 
gentle  pressure  in  soft  porous  leather,  wluch  separates  the  excess  of  mercury ;  and  there  remains  in  the 
skin  a  yellowish  silvery-looking  substance,  which  is  the  amalgam. 

In  gilding  silver,  this  amalgam  is  rubbed  over  the  surface,  which  is  first  well  cleaned,  and  the  mer- 
cury is  then  driven  off,  by  exposing  the  article  operated  on  to  a  clear  charcoal  fire.  It  is  then  to  be 
burnished. 

The  surface  of  copper  and  brass,  after  being  cleaned,  may  be  rubbed  over  with  a  solution  of  proto- 
,  nitrate  of  mercury,  which  is  decomposed,  and  leaves  a  thin  peUicle  of  metallic  mercury  to  amalgamate 
ujjon  the  surface.  This  insures  the  union  of  the  gold  amalgam,  which  is  then  rubbed  on,  heated  and 
burnished,  as  before.  In  this  mode  surfaces  may  be  completely  coated  with  an  exceedingly  small 
proportion  of  gold,  as  is  shown  in  the  case  of  brass  buttons,  of  which  144  may  be  covered  on  both  sides 
with  the  consumption  of  not  more  than  five  grains  of  gold. 

In  gilding  iron  and  steel  with  amalgam,  a  solution  of  mercury  in  nitrous  acid  is  previously  applied 
A  deposit  takes  place  of  mercury  in  close  contact  with  the  surface,  even  if  it  does  not  appreciably 
amalgamate  with  the  iron.  It  facilitates  tlie  adhesion  of  the  gold  amalgam,  which  is  applied  and 
treated  as  before.    This  method  for  iron  and  steel  cannot  be  recommended;  for  the  nitrous  acid 
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liberated  attacks  the  surface,  and  impairs  its  polish ;  and  the  heat,  besides,  necessary  for  driving  off  the 
mercury,  injures  tlie  temper  of  the  metal.  Cutting  instruments,  therefore,  or  any  that  require  to  be 
tempered,  should  not  be  gilded  in  this  manner.  The  application  of  gold  leaf  to  such  instruments  for 
the  same  end  is  similarly  objectionable  for  the  same  reasons. 

Another  process  for  iron  and  steel  consists  in  applying  a  solution  of  sulphate  of  copper  previous  to 
rubbing  on  the  gold  amalgam  or  laying  on  the  gold  leaf.  This  is  as  exceptionable,  and  for  similar 
reasons,  as  the  former  method. 

2.  Better  than  either  of  the  last-mentioned,  at  least  for  iron  and  steel,  is  the  process  with  etherealized 
gold  In  this  a  solution  of  gold  is  made  in  nitro-muriatic  acid,  and  there  is  added  to  it  twice  as  much  sul- 
phuric ether.     The  inLxturc  must  be  shaken,  arid  then  allowed  to  repose,  when  the  ether  with  the  chloride 

"  of  gold  will  separate  from  the  remaining  liquid,  and  rest  above  it.  This  dark-colored  ethereal  solution  is 
pom-ed  off  from  the  light-colored  liquid  beneath,  and  can  be  preserved  for  use  in  tight  bottles,  excluded 
from  light.  When  applied,  it  is  with  a  very  fine  brush,  or  camel's  hair  pencil ;  the  ether  evaporates 
immediately,  leaving  a  coating  of  gold.  This  is  burnished  after  being  heated.  The  adhesion  is  more 
perfect,  however,  if  the  article  be  raised  to  a  temperature  approaching  redness. 

3.  A  mode  of  gilding  silver  is  sometimes  practised,  which  consists  in  reducing  to  ashes  linen  rags 
that  have  been  previously  dipped  in  a  solution  of  chloride  of  gold,  and  rubbing  them  on  the  surface  to 
he  gilt  with  a  piece  of  leather,  cork,  or  with  the  finger.  The  fine  particles  of  gold  will  thus  adhere  to 
the  silver.  The  article  is  then  washed  to  receive  the  adhering  ashes,  and  burnished.  This  is  a  simple 
and  easy  method,  and  consumes  but  little  gold. 

Brass  or  copper  may  be  readily  gilt,  by  being  dipped  in  a  dilute  neutrql  solution  of  cliloride  of  gold, 
and  then  washed  and  burnished. 

For  the  preparation  of  the  chloride  of  gold,  see  Gold. 

4.  A  process  analogous  to  this  last  was  patented  in  1836  by  Elkington,  an  English  gilt  toy-maker, 
and  is  well  adapted  for  small  articles.  It  consists  in  immersing  them  in  a  hot  solution  of  chloride  of 
gold,  to  which  has  been  added  a  considerable  excess  of  bicarbonate  of  potash. 

5.  By  far  the  neatest  and  most  unobjectionable  among  the  chemical  methods  of  gilding  is  the  galvanic 
process,  proposed  first  in  1 8-10  by  De  la  Rive.  Since  then  it  has  received,  in  the  hands  of  various  per- 
sons, modifications  facilitating  and  extending  its  application.  For  these  and  other  details,  see  Electro- 
Metalluugy. 

Gilding  is  also  effected : 

6.  Mechanically,  by  covering  with  gold-leaf,  which  comprehends  a  very  extensive  range  of  applica- 
tion. Thus,  the  principal  metals  may  be  gilt ;  thus,  several  natural  or  artificial  earths,  such  as  marble, 
plates,  and  porcelain,  objects  in  glass,  leather,  paper  or  pasteboard,  and  wood,  may  be  made  to  assume 
entirely,  or  in  part,  the  appearance  and  some  of  the  physical  advantages  of  gold. 

For  work  intended  to  be  out  of  doors,  or  exposed  to  the  weather,  a  sizing  is  first  applied,  made  of 
boiled  linseed-oil  and  red  ochre.  On  this  the  gold-leaf  is  laid.  This-  is  the  oil-gilding  of  the  older 
treatises.  In  gilding  glass  or  porcelain,  powdered  gold  is  mixed  to  a  proper  consistence  with  a  solu- 
tion of  borax  in  water,  and  applied  with  a  soft  brush  or  pencil.  The  articles  are  then  heated  in  an 
oven  to  a  temperature  sufticient  to  burn  off  the  gum  and  vitwfy  the  borax,  whereby  the  gold  is 
cemented  to  the  surface.  Then  it  must  be  well  burnished.  The  general  method  of  using  gold  in  pow- 
der (for  the  various  preparation  of  which,  see  Gold)  was  known  and  described  in  the  earlier  treatises  as 
gold  japanning.     But  in  the  true  japanning,  the  gold  was  protected  by  a  varnish,  and  not  burnished. 

Leather  is  gilt  by  dusting  the  surface  with  powdered  mastic,  upon  which  the  gold-leaf  is  applied  ana 
burnished.  The  lettering  and  other  emblems  on  bound  books  is  generally  done  without  sizing,  by 
applying  the  gold-leaf  to  the  leather,  and  imprinting  with  the  stamps  or  types  moderately  warm.  In 
lettering  on  muslin,  mastic  or  isinglass  is  better  to  be  applied. 

Paper,  or  parchment,  is  gilt  by  applying  a  thin  coat  of  gum,  or  size,  laying  on  the  gold-leaf  before 
the  coat  is  perfectly  diy,  and  burnishing,  as  before.  The  edges  of  books  are  best  gilt  by  applying  to 
them  in  the  press  a  thin  size  of  one  part  powdered  rock-candy  and  four  parts  Armenian  bole,  mixed 
with  the  white  of  egg  ;  then  the  gold-leaf  is  put  on  and  burnished. 

Articles  in  wood,  such  as  picture  and  mirror  frames,  are  best  treated  with  a  sizing  prepared  from 
clippings  of  vellum  or  parchment,  boiled  in  water  to  a  stiff  jelly,  and  mixed  with  Paris  white,  plaster 
of  Paris,  or  yellow  ochre. 

For  gold  inks,  permanent  and  sympathetic,  see  Ink. 

False  gilding,  is  the  application,  for  cheapness,  of  other  substances  than  pure  gold,  in  which,  how- 
ever, the  appearance  of  that  metal  is  more  or  less  imitated.  For  this  purpose  is  used  Dutch  leaf, 
(which  is  copper  gilt,  and  then  beaten  out,)  and  silver,  and  tinfoil.  The  Dutch  leaf  has  the  appearance, 
at  first,  of  true  gold,  which  may  be  secured  and  continued  by  a  coat  of  transparent  varnish.  Silver  and 
tinfoil  assume  the  appearance  of  gold  by  means  of  a  varnish  or  lacker  composed  of  aloes,  gum-sandarac, 
and  white  resin,  (the  resin  being  about  as  much  as  the  other  two  ingredients,  whose  propositions  are 
nearly  equal,)  which  are  boiled  in  their  own  weight  of  linseed-oil.  "When  well  boiled  to  a  syrup,  about 
a  half  per  cent,  of  red-lead  is  added,  and  the  liquor  strained  through  a  flannel  bag.  This  was  the 
.  method  formerly  used  for  the  leather  hangings  of  apartments,  beautiful  specimens  of  which  are  still 
seen  in  Europe.     These  hangings  have  long  gone  out  of  vogue,  but  will  probably  be  recalled. 

For  what  concerns  the  details  of  the  art  of  gilding,  the  precautions  to  be  taken  in  the  several  pro- 
cesses, the  apparatus  and  implements  employed  by  the  practical  workman,  and  the  method  of  pro- 
ducing different  characteristics  in  the  work — frosting,  deading,  &c.,  &c. — reference  must  be  had  to  larger 
treatises  and  manuals  ;  among  which  maybe  mentioned  chiefly,  D'Arcet :  Memoire  sur  rA:c  de  Dorer 
Paris.    1818. 

That  the  ancients  practised  this  art,  though  in  a  more  expensive  manner  than  wo  do,  is  apparent, 
from  the  Egyptian  and  Etruscan  remains,  which  date  back  thi-ee  thousand  years,  arJ  more.  Pliny  the 
Elder  has  left  fine  details  of  its  state  in  the  first  centurv  of  our  era.     As  well  "".s  can  be  made  out  in 
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the  uncertainty  of  weights  and  measures,  the  thinnest  gold-leaf  then  was  about  twenty-two  times  thicker 
than  what  can  be  made  now.  The  methods  were  the  same  in  principle  as  our  own.  Marble,  and 
articles  that  would  not  bear  lieat,  were  coated  witli  white  of  egg ;  wood,  with  divers  kind  of  glue ;  al! 
generally  termed  leucophoroii.  Metals  were  gilded  with  native  or  prepared  quicksilver  (hydrargyrum), 
and  the  various  washes  of  salt,  vinegar,  and  alum  are  also  mentioned.  (Plin.  Hist.  Nat.  xxxiii.  20.) 
The  relics  of  Plerculaneum,  for  instance,  show  that  the  success  of  tliese  ancient  processes,  whetlier  due 
to  labor  or  otherwise,  is  iiir  more  than  proportionate  to  what  might  be  expected  from  our  superiority 
in  theoretical  science. 

GIMBALS,  or  GIMBOLS.  A  piece  of  mechanism  consisting  of  two  brass  hoops  or  rings  which 
move  within  one  another,  each  perpendicularly  to  its  plane,  about  two  axes  placed  at  right  angles  to 
each  other.  A  body  suspended  in  this  manner,  having  a  free  motion  in  two  directions  at  right  angles, 
will  assume  the  vertical  position :  hence  the  apparatus  is  employed  for  suspending  portable  or  mountain 
barometers,  sea-compasses,  &c. 

GIN.  This  terra  is  applied  in  mechanics  to  various  and  widely  differing  machines,  to  engines  for 
raising  great  weights,  driving  piles,  <tc.,  as  well  as  those  employed  in  cleansing  of  cotton  and  wool,  and 
its  preparation  for  the  market  or  for  carding.  The  most  simple,  as  well  as  tlie  most  ancient,  cotton- 
gin  is  the  roller  gin,  which  consists  of  fluted  rollers  about  five-eighths  of  an  inch  in  diameter,  and  from 
nine  to  sixteen  inches  long,  placed  parallelly  in  a  frame,  which  keeps  them  almost  in  contact.  The 
rollers  revolve  in  opposite  directions  :  the  cotton  is  drawn  through  between  the  rollers,  whilst  the  seeds 
are  prevented  from  passing  from  the  nanowness  of  the  space.  This  machine  is  still  used  for  tlie  finer 
and  longer  stapled  cottons  ;  but  the  operation  is  tedious  and  expensive ;  and  the  saw-gin,  invented  by 
Eli  AVhitney,  in  1793,  from  its  general  use,  and  its  wondrous  efi'ects  on  the  extension  of  cotton  cultiva- 
tion, and  influence  on  manufactures  and  commerce,  may  now  claim  distinction  and  consideration  almost 
exclusively  as  tlie  cotton-gin.  In  its  main  features  this  machine  still  continues  as  first  invented  by 
Whitney ;  but  in  various  details  and  workmanship,  it  has  been  the  subject  of  many  improvements. 
Fig.  2120  represents  a  perspective  view  of  a  cotton-gin,  constructed  by  Bates,  Hyde  «t  Co.,  of  the  Eagle 


Cotton-Gin  Manufactory,  Bridgewater,  Mass.,  who  are  the  owners  of  several  patented  improvements  on 
the  machine,  and  from  whom  we  take  the  following  drawings  and  descriptions.  Fig.  2121  is  a  section 
of  the  gin. 

The  frame  of  the  machine  is  made  either  of  wood,  or  iron,  usually  of  wood,  with  tenons  and  mortises, 
and  screwed  together  firmly  with  joint-bolts.  The  sides  are  ceiled  with  boards  inside  the  timber,  and 
the  top  ceiling  above  the  brush  is  made  in  one  piece,  so  as  to  be  readily  removed. 

The  grate-fall,  or  breast,  into  wliich  the  seed  cotton  is  thrown,  is  formed  with  ends,  or  heads,  of  cast- 
iron,  and  pear-shaped  ;  the  lower  and  back  side  being  composed  of  cast-iron  grates,  screwed  firmly  to 
the  wood-work  of  the  breast ;  the  saws  projecting  through  the  interstices  between  the  grates,  from  one 
to  two  inches ;  the  upper  and  back  part  of  the  grate-full,  called  the  "  hollow,"  is  hung  upon  liinges,  and 
may  be  raised  or  lowered  at  pleasure,  and  fastened  in  any  desued  position  by  joint-bolts  through  the 
grate-fall  heads. 

Tlie  seed-board  makes  the  front  part  of  the  breast,  and  stands  nearly  perpendicular,  leaving  a  space 
between  it  and  the  grates  for  the  discharge  of  the  seed ;  it  is  hung  upon  i)ivots  at  the  top  at  each  end, 
so  that  the  bottom  may  be  swung  outward  and  the  hopper  emptied  at  any  time.  Wlien  in  place,  the 
bottom  is  fastened  by  small  slide-bolts.  The  position  and  angle  of  the  seed-board  may  be  readily  varied 
and  adjusted,  by  altering  the  position  of  the  slides  upon  which  the  pivots  rest.  These  slides  are  fixed 
to  the  grate'fall  heads  by  small  bolts  passing  through  slots,  having  a  nut  outside. 

The  grate-fiill,  or  breast,  is  hung  to  the  front  top  timber  of  the  frame,  by  stout  hinges  above  the 
saw-cylinder,  and  the  lower  part  rests  upon  two  short  screws  in  the  front  piece.  That  part  of  the  hinge, 
or  butt,  which  is  attached  to  the  top  timber  is  so  fixed  as  to  slide  up  or  down  by  means  of  slots  and  an 
adjusting  screw,  and  is  fastened  in  tlie  desired  position  by  bolt-nuts. 

The  saw-cylinder  is  made  of  wooden  staves,  about  two  inches  thick,  upon  an  iron  shaft,  and  turned 
in  a  lathe  of  a  uniform  diameter ;  and,  by  the  apjjhcation  of  a  small  saw,  when  in  the  lathe,  grooves 
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are  formed  to  receive  the  saw-segments,  which  are  made  of  the  best  cast-steel,  and  inserted  and  fastened 
into  these  grooves. 

There  is  a  set  of  wooden  grates  behind  the  saw-cylinder,  and  a  row  of  hair,  or  bristles,  called  the 
"  moter,"  to  separate  the  false  seeds,  motes,  and  dirt  from  the  ginned  cotton. 

The  brush  is  made  of  about  twenty  inches  diameter,  cylindrical,  having  slits   lengthwise  between 


a,  Grate-fall  head,  or  end  of  breast. 

b,  Seed-boiu-d. 

c,  Saw-cylinder. 

d,  Saw. 

c,  "  Patent  detached  grate." 

/,  Screw  or  bolt  on  which  the  grate-fall  rests. 

g-.  Back  board,  to  which  are  attached  the  back 
grates  and  "  patent  moter." 

A,  Grate-fall  hollow,  which  is  hung  upon  hinges, 
and  may  be  raised  or  lowered  at  pleasure. 

i,  Sliding-butt,  by  means  of  which  the  saw-tooth 
may  be  made  to  assume  any  desired  angle  with 
the  curved  siu-face  or  front  of  the  grate. 

j,  "Patent  brush." 

At,  Sliding  mote-board, 

I,  Bottom  board. 
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the  rows  of  bristles,  and  a  hole  around  the  shaft  to  receive  the  air  as  the  brush  revolves ;  and  a  rapid  cenr 
trifugal  motion  is  given  to  the  air,  which  is  forced  out  with  great  power  between  the  rows  of  bristles. 

Behind  the  brush  is  an  opening,  the  length  of  the  frame,  into  the  lint-room,  and  beneath  the  brush  a 
sliding-board,  called  the  mote-board,  which  may  be  slid  back  or  forward  for  the  purpose  of  regulating' 
the  draft  of  the  gin,  and  properly  separating  the  motes,  dirt,  and  leaf  from  the  clean  cotton. 

In  the  saw-gin,  as  ordinarily  constructed,  the  cotton  is  liable  to  collect  in  the  spaces  or  interstices 
between  the  grates,  and  around  them  above  the  saws,  thus  choking  or  clogging  the  grate,  and  pre- 
venting the  rising  and  free  escape  of  the  roll  of  seed-cotton.  The  patent  detached  grate,  instead  of 
being  attached  directly  to  the  wood  part  of  the  breast  at  the  top,  has  an  arm  or  brace  extending  out 
behind,  through  which  it  is  screwed  to  the  wood,  so  that  the  top  of  the  grate  stands  out  and  is  detached 
from  the  wood,  and  has  a  space  behind  of  a  quarter  incli,  or  more,  between  it  and  the  wood,  and  also 
a  space  between  it  and  the  adjacent  grates;  sothat  there  is  no  chance  for  the  cotton  to  colleet  above 
the  saws,  and  the  choking  is  entirely  avoided. 

Many  efforts  have  been  made  so  to  improve  the  saw-gin,  as  to  separate  from  the  fibres  of  cotton 
motes  and  other  impurities.  By  some  tliis  has  been  essayed  by  means  of  rotating  brushes  acting  on  the 
fibres,  and  carrying  them  from  the  grate  to  the  stripping-brush,  rotating  in  a  reverse  direction  to  the 
saws.  Some  have  used  stationary  brushes,  through  which  the  saws  carry  the  fibres  to  be  stripped  of 
motes  and  other  impurities.  The  objection  to  these  is,  that  they  act  on  the  cotton  only  when  upon  the  teeth 
of  the  saws,  and  therefore,  instead  of  separating  the  motes  and  other  impurities  from  the  fibres  to  which 
they  adhere,  sometimes  with  considerable  tenacity,  the  fibres  are  drawn  out  with  the  motes,  thus  occasion- 
ing considerable  loss  of  cotton.  The  object  of  the  moter  is  to  avoid  this  loss,  and  to  hold  on  to  the  motes 
or  other  impurities,  as  the  fibres  are  stripped  from  the  saws  by  the  stripping-brush,  the  fibres  being 
under  the  operation  of  both  brushes  at  the  same  time.  The  moter  also  more  effectually  stops  the 
current  of  air  generated  by  the  rotation  of  the  stripping-brush  from  acting  on  the  fibres  before  they 
are  cleaned,  than  if  located  at  a  greater  distance  from  the  point  of  action  of  the  stripping  brush. 

GLASS. — The  varieties  of  glass  are  usually  classified  according  to  their  technical  uses,  as  follows  : 

A.  Bottle-glass,  which  comprises  all  glass  worked  into  the  form  of  vessels,  &c.  It  is  subdivided,  accord- 
ing to  the  purity  of  the  metal  of  which  it  is  composed,  into 

Ordinary  bottle-glass,  consisting  of  silica  60,  potash  or  soda  3-1,  lime  22'3,  alumina  8,  and  oxide  of 
iron  4. 

Glass  used  for  medicinal  bottles,  composed  of  silica  ll^e,  soda  10'6,  lime  10,  alumina  3,  and  a  very 
little  protoxide  of  iron. 

White  bottle-glass,  for  bottles,  tumblers,  tubes;  containing  silica  71 'I,  soda  or  potash  15,  and  lime  10: 

B.  Windmo-glass,  composed  of  silica  10,  potash  or  soda  15'2,  lime  13-3,  and  alumina  1'82. 

C.  Plate-glass,  composed  of  silica  72,  soda  or  potash  17,  lime  6'4,  and  alumina  26.  Tliis  variety 
only  differs  from  the  preceding  by  the  greater  purity  and  freedom  from  color  of  the  materials. 

D.  Flint-glass,  used  for  grinding,  (fee,  composed  of  silica,  potash,  and  oxide  of  lead. 

E.  Crystal,  for  optical  purposes,  composed  of  silica  59'2,  or  boracic  acid,  potash  9,  and  lead  28. 

F.  Strass.  The  mass  composing  the  imitations  of  precious  stones,  consisting  of  silica  44,  potash  12i 
with  the  largest  amount  of  oxide  of  lead  43,  and  colored  by  various  metallic  oxides.     The  pigments- 
SB 
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used  by  artists  in  gLass  and  porcelain,  are  also  included  under  this  head ;  they  are  easily  fusible  glaat 
fluxes,  consisting  of  lead  and  boracic  acid,  which  can  be  colored  in  any  manner  that  is  required. 

G.  Enamel,  composed  of  siUca,  soda,  and  oxide  of  lead,  but  rendered  opaque  by  oxide  of  tin  or  anti- 
mony.    These  proportions  are  not  adhered  to  strictly,  but  vary  greatly  in  different  specimens. 

Some  of  these  varieties  of  glass  are  in  themselves  colored,  as  the  dark-brown  or  green  bottle-glass ; 
the  light-green  bottle-glass,  used  by  chemists ;  all  the  varieties  mentioned  can,  however,  be  colored 
artificially. 

Of  the  material  for  gla^s-making. — In  so  extensive  a  branch  of  manufacture  as  that  of  glass,  it  is 
quite  impossible  to  prepare  or  obtain  the  ingredients  in  a  state  of  chemical  purity  previous  to  fusing 
tnern  together ;  certain  crude  products  cf  art  and  nature  are  therefore  used,  in  which  the  ingredients 
are  contained  in  some  suitable  form  of  combination,  and  it  is  left  to  the  process  of  melting  to  eject  the 
impurities  in  a  more  or  less  complete  manner.  In  order  to  understand  tlie  nature  of  this  process,  and 
the  recipes  for  mixing  the  ingredients  of  the  different  varieties  of  glass,  it  is  necessary  previously  to 
become  acquainted  with  the  crude  products  wliich  are  used  in  the  glass-house  for  affording  silica  and 
the  bases. 

Silicic  acid. — Silica  is  very  abundant  in  nature,  but  is  seldom  sufficiently  pure  for  the  manufacture 
of  the  finest  colorless  glass.  Hock  crystal  is  frequently  used  for  those  glasses  which  are  employed  as 
pigments  by  glass  painters.  Heated  to  redness  and  thrown  into  water,  the  state  of  aggregation  of  this 
substance  is  so  changed,  that  it  can  easily  be  reduced  to  powder.  Massive  quartz  andjlint  are  treated 
in  the  same  manner.  Sand,  however,  is  the  most  general  and  economical  source  of  silica,  and  renders 
the  process  of  grinding  unnecessary.  The  great  variations  in  tlie  purity  of  this  material,  render  a  care- 
ful selection  necessary  for  the  different  kinds  of  glass. 

Potash  and  soda. — The  alkali  used  in  the  manufacture  of  ordinary  colored  glass,  {e.  g.  bottle-glass,) 
is  obtained,  as  far  as  the  potash  is  concerned,  from  common  ashes,  and  the  soda  from  the  ashes  of  sea- 
plants,  or  refuse  soda.  Better  kinds  of  glass  are  made  with  crude  potashes  and  soda-ash,  and  the  best 
from  purified  potashes  and  soda-asli. 

Lime. — Every  kind  of  limestone  is  applicable  to  the  manufacture  of  glass  that  is  not  too  poor  after 
being  burnt  and  slaked.  When  a  glass  mixture  contains  more  lime  than  the  silica  which  it  comprises 
is  capable  of  saturating,  tlie  excess  attacks  the  material  of  the  crucible,  and  extracts  silica  from  it ;  the 
crucibles  are  thus  quickly  eaten  away  and  rendered  useless.  It  is  consequently  not  advisable  to  era- 
ploy  more  than  20  parts  of  lime  for  100  parts  of  sand. 

Lead. — Lead-glass  is  fused  from  a  mixture  containing  litharge  or  minium,  (red-lead.)  The  latter 
substance  is  preferred,  on  account  of  its  finer  state  of  division. 

Discolor izing  matters. — White  glass  seldom  or  never  turns  out  quite  colorless  by  itself,  even  when 
proper  proportions  and  the  purest  materials  for  the  mixture  have  been  employed  in  its  production. 
There  are  always  two  antagonistic  elements  to  contend  with,  carbon,  or  carbonaceous  matters,  and  iron, 
which  have  to  be  overcome  by  the  so-called  discolorizing  material.  Peroxide  of  manganese,  arsenic, 
and  saltpetre,  belong  to  this  class  of  substances.     In  all  cases  the  color  is  removed  by  oxidation. 

Broken  glass,  or  cullet. — Fragments  of  old  glass  require  particular  notice  as  an  indispensable  addi- 
tion to  the  ingredient  of  tJie  crucible.  The  waste  glass  in  the  glass-house,  ai\A  that  collected  in  the 
neighborhood,  is  carefully  sorted,  cleaned,  ground,  and  incorporated  with  tlie  mixture  for  similar  kinds  of 
glass.  These  fragments  exert  a  very  beneficial  action — in  addition  to  the  advantage  derived  from  their 
being  reconverted  into  glass  vessels — by  inciting  fusion  and  by  aiding  the  union  of  tlie  bases  with  the 
silicic  acid. 

Of  the  fuel. — The  furnaces  employed  in  glass-houses  are  intended  not  only  to  combine  chemically 
the  ingredients  of  the  glass  mixture  at  a  glowing  heat,  but  also  serve  to  retain  the  glass  after  fusion  in 
a  proper  state  of  fluidity  for  working. 

Again,  the  reheating  of  the  different  vessels  during  working,  which  is  always  effected  in  the  glass- 
furnace,  requires  imperatively  b.  flame  fire.  That  kind  of  fuel  will  naturally  have  the  preference  which 
produces  the  most  intensely  hot  flame,  and  causes  the  least  amount  of  damage  to  tlie  glass  and  to  the 
sides  of  the  furnace  from  the  deposition  of  ash.  In  Germany,  wood  is  generally  employed,  and  in  some 
few  places  peat ;  ia  England  and  France,  coal ;  in  this  country,  both  wood  and  coal.  The  best  air-dried 
wood  would  fall  far  short  of  producing  the  desired  effect,  in  consequence  of  the  water  whicli  it  contains, 
(from  15  to  20  per  cent.)  In  has  been  the  practice  to  bake  the  air-dried  wood  in  a  furnace  until  the 
whole  of  its  water  has  been  volatilized.  Even  this  precaution  is  not  perfectly  effectual  unless  soft 
woods  are  selected  containing  a  large  proportion  of  hydrogen ;  and  these  are  cleft  into  very  small 
billets.  Finely  cleft  wood  burns  more  rapidly  and  without  smoke  by  coming  into  more  extensive  con- 
tact with  air,  it  evolves  its  heat  in  less  time,  and  altliough  a  greater  amount  of  heat  is  not  produced  by 
its  means,  that  lieat  which  is  produced,  is  more  intense. 

Thefiarnaces The  construction  of  the  melting  furnaces  in  a  glass-house  is  attended  with  many  diffi- 
culties, against  which  it  is  almost  impossible  to  provide ;  and  tlie  wear  and  tear  becomes  a  serious 
item  to  the  manufacturer. 

The  furnace  is  erected  over  a  large  flue,  or  cave  as  it  is  technically  termed,  very  strcmgly  constructed, 
and  6  or  6  feet  high.  On  each  side  of  the  grate-room,  in  which  the  flue  terminates,  a  bank  is  raised, 
termed  the  siege,  on  which  the  pots  are  placed,  so  that  the  fire  lies,  as  it  were,  below  the  bottom  of  the 
pots,  and  in  the  centre  of  the  furnace,  but  stretching  through  its  whole  length.  The  sides  of  the  fur- 
nace are  a  little  higher  than  the  top  of  tlie  pot,  and  the  arch,  or  crown,  is  made  as  low  as  possible,  to 
be  consistent  with  durability.  Openings  are  made  in  the  sides  of  the  furnace,  opposite  to  each  pot,  and 
above  all,  a  high  cone  is  erected  for  the  purpose  of  draught.  In  all  kinds  of  glass,  except  flint,  these 
openings  are  the  only  exit  for  the  flames  or  heat  into  the  cone,  and  the  heat  striking  directly  against 
the  roof  or  arch  of  the  furnace,  is  reverberated  down  upon  the  pots,  finally  escaping  through  these 
openings  or  "  working  holes."  This  necessitates  a  great  loss  of  heat,  which  is  obviated  in  some  degree 
in  ihe  flint-gLiss  furnace,  where  the  exit  is  by  means  of  a  flue  or  chimney,  the  entrance  into  which  is 
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fow  down  in  the  side  t  f  the  furnace,  so  that  the  heat  is  compelled  to  encircle  the  whole  pot  before  it 
can  escape. 

The  sides  of  the  furnace  are  constructed  of  bricks,  formed  in  moulds  made  for  the  purpose.  The 
best  fire-clay,  mixed  with  the  remains  of  old  pots  coarsely  ground,  is  the  material  employed  for  making 
these  bricks.  No  cement  is  employed  in  the  arch  of  the  roof;  the  expansion  of  the  stone,  and  the  par- 
tial fusing  of  the  interior  surfaces  afterwards,  binds  the  whole  sufficiently  well  together. 

The  pots. — These  crucibles,  or  pots,  are  next  in  importance  to  the  furnaces,  and  every  care  is  taken 
in  their  production.  The  best  fire-clay,  mixed  with  varying  proportions  of  the  remains  of  the  old  pots, 
is  employed,  and  the  tempering,  or  previous  preparation  of  the  mixture,  requires  great  attention. 

By  means  of  levers  worked  through  different  openings  of  the  furnaces,  the  pot  is  brought  into  its 
])roper  position,  and  is  then  "  glazed,"  as  it  is  technically  termed,  before  being  filled  with  materials ; 
i.  e.  some  old  glass  is  thrown  into  it,  and  spread  over  the  sides  in  the  melted  state ;  this  then  penetrates 
to  the  depth  of  a  few  lines,  into  the  substance  of  the  pot,  and  forms  a  hard,  difficultly  fusible  glass, 
which  protects  the  pot  from  the  further  action  of  the  materials. 

Preparation  of  the  materials. — It  has  already  been  stated  that  a  great  saving  of  fuel  and  time  is 
effected  by  intimately  mixing  the  materials  in  the  most  minute  state  of  division.  The  materials  are 
either  mixed  together  in  heaps,  or,  better,  in  the  slowly  revolving  barrels  similar  to  those  employed  in 
the  powder-mills. 

Melting. — When  the  melting  point  is  attained,  the  simply  calcined  or  fritted  mixture  is  introducea 
but  not  all  at  once.  The  mass  of  glass  which  a  pot  will  hold,  occupies  before  fusion,  in  the  state  of  a 
mixture,  twice  the  space  of  the  melted  glass.  One-third  of  the  mixture  is  first  introduced  through  the 
working-holes,  by  means  of  shovels,  and  the  other  two-thirds  are  added  successively,  when  the  previous 
portion  appears  thoroughly  melted. 

During  the  whole  period  of  the  melting,  the  stokers  keep  the  furnace  well  supplied  with  fuel,  so  as 
to  prevent  any  portion  of  the  grates  becoming  uncovered,  since  a  rusli  of  cold  air  from  below  would 
probably  split  some  of  the  pots  from  top  to  bottom.  During  this  operation,  the  founders  are  engaged 
in  observing  the  progress  of  the  fusion,  by  taking  from  time  to  time  proofs,  or  drops,  from  the  pots, 
by  meahs  of  a  short  rod,  flattened  at  one  end,  and  examining  whether  any  undissolved  grains  of  sand 
are  perceptible  on  cooling,  and  whether  the  mass,  which  still  contains  a  quantity  of  air-bubbles,  appears 
uniform  throughout.  At  the  close  of  the  melting  process,  the  contents  of  the  pot  are  not  by  any  means 
pure,  or  equally  mixed.  The  solid  matter  is  indeed  all  dissolved,  but  the  mass  of  glass  is  full  of  small 
bubbles  of  gas,  presents  a  spongy  rather  than  a  dense  appearance,  and  is  not  yet  in  a  state  fit  for 
working.    The  surface  is  also  covered  by  a  layer  of  so-called  glass-gall. 


Fining. — The  last  part  of  the  process  of  glass-making  is  now  arrived,  which  is  termed  the  fining,  and 
the  object  of  this  is  the  removal  of  the  air- hubbies  and  impurities,  such  as  undissolved  grains  of  sand, 
ifcc,  from  the  chemically  finished  glass,  in  order  to  prepare  it  for  working.     This  process  is  a  simple  ,:,. 
separation  of  the  heterogeneous  substances  by  subsidence,  in  which  the  heavier  particles  settle  down  "J 
to  the  bottom,  and  the  gas-bubbles  rise  and  disperse  on  the  surface  of  the  melted  mass.     During  this  •'? 
time,  which  always  comprises  several  hours,  no  chemical  change  occurs,  with  the  exception  of  the  vola- 
tilization of  a  little  alkali ;  but  the  proofs  drawn  by  the  founder  are  much  more  uniform  in  texture  and 
frser  from  bubbles,  until,  at  length,  the  whole  is  recognized  as  thorouglily  fined.     The  mass  of  glass 
which  is  now  ready,  can  only  be  formed  into  vessels  when  it  possesses  a  certain  «t{ite  '  i  consistency, 
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and  thi3  is  entirely  depeudent  upon  a  fixed  temperature  which  has  been  very  much  exceeded  during 
tliis  period.  The  working,  consequently,  does  not  immediately  follow  the  fining  process,  but  a  period 
hitervenes,  during  which  the  heat  of  the  furnace  is  allowed  to  sink  to  that  temperature  at  which  the 
glass  is  in  the  best  condition  for  working  or  blowing.  Observations  with  Wedgwood's  Pyrometer  hava 
shown  the  proper  temperature  for  working  to  be  10°. 

Bottle-glass. — All  kinds  of  hollow  articles,  as  bottles,  drinking  vessels,  preserving  glasses,  chimnej 
glasses  for  lamps,  goblets,  tubes,  and  chemical  vessels  in  general,  from  the  finest  Bohemian  glass  foi 
cutting  and  grinding,  to  the  ordinary  green  bottle-glass,  are  included  under  this  head. 

Glass  furnace. — The  arrangement  of  an  ordinary  glass  furnace  is  shown  in  Figs.  2122,  2123,  2124 
and  2125.  The  figures  represent  a  four-sided  furnace,  intended  for  six  glass-pots,  and  when  constructed 
in  an  appropriate  manner,  can  be  used  for  all  kinds  of  glass  belonging  to  this  class.     Fig.  2122  rep- 


resents a  horizontal  section  at  the  height  of  the  sieges  or  seats.  Fig.  2123  a  perpendicular  sectioi 
through  the  teazing-arch.  Fig.  2124  is  also  a  perpendicular  section  through  the  sieges,  and  Fig.  2125 
is  a  front  view  with  a  section  of  the  fritting-kiln. 


There  are  four  side-kilns  connected  with  the  main  furnace  A,  in  the  shape  of  four  wings,  viz.  two 
ywling  or  annealing  furnaces  B  B,  and  two  fritting-kilns  C  C.  Above  the  foundation,  in  which  the 
rlrains  xzz  are  excavated,  the  sole-stone  w  is  placed,  which  forms  the  bottom  of  the  fire-room.  The 
r.wo  fire-places  and  grates  m  m  are  situated  above  the  ash-pits  y,  and  are  exactly  opposite  to  each  other ; 
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tliey  are  supplied  with  fuel  from  the  arches  bb  and  dd,  whilst  the  flames  from  the  two  extremities 
meet  in  the  tire-room  </,  Fig.  2124,  jind  enter  together  the  space  a  a  occupied  by  the  pots  miuu,  and — 
reverberating  from  the  four-sided  arch — escape  at  last  through  the  flues  c  c,  eight  inches  in  width,  into 
the  side  ovens,  of  which  two  cc  can  be  heated  by  separate  fires  kk;  the  (himper  S',  Fig.  2125,  shuts 
off  the  flame  from  the  furnace  A  when  required.  The  uprights  iiii  separate  tlie  working  spaces  of 
the  glass-blowers,  who  obtain  access  to  the  glass  in  the  pots  through  the  working-lioles  eee.  Imme- 
diately below  these  are  the  openings  r  r  r,  which  can  be  opened  for  removing  the  pots,  when  broken  or 
worn  out,  from  the  sieges,  to  which  they  often  adhere.     In  order  to  retain  the  heat  in  the  furnace,  the 


working-holes  are  made  as  narrow  as  possible,  and  consequently  much  smaller  than  the  pots ;  when  it 
is  necessary  to  change  the  latter,  they  are  removed  tlirough  the  side  arches,  of  which  there  are  two  in 
every  furnace,  and  these  are  kept  constantly  bricked  up,  except  when  actually  in  use.  Cliimneys  I  are 
sometimes  erected  over  one  or  more  of  the  working-holes  to  carry  off  the  heat  and  the  vapors  from  the 
pots ;  these,  however,  are  not  essential,  and  are  not  often  used.  The  side-kilns  are  accessible  by  the 
doors  S  S  S.  Wood  is  placed  on  the  scaffolding  zz  to  dry.  The  cupola  or  arch  v  is  walled  over  with 
ordinary  bricks,  and  the  corners  are  filled  with  sand  and  earth. 

The  round  melting-furnaces,  although  very  commonly  used,  are  not  so  commodious  as  tliose  of  quad- 
rangular form  under  the  same  circumstances. 

Bottle-glass. — Composition. — In  choosing  ingredients  for  this  kind  of  glass,  economy  is  the  chief  object ; 
color  and  appearance  are  here  of  no  moment  The  following  examples  are  calculated  for  100  lbs.  of 
sand. 

English  bottle- 
glass. 

100  lbs.  lixiviated  ashes. 
40—  90    "    kelp. 
30 —  40    "    wood-ashes. 
80—100    "    clay. 

100    "    cuUet. 

Mechanical  operations. — The  manufacture  of  bottles  affords  a  good  instance  of  the  dexterous  manip- 
ulations which  are  practised  in  blowing  glass.     The  most  important  instrument  is  the  "pipe"  Fig.  2126. 


For  Champagne  bottles 
according  to  Jahkel. 

200  lbs.  felspar. 

20    "    lime. 

15    "    common  salt. 
125    "    iron  slag. 


Ordinary  green 
bottle-glass. 

72  lbs.  of  lime. 
280 — 2*78    "    lixiviated  wood-ashes. 


This  is  a  tube  composed  of  wrought-iron,  4  to  5  feet  long,  1  inch  thick,  and  about  \  inch  in  the  bore, 
having  a  knob  at  each  end,  the  one  of  which  a  serves  as  a  mouth-piece,  whilst  to  the  otiier  b  the  melted 
glass  is  attached.  To  protect  the  workmen  from  the  heat  of  the  metal,  a  wooden  handle  c,  about  a  foot 
in  length,  surrounds  the  upper  part.  As  soon  as  the  working-lioles  are  opened  the  workman  attaches 
as  much  melted  glass  to  the  end  of  the  pipe  b  as  he  considers  necessary  for  the  production  of  a  single 
bottle.  By  dipping  the  previously  warmt  \  pipe  into  the  pot,  a  little  glass  remains  attached  to  b ;  after 
turning  this  in  the  air  before  the  hole,  until  it  is  cooled,  and  blowing  slightly  into  it  to  render  it  hollow, 
a  fresh  layer  of  glass  may  be  attached  to  it  in  the  pot ;  to  this,  a  third  is  added  in  the  same  manner 
until  the  ball  at  the  end  of  the  pipe  has  accumulated  to  a  sufficient  size.  That  this  ball  may  become 
uniformly  tractable  in  the  subsequent  forming,  it  is  held  by  the  workman  in  the  flame  of  the  furnace 
through  the  working-hole ;  it  is  then  brought  into  one  of  the  round  concavities  of  tiie  marver,  (constructed 
at  different  times  from  a  stone,  marble  or  cast-iron  plate,)  where  the  ball  gradually  assumes  the  form 
of  a  pear-shaped  vessel,  Fig.  2127.  It  acquires  this  shape  by  the  constant  rotary  motion  given  by  the 
workman  to  the  pipe  whilst  the  cooUng  and  stiffening  of  the  mass  is  rendered  uniform  by  the  marver, 
and  is  prevented  shrinking  together  by  constantly  blpwing  into  the  pipe  with  very  little  force.  The 
mass  of  metal  (metal  is  the  technical  term  applied  to  glass  during  working)  must  be  equably  dis- 
:ributed  round  the  axis  of  the  pipe,  and  advanced  in  front  of  its  moutli,  being  connected  with  it  only  by 
a  short  neck. 

Thus  far  advanced,  the  glass  has  again  liecome  cool  and  is  rewarmed  by  insertion  into  the  working- 
hole,  in  such  a  manner  that  the  front  part  receives  the  chief  portion  of  the  heat  and  becomes  tha 
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softer.  The  pear-shaped  vessel  is  now  lengthened  by  the  blower,  and  its  form  is  approached  to  thai 
of  a  bottle  by  a  threefold  operation ;  by  blowing  into  the  tube  with  greater  force,  by  swinging 
(backwards  and  forwards,  in  the  manner  of  a  pendulum)  and  by  a  simultaneous  constant  rotary  motion 
of  the  pipe  round  its  axis.  The  globular  form  which  the  glass  tends  to  assume  under  the  influence 
of  the  blowing,  is  converted  into  a  long  thin  egg-shape  by 
the  swinging  motion,  Fig.  2128.  The  rotation  round  the 
axis  of  the  pipe  is  an  essential  part  of  every  operation  in 
glass-blowing.  The  glowing  mass  of  glass  creates  a  power- 
ful current  of  air  in  an  upward  direction,  and  the  lower 
portion  becomes  cooled  in  consequence  much  more  than  the 
upper.  This  naturally  creates  an  inequality  in  the  resistance 
offered  to  the  blowing,  and  the  upper  portion  would  be  more 
expanded  than  the  lower  if  the  cooling  influence  were  not 
allowed  to  act  upon  all  parts  of  the  surface  alike  by  the  re- 
volving motion  of  the  pipe,  and  this  is  particularly  the  case 
when  the  pipe  has  to  be  held  in  a  horizontal  position.  The 
mould  a  (a  simple  cylindrical  hollow  block  of  wood  or  iron)  is 
placed  at  the  side  of  the  workpian  who  is  blowing  the  pear- 
shaped  vessel ;  into  this  he  inserts  the  vessel  as  soon  as  it 
has  acquired  the  proper  thickness,  in  the  manner  represented 
at  Fig.  2129,  and  by  blowing  forcibly  into  the  tube,  he  presses 
the  glass  firmly  against  the  sides  of  the  mould,  whilst,  by  a 
kind  of  jerking  motion,  the  neck  is  drawn  out  to  the  proper 
length.  The  unfinished  bottle  is  again  warmed  in  the  work- 
ing-hole in  such  a  manner  that  the  lower  part  only  is  heated, 

whilst  the  other  parts  remain  comparatively  cool.  In  the  mean  time,  another  workman  or  a  boy  has 
attached  a  small  quantity  of  glass  to  another  pipe  or  rod  of  iron,  called  the  punty,  which  is  also  kept  hot 
in  the  working-hole.  Both  workmen  now  stand  opposite  to  each  other ;  and  whilst  the  pipes  are  kept 
constantly  turning,  the  punty  is  forcibly  pressed  against  the  middle  of  the  lower  part  of  the  bottle  which 
is  thus  forced  inwards,  and  an  even  edge  is  produced,  upon  which  the  bottle  may  stand  steadily.  The 
bottle  remains  for  some  moments  between  the  two  instruments.  Fig.  2130,  until,  by  the  application  o! 
cold  iron  or  a  drop  of  water,  the  neck  can  be 

separated  from  the  pipe.     This  sudden  separa-  2130. 

tion  is  an  operation  of  constant  recurrence  in  the 
glass-house,  and  is  effected  by  a  sudden  change 
of  temperature  produced  at  the  point  of  separa- 
tion in  the  hardened  glass,  either  by  the  cold 
application  of  a  drop  of  water,  or  by  the  powerful 

heat  of  a  red-hot  iron  or  thread  of  liquid  glass  from  the  pot.  The  point  of  separation  must  often  be  re- 
heated in  order  to  fly  on  the  application  of  cold  water.  The  bottle  is  now  supported  by  the  punty,  as 
shoAvn  at  a.  Fig.  2130,  so  that  the  neck  can  be  warmed,  and  the  sharp  edges  melted  round  without 
softening  the  other  parts.  A  rotating  motion  is  now  given  to  the  red-hot  neck,  the  pipe  being  rolled 
backwards  and  forwards  upon  the  knees  of  the  workman.  The  rim  for  strengthening  the  neck  is  formed 
from  a  drop  of  glass  taken  from  the  pot  by  the  edge  of  the  flask  and  wrapped  round  the  mouth  in  the 
form  of  a  thick  thread.     The  bottle,  which  is  now  finished.  Fig.  2131,  is  immediately  carried  by  the 

Eunty-rod  to  the  annealing-oven  by  a  boy,  pushed  into  its  proper  place,  and  the  punty-rod  is 
istly  detached  from  the  bottom  of  the  bottle  by  a  sudden  sharp  jerk.     The  place  where  the        2131. 
punty  was  attached  is  perceptible  in  every  bottle  blown  in  this  manner  by  the  sharp  edges 
where  the  fracture  occurred. 

Large  round  bottles  are  blown  without  the  use  of  a  mould,  and  when  of  very  large  size, 
like  the  carboys  for  sulphuric  acid,  the  aid  of  steam  is  called  in,  by  spirting  a  mouthful  of 
water  into  the  interior,  and  holding  the  mouth  of  the  pipe  with  the  thumb. 

Attempts  have  consequently  been  made  by  many  inventors  to  furnish  the  bottle-maker 
with  a  mould  of  sucli  construction  as  would  enable  him  to  secure  the  formation  of  a  bottle, 

Eerfect  both  as  regards  form  and  capacity,  at  one  single  operation,  without  reliance  upon 
is  own  correctness  of  sight.  The  use  of  moulds  of  this  description,  like  that  of  Rickets,  which 
is  easily  managed,  affords  a  great  saving  of  time,  and  renders  the  repeated  heating  of  the 
bottles  unnecessary. 

The  mould  consists  of  a  body  which  forms  the  belly  of  the  bottle  and  of  four  other  parts, 
a  fixed  bottom-piece  with  a  movable  piston  for  forming  the  concavity,  and  two  movable 
pieces  for  the  neck.  Two  treadles  set  these  different  parts  in  motion.  As  soon  as  the  work- 
man has  introduced  the  hollow  lengthened  globe  into  the  belly  of  the  mould,  by  pressing 
with  his  foot  upon  the  first  treadle,  he  brings  up  the  neck-piece,  then  forces  the  glass  into 
contact  with  all  parts  of  the  mould  by  a  powerful  blast,  and  finishes  the  bottle  by  working 
the  second  treadle  which  forces  the  pestle  against  the  bottom.  On  the  removal  of  the  pipe, 
the  rim  of  the  neck  is  all  that  remains  to  be  perfected. 

Champagne  bottles  require  to  be  made  more  than  usually  strong  in  consequence  of  the 
pressure  exerted  by  the  carbonic  acid  enclosed  within  them,  and  they  are  particularly  liable 
to  fi-acture  dm-ing  the  bottle-fermentation  of  the  wine.     Yet  they  wQl  often  withstand  a  pressure  of  40 
atmospheres,  and  upwards,  (==  600  lbs.  on  the  square  inch.) 

Croton-glass. — The  purest  and  most  beautiful  glass  is  the  white  "  crown-glass,"  manufactured  in  the 
Bchemian  glass-houses  for  grinding  and  polishing.  Intended  for  articles  of  luxury  and  art  more  than 
for  the  supoly  of  the  ordinary  wants  of  life,  the  purity  and  absence  of  color  in  the  mass  is  naturally 
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heightened  by  the  grinding  and  polishing,  and  is  combined  with  an  elegance  of  form  which  would  be 
thrown  away  upon  a  less  pure  material.  Glass,  for  the  purposes  of  the  grinder,  is  better  prepared  bj 
the  use  of  proper  moulds  than  by  simple  blowing,  partly  because  the  forms  are  frequently  not  so  simple 
as  to  admit  of  their  being  made  by  hand,  and  partly  because  the  various  grooves  and  projections  upon 
the  surface  can  be  roughly  given  by  means  of  a  mould  without  adding  to  the  difficulty  of  blowing,  and 
time  and  trouble  is  thus  saved  in  the  laborious  operation  of  grinding.  The  moulds  and  the  mode  of 
using  them  resemble,  in  every  respect,  those  which  will  be  described  under  flint-glass  or  crystal. 

Window-glass. — Properties. — Although  window-panes  may  be  made  from  any  kind  of  bottle-glass 
that  is  not  too  much  colored,  just  as  many  articles  of  bottle-glass  are  actually  prepared  from  window- 
glass  ;  yet,  with  reference  to  the  object  in  view,  a  very  marked  difference  is  made  in  the  mixture  of 
ingredients.  The  amount  of  lime  in  the  mixture  must  not  be  too  small,  that  the  panes  may  not  be  sub- 
ject to  become  opaque  when  exposed  to  the  atmosphere,  whilst,  on  the  other  hand,  any  composition 
that  has  a  tendency  to  devitrification  would  be  a  serious  evil,  as  the  glass  has  to  be  successively  heated 
a  great  many  time>>  before  it  acquires  the  proper  form  for  window-panes. 

■Production  of  window-glass. — The  mechanical  production  of  window-glass  is  effected  with  the  pipe, 
either  by  blowing  a  hollow  cylinder,  which  is  cut  open  and  flattened  out,  in  a  special  operation,  (sheet 
or  broad  glass,)  or  by  distending,  with  the  aid  of  centrifugal  force,  a  more  globular-shaped  vessel 
attached  directly  to  the  pipe  (crown-glass.) 

Sheet-glass. — Cylinder-blowing. — The  operation  of  blowing  cylinders  commences  as  usual  with  the 
collection  of  a  sufficient  quantity  of  metal  from  the  pot  at  the  end  of  the  pipe.  A  massive  glass  ball  is 
thus  attached  round  the  nob  of  the  pipe  which  must  be  pushed  forward  with  a  Jlatting-iron  until  an 
annular  groove  is  produced  as  at  a.  This  operation  completed,  the  blower  rounds  the  ball  on  the 
marver,  and  distends  it  slightly  by  blowing.  It  then  assumes  the  form  represented  in  Fig.  2132,  from 
which  it  will  be  seen  that  the  mass  of  glass  is  thickest  in  front,  as  from  that  part  it  has  to  be  distended 
and  lengthened  into  a  cylinder.  In  the  subsequent  operations,  it  first  assumes  the  width  of  the  future 
cylinder  and  then  the  length.  With  this  object  in  view,  the  workman,  after  having  rewarmed  the  ball 
of  glass,  holds  it  perpendicularly  above  his  head,  and  blows  into  it.  The  heavy  bottom  yielding  with 
less  ease  to  the  blast,  admits  of  the  distension  of  the  width,  and  a  flattened  bottle  is  formed.  Fig. 
2133.  As  soon  as  the  proper  width  is  attained,  the  pipe  is  quickly  inverted,  so  that  the  ball  is  under- 
most, and  an  incessant  swinging  motion  is  then  kept  up  with  a  constant  blast.  Further  distension  is 
thus  effected,  but  from  the  bottom  only,  as  the  thinner  sides  have  by  this  time  cooled,  and  in  conse- 
quence of  the  swinging  motion  in  the  direction  of  the  length,  so  that  the  bottle  acquires  the  form  repre- 
sented in  Fig.  2134,  by  the  time  that  the  glass  has  so  far  cooled  as  to  be  no  longer  expansible.  If  the 
swinging  were  admitted,  the  bottle  would  be  distended  in  all  directions,  and  present  the  form  indicated 
by  the  dotted  hne.  By  repeated  warming,  swinging,  and  blowing,  the  form  Fig.  2135  is  gradually  pro- 
duced, which  is  then  the  proper  length  of  the  cylinder.  It  is  then  conical,  and  terminated  by  a  semi- 
circle, in  the  middle  of  which,  at  c,  is  the  thinnest  part  of  the  vessel.  When  the  workman  blows  air 
into  the  pipe,  and  closes  the  aperture  with  his  thumb  before  withdrawing  the  pipe  from  his  mouth,  the 
air  expands  and  exerts  great  tension  upon  the  sides  of  the  cylinder ;  if  the  weakest  part,  at  c,  is  now 
held  in  the  flame  it  will  be  blown  out  and  burst.  The  cylinder  having  thus  been  opened  as  represented 
in  Fig.  2136,  the  next  object  is  to  extend  the  somewhat  uneven  and  thick  margin  of  the  aperture,  and 
reduce  it  to  the  proper  dimensions,  whilst  at  the  same  time  the  other  parts  are  straightened  and  acquire 
a  imiform  diameter,  as  is  shown  in  Fig.  2137.  Prominent  portions  which  may  sometimes  project,  are 
cut  away  with  the  scissors.  „.„, 

"'^^  2136.  2137. 
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According  to  the  size  of  the  cylinder,  it  may  be  either  blown  at  once,  or  it  will  require  to  be  reheated 
several  times.  When  very  long  and  wide  cylinders  are  blown,  the  lower  portion  is  liable  to  become 
too  thin;  an  extra  portion  of  glass  must  then  be  incorporated  with  it  before  the  opening  process. 

The  neck  and  curvature  where  the  pipe  was  attached  to  the  cylinder  have  now  to  be  removed,  in 
order  to  spread  the  whole  out  in  the  form  of  a  plate,  and  the  cylinder  must  be  cut  open  lengthwise. 
The  cj^linder,  supported  by  an  assistant  upon  a  wooden  rod,  is,  therefore,  turned  round  two  or  three 
times  in  the  curve  of  a  bent  iron,  heated  to  redness,  as  shown  in  Fig.  2138,  and  a  drop  of  water  ia 
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allowed  to  fall  upon  the  heated  line,  -which  fractures  the  glass  and  detaches  the  cap.  In  a  similiu 
manner,  but  in  a  straight  direction,  a  crack  is  made  longitudinally,  and  the  cylinder  is  then  prepared  for 
spreading  or  flatting,  Fig.  2139. 


2139. 


Furnaces  constructed  purposely,  in  separate  buildings,  are  necessary  for  this  operation,  the  principal 
parts  of  which  are  shown  in  horizontal  section  over  the  sole  in  Fig.  2140.  The  arched  space  A  which 
extends  the  whole  length  of  the  furnace,  comprising  the  ash-pit  a,  and  tlie  grate  r ;  the  former  is 
accessible  by  the  door  b,  the  stokage  is  performed  through  d.  The  flame  enters  the  upper  space 
tlu-ough  the  apertures  cccc,  and  first  plays  upon  the  flatting-hearth  C  before  entering  the  annealing  or 
cooling  furnace  B,  which  is  also  heated  directly  by  the  fire,  when  it  escapes  through  the  flue  or  channel 
D,  by  which  the  cylinders  are  introduced  to  be  subsequently  removed  at  i.  The  flatting-hearth  and  the 
cooling-furnace  are  connected  with  each  other  by  a  low- arched,  wide  aperture  E,  for  the  passage  of  the 
plates,  as  well  as  by  a  smaller,  higher  opening  g,  for  the  admission  of  the  flame.  The  heat  in  the  in- 
terior can  easily  be  regulated  by  pushing  plates  over  the  apertures  c  c,  and  opening  or  closing  the 
aperture  k.  The  flattener  stands  in  front  of  the  aperture  I,  the  workman  engaged  at  the  cooling-furnace 
before  m,  and  an  assistant  in  front  of  i,  who  pushes  the  cylinders  oooo  along  the  railway  p. 

2140. 
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The  most  essential  part  of  the  furnace,  however,  is  the  spreading-plate  or  flattmg-stone  q  and  '' 
This  must  be  perfectly  even,  without  any  roughness  or  inequalities  which  would  scratch  the  glass  or 
make  it  lumpy ;  it  must  be  inalterable  in  the  fire,  and  of  a  size  somewhat  larger  tlian  the  flattened 
cylinders.  A  plate  of  this  description  is  usually  manufactured  from  fire-proof  clay  mixed  with  cement, 
(either  ground  fragments  of  burnt  clay  of  the  same  kind,  or  fine  sand,  or  ground  quartz,)  strongly 
beaten  during  drying,  then  burnt,  and  lastly  ground  smooth ;  it  is  laid  upon  a  bed  of  sand  and  in  con- 
taci  with  a  second  table  of  the  same  sort  in  the  cooling-oven.  To  make  quite  sure  that  no  injury  shall 
be  sustained  by  the  plates  upon  the  flatting-stones,  it  is  customary  to  cover  this  previously  with  a 
Lager.  This  is  the  name  given  to  a  thick  plate  of  glass  expressly  blown  for  this  purpose.  Tliese 
lagers  are  soon  devitrified,  which  is  of  no  moment,  so  long  as  the  surface  remains  smooth ;  this,  how- 
ever, does  not  last  long,  and  frequent  renewal  of  the  lager  becomes  necessary.  Lastly,  to  prevent  the 
cylinders  from  attaching  themselves  to  the  lager,  the  flattener,  in  some  manufactories,  throws  a  handful 
of  lime  into  the  furnace,  which  is  carried  as  fine  dust  by  the  flame  and  spread  over  the  lager.  The 
temperature  in  the  flatting-furnace  must  only  be  just  sufficient  to  soften  the  cylinders ;  whilst  in  the 
coohng-fumace  it  must  not  attain  that  point 

The  spreading  operation  is  commenced  by  introducing  the  cylinders  into  the  warming-tube  D.  Tlie 
further  the  cyhnders  are  pushed  forward  by  those  succeeding  them  the  more  they  become  heated,  until 
they  begin  to  soften  on  reaching  the  flatting-stone.  They  are  then  taken  by  the  workman  with  a 
rectanccular  bent  iron,  and  placed  upon  the  lager  with  the  cut  side  uppermost,  where  they  open  of 
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themselves,  and  are  easily  straightened  and  made  even.  For  this  latter  purpose,  a  rod  of  iron,  furnished 
at  the  end  with  a  wooden  polisher.  Fig.  2141,  is  employed,  and  this  is  dipped  into  water  each  time  it  if 
used.     When   all   the   curvatures   and  lumps 

have  been  reduced,  tlie  sheet  is  pushed  back-     |\  2141. 

wards  into  the  annealing-oven,  where  it  cools 
down  and  is  placed  in  an  upright  leaning  po- 
sition by  another  workman.  Between  every 
80  or  40  sheets,  an  iron  rod  s  s  s  is  inserted,  and 
the  operation  is  continued  until  the  whole  fur- 
nace is  filled. 

Fig.  2142,  1  is  an  elevation  of  a  flatting- 
furnace  in  section,  with  three  annealing-arches  of  the  ordinary  description. 

Fig.  2143,  2  is  a  ground  plan  of  the  same. 

Fig.  2144,  3  and  4  are  elevations  of  two  end  views  of  the  flatting-furnace,  a  6  Is  the  spreading-fumace 
divided  into  two  compartments  by  the  partition  c;  dd  are  two  sets  of  fire-bars,  on  which  wood  must  be 
burnt ;  e  is  the  spreading  or  flatting  stone  of  the  furnace,  which  must  be  perfectly  smooth  and  even ;  i 
is  an  opening  through  which  the  cylinder  is  placed  in  the  furnace  previous  to  being  laid  on  the  flatting- 
stone  e;  his  the  opening  through  which  the  workman  spreads  the  cylinder  into  a  flat  sheet  of  glass; 
f  is  the  opening  through  which  the  sheet  of  glass  is  removed  to  the  table  or  bed  </,  in  the  compartment  b. 
The  upper  side  of  the  table  g  is  made  of  stone,  similar  to  that  employed  as  the  flattening  surface.  It  is 
fixed  to  an  iron  frame-work  on  wheels,  and  is  kept  at  a  proper  degree  of  heat  by  remaining  in  the 
furnace,  as  shown  in  the  drawing.  The  carriage  runs  on  a  railway  in  front  of  the  annealing-arches, 
where  the  sheet  is  transferred  in  the  usual  way.  oj^j, 


The  cylinder  is  placed  on  the  flatting-stone,  and  is  split  lengthwise  by  passing  a  red-hot  iron  bar  k 
fi'om  end  to  end,  having  previously  sprinkled  a  little  charcoal  powder  on  the  inner  surface  of  the  cyl- 
inder. It  is  now  spread  out  into  a  sheet  by  pressing  the  same  on  the  flatting-stone,  by  means  of  a 
small  block  of  elder-wood,  fixed  on  an  iron  bar//*.  The  temperature  at  which  the  flatting  is  performed 
is  such,  that  the  operation  does  not  occupy  more  than  a  minute. 


2143. 


Two  improvements  have  been  introduced  in  this  operation.  One  consists  in  making  part  of  the  floor 
of  the  compartment  a  to  consist  of  a  movable  stone  about  10  inches  in  diameter,  on  which  the  cylinder 
is  placed.  It  is  gradually  exposed  on  all  sides  to  the  action  of  the  fire,  by  causing  the  stone  to  revolve 
on  its  axis,  and  thus  the  objection  to  the  previous  plan  is  avoided  where  one  side  of  each  cylinder 
became  so  much  hotter  than  the  other. 


Crown-glass. — In  the  manufacture  of  crown-glass,  in  circular  disks,  a  flattened  vessel  is  first  blown  in 
front  of  a  furnace  specially  constructed  for  the  purpose,  and  this  is  converted,  without  any  interruption 
of  the  process,  into  a  round  disk,  thickened  in  the  centre. 
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Figs.  2145,  2146,  and  2147  show  a  ground  plan  of  the  melting-furnaces  and  the  elevation  of  an  end 
and  side ;  aaaa  are  the  stone  pillars  -wliich  carry  the  cone ;  bbbb  the  walls  of  the  furnace ;  c c  the 
grate-bars  upon  which  the  fuel  lies;  dd  the  "sieges,"  or  position  which  the  melting-pots  occupy,  ona 
opposite  each  opening  eee;  ^  is  an  elevation  of  the  sides//;  and  h  an  elevation  of  the  ends  ii of  the 
furnaces;  kkk  are  temporary  openings  to  enable  the  workmen  to  insert  large  iron^ levers  to  assist  in 
placing  the  pots,  which  are  carried  on  a  machine,  in  a  red-hot  state,  into  tlie  furnace  through  tba 
other  temporary  opening  I. 


When  a  certain  weight  of  glass,  a,  Fig.  2148,  has  been  collected  or  gathered  from  the  pots  on  the  end 
of  an  iron  tube  b,  it  is  fashioned  into  a  peculiar  form,  as  shown  in  the  figure,  on  a  solid  plate  of  cast- 
iron  c,  also  called  a  marver,  although  used  for  a  different  purpose  to  that  mentioned  previously.  P*re- 
vious  to  the  operation  of  "  marvering,"  the  workman  cools  the  iron 
pipe,  which  has  become  heated  by  being  exposed  in  the  melting- 
furnace. 

The  marver  c  is  placed  on  rollers  for  the  convenience  of  moving 
it  from  place  to  place  as  required.  When  the  mass  of  glass 
has  assumed  the  proper  form,  a  boy  blows  through  the  iron 
tube,  while  the  workman  continues  to  roll  the  ball  upon  the 
marver. 

During  the  previous  operation  of  "  marvering,"  the  mass  of  glass 
is  fashioned  so  as  to  give  the  outer  extremity  a  conical  form,  tlie 
extreme  end  of  which  becomes  the  outer  axis  of  the  globe  during 
the  operation  of  blowing.  This  outer  axis  is  called  the  "  bullion," 
and  dui'ing  the  expanding  of  the  globe,  the  workman  rolls  this 
bullion  along  a  straight  edge. 

The  piece  of  glass,  after  the  above  operation,  is  reheated,  in  the  blowing-furnace,  and  expanded  by 
the  workman  blowing  through  the  iron  pipe,  until  it  is  so  far  cooled  as  to  require  another  "  heat."  When 
it  has  been  bloAvn  to  the  proper  size.  Fig.  2149,  2,  it  is  again  exposed  to  the  heat  of  the  furnace,  when 
the  workman,  resting  the  pipe  on  an-  iron  support,  during  which  time  the  neck  remains  cool,  causes  the 


GLASS. 


89] 


glass  globe,  by  a  peculiar  motion  of  the  pipe,  to  assume  the  shape  shown  in  the  figure,  3.  This  last 
operation  is  technically  termed  "  bottoming  the  piece."  It  is  then  removed  to  a  framing,  Fig.  2150, 
where  it  rests  on  its  edge  on  some  ground  charcoal  and  cinders  a.  Another  workman  then  attaches  a 
strong  ij'on  rod  with  a  quantity  of  molted  glass  at  its  end,  to  the  centre  of  the  piece,  as  at  b.  The 
"  blower"  now  touches  the  neck  of  the  piece  at  c,  with  an  iron  rod  previously  dipped  in  water,  and  by  a 
smart  blow  on  the  iron  tube  d,  detaches  the  piece,  leaving  the  neck  open,  as  shown  at  4. 
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The  "  piece"  is  now  removed  to  the  "  flashing-furnace."  The  thick  neck  is  first  heated  at  the  opening, 
whence  a  powerful  flame  is  issuing.  Fuel  is  placed  on  the  grating  for  the  purpose  of  warmmg  the 
"  piece,"  while  the  neck  is  heated  from  the  larger  furnace  through  an  opening  in  the  side.  As  soon  as 
the  neck  is  sufficiently  soft,  a  boy  inserts  a  flat  iron  tool  through  the  nose-hole,  to  smooth  the  roughness 
left  in  the  neck  by  breaking  it  off  as  described  above. 

When  the  neck  has  been  sufiiciently  heated  at  the  nose-hole,  the  bell-shaped  vessel  is  brought  in 
front  of  another  opening,  where  it  receives  the  full  heat  of  the  flame,  and  the  pipe  is  then  made  to 
revolve  with  the  greatest  possible  rapidity.  The  action  of  this  rotary  motion  upon  the  softened  glass 
is  easily  conceived.  The  centrifugal  force  communicates  to  the  particles  of  glass  a  tendency  to  fly  off 
at  a  tangent,  and  to  arrange  themselves  in  a  circular  plane  perpendicular  to  the  axis  of  rotation.  The 
mouth  being  the  softest  part,  first  expands,  and  this  quickly  increases  until  the  whole  suddenly  opens 
into  one  sheet  of  glass,  Fig.  2151,  of  about  6  feet  in  diameter,  which,  with  the  exception  of  the  central 
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portion,  is  of  nearly  uniform  tliickness.  It  i^  obvious  that  a  sheet  of  such  dimensions  must  quickly  fold 
together  in  the  soft  state,  if  the  rotary  motion  is  not  kept  up.  The  workman,  therefore,  continues  the 
rotation  after  the  removal  of  the  sheet  from  the  flame  of  the  furnace,  until  it  reaches  the  annealing-oven, 
where  it  is  placed  on  a  small  circular  bench,  and  is  detached  from  the  rod  by  means  of  a  pair  of  strong 
shears,  leaving  a  mark  called  the  "  bullion,"  or  bull's-eye.  Another  workman,  who  has  charge  of  the 
annealing,  now  raises  the  "  table"  of  glass  upon  a  \&YgQ  forlc-like  instrument,  and  carries  it  to  an  upright 
position  in  the  annealing-arch,  Fig.  2152.  The  tables  stand  thus  on  their  edges,  upon  two  .strong  parallel 
iron  supports,  which  run  the  whole  length  of  the  anneahng-kiln. 


The  glass,  after  remaining  in  the  kiln  for  a  considerable  time,  during  which  the  cooling  has  been 
.  arefully  regulated,  is  withdrawn,  so  as  to  enable  a  workman  to  go  inside  and  hand  out  each  table  on 
Ihe  outside  to  an  assistant. 

Plate-glass. — The  operation  of  blowing  and  flatting  glass  for  mirrors  is  similar  to  that  already 
described  for  window-glass,  with  some  slight  modifications  rendered  necessary  by  the  greater  size  of  the 
plates.     The  casting  of  plate-glass  is  a  perfectly  distinct  operation. 

The  thickness  of  these  plates,  which  are  often  10  feet  and  more  in  length,  must  of  necessity  corre- 
spond with  their  extension ;  and  that  the  light  may  be  perfectly  reflected  from  the  metallic  surface  at 
the  back,  they  must  be  as  transparent  and  colorless  as  possible.  To  conform  to  such  important  con- 
ditions, the  composition  must  consist  of  the  purest  ingredients,  and  afford  a  glass,  the  surface  of  which 
is  quite  unalterable  when  exposed  to  the  air ;  if  this  is  not  the  case,  the  plate  becomes  dull,  loses  ita 
polish,  and  with  this  its  transparency. 
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The  following  drawings  of  a  plate-glass  furnace  exhibit  the  manner  in  which  the  fusing-pots  ara 
arranged,  and  also  how  they  are  inserted  and  removed.  Fig.  2153  is  a  horizontal  section  at  the  height 
of  the  sieges  to  the  right  of  x  y,  and  somewhat  lower  to  the  left,  through  the  holes  for  the  cuvettes. 
Fig.  2154  is  a  perpendicular  section  through  the  line  xy.  The  melting-furnace  is  surrounded  by  four 
»ide-fumaces  A  A  A  A,  used  for  burning  and  heating  the  pots,  and  so  arranged  that  the  whole  leniyth 


of  the  sides  with  the  siege  a  is  left  open  and  free  of  access.  Thus  the  two  remaining  sides  are  only 
accessible  by  the  narrow  passages  B  B,  and  these  are  connected  with  the  large  apertures  b  b.  Tliese 
apertures  are  used  for  the  insertion  of  the  pots  c  c,  and,  at  the  same  time,  for  stoking  the  fire ;  for  the 
latter  purpose  they  would  be  too  large,  and  allow  too  much  heat  to  be  lost ;  they  are  consequently 
bricked  up  above  and  closed  in  front  by  slabs  of  clay,  with  the  exception  of  the  small  apertures  ee.  A 
grate  is  indispensable  when  coal  is  used,  but  this  is  not  the  case  when  wood  is  the  ordinary  fueL 
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The  flame  travels  from  the  melting-furnace,  after  passing  between  the  sieges,  and  heating  the  pots  cc, 
and  the  cuvettes  ii,  through  the  flues  oo  into  the  side -furnaces  A.  Two  rows  of  holes  are  left  in  the 
free  sides  of  the  furnace.  By  means  of  the  upper  working-holes  m  m  m,  the  melting-pots  are  accessible 
for  the  purposes  of  ladling ;  through  the  two  lower  holes  n  n,  the  cuvettes  are  inserted  or  removed  upon 
the  iron  slabs  pp,  which  must  consequently  be  exactly  upon  the  same  level  as  the  sieges.  All  the 
holes  can  be  closed  by  movable  plates  at  pleasure.  The  draught  can  be  regulated  through  r  r,  and 
the  ash  collects  in  s  s. 

Mr.  Bessemer  has  lately  proposed  a  new  metliod  of  casting  plate-glass  iu  sheets,  by  pouring  the  glass 
in  the  melted  state  directly  from  the  pots  between  two  rollers,  placed  at  a  certain  distance  from  each 
other,  so  as  to  ensure  a  uniform  thickness  throughout.  This  is  an  invention  which  must  commend  itself 
to  many  in  our  country,  as  this  art  is  but  young  even  in  England,  and  scarcely  known  here,  but  which 
must  yet  be  extensively  manufactured,  as  the  means  are  not  wanting,  and  the  material  is  abimdant  m 
many  of  our  states.  At  present  our  valuable  plates  are  imported,  and  Germans  are  the  artisans  that 
are  mostly  employed  in  England.  There  are  plenty  of  them  in  this  country,  and  doubtless  many  good 
artisans  capable  of  managing  this  business. 
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The  pot-fumace  and  machinery  for  this  process  are  entirely  novel  and  very  different  from  those  in 
common  use,  and  as  the  invention  is  likely  to  be  carried  out  in  practice,  a  notice  of  the  most  important 
parts  of  Mr.  B.'s  patent  will  net  be  out  of  place  here.  The  furnace  employed  is  a  reverberatory  furnace, 
Fig.  2155,  with  a  low  arch  and  descending  flue  d-  The  flame  proceeding  from  tlie  grate  a,  plays  upon 
the  surface  of  the  materials  in  the  pot  e,  in  the  fire-space  6.  The  arch  is  formed  at  that  part  which  is 
most  exposed  to  the  heat,  and  the  alkaline  vapors  from  the  mixture,  of  hollow  bricks  ccc,  over  which  a 
draught  of  cold  air  is  caused  to  play,  by  connecting  the  space  above  the  furnace  with  the  ascending 
main  chimney.     The  object  of  this  cooling,  which  is  of  course  attended  with  a  loss  of  heat,  is  to  prevent 
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tears,  consisting  of  the  fusible  product  of  the  action  of  the  alkaline  vapors  upon  the  ingredients  of  the 
bricks,  from  forming  on  the  arch,  and  falling  into  the  glass  during  fusion.  The  pot,  c,  is  of  very  large 
dimensions,  as  large  indeed  at  the  lip  on  the  one  side  as  the  width  of  the  plates,  which  it  is  proposed  to 
cast  with  it.  It  is  set  upon  a  siege  composed  of  large  masses  of  fire-stone,  and  these  are  cemented  to- 
gether, as  well  as  the  pot  upon  them,  by  some  bottle-glass,  which,  in  tlie  fused  state,  enters  the  crevices 
and  binds  the  whole  firmly  together  upon  the  strong-ribbed  cast-iron  frame  g. 

This  frame  moves  upon  four  wheels  h  upon  a  railway  w,  which  extends  beyond  the  furnace  to  the 
rolhng  machinery,  to  be  described  immediately.  Thus  pot,  siege,  and  frame  are  all  wheeled  in  and 
out  of  the  furnace  at  once,  as  will  be  seen 
by  reference  to  the  section.  Fig.  2156,  where 
ij  represent  the  hollow  bricks,  or  masses 
of  stone,  by  the  removal  of  which  a  free  in- 
gress and  egress  is  allowed  the  whole  car- 
riage on  the  continuation  of  the  rail.  The 
pot  and  carriage  fill  the  entire  recess  in  tlie 
furnace,  and  tlie  flame  playing  upon  the  top 
does  not  much  affect  the  iron  frame  of  the 
carriage  through  the  bad  conducting-stones 
wliich  form  the  bed  of  the  pot.  Fig.  21 57 
is  a  longitudinal  section  through  the  middle 
of  tlie  frame-work  and  machinery,  by  means 
of  wliich  the  pot  and  siege  are  raised,  and 
the  melted  glass  poured  out  between  the 
rollers. 

The  carriage  consists  of  a  strong-ribbed 
iron  frame,  mounted  on  four  small  flanged 
wheels  whicli  run  on  two  rails.  The 
upper  side  has  a  recess  into  wliich  blocks 
of  soap-stone,  or  fire-brick,  are  fitted  into 
an  iron  firame.  In  the  upper  part  of  these  blocks  recesses  are  made  for  the  melting-pots  to  sit  snugly, 
and  a  quantity  of  broken  bottle-glass  is  laid  on  the  top  of  the  blocks,  and  they  are  heated  till  the 
glass  melts  and  cements  tlie  joints  of  the  blocks  together,  and  while  this  glass  is  yet  in  a  fluid  state, 
the  carriage  is  removed  a  moment  from  the  furnace  to  receive  the  melting-pot  which  is  brought  in  a 
white-heat  from  the  pot-arch,  set  in  the  midst  of  the  fluid  glass,  and  the  carriage  then  returned  to  the 
furnace.  On  afterwards  using  the  pot,  as  the  bottom  is  very  thick  and  the  heat  only  having  access  to 
it  through  the  materials  which  it  may  contain,  the  bottle-glass  used  to  cement  the  pot  to  the  bed  or 
recess  is  found  not  to  be  too  cold  to  be  brittle,  nor  so  hot  as  to  allow  the  pot  to  slip  from  the  carriage. 

Fig.  2158  is  a  side  elevation  of  the  machine,  with  the  pot  and  carriage  in  their  position  after  being 
removed  from  the  furnace. 

Fig.  2157  is  a  longitudinal  section  showing  the  pot  in  an  elevated  position  and  partly  emptied. 

Fig.  2159  is  a  longitudinal  section  of  one  of  the  rollers  and  stuffing-boxes,  showing  how  the  water  is 
made  to  enter  and  leave  while  they  are  in  motion,  a  a  is  a  side  framing  of  cast-iron  secured  by 
the  cross-pieces  c,  and  also  by  the  stretchers  e  e,  between  the  side-frames  a  a.  The  rollers  /  and  g 
arc  placed  in  suitable  bearings  fitted  to  the  side-frames,  and  are  made  to  move  to  and  from 
»ach  other  by  means  of  screws,  which  force  the  brasses  H  and  roller  f  near  to  the  roller  g.     A 
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piece  of  iron  is  placed  between  the  brasses  and  the  frame,  and  according  as  it  is  exchanged  for 
one  of  more  or  less  thickness  so  will  it  cause  the  rollers  to  be  nearer  or  further  apart,  and  thus 
regulate  the  thickness  of  the  glass.  The  roller  /  is  also  provided  with  wheels  jj  at  eacli  end,  and 
the  roller  g  also  with  wheels  at  each  end  withm  the  side  framing.  In  addition  to  these  wheels, 
the  axis  of  the  roller  /  has  on  the  outside  of  the  framing  a  large  bevel-wheel  m,  driven  by  a  pinion  n 


s^mtm^^^^^^mmw^m^mmmm^^^^^^^mm^ 


on  the  end  of  an  upright  shaft  p,  driven  by  an  underlying  shaft  from  the  main  driver.  The  upper 
part  of  the  shaft  p  is  supported  by  a  bracket  g,  projecting  from  the  side-frame;  near  the  upper 
part  of  the  framing  there  are  two  plummer-blocks  r,  which  form  a  support  to  the  pins  which  project 
from  the  side  of  a  piece  of  tilting-frame.     There  are  two  of  these  pieces  t,  one  on  each  side  of  the  ma- 


ehine,  and  they  are  connected  together  by  a  third  piece  u,  by  bolts.  The  frame  when  thus  put  together 
is  supported  by  pins  s  s,  and  occupies  nearly  the  entire  width  between  the  side-frames  a  a.  The  lower 
part  of  the  piece  t  has  a  segment  of  a  tooth-wheel  formed  on  it  and  centred  on  the  pins  «,  so  that  the 
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tiltiiig-frarae  may  move  a  portion  of  a  circle  on  these  pins.  The  piece  u  has  two  small  ribs  or  rails 
extending  across  and  cast  upon  it,  which  form  a  continuation  of  the  rails  which  conduct  to  the  furnace. 
X  is  a  shaft  extending  across  the  frame  supported  by  plumber-blocks  y,  attached  to  the  side-frames  e, 
which  shaft  z  has  pinions  z  upon  it  gecring  with  the  segment  of  the  tilting-frame  t.  The  shaft  x  is  also 
elongated  to  a  convenient  distance,  and  supported  at  its  extremity  by  a  frame  of  two  side  pieces  con- 
nected by  stretchers.  The  upper  part  of  the  frame  carries  two  plummer-blocks  and  a  shaft ;  the  shaft 
liaving  a  handle  and  s,  pinion  upon  it,  which  geers  into  a  large  spur-wheel  on  the  shaft  X.  By  turning 
round  the  handle  on  X  it  forcibly  raises  the  tilting-frame  with  any  object  that  may  be  placed  on  it. 
There  is  an  opening  in  the  tilting-frame  through  which  the  axis  of  the  roller  g  passes ;  and  this  roller 
is  sufficiently  long  to  allow  the  required  movement  of  the  tilting-frame.  The  rollers  are  supplied  in 
this  machine  with  water  to  keep  mem  cool ;  the  water  is  conveyed  below  the  floor  to  the  pipe  1 ;  at  2, 
there  is  a  branch  which  leads  off  from  1  to  the  axis  of  the  roller  g,  which  it  enters  through  the  stuffing- 
box;  the  tube  1,  proceeding  further  upwards,  bends  over  and  forms  another  stuffing-box  4,  which  allows 
the  upper  roUer/to  move  a  small  distance  horizontally,  to  alter  the  thickness  of  the  plate.     The  water 


enters  the  axis  of  the  roller /by  passing  through  the  stuffing-box  5  ;  the  axis  of  the  roller  is  not  hollow 
throughout,  but  the  hollow  part  of  it  terminates  at  6,  Fig.  2159,  where  there  are  two  side  holes  bored 
at  right  angles  to  it,  which  allow  the  water  to  pass  into  and  occupy  the  large  hollow  space  in  the  body 
of  the  roller.  By  a  similar  contrivance  the  water  is  allowed  to  flow  out  of  the  opposite  end  of  the 
roller,  passing  through  the  stuffing-boxes  8,  9,  and,  descending  the  pipe,  is  conveyed  away  under  ground. 
A  strong  curved  plate  K  extends  the  entire  width  between  the  said  frames,  fitting  closely  up  to  the 
roller  (/,  and  secured  to  the  frames  by  lugs.  On  this  plate  the  sheets  of  hot  glass  slide  down  towards 
the  flat  bed,  but  which  is  broken  off  in  the  cuts ;  the  side  of  the  melting-pot  nearest  to  the  machine 
lias  a  ciu-ved  lip,  so  as  to  overhang  the  roller  cf  nearly  as  far  as  the  centre.  The  pin  s  of  the  tilting- 
frame  is  at  its  centre  a  little  above  the  upper  side  of  the  roller  g,  so  that  the  lip  of  the  pot  being  in  the 
position  shown  in  Fig.  2157,  it  does  not  shift  from  that  spot  far,  as  it  may  be  tilted  up. 

The  mode  of  operating  with  this  apparatus  is  as  follows :  When  the  glass  is  in  a  fit  state  for  casting, 
the  doer  is  removed  by  a  crane  from  the  mouth  of  the  furnace,  and  by  the  assistance  of  an  iron  hook 
the  carriage  and  its  pot  are  easily  rolled  forward  upon  the  rails  before  mentioned  to  the  tilting-frame  t ; 
then  they  occupy  the  position  shown  in  Fig.  2158.  The  carriage  and  its  pot  are  now  moved  forwards 
until  the  set  screws  M  come  in  contact  with  the  carriage  ;  the  office  of  these  screws  is  to  regulate  the 
extent  to  which  the  lip  of  the  pot  shall  overhang  the  roller  g,  so  that  when  a  new  pot  is  used  its  proper 
position  for  pouring  maybe  adjusted.  The  screws  M  pass  through  stout  lugs  N,  cast  on  the  piece  u; 
the  handle  on  X  being  turned,  the  pot  will  be  elevated,  as  shown  in  Fig.  2157,  when  the  glass  passing 
between  the  rollers  will  be  formed  into  sheets.  When  the  pot  is  emptied  it  is  again  lowered  and  re- 
turned to  the  furnace  for  a  repetition  of  the  preceding  operations ;  the  roller  /  is  furnished  with  a  rib 
on  its  circumference,  which  is  the  whole  of  the  roller ;  this  at  each  revolution  cuts  the  glass  off  into 
lengths. 

Lead  or  flint  glass  (so  called  because  flint  was  first  emploj^ed  in  the  manufacture)  is  peculiarly 
adapted  for  articles  of  luxury,  such  as  goblets,  chandeliers,  decanters,  cfec,  from  the  ease  with  which 
it  is  ground  or  cut,  fi-om  its  brilliant  lustre,  high  refracting  power,  and  perfect  freedom  from  color. 
The  mass  which  is  used  for  this  purpose  is  called,  in  a  more  limited  sense  of  the  Avord,  crystal, 
(from  its  resemblance  to  rock  crystal,)  and  it  excels  the  Bohemian  grinding-glass  (crown-glass)  with 
reference  to  refractive  power  and  easy  fusibility,  although  the  latter  is  harder  and  more  completely 
colorless. 

As  nearly  all  the  articles  composed  of  flint-glass,  or  crystal,  require  to  be  ground,  in  order  to  exhibit 
their  greatest  brilliancy,  they  must  be  constructed  in  a  very  massive  form  ;  there  is  consequently  more 
necessity  for  avoiding  all  sources  of  color,  and  for  preparing  the  glass  from  oxide  of  lead,  potash,  and 
silica  alone. 

The  fusion  occupies  six  or  eight  hours,  and  the  fining,  which  is  very  much  facilitated  by  the  easy 
fusibility  and  the  purity  of  the  materials,  requires  about  the  same  time. 

During  working,  the  glass  must  be  protected  from  the  smoke  of  the  furnace,  and  iron  must  not  be 
brought  into  contact  with  it,  as  it  otherwise  infallibly  becomes  of  a  dark-brown  color.  Iron  is  dissolved 
by  the  glass,  taking  the  place  of  the  lead,  which  separates  as  metal  in  the  most  minute  state  of  division. 

The  construction  of  furnaces  and  melting-pots  in  manufacturing  flint-glass  are  somewhat  different 
from  those  employed  in  the  other  descriptions  of  glass. 

Fig.  2160  is  a  groucd-plan  of  the  melting-furnace;  CCC  are  the  pots  which  are  situated  at  equal 
distances  between  the  pillars  or  piers  E  E  which  support  the  exterior  dome,  a  a  are  the  openings  in 
two  of  the  piers  for  charging  with  fuel. 

Fig.  2161  is  designed  to  show  how  the  heat  is  carried  round  the  pot  in  its  exit  from  the  furnace.  The 
pots  are  covered  with  a  hood-shaped  top,  and  these  fit  the  working-holes  of  the  furnace,  so  that  the 
smoke  and  heat  cannot  escape  in  the  same  way  as  in  the  usual  glass-furnaces  ;  a  is  the  pot  with  the  top 
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6 ;  c  is  the  roof  of  the  furnace ;  d  the  "  siege"  on  which  the  pots  are  placed ;  and  ee  a.  flue,  low  down, 
which  passes  between  the  furnace  and  the  cone  tiU  it  reaches  a  point/  where  it  enters  the  cone  itself* 
g,  Fig.  2161^,  is  a  front  view  of  the  pot  and  arch  of  the  cone, 
which  allows  the  workmen  to  approach  the  opening  in  the  fur- 
nace, against  which  the  mouth  of  the  pot  is  placed ;  A  is  an 
opening  direct  from  the  outside  into  the  flue,  for  the  purpose  of 
keeping  it  clean. 

Fig.  2162  is  a  general  view  of  the  melting-furnace,  cone, 


and  working-holes.  It  consists  of  two  domes,  A  A,  B  B,  one  within  the  other,  of  which  the  intenor 
one  is  flat,  and  the  exterior  of  considerable  altitude,  terminating  in  a  high  chimney.  The  only  connection 
between  the  domes  is  by  the  flues  G  G,  which  are  situated  one  on  each  side  of  the  crucibles,  so  that 
they  receive  the  whole  body  of  the  flame  as  it  passes  from  the  fire-place  to  the  exterior  dome,  and 
thence  to  the  chimney. 


2162. 


Flmt-glass  is  either  formed  by  simple  blowing  with  the  pipe,  by  blowing  m  moulds,  or  by  moulds 
nlone ;  in  every  case  the  form  can  be  improved,  as  is  generally  done,  by  grinding,  <fec. 

The  moulds  are  carefully  constructed  of  brass  or  iron,  and  are  somewhat  wider  at  the  upper  part, 
when  of  simple  construction,  that  the  pieces  may  be  easilv  removed,  or  are  composed  of  more  than  one 
piece  when  projecting  parts  are  to  be  moulded.     A  mould  of  the  latter  description  is  represented  in 
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Fig.  2164,  intended  for  a  decanter;  a  section  of  the  mould  is  shown  in  Fig.  2163.  The  bottom  e  and 
the  sides  «  of  the  body  form  the  lower  and  larger  part  of  the  mould,  and  arc  held  together  by  tUe 
screws  h  b  ;  the  upper  smaller  part  consists  of  two  halves,  meet- 
ing in  the  line  z  z,  which  open  after  the  fasliion  of  a  pair  of  tongs 
when  turned  upon  the  hinge  d.  Tliat  they  may  not  be  extended 
more  than  is  necessary,  the  two  wings  are  impeded  by  the  plugs 
o  fixed  to  the  ring  i.  The  workman  introduces  the  glass  globe 
g,  attached  to  the  pipe,  into  the  body  of  the  mould,  the  neck 
portion  being  thrown  open,  and  blows  with  great  force  into  the 
globe,  as  soon  as  the  neck  portion  has  been  closed  by  an  at- 
tendant, and  fixed  by  the  screw  m,  (the  female  screw  belonging 
to  which  projects  at  n.)  The  glass  is  now  forced,  by  the  pressure, 
against  the  sides  of  the  mould,  and  extends  in  the  form  of  a  cap 
at  g,  above  the  margin,  where  the  pipe  is  detached  in  the  direc- 
tion of  X  X.  The  cyhnder  h,  and  another  similar  one,  more  at  the 
back,  are  intended  for  the  insertion  of  wooden  handles.  Massive 
pieces,  such  as  plates,  are  formed  by  pouring  melted  glass  between 
two  plates  of  metal  composing  the  mould,  and  the  excess  of  glass 
is  squeezed  out  from  the  crevices  by  applying  weights  to  the 
mould. 

All  articles  of  flint-glass,  whether  blown,  moulded,  or  pressed,  require  annealing  previous  to  cutting 
or  grinding,  and  as  they  are  frequently  constructed  of  very  different  thickness,  two  kilns,  which  can  be 
heated  to  different  temperatures,  are  requisite ;  the  larger  and  thicker  pieces  require  that  the  kiln 
should  be  much  hotter  than  is  necessary  for  thinner  pieces.  These  kilns  are  long,  low  buildings,  arched 
over  on  the  top.  The  various  articles  are  all  placed  on  sheet-iron  trays.  These  trays  are  put  into  the 
kiln,  through  the  opening  in  front,  and  are  all  connected  together  by  hooks,  by  which  means  they  can 
be  moved  by  a  chain,  worked  by  windlass  or  similar  machinery,  to  the  further  end  of  the  kiln,  and  are 
thus  gradually  withdrawn  from  the  hottest  part,  and,  having  arrived  at  the  further  extremity,  are  re- 
moved at  a  temperature  little  above  that  of  the  atmosphere. 

Moulded  or  pressed  glass  never  exliibits  its  full  amount  of  lustre,  nor  even  the  degree  of  sharpness 
of  the  metaUic  mould ;  the  glass,  which  is  never  limpid  in  its  liquid  state,  is  first  cooled  by  contact  with 
the  metaUic  surface,  and  is  thus  prevented  penetrating  into  the  sharp  corners  of  the  mould,  nor  does  it 
even  accommodate  itself  perfectly  to  the  flat  sides.  For  this  reason,  the  surface  of  moulded  glass  is 
not  even,  but  always  more  or  less  curved,  and  the  edges  are  not  sharp ;  but  the  use  of  moulds  as  a  pre- 
paratory step  to  grinding,  is  of  great  advantage  to  the  grinder,  as  the  vessel  acquires  a  perfectly  regular 
form,  and,  although  in  a  crude  state,  presents  all  the  prominent  and  receding  facets  to  be  perfected  at 
the  lathe. 

The  ordinary  utensils  used  in  grinding  or  cutting  glass,  are  disks  of  iron,  sandstone,  or  copper,  which 
revolve  in  a  kmd  of  lathe ;  their  edges,  which  are  sharp,  angular,  or  rounded,  are  supplied  with  sand 
for  rough  grinding,  and  with  emery  for  fine  grinding.  Similar  disks  of  tin,  wood,  or  cork,  used  with 
pumice-stone  or  colcothar,  are  employed  for  polishing  the  glass.  It  is  obvious  that  not  only  disks  with 
very  different  edges  wiU  be  required,  but  also  disks  of  very  different  dimensions,  from  8  to  1 0  inches  in 
diameter,  (^  to  |  of  an  inch  in  thickness.)  For  inscribing  initials,  designs,  <fec.,  disks  of  copper  of  the 
size  of  a  cent  are  employed,  with  oil  and  emery ;  the  finest  incisions  are  made  with  copper  pencils, 
either  pointed  or  ending  in  a  button  or  small  disk. 

Bessemer  has  lately  taken  out  a  patent  in  England  (1848)  for  the  manufacture  of  plates,  sheets,  and 
panes  of  glass,  which  is  of  sufficient  importance  to  merit  a  place  here  in  full. 

This  invention  relates,  first,  to  the  arranging  of  machinery  for  washing,  drying,  and  sifting  sand,  and 
afterwards  grinding  or  crushing  the  same  in  combination  with  the  other  materials  employed  for  making 
sheets,  plates,  or  panes  of  glass.  Secondly,  to  the  employing  an  additional  pair  of  rollers  to  the  ma- 
chinery now  used  to  roll  glass  into  sheets.  Tliirdly,  to  a  method  of  heating  annealing-kilns  or  lears. 
Fourthly,  to  a  method  of  smoothing  or  polishing  plates,  sheets,  or  panes  of  glass,  whereby  an  endless 
belt  or  strap  (charged  with  poUshing  material)  is  made  to  pass  rapidly  in  contact  with  the  surface  of 
the  glass,  and  to  traverse  slowly  across  it  in  a  direction  at  right  angles  to  the  line  of  its  quick  motion ; 
and  lastly,  to  a  method  of  producing  plates  or  tables  of  glass  of  the  description  known  as  crown-glass, 
in  such  a  way  that  the  centre  of  the  table  shall  not  have  a  bullion  or  knob  as  usual.  First,  with  re- 
gard to  the  method  of  washing,  drying,  and  sifting  sand,  and  afterwards  grinding  or  crushing  the  same 
in  combination  with  chalk,  alkali,  charcoal,  or  other  matters  used  for  making  sheets,  panes,  or  plates  of 
glass.  To  accomplish  this  object,  the  patentee  uses  the  apparatus  represented  in  Fig.  2165,  a  longitu- 
dinal section  of  the  apparatus;  Fig.  2166  a  longitudinal  or  side  elevation,  and  Fig.  2167  a  plan  of  the 
same.  The  letters  of  reference  denote  the  same  parts  wherever  they  recur  in  each  of  the  figures.  A, 
is  a  cyhndrical  iron  vessel,  having  an  annular  trough  or  channel  formed  around  its  upper  edge  at  A' ; 
this  channel  is  strengthened  by  brackets  A'*,  and  has  a  flange  at  its  upper  edge  A^  to  which  the  mouth 
of  the  vessel  B  is  attached  by  bolts ;  this  mouth-piece  has  three  arms  B',  B",  and  B^  meeting  in  the 
centre  boss  C,  which  is  bushed  with  brass,  and  so  shaped  internally  as  to  form  a  bearing  and  support 
for  the  shaft  D,  which  has  a  conical  collar  at  D',  resting  in  the  brass  bush  C,  to  prevent  its  dropping 
downwards.  As  the  lower  extremity  of  it  has  no  support,  the  bush  C  is  elongated  upwards  so  as  to 
form  an  oil-cup,  and  is  covered  by  the  piece  C,  which  revolves  upon  the  shaft,  and  prevents  any  sand 
from  falling  into  the  oiL  The  shaft  D  passes  upwards  to  any  convenient  height,  where  it  turns  in  other 
bearings,  and  has  keyed  upon  it  a  bevelled  wheel,  into  which  are  geered  two  other  bevelled  wheels, 
mounted  on  a  shaft  proceeding  Irom  any  first  mover.  The  office  of  these  wheels,  but  which  are  not 
shown  in  the  engraving,  is  to  communicate  a  rotatory  motion  to  the  shaft  D,  in  either  direction,  by  the 
shifting  of  a  clutch  in  the  manner  well  understood  and  practised  in  reversing  geer.     The  shaft  D  is 
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provided  with  a  number  of  radiating  arms  or  blades  E,  placed  at  such  an  inclination  as  to  form  each  a 
portion  of  a  spiral,  and  will  therefore  hare  a  tendency  when  revolving  in  one  direction  to  lift  any  mat- 
ters they  may  be  moving  among,  and  also  have  a  tendency  when  revolving  in  the  opposite  direction  to 
press  such  matters  downwards.  F  is  a  pipe  to  convey  water  from  an  elevated  reservoir  into  the  lowei 
part  of  the  vessel  A;  this  pipe  is  provided  with  a  cock  at  F'  and  handle  F". 

In  Fig.  2165,  it  will  be  seen  that  the  vessel  A  and  its  mouth-piece  B,  although  scrcAved  together  at 
the  outer  flange  A',  do  not  come  in  contact  at  A*,  whereby  a  circular  space  or  opening  is  left  all  round 
the  vessel,  communicating  with  the  trough  A'.  The  action  of  this  part,  of  the  apparatus  is  as  follows : — 
The  sand  to  be  used  for  making  glass  is  conveyed  along  the  floor  G,  of  the  upper  room,  and  emptied  inlti 
the  vessel  A,  until  the  vessel  is  at  least  two-thirds  "filled ;  the  shaft  D  is  then  put  in  motion  in  the  di- 
rection to  lift  the  charge ;  at  the  same  time,  the  cock  F'  is  opened,  and  water  is  allowed  to  flow  upwarn* 
through  the  body  of  sand,  while  the  bliules.  E  keep  lifting  and  turning  it  over.     As  soon  as  the  water 
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reaches  the  outlet  A*,  it  flows  over  into  the  trough  A',  carrying  with  it  such  foreign  matters  as  are  solubU 
in  water,  or  easily  mechanically  mixed  therewith ;  the  water  is  allowed  to  escape  from  the  trough  bj 
the  pipe  H,  leading  to  a  culvert  underground.  When  the  water  flows  off  clear,  the  cock  F'  is  closed 
and  the  throttle-valve  J  is  turned  at  right  angles  to  the  position  shown  in  Fig.  2165,  and  the  shaft  B 
being  caused  to  revolve  in  an  opposite  direction,  the  sand  will  be  forced  downwards  and  expelled  into 
the  wood-back  or  cistern  K.  The  valve  J  being  again  closed,  the  operation  may  be  repeated.  The 
valve  J  is  a  disk  of  wood  covered  at  its  periphery  with  leather,  in  order  to  make  it  water-tight,  and 
moves  on  an  axis  I,  and  has  a  handle  L,  by  which  it  is  moved  when  required.  The  vessel  A  is  fastened 
by  a  lower  flange  M.  to  the  transverse  timbers  N,  inserted  in  the  walls  of  the  building,  and  is  further 
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steadied  at  the  part  -where  it  passes  through  tlie  upper  floor  G.  The  cistern  K  has  a  slanting  bottom 
to  facilitate  the  drawing  off  of  that  portion  of  the  water  which  is  admitted  with  the  sand  at  the  lower 
end.  There  is  a  fine  grating  of  pierced  zinc  P,  covered  with  felt,  so  as  to  prevent  the  sand  being  car- 
ried off  by  the  water  which  flows  through  the  pipe  0  into  a  drain.  The  cistern  K  is  supported  on  tim- 
jers  R,  and  others  placed  crosswise  at  R' ;  one  side  of  the  cistern  has  a  rectangular  opening  S,  behind 
which  is  placed  an  agitator  T,  mounted  on  an  axis  T',  which  extends  through  the  sides  of  the  cistern, 
and  carries  at  one  end  the  pulley-wheel  U,  which  is  put  in  motion  in  the  following  manner.  Beneath 
the  rafters  V,  of  the  upper  floor  G,  is  the  shaft  W,  receiving  motion  from  any  first  mover  by  a  strap 
passed  over  the  drum  X ;  this  shaft  is  supported  in  plummer-blocks  Y,  bolted  to  the  rafters  V,  and 
carries  a  pulley  Z,  from  which  a  catgut  or  other  band  passes  over  the  guide- pulley  Z',  and  on  to  the 
pulley- wheel  U,  and"  thereby  causing  the  agitator  I  to  revolve  in  the  direction  of  the  arrows  and  expel 
a  portion  of  the  wot  sand  on  to  the  drying-plate :  a  is  a  plate  of  copper,  or  galvanized  iron,  having  a 

raised  edge  a'  on  each  side  to  prevent  the  sand  from  falling  

off;  beneath  it  is  the  furnace  h :  a  fire  is  made  at  c,  and  the 
products  of  combustion  are  allowed  to  flow  under  the  plate  a, 
as  shown  by  arrows,  and  to  descend  the  downward  flue  rf,  into 
an  underground  flue,  leading  to  a  chimney.  On  each  side  of 
the  plate  a  there  are  small  bracketed  projections  e,  on  which 
are  bolted  the  bearings  /;  in  these  bearings  the  cranks  g  are 
caused  to  revolve  by  means  of  the  worm-wheels  h,  which  are 
keyed  on  the  crank  g,  and  are  geered  into  Avorms  i  i  on  the 
shaft  _;■ :  this  shaft  revolves  in  bearings  Tc  k,  and  has  a  pulley- 
wheel  I  fixed  upon  it,  which  receives  motion  from  another  pul- 
ley-wheel m.  On  the  shaft  w  a  light  iron  frame  n  is  supported 
by  the  cranks  g ;  this  frame  has  a  number  of  scrapers  p  fixed 
crosswise  upon  it,  so  that  the  frame  n,  which  always  moves 
parallel  with  the  plate  a,  by  the  motion  of  the  cranks,  is  m^de 
to  dip  its  scrapers  into  the  sand  at  every  revolution  of  the 
crank,  and  to  impel  it  forward  on  the  plate,  turning  it  over, 
and  always  advancing  it  in  little  heaps,  further  along  the  hot 
plate.  The  speed  of  this  part  of  the  apparatus  is  to  be  so  reg- 
ulated that  the  moisture  is  evaporated  by  the  time  it  arrives 
at  q,  where  it  falls  from  the  plate  a,  on  to  a  sieve  r,  in  a  dry 
state. 

The  wire  sieve  r  is  hung  upon  a  joint  at  s,  and  has  a  small 
shaft  t  below  it :  this  shaft  has  upon  it  a  tappet-wheel  u,  which 
lifts  up  the  sieve  a  short  distance  and  lets  it  fall  suddenly  in 
quick  succession,  so  as  to  shake  the  sand  through  it  on  the  in- 
clined bottom  of  the  bin  v.  The  shaft  of  the  tappet  receives 
its  motion  from  the  pulley  x,  on  the  shaft  w,  which,  by  means 
of  a  band,  communicates  with  the  pulley-wheel  y,  keyed  on 
the  shaft  t.  Such  matters  as  shells,  stones,  &c.,  as  are  mixed 
with  the  sand  and  are  too  large  to  pass  through  the  sieve  r, 
fall  off  from  it  into  the  trough  ic,  which  is  raised  in  the  centre 
at  w',  and  allows  any  matters  falling  into  it  to  roll  into  the  ves- 
sels z,  from  which  they  are  to  be  removed,  as  occasion  may 
require.  The  sand,  by  the  operations  just  described,  arrives 
in  the  bin  v  freed  from  small  earthy  particles  by  washing,  and 
screened  from  all  larger  particles  than  grains  of  sand,  and  be- 
ing in  a  dry  state  is  now  fit  for  the  grinding  operation ;  and  to 
facilitate  its  removal  to  the  mill,  and  to  regulate  the  quantity 
forming  one  charge,  the  following  contrivance  is  resorted  to. 
The  sand  is  first  raised  by  means  of  the  archimedean  screw  2 
into  the  receiving-hopper  3.  This  screw  has  a  central  shaft  4, 
passing,  at  its  lower  end,  through  the  bottom  of  the  bin  v,  and 
resting  in  a  bearing  5,  let  into  a  block  of  stone  6,  below  the 
floor.  The  upper  end  of  the  screw-shaft  rests  in  a  plummer- 
block  */,  bolted  to  one  of  the  rafters  V.  Near  the  top  of  the 
screw  there  is  a  bevelled  wheel  8,  which  is  actuated  by 
another  wheel  9  on  the  shaft  W.  The  rotary  motion  thus 
transmitted  causes  the  sand  to  ascend  the  spiral  path  of  the 
screw,  in  a  manner  well  understood  when  applied  to  other 
purposes,  and  finally  to  discharge  itself  into  the  receiving-hop- 
per 3,  which  is  secured  to  one  of  the  rafters  V,  by  an  iron 
strap  10. 

Below  the  receiving-hopper  there  is  another  hopper  11,  of  larger  dimensions,  having  its  bottom  la- 
dined  to  one  side,  where  it  terminates  in  a  wide  spout  1 1  *.  This  hopper  11  is  not  fixed  like  the  one 
above  it,  but  is  supported  on  scale  bearings  at  12,  projecting  from  an  iron  plate  13,  bolted  to  the  hop- 
per 11.  There  is  one  of  these  pieces  on  each  side  of  the  hopper  resting  on  the  forked  end  of  the  arms 
14*  ;  these  arms  are  keyed  on  to  a  shaft  14,  which  is  supported  in  bearings  15*,  formed  on  the  two  iron 
standards  15 ;  the  standards  are  bolted  on  to  a  raised  piece  of  masonry  16,  and  are  steadied  at  their 
upper  ends  by  a  stretcher  17,  extending  across  from  one  to  the  other.  From  the  centre  of  the  shaft  14 
there  projects  a  lever  18,  the  end  of  which  is  screwed  and  passes  through  the  adjustable  weight  19;  ui 
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order  to  prevent  the  hopper  1 1  from  tiltiug  over,  it  has  an  arbor  20,  projecting  downwards  from  tha 
under  side  of  it;  at  the  lower  end  of  the  arm,  there  is  a  roller  21,  which  moves  up  and  down  between 
two  guide-bars  22;  23  is  a  support  for  the  weight  19  to  rest  upon.  The  hopper  11  thus  supported, 
forms  a  sort  of  weighing-machine,  in  which  the  quantity  of  sand  required  for  one  charge  of  the  mill  ia 
determined.  Its  operation  is  as  follows : — The  apparatus  being  in  the  position  represented  in  the 
drawings,  the  sand  is  seen  flowing  from  the  receiving-hopper  3  through  an  opening  in  the  bottom  of  it. 
This  opening  is  provided  with  a  plug  24,  formed  with  hollow  sides,  in  the  manner  usually  practised 
with  the  tails  or  spindles  of  cone-valves ;  but  as  these  hollows  or  flutes  do  not  extend  the  whole  length 
of  the  plug,  it  is  capable  of  entirely  closing  the  orifice  if  pulled  dowa  This  plug  is  attached  to  a  small 
chain  and  rod  25.  Now  so  soon  as  the  accumulated  weight  of  sand  in  the  hopper  11  is  sufficient  to 
counterbalance  the  weight  19,  it  will  do  so,  and  will  lower  itself  until  the  stop  20*  reaches  the  guide- 
bars  20,  where  it  will  rest.  In  moving  down,  the  hopper  will  draw  down  the  plug  24,  by  means  of  the 
chain  25,  and  prevent  any  more  sand  entering  ii  During  the  time  the  plug-hole  is  shut,  the  sand, 
which  is  regularly  brought  up  by  the  screw,  will  accumulate  in  the  hopper  3. 

In  order  to  regulate  the  exact  weight  of  sand  in  the  hopper  11,  the  weight  19  may  be  screwed  fur- 
ther off,  or  nearer  to  the  axis  of  the  lever.  16  is  a  piece  of  masonry,  raised  above  the  general  level  of 
the  floor ;  on  it  i«  placed  the  horizontal  bed-stone  26.  Tliis  bed-stone  is  part  of  an  edge-stone  mill, 
constructed  on  the  general  principle  of  such  mills.  27  is  a  vertical  shaft,  running  in  a  brass  step  28,  at 
its  lower  end,  and  passing  up  through  the  floor  above,  where  it  is  supported  by  another  bearing,  and 
carries  on  its  upper  end  a  bevel-wheel  geering  with  another  bevel-wheel  on  a  shaft,  actuated  by  any 
first-mover.  These  wheels  the  patentee  has  not  shown  in  the  drawings,  but  they  are  well  understood. 
The  brass  step  28  is  elongated  upwards,  forming  a  sort  of  tubular  oil-cup ;  surrounding  the  shaft,  tliere 
is  another  tubular  piece  29,  closed  up  at  top,  and  attached  to  the  shaft.  This  tube  29  is  inverted  over 
the  oil-cup,  and  reaches  nearly  down  to  the  bed-stone,  so  as  to  prevent  any  powder  working  into  the 
oil-cup.  To  the  outside  of  the  tube  29,  there  are  attached  two  curved  plates  or  scrapers,  shown  at  30, 
Fig.  2167,  for  the  purpose  of  removing  the  materials  from  the  centre  of  the  bed,  and  distributing  them 
in  the  path  of  the  stones  31.  On  the  shaft  27,  there  are  four  cast-iron  arms,  united  by  a  central  boss 
fitted  loosely  to  the  shaft  27,  but  made  to  turn  with  it.  In  consequence  of  a  projection  or  feather  32, 
two  of  the  arms  33  carry  with  them  the  edge-stones  31,  mounted  with  proper  bearings,  through  which 
the  arms  pass.  In  rolling  over  any  matters  in  their  path,  these  stones  can  rise  up,  carrying  with  them 
the  arms  and  boss  on  the  shaft  27.  The  other  two  arms  34  carry  at  the  extremity  two  small  axles  35. 
These  axles  have  at  their  lower  ends  the  scrapers  35*,  by  which  the  materials  under  operation  are 
brought  from  the  curb  or  outer  iron  ring  36,  into  the  path  of  the  "runners." 

When  one  charge  of  materials  has  been  ground,  they  are  removed  to  the  receiving-box  27.  For 
this  pm-pose,  a  portion  of  the  iron  curb  36*  is  mounted  on  a  joint  38.  An  elongation  of  the  joint- 
pin  is  seen  at  39,  where  it  extends  through  the  receiving-box  37,  and  has  a  lever  and  weight  38,  for  the 
purpose  of  retaining  it  either  up  or  down.  When  it  is  moved  down,  as  at  36*,  it  allows  the  ground 
materials  to  be  passed  into  the  receiving-box.  The  better  to  accomplish  tliis  end,  the  handles  39  have 
to  be  pulled  in  the  opposite  direction  to  that  shown  in  the  drawing,  so  as  to  reverse  the  scrapers  35*, 
as  shown  by  dots  in  Fig.  2167.  The  scrapers  then  cause  the  materials  to  pass  through  the  opening  in 
the  curb  36*.  When  this  is  accomplished,  the  jointed  piece  36*  of  the  cui-b  is  moved  upwards,  aad 
retained  in  that  position  by  the  counter-weight  38,  the  scrapers  35*  are  restored  to  their  former  posi- 
tion, and  the  mill  is  in  readiness  for  another  charge  of  materials.  To  do  this,  the  sliding-door  40  of  tlie 
hopper  11  is  lifted  up  by  the  handle,  and  the  charge  of  sand  weighed  in  the  hopper  11  is  allowed  to 
fall  mto  the  curb  surrounding  the  bed-stone.  The  diminution  of  weight  in  the  hopper  11  will  allow  it 
to  ascend  into  the  position  shown  in  the  drawing.  When  it  is  emptied,  the  slide  40  is  to  be  shut  down, 
and  the  plug  24  lifted  up  so  as  to  allow  tjie  accumulated  sand  m  the  receiving-hopper  3  to  fall  into  it. 
The  refilling  of  the  hopper  1 1  takes  place  while  the  grinding  of  the  former  charge  is  going  on.  When 
the  sand  is  nearly  reduced  to  the  required  degree  of  fineness,  the  soda,  potash,  or  other  alkaline  matters, 
are  to  be  added,  and  also  the  clialk,  lime,  charcoal,  or  other  matters  required  in  glass-making,  each  in 
their  proper  proportions  according  to  the  description  of  glass  intended  to  be  made.  The  materials  are 
to  be  left  in  the  mill  until  the  greater  part,  if  not  the  whole,  of  the  matters  are  ground  to  a  fine  powder, 
when  they  are  discharged  into  the  receiving-box,  as  before  described.  He  here  remarks,  that  when 
alkaline  salts  are  used,  their  water  of  crystallization  should  first  be  driven  off  by  exposing  them  to 
heat 

The  next  operation  to  be  performed  is,  to  separate  any  imperfectly  ground  portions  of  the  materials, 
and  to  return  them  back  to  the  mill  to  be  again  operated  upon.  Tliis  may  be  returned  and  worked 
with  the  next  charge  each  time.  Below  the  box  37  is  fixed  a  pluramer-block  41,  which  receives  one 
end  of  the  shaft  42,  the  other  end  being  supported  in  a  plummer-block  43,  attached  to  the  case  44  of 
the  bolting  or  dressing  apparatus.  The  shaft  42  has  fixed  upon  it  a  number  of  brushes  45,  arranged 
so  as  to  touch  the  wire-gauze  drum  46,  as  they  revolve  in  a  similar  manner  to  that  already  practised  in 
dressing  flour  and  other  matters.  Such  particles  as  are  fine  enough  to  pass  through  the  wire-gauze  fall 
into  the  bin  47 ;  but  those  particles  which  are  too  coarse  to  pass  out  at  the  end  of  the  drum  at  48, 
are  conducted  by  the  spout  49  into  the  receptacle  50,  and  may  be  re-ground  as  before  mentioned.  The 
shaft  42  receives  its  motion  from  a  bevel-wheel  51  on  the  archimedean  screw  2,  which  geers  into  the 
wheel  5  2  on  the  shaft  42.  The  wire-gauze  cyhnder  may  be  made  to  vary  in  fineness,  according  to  the  desire 
of  the  manufacturer ;  but  that  which  the  patentee  prefers  is  a  range  of  fineness  between  five  thousand 
and  ten  thousand  holes  in  the  superficLil  inch.  The  wire-drum  is  supported  by  hoops  53  which  sur 
round  it,  and  is  further  protected  externally  by  its  case,  44.  The  shaft  42,  at  the  part  where  it  passes 
through  the  receiving-box  37,  is  provided  witli  incUned  blades,  which,  as  they  revolve,  assist  in  bringing 
fresh  supplies  of  materials  through  the  opening  37*  into  the  wire-drum.  The  dressed  or  finished 
materials  which  fall  into  the  lower  part  47*  of  the  bolting  or  dressing  appaiatus,  are  raised  to  the 
upper  floor  by  means  of  an  archimedean  screw  54,  in  the  way  already  described  for  elevating  the  sand. 
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Phis  screw  is  shown  in  elevation,  its  internal  structure  not  differing  from  those  in  general  use  for  raising 
malt  and  other  materials.  In  Fig.  2167  it  is  shown  as  being  cut  off  on  the  lino  A  B  of  Fig.  2IG5,  sf)  as 
not  to  obstruct  the  view  of  the  rest  of  Fig.  2167.  The  screw  54  receives  motion  from  a  pulley-wheel 
55  on  the  shaft  W,  the  band  from  which  passes  over  a  pulley-wheel  56,  on  the  screw-shaft,  the  band 
being  directed  in  a  proper  course  by  the  intermediate  guide-pulleys  57.  The  screw,  after  passing 
through  the  upper  floor,  (where  it  is  shown  broken  off)  may  either  be  made  to  deliver  the  prepared 
materials  on  to  the  floor,  or  by  raising  them  a  little  higher,  deliver  them  into  a  large  bin  or  other  recep- 
tacle, the  upper  end  of  the  screw  being  supported  in  a  similar  manner  to  that  used  to  support  the 
screw  2  at  7.  Having  ground  or  crushed  the  materials  above  mentioned,  the  callet  or  broken  glass 
is  supplied,  as  heretofore,  in  the  manufacture  of  like  glass.  The  advantages  of  this  method  of  preparing 
the  materials  to  be  iised  in  the  manufacture  of  sheets,  plates,  or  panes  of  glass,  are,  first,  a  saving  in 
manual  labor  in  the  operation  of  washing,  drying,  sifting,  and  weighing ;  and  secondly,  the  minute 
mechanical  division  of  the  various  matters  used  will  faciUtate  their  chemical  action,  and  therefore  save 
both  time  and  expense  in  their  formation  into  glass.  Secondly,  with  regard  to  the  use  of  an  additional 
pair  of  rollers  to  such  machines  as  are  used  to  roll  glass  into  sheets,  for  the  purpose  of  either  rendering 
the  cast  or  rolled  plate  more  smooth  and  unifomi,  or  for  the  purpose  of  impressing  or  embossing  any 
designs  thereon.  Thirdly,  with  regard  to  his  method  of  annealing  and  of  heating  annealing-kilns  or  lears, 
by  the  introduction  therein  of  air,  heated  in  pipes  or  other  suitable  apparatuc  after  the  manner  prac- 
tised in  heating  air  for  hot  blast  in  the  manufacture  of  iron,  which  consists  in  an  apparatus  for  annealing 
sheets,  plates,  or  panes  of  glass.  Fourthly,  with  regard  to  a  method  of  smoothing  or  polishing  plates, 
sheets,  or  panes  of  glass,  by  an  endless  belt  or  strap  charged  with  polishing  material,  which  belt  is 
made  to  pass  in  contact  rapidly  over  the  surface  of  the  glass,  and  to  traverse  slowly  across  it  in  a  direc- 
tion at  right  angles  to  the  line  in  which  the  belt  moves  over  the  drums  that  impel  it.  The  improvements 
under  this  head  consist  in  an  apparatus  for  smoothing  or  polishing  the  surface  of  glass  after  it  has  been 
ground  in  the  usual  manner.  For  this  purpose  he  constructs  the  machine  or  apparatus  in  such  a  way 
that  the  polishing-rubber  or  frictional  surface  passes  rapidly  and  continually  in  one  direction  over  the 
surface  of  the  glass,  and  is  made  also  to  traverse  slowly  backward  and  forward  crosswise  over  the  same 
surface,  the  glass  being  laid  on  a  stationary  table  of  slate  or  other  suitable  material. 

Process  of  manufacturing  fint-glass  and  crown-glass  for  optical  purposes. — P.  L.  Guinand,  senior, 
of  Brennets,  in  Switzerland,  was  the  first  who  discovered  a  special  process  for  this  manufacture ;  and 
he  has  succeeded  in  manufacturing  crown-glass  equal  in  quality  to  flint-glass ;  that  is  to  say,  free  from 
strias,  from  bubbles,  from  threads,  and  which  does  not  attract  moisture. 

The  invention  of  M.  Guinand,  senior,  consists  in  working  and  stirring  the  material  while  in  a  state  of 
fusion,  by  means  of  a  tool  made  of  the  same  material  as  the  crucible  or  glass-pot.  He  made  a  hollow 
cylinder  of  fire-clay  of  the  same  height  as  the  crucible,  closed  at  its  lower  extremity,  open  above,  with 
a  flat  ledge  all  round  of  several  centimetres  in  width.  Having  heated  this  cylinder  red-hot,  he  placed 
it  in  the  melted  glass  ;  then,  by  means  of  a  long  bar  of  iron,  bent  to  a  right  angle  at  a  distance  of  some 
centimetres  from  its  extremity,  which  he  introduced  into  the  cylinder  of  fire-clay,  he  worked  and  stirred 
the  glass,  by  giving  the  bar  a  horizontal  rotary  motion. 

For  the  manufacture  of  flint-glass,  and  of  crown-glass,  he  adopted  a  circular  furnace,  in  the  centre  of 
wliich  is  placed  the  crucible  or  glass-pot,  all  the  parts  of  which  are  exposed  to  the  same  temperature  ; 
and  covered  crucibles  are  adopted,  because  with  crucibles  of  this  form  there  is  no  danger  of  the  glass 
being  spoiled  by  particles  of  the  fuel,  or  by  drops,  or  tears  from  the  crown  or  arch  of  the  furnace. 

The  success  of  the  operation  depends  very  much  on  the  form  and  proportions  of  the  furnace  and 
crucible. 

Figs.  2178  to  2170  represent  the  furnace,  the  crucible,  the  cylinder  of  fire-clay,  the  bent  iron  bar  and 
its  support. 

Flint-glass,  of  the  usual  density,  similar  to  that  used  for  table-sets,  decanters,  <fec.,  is  composed, 
ordinarily,  of  300  parts  of  sand,  of  200  parts  of  deutoxide  of  lead,  and  100  parts  of  sub-carbonate  of 
potash. 

The  density  of  this  flint-glass  is  from  3*1  to  32. 

Tlie  following  composition,  expressed  in  kilogrammes,  gives  the  quantity  necessary  to  fill  the  crucible : 
sand,  100  kil. ;  deutoxide  of  lead,  100  kil. ;  sub-carbonate  of  potash,  30  kil. 

This  composition  gives  a  very  white  flint-glass,  of  a  density  of  from  3"5  to  36,  and  which  is  perfectly 
suitable  for  opticians. 

It  is  not  necessaiy  to  use  either  lime  or  arsenic,  the  only  effect  of  wliich  would  be  to  diminish  the 
whiteness  of  the  materiaL 

Details  of  the  operation  for  flint-glass. — The  crucible  is  to  be  heated  in  a  special  furnace  kept  for 
the  purpose,  and  when  at  a  white  heat,  it  is  to  be  introduced,  in  the  usual  manner,  into  the  melting-fur- 
nace, which  has  been  brought  to  the  same  temperature.  This  operation  cools  the  furnace  and  the  cru- 
cible. The  furnace  must  be  re-heated  in  order  to  bring  it  to  the  highest  possible  temperature  before 
introducing  the  materials.  This  takes  about  three  hours.  The  throat  of  the  crucible,  which  has  been 
closed  with  two  stoppers  to  prevent  the  entrance  of  smoke,  is  then  opened,  and  about  10  kilogrammes 
introduced ;  one  hour  after,  about  20  kilogrammes  more  ;  then,  two  hours  after,  40  kilogrammes.  Each 
time  the  crucible  must  be  re-closed  with  the  greatest  care,  and  nothing  must  be  put  in  until  the  coal  on 
the  grate  ceases  to  give  out  any  smoke.  At  the  end  of  from  eight  to  ten  hours,  the  whole  of  the  com- 
position will  have  been  introduced.  Tlie  crucible  is  left  without  being  opened  for  about  four  hours  ; 
then  the  stoppers  are  removed  for  the  purpose  of  introducing  the  cylinder  of  fire-clay,  which  has  been 
heated  separately  to  a  white  heat  in  the  same  furnace,  and  kept  at  that  temperature  until  placed  in  the 
crucible  ;  care  is  to  be  taken  to  keep  it  perfectly  clean  and  free  from  ashes.  At  this  period,  the  flint- 
glass  is  melted,  but  it  still  contains  bubbles.  ISTevertheless,  the  bent  iron  bar  is  introduced  into  the 
cylinder,  and  the  first  stirring  is  given,  which  serves  to  coat  the  cylinder  with  glass,  and  to  effect  a  more 
intimate  mixture.     In  about  three  minutes,  the  iron  bar  is  Avhitehot ;  it  is  taken  out,  and  the  ledge 
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of  the  cylinder  is  placed  on  the  edge  of  the  crucible.  This  cylinder,  being  specifically  lighter  tliai 
the  glass,  floats  slightly  inclined,  because  its  upper  ledge  is  outside  of  the  glass.  The  two  stopper* 
are  so  replaced  as  not  to  push  the  ledge  of  the  cylinder  into  the  glass,  and  the  stirring  up  of  the  fire 
is  recommenced.  Five  hours  afterwards,  a  fresh  stirring  up  with  a  single  iron  bar  takes  place,  the 
glass  is  already  well  refined,  and  then  from  hour  to  hour  there  is  a  stirring,  each  time  with  a  smgle  iron 
bar ;  great  care  being  taken  that  at  each  stirring  there  shall  be  no  smoke  in  the  furnace,  and  that  the 
lower  doors  of  the  furnace  are  closed.  After  having  thus  used  six  iron  bars,  from  25  to  30  centimetres 
in  thickness  of  coal  is  thrown  on  the  grate,  which  forms  a  mass  quickly  reduced  to  coke,  and  which 
allows  the  furnace  to  cool,  without  exposing  the  grate  uncovered.  The  various  openings  of  the  furnace 
are  unclosed ;  the  whole  furnace  and  the  crucible  thus  gradually  and  slowly  cool.  This  operation  tends 
to  cause  the  bubbles  which  are  not  yet  disengaged  to  rise  to  the  surface.  At  the  end  of  two  hours 
this  operation  is  finished ;  the  furnace  is  again  brought  to  the  melting  heat.  After  five  hours  of  the 
highest  temperature,  the  glass  has  resumed  its  greatest  fluidity,  the  bubbles  have  disappeared,  the  grates 
are  completely  closed  below,  and  the  great  [brassage)  stirring  commences — that  is  to  say,  as  soon  as  one 
iron  bar  is  hot,  another  is  substituted  for  it,  and  on  so  for  about  two  hours.  At  the  end  of  this  time  the 
material  has  acquired  a  certain  consistence,  the  stirring  is  not  executed  without  difficulty ;  then  the  last 
iron  bar  is  taken  out,  the  cylinder  is  removed  from  the  crucible,  which  is  very  carefully  closed,  as  well 
as  the  chimneys  and  openings,  except  a  small  hole  of  two  centimetres,  to  permit  the  escape  of  tlie  gas, 
which  may  have  remained  in  the  fuel.  When  the  disengagement  of  gas  ceases,  the  furnace  is  entirely 
closed,  and  it  is  suffered  to  cool,  which  takes  about  eight  days.  The  door  of  the  furnace  is  then  removed, 
the  crucible,  with  its  contents,  taken  out,  usually  in  a  single  mass,  except  some  fragments  which  become 
detached  i-ound  it.  The  only  object  now  is  to  make  use  of  this  mass  and  these  fragments,  the  mode 
of  doing  which  we  will  explain  directly,  after  having  given  the  details  of  the  operation  for  crown-glass, 
which,  as  may  be  supposed,  has  a  great  analogy  with  the  preceding. 

Manufacture  of  crown-glass. — After  many  experiments,  the  following  composition  is  found  to  be  the 
best:  white  sand,  120  kil. ;  sub-carbonate  of  potash,  35  kil. ;  sub-carbonate  of  soda,  20  kil. ;  chalk,  15 
kil. ;  arsenic,  1  kil. 

The  crucible  having  been  placed  in  the  furnace,  as  for  flint-glass,  the  introduction  of  all  the  materials 
is  to  be  completed  in  about  eight  hours,  four  or  five  hours  after  which  the  cylinder  is  to  be  introduced, 
and  the  first  stirring  takes  place ;  then,  every  two  hours,  a  stirring  with  a  single  iron  bar ;  six  are  to  be 
executed  in  this  way.  The  furnace  is  to  cool  very  slowly  for  two  hours,  after  which  it  is  to  be  re-heated 
for  seven  hours,  this  glass  regaining  its  heat  with  much  more  difficulty  than  flint-glass.     The  great 
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Horizontal  projection  of  the  furnace  and  crucible. 

Section  along  the  line  E  F,  Fig.  2168 ;  that  is  to  say,  along 

Vertical  section  along  the  line  C  D  of  the  plan. 
Vertical  section  along  the  line  A  B  of  tho  plan 


stirring  then  takes  place,  which  lasts  about  an  hour  and  a  quarter.  The  crucible,  the  chimneys  and  the 
openings  are  to  be  closed,  as  for  flint-glass,  and  the  whole  la  left  to  cooL  Very  commjnly,  as  with  flint 
glass,  a  mass  and  several  fragments  are  obtained. 
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Parallel  faces  are  made  on  the  sides  of  the  mass,  whether  of  flint-glass  or  crown-glass,  in  order  tr 
examine  the  interior,  and  to  see  how  it  should  be  divided,  for  it  is  never  free  from  striaj,  whicli  are  usually 
foimd  collected  in  one  portion  of  it.  After  this  examination,  it  is  sawed  into  parallel  slices,  or  trans- 
verse sections,  in  accordance  with  the  observations  made.  Faces  are  also  polished  on  the  fragments, 
for  the  purpose  of  examining  them,  and  disks  are  made  of  them  in  accordance  with  their  weight ;  for 
this  purpose,  they  are  first  heated  in  a  furnace,  and  then  introduced  into  a  muffle,  where  only  the  heat 
necessary  to  enable  us  to  mould  them  is  given.  If  the  fragment  is  irregular,  it  is  partially  rounded  by 
the  nippers,  and  then,  with  other  nippers,  it  is  placed  in  a  mould,  under  a  lever  press,  which  gives 
it  the  exact  form  of  the  mould,  after  which  it  Ls  taken  out  with  the  nippers  and  carried  to  the  an- 
nealing-arch. 

The  same  letters  mark  the  same  objects  in  all  the  Figs.  A,  foundation  or  support  of  the  covered  cruci- 
ble B.  C  C,  walls  of  the  furnace.  D  D,  openings  through  which  coal  is  thrown  on  the  grate.  E,  arch  or 
crown  of  the  furnace.  F,  door  or  opening  through  which  the  crucible  B  is  introduced  and  taken  out ;  there 
is  a  small  opening  in  this.  G  G  G,  six  chimneys.  H,  an  opening.  I,  hole  to  facilitate  the  placing  the  cru- 
cible on  its  support.  K,  bent  iron  bar,  for  working  the  fire-clay  cylinder.  L,  support,  with  a  roller 
across,  on  which  the  bar  K  is  supported.  M,  hole,  with  a  stopper,  through  which  the  coal  is  thrown. 
N,  hole,  with  a  stopper,  through  which  the  grate  is  cleared.  0,  hood  of  sheet-iron,  under  which  the 
chimneys  terminate,  a  a,  grate  of  the  furnace.  6,  throat  of  the  crucible,  c,  level  of  the  melted  glass. 
d,  fire-clay  cylinder  for  stirring,     e,  opening.    //,  bars  supporting  the  grate,    g,  door  of  the  opening  e. 

GLUE,  is  prepared  from  the  clippings  of  hides,  hoofs,  kc.  These  are  first  washed  in  lime-water,  and 
afterwards  boiled  and  skimmed ;  the  solution  is  then  strained  through  baskets,  and  gently  evaporated 
to  a  due  consistency  ;  then  cooled  in  wooden  moulds,  cut  into  slices  and  dried  upon  nets.  Good  glue  is 
semi-transparent,  deep  brown,  and  free  from  spots  and  clouds.  When  used  it  should  be  broken  in 
pieces,  and  steeped  for  twenty-four  hours  in  cold  water,  by  which  it  softens  and  swells ;  the  soaked 
pieces  are  then  melted  over  a  gentle  fire,  or,  what  is  better,  in  a  water  bath,  and  in  that  state  applied 
to  the  wood  by  a  stiff  brush.  Glue  will  not  harden  in  a  freezing  temperature,  the  stiffening  depending 
upon  the  evaporation  of  its  superfluous  water.  The  chemical  properties  of  glue  are  those  of  an  impure 
gelatine. 

The  only  machinery  used  in  the  manufacture  are  the  three  coppers,  upon  different  levels,  in  which 
the  skins,  &c.,  are  boiled.  The  uppermost  copper,  being  acted  upon  by  the  waste  heat  of  the  chimney, 
provides  warm  water  in  the  most  economical  way ;  the  second  contains  the  crude  materials,  with  watei 
for  dissolving  them  ;  and  the  thu"d  receives  the  solution  to  be  settled.  The  last  vessel  is  double,  with 
water  contained  between  the  outer  and  inner  one,  and  discharges  its  contents  by  a  stop-cock.  The  last 
made  solution  has  about  one  five-hundredth  part  of  alum,  in  powder,  usually  added  to  it,  with  propci 
agitation,  after  which  it  is  left  to  settle  for  several  hours. 

GLYPHOGRAPHY,  recently  invented,  is  an  electrotype  process,  enabling  the  artist  to  become  the 
engraver  of  his  own  work.     The  manipulation  is  thus  minutely  described  by  the  inventor,  Palmer : 

A  piece  of  ordinary  copper-plate,  such  as  is  used  for  engraving,  is  stained  black  on  one  side,  ovei 
which  is  spread  a  very  thin  layer  of  a  white  opaque  composition,  resembling  white  wax  both  in  its 
nature  and  appearance :  this  done,  the  plate  is  ready  for  use. 

In  order  to  draw  properly  on  these  plates,  various  sorts  of  points  are  used,  which  remove,  wherever 
they  are  passed,  a  portion  of  the  white  composition,  whereby  the  blackened  surface  of  the  plate  is  ex- 
posed, forming  a  striking  contrast  with  the  surrounding  white  ground,  so  that  the  artist  sees  his  effect 
at  once. 

The  drawing,  being  thus  completed,  is  put  into  the  hands  of  one  who  inspects  it  very  carefully  and 
minutely,  to  see  that  no  part  of  the  work  has  been  damaged  or  filled  in  with  dirt  or  dust ;  from  thence 
it  passes  into  a  third  person's  hands,  by  whom  it  is  brought  in  contact  with  a  substance  having  a  chem- 
ical attraction  or  affinity  for  the  remaining  portions  of  the  composition  thereon,  whereby  they  are 
heightened  ad  libitum.  Thus,  by  a  careful  manipulation,  the  lights  of  the  drawing  become  thickened 
all  over  the  plate  equally,  and  the  main  diflSculty  is  at  once  overcome ;  a  little  more,  however,  remains 
to  be  done.  The  depth  of  these  non-printing  parts  of  the  block  must  be  in  some  degree  proportionate 
to  their  width ;  consequently,  the  larger  breadths  of  lights  require  to  be  thickened  on  the  plate  to  a 
much  greater  extent,  in  order  to  produce  this  depth.  This  part  of  the  process  is  purely  mechanical,  and 
easily  accomplished. 

It  is  indispensably  necessary  that  the  printing  surfaces  of  a  block  prepared  for  the  press  should 
project  in  such  relief  from  the  block  itself  as  shall  prevent  the  probability  of  the  inking-roller  touching 
the  interstices  of  the  same  whilst  passing  over  them.  This  is  accomplished  in  wood  engraving  by 
cutting  out  these  intervening  parts,  which  form  the  lights  of  the  print,  to  a  sufficient  depth ;  but  in 
glyphography  the  depth  of  these  parts  is  formed  by  the  remaining  portions  of  the  white  composition  on 
the  plate,  analogous  to  the  thickness  or  height  of  which  must  be  the  depth  on  the  block,  seeing  that  the 
latter  is  in  fact  (to  simplify  the  matter)  a  cast,  or  reverse,  of  the  former.  But  if  this  composition  were 
spread  on  the  plate  as  thickly  as  requned  for  tliis  piu-pose,  it  would  be  impossible  for  the  artist  to  put 
either  close,  fine,  or  free  work  thereon ;  consequently  the  thinnest  possible  coating  is  put  on  the  plate 
previously  to  the  drawing  being  made,  and  the  required  thickness  obtained  ultimately  as  described. 

The  plate  thus  prepared  is  again  carefully  inspected  through  a  powerful  lens,  and  closely  scrutinized, 
to  see  that  it  is  ready  for  the  next  stage  of  the  process,  which  is,  to  place  it  in  a  trough,  and  submit  it 
to  the  action  of  a  galvanic  battery,  by  means  of  which  copper  is  deposited  into  the  indentations  thereof 
and,  continuing  to  fill  them  up,  it  gradually  spreads  itself  all  over  the  surface  of  the  composition,  until 
a  siifficiently  thick  plate  of  copper  is  obtained,  which,  on  being  separated,  will  be  found  to  be  a  perfect 
cast  of  the  drawing  which  formed  the  clichee. 

Lastly,  the  metaUic  plate  thus  produced  is  soldered  to  another  piece  of  metal  to  strengthen  it,  and 
then  mounted  on  a  piece  of  wood  to  bring  it  to  the  height  of  the  printer's  type.  This  completes  th<: 
process  and  the  glyphographic  block  is  now  ready  for  the  press. 
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It  should,  however,  have  been  stated  previously,  that  if  any  parts  of  the  Mock  require  to  be  lowered 
3t  is  done  with  the  greatest  facility  in  the  process  of  mounting. 

One  manifest  advantage  which  glyphography  has  over  etching  and  wood  engraving  is,  that  the  artist 
makes  his  drawing  as  he  intends  it  to  appear.  No  reversing  is  necessary ;  the  work  during  the  progress 
of  drawing  is  as  immediately  conspicuous  as  if  it  were  done  upon  paper  with  a  black-lead  pencil.  Com- 
pared with  wood  engraving,  with  which  it  comes  into  direct  competition,  it  seems  susceptible  of  more 
delicacy,  and  is  not  more  expensive  than  wood  engraving  of  approximate  quality. 

GOLD.  {Syn.  Anglo-Sax.,  gold :  Dutch,  goud :  Germ.,  gold :  Goth.,  (filths :  Icel.,  gnll :  Dan.  and 
Swed.,  guld:  Tart.,  goltz :  Pol.,  zloto :  Gr.,  chrysos:  Lat.,  aurum:  Ital,  Span.,  Port.,  oro:  Fr,  or: 
Welch,  aur :  Pers.,  zuraljin :  Hind.,  sonnau :  Arab.,  dahaba :  Heb.,  Chald.,  Sum.,  zahav.)  In  its  native 
state,  this  metal  has  never  been  found  pure,  but  always  alloyed  with  silver  ;  and  it  frequently  contains 
copper  in  addition.  The  proportion  of  silver  is,  from  less  than  one  per  cent,  up  to  an  amount  that  ren- 
ders it,  more  properly,  an  ore  of  silver.     Copper,  when  present,  is  usually  in  very  small  quantity. 

Pure  gold  is  imalterable  by  atmospheric  agents,  and  consequently,  preserves  its  beauty  and  lustre 
indefinitely. 

This  fact,  taken  in  connection  with  the  facility  of  working  the  native  metal,  must  have  attracted  the 
notice  of  man  at  a  very  early  period.  As  a  consequence,  we  find  it  spoken  of  in  the  most  remote  rec- 
ords of  history. 

Physical  properties. — Pure  gold  has  considerable  lustre ;  less,  however,  than  steel,  silver,  mercury, 
or  platinum,  but  more  than  copper,  tin,  and  lead.  In  masses,  it  has  a  bright  yellow  color,  very  slightly 
tinged  with  red ;  but  when  beaten  into  leaves  exceedingly  thin,  it  becomes  trans  cent,  and  assumes  a 
greenish  tint.  It  was  suggested  by  Vauquelin  that  its  true  color  is  blue,  and  that  the  appearance  of 
green  is  due  to  a  mixture  of  yellow  rays,  reflected  from  the  thin  leaf  of  gold.  Buisson  cites  many  ex- 
periments to  prove  that  when  reduced  to  an  impalpable  powder,  by  electricity  or  otherwise,  the  color 
of  gold  is  purple.  It  seems,  therefore,  that  savans  have  not  yet  been  able  to  agree  as  to  what  is  the 
true  color  of  this  long-known  substance. 

Pure  gold  is  softer  than  sUver,  and  possesses  malleability  and  ductility  in  a  greater  degree  than  any 
other  metal  It  may  be  beaten  into  leaves  so  thin  as  to  require  251,154  folds  to  make  one  inch  in 
thickness.  The  coatmg  of  gold  upon  ordinary  gold  lace  is  yet  thinner ;  because  in  making  it,  a  small 
'cylinder  of  silver  is  covered  with  l-tSth  its  weight  of  gold,  and  drawn  into  wire,  which  is  rolled  until 
11'8  feet  in  length  weigh  but  one  grain.  Reaumur  covered  a  cylinder  of  silver  with  1-360  its  weight 
of  gold.  It  was  drawn  into  a  wire  of  which  6  feet  weighed  one  grain ;  and  then  rolled  to  a  width  of 
l-48th  of  an  inch,  which  increased  its  length  to  7-5  feet ;  and  yet  the  silver  was  so  completely  covered 
that  the  microscope  failed  to  detect  the  least  appearance  of  it. 

The  tenacity  of  gold  is  less  than  that  of  platinum,  copper,  and  iron.  A  weight  of  ITS'S  lbs.  is  suffi- 
cient to  break  a  wire  whose  diameter  is  0'0784  inch,  or  nearly  1-1 3th  of  an  inch.  Its  tenacity  is  les- 
sened by  hammering ;  but  its  stiffness  and  elasticity  are  increased.  The  tenacity  may  be  restored  by 
exposing  tlie  metal  to  sufficient  heat.  A  temperatm-e  barely  enough  for  fusion  renders  it  brittle ;  it 
must  be  more  strongly  heated  to  recover  its  ductility  entirely.  It  also  becomes  brittle  when  suddenly 
cooled. 

It  expands  upon  being  heated  more  than  silver  and  copper,  and  less  than  iron  and  mercury.  Whilst 
passing  from  the  liquid  to  the  solid  state,  it  contracts  more  than  any  other  metal.  A  volume  which  is 
1-  at  a  temperature  of  32°  F.,  becomes  1-00146  at  212°  F. 

According  to  Berthier,  the  specific  gravity  of  gold  after  melting,  is  19'258,  which  is  increased  to 
19-367,  if  the  metal  has  been  much  hammered.  Berzelius  gives  19-40  to  19-65,  and  other  experi- 
menters obtained  results  between  these  extremes.  We  are  disposed  to  adopt  193  for  melted  gold, 
and  from  that  to  1965  for  hammered  gold,  according  to  the  amount  of  compression. 

Its  atomic  weight  is  1243-013,  oxygen  being  unity,  and  199-2  in  a  system  where  hydrogen  is  taken 
as  unity. 

It  conducts  heat  more  rapidly  than  any  other  metal,  and  is  a  better  conductor  of  electricity  than  any 
other,  except  copper. 

Chemical  properties  and  compounds. — The  chemical  symbol  of  this  metal  is  All. 

When  it  is  heated  to  about  2016°  F.,  it  enters  into  fusion;  and  when  completely  liquid,  assumes  & 
bluish  green  color.  It  cannot  be  volatilized  at  the  temperature  of  our  hottest  furnaces  ;  but  when  ex- 
posed to  the  compound  blowpipe,  it  is  converted  into  vapor,  which  will  gild  a  silver  plate  held  above 
it.  It  may  be  also  volatilized  by  the  sun's  rays,  in  the  focus  of  a  very  powerful  burning  lens.  In  very 
fine  powder,  it  becomes  incandescent,  at  the  temperature  of  122°  F. 

Gold  does  not  oxidate  at  ordinary  temperatures,  nor  in  the  hottest  furnaces ;  but  a  slight  oxidation 
takes  place  when  exposed  in  thin  leaves  to  the  lens,  burning  mirror,  compound  blowpipe,  or  a  galvanic 
battery  of  ample  heating  power.  In  a  vacuum,  the  electric  spark  divides  it  into  a  very  minute 
powder. 

Few  of  the  acids  act  on  gold  singly.  Nitric  acid,  when  concentrated  and  boiling,  exerts  a  feeble 
though  sensible  action.  Nitrous  acid  also  attacks  it.  Sulphuric  acid,  even  if  highly  concentrated  and 
boiling,  produces  no  effect  whatever.  Selenic  acid  dissolves  gold,  and  is  converted  into  selenious  acid. 
It  was  observed  by  Proust,  that  when  in  an  extremely  minute  state  of  division,  gold  was  dissolved  in 
very  small  proportion,  by  concentrated  and  boiling  nitric  acid.  Mixtures  of  nitric  acid  with  hydrochlono, 
hyclrobromic,  hydriodic,  and  some  other  acids,  dissolve  it  readily,  and  form  chlorides,  bromides,  and 
iodides  of  gold.  It  may  also  be  dissolved,  and  a  cliloride  formed,  by  treating  it  with  a  mixture  of  4 
parts  nitric  acid  and  1  part  sal  ammoniac,  or  any  other  alkaline  hydrochlorate.  Tlie  same  result  may 
be  attained  by  using  hydrochloric  acid,  mixed  with  any  nitrate  whatever. 

Alkaline  solutions  have  no  action  upon  gold ;  but  in  the  dry  way,  and  at  a  high  temperature,  (though 
insufficient  for  fusion,)  it  has  been  shown  by  Buchner  that  divers  oxygenated  substances  give  out  theil 
oxygen  to  gold,  or  determine  its  absorption  from  the  atmospheric  air. 
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Tenant  has  proved  tliat  when  nitrate  of  potash  is  heated  with  finely  divided  gold,  the  latter  is  sensi- 
bly attacked ;  and  a  combination  of  oxide  of  gold  and  potash  is  formed — a  circumstance  that  should  be 
borne  in  mind  by  artists  who  purify  their  gold  filings  by  this  means.  The  gold  which  combines  with 
the  aliiali,  may  be  recovered  again  by  treating  the  alkaline  mass  with  water ;  when  the  whole  of  the 
gold  will  be  precipitated  in  a  fine  powder. 

"With  borax,  at  a  red  heat,  the  color  of  the  surfiice  of  gold  is  rendered  lighter,  but  the  ordinary  color 
is  restored  again  by  heating  it  to  redness,  with  either  nitrate  of  potash  or  common  salt.  This  was 
known  to  the  ancients.  Exposed  to  heat  whilst  covered  with  charcoal  in  powder,  the  surface  assumes 
a  beautiful  shade  of  yellow ;  but  whether  by  the  formation  of  a  carburet,  has  not  yet  been  determined. 
Sulphur  and  selenium  do  not  act  on  gold  at  any  temperature,  nor  does  the  vapor  of  hydrosulphuric 
acid ;  but  the  alkahne  persulphurets  readily  form  sulphurets  with  gold,  both  in  the  humid  and  dry  way. 
Phosphorus  and  arsenic,  aided  by  heat,  combine  directly  with  it.  Gaseous  and  liquid  chlorine  also  act 
upon  it,  and  the  latter  dissolves  it  readily.  Iodine  has  no  perceptible  effect,  further  than  to  tarnish  the 
surface.     Hydriodic  acid  dissolves  it. 

Oxides. — The  affinity  of  gold  for  oxygen  is  less  than  that  of  any  metal.  They  combine  in  two  pro- 
portions, constituting  the  protoxide  and  peroxide  of  gold ;  and  there  is  some  reason  to  beheve,  with 
BerzeHus,  in  the  existence  of  an  intermediate  oxide  of  a  purple  color,  containing  twice  the  amount  ol 
oxygen  of  the  protoxide. 

Protoxide  of  gold  is  obtained  by  mixing  a  cold  solution  of  caustic  potash  with  protochloride  of  gold. 
It  has  a  deep  green  color,  and  soon  decomposes  spontaneously  into  metallic  gold  and  its  peroxide ; 
which  also  occurs  upon  the  application  of  acids,  witli  which  the  protoxide  never  forms  salts. 

It  consists  of  gold 96"13 

Oxygen 3-87 

Peroxide  of  gold  may  be  formed  in  several  ways ;  but  the  best  mode,  according  to  Pelletier,  is  to 
heat  magnesia  or  oxide  of  zinc  in  slight  excess,  with  a  solution  of  perchloride  of  gold,  and  wash  the 
residuary  matter  with  nitric  acid.  If  concentrated  acid  be  used,  we  have  the  anhydrous  peroxide ;  but 
with  diluted  acid,  the  hydrated  peroxide  is  produced.  This  peroxide  has  a  styptic,  metallic  taste,  re- 
tains its  oxygen  very  feebly,  and  forms  salts  only  with  concentrated  nitric,  sulphuric,  and  acetic  acids. 
The  addition  of  water  to  these  solutions  precipitates  the  gold,  either  as  an  oxide  or  in  the  metallic 
state.  Peroxide  of  gold  combines  with  vitreous  substances  in  fusion,  and  communicates  the  beautiful 
yellow  color  so  much  admired  in  artificial  gems  and  stained  or  colored  glasses. 

Although  the  term  peroxide  of  gold  is  usually  applied,  we  might  perhaps  more  properly  rank  it 
with  the  acids,  and  designate  it  by  the  term  auric  acid.  It  does  not  form  stable  compounds  with  other 
acids,  but,  like  them,  combines  with  metallic  oxides,  forming  a  class  of  salts  called  aurates.  The  solu- 
tions of  these  are  usually  colorless,  or  nearly  so ;  but  may  be  tinged  yellow  by  tiie  addition  of  other 
acids.  The  oxygenated  acids  produce  precipitates  of  hydrate  or  peroxide  of  gold,  having  a  violet  color 
more  or  less  deep,  or  even  black,  according  to  the  strength  of  the  solutions. 

The  aurates  of  soda,  potash,  and  baryta,  are  very  soluble  in  water :  the  solutions  are  colorless,  and 
have  an  alkaline  reaction. 

The  aurate  of  magnesia  is  slightly  soluble  in  water,  but  more  so  if  chloride  of  magnesium  be  present. 
When  solid  it  is  easily  decomposed  by  nitric  acid,  which  produces  very  pure  peroxide  of  gold,  or  its 
hydrate,  according  to  the  strength  of  the  acid. 

The  purple  potcder  of  cassius,  so  much  used  to  produce  a  fine  purple  color  in  artificial  gems,  enamels, 
and  glass,  is  sometimes  classed  with  the  aurates,  although  it  probably  does  not  contain  auric  acid. 
Chemists  are  not  agreed  in  regard  to  the  jDrecise  nature  of  this  valuable  compound  of  gold,  but  our 
limits  do  not  permit  the  discussion  of  the  question  here. 

There  are  several  different  processes  by  which  it  can  be  prepared ;  and  it  varies  in  its  tints  accord- 
ing to  the  method  adopted. 

Buisson  gives  the  following  as  the  best  to  produce  a  beautiful  purple  color : — (a)  Dissolve  1  part 
granulated  tin  in  hydrochloric  acid,  avoiding  an  excess  of  the  latter.  (6)  Dissolve  2  parts  tin  in  a  mix- 
ture of  3  parts  nitric  and  1  part  hydrochloric  acid ;  taking  care,  as  before,  that  the  solution  be  exactly 
neutral,  (c)  Make  a  neutral  solution  of  7  parts  gold  in  a  mixture  of  1  part  nitric  and  6  parts  hydro- 
chloric acid.  Dilute  the  last  solution  with  a  large  quantity  of  water,  and  mix  it  with  the  deutochloride 
of  tin  (6),  and  then  add  the  solution  of  protochloride  (a),  drop  by  drop,  until  the  precipitate  shall 
assume  the  desired  purple  color.  An  excess  of  the  protochloride  («)  changes  the  color  of  the  powder  to 
brown,  and  an  excess  of  the  deutochloride  (6)  gives  it  a  violet  tint.  As  soon  as  the  desired  color  ia 
attained,  the  liquid  should  be  decanted,  and  the  precipitate  washed  to  prevent  furthl  /-hange  in  iti 
color.     It  retains  water  when  heated  to  212°  F.  ^ 

Its  composition,  according  to  Buisson,  is, 

Gold 28-6 

Deutoxide  of  tin 65-9 

Chlorine 5-2 

The  chlorine  in  'ihis  specimen  might  all  have  been  removed  if  it  had  been  sufiiciently  washed. 
Berzelius  analyzed  a  specimen  of  a  fine  purple ;  which  contained, 

Gold 28-35 

.     Deutoxide  of  tin 64-00 

Water 7-65 
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Oberkampt  found  two  specimens  to  consist  of, 

•  Clear  purple.  Violet  color. 

Gold 'IQ-S  39-8 

Oxide  of  tin 20-6  60-2 

These  results  show  wide  differences  in  composition. 

It  gives  a  beautiful  purple  color  to  glass,  which  sometimes  disappears  by  fusion,  but  reappears  in  • 
smol^  flame.  Besides  this,  several  other  colors  are  produced  in  glass  by  mixtures  with  the  purple 
powder.     With  oxide  of  silver  we  have  a  deep  crimson,  and  with  oxide  of  antimony  a  deep  brown. 

Other  compounds,  giving  a  purple  color  to  fused  glass,  may  be  formed  by  mixing  solutions  of  chloride 
of  gold  with  protonitrate  of  tin,  chloride  of  antimony,  or  of  bismuth,  or  even  protosulpliate  of  iroa 

Sulphurets  of  gold. — There  are  two  sulphurets,  both  of  which  are  reduced  to  the  metallic  state,  at  a 
low  red-heat. 

The  protosulphuret  is  dark  brown,  or  nearly  black ;  and  is  obtained  by  passing  sulphuretted  hydro- 
gen gas  througli  a  hot  solution  of  chloride  of  gold.    It  consists  of 

Gold 92-51 

Sulphur , 7-49 

Thp  deutosulphuret  has  at  first  a  dark  yellow  color,  which  becomes  browD  when  dried.  It  is  pre- 
pared by  passing  sulphuretted  hydrogen  gas  into  a  cold  solution  of  chloride  of  gold,  and  consists  of, 

Gold 80-4'7 

Sulphur 19-53 

Phosphuret  of  gold  is  prepared  by  passing  an  excess  of  phosphuretted  hydrogen  gas  into  a  solution 
of  gold.  At  first  the  metal  is  precipitated,  which  at  length  combines  with  the  phosphorus.  Tlie  com- 
pound is  black,  without  metalhc  lustre.  It  is  more  fusible  than  metallic  gold  itself;  and,  after  being 
melted,  becomes  of  a  grayish  white  color,  crystalline  and  brittle  with  a  granular  fracture. 

Fulminating  gold. — There  are  two  different  kinds  of  this  compound,  both  of  which  were  supposed  to 
be  aurates  of  ammonia ;  but  Dumas  has  shown  that  nitrogen  also  exists  in  them. 

The  first  has  a  dark  gi'ay  color,  and  is  prepared  by  digesting  a  solution  of  chloride  of  gold  with  am- 
monia, and  carefully  drying  the  precipitate  so  as  to  lessen  the  danger  of  explosion.  At  a  little  above 
212°  F.  It  explodes  with  great  violence  from  a  slight  blow,  or  from  friction.     It  consists  of 

Gold 77-60 

Nitrogen 556 

Ammonia 665 

Water  11-25 

The  second  species  is  of  a  deep  yellow  color,  and  is  made  by  digesting  the  chloride  of  gold  in  a 
Bhght  excess  of  ammonia,  and  drying  as  before.  At  the  temperature  of  212°  F.,  when  suddenly  heated, 
it  detonates  most  violently ;  but  after  having  been  very  slowly  heated  to  266°,  the  temperature  may 
be  raised  to  300°,  and  even  320°,  before  it  will  explode. 

Great  caution  is  requisite  on  the  part  of  those  who  prepare  or  handle  these  and  other  fulminating 
compounds,  and  the  many  terrible  accidents  which  have  occurred,  should. warn  all  but  experienced 
manipulators  from  meddling  with  them  in  any  manner. 

Chlorides. — Gold  combines  in  two  proportions  Avith  chlorine. 

Protochloride  of  gold  is  prepared  by  cautiously  evaporating  a  solution  of  the  perchloride  to  dryness 
on  a  sand  bath,  and  heating  the  residue  at  the  temperature  of  melting  tin  (frequently  stirring  with  a 
glass  rod)  vmtil  it  ceases  to  give  off  chlorine.  It  forms  a  white  saline  mass,  slightly  tinged  with  yellow. 
It  is  insoluble  in,  nor  does  it  color  cold  water,  if  free  from  perchloride.  It  is  little  subject  to  decompo- 
sition at  ordinary  temperatures,  if  secluded  from  the  light  and  kept  dry ;  but  both  light  and  heat  de- 
compose it  into  perchloride  and  metallic  gold ;  and  boiling  water  very  promptly  does  the  same. 

It  consists  of  Gold 91-51 

Chlorine 8-49 

Perchloride  of  gold  may  be  obtained  by  dissolving  pure  gold  in  thin  leaves  or  fine  powder,  in  a  mix 
ture  of  1  part  (by  measure)  pure  nitric  acid  with  4  parts  pure  hydrochloric  acid,  and  cautiously  evap- 
orating the  exifess  of  acid.  It  is  soluble  in  water,  and  the  solution  is  yellow ;  but  becomes  pale  if  there 
be  an  excess  of  acid.  It  is  decomposed  by  degrees,  if  exposed  to  light ;  and,  at  a  red-heat,  the  chlorine 
is  driven  dfij  leaving  the  gold.    It  consists  of 

Gold 65-18 

Chlorine 34-82 

Metallic  gold  is  precipitated  from  its  solution  by  phosphorus,  and  most  of  the  metals  and  the  salts  of 
iroa  The  salts  of  tin  m  solution  produce  purple  precipitate.  If  gold  be  precipitated  by  means  of  a 
solution  of  caustic  potash  in  alcohol,  we  obtain  it  in  an  extremely  minute  state  of  division,  suited  for 
painting,  for  gold  inks,  and  other  purposes. 

The  solution  of  this  perchloride  in  ether  is  used  for  gilding  the  surfaces  of  iron  and  steel ;  the  dura- 
bility of  which  is  increased  by  previously  immersing  the  article  for  one  or  two  minutes  in  a  solution  of 
silver  or  copper,  so  as  to  cover  it  with  a  thin  pelUcle  of  either  of  these  metals.  The  gilded  surface 
must  then  bo  well  bui-nished. 
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Perchloride  of  gold  unites  with  most  of  tlie  metals  to  form  compounds  called  double  chlorides,  which 
our  limits  will  not  permit  us  to  notice. 

Bromide  of  gold,  when  dried,  has  a  blackish  color,  without  metallic  lustre.  It  dissolves  readily  in 
water,  and  gives  to  it  a  deep  red  color ;  which  is  also  that  of  the  crystals  produced  from  the  solution. 

It  consists  of  Gold 468 

Bromine  53'2 

Iodide  of  gold  is  insoluble  in  cold  water,  and  slightly  soluble  at  212°  F.  It  has  a  greenish  yelIo\« 
color,  and  consists  of 

•Gold 34-5 

Iodine  65-5 

Alloys  of  gold. — When  12  parts  manganese  and  88  parts  gold  are  melted  together,  an  alloy  is  pro- 
duced, having  a  pale  yellowish  gray  color,  with  considerable  lustre  and  hardness,  and  little  ductility. 
Its  fracture  is  granular  and  spongy.  It  is  less  easily  fusible  than  gold,  and  the  manganese  may  be 
completely  separated  by  roasting. 

Iron  and  gold  have  a  strong  affinity  for  each  other,  and  the  latter  may  be  united  in  all  proportions 
with  steel  or  cast-iron.  Gold  may  be  used  for  soldering  iron.  An  alloy  with  8  per  cent,  of  iron  is  of  a 
pale  yellowish  gray  color,  very  ductile  and  tenacious,  and  harder  than  gold.  With  from  15  to  20  per 
cent,  of  iron,  the  alloy  is  gray,  and  will  take  a  very  beautiful  polish.  It  is  used  in  jewelry  under  the 
name  of  gray  gold.  When  75  to  80  per  cent,  of  iron  is  alloyed  with  gold,  it  has  the  color  of  silver,  and 
is  so  hard  as  to  be  applicable  to  the  purposes  of  cutting  instruments. 

Cobalt  readily  unites  with  gold,  and  forms  alloys  of  a  dull  yellow  color,  which  are  brittle  when  the 
proportion  of  cobalt  is  l-60th. 

Nickel  and  gold  have  a  brass  yellow  color,  and  are  also  brittle. 

Copper  has  a  great  affinity  for  gold,  and  combines  in  all  proportions.  It  heightens  the  color  of  gold, 
and  mcreases  its  hardness,  whilst  its  ductility  is  somewhat  impaired.  The  maximum  hardness  is  at- 
tained with  1-1 8th  copper.    These  alloys  being  more  fusible  than  gold,  are  used  for  soldering  this  metal, 

The  alloy  called  jewellers'  gold  should  contain  at  least  74*6  of  gold.  In  France,  according  to  Ber- 
thier,  it  varies  from  92  to  25  per  cent.  In  Great  Britain,  18  carats  or  75  per  cent,  is  the  standard  for 
jewellers'  gold ;  although  the  proportion  of  this  metal  is  rarely  so  much.  In  Sweden,  it  is  766  per 
cent.,  it  being  there,  as  in  most  parts  of  Europe,  regulated  by  law.  In  the  United  States,  the  standard 
of  gold  is  not  subjected  to  any  legal  provision,  except  in  regard  to  coin,  whicli  must  contain  9  parts  gold 
to  1  alloy;  of  which  alloy,  at  least  one  half  must  be  silver.  In  Great  Britain,  the  coin  consists  of  11 
parts  gold  and  1  copper;  and  in  France,  10  parts  of  gold  and  1  part  of  copper. 

In  order  to  deepen  the  color  of  gold  alloyed  with  silver,  artists  liave  a  mode  of  alloying  a  small  por- 
tion of  copper  with  the  surface  only,  which  is  done  in  the  following  manner :  1  oz.  of  yellow  wax  is 
melted,  and  there  is  added  to  it  a  mixture  of  2  oz.  calcined  alum,  12  oz.  red  chalk,  2  oz.  verdigris,  and 
2  oz.  peroxide  of  copper,  (copper  scales.)  The  four  last  named  must  be  ground  to  an  impalpable  pow- 
der, completely  mixed  with  the  melted  wax,  and  moulded  into  sticks  for  use.  After  the  surface  of  the 
gold  is  well  rubbed  over  with  these  sticks,  the  article  must  be  exposed  to  heat  sufficient  to  burn  off  the 
wax  entirely.  It  is  then  burnished,  and  washed  with  a  liquor  composed  of  one  pint  of  water  to  2  oz. 
ashes  produced  by  calcining  argal  or  crude  tartar,  2  oz.  common  salt,  and  4  oz.  sulphur. 

Antimony  unites  easily  with  gold,  and  produces,  alloys  of  a  color  more  or  less  pale,  according  to  the 
proportions  used.  They  are  brittle,  and  have  a  dull  granular  fracture.  The  presence  of  a  very  minute 
proportion  of  antimony  destroys  the  ductility  of  gold.  It  was  from  this  facuUy  to  render  brittle,  which 
antimony  exerts  over  aU  the  other  metals,  that  the  earlier  chemists  gave  it  the  title  of  regulus,  or  little 
king.  To  its  sulphuret  was  given  the  name  of  lupus  metallorum,  because,  in  the  purification  of  gold, 
its  feeble  affinity  allowed  it  to  yield  the  sulphur  to  the  inferior  metals,  while  itself  combined  with  the 
gold.     The  sulphuret  is  still  used  for  the  same  purpose. 

Tin  forms  with  gold  compounds  more  fusible  than  the  latter ;  they  are  ductile  when  cold,  but  crum- 
ble at  a  red  heat,  if  the  proportion  of  tin  be  as  much  as  l-37th.  With  l-12th  tin  the  alloy  is  of  a  pale 
yellow  color,  but  slightly  ductile,  and  has  an  earthy  fracture. 

Zinc,  in  small  proportion,  renders  gold  brittle ;  even  its  vapors  sensibly  produce  this  effect  on  gold  in 
fusion.  With  1-lOth  zinc  the  alloy  is  very  brittle,  and  has  the  color  of  brass.  With  ^  zinc  it  is  white, 
very  hard,  and  takes  a  high  polish.  Hellat  asserts  that  an  alloy  of  seven  parts  zinc  and  one  part  of 
gold  is  entirely  volatilized  in  a  furnace. 

Bismuth  forms  with  gold  brittle  alloys  of  a  brassy  color.  The  v^por  of  bismuth  is  also  sufficient  to 
diminish  the  ductility  of  gold. 

Lead  forms  alloys  with  gold  which  are  brittle  in  every  proportion.  It  requires  but  one  part  of  lead 
in  500,000  of  gold  to  alter  sensibly  its  ductility.  An  alloy  consisting  of  one  part  lead  and  twelve  part* 
gold  is  extremely  brittle,  and  has  a  dull  granular  fracture  similar  to  that  of  porcelain. 

Silver  and  gold  may  be  united  by  rapid  fusion  in  all  proportions ;  but  if  the  fused  mass  be  very 
Blowly  cooled,  part  of  the  silver,  in  combination  with  a  small  proportion  of  gold,  separates  and  floats 
upon  the  surface,  leaving  beneath  an  alloy  of  five  parts  gold  and  one  part  silver.  The  alloys  of  these 
metals  are  more  fusible  than  gold,  and  have  a  greenish  tinge ;  even  5  per  cent,  of  silver  produces  a 
decided  change  of  color.  The  proportions  used  for  the  green  gold  of  the  jewellers  are  70'8  of  gold,  and 
29-2  of  silver.  These  alloys  are  very  ductile,  and  are  harder,  more  elastic,  and  more  sonorous  than 
either  of  the  metals  themselves.  The  maximum  hardness  is  attained  when  the  proportion  of  silver 
is  one -third. 

Platinum  may  be  united  with  gold  in  all  proportions ;  but  to  produce  an  alloy  completely  homo- 
geneous, it  should  be  exposed  to  a  very  high  temperature,  so  as  to  effect  a  perfect  fusion.    These  alloys 
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fcre  ductile  and  elastic.  When  they  contain  from  7  to  10  per  cent,  of  platinum  the  color  is  dull  yellow 
like  tarnished  silver.  With  l-5th  it  exactly  resembles  platinum;  with  l-lTth  platinum  it  is  in  appear 
ance  not  distinguishable  from  gold. 

Platinum  and  silver  together  combine  with  gold  in  all  proportions,  forming  double  alloys  which  are 
ductile,  and  possess  more  stiffness  and  elasticity  than  alloys  of  gold  and  silver  only.  Platinum  ia 
sometimes  introduced  into  an  alloy  of  silver,  gold,  and  copper,  called  dore,  and  it  is  not  easy  to  detect 
the  fraud. 

Palladium  and  gold  form  alloys  with  less  ductility  than  that  of  the  pure  metals.  They  have  a  gran- 
ular structure,  and  vary  in  color  from  white  to  gray.  With  equal  parts  it  is  nearly  white,  and  a  very 
small  proportion  lessens  the  color  of  gold. 

Rhodium  and  gold  form  alloys,  according  to  Del  Rio,  which  are  brittle,  unless  the  proportion  of  the 
former  be  very  small,  when  it  hardens  the  gold  without  impairing  its  ductility.  With  l-7th  rhodium 
Hhe  color  is  unaltered — a  striking  difference  between  its  effects  and  those  of  platinum  and  palladium 
upon  gold. 

Iridium,  in  being  alloyed  with  gold,  but  slightly  affects  its  color,  and  produces  ductile  alloys. 

Osmium  also  forms  ductile  alloys  with  gold. 

Arseniurets  of  gold  (as  alloys  of  arsenic  with  gold  are  termed)  may  be  formed  by  exposing  heated 
gold  to  the  vapor  of  arsenic.  The  gold  absorbs  a  very  small  proportion,  but  retains  it  with  so  strong 
an  affinity  that  it  cannot  be  entirely  separated  even  at  a  very  high  temperature.    This  alloy  is  brittle. 

Tellurium  may  be  combined  with  gold  artificially,  by  treating  the  latter  in  solution  with  telluretted 
hydrogen  gas.  The  native  combinations  of  these  metals  found  in  Transylvania  will  be  noticed  among 
tiie  ores  of  gold. 

Mercury  and  gold  form  alloys  called  amalgams.  They  may  be  formed  by  immersing  or  agitating 
gold  in  mercury,  which  dissolves  it  even  at  common  temperatures ;  but  the  combination  is  hastened  by 
heat.  An  alloy  saturated  with  gold  and  compressed  in  chamois  skin  is  white,  and  at  first  soft,  but  soon 
becomes  solid.  It  crystallizes  in  four-sided  prisms,  and  contains  two  parts  of  gold  and  one  of  mercury. 
When  sufficiently  soft  to  be  kneaded  between  the  fingers,  it  contains  six  or  seven  parts  mercury  and  one 
of  gold.     Amalgams  are  used  in  gilding,  (q.  v.) 

Mineralogical  Occurrence  of  Gold. 

1.  Native  metallic  gold. 

2.  Gold  containing  rhodium. 

3.  Gold  with  silver  and  tellurium. 

4.  Gold  with  silver,  tellurium,  and  lead. 

5.  The  same  as  the  last,  with  the  addition  of  antimony. 

6.  Gold  in  iron  and  copper  pyrites  and  Galena,  usually  in  very  small  proportion. 

1.  Native  metallic  gold. — It  is  in  this  state  that  nearly  all  the  gold  obtained  by  man  is  found ;  but,  as 
has  been  already  stated,  never  entirely  apart  from  other  metals.  It  varies  in  color  from  gold  yellow  to 
brass  yellow,  grayish  and  greenish  yellow,  depending  upon  the  nature  and  proportion  of  the  metala 
with  which  it  is  alloyed. 

It  occurs  in  grains,  scales,  threads,  and  plates,  and  also  in  masses  from  a  few  grains  in  weight  to 
several  ounces ;  and  in  a  few  rare  instances  lumps  have  been  found  weighing  many  pounds.  It  also 
occurs  in  small  crystals  having  the  form  of  the  cube,  or  its  derivatives. 

Its  specific  gravity  varies  according  to  the  proportion  of  other  metals  with  which  it  is  alloyed,  and  is 
much  less  than  would  be  calculated  from  that  of  the  pure  metals. 

Boussingault  and  others  have  endeavored  to  show  that  the  silver  contained  in  native  gold  is  united  in 
definite  proportions.  We  think,  however,  this  view  is  altogether  untenable,  in  the  face  of  the  fact  that 
the  numerous  analyses  which  have  been  made  show  that  the  silver  in  native  gold  exists  in  all  propor- 
tions, from  less  than  one  per  cent  and  upwards,  until  it  constitutes  more  than  half  the  weight  of  the 
native  alloy. 

The  following  table  gives  the  composition  of  specimens  from  the  principal  gold  regions  now  worked 
in  various  parts  of  the  world. 
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Schabrowski,  Siberia (copper  "SS) 

Saxony  

Upper  California , 

Scharlausch,  Siberia * 

Boruschka,         "        * 

Brazil (0"15  platinum) 

Bellembugeush,  Siberia 

Peros  Pawlosk,       "        

Upper  California 

Kuslinski,  Siberia 

Ufaley,  "        * 

Upper  California 

"  "         loss  in  melting  0*88 


Kurchwa,  Siberia • 

Crwwo  Nuolajewesk,  Siberia 


98-96 
96-90 
95-70 
95-00 
94-40 
94-00 
93-60 
92-60 
92-10 
91-90 
91-40 
92-10 
90-70 
90-50 
90-30 
89*40 


016 
2-00 

not  stated. 
4-80 
4-80 
5-85 
6-40 
7-10 

not  stated. 
8-00 
8-50 

not  stated. 

8-80 

8-80 

9-60 

1000 


17-060 


17-480 


Rose. 

Lampadius. 
U.  S.  Mint. 
Rose. 

D'Arcet. 
Rose. 

U.  S.  Mint 
Rose. 

U.  S.  Mint 
Rivot,  Paris. 
U.  S.  Mint 
Rose. 
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11 

18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
34 
35 

3G 

31 
38 
39 
40 
41 


Besolk,  Siberia 

Malposo,  New  Grenada 

Upper  California 

Llano,  New  Grenada 

Baja,  "  

RioSucio,,    "  

Upper  California 

Gasuschka,  Siberia * 

Petro  Powlowsk * 

Burburu,  Transylvania 

Ojas,  New  Grenada 

Boruschka,  Siberia 

Trinidad,  New  Grenada 

Upper  California 

African  gold  dust (11-80  copper) 

Titisibi,  New  Grenada 

Guano,  "  

Murmato,  "       in  cubic  and  octahedral  ) 

crystals  in  a  vein  of  pyrites  in  syenite  ) 

Otromma,  N.  Grenada,  in  octahedral  crystals . 

Santa  Rosa,        "         

Transylvania,  in  cubic  crystals 

Schlangenberg,  Siberia 


SB-TO 
88.58 
88-50 
88-24 
88-15 
87-94 
87-60 
87-30 
86-50 
85-10 
84-50 
83-90 
82-40 
81-20 
78-00 
74-00 
73-68 

73-45 

73-40 
64-93 
64-52 
54-00 
28-00 


11-30 
11-42 

not  stated. 
11-76 
11-85 
12-06 

not  stated. 
12-30 
13-20 
14-70 
15-50 
16-10 
17-60 

not  stated. 

9-48 

26-00 

26-32 

26-55 

26-60 
35-07 
35-48 
36-00 
72-00 


BPRCiriC 
GRAVITY. 


147-06 
14-690 

16-870 

17-060 


12-666 


14-149 


Rose. 

Boussingault 
U.  S.  Mint. 
Boussingault. 


U.  S.  Mint. 
Rose. 

(( 

Boussingault. 

Rose. 

Boussingault. 
U.  S.  Mint. 
Thomson. 
Boussingault 


Klaproth. 
Portia. 


Those  marked  (*)  contained  traces  of  copper.  No.  41,  containiDg  72  per  cent,  of  silver,  would  be  classed  more  properlj 
with  native  silver. 

So  far  as  is  yet  known  the  gold  from  California  is  alloyed  with  silver  only ;  the  oxide  of  iron,  separ- 
ated in  melting,  exists  in  the  minute  cavities  and  fissures  in  the  scales,  and  adheres  to  the  surface  only. 
The  average  loss  in  melting  is  stated  to  be  about  2^  per  cent.,  which,  as  the  assays  were  made  from 
tlie  melted  metal,  would  somewhat  reduce  the  per  centage  of  gold. 

Although  obtained  over  a  large  extent  of  country,  the  California  gold  from  the  western  slope  of  the 
Sierra  Nevada  has  more  uniformity  in  its  composition  than  that  of  other  gold  regions,  from  which  a 
sufficient  number  of  specimens  have  been  analyzed  to  enable  us  to  form  an  opinion.  This  will  appear 
from  the  following  table  giving  the  maximum  and  minimum  proportions,  which  have  been  found  to 
exist  in  some  of  the  most  unportant  locaUties. 

Maximum.       Minimum. 

California 9570  8120 

Siberia 98-96       '   28-00 

South  America,  (New  Grenada,  <fec.) 8858  64-93 

One  specimen  from  Siberia  contained  nearly  99  per  cent,  of  gold,  and  J  per  cent,  of  silver  and  copper, 
T)eing  the  purest  native  gold  yet  known. 

The  gold  of  the  western  slope  of  the  Andes  contains  more  alloy  than  that  of  Siberia  or  California. 
Of  the  other  regions  the  analyses  reported  hitherto  consist  generally  of  a  single  specimen,  or  of  so  few 
that  no  deduction  can  be  made  from  them. 

An  opinion  seems  to  have  prevailed  in  California,  that  the  gold  from  the  affluents  of  Feather  river 
was  purer  than  that  from  the  districts  further  south,  but  the  assays  at  the  United  States  Mint  do  not 
confirm  this  opinion ;  on  the  contrary,  they  show  that  the  average  rate  of  purity  seems  about  equal 
throughout  the  region.  The  usual  range  after  melting  is  from  87-5  to  90-5  per  cent,  of  pure  gold.  The 
general  average  is  between  88-5  and  89-  per  cent.  If,  therefore,  the  value  of  the  silver  be  added,  it 
would  appear  that  the  average  value  of  the  gold  from  California  differs  little  from  the  standard  for  the 
gold  coin  of  the  United  States. 

3,  4,  and  5.  Telluric  ores  of  gold. — In  the  metaUiferous  districts  of  Transylvania  a  considerable 
amount  of  gold  is  obtained  from  ores  consisting  of  combinations  of  tellurium  with  several  other  metals. 
The  following  indicates  the  composition  of  the  most  important  of  these : 


Sp.  gravity. 

Gold. 

Silver. 

Copper. 

Antimony. 

Lead. 

Sulphur. 

Tellurium. 

Observer. 

1 

5-723 

30-00 

10-00 

60- 

Klaproth. 

o 

10-678 

26-75 

850 

19-50 

0-50 

44-75 

" 

3 

8-918 

9-00 

0-50 

1-30 

54-00 

3- 

32-20 

« 

4 

7-50 

1- 

46-00 

2-50 

26-40 

Brandes. 

5 

6-840 

6-70 

1-30 

4-50 

63-10 

11-70 

13- 

Berthier. 

The  first  variety  crystallizes  in  small  rhomboidal  prisms.     It  is  soft,  with  an  irregular  fracture,  and 
if  the  color  of  steel. 
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The  second  is  white,  tinged  with  yellow.  In  some  cases  it  is  in  lamellae,  but  appears  granular'ic 
others,  and  crystallizes  in  four-sided  rectangular  prisms  and  in  small  lamellae. 

The  third  has  a  deep  leaden-gray  color,  approaching  that  of  specular  oxide  of  iron,  with  a  very 
Binning  lustre.  It  is  soft,  slightly  flexible,  has  a  lamellated  structure,  and  crystallizes  in  hexagonal 
plates  slightly  elongated. 

The  fourth  closely  resembles  in  appearance  the  third,  from  which  it  differs  little  in  composition. 

Although  the  fifth  differed  little  in  external  appearance  from  1;he  two  last,  it  will  be  observed  that  in 
the  relative  proportions  of  its  constituents  there  is  a  considerable  variation. 

6.  Gold  in  iron  and  copper  pyrites,  and  in  galena. — The  native  sulphuret  of  iron  so  generally  con- 
tains traces  of  gold  as  to  occasion  the  remark  by  Gahn,  that  it  was  rare  to  meet  with  a  specimen  of  this 
mineral  from  which  gold  was  entirely  absent.  The  same  may  also  be  said,  in  a  great  measure,  of  the 
native  sulphurets  of  copper  and  iron,  or  copper  pyrites,  and  the  sulphuret  of  lead,  or  galena,  although 
it  is  probable  that  it  does  not  so  uniformly  apply  to  the  two  latter,  and  especially  the  last. 

Geological  distribution  of  gold,  and  its  localities. — With  the  exception  of  iron,  (and  possibly  copper,) 
it  may  safely  be  asserted  that  the  geological  districts  within  which  gold  occurs  embrace  a  larger  aggre- 
gate area  than  those  of  any  other  metal.  And  yet  the  proportion  of  gold  to  tliat  of  the  substances  from 
which  it  must  be  separated  for  the  use  of  mankind  is  so  extremely  minute,  that  the  cost  of  eliminating 
it  must  necessarily  be  such  as  to  maintain  a  very  high  commercial  value  for  this  metal  in  all  future 
times. 

Native  gold  occurs  in  veins  which  intersect  hypogene  or  igneous,  as  well  as  metamorphic  rocks  ;  but 
the  veins  in  the  former  have  hitherto  almost  always  proved  too  poor  in  metal  to  be  worked  with  profit, 
unless  in  connection  with  other  metals. 

Among  the  metamorphic  rocks,  especially  in  talcose  slates,  we  find  the  auriferous  veins  most  numerous 
as  well  as  most  productive.  And  although  the  veins  in  porphyries,  trap,  and  other  hypogene  rocks, 
usually  are  much  less  rich  in  metal  than  the  slates,  yet  the  veins  in  these  are  little  productive,  or  do 
not  contain  gold  at  all,  where  these  rocks  occupy  extensive  areas  without  intrusive  rocks  forced  up  be- 
tween or  around  them. 

These  •onclusions  are  sustained  by  the  fact  of  this  being  the  geological  structure  of  all  the  districts 
in  the  world  known  to  contain  gold,  under  circumstances  that  permit  it  to  be  extensively  availed  of  for 
the  uses  of  mankind. 

The  gold-bearing  veins  usually  consist  of  quartz,  of  a  texture  so  firm  and  hard  as  to  require  a  large 
expenditure  in  mining  it,  compared  with  the  value  of  the  metal  obtained ;  more  especially  when  it  is 
worked  to  considerable  depths  below  the  surface,  where  atmospheric  agents  have  not  impaired  the 
solidity  and  firmness  of  the  vein-stone. 

These,  like  all  true  veins,  are  generally  inclined  at  a  considerable  angle  from  the  plane  of  the  horizon, 
and  are  often  vertical,  or  nearly  so.  In  thickness  they  vary  considerably ;  the  same  vein  is  sometimes 
contracted  to  a  width  of  an  inch  or  less,  whilst  at  other  points  it  is  expanded  in  thickness  to  many  yards 
They  extend  downwards  to  greater  depths  than  the  miner  has  ever  reached. 

The  gold  occurs  sometimes  disseminated  throughout  portions  of  the  vein  in  minute  scales,  often  so 
small  as  to  be  invisible  to  the  naked  eye ;  then  again  it  is  found  in  scales,  plates,  or  amorphous  masses, 
varying  in  size  from  the  smallest  visible  dimensions  to  those  having  considerable  weight.  These  are 
sometimes  irregularly  distributed  throughout  the  vein-stone,  but  most  commonly  extend  within  parts  of 
the  vein,  or  upon  its  sides.  Small  crystals  of  gold  also  occur  in  the  cavities  of  the  vein-stone.  Iron 
pyrites  usually  accompanies  native  gold,  and  sometimes  also  copper  pyrites,  both  containing  some  gold 
disseminated  within  them,  and  not  chemically  combined. 

By  far  the  larger  proportion  of  gold  hitherto  has  been  procured  from  the  deposits  of  diluvium  and 
alluvium,  in  the  valleys  and  ravines  which  have  been  formed  in  those  regions  where  metallic  veing 
existed  prior  to  the  formation  of  such  valleys  and  ravines. 

The  gold  in  these  transported  deposits  (or  drift,  as  they  may  be  termed)  formerly  existed  in  those 
portions  of  the  veins  destroyed  by  the  operations  of  nature  producing  these  denudations,  and  which  often 
result  in  tlie  formation  of  glens,  ravines,  and  narrow  valleys.  This  destruction  and  re-formation  are 
incessantly  going  on ;  but  during  the  present  geological  period  with  less  energy  than  in  that  earlier  era 
called  the  drift  period  by  geologists.  Now,  as  then,  carbonic  acid  and  oxygen,  aided  by  heat  and  water, 
are  the  chief  agents  by  which  the  rocks  and  stony  matters  are  disintegrated.  The  currents  of  water  in 
hilly  and  mountainous  districts  have  usually  considerable  rates  of  descent,  so  as  readily  to  float  off  the 
more  finely-divided  portions  in  sand  and  mud,  as  well  as  to  remove  the  larger  gravel  and  boulders. 

The  only  substances  possessing  specific  gravities  too  great  to  be  moved  far  from  whence  they  were 
liberated,  are  the  heavier  metals  and  some  of  their  oxides.  The  weight  of  gold  is  such  that  it  is  rarely 
transported  far  from  the  veins.  It  is  true,  that  when  in  minute  scales  or  powder,  part  of  it  is  carried 
off  during  floods,  by  adhering  to  the  passing  sands,  but  it  is  rarely  deposited  in  available  quantities, 
except  in  close  proximity  to  the  veins  in  which  it  existed.        • 

Notwithstanding  the  apparently  large  quantity  of  gold  hitherto  procured  in  the  drift  matters,  from 
the  most  remote  periods,  we  may  safely  assume  that  it  bears  an  infinitely  small  proportion  to  what  yet 
remains  imprisoned  within  the  rocks  at  no  greater  distance  from  the  surface  than  has  already  been 
reached  by  the  industrious  miner  in  other  reseatches.  The  small  amount  of  space  occupied  by  the 
ravines  and  valleys  of  excavation  in  metalliferous  regions,  compared  with  that  remaining  below  and 
between  them,  clearly  proves  the  correctness  of  this  opinion.  But  those  who  found  hopes  of  wealth 
upon  gold  mining  should  not,  because  of  the  existence  of  these  vast  stores,  suppose  that  the  mining  of 
them  must  of  course  be  advantageous ;  on  the  contrary,  the  sad  experience  of  the  world  has  almost 
{ilways  shown  exactly  the  reverse. 

The  principal  cause  of  this  result  is  the  enormous  cost  of  blasting  and  removing  the  hard,  intractable 
vein-stone  which,  in  most  instances,  embraces  the  gold,  and  this,  too,  in  narrow,  confined  places  under 
pound.     Even  after  this  is  brought  out  of  the  mine  there  arc  additional  expenses  of  large  amount 
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incurred  in  machinery,  labor,  and  materials  for  reducing  it  to  powder,  and  separating  the  gold  with  the 
aid  of  mercury.  When  the  mine  is  pursued  to  a  considerable  distance  below  the  surface,  there  is  a 
heavy  additional  expense  incurred  in  keeping  it  free  from  water,  as  well  as  in  bringing  up  the  mined 
materials. 

After  all  this  is  done  the  miner  finds,  in  most  cases,  the  proportion  of  gold  is  too  small  to  pay  the 
expenses ;  and  yet  the  allurements  of  gold  mining  are  such  as  often  to  cause  the  parties  to  persist  until 
they  are  ruined,  whilst  tliey  are  each  day  expecting  a  brilliant  result. 

At  the  present  time  a  few  veins  are  said  to  be  worked  in  Virginia,  and  other  parts  of  the  gold  region 
of  our  Atlantic  slope,  with  reasonable  profit. 

In  Peru  and  Chili  gold  is  rarely  obtained  in  this  manner ;  indeed,  the  unproductiveness  of  the  aurif- 
erous veins  in  that  I'egion  has  given  rise  to  a  common  saying  there,  that  "  to  work  a  gold  mine  is  certain 
ruin ;"  and  they  add,  "  a  silver  mine  is  altogether  xmcertain,  whilst  a  copper  mine  is  certain  gain." 

In  Siberia  the  veins  are  rarely  worked  with  advantage,  and  almost  the  whole  amount  of  gold  ob- 
tained in  that  country  is  procured  from  the  drift. 

Nature,  in  the  latter  case,  does  the  mining,  leaving  it  for  man  to  separate  the  metal  mixed  with  and 
covered  by  the  sedimentary  matters.  As  these  deposits  are  of  moderate  thickness,  they  are  liable  to 
be  soon  exhaustetl  of  their  gold  when  extensively  worked.  This  has  frequently  occurred  where  the 
proportion  of  metal  was  enough  to  pay  the  cost  of  working,  as  in  Europe,  in  Asia,  (except  Siberia,)  and 
in  most  parts  of  South  America,  Mexico,  and  the  Atlantic  slope  of  the  United  States.  It  is  but  a  short 
time  since  the  Siberian  gold  attracted  attention,  and  being  very  extensively  deposited,  it  still  continues 
productive. 

Gold  has  been  collected  upon  the  western  slope  of  the  coast  range  of  mountains  in  Upper  California 
for  more  than  40  years ;  but  previous  to  the  spring  of  1848  it  was  not  known  to  exist  upon  the  Sierra 
Nevada.  The  numerous  false  representations  and  romances,  published  in  reference  to  the  gold  of  that 
region,  and  to  the  facility  of  gathering  it,  brings  to  mind  the  excitement  that  was  produced  more  than 
three  hundred  years  ago  by  the  abundance  of  gold  which  Pizarro  and  his  fellow-brigands  obtained  in 
their  marauding  expedition  to  Peru,  by  robbing  the  unofi"ending  natives. 

From  all  the  knowledge  we  can  gather  at  this  day,  it  would  appear  that  the  narrow  and  deep 
ravines  in  Upper  Peru  must  have  been  rich  in  gold,  and  yet  all  worth  working  out,  which  had  not  been 
collected  by  the  natives,  was  soon  exhausted  by  their  conquerors,  who  made  slaves  of  the  conquered, 
and  compelled  them  to  dig  and  wash  for  the  metal.  Much  of  it  had  been  collected  and  was  in 
possession  of  the  Incas  and  their  subjects,  as  may  be  inferred  from  the  statement  of  the  quantity 
offered  as  a  ransom  by  the  ill-used  captive  Inca,  Atalhuapa ;  which  was  to  fill  with  gold  the  room  in 
which  he  was  confined  to  a  mark  on  the  wall  as  high  as  a  man  could  reach.  In  a  very  short  time  his 
part  of  the  contract  was  nearly  completed,  when  his  cruel  captors  divided  the  spoils  and  put  the  Inca 
to  death.  When  melted  up  the  amount  was  found  to  be  equal  in  effective  value  to  about  nine  millions 
of  our  dollars.  With  all  this  apparent  abundance  of  gold  at  the  time  of  the  conquest,  tlie  supplies  im- 
ported into  Spain  soon  dwindled ;  and  but  for  the  discovery  of  certain  veins  extremely  rich  in  silver, 
the  importance  of  Peru  in  reference  to  the  precious  metals  would  have  declined  at  a  much  more  rapid 
rate  than  actually  happened. 

Pieces  of  gold  weighing  more  than  a  few  ounces  have  rarely  been  met  with  in  nature,  yet  some  of 
considerable  size  have  been  recorded.  The  largest  piece  hitherto  known  was  found  in  the  drift  near  La 
Paz,  in  Peru,  in  the  year  1730,  and  weighed  a  little  more  than  59  lbs.  Troy.  It  was  not  uniform  in 
composition,  and  the  different  parts  varied  in  the  proportion  of  gold  from  75  to  95'8  per  cent.  Next  in 
size  was  found  in  Sonora,  Mexico,  a  lump  weighing 486  lbs.  In  Siberia,  according  to  Humboldt,  pieces 
have  been  found  also  of  large  size ;  the  largest  weighed  27  lbs.,  and  is  in  the  Imperial  Museum.  Others 
were  found  weighing  as  follows :  26-25  lbs.,  16-64  lbs.,  20  lbs.,  1425  lbs.,  and  11  lbs.  Troy.  One  piece 
weighing  28  lbs.  was  found  in  1828  at  Reid's  mines,  Cabarras  county,  North  Carolina,  and  another  also 
weighing  13  lbs. 

It  was  often  asserted  in  newspapers  during  the  year  1849  that  large  masses  of  gold  had  been  picked 
up  in  California ;  28  pound  lumps  were  often  reported,  probably  because  one  of  that  weight  had  been 
found  elsewhere,  but  no  well-authenticated  weight  had  been  found  as  late  as  October,  1849,  exceeding 
81  oz.,  or  6-75  lbs.  Troy.  More  recently  the  newspapers  in  New  York  state  the  receipt  of  a  lump  in 
this  city,  weighing  13  lbs.  The  largest  yet  received  at  the  mint  of  the  United  States  is  the  one  above 
noticed,  weighing  6-75  lbs. 

The  similarity  in  geological  structure  of  the  chief  gold  regions  is  such  that  we  may  with  reasonable 
certainty  expect  its  occurrence  wherever  this  structure  exists;  or,  in  other  words,  wherever  there  are 
extensive  formations  of  talcose  slates,  accompanied  to  a  greater  or  less  extent  by  intrusive  rocks.  For 
instance,  Tyson,  more  than  twelve  years  since,  announced  in  the  Transactions  of  the  Maryland  Academy 
of  Science,  that  the  talcose  slates  of  Maryland  would  be  found  to  contain  gold ;  and  within  two  years 
past  it  has  been  found  in  Montgomery  county,  and  may  be  expected  in  the  other  counties  to  the  north- 
eastward. A  few  years  later,  Dana,  when  with  the  Exploring  Expedition  in  California  and  Oregon, 
noticed  that  the  formations  justified  the  expectation  of  the  existence  of  gold,  as  has  been  since 
realized.  The  principal  gold  region  begins  on  the  north,  just  about  the  southern  limit  of  Mr.  Dana's 
opportunities  of  observation,  because  the  party  travelled  along  the  Sacramento  valley  southward  of 
Mount  Shasty. 

It  lies  upon  the  western  slope  of  the  Sierra  Nevada,  which  is  a  plain  rising  from  the  eastern  edge  of 
the  Sacramento  valley  to  the  summit  of  the  Sierra,  with  an  elevation  of  about  8000  feet  in  from  50  to 
70  miles. 

The  chief  rivers,  rising  near  the  summit,  form  almost  torrents,  with  average  rates  of  descent,  of  from 
100  to  180  feet  to  the  mile.  The  deep  ravines  which  have  been  furrowed  out  by  the  flowing  waters 
have  others  opening  into  them,  which  have  also  their  affluents  so  numerous  that  the  whole  flank  is 
jvcrj'where  intersected  by  glens  and  ravines,  and  presents  the  appearance  of  being  composed  through 
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out  of  isolated  conical  peaks,  each  rising  higher  upon  approaching  the  summit  of  the  Sierra ;  above  the 
jrdinary  height  of  which  there  are  several  very  elevated  volcanic  peaks. 

This  flank  from  the  valley  upwards,  to  no  great  distance  from  the  summit,  is  composed  of  argillite, 
talcose,  chloritix,  and  hornblende  slates,  with  intrusive  masses  consisting  of  trap,  porphyry,  syenite, 
serpentine,  and  other  igneous  rocks,  which  liave  been  protruded  through  the  slates  in  many  places. 
This  constitutes  the  gold  region  (the  main  one)  of  California. 

The  outcrops  of  veins  of  quartz  are  very  numerous  throughout  the  district,  and  many  of  them,  with- 
out doubt,  contain  gold;  but  as  late  as  October,  1849,  none  had  been  fully  opened,  except  at  one  spot 
on  the  Maripoosa  river,  an  affluent  to  the  southern  part  of  the  San  Joaquin. 

It  is  from  the  abundance  of  the  fragments  of  quartz,  which  form  these  outcrops,  and  which  are  often 
spread  to  a  considerable  width  on  each  side  of  the  vein,  that  the  popular  notion  has  arisen  of  "  a  vast 
superstratum  of  quartz  rock,  containing  veins  of  gold,  resting  upon  a  substratum  of  talcose  slates,"  and 
which  has  nearly  supplanted  a  former  fancy  equally  incorrect ;  that  of  "  the  gold  having  been  scattered 
over  the  country  by  volcanic  action." 

The  rapidity  with  which  the  slate  rocks  are  disintegrated,  from  the  causes  before  noticed,  and  the 
finely  divided  state  into  which  they  are  resolved,  causes  them  to  be  carried  off  with  great  facihty  by 
the  annual  floods  even  in  the  present  day ;  but  during  the  greater  inundations  of  the  drift  periods  the 
scouring  out  of  ravines  must  have  been  much  more  rapidly  effected.  The  result,  however,  up  to  the 
present  time,  has  been  to  form  innumerable  ravines,  mostly  having  very  steep  declivities  and  of  every 
depth,  from  those  of  small  size  up  to  that  of  the  north  branch  of  the  American  river,  which  has  in  some 
places  worn  its  bed  down  at  least  3500  feet  below  the  adjacent  highlands. 

It  is  very  probable  that  the  rocks  which  once  existed  in  the  spaces  now  constituting  the  ravines,  and 
which  have  been  broken  up  and  removed  to  form  them,  formerly  made  up  at  least  one-tenth  of  the 
whole  mass  of  the  metalliferous  district,  within  1000  feet  of  the  surface  of  the  sloping  highlands. 

The  quartz  being  the  principal  vein-stone,  and  resisting  the  action  of  atmospheric  causes,  is  little  sub- 
ject to  disintegration.  It  is,  however,  liable  to  be  separated  into  fragments,  such  as  are  commonly 
known  as  flint-stones,  and  which  are  found  of  all  sizes  in  irregular  angular  fragments  on  and  near  the 
surface  of  the  ground,  wherever  veins  or  beds  of  this  stone  occur  in  the  rocks  beneath.  Examples  of 
these  are  common  in  most  parts  of  the  world,  and  are  familiar  to  every  one  in  the  region  between  the 
great  tertiary  and  cretaceous  district  of  the  Atlantic  slope  of  the  United  States,  and  the  eastern  limits 
of  the  mountains. 

Whilst  the  metamorphic  rocks  are  readily  crumbled  down  and  washed  oflf  by  the  waters,  but  few  of 
these  fragments  of  quartz  are  carried  off,  other  than  those  that  chance  to  fall  into  ravines,  through 
which  rapid  streams  of  water  flow ;  consequently,  they  continue  to  accumulate  and  extend  upon  the 
surface. 

This  great  amount  of  denudation  may  be  considered  practically,  a  natural  mining  operation  upon  a 
most  extensive  scale.  Nature  has  thus  liberated  the  gold  and  left  it  among  the  drift  in  the  ravines  and 
small  valleys.  The  metal  most  abounds  in  the  inferior  parts  of  the  drift,  for  the  reason  that  during 
former  periods  of  greater  inundations  every  thing  of  greater  specific  gravity  than  the  heavier  metals 
was  driven  through  and  out  of  these  ravines  by  the  force  of  the  waters.  As  the  strength  of  these 
floods  became  less  the  larger  boulders  were  left,  and  finally  those  of  smaller  size  and  gravel  and 
sand. 

It  was  conjectured  by  many  who  have  not  attended  to  geological  pursuits,  that  this  metal,  whose 
weight  is  so  many  times  heavier  than  water,  or  even  stony  substances,  had  been  washed  from  an 
Eldorado  at  the  summit  of  the  Sierra  Nevada ;  and  many  a  gold-seeker  searched  as  diligently  for  this 
fancied  spot  as  did  the  Spaniards  in  Peru,  who  thought  300  years  ago  it  was  near  the  summit  of  the 
Andes.  The  weight  of  gold  is  such  that  whilst  its  gravitating  force  lends  aid  to  the  waters  in  forcing  it 
down  the  steep  hill-sides  into  the  ravines,  it  is  amply  sufficient  to  resist  all  currents  which  ever  prevail 
along  them.  This  conclusion  is  fully  confirmed  by  not  finding  gold,  of  any  moment,  in  the  drift,  out  of 
the  regions  in  which  the  auriferous  veins  occur,  or  at  a  distance  from  them.  Such  is  the  fact  on  the 
affluents  to  the  Sacramento  and  San  Joaquin  rivers  from  the  Sierra  Nevada ;  corresponding  also  with 
what  has  been  observed  in  every  other  gold  region  in  the  world.  It  is,  however,  possible  that  the  pul- 
verized portions  of  the  metal  were  carried  away  to  a  small  extent,  adhering  to  the  passmg  sands,  as 
before  said. 

An  impression  seems  to  prevail  in  this  country  that  the  drift  in  which  the  gold  of  California  is  found 
is  mainly  sand,  but  this  is  rarely  the  case  in  CaUfornia  or  elsewhere,  except,  perhaps,  with  the  minute 
scales  from  Africa,  called  gold-dust,  which  name  is  most  inappropriately  applied  by  many  to  the  scales 
and  small  pieces  from  CaUfornia ;  where  the  drift  of  the  gold  region  mainly  consists  of  gravel  and 
coarse  sand,  filling  the  interstices  between  boulders,  many  of  which  are  of  large  size.  The  beds  of 
the  ravines  are  usually  very  narrow,  and  the  drift  resting  upon  them  is  from  2  or  3  to  16  feet  deep. 
In  some  places  the  bottom  of  a  ravine  expands  in  width,  and  the  lessened  velocity  of  the  waters  over 
these  during  high  freshets  permits  the  deposit  of  sand,  but  these  do  not  usually  contain  so  large  a  pro- 
portion of  gold  as  an  equal  area  of  the  bed  of  the  narrow  ravines. 

The  seemingly  large  amount  of  gold  obtained  in  some  of  the  ravines  in  California  is  to  be  attributed 
to  many  causes,  that  may  be  briefly  noticed. 

1.  The  main  gold  region  extends  along  the  western  flank  of  the  Sierra  Nevada  a  distance  exceeding 
500  miles,  with  a  mean  width  of  perhaps  35  miles.  There  is  reason  to  believe  that  scarcely  any  ravine 
of  importance  within  this  extent  has  escaped  the  probing  operations  of  the  gold-seekers.  It  was,  how- 
ever, chiefly  upon  the  portion  between  the  parallels  of  36°  and  40°,  that  the  great  army  of  operators 
spread  themselves  during  the  year  1849.  The  area  of  this  portion  of  the  district  is  nearly  10,000  square 
miles,  and  it  is  believed  that  within  it  the  drift  has  been  probed  to  the  bottom  almost  everywhere  upon 
the  beds  of  the  ravines  in  search  of  rich  diggings.  The  gold-digger  is  very  rarely  satisfied  at  any  spot, 
and  is  almost  incessantly  changing  his  location  and  digging  holes  in  hopes  of  finding  one  of  the  rich 
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Bpots  that  are  often  reported,  but  rarely  found.  By  this  means  the  best  places  for  working  are  soon 
found,  and  their  treasures  rapidly  exhausted. 

2.  The  existence  of  the  gold  was  first  ascertained  in  February,  1848;  and  the  official  letter  of  Gov 
Mason  stated  tiie  number  working  in  July  of  that  year  amounted  to  4000.  In  the  year  following  an 
immigration  amounting  to  100,000  persons  took  place ;  and  as  the  larger  portion  could  find  no  other 
means  of  supjjort,  they  were  compelled  to  occupy  themselves  at  the  gold-diggings.  It  is  olear,  there- 
fore, that  the  operatives  in  this  way  within  the  first  two  years  greatly  exceeded  the  numbers  that  evei 
flocked  to  any  other  auriferous  district  before  known,  in  so  short  a  period. 

.3.  The  gold  liberated  from  the  veins  by  the  natural  causes  before  noticed,  has  readily  found  its  way 
into  the  beds  of  the  ravines.  Their  declivities  are  usually  very  steep,  and  they  are  narrow,  especially 
those  of  great  length,  and  through  which  large  bodies  of  water  flow  during  the  seasons  of  rains  and 
melting  snows.  Tlie  gold  that  formerly  existed  in  the  veins,  Avithin  the  space  now  occupied  by  these 
ravines,  has  been  left  under  and  beside  the  streams  which  ilow  perennially  through  some  of  them,  and 
during  part  of  the  year  through  others. 

It  is  appaiont  almost,  but  might  be  shown  by  calculation,  that  amounts  greatly  larger  than  seem  to 
iiave  been  procured  from  the  drift  of  any  of  these  rr.vines,  might  have  been  deposited  without  there 
having  been  a  single  vein  containing  a  workable  proportion  of  metal.  A  considerable  quantity,  it  is 
true,  has  been  gathered  from  some  localities,  but  upon  calculating  the  solid  contents  of  a  vein  which 
once  extendetl  across  any  of  those  enormous  ravines,  we  shall  learn  how  small  an  average  proportion 
of  gold  in  the  vein-stone  may  leave  a  large  deposit  of  metal.  Take,  as  one  of  medium  size  in  that 
region,  a  ravine  of  1000  feet  deep,  and  whose  acclivities  are  30°,  and  we  shall  find,  if  we  assume  the 
vein  to  harve  been  only  one  yard  thick,  the  destroyed  portion  would  equal  nearly  200,000  cubic  yards, 
weighing  more  than  4500  pounds  per  cubic  yard.  If  it  contained,  at  a  mean,  gold  to  the  value  of  one 
cent  only  in  a  pound  of  the  vein-stone,  this  single  vein  should  have  left  near  it  in  this  one  ravine,  gold  to 
the  value  of  nine  millions  of  dollars.  And  yet  auriferous  veins  are  very  numerous  in  that  region,  so 
that  gold  occurs  in  the  drift  of  almost  every  one  of  the  ravines,  which  everywhere  intersect  the  district. 

From  what  has  now  been  said,  it  is  manifest  that  the  circumstances  under  which  the  gold  in  the  drift 
was  found  in  these  gorges  and  ravines,  have  allowed  it.  to  be  collected  more  readily  than  if  it  had  been 
mixed  with  the  sedimentary  deposits  of  wide  valleys,  where  the  proportion  of  gold  must  always  be 
small.  The  sudden  occupation  of  them  by  a  vast  crowd  of  operators  might  have  been  expected  to  pro- 
duce a  large  amount  in  the  aggregate ;  but  to  the  parties  themselves  it  has  been  far  less  than  they 
were  led  to  expect,  from  the  many  false  statements  which  have  been  continually  published.  The 
results  in  Peru  and  Chili,  where  the  gold  occurred  under  circumstances  closely  resembling  those  in 
California,  must  be  expected  in  the  latter  country,  and  within  a  much  shorter  period. 

The  present  irregular  and  unartistical  mode  of  operating  in  California  must,  in  a  great  measure,  soon 
cease  of  necessity.  But  upon  a  reduction  of  the  price  of  labor  in  that  country,  systematic  modes  of 
procuring  the  gold  will  be  practised  by  skilful  persons,  under  whose  directions  these  deposits  will  be 
worked  over  again,  yielding  perhaps  more  gold  than  was  obtained  at  first. 

The  mode  of  calculation  we  have  given  demonstrates  the  absurdity  of  the  statements  so  widely  cir- 
culated of  the  existence  of  vast  "  rock  formations  of  quartz  containing  gold  to  the  value  of  $2  50  to 
§3  00  per  pound  of  the  r<">ck,"  as  this  vein-stone  has  been  improperly  termed.  It  is  quite  possible  thai 
single  specimens  may  have  yielded  these  proportions,  but  such  isolated  instances  should  not  be  con 
sidered  as  representing  an  average  productiveness  of  a  vein,  which  cannot  be  ascertained  until  aftei 
working  it  to  a  considerable  extent.  They  vary  greatly  in  their  course,  so  that  a  vein  must  either  ba 
worked  for  many  years  from  one  point,  or  in  numerous  places,  before  any  one  can  safely  or  prudently 
state  its  average  yield. 

A  vein  has  been  opened  on  the  Maripoosa  river,  an  affluent  to  the  San  Joaquin,  which  is  said,  from 
good  authority,  to  present  better  prospects  than  usual. 

In  Brazil  native  gold  is  obtained  in  moderate  amount  from  a  recently  formed  conglomerate,  called 
there  Coscalho,  in  which  diamonds  also  occur. 

Chili  and^Peru  have  been  already  referred  to.  Ecuador  and  New  Grenada  contain  also  portions  of 
the  extensive  gold  region  of  the  Andes. 

Nearly  all  the  principal  mining  districts  of  the  world  occasionally  produce  .gold  in  some  proportion, 
(usuall}'^  very  small,)  whilst  being  worked  for  silver,  copper,  lead,  and  other  metals. 

In  Hungary  and  Transylvania  a  considerable  amount  is  obtained ;  and  it  is  in  the  latter  country  that 
the  tellurets  of  gold  occur,  which  were  noticed  among  the  ores  of  gold.  It  also  exists  in  connection 
with  silver  and  copper  in  many  of  the  mines  of  Mexico  and  South  America.  The  mines  of  Saxony,  and 
of  the  Hartz  mountains,  produce  a  small  quantity  of  this  metal.  It  also  occurs  as  native  gold  at  Wick- 
low,  in  Ireland,  and  in  minute  proportion  in  the  lead  ores  of  North  Wales.  Spain  was  celebrated  for  its 
gold  mines  of  former  days,  but  produces  a  very  little  at  present.  Recently  a  gold  region  has  been 
discovered  in  Australia,  which  is  represented  in  accounts  from  that  country  to  be  promising.  In  the 
old-settled  countries  of  Southern  Asia  and  its  larger  islands,  gold  Avas  procured  in  remote  ages.  They 
produce  very  little  in  the  present  day. 

,  A  vein  of  quartz  with  gold  was  mined  in  France  some  years,  in  the  valley  of  Oysans,  but  finally 
abandoned,  because  of  its  poverty.  Gold  is  occasionally  collected  in  the  eastern  part  of  that  country, 
near  a  few  streams. 

Piedmont  contains  gold  mines,  some  of  which  are  still  worked.  Veins  containing  aiuiferous  sul- 
pniiret  of  iron  are  worked  at  Macuguana,  near  Monte  Rosa. 

More  than  20  years  ago  quite  a  gold  fever  was  produced  in  the  United  States  by  the  finding  of  this 
metal  in  the  northwestern  part  of  Georgia.  It  was  traced  in  a  northeasterly  direction  into  South  and 
North  Carolina,  and  finally  through  Virginia  into  Maryland.  The  ravines  being  of  moderate  dimensions 
it  did  not  require  a  long  time  to  exhaust  the  most  productive,  and  the  veins  are  not  extensively 
worked. 
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The  geological  structure  of  this  gold  region  of  the  Atlantic  slope  is  similar,  in  great  measure,  to  thai 
of  California  and  otlier  districts  producing  gold.  Talcose  slates  are  the  prevailing  rocks  whicli,  where 
they  extend  into  Maryland  and  Pennsylvania,  are  less  interrupted  by  mtrusive  rocks,  and  as  far  as 
appears  are  less  metalliferous  than  those  southwestward 

In  addition  to  the  large  pieces  before  noticed,  that  were  found  in  this  region,  many  others  of  smaller 
size  have  also  been  jJrocured  from  the  sedimentary  deposits.  At  this  time  it  is  impossible  to  form  a 
correct  opinion  as  to  which  of  the  two  districts  contain  the  richest  veins,  notwithstanding  all  that  has 
been  said  of  California,  where  ravines  have  been  scoured  out  to  an  enormous  depth.  Tliose  in  the 
Atlantic  gold  region  bear  but  small  proportion  in  size  to  the  former.  It  is  therefore  quite  possible  tliat 
those  of  California  may  have  received  their  supply  of  gold  from  veins  not  richer  in  metal  than  those  of 
our  Southern  States.  It  is  very  probable  that  the  average  depth  of  the  ravines  in  the  main  gold  region 
in  California  is  ten  times  greater  than  those  in  the  Atlantic  district,  and  if  so,  should  contain  a  quantity 
of  gold  in  tlie  same  proportion,  provided  the,  veins  be  equally  rich  in  each  case.  This  mode  of  investi- 
gating the  industrial  importance  of  gold  regions  should  not  be  overlooked  by  those  interested  in  the 
Bubject. 

It  has  been  recently  announced  that  gold  has  been  discovered  in  the  talcose  slates  of  Pennsylvania, 
and  a  few  years  since  it  was  found  in  Canada. 

The  list  of  localities  might  be  much  extended,  but  those  already  given  are  sufBcient  to  illustrate  our 
former  observation  in  reference  to  the  extensive  distribution  of  gold  upon  the  earth. 

Extraction,  separation,  and  assaying  of  gold. — When  gold  occurs  native  in  sedimentary  dejKJsits, 
whose  component  parts  are  not  held  together  by  a  cement,  as  in  the  cascalho  of  Brazil,  there  is  required 
at  first  but  a  small  outlay  of  capital  for  collecting  it,  and  the  fact  that  individuals  can  operate  inde- 

!)endently  of  each  other,  has  usually  caused  a  great  rush  of  gold-seekers  to  every  newly  discovered 
ocality  of  this  kind.  These  busy  themselves  in  hunting  out  and  digging  holes  in  the  drift  to  find  rich 
places,  which  are  first  worked,  and  at  last  these  independent  operators  abandon  the  half-worked  and 
the  poorer  spots,  to  such  as  apply  science,  skill,  and  combinations  of  labor  and  machinery,  enabling  them 
to  obtain  the  metal  from  deposits  too  poor  to  reward  the  others.  Such  has  been  the  case  elsewhere, 
and  similar  results  must  necessarily  follow  in  California  at  no  distant  peiiod. 

The  most  simple  means  used  for  separating  gold  from  the  drift  matters,  after  they  have  been  dug  up, 
is  to  pick  out  the  boulders  and  larger  gravel,  and  wash  the  remaining  gravel  and  sand  with  water  in 
a  suitable  pan  or  vessel.  The  pan  in  most  common  use  is  of  thick  tin-plate,  about  fifteen  inches  in 
diameter  at  the  top,  and  four  inches  deep,  with  sides  incluied  about  30°  from  the  perpendicular.  About 
one  quart  of  the  materials  is  taken  at  a  time,  with  a  suitable  proportion  of  water ;  and  a  rotatory  motion 
is  given  to  the  pan  sufiicient  to  throw  out  the  sand,  whilst  the  gold  remains  in  it,  water  being  added 
from  time  to  time.  If  any  gravel  remain  in  the  pan,  it  is  picked  out.  The  gold  remaining  is  usually 
mixed  with  ferruginous  grains,  and  is  collected  and  dried.  A  very  common  mode  of  separating  the  gold 
from  these  grains  is,  by  blowing  the  latter  out  after  being  dried,  which  occasions  a  considerable  loss  in 
the  minute  scales  of  gold.  When,  as  is  often  the  case,  these  grains  consist  of  magnetic  oxide  of  iron, 
they  may  all  be  gotten  rid  of ;  but  when,  as  sometimes  happens,  the  specular  oxide  or  chromiferous  iron 
are  present,  they  cannot  be  removed  in  this  way,  because  the  magnet  does  not  attract  either  of  them. 
The  pan,  in  skilful  hands,  is  convenient  for  the  more  locomotive  part  of  the  gold-diggers,  or  those  who 
work  alone.  These  often  also  make  use  of  small  cradles  or  rockers,  whicli  can  be  transported  upon 
mules  or  horses. 

The  simplest  form  of  the  rocker  is  a  quadrangular  box,  open  at  the  top,  and  from  tliree  to  eight,  or 
even  ten,  feet  long,  and  ten  to  eighteen  inches  wide  as  well  as  high.  At  one  end,  which  is  slightly  ele- 
vated, there  is  a  coarse  sieve  placed  at  the  top  to  separate  the  gravel.  Several  small  strips  of  wood 
or  iron  are  nailed  across  the  bottom  to  check  the  too  rapid  motion  of  the  solid  matter  towards  the  lower 
end  of  the  machine,  so  as  to  permit  all  the  fine  scales  of  gold  to  subside. 

In  using  the  rocker,  the  materials  to  be  washed  are  thrown  on  the  sieve,  and  water  supplied  by  hand 
or  otherwise.  A  rapid  rocking  motion  is  now  given,  and  the  water  escaping  at  the  lower  end  carries 
off  the  sand  and  earth,  leaving  the  gold  in  the  rocker  with  the  ferruginous  grains.  Tli«se  ordinary 
rockers  can  hardly  be  considered  an  improvement  upon  the  pan-washing ;  and,  in  fact,  any  mode  is 
defective  in  which  mercurg  is  not  used  to  separate  the  ferruginous  grains  without  loss  of  the  precious 
metal.  This  may  be  used  in  any  rocker  made  of  or  lined  witb  iron  in  such  manner  as  completely  to 
prevent  the  escape  of  the  mercury. 

The  rocker  in  common  use  at  the  gold  mines  in  Virginia  is  the  only  one  that  seems  completely  adapted 
to  the  purpose,  and  is  equally  well  suited  for  operating  upon  gold  in  sand  and  gravel,  or  upon  vein-stones 
reduced  sufficiently  fine  for  washing  and  amalgamating.  It  is  made  of  large  size,  and  effectually  pre- 
vents all  loss  of  either  gold  or  mercury.  The  sieves  are  of  cast-iron,  with  holes  of  iii-oiaer  size.  This 
machine  has  been  introduced  into  California,  and  found  very  effective. 

The  subjoined  drawings  represent  tlie  improved 
rocker. 

Fig.  2 IT 2  is  a  perspective  view. 

Fig.  2173  is  a  longitudinal  section  through  the 
axis  of  the  machine. 

Fig.  2114  shows  a  cross  section  at  h  k. 

a.  Ribs  of  strong  oak,  about  two  inches  square. 

d.  Staves  screwed  to  the  ribs,  so  as  (with  the 
ends)  to  form  a  tight  box,  with  a  semi-cylindrical 
bottom. 

c.  Cast-iron  supports,  upon  which  the  box  rests. 

a',  Cast-iron  plates  secured  by  spikes  or  screw-bolts  to  the  two  pieces  of  timber  g.  There  are 
elliptical  holes  in  these  plates,  bevelled  on  the  upper  surface,  so  as  to  receive  the  lower  termina. 
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pieces  of  the  supports  c,  and  permits  a  rocking  motion  to  be  given  to  the  machine  by  raising  and  depress' 
aig  the  handle  i,  which  fits  into  the  socket  h. 

I,  A  perforated  plate  of  cast-iron,  with  holes  one-half  or  three-quarters  of  an  inch  in'  diameter,  so  as 
to  permit  the  passage  of  sand  and  small  gravel  The  retained  gravel  and  stones  are  thrown  out  after 
each  charge  has  been  washed.  To  facilitate  this,  a  gate  is  placed  at  m,  which  may  be  attached  by 
means  of  hinges,  or  may  slide  in  grooves  at  the  sides. 

■  k,  A  partition  reaching  from  the  top  of  the  box  to  a  little  below  the  perforated  plate  I.  Its  use  is  to 
prevent  the  escape  of  the  water  and  oartliy  matters,  which  are  thrown  on  the  sieve  or  perforated  plate. 
The  machine  is  then  briskly  rocked,  by  alternately  raising  and  depressing  the  handle  i,  until  the  water, 
which  is  constantly  supj)lied,  passes  through  the  small  opening  o,  clear,  or  nearly  so. 

The  small  openings  shown  in  Fig.  2173  in  the  bottom  of  tlie  box  are  closed  with  plugs,  whilst  {he 
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operation  is  going  on,  and  when  the  gold  (or  amalgam,  if  mercury  be  used)  is  to  be  taken  out,  the  pluga 
may  be  cautiously  drawn  out,  so  as  to  permit  the  water  between  the  ribs  to  escape  without  losing  the 
precious  metal. 

The  box  may  be  of  wood,  but  for  permanent  locations,  it  should  be  constructed  of  very  thick  sheet- 
iron,  or,  rather,  thin  boiler-plate. 

Xative  gold  in  veins  of  quartz  is  usually  more  or  less  mixed  with  iron  pyrites,  ^nd.  sometimes  with 
pyritous  copper.  The  ore,  after  being  picked  over  by  hand,  is  reduced  to  a  coarse  powder  in  a  stamping, 
or  other  mill,  and  agitated  in  a  rocker  with  mercury,  whilst  the  earthy  matters  are*^vashed  off  with 
water.  In  the  north  of  Italy,  principally  at  Macugnagna  and  Vinzone,  there  are  many  factories  for  the 
separation  of  gold  from  an  auriferous  pyrites.  The  pyrites  is  crushed  in  horizontal  mills  to  the  size  of 
a  pea,  and  then  ground  with  mercury  and  water  for  twenty -foui*  hours.  These  ores  contain  only  from 
0-00001  to  0-p005  of  gold. 

In  all  cases  where  mercury  is  used  in  separating  the  gold  from  impurities,  the  amalgam  should  be 
pressed  in  a  chamois  skin  or  buckskin,  which  separates  a  portion  of  the  mercury.  What  remains  in 
the  skin  is  distilled  in  an  iron  retort  and  the  mercury  condensed  in  a  receiver.  The  gold  is  left  as  a 
spongy  mass,  which  is  melted  to  drive  off  any  minute  portion  of  mercury  that  may  have  remained  after 
distillation.     If  silver  be  present  in  the  ore,  it  will  be  found  alloyed  with  the  gold. 

It  is  unnecessary  to  describe  in  this  article  the  processes  for  separating  gold  contained  in  the  various 
silver  ores  which  are  principally  worked  for  that  metal.  In  these  the  gold  is  obtained  alloyed  with  silver 
and  other  metals  ;  and  the  means  of  effecting  it  will  be  described  at  length  in  the  article  Silvee  (q.  v.); 
under  which  also  the  means  of  separating  gold  from  galena  will  be  noticed,  because  it  is  similar  precisely 
to  those  made  use  of  in  operating  upon  argentiferous  galena.     In  fact,  silver  always  exists  in  these  ores. 

Upon  this  branch  of  the  subject  it  remains  to  treat  of  the  means  of  determining  the  presence  of  gold 
as  it  occurs  in  nature,  and  in  what  proportion  to  the  accompanying  foreign  matters.  There  are  numer- 
ous ways  of  effecting  this  ;  but  we  shall  only  notice  one  very  simple  method,  which,  at  the  same  time, 
gives  the  most  accurate  results. 

This  is  by  the  use  of  a  glass  tube,  about  one  foot  long,  closed  at  one  end,  and  whose  internal  diaraetei; 
is  three-fourths  or  seven-eighths  of  an  inch,  not  too  large  to  be  stopped  with  the  thumb.  This  may  be 
jvbout  one-half  or  one-third  filled  with  the  auriferous  sand  or  powdered  vein-stone,  and  a  few  grains  of 
mercury,  and  a  little  water  added  ;  after  which  the  tube  is  to  be  well  shaken  for  some  time,  so  that  all 
the  gold  may  be  dissolved  by  the  mercur3%  "Water  is  then  repeatedly  poured  in  and  out,  whilst  the 
tube  is  inclined  and  gently  shaken,  in  order  to  get  rid  of  the  sand.  The  gold,  if  any  be  present,  will 
have  formed  an'  amalgam  with  the  mercury ;  the  latter  may  be  driven  off  by  heating  over  the  fire  in 
an  iron  spoon,  or  any  other  convenient  iron  utensil. 

In  assaying  an  auriferous  pyrites  in  this  manner,  more  accurate  results  are  obtained  if  the  pyrites  be 
previously  roasted  and  reduced  to  a  fine  powder,  although  most  of  the  gold  may  be  obtained  without 
the  roasting. 

These  tubes  may  be  graduated  so  as  to  show  the  proportion  to  the  bushel,  or  any  other  measure, 
they  will  contain  when  filled  to  a  proper  height.  One  whose  internal  diameter  is  'SOS  of  an  inch  (rather 
more  than  \^  of  an  inch)  would  contain  ^A_  of  a  bushel  when  filled  with  material  to  the  height  of  six  inches 
Two  such  tubes,  with  a  very  small  u-on  bottle  containing  mercury  and  a  small  delicate  spring-balance  of 
little  cost,  and  to  weigh  not  more  than  three  to  five  grains,  may  be  secured  in  a  wooden  case,  and  furnish  a 
very  portable,  convenient,  and  accurate  means  of  determining  the  proportion  of  gold  in  sedimentary 
deposits  or  in  vein-stones,  if  the  means  of  powdering  the  latter  be  accessible. 

The  separation  of  gold  and  silver  from  other  metals  will  be  more  fully  treated  of  under  the  head  ol 
Silver;  but  we  shall  indicate  briefly  in  this  place  the  most  efficient  and  accurate  means  of  separating 
gold  from  native  alloys,  as  well  as  those  artificial  compounds  usually  met  with. 

Goldsmiths  and  other  artists,  in  order  to  purify  their  filings  and  other  matters  containing  gold  alloyed 
r  mixed  therewith,  frequently  do  nothing  more  than  melt  it  in  contact  with  nitrate  of  potash,  (saltpetre  ;) 

A  when  it  is  desired  to  bring  the  gold  nearly  to  purity,  it  is  fused  in  a  crucible,  and  then  from  two  t« 
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four  parts  sulphuret  of  antimony  (the  lupus  metallorutn)  c/radualli/  added.  Sometimes  it  is  necessary 
to  fuse  the  gold  several  times,  in  order  to  separate  all  other  metals  completely.  Even  silver  may  he 
thus  separated  from  gold.  But,  to  get  rid  of  the  antimony,  it  must  now  be  fused  with  nitrate  of  potash, 
which  completely  separates  it.  Although  we  can  thus  procure  gold  in  a  very  pure  state,  there  is  apt 
to  be  a  little  loss ;  and  if  silver  be  present  with  other  metals,  it  is  an  expensive  process  to  recover  the 
silver  from  the  mixed  sulphurets  which  are  formed. 

The  separation  of  gold  from  silver  is  completely  effected  either  by  means  of  pure  nitric  acid  or  nitro- 
muriatic  acid,  according  to  the  relative  proportions  of  these  metals  in  the  alloy.  If  the  metal  contains 
less  than  fifteen  per  cent,  of  silver,  all  the  gold  may  be  obtained  in  solution  as  chloride  of  gold.  When 
the  proportion  of  silver  exceeds  80  per  cent.,  all  the  silver  may  be  dissolved  out  by  nitric  acid,  leaving 
the  gold  unacted  upon ;  its  quantity  may  then  be  determined  by  weighing.  If  however,  great  accuracy 
be  desired,  it  should  be  dissolved  in  nitromuriatic  acid,  and  to  the  neutral  solution,  protosulphate  of  iron 
added,  which  will  precipitate  the  gold  in  a  state  of  purity. 

Alloys  of  gold,  containing  between  fifteen  and  eighty  per  cent,  of  silver,  should  be  fused  with  three 
times  then*  weight  of  lead,  and  the  fused  mass  treated  with  nitric  acid  in  sufficient  quantity  to  dissolve 
out  all  the  metals  likely  to  be  present,  except  the  gold.  This  fusion  may  be  effected  readily  in  a 
porcelain  crucible  over  an  Argand  spirit-lamp.  If,  however,  platinum  be  present,  there  should  be  added 
to  the  solution  of  gold  in  nitromuriatic  acid,  chloride  of  potassium,  which  will  precipitate  the  platinum 
as  a  double  chloride.  The  gold  may  then  be  precipitated  by  protosulphate  of  iron  in  a  state  of  purity 
as  before  directed. 

Jewellers  often  judge  approximative  of  the  proportion  of  alloy  in  gold,  by  means  of  the  touchstone. 
Stones  of  several  kinds  are  used  for  this  purpose,  but  pieces  of  polished  trap  or  basalt  are  preferred. 

A  number  of  small  bars  or  needles  (not  less  than  ten)  are  prepared  of  gold,  having  known  proportions 
of  alloy.  A  mark  or  trace  is  made  upon  the  surface  of  the  stone  with  a  piece  of  gold  for  assay ;  upon 
this  trace  a  drop  of  nitric  acid  is  placed ;  the  same  is  done  with  the  try-needles  successively.  The  pro- 
portion of  gold  is  inferred  to  be  the  same  as  in  that  needle  whoso  trace  on  the  stone  is  similarly  affected 
by  nitric  acid. 

Those  who  are  skilled  in  the  use  of  the  blowpipe  can  readily  detect  with  it  the  most  minute  propor- 
tions of  gold,  silver,  and  other  metals  in  ores  or  alloys ;  and  in  the  cases  of  gold,  silver,  and  copper 
even  the  per  centage  of  the  metal  may  be  ascertained  with  considerable  accuracy,  although  the  quantity 
operated  upon  does  not  exceed  one  grain. 

The  method  of  using  this  important  instrument,  and  applying  it  to  the  detection  of  metals,  will  be 
given  under  the  title  of  Metallukgy,  (q.  v.) 

It  is  common  to  express  the  proportion  of  gold  in  an  alloy  by  the  words  fineness.  Tlius,  in  the  lan- 
guage of  assay ers,  when  they  say  18  carats  fine,  or  750  thousands  fine,  they  mean  that  19  parts  out  of 
24,  or  "750  in  1000,  consist  of  pure  gold.  The  method  of  stating  the  fineness  of  gold  by  carats  has  been 
discarded  at  the  Mint  of  the  United  States,  and  at  some  of  those  in  Europe. 

The  subjoined  table  gives  the  equivalents  of  carats  in  decimal  parts,  unity  being  twenty-four  carats : 


Carats. 

Decimals. 

Carats. 

Decimals. 

Carats. 

Decimals. 

1 

0-042 

9 

0-375 

17 

0-707 

2 

0  083 

10 

.      0-417 

18 

0-750 

3 

0-125 

11 

0-459 

19 

0-792 

4 

0-167 

12 

0-500 

20 

0-833 

5 

0-208 

13 

0-542 

i       21 

0-875 

6 

0-250 

14 

0-583 

22 

0-917 

7 

0-292 

15 

0-625 

23 

0-958 
1-000        p 

8 

0-333 

16 

0-666 

24 

Uses  of  gold. — The  use  of  gold  in  coin,  and  the  various  applications  of  it  to  ornamental  and  useful 
purposes  in  the  arts  and  in  domestic  economy,  will  come  in  necessarily  under  appropriate  titles.  Here  will 
be  noticed  only  its  medicinal  employment. 

Preparations  of  this  metal  have  been  used  in  medicine  for  a  long  time,  and  were  thought  more  efii- 
cacious  in  former  times  than  in  the  present  day,  when  mercury  seems  in  great  measure  to  have  sup- 
planted its  use.  Occasionally,  however,  it  is  revived  upon  the  publication  of  new  experiments.  It  is 
yet  retained  in  pharmacopoeias,  but  is  little  regarded  by  the  medical  profession.  The  compounds  of  this 
metal  used  in  medicine  are  the  following : 

Chloride  of  gold,  in  doses  of    y'^  to  -^^  of  a  grain. 
Iodide        «  "  tV^OtV 

Cyanide     "  "  j^  to  -J^         " 

Oxide         "  "  i  to  I     grain. 

Purple  powder  of  cassius        —s  ^°  tV  ^^  ^  grain. 
Metallic  gold  in  powder,  precipitated  by  protosulphate  of  iron,  ^  to  1  grain. 

All  the  above,  except  the  oxide  and  metallic  gold,  are  poisonous  if  several  grains  be  administered  at 
a  dose.  The  Homoeopathic  physicians  also  use  preparations  of  gold  in  the  infinitely  small  doses  pre- 
scribed by  their  system. 

Annual  supplies  of  gold. — Professor  Anstcd,  of  London,  made,  in  1848  an  estimate  of  the  supplies 
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of  this  metal  from  all  sources,  at  the  beginning  of  this  century,  which  appears  quite  reliable,  and  -which 
reduced  from  pounds  sterling  to  dollars,  is  presented  in  nearest  round  numbers  as  follows.  Of  course 
minute  accuracy  cannot  be  expected  in  such  a  table. 

Dollars. 

Europe 900,000 

Northern  Asia 370,000 

Mexico 1,200,000 

New  Grenada 3,250,000 

Peru 630,000 

Potosi  and  provinces  east  of  the  Andes,  excluding  Brazil 350,000 

Chili 2,000,000 

Brazil 4,750,000 

Total 13,350,000 

The  same  authority  has  furnislied  the  following,  showing  the  anticipated  supply  in  1849. 

Dollars. 

Europe,  excluding  Russia 968,000 

Siberia 19,360,000 

Asia,  excluding  Siberia 2,420,000 

Africa  1,936,000 

North  America 968,000 

South  America 5,808,000 

Total 31,460,000 

The  actual  supply  probably  exceeds  this  estimate ;  for  the  amount  from  California  before  the  close 
of  that  year  is  not  included. 

It  will  be  noticed  that,  in  less  than  fifty  years,  the  aimual  supply  from  America  fell  off  about  27  per 
cent.  There  has  been  an  increase  m  Europe,  and  a  considerable  trade  in  gold  from  Africa,  which  had 
ceased  to  export  this  metal  fifty  years  since.  Notwithstanding  the  falling  off  from  South  America,  the 
aggregate  supply  had  increased  nearly  two  hundred  and  forty  per  cent.,  mainly  owing  to  the  product  of 
gold-washing  in  the  Ural  and  in  Siberia.  The  supplies  from  this  source  began,  for  the  Ural,  in  1819, 
when  gold  to  the  value  of  437,000  dollars  was  produced,  and  they  have  steadily  increased  to  the  pres- 
ent time,  when  it  may  be  estimated  at  little  short  of  twenty  millions  of  dollars.  The  average  from  the 
Russian  possessions  for  28  years  to  1846  inclusive,  is  5,540,000  dollars,  but  the  product  of  the  year 
1846  was  greater  than  the  whole  amount  for  the  10  years  from  its  beginning  in  1819  to  1829,  (the 
epoch  of  the  discovery  in  Siberia,)  viz.  18,702,750  dollars. 

Statement  of  Gold  of  Domestic  prodiliftion,  deposited  at  the  Mird  and  Branches  and  Assay  Office  at  Xeio  Torhf 

from  1804  to  the  end  of  1855. 

Year.  Gold. 

1804-1827, $110,000  00 

1828-1837, 5,063,500  00 

1838-1847, 7,035,075  00 

1848, 896,675  00 

1849, 7,079,144  00 

1850, 36,938,314  00 

1851, 56,540,612  00 

1852, 54,506,963  00 

185.3, *. 55,622,051  00 

1854, 67,258,158  23 

1855, 49,351,779  11 


$331,002,271  34 

Deduct  rc-deposits  of  1854, 8,041,137  00 

,  Actual  amount  to  1855, $322,961,134  34 

Of  this  aggregate,  about  ninety-four  per  cent,  has  been  produced  by  California,  namely:       \ 

From  California,  (eight  years,) $313,235,502  77 

"     North  Carolina, $8,282,152  85 

"     Georgia, 6,488,632  86 

"     Virginia, 1,458,210  50 

"     South  Carolina 1,154,305  44 

"    Alabama, .' 192,205  92 

"     Tennessee, 80,193  00 

"     New  Mexico, 45,937  00 

"     Other  sources, 64,831  00 

17,776,768  57 


$331,002,271  34 
Deduct  re-deposits  of  1854, 8,041,137  00 

Net  product  of  the  States, $322,961,134  34 
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Since  1855,  and  to  September  1,  1857,  there  lias  been  received  from  California  as  '"•llowo 

Tear.  Gold. 

1856, $40,319,929  00 

1857, 25,000,000  00 

Egfimate  of  the  quantity  of  gold  raised  in  the  provinces  of  New  South  Wales  and  Victoria  during 
ike  period  from  May,  1851,  to  the  31«<  December,  1852. 

Ouncen.  Value  at  7T«.  per  oz. 

Victoria, !  4,000.000  ^1,5,400,000 

New  South  Wales, 320,00C  1,232,000 

Totals 4,320,000  £16,632,000 

GOLD-BEATING  is  the  art  of  preparing  what  is  ■well  known  under  the  name  oi gold-leaf,  in  wliich 
gold  is  hammered  or  beaten  into  plates,  whose  average  thickness  at  the  present  day  may  be  taken  at 
Tf  (TftTr?r  °f  '"^^  n\c\i.  An  art  which  affords  so  remarkable  a  result,  in  rendering  tangible  a  space  which 
is  invisible,  well  deserves  mention  here. 

The  extreme  malleability  and  ductility  of  gold,  no  doubt,  brought  an  art  like  this  into  use  very  soon 
after  the  metal  was  known,  and  at  a  very  early  period  in  the  world's  history.  The  "  overlayings" 
which  are  spoken  of  in  the  Book  of  Exodus  (chap,  xxvi.,  <fec.)  were,  most  likely,  of  gold-leaf  in  some  of 
the  instances :  at  least  such  appears  to  have  been  the  opinion  of  the  writers  of  the  Septuagint.  The 
gilding  of  Egyptian  remains,  which  many  of  us  have  seen,  and  which  are,  undoubtedly,  of  leaf  in  a  re- 
spectable at  tenuation,  may  carry  the  art  back  to  a  remoter  epoch  even.  It  appears  to  have  been  no  novelty 
to  the  heroes  of  the  Trojan  war,  or,  at  least,  to  the  Rhapsodists,  who,  seven  and  twenty  centuries  since, 
sang  their  deeds ;  and,  finally,  Pliny,  about  our  era,  gives  particulars  whereby  we  may  judge  of  the  state 
of  the  art,  then  long  and  extensively  applied. 

This  author  has,  in  this  respect,  been  either  hastily  read  or  partly  misunderstood,  and  thus  errors  of  a 
very  opposite  character  have  crept  into  statements  made  or  handed  on  by  respectable  authorities.  Tims, 
Buonarotti,  for  instance,  infers  that  the  least  thickness  of  gold-leaf  the  Romans  could  make  was  twenty- 
two  times  greater  than  ours ;  while  Ure,  apparently  quoting  Pliny,  would  make  the  modern  gold-leaf 
eleven  hundred  times  more  thin.  In  point  of  fact,  the  reduction  of  Pliny's  measures,  will  give,  as  the 
average  thinness  of  Roman  gold-leaf,  ^-^^^^  of  an  inch,  (for  he  says  that  it  is  not  the  thinnest,)  or  about 
three  times  as  thick  as  we  make  it  now. 

No  account  remains  of  the  methods  practised  by  the  ancients  for  this  purpose ;  but  there  can  be 
little  doubt  that  they  were  similar  to,  though  with  less  efficient  means  than,  our  own,  which  are  more 
tiie  result  of  patience  and  skill  than  of  science  or  civilization.  The  first  notice  that  we  have  of  the 
process  dates  back  to  the  ninth  century,  wlien  a  German  monk,  Theophilus,  speaks  of  the  employment 
of  parclmient  as  an  envelope  to  protect  the  surface,  and  of  the  use  of  red  ochre  or  chalk  (our  workmen 
at  this  day  very  often  call  it  talc)  to  prevent  the  leaves  from  sticking.  Parchment,  or  vellum,  must 
soon  have  been  found  too  thick  to  answer  the  end  perfectly ;  but  the  introduction  of  what  is  called  gold- 
beaters' skin,  (by  the  French  artists,  baudruche,  and  by  the  Germans  goldschlagerhaut,)  which  is  pre- 
pared from  one  of  the  membranes  (the  peritoneal)  of  the  larger  intestines  (the  ccecum)  of  the  ox,  is  of 
uncertain  date.  It  is  affirmed  by  some  to  have  been  originally  an  Irish  discovery ;  but  the  precise  mode 
of  preparation  is  kept  as  a  sort  of  mystery  by  the  few  persons  who  furnish  the  article  for  gold-beaters. 
The  general  principles  of  the  mode  are,  however,  very  well  understood.  Tlie  particular  secret  would 
hardly  be  worth  the  trouble  of  penetrating. 

To  manufacture  gold-leaf,  the  metal  is  required  in  theory  to  be  in  a  state  of  purity.  All  alloy  is  at 
the  expense  qf  malleability.  But  in  practice,  this  is  rarely,  if  ever,  attained,  and  the  usual  fineness  is 
that  of  coin,  which  in  France  and  the  United  States  is  ninety  per  cent;  in' Great  Britain  91  §  per  cent. ; 
and  in  Bavaria,  where  the  principal  amount  of  gold-beating  in  Germrny  is  done,  9*7 yy  per  cent.  fine. 
In  France  it  was  stated,  thirty  years  ago,  that  the  most  approved  practice  was  to  mix  equal  pai-ts  of 
old  Spanish  coin  and  pure  gold,  which  would  result  in  an  average  proportion  of  95 1  per  cent.  fine. 
Below  75  ])er  cent,  fine,  the  manufacture  would  be,  in  labor  and  waste,  a  losing  business. 

The  principal  aim  of  alloying,  when  it  is  done  of  design,  seems  to  be  in  the  production  of  a  A-ariety 
of  color — silver  making  the  leaf  pale,  copper  deepening  the  tint.  These  effects  are  more  particularly 
noticed  in  the  article  Gold  ;  they  are  similar  in  the  leaf  as  in  the  more  solid  masses ;  only  in  the  state 
of  tenuity,  the  green  and  purple  tinge  spoken  of  there  is  more  easily  excited  and  more  vividly  displayed. 
Whatever  may  be  the  character  and  degree  of  alloy,  the  manipulations  of  the  gold-beater  are  the 
same  in  kind,  and  will  be  now  briefly  described. 

1.  Casting. — The  metal  is  placed,  with  a  little  borax  to  promote  fusion,  in  a  black-lead  crucible,  or 
crucibles,  and  set  in  a  furnace.  When  perfectly  melted,  it  is  poured  into  cast-iron  moulds,  three  or 
four  inches  long,  three-quarters  of  an  inch  wide,  and  about  half  an  inch  deep,  and  holding  each'about 
one  thousand  grains  of  metid.  These  moulds  are  made  with  fliccs  a  little  concave,  to  all"W  the  cast  to 
draw  easily;  and  before  pouring,  they  are  heated,  and  rubbed  with  linseed-oil  or  tallow  on  the  inside, 
to  drive  off  moisture  and  promote  an  easy  separation.  When  sufficiently  cool,  the  ingot  is  taken  out, 
and  re-heated  in  an  open  fire,  or  a  small  annealing-furnace,  by  which  it  is  softened,  and  the  adhering 
grease  driven  oflf. 

2.  Laminating. — In  older  times,  this  was  effected  entirely  by  the  hand-hammer;  now  a  flatting-mill 
or  laminating  rolls  are  employed.  The  French  still  use,  however,  a  preliminary  forging  upon  a  steel 
anvil,  (of  three  inch  by  four  inch  sides,)  with  a  hammer  of  about  three  pounds  weiglit.  The  face  of 
this  hammer  is  about  one  inch  and  a  half  square,  and  its  handle  about  six  inches  and  a  half  Witli 
this  they  bring  down  the  thickness  of  the  ingot  to  one-sixth  or  one-seventh  of  an  inch.     The  Englislj 
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perform  the  whole  of  the  operation  in  the  rolls.  As  the  success  of  the  work  and  the  excellence  of  the 
leaf  ultimately  depend  a  good  deal  upon  the  uniformity  of  the  lamination,  care  is  taken  to  use  a  proper 
and  accurate  machine.  These  machines  have  been  successively  improved  ;  until  now  there  is  little,  if 
any  thing,  left  to  be  desired.  During  the  hardening  processes  of  lamination  and  forging,  if  the  latter  be 
employed,  ( i»o  riband  has  to  be  frequently  annealed,  to  prevent  cracking.  Formerly,  the  lamination 
was  thouglit  sufficient  which  had  brought  the  thickness  down  to  ^'3  of  an  inch,  with  a  width  of  one  inch  ; 
and  the  balance  was  done  by  hand,  cutting  the  riband  into  lengths  of  one  incli  and  a  half,  piling  twenty- 
four  of  the  lengths  evenly  togetlier,  and  forging  them  all  at  once  till  tliey  came  square.  This  is  the 
practice  witii  some  of  the  French  and  Gorman  gold-beaters  to  this  day ;  but  others,  having  access  to 
more  perfect  machinery,  continue  its  application  to  the  lamination  until  the  thickness  is  brought  to  about 
^Jg.  of  an  inch.  As  dimensions  like  this  cease  to  be  appreciable,  the  degree  of  lamination  is  estimated 
by  weight ;  and  the  direction  usually  is,  to  bring  it -down  until  a  square  inch  of  riband  weighs  six  gi'ains 
and  a  half;  in  this  state  it  is  ready  for  the  beating  proper. 

3.  Beating. — The  implements  and  fixtures  for  this  are,  an  anvil,  hammers,  skins,  shears,  parting- 
knives,  <fec.  Tlie  anvil  is  a  block  of  marble,  weighing  250  or  300  pounds,  or  more,  at  pleasure,  with 
a  face  of  nine  inches  to  one  foot  square,  carefully  made  even  and  smooth.  This  is  set  in  a  frame  wood- 
work, strong  anU  solid,  and  upon  a  firm  foundation.  A  ledge,  five  or  six  inches  high,  runs  round  three 
sides  of  tile  frame;  to  the  remaining  side  an  apron  of  leather  is  attached,  which  is  lifted  by  the  work- 
man. The  object  of  all  this  is  to  catch  and  retain  fragments  of  the  precious  metal.  The  honmers  are, 
ordinarily,  four  in  number,  varying  in  weight.  Their  fSces  are  from  three  to  five  inches  in  diameter, 
and  sliglitly  convex.  The  weight  of  the  first  or  flat  hammer  is  about  fifteen  pounds ;  tlic  second  (whicli 
the  Frencii  term  the  commencing-hammer)  weighs  from  six  to  eight  pounds ;  the  third,  or  spreading- 
hammer,  with  a  smaller  face,  and  more  convex,  weighs  about  five  pounds  only ;  and  the  last,  or  finishing- 
iiammer,  is  again  a  heavy  one  of  ten  or  twelve  pounds,  with  quite  a  convex  face.  The  skins  are  of 
parchment  and  vellum  and  the  intestine  already  spoken  of,  cut  (the  two  former)  into  squares  of  about 
four  inches,  and  (the  last)  of  five  inches.  Besides  these,  there  are  packing-boxes,  also  of  parchment, 
made  on  a  form,  and  cemented  together,  open  at  two  opposite  ends,  and  in  pairs,  so  that  one  will  slip 
into  the  other,  by  which  the  open  ends  are  closed.  The  knives  are  pieces  of  cane,  set  into  a  frame,  both 
four-square  and  cruciform,  with  sharpened  edges  that  divide  the  attenuated  leaf,  better  than  any  other 
implement,  by  pressiu-e'  downwards  only.  When  the  leaf  becomes  very  thin,  any  other  motion  would 
drag  it. 

Provided  with  these  and  other  tools  that  do  not  require  special  mention,  the  workman  lays  off  the 
riband  (which  comes  from  the  laminating,  as  nearly  as  possible,  one  inch  in  width)  into  lengths  also  of 
one  inch.  Tliis  he  does  with  dividers  or  a  scale,  and  cuts  off,  afterwards,  with  shears.  This  is  on  the 
supposition  that  the  rolling  has  been  uniform,  and  equal  surfaces  therefore  should  give  equal  weights. 
He  then  arranges  these  squares  into  piles  of  generally  1 50  pieces,  interposing  between  each  leaf  a 
piece  of  the  vellum  before  spoken  of,  and  placing  the  gold-leaf  as  near  as  may  be  in  the  centre  of  the 
vellum,  with  tiieir  edges  even.  About  twenty  extra-vellums  are  placed  on  top  and  at  bottom,  and  the 
pack  is  then  of  proper  size  to  be  pushed  smoothly  into  one  of  the  parchment  envelopes,  wliich  is  then 
in  its  turn  pushed  into  its  mate,  and  the  whole  thus  enclosed  en  all  four  sides.  The  pack  is  then  laid 
on  the  marble  anvil,  and  beaten  until  the  small  guldleaf  is  extended  to  the  size  of  the  vellum.  It  is 
in  the  judicious  uniformity  of  direction  and  force  of  the  blows  that  the  skill  of  the  workman  is  displayed. 
Great  dexterity  is,  in  fiict,  attained :  the  hammer  is  shifted  from  hand  to  hand  for  rehef  without  inter- 
fbring  with  "the  regularity  of  the  stroke ;  and  when  it  is  recollected  that  the  absolute  effect  of  the  aver- 
age hammer  witli  tiie  average  blow  is  equivalent  to  the  steady  pressure  of  about  2800  pounds  on  the 
square  inch,  there  Avill  be  seen  to  be  need  for  discretion  in  the  application  of  such  a  force. 

During  the  beating,  the  pack  is  frequently  turned,  so  as  to  beat  on  the  bottom  as  well  as  the  top,  (as 
a  skilful  workman  will  do  without  losing  tlie  stroke,)  and  also  folded  or  rolled  in  the  hand,  to  secure  a 
proper  detachment  of  the  surfaces.  It  is  also  opened  from  time  to  time  to  watch  the  effect,  and  shift  the 
leaves  from  the  centre  to  the  outsides,  that  the  pressure  may  be  uniform.  When  the  gold  has  been 
extended  to  the  size  of  the  vellums,  about  sixteen  times  its  original  dimensions,  it  is  taken  out,  cut  up 
into  four  squares,  repacked  as  before,  only  with  gold-beaters'  skin  instead  of  vellum,  and  beaten  over 
until  similarly  extended  again.  The  caution  of  folding  the  pack  to  loosen  the  leaves  is  more  necessary 
even  now  than  before,  and  so  of  opening  and  shifting.  Wlien  it  has  attained  tlie  size  of  the  skins,  it 
is  removed,  parted  into  squares  again,  but  this  time  with  the  cane,  repacked  and  rebeaten  as  before 
into  leaves  of  three  to  three  and  a  half  inches  squared  It  is  estimated  that  the  aggregate  surface  of  the 
leaves  is  now  192  times  larger  than  it  was  originally;  and  their  thickness  may  be  taken  at  ^^^1^^^  of 
an  inch,  which  is  about  the  average  of  English  gold-leaf,  and  corresponds  to  an  extension  of  about  100 
square  feet  to  the  ounce.  But  the  operation  is  frequently  carried  further  by  repeated  beatings  till  an 
ounce  is  extended  over  160  square  feet,  corresponding  to  a  calculated  thickness  of  -, 3:^^00^  °f  ^"  ^^^^ 
nearly.  Tlie  French  gold-beaters  claim— and  their  statement  of  weight  worked  on  and  number  of  leaves 
produced  warrants  the  claim— -to  carry  it  down  ordinardy  much  further  than  this ;  and  our  statement 
at  the  beginning  of  ^^.^L^-^  of  an  inch  is,  probably,  even  within  the  average  result,  and  much  within 
the  possible  limits,  of  malleability,  if  these  were,  without  regard  to  expense  of  time  and  waste  of  metal, 
the  only  points  to  be  reached. 

Tlie  French  workmen  are  also  very  precise  in  the  number  of  pieces,  both  of  leaf  and  of  haudruche 
and  vellum,  which  go  to  the  packs  in  each  of  the  five  several  steps  that  comprise  their  beating.  As 
the  fruit  of  experience,  no  doubt,  they  have  ascertained  the  number  which  best  suits  the  respective 
implements.  The  English  and  Germans  pack  in  different  numbers,  it  may  be  supposed  with  the  same 
reason ;  but  the  principles  of  the  operation  are,  in  all,  the  same. 

When  the  leaf  is  considered  as  finished,  the  last  thing  is,  to  put  it  in  the  square  books,  such  as  we 
Bee  in  commeice.  These  are  made  of  smooth  pa{)er,  frequently  reddish-colored,  on  purpose  to  heighten 
tie  lustre  of  the  gold,  and  well  rubbed  with  Armenian  bole,  to  prevent  adhesion.     There  are  two  sizes 
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one  about  i\,  the  otlier  3}  inches  square.  The  pack,  withdrawn  from  its  parchment  envelopes,  is  held 
by  one  of  its  angles ;  and,  with  a  pair  of  wooden  pliers,  each  leaf  is  withdrawn,  and  laid,  aided  by  tlic 
breath,  ujxjn  a  leatJicrn  cusnion,  where,  with  the  cane  knives,  it  is  parted  at  once  or  successively  ink 
four  pieces,  the  size  of  the  book.  Tliese  pieces  are  then  similarly  transferred  to  the  book,  each  between 
separate  leaves.  The  book  holds,  very  uniformly,  twenty-five  leaves  of  gold.  When  filled,  it  is  pressed 
bard  with  a  piece  of  wood  of  its  own  size,  so  as  to  bring  its  edges  close ;  and  with  a  piece  of  linen  any 
projecting  pieces  of  gold-leaf  are  readily  wiped  off.  Afterwards,  the  books  are  put  up  in  packages 
of  a  dozen  ordinarily,  for  sale. 

The  French  artists  allow  between  three  and  four  days  for  finishing  four  ounces  of  gold.  They  esti- 
mate the  loss  in  trimmings,  waste  leaves,  Ac,  at  fifty  per  cent.,  and  consider  the  remaining  two  ounces 
poids de  marc,  (964-^*ij  grains  English,)  as  yielding  12,600  leaves  of  the  smallest  size;  but  there  is  no 
authentic  experiment  of  weighings  and  measmings  in  this  respect. 

The  parchment  employed  is  used  as  it  comes  from  the  manufacturer,  only  cutting  out  of  the  sheets 
those  parts,  of  suitable  size,  which  are  softest  and  of  most  uniform  thickness. 

The  vellum,  wliich  is  procured  of  the  finest  and  softest,  is  not  further  treated  than  by  well  washing  it 
in  cold  water,  drying  it  in  the  air  under  a  press,  and  then  powdering  it  with  finely  calcined  and  reduced 
selenite.  Whetlier  the  implement  used  for  this  has  any  special  influence  will  not  be  affirmed  or  denied ; 
but  the  uniform  practice,  in  France  at  least,  is  to  use  a  hare's-foot. 

The  preparation  oi  gold-beaters'  skin,  from  the  colon  of  the  ox,  has  been  already  spoken  of  as  a  secret 
endeavored  to  be  maintained  by  the  few  who  burnish  the  article.  Whatever  their  processes  may  be, 
the  gold-beater  is  accustomed  to  test  and  treat  it  still  further  for  himself  Thus,  he  first  sweats  it,  by 
placing  it  between  a  fold  of  foolscap ;  making  a  pile  of  many  pieces,  he  treats  it  to  a  hearty  hammering 
until  it  ceases  to  give  out  any  grease  to  the  paper.  Next,  he  moistens  it  with  an  infusion  of  nutmeg, 
cinnamon,  or  other  spicy  aromatics,  with  the  view  of  preserving  it,  dries  it  in  the  air,  moistens  again  as  often 
as  he  sees  fit,  and  finally  dries  and  presses  it  for  use.  Since  the  introduction  of  creosote,  this  (as  well  as 
may  be  judged  from  the  odor  of  some  recent  skins)  has  been  applied,  and  no  doubt  more  effectually. 

After  the  skins  have  served  some  time,  (some  seventy  or  eighty  beatings,  for  instance,)  they  become 
inspissated,  or  wiry,  or  both,  and  no  longer  allow  the  proper  extension  of  the  gold.  This  may  be  cured 
by  laying  them  a  half  day  between  leaves  of  paper  wetted  with  Rhenish  or  Moselle  wine,  or  even  vine- 
gar and  water.  When  thoroughly  moistened,  they  are  placed  between  layers  of  parchment,. enveloped 
and  beaten  until  dry.  This  beating  frequently  takes  a  whole  day.  They  are  then  powdered  with 
selenite.  and  fit  for  use. 

While  yet  fresh,  tlie  skin  is  very  liable  to  be  affected  by  moisture  which  it  absorbs  from  the  atmos- 
phere. They  must  be,  therefore,  always  dried  before  usihg,  wliich  in  France  is  done  by  heat  in  a 
screw-press.  Care  is  taken  not  to  desiccate  too  much,  which  withers  and  causes  it  to  crack  under  tlie 
hammer. 

The  methods  which  have  been  described  here  are  also  applicable  in  their  measure  to  silver,  copper, 
and  platinum. 

A  sort  of  gold-leaf,  called  party  gold-leaf,  is  sometimes  used,  made  with  a  combination  of  gold  and 
silver.  Separate  leaves  are  taken  of  these  metals,  the  silver  being  about  three  times  as  thick  as  the 
gold,  heated  and  laminated  together,  so  as  to  produce  an  alloy  or  welding  of  their  surlixces.  The 
resulting  party-colored  riband  is  then  beaten  as  if  it  were  all  of  gold.  Its  extensibility  is,  of  course, 
not  so  great. 

There  is  another  false  gold-leaf,  which  is  better  known  as  Butch  gold-leaf .  It  is,  in  fact,  a  riband  oi 
brass,  wash-gilded,  (see  Gilding,)  sheared  into  leaves,  and  then  beaten  in  the  manner,  and  with  more  or 
less  of  the  precautions,  that  have  been  described.  When  new,  it  is  difficult  to  be  distinguished  from 
true  gold-leaf;  but  it  is  soon  tarnished  by  the  air,  and  is  unfit  for  any  gilding  that  is  not  to  be  varnished. 

GONIOMETER.  (Gr.  yu>via,  angle,  and  intTpov,  measure.)  An  instrument  for  measuring  angles,  and 
more  particularly  the  angles  formed  by  the  faces  of  ciystals.  The  instrument,  chiefly  used  by  miner- 
alogists, was  invented  by  Dr.  Wollaston.  It  consists  of  a  brass  circle  graduated  on  the  edge,  and  fur- 
nished with  a  vernier,  by  wliich  the  divisions  may  be  read  correct  to  a  minute.  The  circle  moves  in  a 
vertical  plane,  and  is  supported  on  a  stand.  The  axis  of  the  circle  is  a  hollow 
tube,  within  which  is  a  smaller  axis,  fitting  so  tightly  that  when  turned  round  it 
carries  the  other  axis,  and  consequently  the  wheel,  along  with  it,  unless  the  latter 
is  purposely  prevented  from  moving.  The  interior  axis  is  furnished  with  a  milled 
head  a,  and  the  exterior  with  a  milled  head  b ;  so* that  when  the  head  a  is  held 
and  b  turned,  tlie  circle  may  be  moved  independently  of  tlie  smaller  axis ;  and 
when  b  is  held  and  a  turned,  the  smaller  axis  may  be  turned  independently  of 
the  circle.  Attached  to  the  end  of  the  smaller  axis  is  a  sort  of  universal  joint, 
capable  of  being  fixed  in  different  positions  by  means  of  screws.  The  crystal  to 
be  examined  is  attached  to  the  joint  at  c  by  a  little  soft  wax,  and  placed  so  that 
ite  edge  shall  be  parallel  to  the  axis  of  motion ;  which  adjustment  is  obtained  by 
placing  it  so  that  the  image  of  some  horizontal  object,  as  the  bar  of  a  window, 
successively  reflected  from  the  two  faces  of  the  crystal,  coincides  with  another 
horizontal  line  seen  by  direct  vision.     Wlien  this  adjustment  has  been  made,  the 

instrument  is  turned  till  the  horizontal  object  is  seen  reflected  from  one  of  the  faces.  The  smaller  axis 
is  then  held  fast,  and  the  other  turned  till  the  index  of  the  vernier  points  to  the  zero  of  the  graduated 
limb.  The  circle  is  then  turned  round,  along  with  the  smaller  axis,  till  the  same  object  is  seen  in  the 
name  position  by  reflection  from  the  other  face  of  the  crystal ;  when  the  arc  passed  through  by  the 
circle  is  obviously  the  supplement  of  the  angle  formed  by  tlie  two  faces  of  the  crystal.  In  order,  how- 
ever, to  avoid  calculation,  the  supplements  of  the  angles  are  marked  on  the  limb,  so  that  the  angle  tc 
be  measured  is  read  off  immediately. 

The  name  Goniometer  U  also  applied  to  a  surveying  instrument,  somewhat  similar  to  a  Theodolite. 
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GOVERNORS.  The  theory  of  the  operation  of  the  common  centrifugal  governor  will  be  found  at 
p.  545,  under  the  head  of  Engines.  We  here  introduce  various  forms  of  application  of  the  same  princi- 
pies,  together  witli  other  contrivances  to  iiccomplish  the  same  object.  All  the  work  required  of  the 
governor.  Figs.  2176,  2117,  2178,  is  to  ring  a  bell,  and  to  indicate  upon  a  dial  the  velocity  of  rotation  o 
millstones. 

This  mechanism  consists  of  a  vertical  wrought-iron  axis  A  A,  revolving  in  bearings  B  B,  bolted  to  the 
wall  of  the  mill,  and  carrying,  towards  its  upper  extremity,  a  pulley  C,  which  receives  motioa  from  the 
main  drivir.^-shaft.  To  this  axis  is  fixed  a  brass  socket  b,  to  which  are  jointed  the  two  flat  arms  a  a, 
terminated  by  the  governor  balls,  and  attached,  about  the  middle  of  their  length,  by  the  two  double 
links  cc,  to  the  sliding-socket  d,  made  in  halves  and  connected  together  by  two  small  bolts.  To  this 
latter  are  also  attached  the  two  slender  vertical  rods  ee,  wliicli  traverse  the  pulley  C,  and  convey  the 
action  of  the  governor  to  a'sliding-disk  D,  provided  with  a  projecting  arm  or  catch,  of  such  length  as  to 
come  into  contact,  should  the  machinery  exceed  or  fall  short  of  its  proper  speed,  witli  eitlier  of  the  two 
levers  ff,  which  have  their  common  centre  of  motion  in  a  short  vertical  axis,  and  are  attached  at  their 
opposite  ends  by  slender  wires  to  two  sockets  mounted  upon  a  horizontal  axis  E ;  each  of  these  sockets 
carries  a  bell,  which,  by  the  arrangement  described,  is  rung  when  the  catch  on  the  disk  D  strikes  either 
of  the  levers  //. 

To  the  sliding-socket  d  is  fixed  a  forked  rod, 
having  one  of  its  branches  formed  into  teeth 
like  a  rack ;  this  rack  geers  with  a  small  pin- 
ion. Fig.  2178,  carrying  upon  its  axis  an  index, 
whicli  points  out  upon  the  graduated  dial  F, 
the  speed  at  wliich  the  millstones  are  revolv- 
ing. Thus,  should  the  velocity  of  the  prime 
mover  relax,  the  vertical  axis  A  partaking  of 
this  diminished  motion,  the  -balls  collapse,  the 
socket  d  is  pressed  downwards,  and  the  rack 
causes  the  index  to  move  from  right  to  left. 
The  opposite  effect  is  produced  by  an  increase 
of  the  speed;  (these  dift'erent  positions  being 
indicated  by  the  dot  lines  in  the  figures.)  At 
the  same  time  the  bell  is  sounded  by  the  ap- 
paratus which  surmounts  tlie  governor ;  and 
the  attendant,  by  a  glance  at  the  dial,  is  made 
aware  of  the  change  in  the  velocity  of  the  ma- 
chinery, for  which  he  has  to  compensate  by 
altering  the  degree  of  proximity  of  the  upper 
and  lower  stones.  It  is  sufficiently  well  known 
to  our  mechanical  readers  that  the  action  of 
the  governor  is  in  no  way  affected  by  the 
weight  of  the  balls,  further  than  that  these 
should  be  made  of  a  size  proportionate  to  the 
resistance  to  be  overcome ;  accordingly,  in  the 
case  now  before  us,  the  work  which  the  gov- 
ernor is  destined  to  perform  being  very  slight, • 
the  balls  may  be  made  of  extreme  lightness. 

Fig.  2179  is  an  example  of  the  original  form 
of  the  governor  as  introduced  by  Watt.  The 
distinguishing  peculiarity  of  this  form  of  gov- 
ernor consists  in  the  connecting  links  c  c,  being 
situated  overhead,  and  attached  to  the  arms 
a  a,  by  prolongations  of  the  latter,  Avhich  pass 
through  a  square  part  of  the  upright  spindle 
A,  to  which  they  are  both  jointed  by  one  pin. 
When  at  rest  the  balls  are  usually  received 
into  arms  gg,  curved  to  suit  their  surfaces,  by 
which  means  the  rods  are  relieved  from  all 
unnecessary  strain. 

Fig.  2180  is  a  representation  of  a  centrifugal 
governor,  adapted  to  a  small  high-pressure 
crank-overhead  engine.  In  this  species  of  en- 
gine the  governor  is  usually  made  to  revolve 
in  a  short  column  B,  cast  in  a  piece  with  a 
forked  bracket  embracing  the  crank-shaft,  and 
its  spindle  A  A  is  driven  by  a  pair  of  bevel- wheels  from  the  crank-shaft.  The  spmdle  is  surmounted 
by  a  double  brass  socket  h,  attached  to  it  by  means  of  a  pin ;  and  to  this  socket  are  jointed  the  anns  a  a, 
which,  as~well  as  the  connecting  links  cc,  are,  in  this  example,  finished  in  the  lathe.  The  sliding  brass 
socket  d,  to  which  the  lower  ends  of  the  links  c  c  are  connected,  is  formed  with  a  groove,  into  which  ia 
inserted  the  forked  end  of  a  lever  D,  having  its  centre  of  motion  in  a  small  wrought-iron  column  bolted 
to  an  arm  projecting  from  the  column  B.  From  the  opposite  end  of  this  lever  depends  the  slender 
rod  e,  connecting  it  immediately  with  the  throttle-valve  lever,  which,  by  tliis  simple  construction,  is  at 
once  made  to  rise  or  fall,  as  the  balls  collapse  or  diverge  in  obedience  to  the  varying  speed  of  the 
engine.     This  is  a  type  of  the  most  common  form  of  the  centrifugal  governor  in  use  at  the  present  day 
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Fig.  2181  is  an  example  of  a  very  excellent  arrangement  of  the  conical  pendulum  governor  which  ij 
frequentlj'  adopted  in  highly  finished  engines.  The  peculiarity  of  tliis  form  consists  in  the  connecting" 
rod  e,  being  attached  directly  to  the  sliding-socket  d,  without  the  intervention  of  tlie  forked  lever.  Foi 
this  purpose  the  upper  portion  of  the  spindle  A  A  is  bored  out  truly  cylindrical,  to  a  point  somewhat 
below  the  range  of  the  sliding-socket  (/.  This  last  is  attached  by  means  of  a  cotter  to  a  small  cylindri- 
cal hollow  piece,  which  fits  accurately  into  the  interior  of  the  spindle,  and  is  consequently  made  to  rise 
and  fall  with  the  socket  (/,  a  long  slot  being  formed  in  the  spindle  to  allow  the  cotter  to  traverse  up 
and  down.  The  lower  end  of  the  rod  e  is  jointed  to  this  interior  piece  by  means  of  a  swivel,  so  as  to 
rise  and  fall  with  it,  without  being  affected  by  its  rotatory  motion.  At  the  top  of  the  governor  spindle, 
the  rod  e  is  guided  in  its  motion  by  being  made  to  pass  through  the  small  brass  vase  which  surmounta 
the  whole  apparatus,  and  should  it  be  required  to  be  of  any  considerable  length,  the  necessary  rigidity 
may  be  imparted  by  fixing  a  weight  to  it,  as  shown  in  the  figure. 


As  in  the  example  last  under  notice,  the  arms  and  links  of  this  governor  are  finished  in  tlie  lat!i«,  «a 
*  also  the  double  cup  g,  into  which  the  balls  are  received  when  the  engine  is  at  rest.     Tn  Fig.  2181  the 
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balls  are  shown  in  section,  in  order  to  exhibit  the  mode  usually  adopted  for  adjusting  their  position  upon 
the  arras  a  a. 

The  form  of  governor  represented  by  Fig.  2182  appears  to  be  worthy  of  favorable  consideration,  on 
account  of  the  principles  on  which  it  acts,  and  of  the  extreme  simplicity  and  economy  of  its  construction. 

Tlie  vertical  spindle  A  A,  which  may  be  set  in  motion  either  by  a  pulley  or  by  bevel-wheels  in  th« 
usual  manner,  is  surmounted  by  two  equal  horizontal  arms  a  a,  furnished  with  stops  at  their  extrenii* 
ties.  The  governor  balls  run  freely  to  and  fro  upon  these  arms  by  means  of  internal  friction-rollers,  and 
are  drawn  towards  the  common  centre  in  the  spindle  A,  by  means  of  cords  or  steel  ribands  i  i,  passing 
.  over  two  pulleys  at  G,  and  attached  at  their  lower  ends  to  the  sl'ding-collar  d,  in  whicli  works  the 
forked  end  of  tlie  lever  D  D,  which  conveys  the  action  of  the  governor  to  the  throttle-valve.  A  spiral 
spring  embracing  the  vertical  spindle  presses  at  its  lower  extremity  against  the  sliding-coffe.r  d,  and  its 

Eressure  is  regulated  by  a  sliding-stop  h,  which  can  be  fixed  at  any  required  elevation  upon  the  spindle 
y  a  set  screw. 
The  stop  k  having  been  set  so  as  to  cause  the  spring  to  press  down  the  collar  d  with  any  approved 
force,  and  the  throttle-valve  opened  to  any  required  extent,  the  engine  is  set  in  motion.  Should  its 
speed  exceed  the  stipulated  rate,  the  increased  centrifugal  force  will  cause  the  two  balls  to  diverge, 
and  raising  the  collar  d,  will  partially  close  the  throttle-valve  and  diminish  tlic  supjily  of  steam,  when, 
the  motion  being  checked,  the  spring  will  press  down  the  collar  and  cause  the  balls  to  collapse  until 
the  desired  rate  of  motion  is  obtained. 


The  degree  of  force  exerted  by  the  spring  will  always  require  to  be  adjusted  to  suit  the  nature  of  the 
work  thrown  upon  the  engine,  because  a  small  quantity  of  steam  only  will  be  required  when  the  work 
is  light,  and  a  larger  quantity  wlien  it  is  heavy,  while  the  speed  should  in  each  case  be  the  same,  which 
conditions  can  be  fulfilled  with  great  facility  and  admirable  precision  by  the  use  of  this  kind  of  governor. 

Fig.  2183  represents  a  simple  and  compact  modification  of  the  centrifugal  governor.  Here  the  balls, 
instead  of  being  suspended  upon  arms  of  a  length  proportioned  to  the  velocity  at  which  the  engine  is 
required  to  move,  are  fitted  to  traverse  from  and  towards  their  common  centre  in  the  spindle  A,  upon 
the  arms  H  H,  which  revolve  with  the  latter,  and  are  formed  into  circular  arcs  of  a  curvature  deter- 
mined by  the  same  circumstances  with  the  length  of  the  suspending  arms  in  the  ordinary  governor. 
By  this  means  it  is  obvious  that  the  horizontal  plane  of  the  rotation  of  the  balls  will  vary  with  the  vary- 
ing speed  of  the  engine,  in  precisely  the  same  way  as  in  the  conical  pendulum  governor ;  and  the  ver- 
tical motion  thus  generated  is  transferred  directly  to  the  sliding-socket  d,  which  commands  the  throttle- 
valve  lever.  For  this  purpose,  it  is  necessaiy  that  each  of  the  balls  should  be  made  in  halves  and 
riveted  together  with  a  wrought-iron  pin,  as  shown  in  the  section.  Fig.  2183 ;  a  space  being  left  between 
the  hemispheres  to  admit  of  the  slotted  arms  a  a,  which  are  cast  in  a  piece  with  the  sliding-socket  d, 
ind  through  which  the  connecting  pins  are  fitted  to  pass  freely,  but  without  allowing  any  play.  _ 

The  last  varietv  of  the  centrifugal  governor  which  remains  to  be  noticed  is  that  repiesented  in  Figs. 
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2184  and  2185 ;  the  former  being  a  sectional  eie-ation,  and  the  latter  a  plan  of  a  governor  constructed 
by  M.  Bourdon,  of  Paris,  the  peculiarity  of  which  consists  in  the  axis  of  rotation  being  horizontal  instead 
of  vertical.  The  main  advantage  propos'^d  to  be  attained  by  this  system  is  the  more  convenient  trans- 
mission of  the  motion  of  the  prime  mover,  whether  by  wheel- work  or  by  pulleys.  The  principle  of  its 
action  is  the  same  as  that  of  the  comnon  governor. 

The  spmdle  A  A  is  of  cast-iron,  t)>e  part  to  the  left  being  hollow,  while  tlie  middle  portion  is  formed 
into  a  species  of  open  frame-work,  eaclosing  the  principal  part  of  the  mechanism.  It  revolves  in  ordi- 
nary plummer-blocks  B  B,  and  i?  "et  in  motion  by  the  cone  pulley  C.  The  arms  a  a  which  carry  tiic 
governor  balls,  are  supported  upon  a  short  axis  working  on  the  points  of  two  steel  pins,  screwed  into  . 
the  central  part  of  the  spindle  lud  secured  by  jam-nuts ;  this  axis  carries  also  a  toothed  sector  c,  work- 
ing into  a  similar  sector  upon  another  sliort  axis  to  which  is  fixed  a  lever  d ;  the  slender  connecting- 
rods  _/j,  traversing  the  lioUow  part  of  the  spindle,  and  supported  by  the  guides  kk,  serve  to  convey  the 
motion  of  this  lever  to  t)-e  throttle-valve  geer,  which  is  provided  with  suitable  arrangements  for  adjust 
ing  the  action  of  the  gov^inor  upon  the  throttle-valve. 

The  air-reservoir  or  helloios  governor. — This  apparatus  is  of  French  origin,  a  patent  having  been 
granted  to  the  inventor.  M.  Molinie,  of  Saint-Pons,  in  1888.  The  principle  on  which  its  action  depends,  con- 
sists in  causing  the  engine  to  force  a  quantity  of  atmospheric  air  into  a  reservoir  with  a  movable  cover 
through  which  the  air  escapes,  the  aperture  being  so  regulated  by  an  adjustable  valve,  that  it  shall 
only  escape  at  a  jjiven  rate.  Should  the  speed  of  the  engine  exceed  or  fall  short  of  the  prescribed 
limit,  the  air  is  fjrced  into  the  reservoir  ftister  in  tlie  one  case  and  slower  in  the  other  than  it  can  escape 
through  the  valve ;  consequently  the  movable  cover  is  raised  or  depressed,  and,  by  means  of  suitable 
connections,  partially  closes  or  opens  the  throttle-valve.  The  advantages  proposed  by  this  system  are, 
first,  grep.tor  regularity  and  steadiness  of  action  than  is  attainable  by  the  common  governor,  combined 
with  equal  delicacy ;  and,  secondly,  a  more  considerable  range  or  amount  of  motion  available  for  the 
purpose  of  regulation. 

Fig.  2186  is  an  external  elevation.  Fig.  2181  a  sectional  elevation,  (on  a  plane  at  right  angles  to  the 
former,)  and  Fig.  2188  a  sectional  plan  of  this  apparatus. 

Tbe  working  parts  are  enclosed  within  a  cylindrical  vessel,  the  sole  being  formed  of  a  cast-iron  disk 
.A.>  supported  upon  four  small  columns  a  a,  and  the  cover,  of  a  cast-iron  capital  or  cornice  C ;  these  are 
bound  together  by  the  four  pilasters  B  B,  having  recesses  formed  on  their  edges  for  the  reception  of 
cylindrical  sheet-iron  panels,  which  thus  admit  of  being  removed  at  pleasure,  when  it  is  necessary  to 
oxamine  or  repair  the  internal  parts.  In  Figs.  2186  and  2187  these  panels  are  shown  partially  re- 
moved. 

Two  small  wrought-iron  columns  D  D  are  also  fixed  to  the  sole-plate,  and  serve  to  support  a  cylin- 
drical cast-iron  vessel  E,  the  bottom  plate  of  which  is  provided  with  two  apertures  guarded  by  the 
Sap-valves  d  and  (j,  which  open  alternately  for  the  purpose  of  giving  admission  to  the  air  which  is  forced 
into  the  receiver  E  by  the  double  bellows  F  F' ;  these  are  respectively  supplied  wath  air  from  the  sur- 
rounding atmosphere  by  the  apertures  b  and  /,  similarly  furnished  with  flap-valves,  the  former  being 
situated  in  the  sole-plate  A,  and  the  latter  in  the  movable  piece  G ;  the  stream  of  air  generated  in  the 
lower  bellows  passing  through  the  upper  by  means  of  an  elastic  leather  tube  or  copper  pipe  c.  The 
cover  of  the  fixed  receiver  E  is  formed  of  a  movable  cylindrical  disk  H,  attached  to  the  former  by 
leather,  in  the  manner  of  an  ordinary  bellows,  and  thereby  admitting  of  being  elevated  or  depressed, 
according  to  the  degree  of  condensation  of  the  air  within  the  receiver ;  this  is  regulated  by  means  of  a 
small  conical  hole  h,  guarded  by  a  pointed  screw  ^,  properly  secured  from  turning,  after  being  adjusted 
BO  that  the  air  forced  into  the  receiver  when  the  engine  is  at  its  normal  velocity,  shall  just  have  liberty 
to  escape,  and  consequently  hold  the  movable  cover  suspended.  Motion  is  communicated  to  this  ap- 
paratus by  means  of  two  rods  1 1,  fixed  to  the^^movable  intermediate  piece  G,  and  attached  by  means 
of  the  connecting-rods  mm  to  cranks  formed  on  the  shaft  I,  which  is  set  in  motion  by  a  belt  from  the 
prime  mover  working  over  the  fast  and  loose  pulleys  J  J.  A  round  rod  K,  screwed  into  the  movable 
cover  H,  serves  to  convey  the  motion  generated  by  the  governor  to  the  throttle-valve  or  sluice-geering, 
as  the  case  may  be.  On  this  rod  is  fixed  a  ball  L,  which,  for  the  sake  of  adapting  the  governor  to  the 
varying  circumstances  in  which  it  may  be  placed,  is  usually  made  hollow  and  partially  filled  with  leaiJ. 

Fig.  2189  is  a  representation  of  a  mode  employed  by  M.  Molinie,  for  rendering  his  governor  most 
advantageously  applicable  to  regulating  the  supply  of  water  to  a  hydraulic  motor.  Besides  the  regular 
sluice-gate,  he  makes  use  of  an  additional  valve  N',  to  which,  by  means  of  the  cord  and  pulleys  sliown 
in  Fig.  2186,  he  attaches  the  governor.  The  face  of  this  valve  is  bent  into  a  cylindrical  form,  and  it  is 
jomted  by  rods  to  a  central  point  considerably  behind  the  sluice-face  O'.  By  this  means  the  strain 
arising  from  the  pressure  of  the  water  against  the^back  of  the  valve  is  counteracted,  and  the  action  of 
the  governor  rendered  sufficiently  delicate. 

Fig.  2190  represents  the  connection  of  this  governor  with  the  throttle- valve  of  a  steam-engine. 

The  efficient  operation  of  this  governor  depends  entirely  on  the  perfection  of  the  mechanism  by  which 
the  escape  of  the  air  from  the  receiver  E  is  regulated.  The  simple  contrivance  detailed  is  altogether 
inadequate,  as  it  is  neither  self-adjusting  nor  theoretically  perfect  in  any  circumstances,  as  will  be  ob- 
vious from  the  consideration  that  the  volume  of  any  fluid  escaping  by  a  given  orifice  depends  not  only 
on  the  section  of  that  orifice,  but  also  on  the  velocity  of  the  escape ;  so  that  the  higher  the  velocity,  tho 
aperture  remaining  the  same,  the  greater  will  be  the  volume  of  issuing  fluid. 

To  compensate  for  this  circumstance,  M.  Molinie  has  devised  an  arrangement  at  once  simple  a«(» 
effectual.  Instead  of  the  pointed  screw  i,  he  makes  use  of  a  conical  pin  i',  see  Fig.  2194,  which  is  at- 
tached by  nuts  to  the  movable  cover  H.  It  is  fitted  to  move  in  the  interior  of  a  brass  tube  /t',  fixed  to 
the  stationary  part  of  the  air  receiver„and  close  at  the  bottom,  while  the  top  is  pierced  with  a  hole  of 
the  exact  size  of  the  thick  part  of  the  pin.  The  air  passes  by  an  adjustable  aperture  into  the  interior  ot 
this  tube ;  and  according  as  the  cover  H  is  more  or  less  elevated  or  depressed,  the  area  of  the  aperture 
of  escape  is  proportionally  increased  ok  diminished.     By  this  ingenious  contrivance,  not  only  is  the  the- 


GOVERNORS. 


02- 


aretical  defect  above  alluded  to  corrected,  but  a  great  additional  advantage  is  obtained  in  the  mora 
rapid  and  energetic  action  of  the  governor. 

Figs.  2191,  2192,  and  2193  represent  two  different  modifications  of  the  vane  governor.  Tlie  principle 
of  its  action  consists  in  tlie  atmospheric  resistance  to  rapid  motion  being  employed  to  counteract  the 
force  of  gravity. 

The  form  represented  in  Fig.  2191  is  that  which  illustrates  the  principle  most  clearly.  On  the  crank- 
shaft is  fixed  11  drum  or  pulley  0,  and  underneath  it,  or  in  any  convenient  situation,  is  placed  an  axis 
carrying  a  small  grooved  pulley,  to  whicli  are  attached  two  or  more  fans  or  vanes  P  P.  The  former 
communicates  njotion  to  the  latter  by  means  of  an  endless  band  or  belt,  which  is  also  passed  over  two 
friction-wheels,  the  first  of  which  is  attached  to  the  weighted  rod  r,  which  commands  the  tlirottlevalve 
lever  p,  and  the  other  to  a  gravitating  weight  q,  suspended  freely  on  the  opposite  side  of  the  axis.  The 
area  of  the  vanes  P  P^  and  tlie  weight  of  the  ball  q,  are  so  adjusted  in  relation  to  each  other  that  tlie 
latter  is  just  sufficient  to  drive  round  the  resisting  vanes  at  a  certain  velocity,  exactly  corresponding 
with  the  normal  speed  of  the  engine.  Any  increase  of  that  speed,  instead  of  accelerating  the  motion  of 
the  vanes,  (the  atmospheric  resistance  being  nearly  uniform,)  tends  to  raise  the  weight  and  diminish  the 
supply  of  steam  passing  tlirough  the  steam-pipe  N,  and  any  relaxation  of  it  allows  the  weight  to  de- 
scend, and  thereby  opens  the  throttle-valve  in  a  corresponding  proportion. 


Figs.  2192  and  2193  are  a  side  and  end  elevation  of  an  arrangement  in  which  this  principle  is  carried 
out  in  a  more  practical  and  more  generally  applicable  form.  It  consists  of  an  upright  spindle  s«,  sup- 
ported in  suitable  bearings  in  a  cast-iron  standard  R,  placed,  in  the  usual  manner,  over  the  crank-slialt 
Q  of  the  engine,  upon  which  is  keyed  a  bevel-wheel,  driving  a  pinion  on  the  foot  of  the  upright  spindle, 
whereby  a  rapid  rotatory  motion  is  given  to  it.  The  upper  part  of  the  spindle  is  formed  into  a  screw 
or  worm,  the  threads  of  which  slope  at  an  angle  of  about  45°,  and  upon  which  a  heavy  bush  or  nut  q  ia 
fitted  to  move  easily. 

Tliis  bush,  which  is  usually  formed  into  a  ball,  and  corresponds  in  its  functions  with  the  suspended 
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■weight  q  in  the  previous  example,  lias  attached  to  it  two  or  more  projecting. arms  furnished  with  vanea 
P  r ;  these  are  so  fitted  upon  the  arms  as  to  be  capable  of  being  set  nearer  to  or  further  frona  the 
spindle,  as  circumstances  may  require ;  they  also  admit  of  being  turned  upon  the  arms  in  an  obhque 
du-ection,  as  shown  by  the  dotted  lines  in  Fig.  2193,  in  order  to  diminish  the  atmospheric  resistance. 
The  weiglited  nut  is  connected  to  the  throttle-valve  by  means  of  a  double  lirJi  and  swivel  K,  and  by 
levers  and  rods  M  M,  n  n,  in  the  usual  manner. 

From  the  above  descripition  it  will  be  seen  that  when  the  spindle  s  is  driven  in  the  direction  tending 
to  raise  the  nut  q,  the  latter  with  its  attached  vanes  will  be  carried  round  with  it,  and  at  the  same  velo- 
city, until  and. so  long  as  .the  resistance  of  the  air  against  the  vanes  corresponds  with  (he  gravitating 
power  of  the  weighted  nut.  But  when  the  velocity  of  the  engine,  and  consequently  that  of  the  spindle  », 
IS  increased  beyond  that  point,  the  atmospheric  resistance  against  the  vanes  will  exceed  the  gravitating 
power  of  the  nut  and  its  mountings,  and  cause  them  to  ascend  upon  the  screwed  spindle,  and  thus,  by 
means  of  the, connecting-rods  and  levers  KLM,  njo,  will  diminil^h  the  supply  of  steam  passing  through 
the  steam-pipe  N-  to  the  engine.  If,  on  the  other  hand,  the  velocity  of  the  spindle  is  reduced  below 
that  required  by  the  resistance  of  tlie  vanes  to  overcome  the  gravitating  tendency  of  the  nut  q,  the  latter 
will  tlien  descend  upon  the  spindle,  and  tliereby  increase  the  passage  for  the  supply  of  steam.  The 
speed  of  the  engine  may  be  permanently  varied  at  pleasure,  by  atljusting  tlie  vanes  upon-their  supporting 
arms,  so  as  to  increase  or  diminish  the. gravitating  power  of  the  nut  to  the  required  extent. 

T/i€  chronometric  governor. — This  is  the  name  given  to  Figs.  2195  and  2196,  by  its  inventor,  Jlr.  C. 
W.  Siemens,  of  Berlin.  The  principle  of  its  action  appears  to  be  an  admirable  and  perfect  one,  involv- 
ing as  it  does  the  happy  idea  of  so  combining  the  invariable  motion  of  an  independent  pendulum  with 
the  vai-ying  speed  of  the  engine  or  other  motor,  as  to  make  the  former  correct  instantaneoudij  the 
fluctuations  of  the  latter. 

Fig.  2i95  is  an  elevation,  and  Fig.  2196  a  section  of  this  apparatus,  which  is  set  upon  a  bracket  S  S 
bolted  to  the  wall  of  the  engine-house,  and  supported  by  a  frame-work  T  T,  consisting  of  four  small 
columns  and  a  circular  entablature.  The  differential  velocity  between  the  engine  and  the  revolving 
pendulum  Y  is  obtained  by  means  of  the  three  bevel-wheels  t,  u,  and  v ;  this  last  is  firmly  connected,  by 
an  upright  spindle  and  grooved  arm  w,  with  the  upper  extremity  of  the  pendulum,  produced  through 
the  ball  and  socket  joint,  which  forms  its  point  of  suspension  and  revolution.  The  under  wheel  t  is  fixed 
to  tlie  pulley  U,  which  is  driven  by  the  engine  with  its  uncertain  velocity,  and  in  the  contrary  direction 
to  the  motion  of  the  wheel  v.  Both  these  wheels  move  in  geer  with  the  third  bevel-wheel  u,  which  runs 
perfectly  free  upon  its  axis,  and  is  also  permitted  to  travel  round  the  perpendicular  socket  forming  the 
bearing  of  the  others.  It  is  obvious  that  if  t  and  v  revolve  in  contrary  du-ectlons,  but  with  equal  velo- 
cities, tlie  wheel  u  will  also  revolve  on  its  axis,  but  will  not  change  its  angular  position ;  while  any 
difference  in  speed  between  t  and  v  will  cause  the  wheel  u  to  follow  the  direction  of  the  faster,  which 
will  at  once  alter  the  supply  of  steam,  the  arm  x  being  attached  to  the  throttle- valve  contained  within 
the  steam-pipe  N,  by  means  of  tlie  lever  and  adjustable  connecting-rod /i  and  y.  Another  arm  attaclied 
to  the  a.\is  of  the  wiieel  u,  on  the  opposite  side  of  the  perpendicular  socket,  is  connected  by  means  of 
the  rod  2  to  a  lever  working  between  two  adjustable  stops  Z  Z,  which  serve  to  confine  the  range  of  the 
tlirottle-valve  within  convenient  limits.  To  maintain  tlie  motion  of  the  pendulum  a  constant  poAver  is 
required,  resembling  tliat  of  the  falling  welglit  in  an  ordinary  clock.  This  power  is  supplied  by  tlie 
weight  r,  which  tends  con.5tantly  to  pull  tlie  wlieel  u  to  one  side ;  and  this  strain  being  borne  equally 
by  the  wheels  t  and  v,  causes  the  latter,  and  with  it  the  pendulum  Y,  to  revolve,  while  the  former, 
revolving  in  the  contrary  direction,  is  constantly  engaged  to  raise  the  Aveight  back  again  into  its  proper 
position. 

In  practice  it  has  been  found  that  the  power  necessary  for  maintaining  the  action  of  the  pendulum  is 
much  less  than  tliat  required  to  effect  tlie  movement  of  the  A-alve  ;  and  accordingly  Mr.  Siemens  has 
adopted  the  principle  of  driving  the  pendulum  with  an  excess  of  power,  which  shall  be  neutralized  by 
friction  apparatus  when  not  wanted,  and  shall  be  allowed  to  act  freely  when  the  governor  requires  its 
assistance  to  move  the  valve.  This  is  effected  as  follows :  Sun-ounding  the  grooved  arm  w  is  situated 
a  conical  ring  W,  cast  with  the  framing  T  T,  and  accurately  bored  out ;  against,  the  interior  of  this 
"  absorbing  ring"  a  small  piece  of  steel  accurately  fitted  into  the  open  end  of  the  grooved  arm  lo  is 
pressed  by  the  short  end  of  tlie  pendulum  rod  X,  a  spring  being  interposed  for  the  purpose  of  letting 
the  pressure  come  on  gradually.  It  is  evident  that  whenever  there  is  an  excess  of  driving  weight 
which  causes  divergence  in  the  axis  of  rotation,  the  surface  of  the  steel  rubber  and  of  the  fixed  ring  will 
be  pressed  together  with  a  force  exactly  sufficient  to  balance  the  excess ;  and  so  soon  as  the  pendulum 
falls  back  towards  a  smaller  arc  of  rotation  it  will  relieve  the  friction  apparatus,  and  permit  an  increased 
supply  of  power  to  overcome  the  resistance  of  the  valve.  A  second  spiral  spring  is  laid  within  the 
.  grooved  arm  w,  behind  the  point  of  the  pendulum,  for  the  purpose  of  preventing  the  latter  from  drop- 
ping into  its  perpendicular  position,  and  to  facilitate  its  starting  with  the  engine.  The  adjustment  of 
tJie  valve  is  effected  at  the  very  instant  that  the  equilibrium  between  the  power  and  load  is  disturbed ; 
an  advance  of  l-50th  of  a  revolution  of  the  fly-wheel  is  found  sufficient  to  close  the  valve  entirely.  By 
converting  the  friction  apparatus  int<i  a  regular  break,  the  power  of  the  governor  may  be  increased ; 
and  in  tliis  way  it  may  be  applied  for  the  regulation  of  water-wheels,  and  such  steam-engines  as  are 
furnished  with  variable  expansion  geer,  which  are  better  regulated  by  increasing  or  diminishing  the 
amount  of  expansion  than  by  tlirottling  the  steam. 

Silver^s  Marine  Governor.  A  A'  are  loaded  arms  pivoted  in  their  centres  at  B,  to  the  ."haft  C,  which 
receives  motion  in  any  suitable  manner  from  the  engine.  The  arms  A  A'  are  connected  together  through 
the  medium  of  the  sliding  sleeves  D  D',  sleeve  D  being  united  to  arms  A  A',  by  means  of  rods  E'  E',  and 
sleeve  D'  by  means  of  rods  E  E.  F  F'  are  brackets  on  arms  A  A',  to  which  the  ends  of  rods  E'  E  are 
attached.  These  brackets  are  placed  at  an  angle  of  4.5",  so  that  the  line  of  draft  of  the  anns  and  rads, 
when  the  balls  fly  out,  is  always  parallel  to  the  shaft  C. 

The  centrifugal  force  of  the  balls  is  counteracted  by  the  employment  of  a  spiral  spring  I,  to  which  the 
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sleeve  D  is  attaclied,  by  means  of  clamps  G.  The  tension  of  spring  is  increased  or  diminished  at  plens« 
ure,  by  tnrning  the  nut  J,  which  moves  the  claw  collar  K  out  or  in,  thus  rendering  the  governor  accord- 
ingly more  or,  less  sensitive,  as  desired — collar  K  terminates  in  a  screw  on  which  nut  J  moves. 


When  motion  is  communicated  to  the  spindle  by  the  engine,  the  halls  will  have  a  tendency  to  fly  out 
in  the  direction  of  the  arrows,  and  to  move  the  sleeves  D  D'  laterally.  Sleeve  D'  is  furnished  with  a 
collar  H,  which  is  grasped  by  a  forked  crank  M,  pivoted  to  the  standard  0.  The  lower  branch  of  the 
Itver  N,  is  connected  with  a  rod  leading  to  the  throttle  valve.  The  connection  and  operation  of  sleeve 
D'  on  the  throttle  valve,  is  similar  to  ordinary  governors,  and  requires  no  particular  description. 

GRAPHOMETER.  Fig.  2199  represents  this  instrument  as  constructed  by  B.  Pike,  Jr.,  Broadway, 
New  York.  The  error  arising  from  the  use  of  an  instrument,  where  the  whole  dependence  is  placed 
on  the  needle,  being  frequently  influenced  by  local  attractions,  has  rendered  it  necessary  for  some  other 
method  to  be  employed  to  measure  angles  with  accuracy ;  among  these,  the  common  theodolite  with 
four  sights  has  taken  the  lead.     It  is  simple  in  its  construction,  and  easy  in  its  use. 

Fig.  2199  represents  the  graph-  ™„„  2190. 

ometer,  a  brass  plate  or  part  of  a 
circle  about  twelve  inches  in  diam- 
eter, graduated  on  its  edge  from  0 
to  180  degrees  ;  in  the  opening  be- 
tween the  moving  centre  and  the 
graduated  arc,  is  a  compass  about 
four  inches  in  diameter ;  two  sights 
are  fixecl  on  the  graduated  arc,  one 
at  0  and  the  other  at  180°.  Per- 
pendicular to  the  plane  of  the  in- 
strument, there  is  a  movable  limb 
attached  to  the  limb  of  the  arc,  but 
a  little  shorter,  and  having  the  ex- 
tremities slanted  off,  one  of  which 
forms  a  nonius,  subdividing  the  degrees  on  the  limb  to  minutes,  and  having  two  sights,  one  at  each  end  ; 
in  each  sight  there  is  a  large  and  a  small  aperture,  placed  alternately,  the  large  aperture  in  one  tight 
being  always  opposed  to  the  narrow  aperture  in  the  other ;  underneath  the  plate  is  a  spring  to  fit  on 
the  pin  of  a  ball  and  sacket,  which  fixes  it  the  single  or  three-legged  staff,  as  may  be  required.  In  the 
figure  the  ball  and  socket  are  represented  detached  from  the  instrument. 

llie  four-sighted  theodolite  is  the  same  instrument,  except  that  the  circle  is  entire,  and  the  compass 
is  placed  in  the  centre  of  the  circle. 

GRAVITY  AND  GRAVITATION.  These  terms  are  often  used  synonymously,  to  denote  the 
mutual  tendency  which  all  bodies  in  nature  liave  to  approach  each  other.  See  Force,  Centre  of 
Gravity,  and  Atwood's  Machine. 

GRAVITY,  SPECIFIC.  The  specific  gravity  of  a  body  is  the  ratio  of  its  weight  to  an  equal  volume 
of  some  other  body  assumed  as  a  conventional  standard.  The  standard  usually  adapted  for  solids  and 
liquids  is  rain,  or  distilled  water,  at  a  common  temperature. 


*  Mr.  Charles  W.  Copeland,  66  Broadway,  is  the  general  agent  for  the  sale  of  this  governor. 
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In  bodies  of  equal  magnitudes  the  specific  gravities  are  directly  as  tlie  weights,  or  as  their  densities. 
In  bodies  of  the  same  specific  gravities  the  weights  will  be  as  the  magnitudes.  In  bodies  of  equal 
weights  the  specific  gravities  are  inversely  as  the  magnitudes.  The  weights  of  different  bodies  are  to 
each  other  in  the  compound  ratio  of  their  magnitudes  and  specific  gravities.  Hence  it  is  obvious  that 
of  the  magnitude,  weight,  and  specific  gravity  of  a  body,  any  two  of  these  being  given,  the  third  may 
be  found. 

Ex.  1.  The  weight  of  a  marble  statue  being  148  pounds  avoirdupois,  required  the  number  of  cubic 
feet,  etc.,  which  it  contains,  the  specific  gravity  of  marble  being  2'742.  Since»a  cubic  foot  of  marble 
weighs  2742  ounces,  we  have,  water  being  taken  as  1000, 

As  2742  :  748  X  16  : :  1  -i-SG  feet, 

Ex.  2.  Required  the  weight  of  a  block  of  granite  whose  length  is  63  feet,  and  breadth  and  thickness 
each  12  feet,  the  specific  gravity  of  granite  being  2625.     Here  63  X  12  X  12  =  9072  feet :  then  again. 
As  1  :  9072  : :  2625  :  23813900  ounces,  or  664  tons  9  cwt. 

A  body  immersed  in  a  fluid  will  sink  if  its  specific  gravity  be  greater  than  that  of  the  fluid ;  if  it  be 
less,  the  body  will  rise  to  the  top,  and  be  only  partly  immerged ;  and  if  the  specific  gravity  of  the  body 
and  fluid  be  equal,  it  will  remain  at  rest  in  any  part  of  the  fluid  in  which  it  may  be  placed.  When  a 
body  is  heavier  than  a  fluid  it  loses  as  much  of  its  weight  when  immersed  as  is  equal  to  a  quantity  of 
the  fluid  of  the  same  bulk  or  magnitude.  If  the  specific  gravity  of  the  fluid  be  greater  than  that  of  the 
body,  then  the  quantity  of  fluid  displaced  by  the  part  immerged  is  equal  to  the  weight  of  the  whole 
body.  And  hence,  as  the  specific  gravity  of  the  fluid  is  to  that  of  the  body,  so  is  the  whole  magnitude 
of  the  body  to  the  part  immerged.  The  specific  gravities  of  equal  solids  are  as  their  parts  immerged 
in  the  same  fluid.     The  specific  gravities  of  fluids  are  as  the  weights  lost  by  the  same  immerged  solid. 

To  find  the  specific  gravity  of  a  body. — This  may  be  done  generally  by  means  of  the  hydrostatic 
balance,  which  is  contrived  for  the  easy  and  exact  determination  of  the  weights  of  bodies,  either  in  air 
or  when  immersed  in  water  or  other  fluid,  from  the 
difference  of  which  the  specific  gravity  of  both  the  solid 
and  fluid  may  be  computed 

1.  When  the  body  is  heavier  than  water. — Weigh  it 
both  out  of  water  and  in  water;  then  say,  as  the 
weight  lost  in  water  is  to  the  whole  or  absolute  weight, 
so  is  the  specific  gravity  of  water  to  that  of  the  body. 

To  do  this,  suspend  the  body  by  a  bair  to  the  short 
arm  of  the  hydrostatic  steelyard  represented  in  Fig. 
2200.  Then  weigh  it  in  the  air,  by  sliding  it  on  this 
arm,  until  it  balances  any  convenient  weight  hung  at  A ; 

the  long  arm  being  graduated  into  any  convenient  number  of  equal  parts.  Then  immerse  the  body  in 
water,  and  weigh  it  by  sliding  the  weight  from  A  to  C.  Then  as  the  division  between  A  and  C,  is  to 
the  whole  number  of  divisions  on  A  B,  so  is  unity  to  the  specific  gravity  of  the  body  with  reference  to 
the  fluid  in  which  it  was  immersed. 

2.  When  the  body  is  lighter  than  imter. — In  this  case  attach  to  it  a  piece  of  another  body  heavier  than 
water,  so  that  the  mass  compounded  of  the  two  may  sink  together.  Weig  'i  the  denser  body  and  the  com- 
pound body  separately,  both  out  of  the  water  and  in  it ;  and  find  how  much  each  loses  in  the  water  by 
subtracting  its  weight  in  water  from  its  weight  in  air ',  and  subtract  the  less  of  these  remainders  from  the 
greater ;  then  use  this  proportion,  as  the  last  remainder  is  to  the  weight  of  the  light  body  in  air,  so  is 
the  specific  gravity  of  tiie  water  to  the  specific  gravity  of  the  body. 

3.  When  the  specific  gravity  of  a  fluid  is  required. — Take  some  body  of  known  specific  gravity  •, 
weigh  it  both  in  and  out  of  the  fluid,  and  find  the  loss  of  weight  in  the  fluid,  by  taking  the  difference  of 
these  two ;  then  say,  as  the  whole  or  absolute  weight  is  to  the  loss  of  weight,  so  is  the  specific  gravity 
of  the  soUd  to  the  specific  gravity  of  the  fluid. 

By  a  fortunate  coincidence  it  happens  that  a  cubic  foot  of  rain-water  weighs  1000  avoirdupois  ounces ; 
and,  consequently,  assuming  this  as  the  specific  gravity  of  rain-water,  and  comparing  all  other  bodies 
with  this,  the  same  numbers  that  express  the  specific  gravity  of  bodies  will  denote  the  weight  of  a  cubic 
foot  of  each  in  avoirdupois  ounces. 


Specific  Gravities  of  different  Bodies. 


Metals. 

Ounces. 

Antimony,  crude 4064 

glass  of 4946 

molten 6702 

Arsenic,  glass  of,  natural  3594 

molten 5763 

native  orpiment 5452 

Bismuth,  molten 9823 

native 9020 

ore  of,  in  plumes , 4871 

Brass,  cast,  not  hammered 8396 

ditto,  wire-drawn 8544 

cast,  common 7824 

Cobalt  molten 7812 

blue,  glass  of 2441 


Ounces. 

Copper,  not  hammered 7788 

the  same  wire-drawn 8878 

ore  of  soft  copper,  or  natural  ver- 
digris   8572 

Gold,  pure,  of  24  carats,  melted,  but  not 

hammered 19258 

the  same  hammered 19862 

Parisian  standard,  22  car^  not  ham'd.  17486 

Iron,  cast 7207 

bar,  either  hardened  or  not 7788 

Steel,  neither  tempered  nor  hardened 7833 

hardened,  but  not  tempered 7840 

tempered  and  hardened 7816 

ditto,  not  hardened 7816 

Iron,  ore  prismatic 735ft 
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Ounces. 

fron,  ore  specular 5218 

ditto,  lenticular 5012 

Lead,  molten  11352 

ore  of,  cubic 7587 

ditto,  horned 6072 

ore  of  black-lead 6745 

ore  of  white-lead 4059 

ditto  ditto  vitreous  6558 

Manganese  striated 4756 

Molybdena 4738 

Mercury,  solid  or  congealed 15632 

fluent ! 13568 

precipitate,  red 8399 

brown  cinnabar  10218 

red  cinnabar 6902 

Nickel,  molten 7807 

ore  of,  called  Kupfer-nickel  of  Saxe .  6648 

Platina,  crude,  in  grains  15602 

purified,  not  hammered 19500 

ditto  hammered 20337 

ditto  wire-drawn 21042 

ditto  rolled 22069 

Silver,  virgin,  12  deniers,  fine,  not  hammer'd.  10474 

ditto,  hammered 1051 1 

Tin,  pure 7291 

ore  of,  red 6935 

ore  of,  black 6901 

ore  of,  white 6008 

Tungsten 6066 

Uranium 6440 

Wolfram 7119 

Zinc,  molten ; 7191 

Precious  Stones. 

Beryl,  or  aqua-marine  oriental 3549 

ditto,  occidental  2723 

Chrysolite  of  the  jewellers 2782 

of  Brazil 2692 

Crystal,  pure  rock 2653 

Diamond 3530 

Brazilian 3444 

Emerald  of  Peru 2775 

Garnet 4063 

volcanic,  24  faces  2468 

Girasol 4000 

Hyacinth,  common 3687 

Jargon  of  Ceylon 4416 

Quartz 2624  to  3750 

Ruby,  oriental 4283 

Brazilian  3531 

Sapphire,  oriental  3994 

of  Puys  4077 

Brazilian 3131 

Spar,  white  sparkling 2595 

red  ditto 2438 

green  ditto 2704 

blue  ditto  .* 2693 

green  and  white  ditto 3105 

adamantine 3873 

Topaz,  oriental 4011 

pistachio  ditto 4061 

Brazilian 8536 

Vermilion 4230 

Silicious  Stones. 

Agate 2620 

Chalcedony,  common 2616 

Cornelian 2612 

Flint 2594 

Jade,  white 2950 

Jasper 2359  to  2816 

Opal 2114 

5» 


Cunce& 

Pearl,  virgin  oriental 2684 

Pebble,  onyx  2664 

stained  2587 

Prasium  2581 

Sardonyx,  pure  2603 

Schorl,  octahedral 3226 

tourmalin  of  Ceylon 3054 

antique  basaltes 2923 

Brazilian  emerald 3156 

Stone,  paving 2416 

cutlers' 2111 

grind 2143 

mill 2484 

Various  Stones,  Earths,  &c. 

Alabaster,  oriental  white  2730 

ditto  semi-transparent 2762 

yellow  2699 

stained  brown 2744 

veined  2691 

Amber,  yellow  transparent 1078 

Ambergris 926 

Amianthus,  long 909 

short 2313 

Asbestos,  ripe 2578 

starry 3073 

Basaltes  from  Giants'  Causeway 2864 

Bitumen  of  Judea 1104 

Brick 2000 

Chalk 2790 

Gypsum,  opaque 2168 

semi-transparent 2306 

Glass,  green 2642 

white 2892 

bott*e 2733 

fluid 3329 

Granite 2613  to  2956 

Hone,  white  razor 2876 

Lapis  nephriticus 2894 

Lazuli....; 3054 

Hajmatites 4360 

Calaminaris 5000 

Judaicus 2500 

Manati..  2270 

Limestone 3179 

Marble  2700 

Obsidian  stone 2348 

Peat,  hard  1329 

Phosphorus 1714 

Porcelaine,  Sevres 2146 

China , 2385 

Porphyry 2750 

Pyrites,  coppery 4954 

ferruginous  cubic 3900 

ditto,  round %4101 

ditto,  of  St.  Domingo 3440 

Serpentine  2500 

semi-transparent,  fibrous 3000 

Slate,  common .' 2672 

new 2854 

black-stone 2186 

flesh  polished 2766 

Stalactite,  transparent 2324 

opaque  2478 

Stone,  pumice 915 

jDrismatic  basaltes  2722 

touch 2416 

common 2520 

rag 2470 

rotten  1981 

hard  paving 2460 

Sulphur,  native  203S 
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Ounces. 

Sulphur,  molten 1991 

Talc,  black  crayon 2089 

yellow 2655 

black..    , 2900 

white 2704 

Liquors,  Oils,  dec. 

A.C1U,  sulphuric "...  1841 

ditto,  highly  concentrated 2125 

nitric 1271 

ditto,  highly  concentrated 1580 

muriatic 1194 

red,  acetous  1025 

white,  acetous 1014 

distilled  ditto 1010 

fluoric 1500 

acetic 1063 

phosphoric 1558 

formic 994 

Alcohol,  commercial  837 

highly  rectified 829 

mixed  with  water, 

15-16ths  alcohol 853 

14-16th3       "       867 

13-16th3       "       882 

12-16ths       "       895 

ll-16ths       "       908 

10-16ths       "       920 

9-16ths       "       932 

8-16ths       "       943 

7-16ths       "       952 

6-16ths       "       960 

5-16ths       "       967 

4-16ths       " 973 

S-lGths       "       979 

2-16ths       "       985 

l-16th        «       992 

Ammoniac,  liquid  897 

Beer,  pale 1023 

brown 1034 

Cider 1018 

Ether,  sulphuric 739 

nitric 909" 

muriatic 730 

acetic 866 

Milk,  woman's 1020 

cow's 1032 

ass's 1036 

ewe's 1041 

goat's 1035 

mare's 1034 

cow's  clarified 1019 

Oil,  essential,  of  turpentine 870 

*itto,  of  lavender 894 

Itto,  of  cloves 1036 

ditto,  of  cinnamon 1044 

of  olives 915 

of  sweet  almonds 917 

of  filberts 916 

linseed 940 

of  walnuts 923 

of  whale  923 

of  hempseed 926 

of  poppies 924 

rapeseed  919 

Tur[)entine,  liquid 991 

Urine,  human 1011 

Water,  rain 1000 

distilled 1000 

sea  (average) 1026 

of  Dead  Sea  ..  1240 

BSTinfc,  Burgundy , 992 


O'lncea 

Wine,  Bourdeaux 994 

Madeua 1038 

Port 997 

Canary 1033 

liesins,  Gums,  Animal  Substances,  dc. 

Aloes,  socotrine  1380 

hepatic 1359 

Asafoetida 132S 

Bees-wax,  yellow 965 

white 969 

Bone  of  an  ox 1656 

Butter 942 

Calculus  humanus 1700 

ditto 1240 

ditto 1434 

Camphor 989 

Copal,  opaque 1149 

Madagascar 1060 

Chinese... 1063 

Crassamentum,  human  blood 1126 

Dragon's  blood 1205 

Elemi 1018 

Fat,  beef 923 

Galbanum 1212 

Gamboge 1222 

Gum,  ammoniac 1207 

Arabic 1452 

Euphorbia 1124 

seraphic 1201 

tragacanth 1316 

bdeUium 1372 

Scammony  of  Smyrna 1274 

Gunpowder,  shaken 932 

in  a  loose  heap 836 

solid 1745 

Honey 1450 

Indigo 769 

Ivory 1826 

Juice  of  liquorice 1723 

of  Acacia 1515 

Labdanum  1186 

Lard 948 

Mastic 1074 

Myrrh  1360 

Opium 1336 

Scrum  of  human  blood 1030 

Spermaceti 943 

Storax 1110 

Tallow 942 

Terra  Japonica 1398 

Wax,  shoemakers' 897 

Woods. 

Alder , 800 

Apple-tree  793 

Ash,  the  trunk 845 

Bay-tree  822 

Beech  852 

Box,  French 912 

Dutch 1328 

Brazilian  red 1031 

Cedar,  wild 596 

Palestine '. 613 

Indian 1315 

American 561 

Citron 726 

Cocoa-wood 1040 

Cherry-tree 715 

Cork 240 

Cypress,  Spanish 644 
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Ounces. 

Ebony,  American 1331 

Indian 1209 

Elder-tree 695 

f:ini,  trunk  of 671 

Filbert-tree 600 

Fir,  male 550 

female  498 

Hazel  600 

Jasmine,  Spanish.- 770 

Juniper-tree 556 

Lemon-tree 703 

Lignum- vitffi 1333 

Linden-tree 604 

Logwood 913 

Mastick-tree 849 

Maliogany 1063 

Maple 750 


Ounce*. 

Medlar 944 

Mulberry,  Spanish S97 

Oak,  heart  of,  60  years  old .'....  1170 

Olive-tree 927 

Orange-tree 70i 

Pear-tree 661 

Pomegranate-tree 1354 

Poplar 383 

•white  Spanish 529 

Plum-tree 785 

Quince-tree 705 

Sassafras 482 

Vine 1327 

"Walnut 671 

Willow 585 

Yew,  Dutch , 788 

Spanish 807 


Weight  and  Specific  Gravity  of  different  Gases. 
Fahrenheit's  Thermometer  55°.    Barometer  30  inches. 

Speciflc  Gravity.  Wt.  Cub.  Foot. 

Atmospheric  air 1-2  525'0  grains. 

Hydrogen  gas  01  .•. 43-75 

Oxygen  gas  1-435       627-812 

Azoticgas 1-182       517-125 

Nitrousgas  1-4544     636-333 

Ammoniac  gas -7311 319-832 

Sulphureous  acid  gas  2-7611     1207-978 

In  tliis  table  the  weights  and  specific  gravities  of  the  principal  gases  are  given,  as  they  correspond 
to  a  state  of  the  barometer  and  thermometer  which  may  be  chosen  for  a  medium.  The  specific  gravity 
of  any  one  gas  to  that  of  another  will  not  exactly  conform  to  the  same  ratio  imder  different  degrees  of 
heat  and  other  pressures  of  the  atmosphere. 

And  if  common  air,  the  standard,  be  taken  at  unity  (1),  chlorine  oxymuriatic  acid  will  be  2-500,  and 
hydrogen  0"069  ;  whence  we  conclude  that  chlorine  is  2^  times  heavier  than  hydrogen,  and  this  last  is 
14  times  lighter  than  common  air.  For,  to  arrive  at  the  absolute  weight  of  the  gases,  we  have  only  to 
assume  100  cubic  inches  of  atmospheric  air  to  weigh  30-5  grains,  and  as  there  are  1728  cubical  inches 
in  a  cubic  foot,  the  simple  proportion 

100  :  30-5  grains  : :  1728  :  527-04  grains, 
the  weight  of  a  cubic  foot  of  common  air. 

And  f»r  any  other  gas,  it  is  only  necessary  to  observe  its  specific  gravity  in  relation  to  that  of  common 
air ;  for  example,  chlorine  has  a  specific  gravity  of  2-5  ;  hence  a  cubic  foot  of  chlorine  will  weigh  2^ 
times  as  much  as  a  cubic  foot  of  common  air ;  for 

527-04  X  2i  =  1317-6  grains, 
the  weight  of  a  cubic  foot  of  chlorine. 

To  determine  the  weight  of  any  gas  lighter  than  common  ah-,  we  also  compare  their  specific  gravities : 
thus,  the  specific  gravity  of  aramoniacal  gas  is  0-5,  and  that  of  atmospheric  air  being  =  1,  we  have 
1:0-5::  1728  :  864-0,  or  simply  1728  -f-  2  =  864  grains,  for  the  weight  of  a  cubic  foot  of  ammoniacal 
gas ;  and  so  on  for  all  the  other  gaseous  bodies,  as  they  are  arranged  in  the  following  table. 
If  atmospheric  air  be  taken  at  unity  (1),  then  the  various  gases  will  stand  as  under : — 


Atmospheric  air 1-000 

Ammoniacal  gas 0-500 

Carbonic  acid 1-527 

Carbonic  oxide 0972 

Carburetted  hydrogen  0-972 

Chlorine 2-500 

Chlorocarbonous  acid 3*472 

Chloroprussic  acid 2-152 

Cyanogen 1-805 

Euchlorine 2-440 

Fluoboric  acid 2371 

Fluosilicic  acid 3-632 

llydriodic  acid  4-346 


Hydrogen 069 

Muriatic  acid 1-284 

Nitric  oxide 1-041 

Nitrogen 0-972 

Nitrous  acid 2-638 

Nitrous  oxide 1-527 

Oxygen 11 11 

Phosphuretted  hydrogen  0902 

Prussic  acid 0937 

Subcarburetted  hydrogen 0-555 

Subphosphuretted  ditto 0-972 

Sulphuretted  ditto 1-180 

Sulphureous  acid 2-222 


GRINDING  MACHINE,  double.  By  Messrs.  Nasmyth,  Gaskell  and  Co.  The  object  of  the  m&chine 
represented  by  Figs.  2201,  2202,  and  2203,  is  to  grind  up  the  faces  of  tlie  different  parts  of  machinery, 
when  a  great  surface  is  required  to  be  made  perfectly  smooth ;  to  accomplish  which,  this  contrivance 
has  been  used. 

Figs.  2201,  2202,  and  2203,  severally  show  a  side  elevation,  an  end  elevation,  and  a  plan  of  a  double- 
face  grinding  machine,  the  one  side  being  a  repetition  of  the  other.     To  the  two  cast-iron  cross-frames  a  a 
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are  bolted  two  large  plummer-blocks  for  carrying  the  main  shaft,  having  at  each  extremity  the  ciiculai 
frames  divided  into  twelve  compartments,  in  which  are  placed  the  grinding  stones  /,  each  being  adjust 
able  by  the  small  set  screws  m  round  its  circumference.  On  the  top  of  the  cross-frames  a,  are  placed 
two  longitudinal  frames  b  b,  made  also  of  cast-iron,  for  supporting  the  long  bed-frames  c  c,  and  also  the 
self-acting  apparatus  furnished  to  this  machine.  Two  motions,  the  one  at  right  angles  to  the  otlier,  are 
given  by  the  slides  d  working  along  the  beds  c,  and  also  the  face-plates  e  for  canying  the  work,  by 
which  it  is  brought  into  contact  with  the  grinding  stones.  Pits  are  made  to  allow  tlie  wheels,  for  car 
rvhig  the  stones,  to  work  in. 


The  self-acting  motion  given  to  the  work  being  faced,  by  means  of  which  it  slides  along  the  oea  c 
while  the  grinding  stones  are  revolving  on  their  axes,  is  thus  obtained :  on  the  main  shaft  next  to  the 
driving-riggers  or  pulleys  (/,  is  a  worm  /,  which,  as  it  revolves,  works  a  worm-wheel  represented  by  the 
dotted  lines  in  Fig.  2202,  thus  communicating  the  motion  to  the  upright  spindle  ;  from  this  it  is  carried 
by  the  bevel-wheels  to  the  spindle  running  horizontally  the  whole  length  of  the  machine,  having  at 
each  extremity  three  small  bevel-wheels.  Tlie  action  of  this  apparatus  is  thus,  supposing  the  slide  to 
be  travelling  in  the  direction  towards  the' small  bevel- wheels,  two  of  which  are  required  for  the  pur- 
pose, while  the  third  or  outer  one  runs  freely  on  the  spindle,  without  producing  any  effect,  the  small 


clutch  being  disengaged  from  it ;  on  the  travelling  slide  d  is  fixed  a  stud  or  pin  7i' ;  a  long  rod  7i  of  the 
same  length  as  the  bed  c,  is  movable  in  two  stud-bearings  fixed  to  it.  As  the  slide  d  travels,  the  pin  h' 
comes  into  contact  with  a  second  stud  or  pin  adjusted  to  any  position  on  the  rod  A,  according  to  the 
length  of  the  motion  required,  which  must  naturally  press  it  forward,  and  thereby  throw  out  the  clutch 
on  the  end  of  the  spindle,  which  being  shifted  from  one  bevel-wheel  to  the  other,  disengages  that  which 
had  been  at  work  before,  while  it  engages  the  outer  one,  that  had  been  running  loosely  on  the  spindle ; 
by  this  curious  contrivance,  the  screw  for  working  the  slide  revolves  in  a  contrary  direction,  and  instead 
of  drawing  the  slide  d  towards  it,  sends  it  back.  A  counterbalance  weight  n  is  connected  to  the  ex- 
tremity of  the  rod  h,  for  keeping  it  in  a  steady  position  while  this  operation  is  being  performed. 

The  tappet-wheel  k,  fixed  on  the  end  of  the  screw  for  advancing  the  other  slide  e,  is  also  worked  by 
a  pin  on  the  same  rod  h,  whereby  the  work  is  advanced  to  the  face  of  the  grinding  stone ;  it  is  on  the 
upper  part  of  the  slide  e  that  tlie  work  is  fixed.  A  substantial  foundation,  consisting  of  stone- work,  is 
prepared  for  receiving  the  two  frames  a  a,  and  to  which  they  are  firmly  bolted  down  by  strong  hold* 
ing-bolta. 
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Another  mode  of  performing  this  same  operation  might  be  adopted,  by  fastening  a  •whole  grindstone 
into  the  chucks,  and  passing  a  bolt  through  two  surface  plates  of  two  feet  diameter  each,  one  on  the 
middle  part  of  each  face  of  the  grindstone,  by  which  means  they  would  be  more  effectually  secured  to 
their  places. 


2203. 


References  to  Figs.  2201,  2202,  and  2203. 


a,  cross-fraines  or  standards. 
fr,  Longitudinal  trames. 

c,  Bed-plates. 

d,  Cross-slides. 

e,  Slides  or  face-plates  for  carrying  work. 
/,  Grindstones. 

g,  Driving-riggers. 


A,  Kods  for  reversing  motion  by  means  of  tappet  h'  and 

?',  Clutches.  [clutches  t. 

j.  Bevel-wheels  for  working  slides. 

k.  Tappet-wheels. 

/,  Worm  on  main  shaft  for  working  bevel-geer  j. 

m.  Screws  for  setting  stones. 

Ill  Counterbalance  weights. 


GRINDING  MILL,  Bogardus'  Eccentric.  This  is  the  first  modem  improvement  in  mills — the  old  and 
hitherto  unchanged  principle  is  abandoned,  and  an  entirely  new  one  practically  applied.  In  all  others 
one  stone  or  plate  is  stationary,  and  the  other  revolves,  by  its  rapid  revolution  communicating  a  centri- 
fugal force  to  the  substance  introduced  between_the  plates,  and  thus  placing  it  where  it  may  be  subjected 
to  their  grinding  action.  In  this  mill  both  pMtes  revolve  in  the  same  direction,  (with  nearly  equal 
speed,)  on  centres  which  are  apart  from  each  other  one  inch  more  or  less,  the  centre  of  the  one,  or  axis 
thereto  affixed,  resting  on  and  revolving  upon  a  stationary  bearing,  whilst  the  prime  mover,  by  means 
of  a  belt  or  gearing,  causes  the  motion  of  the  other  plate. 

Fig.  2204  represents  the  plates  used  in  this  mill ;  a  is  the  upper,  c  the  lower  plate,  the  faces  of  which 
are  shown  in  the  horizontal  view.  The  vertical  view  in  which  the  plates  are  marked  c  d,  represents  the 
position  they  occupy  in  reference  to  each  other.  From  the  position  of  the  two  centres  it  is  named  the 
Eccentric  Mill.  The  circles  which  are  cut  in  the  plates  act  like  revolving  shears,  cutting  every  way 
with  a  peculiar  cutting,  wrenching,  twisting  and  sliding  motion,  admirably  adapted  for  every  species  of 
grinding. 

Fig,  2205  shows  the  mill  for  grinding  dn/  substances ;  the  power  is  applied  by  means  of  a  belt  and 
pulley  attached  to  the  shaft,  and  the  lower  plate  c  c  is  made  to  revolve,  and  communicates  motion  to  the 
upper  plate,  which  is  fastened  by  bolts  dd  to  the  revolving  collar  //.  The  shoe  I,  acts  against  the  col- 
lar or  tube,  which  causes  it  to  vibrate,  and  this  vibration  hastens  the  supply  fed  to  the  plates  to  the  ex- 
tent allowed  by  the  slide  in  the  hopper,  ii  and  j  are  oil-chambers;  7t  the  bearing  for  mill-shaft.  The 
degree  of  fineness  or  coarseness  of  grinding  is  regulated  by  means  of  a  screw  and  lever  acting  upon  the 
step  ff.  e  is  the  screw,  which  may  be  turned  by  a  wrench ;  a  the  lever,  with  a  fulcrum  k,  and  connected 
by  means  of  a  connecting-rod,  represented  by  the  dotted  line  in  the  stand,  with  a  lever  which  acts  di- 
rectly upon  the  step.  The  weight  h,  by  means  of  these  levers  would  keep  the  plates  in  close  contact, 
but  their  distance  apart  is  regulated  by  the  screw.  As  will  be  immediately  perceived,  when  iron  or  any 
kindred  substance  passes  between  the  plates,  the  lower  plate  yields  and  allow^s  it  to  pass  out. 

Fig,  2206  represents  the  mill  for  grinding  liquid  substances.  The  principle  is  precisely  the  same ;  the 
only  difference  between  this  and  the  mill  for  grinding  dry  substances  being  in  the  arrangement  of  the 
frame,  and  the  adaptation  of  the  different  parts  to  the  particular  use  for  which  the  mill  is  designed.  The 
hopper  acts  as  a  mixer,  and  the  liquid  is  forced  down  through  the  hollow  shaft  to  the  plates.  The  lower 
plate  is  plain  for  about  two  inches  from  the  outer  edge. 

The  following  are  some  of  the  advantages  of  mills  worked  on  this  principle : 

1.  The  peculiar  motion  of  the  plates  causes  them  of  themselves  to  discharge  the  ground  substance,  so 
that  many  substances  can  be  ground  in  this  which  would  altogether  choke  other  mills. 

2.  In  other  mills  a  given  point  in  one  of  the  plates  continually  describes  the  same  circle  on  the  other, 
out  in  this  mill  it  traverses  on  the  other  plate  in  an  infinite  variety  of  directions  over  a  surface  embraced 
oetween  two  concentric  circles,  apart  from  each  other  twice  the  distance  that  the  centres  of  the  plates  are 
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apart ;  thus  the  wear  and  tear  of  the  plates  is  rendered  uniform,  and  the  grindint?  action  of  every  pan 
preserved.  '  ' 

3.  In  other  mills  the  grinding  power  of  each  point  increases  with  its  distance  from  the  centre,  but  ir, 
this  mill,  every  point  from  the  centre  to  the  circumference  has  the  same  grinding  power.     A  considera- 
bly smaller  mill  will  therefore 
22CI.  do  a  given  amount  of  work,  and 

accordingly  the  eccentric  mill  is 
more  portable  tlian  any  other 


2206. 


4.  The  ever-changing  action  of  the  mill,  and  the  quick  digcharge  of  the  substance  ground,  prevent  the 
plates  from  becoming  heated,  so  that  it  may  be  profitably  employed  in  grinding  substances  which  in 
other  mills  would  be  either  spoiled  or  deteriorated  in  qimlity,  or  which  could  not  be  ground  at  all,  on 

account  of  their  melting.  It  is  very  extensively  used  for  grind- 
ing sugar,  a  substance  which  it  is  almost  impossible  to  grind  in 
the  old  mills.  If  other  mills  were  driven  with  the  speed  which 
can  be  safely  appUed  to  the  eccentric  mill,  they  would  in  a  few 
minutes  be  heated  to  a  very  high  degree. 

These  mills  have  been  successfully  introduced  for  the  following 
purposes : — Hulling  rice,  coifee  and  olives  ;  grinding  grain  of  all 
.kinds;  paints  of  all  kinds,  in  water  or  in  oil;  iron,  zinc,  copper 
and  gold  ores,  plumbago  and  manganese,  bones  for  maiiure  and 
bones  for  refining  sugar,  flint  and  quartz,  charcoal,  plaster,  putty, 
printers'  inks,  drugs  and  dye-stuffs,  snuff,  mustard,  coffee,  spices, 
loaf-sugar,  starch,  gums,  resins,  asphaltum,  India-rubber,  flax- 
seed and  oil-cake,  &c. 

Many  substances  above  enumerated  cannot  be  ground  at  all  by 
other  mills.  These  mills  are  more  economical  in  the  power  re- 
quired to  drive  them,  and  the  labor  of  attending  to  them  is  less 
costly  for  the  work  they  do;  they  are  more  portable,  and  are  ca- 
pable of  being  applied  to  purposes  for  which  other  mills  are  use- 
less.    The  wear  and  tear  is  trifling. 

GRIND-STONES.      A  well-known  tool,  used  in  nearly  all 

branches  of  the  mechanic  arts.     They  are  brought  to  this  country 

I  from  France  and  England,  and  are  also  obtained  in  this  country. 

The  sandstone  from  which  they  are  almost  entirely  composed  is 

split  out  of  the  quarry  by  wedges,  and  dressed  on  the  sides  by  chisel 

and  hammer.     A  square  hole,  in  proportion  to  the  weight,  is  cut 

in  the  centre,  and  the  stone  marked  from  this  centre ;  the  face  is 

then  chipped  down,  as  near  as  may  be,  to  its  intended  circumfe- 

_,p=:renca,  and  sent  to  market.   After  mounting  and  wedging  the  stone 

^^  upon  its  axle,  it  is  chipped  off  at  the  prominent  points  and  then 

rough-turned — the  heavy  stones  in   particular  requiring   great 

care  in  the  hanging  and  trimming,  that  they  may  run  smoothly 
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GUDGEON.  Tlie  extremity  of  a  horizontal  shaft  of  a  water-wheel,  that  runs  in  the  collar.  Every 
gudgeon,  in  order  to  avoid  unnecessary  friction,  should  be  made  as  small  in  diameter  as  p<tssible,  con- 
Bistently  with  the  requisite  strength  and  durability.  Tlie  cube  root  of  the  weight  of  a  Avater-wheel  in 
hundred  weights,  is  nearly  equal  to  the  diameter  in  inches  of  a  cast-iron  gudgeon  sufficiently  strong  ta 
support  such  wheel.  For  wooden  water-wheels,  multiply  the  diameter  in  feet  by  the  width  also  in  feetj 
to  which  add  the  square  of  half  the  diameter ;  the  cube  root  of  the  sum  will  be  nearly  equal  to  the 
diameter  of  the  gudgeon  in  inches.  It  has  been  inferred  from  experiment  that  gudgeons  of  the  same 
size,  of  cast  and  of  wrought  iron,  are  capable,  at  a  medium,  of  sustaining  weights  without  flexure,  io 
the  proportion  of  9  to  14.     See  Geering,  page  841. 

GUNS.  Eveiy  best  finished  gun  usually  passes  through  fifteen  or  sixteen  hands,  each  of  which  con- 
stitutes almost  a  distinct  trade ;  although  two  or  three  brandies  are  often  combined,  or  subdivided, 
according  to  the  extent  of  business.     They  may  be  arranged  in  the  following  order : — 

1.  Barrel  forger ;  2.  lock  and  fui*niture  forger ;  3.  barrel  borer  and  filer ;  4.  lock  filer ;  5.  furniture 
filer;  6.  ribber  and  breecher ;  7.  stocker  ;  8.  screwer-together ;  9.  detonator;  10.  stiipper  and  finisher ; 
11.  lock  finisher;  12.  polisher  and  hardener;  13.  engraver;  14.  browner;  15.  stock  polisher.  The 
barrel-making  being  also  divided  into  several  branches. 

The  first  jjrocess  in  the  manufacture  of  musket  or  common  baiTels  is  the  making  what  are  techni- 
cally called  skelps.  The  skelp  is  a  piece  of  iron  about  one  foot  long,  but  thicker  and  broader  at  one 
end  than  at  the  other ;  and  the  barrel  of  a  musket  is  formed  by  forging  out  such  pieces  to  the  proper 
dimensions,  and  then  folding  or  bending  them  round  into  a  cylindiical  form  until  the  edges  overlap,  so 
that  they  can  be  welded  together.  It  is  then  placed  in  a  furnace,  raised  to  a  welding  heat,  and  taken 
out,  when  a  triblet  or  cylinder  of  iron  being  placed  m  it,  it  is  passed  quickly  through,  a  pair  of  rollers. 
The  efi'ect  of  this  is,  that  the  welding  is  performed  at  a  single  heating,  and  the  remainder  of  the  elonga- 
tion necessary  for  bringing  it  to  the  length  of  a  musket-barrel  is  performed  in  a  similar  manner,  but  at 
a  lower  temperature.  This  method  of  welding  is  far  less  injurious  to  the  texture  of  the  iron,  which  is 
now  exposed  only  once,  instead  of  three  or  four  times  to  the  welding  heat. 

The  barrels  for  fowling-pieces  are  of  various  kinds,  as  stub,  stub-twist,  wire-tmst,  and  Damascus-twist, 
and  sometimes  a  combination  of  the  two  latter  ones,  as  well  as  another  description  called  stub-Damas- 
cus. These  are  the  best  varieties,  but  a  number  of  inferior  kinds  are  made,  which  are  only  employed 
for  very  common  guns. 

In  order  to  make  stub-iron,  old  horse-shoe  nails,  called  stubs,  are  collected,  then  packed  closely  to- 
gether, and  bound  with  an  iron  hoop,  so  as  to  form  a  ball  about  ten  or  twelve  inclies  in  circumference ; 
which,  being  put  into  a  furnace  or  forge-fire,  and  raised  to  a  welding  heat,  is  united  by  hammering,  and 
drawn  out  into  bars  of  convenient  lengths,  for  the  purposes  intended.  This  method  is  adopted  for  the 
locks,  furniture,  and  breechings  of  all  best  guns,  and  is  to  a  certain  extent  practised  for  barrels,  though 
not  so  much  as  formerly,  more  expeditious  methods  being  employed  on  a  lai  ge  scale. 

The  most  approved  modern  method  of  converting  them  into  gr.n-barrels,  (after  carefully  sorting  and 
picking  them,  to  see  that  no  cast-iron  or  impurities  are  mixed  with  them,)  is  first  to  put  about  half  a 
hundred  weight  into  a  large  cast-iron  drum  or  cylinder,  crossed  internally  with  iron  barS,  tlirough  the 
centre  of  whicli  a  shaft  passes,  which  is  connected  by  a  strap  with  the  steam-engine,  and  the  revolution 
of  the  drum  actually  polishes  the  nails  by  their  friction  against  each  other ;  they  are  then  sifted,  by 
which  every  particle  of  dust  is  removed.  The  steel  intended  to  he  mixed  with  them  is  clipped  by 
means  of  large  shears,  worked  by  the  engine  into  small  pieces,  corresponding  in  size  to  tlie  stubs,  and 
afterwards  cleansed  by  a  similar  process.  About  40  lbs.  are  thrown  on  to  the  inclined  hearth  of  an 
air-furnace,  where  they  are  puddled  or  mixed  together  with  a  long  iron  rod,  and  withdrawn  in  a  mass 
called  a  .bloom,  almost  in  a  state  of  fusion,  to  be  welded  under  a  hammer  of  three  tons  weight,  by  which 
it  is  formed  into  a  long  square  block :  this  being  put  in,  at  another  door  of  the  same  air-furnace,  is  raised 
to  a  bright  red-heat,  and  drawn  out  under  a  tilt-hammer  of  a  ton  and  a  half  weight,  into  bars  of  a 
proper  size  to  pass  the  rollers,  by  means  of  which  it  is  reduced  to  rods  of  the  required  size.  The  air- 
furnace  having  two  doors  prevents  any  loss  of  time,  as  the  moment  one  ball  of  stubs  is  withdrawn, 
another  charge  is  put  in,  and  the  two  operations  go  on  together,  keeping  both  hammers  employed. 
The  iron  thus  produced  is  very  tough,  and  free  from  specks  or  grays,  but  stubs  are  hardly  ever  used 
alone,  as  they  were  formerly,  being  too  soft ;  therefore,  a  portion  of  steel  is  mixed  with  them,  which 
varies  from  one-eighth  to  one-half  of  the  whole  mass.  It  need  hardly  be  remarked,  that  the  advantage 
to  be  derived  from  the  use  of  horse-shoe  nails  does  not  arise  from  any  virtue  in  the  horse's  hoof,  as  some 
have  imagined,  but  simply  because  good  iron  is,  or  ought  to  be,  originally  employed  for  tlie  purpose, 
otherwise  the  nails  will  not  drive  into  the  hoof;  and  the  iron,  being  worked  much  more,  is  freed  from 
its  impurities,  which  can  only  be  effected  by  repeated  workings. 

"When  gun-barrels  are  manufactured  from  stub-kon  by  a  process  similar  to  that  of  musket-barrels, 
they  merely  exhibit  a  mottled  appearance  on  the  application  of  acids.  It  is  also  usual  to  make  what 
are  called  stub  barrels  from  scrap  iron  cut  into  small  pieces  by  means  of  shears  worked  by  the  engine. 
It  would  be  difficult  to  define  what  scrap  iron  is,  or  what  it  is  not,  being  composed  of  every  thing  in 
iron  that  has  previously  been  manufactured,  as  well  as  of  the  cuttings  from  the  various  manufoctories ; 
these  are  sorted  and  employed  in  preparing  iron  of  various  qualities,  known  by  the  naAes  of  M'i?'<?-twist, 
Damascus-tvfist,  stub-tsvist,  charcoal  iron,  threepenny  skelp  iron,  ticopcnny  skelp,  &c. 

The  object  of  preparing  iron  from  small  pieces,  is  to  Cross  and  interweave  the  fibres  in  every  possible 
direction,  and  thus  greatly  to  increase  its  tenacity.  Very  few  plain  stub  barrels  are  now  made,  as  iron 
of  inferior  quality,  when  twisted,  finds  a  more  ready  sale.  For  the  finest  description  of  barrels,  a  cer- 
tain proportion  of  scrap  steel,  sucli  as  broken  coach-springs,  is  cut  into  pieces  and  mixed  with  the  iron 
by  the  operation  called  puddling,  by  which  the  steel  loses  a  considerable  portion  of  its  carbon,  and  be-, 
comes  converted  into  mild  steel,  uniting  readily  with  the  iron,  and  greatly  increasing  the  variegation 
and  beauty  of  the  twist.  In  whatever  manner  "the  iron  may  be  prepared,  the  operation  of  drawing  it 
3ut  into  ribands  for  twisting  is  the  same.     This  is  effected  by  passing  the  bavs,  while  red-hot,  betwoep 
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rollers  until  extended  several  yards  in  length,  about  half  an  inch  wide,  and  varying  in  thickness  accord- 
ing to  whichever  part  of  the  barrel  it  may  be  intended  to  form :  these  ribands  are  cut  into  convenient 
lengths/feach  being  sufBcient  to  form  one-third  of  a  barrel :  one  of  these  pieces  is  made  red-liot  and 
twisted  into  a  spiral  form,  by  placing  one  end  in  the  prong  of  an  iron  rod,  which  passes  through  a  frame, 
and  is  turn'  ^  by  a  handle,  the  riband  being  prevented  from  going  round  without  twisting  by  means 
of  an  iron  bat-  placed  parallel  to  the  revolving  rod.  Tlie  spiral  thus  formed  is  raised  to  a  welding  heat, 
and  dropped  on  to  a  cylindrical  iron  rod,  which  being  struck  forcibly  on  the  ground,  (jumped,)  the  edges 
of  the  spiral  unite,  and  the  welding  is  then  completed  by  hammering  on  the  anvil :  the  other  spirals 
are  added  according  to  the  length  of  the  barrel,  and  the  forging  is  finislied  by  hammering  regularly  all 
over.  The  ends  of  each  spiral  should  be  turned  up  and  united  at  each  junction  of  the  spirals,  to  avoid 
the  confusion  in  the  twist  occasioned  by  merely  dropping  one  spiral  on  another ;  but  this  is  rarely  done. 
Wire-twist,  of  any  degree  of  fineness,  may  be  obtained  by  welding  alternate  laminas  of  iron  and  steel, 
or  iron  of  two  qualities,  together ;  the  compound  bar  thus  formed  is  drawn  into  ribands,  and  twisted  in 
the  same  manner  as  the  preceding.  The  operation  of  twisting  the  iron  not  only  increases  tlie  beauty  oi 
the  barrel,  but  adds  considerably  to  its  strength  by  opposing  the  longitudinal  direction  of  the  fibres  to 
the  expansion  that  takes  place  in  the  act  of  firing.  The  iron  called  Damascus,  from  its  resemblance  to 
the  celebrated  Oriental  barrels  and  sword-blades,  is  now  manufactured  by  welding  25  bars  of  iron  and 
tnild  steel  alternately,  each  about  2  feet  long,  2  inches  wide,  and  ^  of  an  inch  thick ;  and  having  drawn 
the  whole  mass  into  a  long  bai',  or  rod,  |  of  an  inch  square,  it  is  then  cut  into  proper  lengths  of  from 
five  to  six  feet ;  one  of  these  pieces  being  made  red-hot,  is  held  firmly  in  a  vice,  or  in  a  square  hole,  to 
prevent  it  from  turning,  while  the  other  end  is  twisted  by  a  brace,  or  by  machinery,  taking  care  that  the 
turns  are  regular,  and  holding  tliose  parts  whicli  turn  closer  than  others  with  a  pair  of  tongs  ;  the  rod 
is  by  this  means  shortened  to  half  its  original  length,  and  made  quite  round.  If  only  two  pieces  are 
employed  to  form  the  riband,  one  is  turned  to  the  right,  and  the  other  to  the  left ;  these  being  laid 
parallel  to  each  other,  are  united  by  welding,  and  then  flattened ;  but  if  three  square  rods  are  used,  the 
centre  one  is  turned  in  a  contrary  direction  to  tlie  outside  ones,  and  this  produces  the  handsomest 
figure.  By  these  operations  the  alternations  of  iron  and  steel  change  places  at  every  half  revolution  of 
the  square  rod  composed  of  twenty-five  lamina3 ;  the  external  layers  winding  round  the  interior  ones, 
thus  forming,  when  flattened  into  a  riband,  irregular  concentric  ovals  or  circles.  The  fineness  of  tlie 
Damascus  depends  on  the  number  and  thickness  of  the  y.lternations ;  and  the  figure  of  the  riband 
when  brought  out  by  acids  resembles  that  of  a  curled  ostrich  feather ;  but  when  wound  into  a  spiral 
form,  and  united  on  its  edges  hj  jumpmg,  the  edges  bend  round  and  the  figure  is  completed.  This  is 
sometimes  veneered  on  common  iron ;  and  they  often  wind  a  thin  riband  of  Damascus,  or  superior 
iron,  round  iron  of  the  worst  quality ;  even  gas  tubing  is  considered  good  enough,  when  coated  in  this 
fr..inner,  to  form  gun-barrels  of  a  very  low  price  with  a  high-priced  appearance.  Stub  Damascus  is 
merely  one  square  rod  of  Damascus  iron  twisted  and  flattened  into  the  riband  for  forming  the 
barrel. 

Damascus  and  wire-twist  is  a  riband  of  each,  twisted  together  to  make  a  greater  variety;  but  there 
is  no  quality  so  good  as  the  best  regular  stuh-twist.  The  Swedish  iron,  known  by  the  mark  C  C  N  D, 
and  coacli-springs,  form  an  excellent  combination  for  Damascus  barrels.  The  next  operation  to  forging 
is  rough  boring ;  this  is  usually  performed  by  machinery.  A  long  square  bit,  attached  to  a  rod,  revolves 
with  great  rapidity,  while  the  barrel  is  pressed  forward  by  a  crooked  lever,  one  end  of  which  the  work- 
man holds,  and  passes  the  other  end  along  a  series  of  nails  or  pegs,  driven  into  the  top  edge  of  the 
trough  or  bench,  on  which  the  barrel  is  placed,  thus  forcing  the  barrel  forward  along  the  boring-bit. 
Water  is  kept  constantly  flowing  over  the  barrel  during  the  process,  otherwise  the  heat  generated  by 
the  friction  would  soon  soften  the  bit,  and  render  it  useless.  The  outsides  are  then  ground  on  very 
broad  stones  turned  by  the  engine ;  the  workman  sits  on  a  kind  of  wooden  horse,  firmly  chained  to  the 
floor;  a  sloping  board,  nearly  in  contact  with  the  grindstone,  is  placed  before  him,  against  which  he 
leans,  and  rests  the  barrel ;  a  long  iron  rod  passes  through  the  barrel,  and  projects  at  each  end,  suffi- 
ciently to  form  handles,  and  at  the  same  time  an  axis,  on  which  the  barrel  rotates  more  or  less  freely, 
according  to  the  degree  of  pressure  against  the  board.  By  moving  it  regularly  sideways,  tlie  whole 
surface  is  ground  over,  ^t  is  evidently  impossible  to  finish  barrels  with  any  great  accuracy  on  a  grind- 
stone, though  most  of  the  barrels  that  are  made  into  guns  in  Birmingham  are  merely  smoothed  up  after 
this  process — an  appearance  of  regularity  being  given  to  them  at  the  muzzle  by  filing ;  but  if  trans- 
verse sections  were  made  at  different  distances,  they  would  be  found  very  unequal  in  substance,  as  is 
always  the  case  with  musket  and  other  common  barrels,  although  some  of  the  grinders  are  able  tc 
finish  with  considerable  accuracy.  It  is  in  the  ground  and  rough-bored  state  that  most  of  tlie  best  bar- 
rels are  sent  to  the  finishing  gun-smith,  where,  after  being  set  perfectly  straight,  they  are  fi.xed  on  a 
movable  carriage,  which  is  drawn  gradually  forward  along  a  level  surface  or  railway,  by  means  of  a 
weight  and  pulleys ;  the  boring -bit  being  fixed  Id  a  square  hole  in  the  axis  of  a  fly-wheel  which  is 
turned  by  hand  or  by  steam  machinery,  while  the  bairol  slowly  advances  until  the  bit  passes  out  at 
the  opposite  end  to  tiiat  at  which  it  entered.  Tlie  same  square  bit  is  made  to  enlarge  the  bore  to  the 
required  size  by^he  addition  of  a  spill,  which  is  simjily  a  long  thin  piece  of  wood  shghtly  taper,  flat  on 
one  side  and  round  on  the  other :  this  being  placed  along  one  side  of  the  bit,  causes  it  to  cut  on  two 
angles  only,  and  the  size  of  the  caliber  may  be  very  gradually  increased  by  the  interposition  of  strips 
of  writing-paper  between  the  spill  and  the  bit.  After  the  barrel  is  correctly  bored,  the  external  part  is 
turned  in  a  latlie ;  a  steel  mandril  being  introduced  at  each  end.  The  barrel  is  thus  rendered  perfectly 
correct  and  equal  in  every  part.  Tlie  barrel  being  tapped,  that  is,  screwed  at  the  breech  end,  and  the 
plug  fitted,  is  now  proved  with  a  charge  of  powder  proportioned  to  the  weight  of  a  leaden  b.ill  that  fits 
jiie  bore ;  this  is  always  five  or  six  times  the  ordinary  load ;  besides  which,  it  is  forced  with  water,  as 
minute  defects,  ipylsible  to  the  eye  and  not  affected  by  tlie  proving,  are  thus  easily  detected.  Whec 
false -breeched,  r'.bhid,  stocked,  and  screwed  together,  the  liarrel  is  bored  for  shootin-f,  and  smoothed  •'ut* 
side.     Double  barrels  have  a  flat  struck  along  the  inner  side  of  each,  previous  to  laying  them  together 
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iboiit  four  inclies  of  tlie  breech  end  is  brazed,  or  hard  soldered,  and  ihe  remainder  of  the  length  soft 
?()ldered ;  the  upper  and  under  ribs  being  soldered  on  at  the  same  time. 

Tlie  progressive;  stages  of  best  gun-making  may  be  briefly  enumerated  in  the  following  order,  sup- 
posing the  lock  and  barrel  to  be  already  made.  The  lock  and  barrel  being  jointed  to  each  other,  (if  the 
plan  require  it,)  are  given  to  the  stocker,  who  lets  them  into  the  wood^Avhicli  ought  to  have  been  pre 
viously  cut  out  of  the  plank  at  least  two  or  three  years,  in  order  to  be  perfectly  seasoned.  The  next  work 
man  is  the  screwer-together,  who  lets  in  all  the  furniture  and  puts  in  all  the  screws :  when  this  is  done, 
tiie  gun  is  detonated  by  another  workman  who  fits  the  cock,  and  finishes  the  external  part  of  the 
lireeching.  The  barrel  then  goes  to  the  barrel-maker  to  smooth  and  bore  for  shooting,  and  the  gun  is 
returned  to  the  screwer-together.  From  him  it  passes  to  the  stripper  and  Jinisher,  who  takes  the  whole 
to  pieces  and  corrects  any  trifling  errors  of  preceding  workmen.  The  barrel  is  engraved,  browned ;  an 
operation  performed  by  producing  successive  coatings  of  rust  on  the  surface,  and  brushing  them  off  as 
they  arise  with  a  fine  steel  wire  scratch-brush,  until  the  required  color  be  obtained,  which  usually  takea 
a  week,  and  is  effected  by  a  solution  of  metallic  salts,  combined  with  nitric  ether ;  during  this  process 
the  lock  and  furniture  are  polished,  engraved,  blued,  and  hardened,  and  the  stock  is  oiled  and  pohshed. 
The  hardening  is  performed  by  stratifying  the  various  parts  in  an  iron  pan,  with  animal  charcoal,  pre- 
pared from  bone  and  ivory-dust,  or  old  shoes  :  the  whole  is  then  exposed  to  a  full  red-heat  for  about  an 
hour,  or  according  to  the  size  of  the  work,  the  pan  is  withdrawn  from  the  fire,  and  the  contents  thrown 
into  water.  The  surface  of  the  iron  becomes  converted  into  steel  by  the  absorption  of  the  carbon,  and 
beautiful  colors  are  produced,  the  variegation  of  the  color  being  affected  by  the  quantity  of  the  iron. 
The  whole  of  the  parts  now  return  to  the  finisher,  and  the  gun  is  completed. 

Rifled  barrels  are  only  used  for  throwing  balls ;  they  are  always  much  thicker  and  heavier  than  other 
barrels,  in  order  to  render  the  aim  more  steady,  as  well  as  to  admit  of  cutting  the  grooves  with  safety. 
Rifling  consists  in  cutting  a  numbar  of  grooves  in  a  spiral  direction  down  the  inside  of  a  barrel, 
usually  from  seven  to  fifteen,  dividing  the  interior  surface  into  lands  and  furrows,  the  sunk  parts  being 
called  the  furrows,  and  the  original  surface  left,  the  lands.  In  order  to  diminish  friction,  as  well  as  to 
impress  the  ball  more  readily,  the  lands  ought  to  be  narrower  than  the  furrows.  The  object  of  rifling 
is  to  give  to  the  ball  a  rotation  coincident  with  the  line  of  its  flight,  and  thus  to  correct  the  variable  ro- 
tation which  every  ball,  passing  freely  along  a  smooth-bored  barrel,  receives  from  its  friction  against  the 
sides.  The  latter  rotation  never  can  coincide  with  the  axis  of  the  barrel,  but  must  have  a  tendency  to 
deflect  the  ball  from  the  line  of  aim,  according  to  the  last  impulse  it  may  receive  on  quitting  the  barrel. 
Rifling  also  corrects  any  inequality  in  the  density  of  the  ball  itself,  by  causing  it  to  present  alternately 
every  part  of  its  surface  in  its  passage  through  the  air. 

The  usual  method  of  rifling  a  barrel  is  by  means  of  a  long  square  bar,  or  rod  of  steel,  which  is  twisted 
to  the  required  degree  of  curvature,  and  then  accurately  ground  with  oil  and  emery  in  square  holes,  so 
as  to  render  every  portion  of  its  length  precisely  equal  in  curvature,  which  operation  requires  consid- 
erable care  and  time.  There  are  generally  several  rods  of  this  kind  to  each  rifling-bench,  of  different 
curves,  so  as  to  vary  from  three-fourths  of  a  turn,  to  a  turn  and  a  half,  in  three  feet ;  but  should  any 
other  curve  be  required  for  experimental  purposes,  a  new  rod  must  be  made  for  each,  which  becomes 
expensive. 

A  rod  of  this  description  is  correctly  fitted  into  square  holes,  in  two  puppets,  or  heads,  similar  to 
those  of  a  lathe,  through  which  it  can  be  freely  drawn  backward  and  forward  by  means  of  a  cross 
handle,  turning  on  its  centre,  to  which  is  attached  a  dividing-plate  to  regulate  the  cuts  or  grooves.  The 
barrel  being  bored  perfectly  true,  is  fixed  to  the  end  of  a  long  bench  opposite  to,  and  in  a  direct  line 
with,  the  rifling-rod  at  the  other  end.  A  piece  of  wood  is  turned  to  fit  the  baiTcl,  in  which  a  longitu- 
dinal groove  is  sunk  to  receive  the  cutter,  which  is  made  of  tempered  steel,  and  has  ten  or  twelve 
sloping  teeth  in  it.  The  piece  of  wood  screws  on  to  the  rifling-rod  by  means  of  an  iron  ferrule ;  and  at 
the  commencement  the  teeth  of  the  cutter  only  project  very  slightly  beyond  the  surface  of  the  wood. 
The  cylinder  of  wood  being  entered  into  the  barrel,  the  rifling-rod  is  pushed  forward,  and  the  projecting 
teeth  of  the  cutter  make  a  faint  groove  in  a  spiral  direction  down  the  inside  of  the  barrel :  the  rod  is 
worked  backward  and  forward,  until  the  teeth  cease  to  cut,  when  the  wood  is  withdrawn,  and  the  rod 
turned  an  equal  division  of  a  circle  by  means  of  the  dividing-plate,  according  to  +he  number  of  grooves 
intended  to  be  made :  it  is  again  entered,  and  another  faint  groove  cut,  and  so  on,  imtil  all  the  grooves 
are  sunk  to  the  same  depth  as  the  first.  The  wood  is  again  withdrawn,  and  the  cutter  elevated  a 
little,  by  taking  it  out  of  the  groove  in  the  wood,  and  placing  underneath  one  or  two  slips  of  writing- 
paper  soaked  in  oil ;  the  cutter  being  replaced,  the  same  operation  is  repeated  as  at  first,  and  the 
grooves  are  gradually  cut  to  the  desired  depth  by  the  successive  addition  of  thin  slips  of  paper.  When 
the  rifling  is  completed,  an  iron  rod  is  placed  in  the  centre  of  the  barrel,  and  melted  lead  poured  in,_  so 
as  to  occupy  about  eight  inches  of  the  barrel;  which  lead,  of  course,  takes  a  perfect  cast  of  the  interior, 
and  is  afterwards  charged  with  oil  and  fine  emery,  and  drawn  up  and  down  the  barrel  to  polish  the  in- 
side, and  remove  the  sharp  edges  left  by  the  cutter.     This  operation  is  called  draw-boring. 

A  barrel  can  be  as  accurately  rifled  by  this  means  as  by  any  other,  if  the  rods  be  correctly  made ; 
but  an  improvement  in  rifling  machines  has  been  made,  by  which  the  twisted  rod  is  altogether  dis- 
pensed with,  and  any  required  curvature  given  by  a  round  rod.  The  principal  advantage  of  this 
machine  is  the  facility  it  affords  of  varying  the  curvature  of  the  spirals  at  pleasure,  from  a  straight  line 
to  two  turns  in  three  feet.  A  long  square  horizontal  bar,  which  moves  at  each  end  in  segments  of  a 
circle,  is  attached  to  the  centre  of  the  bench :  this  bar  can  be  fixed  at  any  angle  of  inclination :  above 
this  is  a  carriage  freely  traversing  a  railroad,  and  in  the  middle  of  this  carriage  is  the  dividing-plate  and 
rifling-rod,  the  latter  beins;  made  to  turn  by  means  of  a  pinion-wheel  and  rack-work,  which  slides  on  the 
botizontal  bar  as  the  carriage  is  pushed  backward  and  forward ;  all  the  other  arrangements  of  wood 
and  cutter  being  the  same  as  with  the  twisted  rod.  This  machine  is  now  generally  employed  for  best 
•ifles,  and  the  old  plan  for  military  rifles. 

Machinery  for  the  stocking  of  muskets  has  been  adopted  to  a  considerable  extent  in  Eiu-ope  and  in 
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this  country ;  the  barrel,  lock,  and  furniture  being  entirely  let  into  the  wood  by  this  means.  Tlu 
machinery  for  turning  gun-stocks,  used  only,  we  believe,  in  the  manuAictory  of  muskets,  differs  but  little 
from  the  lathe  for  turning  irregular  bodies ;  of  which  machine  two  examples  are  given  under  the  article 
Lathe,  which  see.  The  following  machine  for  turning  gun-bavrels  is  in  general  use  in  the  foreign  govern- 
ment workshops.  « 

GUN-BARK,ELS,  Lathe  for  Turning.    The  object  of  this  machine  is  to  perform  an  operation  entirely 

'  different  from  that  produced  by  the  several  motions  of  the  common  turning-lathe.     In  this  case,  the 

curve  required  to  be  turned,  on  the  whole  length  of  the  musket-barrel,  is  of  an  irregular  form.     This, 

as  will  be  seen  by  Figs.  2209,  2210,  2211,  and  2212,  is  effected  by  a  very  simple  contrivance,  ai- 

follows : 


2209. 


2210. 


The  bed  b  is  secured  by  three  bolts  a'  a'  a'  to  the  side  frames  or  standards  a  a,  which  have  also  fixed 
lo  them  a  tank  o  for  receiving  the  waste  oil  and  tlie  iron  turnings  from  the  barrel  being  turned ;  on 
iho  top  of  the  bed  is  placed  the  headstock  frame  /,  for  carrying  the  several  jsarts  of  the  machinery ;  anc' 
on  the  mandril  d  are  the  tight  and  loose  pulleys  for  giving  motion  to  the  machine  :  the  centre  c'  of  this 
mandril  is  adjusted  by  the  back  centre  c".  By  the  two  sets  of  spur-wheels  and  pinions  a  double  motion 
is  produced,  the  forward  by  /  and  the  backward  by  g,  which  are  alternately  worked  by  means  of  the 
small  clutch  h,  thus  giving  a  revolving  motion  to  the  square-threaded  screw .j  for  advancing:  the  tool 
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frame  I  along  the  barrel  to  be  turned ;  this  motion  is  made  self-acting  by  means  of  two  small  bars  pp 
fixed  to  tlie  clutch-lever,  having  projecting  pieces  on  their  sides,  with  which  the  frame  I  comes  in  con 
tact,  and  pressing  against  them,  draws  them  and  enpiges  the  clutch  in  the  wheels  for  giving  the  oppo- 
site motion,  while  the  object  of  the  handle  h'  is  to  disengage  it  by  hand.  The  spindle  on  which  these 
small  wheels  are  fixed  runs  freely  in  brass  bearings  fitted  to  the  headstock  i. 

On  the  opposite  end  of  the  machine  is  the  headstock  m,  having  an  adjustable  centre  c',  worked  by 
the  screw  and  handle  m",  and  may  be  fixed  in  any  required  position  by  a  small  set-screw  in'";  this 
head  can  be  moved  along  the  bed  b,  to  suit  the  length  of  any  barrel  n,  and  by  the  cross-bar  and  bolts 
m'  may  be  secured  to  it.  The  musket-barrel  to  be  turned  is  slid  on  the  long  bar  or  mandril  n',  whicl 
it  fits  very  tightly.  One  end  of  tliis  mandril  is  then  dropped  in  the  chuck  c  for  carrying  it  round,  wliU 
it  is  centred  at  both  ends  in  the  centre  pieces  c'  c'. 

2211. 


References  o/Figs.  2209,  2210,  2211,  and  2212. 

a,  Standards  for  supporting  the  bed. 

6,  Bed  of  machine. 

c.  Tight  and  loose  pulleys. 

d.  Mandril  wiih  centre  pieces  c  c'  and  back  centre  c". 

e.  Chuck. 

/,  Spur-wheels  and  pinions  for  producing  the  forward  mo- 
tion. 

g,  Spur-wheels  and  pinions  for  producing  the  backward 
motion. 

A,  Double  clutch  for  changing  the  motions  worked  by 
the  lever  h'. 

t,  Headstocks. 

7,  Square-threaded    screw  for  working    alternately  the 

frame  I  for  carrying  the  tool. 
k,  Curved  bar  screwed  to  the  side  of  bed. 
I  Frame  or  chuck  for  canylng  the  tools  I'  and  securing 

the  barrel  in  its  proper  position  by  means  of  the  rack 

segment  I"  and  the  vertical  rack  and  weight  I'". 
m.  Movable  headstocks  fixed  to  the  bed  by  cross-bai'  and 

bolts  m',  the  centre  c  working  through  it  by  the 

screw  and  handle  m",  which  may  be  fixed  by  a  set- 

screw  m'", 
n,  Barrel  being  turned  fixed  on  a  long  mandril  or  bar  n  . 
o,  Tank  for  receiving  the  turnings  and  waste  oil,  fixed  to 

the  standards. 
p,  Sliding-bars  fixed  to  the  clutch  at  one  end,  by  which 

means  the  machine  is  made  self-acting. 


The  most  curious  part  of  this  machine  is  the  frame  I  for  holding  the  tools,  and  likewise  tlie  barrel  of 
the  musket  being  turned ;  which  latter  operation  is  rendered  rather  difficult  from  the  irregular  shape  of 
the  barrel.  Fig.  2211  shows  a  section,  looking  at  the  frame  I,  which  consists  of  a  back  plate,  on  the 
face  of  which  is  a  brass  plate  with  the  eccentric  grooves  shown  by  the  dotted  lines  struck  from  difierent 
centres;  between  the  latter  plate  and  the  back  plate  are  four  dies  sliding  in  V's,  having  ribs  working 
in  the  above  grooves,  which,  not  being  concentric,  press  them  against  the  barrel,  and  thereby  hold  it 
firmly  while  the  tools  I'  are  turning  it ;  but  as  the  diameter  of  the  barrel  alters,  it  is  necessary  to  loosen 
the  dies,  in  order  to  allow  the  frame  I,  of  which  they  form  part,  to  sUde  along  the  bed  on  its  V's.  Tliis 
is  thus  effected :  a  curve  bar  or  template  k,  suitable  to  the  curve  required  by  the  barrel,  is  firmly 
screAved  to  the  side  of  the  bed,  its  upper  edge  k,  Figs.  2211  and  2212,  being  of  the  shape  of  a  V,  on 
which  the  lower  part  of  the  rack  I'"  slides,  the  upper  part  working  at  the  same  time  in  the  V's  screwed 
to  the  projection  given  to  the  back  plate  I  by  three  screws.  Thus  the  motion  produced  by  the  curve  ol 
the  bar  k  is  transmitted  through  the  rack  and  the  segment  I"  to  the  grooved  plate  on  which  tlio  latter 
is  fixed ;  the  result  of  this  is  the  tightening  or  loosening  the  four  dies,  which  must  naturally  be  the  case, 
as  they  have  ribs  working  in  the  grooves,  whicli  they  are  compelled  to  follow.  By  the  weight  sus- 
pended from  the  vertical  rack,  any  irregular  motion  that  might  take  place  is  entirely  obviated,  it  being' 
kept  firmly  working  on  the  upper  surface  of  the  curved  bar  k,  while  the  small  handle  is  provided  for 
the  purpose  of  raising  it  by  hand  when  required.  There  are  two  tools  I',  Fig.  2211,  fixed  to  one  of  the 
four  dies  already  described ;  the  one  farthest  from  the  frame  I  is  for  rough  turning,  while  the  other 
follows  it,  giving  the  finishing  cut. 

A  small  bearing  is  provided  on  the  bed  for  supporting  the  outer  end  of  the  screw  j,  and  the  standards 
ire  well  secured  to  the  floor  by  bolts  for  that  purpose. 
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This  machine  is  capable  of  turning  and  finishing  three  barrels  per  hour ;  and  similar  machines  are  in 
use  at  the  Armory  of  Enfield,  and  twelve  of  them,  in  conjunction  with  a  complete  set  of  machinery  for 
making  muskets,  are  at  work  in  the  Imperial  Armory  at  Constantinople,  besides  machines  for  the 
French  governmejit,  and  for  the  Pasha  of  Egypt. 

Jcnnhigi  Patent  American  Rifie. — This  weapon  is,  without  doubt,  the  simplest,  and  at  the  same 
time  one  of  the  most  perfect  and  effective  of  breech-loading  arms.  The  gunpowder  is  contained  within 
the  ball,  which  is  elongated  for  that  purpose,  something  in  the  shape  and  appearance  of  a  sewing  thim- 
ble, closed  at  the  end  by  a  perforated  cork.  The  range  of  tlie  gun  is  very  great,  while  from  its  sim- 
plicity it  may  be  used  for  a  long  time  without  cleaning.  The  inventor  is  now  engaged  in  simplifying 
the  machinery  of  the  lock  still  more,  and  arrangemente  have  been  perfected  for  manufactui-ing  tnem  on 
&  large  scale. 

The  appearance  of  the  gun  is  so  like  the  common  percussion  gun  that  an  engraving  is  not  necessary. 
The  following  description  and  reference  to  the  mechanism  of  the  lock  will  be  sufficient.  The  agent  for 
the  sale  of  these  weapons  is  0.  P.  Dixon,  177  Broadway,  New  York. 

To  raise  the  hammer  or  cock. — Put  the  right  thumb  on  the  hammer,  and  the  right  forefinger  in  the 
trigger-ring,  and  as  the  hammer  is  raised  push  the  trigger-ring  forward,  or  in  other  words,  when  the 
thumb  and  finger  are  so  placed,  the  simple  tumuig  of  the  hand,  the  thumb  back  and  the  finger  forward, 
brings  down  the  toggle  4,  Fig.  2213,  which 

is  behind  the  breech-pin,  (this  is  necessary  h 

from  the  fact  that  a  spring  in  the  breech-pin  m 

1  catches  in  the  tumbler  of  the  lock  as  the  J^^Sk. 

out  from  any  stick  there  may  be  in  the  bar-  r^^  il^^^^ 

in  th<!  opening  on  the  side  of  the  lock,  then,     ,^^H[^^^^^^§|^HHH^|^^^^^^k^^^^B 

tridge  is  forced  into  the  barrel,  taking  at  the     ^^IH^^^^^^SBE^^^HI^^^^^^M^^^^^ 
same  time  a  priming  (percussion  pill)  from        ^  ■  ^^^^m^p^^^"^ 

tiie  magazine  on  top,  (which  will  hold  from  ^^^        VL    \  Jy  H 

50  %o  70  pills,)  and  throws  up  the  toggle  in  ^^  xsjajs-^  /r 

tho  rear  of  the  breech-pin,  when  a  harder  ^^^^^^^^^^^^^ 

puU  fires  the  piece,  which  is  efferted  by 

forcing  the  fire  from  the  pill,  through  the  touch-hole  into  the  hole  in  the  centre  of  the  cork,  in  the  car- 
tridge. It  is  well  to  put  in  a  cork  or  small  wad  to  hold  the  first  cartridge  back  against  the  breech-pin, 
though  this  is  not  absolutely  necessary ;  after  the  first  discharge  this  is  not  i-equired,  as  the  cork  is  left 
in  the  barrel,  and  is  pushed  out  by  each  succeeding  cartridge. 

2h  clean  the  rifle. — Knock  the  pin  out  that  secures  the  barrel  to  the  breech,  take  off  the  barrel 
and  the  lock — the'  forward  screw  to  the  lock  having  a  slight  mark  to  distinguish  it  from  the  other — then 
take  out  the  separate  parts.     When  cleaned,  put  in  first  the  button  with  the  countersunk  side  down, 

2214.  2215.  a 


then  the  breech-pin,  dropping  it  in  so  that  the  tail  of  the  button  will  come  between  the  two  pins  on  the 
top  of  the  breech-pin;  then  the  pinion  2  with  the  dotted  tooth  in  the  last  tooth  of  the  breech-pin  when 
it  IS  clear  forward,  on  Avhich  there  is  also  a  dot ;  then  put  in  the  trigger-rack,  placing  it  as  far  back  as 
it  will  go,  then  the  toggle ;  then  put  on  the  lock,  leaving  the  breech-pin  clear  forward,  as  only  in  this 
position  will  the  end  of  the  spring  in  the  breech-pin  fit  into  its  place  on  the  tumbler. 

The  Prussian  breech-loading  rifle. — Tlie  Prussian  rifle,  known  by  the  name  of  the  Zund  Nadel, 
(darting  needle,)  has  a  number  of  points  about  it  very  different  from  all  other  breech-loading  fire-arms, 
but  we  will  state  three  of  them  before  describing  the  engravings,  to  make  the  description  easier  to  un- 
derstand. First,  it  uses  a  different  cartridge  and  no  detonating  powder,  but  a  friction  needle — darting 
needle,  {zund  nadd,)  which  pierces  the  bottom  of  the  cartridge  and  ignites  the  powder  by  a  friction 
combustible  priming.  All  this  is  done  inside,  and  it  is  certainly  as  efficacious  in  wet  as  in  dry  weather. 
Second,  an  air-chamber  behind  the  cartridge,  in  which  the  expanded  air  acts  to  force  out  the  ball 
Third,  the  sliding  breech-pin,  and  the  manner  of  operating  and  fastening  it  in  an  inclined  butt  of  tho 
breech. 

Fig.  2216  is  a  view  of  the  breech-pin  separated  from  the  barrel. 

Fig.  2217  is  a  longitudinal  vertical  section,  showing  the  interior. 

Fig.  2218  is  the  cartridge.  A  is  the  picket  bullet;  B  the  friction  combustible  priming;  C  the  paper- 
oaachie  case. 

Fig.  2219  is  a  plan  view  of  the  rifle,  and  Fig.  2220  a  side  view.  The  same  letters  refer  to  like  parta 
here  is  a  tube  behind  the  breech  of  the  barrel,  forming  a  chamber,  and  there  is  a  slot  on  its  top  for  the 
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breech-pin  to  slide  in.  The  breech-pin  can  be  taken  out  entirely  by  unscrewing  the  cap  Y.  Tliis  u 
best  seen  in  Fig.  2220 :  A  is  the  barrel ;  it  is  enlarged  at  the  breech  to  receive  the  breech-pin,  the  office 
of  which  is  to  open  to  put  in  the  cartridge,  and  shut  to  enclose  it  perfectly,  <fec.  B  is  tlie  breech-pin 
witli  a  short  screw  C,  Fig,  2216,  on  its  forward  end,  which,  by  a  quarter  turn,  locks  into  the  breech-butt 
of  the  barrel.  G  is  a  liandle  to  operate  the  sliding  breech-pin,  which  is  of  a  tubular  form.  The  breech- 
pin  slides  in  tlie  tube  D.  ¥  is  a  projecting  piece  of  the  breech-pin,  to  guide  the  said  pin  when  tiie  cap 
Y  is  off  and  the  pin  put  in  tlie  tube,  also  to  guide  it  back  and  forth.  Tlio  forward  end  II  of  the  tube  I) 
is  made  of  the  form  of  the  segment  of  a  helix,  so  iiiclined  that  wlien  the  sliding  breech-pin  is  pushed 
forward,  after  tlie  cartridge  is  inserted  in  the  breech-butt  of  the  barrel,  and  then  turned  to  the  right  to 
screw  into  the  breech  of  the  barrel,  tlie  forward  shoulder  of  the  projection  F  acting  on  the  said  inclined 

2216. 


recess,  will  aid  the  thread  in  forcing  in  the  breech-pin,  and,  during  the  discharge,  will  aid  the  screw- 
thread  in  resisting  the  recoil.  In  this  way  the  breech- pin  is  held  firmly  in  its  place  during  the  discharge 
of  the  piece — a  very  important  combination  indeed.  The  forward  end  of  the  breech-pin  is  a  strong 
hollow  air-chamber  I,  behind  the  cartridge,  and  the  air  contained  therein  is  expanded  by  the  combustion 
in  the  cartridge,  and  aids  to  force  out  the  ball ;  this  is  in  accordance  with  scientific  experiments.  In  the 
centre  of  this  hollow  chamber  is  a  projecting  piece  in  which  is  drilled  a  centre  hole,  through  which  the 
darting  steel-needle  K  projects  and  sUdes,  Fig.  2217.  This  is  the  needle  that  pierces  the  cartridge  and 
inflames  the  priming.  The  needle  is  secured  to  a  small  fly-spring  carrier,  something  like  that  kind  used 
in  small  guns  for  juveniles.  L  is  this  carrier ;  it  has  a  coiled  spring  O  abutting  against  its  forward  end, 
the  dots,  Fig.  2217,  and  abutting  with  its  back  end  against  a  collar  of  the  breech-pin,  seen  inside  of  the 
catch  P  of  the  carrier,  which  is  attached  by  a  screw  to  the  head  M  of  the  needle.  To  load,  the  handle 
G  is  turned  to  the  left,  and  the  breech-pin  drawn  back  in  the  top  slot  of  the  tube,  when  the  carrier  disk 
P  is  caught  by  the  sear  R  of  the  trigger,  the  carrier  held,  and  the  cartridge  is  inserted  in  the  butt  of  the 

2219. 


2220. 


barrel.  The  breech-pin  is  then  moved  forward,  and  the  shoulder  turned  into  the  inclined  recess.  By 
drawing  the  trigger  S  the  carrier  is  disengaged,  and  the  spring  darts  the  needle  K  into  the  end  of  the 
cartridge  to  effect  the  discharge.  U,  Fig.  2216,  is  a  ring  of  the  tube,  into  which  the  breech-pin  slides 
accurately,  the  said  ring  being  placed  forward  of  the  disk  P  of  the  carrier.  V  is  a  bar  which  fits  into 
the  slot  of  the  tube,  and  when  the  breech-pin  is  forced  home  and  this  bar  pushed  forward,  it  covers  up 
the  slot,  and  its  forward  end  is  fitted  to  enter  a  recess  W  in  the  breech-pin.  When  the  breech-pin  is 
locked  in  its  place,  and  the  bar  V  pushed  in  its  place,  there  is  thus  a  most  effective  bracing  to  prevent 
the  breech-pin  yielding  in  the  least  to  the  recoil  of  the  discharger.     X  is  a  spring  fitted  into  a  recess  oi 
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the  breech-pin,  and  it  has  a  projecting  catch  (not  seen)  which  passes  into  a  hole  in  the  breech-pin,  to 
drop  before  the  carrier  when  it  is  drawn  back,  to  hold  the  carrier  during  the  act  of  loading,  to  prevent 
accidents  by  the  touch  of  the  trigger ;  but  when  the  gun  is  loaded,  by  pushing  forward  the  bar  V,  the 
needle-carrier  is  relieved  from  this  to  be  under  the  complete  control  of  the  trigger.  Z  is  an  incline  on 
the  bar  that  goes  under  the  spring  X,  and  draws  out  the  stop  in  the  interior  when  the  bar  V  is  pushed 
forward.    All  this  is  done  at  the  breech. 

The  gun  itself  is  compact  and  simple.  The  whole  of  the  light  cavalry  of  the  Prussian  army  are  to  be 
provided  with  it.  The  inventor  is  Mr.  Charles  Hartung,  of  Prussia,  now  of  New  York.  The  assignee 
is  Jolm  B.  Klein,  Esq.,  of  Laight  street,  New  York.    It  is  patented  in  the  United  States. 

Colt's  improvements  in  fire-arms,  patented  in  1849,  consist  in  certain  improvements  upon  that  con- 
struction of  guns  and  pistols  which  has  a  cylindrical  revolving  breech-piece,  provided  with  a  series  of 
parallel  chambers  for  containing  a  series  of  charges,  which  charges,  by  the  revolution  of  the  breech  upon 
its  shaft,  may  be  successively  brought  into  a  line  with  the  bore  of  the  barrel,  and  be  severally  discharged 
through  the  same. 

In  the  following  figures  the  improvements  constituting  the  present  invention  are  shown  as  applied  to 
this  construction  of  fire-arms,  which  formed  the  subject  of  a  patent  granted .  to  the  present  patentee  on 
the  22d  of  October,  1835. 

Fig.  2221  shows  a  pistol  made  according  to  this  invention ;  Pig.  2222  is  a  side  view,  showing  the  lock- 
frame  and  recoil-shield  in  section  ;  and  Fig.  2223  is  a  longitudinal  section,  taken  through  the  middle  of 
the  breech  and  barrel,  a  is  the  breech,  containing  six  chambers,  as  shown  in  th«  end  view,  Fig.  2224, 
in  the  back  of  each  of  which  a  nipple  is  fitted,  as  shown  in  end  view  at  Fig.  2225,  and  in  section  at  Fig. 

2223,  to  receive  a  percussion  cap  for  firing  the  charge.  This  breech  is  supported  by  and  is  capable  of 
turning  on  a  spindle  or  arbor  h,  which  is  welded  or  fastened  to  and  forms  one  piece  with  the  recoil- 
shield  c*,  it  being  in  a  line  parallel  to  the  axis  of  the  barrel.  The  shield  is  itself  a  continuation  of  tlie 
lock-frame  c,  the  whole  being  formed  out  of  one  solid  piece  of  metal  By  referring  to  the  longitudinal 
section,  Figs.  2222  and  2223,  and  to  the  cross  section,  Fig.  2226,  the  peculiar  construction  of  this  lock- 
frame  and  shield  wiU  be  readily  understood.  The  shield  c*  stands  up  at  right  angles  to  the  frame  c, 
and  forms  a  round  head  (somewhat  like  a  bolt-head)  to  its  shaft  h.  The  upper  part  of  the  shield  is 
recessed  to  receive  the  hammer  d,  when  it  is  thrown  forward  to  effect  the  discharge  of  the  pistol ;  and 
a  recess  is  also  made  in  the  piece  of  metal  which  constitutes  the  lock-frame  and  sliield,  (see  Fig.  2222,) 
to  receive  the  parts  which  respectively  revolve  the  breech  to  bring  round  tlie  charges  in  a  line  with  the 
barrel  e,  and  lock  the  breech  to  the  frame  for  the  purpose  of  insuring  that  the  charges  shall  be  in  a  line 
with  the  barrel  before  the  firing  takes  place.  When  the  pistol  is  on  half-cock,  or  in  the  position  shown 
at  Fig.  2223,  the  breech  is  free  to  turn  round  on  its  arbor  in  the  direction  of  the  ari'ow,  Figs.  2221  and 
2222.  It  may  then  be  loaded  and  primed  with  facility,  without  being  removed  from  its  place,  as  was 
formerly  requisite  in  charging  this  construction  of  revolving-breech  fire-arms ;  a  free  space  being  left  in 
front  of  the  mouths  of  the  chambers,  as  will  be  seen  by  referring  to  the  end  view  of  this  breech.  Fig. 

2224,  which  shows  the  sectional  area  of  the  barrel  and  its  appendages  in  dotted  lines.  The  barrel  e  is 
•supported  in  its  place  by  the  end  of  the  spindle  h,  fitting  into  a  socket  in  a  bracket-piece,  forming  one 
piece  with  the  barrel,  as  shown  best  at  Fig.  2223.  Against  the  end  of  this  socket  the  spindle  is  made 
to  abut,  and  thus  to  determine  the  exact  position  of  the  ban-el  with  respect  to  the  face  of  the  revolving 
breech.  To  keep  the  barrel  secure  in  its  place,  a  key /is  introduced  through  slots  in  the  bracket  or 
projecting  piece  of  the  barrel,  and  through  the  spindle  6,  its  upper  edge  acting  on  the  forward  end  of 
the  slot  in  the  spindle,  and  its  lower  edge  acting  upon  the  lower  end  of  the  slots  in  the  bracket  of  the 
barrel,  the  effect  of  which  is  to  draw  the  barrel  towards  the  cylinder  breech  and  lock-frame  as  the  key 
is  pressed  in ;  and  pins,  projecting  from  the  end  of  the  lock-frame,  enter  corresponding  recesses  in  the 
bracket-piece  of  the  barrel.  The  key/  has  a  spring-catch,  which  rises  when  the  key  is  forced  "homo" 
and,  by  its  turned-up  end  coming  in  contact  with  the  edge  of  the  slot  through  which  it  has  been  passed, 
it  will  prevent  the  key  from  getting  loose  and  shaking  out  of  its  place  by  the  concussion  of  the  firing. 
This  object  is  further  insured  by  the  insertion  in  the  barrel-piece  of  the  screw  1,  the  head  of  which  would 
come  in  contact  with  the  turned-up  end  of  the  catch,  if  it  had  escaped  past  the  edge  of  the  slot,  and 
prevent  it  from  dropping,  or  even  being  drawn  out ;  this  screw  must,  therefore,  be  removed  before  the 
key  can  be  displaced.  Jointed  to  the  bracket  pfirt  of  the  barrel,  by  a  pin  2,  is  a  lever  g,  which  is  kept 
up  in  a  position  parallel  to  the  barrel  by  a  spring-catch  at  its  other  end  taking  into  a  catch  on  the  lower 
side  of  the  barrel.  To  this  lever  a  plunger  h  is  connected  by  a  pin  3,  taking  into  a  slot  on  the  outer 
end  of  the  plunger.  The  inner  end  of  the  plunger  slides  in  a  guide  made  for  it  in  the  bracket-piece  of 
the  barrel.  This  plunger  is  intended  to  act  as  a  ramrod,  and  to  drive  the  bullets  or  cartridges  into  the 
several  chambers  of  the  breech,  consecutively  as  they  are  brought  in  a  line  with  the  plunger. 

To  effect  this  the  catch  of  the  lever  g  is  disengaged,  and  the  lever  is  brought  into  the  position  shown 
by  dots  in  Fig.  2222 ;  the  plunger  is  thereby  driven  forward  and  made  to  ram  the  bullet  (which  has 
been  previously  inserted  in  the  end  of  the  chamber,  now  brought  in  a  line  with  the  plunger)  down  into 
its  proper  place  in  the  chamber ;  the  plunger  is  then  drawn  back,  and  the  next  succeeding  chamber 
brought  in  a  line  therewith,  when  the  lever  g  is  again  brought  into  the  dotted  position,  to  thrust  the 
plunger  forward  and  ram  down  another  charge  ;  and  thus  successively  all  the  charges  are  acted  upon. 
By  referring  to  the  drawing,  Fig.  2223,  it  will  be  seen  that  the  mouths  of  the  chambers  and  the  inner 
end  of  the  barrel  are  chamfered  at  their  -edges.  This  bevelling  of  the  edges  of  the  chambers  is  to  pre- 
vent the  lateral  discharge  between  the  breech  and  the  barrel  from  igniting  the  powder  in  the  other 
loaded  chambers  ;  for  the  ignited  matter,  by  coming  into  contact  with  the  bevelled  edge  as  it  crosses 
the  mouths  of  the  chambers,  will  be  deflected  outward  and  efl'ectually  thrown  off,  and  be  prevented 
from  reaching  the  powder  in  the  chambers.  The  bevelling  of  the  end  of  the  barrel  is  intended  to  pre- 
rent  its  cutting  the  ball  in  its  passage  fronj  the  chamber. 

At  Figs.  2226  and  2227  it  will  be  seen  that  a  hollow  is  made  in  one  side  of  the  shield  c* :  the  object 
ii  tliis  Is  to  expose  the  ends  of  the  nipples  as  the  breech  is  revolved,  and  th-is  to  allow  of  the  percueeiw 
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caps  being  readily  placed  thereon.  Tlie  hammer  a  turns  on  a  pin  4,  in  the  lock-frame  c ;  and  it  is  pro- 
vided with  stops  or  catches  for  the  end  of  the  trig(:fer  to  abut  against,  as  usual,  and  hold  it  at  whole  or 
half-cock,  as  required.  To  the  hammer  is  jointed  a  hand-catch  i,  with  the  spring  k  attached.  Fig.  2222, 
which  is  pressed  forward  into  contact  with  ratchet-teeth  formed  on  the  end  of  the  breech,  and  allows 
the  hand-catch  to  recede  for  passing  below  a  second  tooth  of  the  ratchet,  /is  a  rocking  lever,  supported 
by  a  pin  in  the  lock-frame  c,  and  cun-ying  at  one  end  a  bolt,  which  is  intended  to  enter,  at  certain  times, 
into  the  recesses  5  5  in  the  periphery  of  the  breech,  a  bearing-spring  m.  Fig.  2223,  giving  it  alwavs  a 
tendency  to  rise  for  that  purpose.  The  other  end  of  this  lever  is  made  thin,  so  as  to  be  capable  of 
yielding  laterally  and  recovering  its  position,  thus  allowing  a  stud  6  (which  projects  from  the  hammer 
and  has  a  chamfered  or  bevelled  face)  to  pass  the  lever  without  disturbing  the  position  of  the  bolt-end 
when  the  hammer  moves  forward  to  fire  the  charge ;  and  yet,  when  the  hammer  is  drawn  back,  to  pre- 
sent an  obstruction  to  the  stud  6,  and  be  thereby  tipped  into  the  position  shown  at  Fig.  2223,  which 
movement  will  unlock  the  breech.  As  long  as  the  hammer  remains  at  half  cock  the  breech  will  be  free 
to  turn  upon  its  spindle  for  the  purpose  of  being  loaded ;  but  when  tha  stud  has  passed  the  end  of  the 
lever,  the  spring  m  will  again  force  the  bolt  of  the  lever  into  its  original  or  locking  position.    The  action 


of  drawing  back  the  hammer  to  its  furthest  extent  (the  bolt  being  first  relieved)  will  raise  tlic  liana- 
catch  i,  which,  being  brought  in  contact  with  a  ratchet-tooth  on  the  breech,  will  turn  the  breech  round 
in  the  direction  of  the  arrow,  Fig.  2222,  to  the  extent  of  one  tooth,  and  thus  bring  up  a  loaded  chamber 
in  a  line  with  the  barrel ;  and,  in  succession,  the  act  of  cocking  will  bring  all  the  loaded  chambers  in 
like  manner  round  in  a  line  with  the  baiTel  and  hammer  to  be  discharged.  In  order  to  insure  tlie 
insertion  of  the  bolt  of  the  lever  /  into  the  recesses  5  5  as  they  severally  come  round,  and  thereby  to 
hold  the  breech  firmly  while  the  discharge  takes  place,  a  shallow  channel  or  guide  is  formed  up  to  the 
etlge  of  each,  as  shown  in  the  figures,  which  will  make  the  bolt  feel  its  ■«  ay  to  the  recess  arid  enter  it 
more  certainly  than  if  it  were  required  to  fall  into  the  recess  suddenly.  To  prevent  the  fouling  of  the 
rpindle  and  breech,  a  helical  groove  is  formed  upon  the  spindle,  as  shown  at  Fig  2223,  the  edges  oi 
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which  ■will  more  effectually  prevent  the  smoke  from  passing  between  the  breech  and  spindle  than  if  the 
whole  periphery  of  the  spindle  were  in  contact  with  the  breech ;  and  at  the  same  time  these  edges 
will,  as  the  breech  is  rotated,  scrape  off  any  matters  that  may  have  become  deposited  in  the  central 
bore  of  the  breech,  and  deposit  it  in  the  grooves.  By  this  means  the  contact  surfaces  will  be  kept 
clean,  and  the  breech,  which  would  olherwise  foul  after  a  few  discharges  and  become  fixed,  Avill  be  free 
to  turn  on  its  spindle,  for  a  long  period,  without  requiring  any  cleaning. 

Fig.  2228  represents  in  side  view,  and  Fig.  2229  in  plan  view,  a  rifle,  carbine,  musket,  or  shot-guu, 
with  revolving  breech.  As  the  several  improvements  before  described,  with  reference  to  the  pistol, 
are  equally  applicable  to  guns  for  military  and  sporting  purposes,  the  patentee  gives  merely  a  descri]> 
tion  of  tlie  modified  arrangement  of  apparatus  for  ramming  down  the  charges,  as  represented  at  Figs. 
2228  and  2229.  In  this  instance,  instead  of  the  plunger  being  apphed  below  the  barrel,  it  is  attached 
to  the  side  thereof  a  is  a  bracket  projecting  from  the  side  of  the  barrel,  and  to  it  the  lever  b  is  jointed 
by  a  pin  1.  c  is  the  plunger,  having  at  about  the  middle  of  its  length  a  joint  2 ;  it  is  forked  at  one  end, 
and  embraces  the  lever  b,  to  which  it  is  jointed  by  a  pin  3,  and  the  cylindrical  end  of  the  plunger  works 
between  guide-pins  4  4  on  the  barrel.  S  is  a  spiing-catch,  riveted  to  the  plunger  c,  and  capable,  when 
the  lever  b  is  laid  parallel  with  the  barrel,  of  taking  into  a  notch  cut  in  the  bracket  a.  By  means  of 
this  spring  the  ramming  apparatus,  when  not  required  to  be  used,  is  retained  in  the  position  shown  at 
Fig.  2228 ;  but  by  drawing  the  lever  b  into  the  position  shown  at  Fig.  2229,  the  catch  will  be  imme- 
diately disengaged  from  the  notcli. 

The  patentee  claims.  First,  making  the  lock-frame  and  recoil-shield  in  one  and  the  same  piece, 
whereby  all  possibility  of  the  parts  getting  loose  after  repeated  discharges  is  prevented.  Secondly, 
the  general  arrangement  of  the  lock  and  apparatus  for  turning  and  locking  the  rotating  cylinder  breech. 
Thirdly,  the  general  arrangement  of  the  parts,  whereby  the  operations  of  loading  and  priming  may  be 
effected  without  disconnecting  the  breech,  as  was  heretofore  requisite.  Fourthly,  the  application  to 
guns  and  pistols  of  the  lever  apparatus  for  ramming  down  the  charges  into  the  several  chambers  with 
great  expedition  and  effect — the  same  being  a  substitute  for  the  loose  ramrod.  Fifthly,  the  chatafering 
.he  mouths  of  the  chambers  and  the  inner  end  of  the  barrel ;  also  the  grooving  of  the  periphery  of  the 
breech-spindle ;  likewise  the  making  sunk-guides  to  the  locking  recesses  on  the  periphery  of  the  breech ; 
and,  further,  the  means  of  insuring  the  proper  position  of  the  barrel  with  respect  to  the  face  of  the 
breech. 

GUN-COTTON.  To  Professor  Schonbein,  the  entire  credit  is  due  of  discovering  and  making  known 
the  various  useful  purposes  to  which  gun-cotton  may  be  applied,  although  its  actual  discovery  dates 
from  a  period  prior  to  that  when  Schonbein  published  his  experiments. 

In  1833,  M.  Braconnot  observed,  when  starch  was  heated  for  a  short  time  in  strong  nitric  acid,  until 
complete  solution  had  been  effected,  and  the  solution  was  poured  into  a  large  quantity  of  cold  water, 
that  a  white  pulverulent  amorphous  substance  gradually  subsided,  which,  on  being  dried,  was  highly 
combustible,  arid  burnt  without  leaving  any  residue.  This  substance  was  called  xyloidine.  M.  Pelouze, 
in  1838,  repeated  the  experiments  of  Braconnot,  and  found  that  pajaer,  linen,  cotton,  and  other  ligneous 
substances,  when  submitted  to  the  action  of  strong  nitric  acid,  (sp.  gr.  1-5,)  for  a  few  minutes,  and  then 
well  washed  .with  water  and  dried,  possessed  the  same  properties  as  xyloidine,  without  having  lost, 
however,  their  original  form  and  appearance.  M.  Pelouze  was  inclined  to  believe  with  chemists  in 
general,  that  this  was  only  another  form  of  the  same  substance ;  he  also  threw  out  a  surmise,  that  the 
substance  might  be  applicable  to  certain  useful  purposes,  especially  in  artillery.  The  same  chemist,  in 
conjunction  with  others,  has,  however,  since  shown,  that  these  two  substances  are  not  identical.  That 
the  substance  prepared  by  immersing  paper,  linen,  cotton,  <fec.,  in  nitric  acid,  contains  more  oxygen,  and 
consequently  more  nitric  acid  than  the  xyloidine  of  Braconnot,  and  the  name  of  pyroxyline  or  pyroxyle 
has  consequently  been  given  to  it.  The  gun-cotton  of  Schonbein  is  probably  this  latter  substance,  or 
some  body  closely  allied  to  it. 

The  plan  adopted  for  the  manufacture  of  this  compound  is  as  follows :  cleansed  cotton  is  immersed 
m  a  mixture  composed  of  equal  parts  of  concentrated  nitric  and  sulphuric  acids,  or,  according  to  Schon- 
bein, of  3  parts  sulphuric  acid,  and  1  of  nitric  acid,  of  sp.  gr.  1-5,  for  about  10  to  15  minutes,  and  in 
order  to  prevent  accidents,  no  portion  of  the  cotton  should  be  above  the  level  of  the  liquid.  The  acid 
should  then  be  pressed  out,  and  the  cotton  which  remains  impregnated  with  it  is  well  washed  with 
water,  until  no  acid  reaction  is  perceptible  to  the  tongue ;  it  is  now  dried  rapidly  at  a  temperature  not 
exceeding  212°  F.  Care  should  be  taken,  in  drying  this  substance,  to  allow  a  free  current  of  air  to  pass 
over  it,  and  to  spread  out  the  cotton  as  much  as  jiossible,  in  order  to  prevent  its  forming  into  dense 
masses,  which  are  much  more  liable  to  explode.  It  is,  indeed,  probable,  that  the  method  of  drying  in 
stoves,  practised  at  first  in  Messrs.  Hall's  manufactory,  was  the  cause  of  the  explosion  which  occurred 
there,  and  which  cost  several  persons  their  lives. 

No  minute  description  of  the  mode  of  preparing  gun-cotton  upon  a  manufacturing  scale  has  been 
published  up  to  this  period,  and  the  foregoing  notice,  which  indicates  the  plan  practised  by  M.  Susane, 
at  the  Direction  des  Foudres  et  Saltpetres,  must  suffice  to  give  a  general  view  of  the  process,  which  is 
no  doubt  carried  out  with  slight  differences,  although  the  same  in  principle,  in  the  different  manufactoriea 

With  regard  to  the  composition  of  gun-cotton,  nothing  certain  is  established.  The  analyses  which 
iiavc  been  made  of  it,  and  which  are  numerous,  do  not  accord,  and  tend  rather  to  prove  that  several 
products  may  result  from  the  action  of  nitro-sulphuric  acid  upon  cotton,  paper,  (fee,  depending,  amongst 
other  things,  upon  the  state  of  concentration  of  the  acids  used,  the  time  of  immersion,  &c. 

The  properties  of  gun-cotton  are  very  extraordinary,  and  create  a  greater  degree  of  astonishment,  in 
consequence  of  its  outward  appearance  bearing  the  strictest  resemblance  to  ordinary  cotton  wool,  whicli, 
however,  is  not  so  harsh  to  the  feel.  It  is  insoluble  in  water  both  hot  and  cold,  and  when  removed  and 
dried,  is  found  to  have  lost  none  of  its  original  properties ;  acids  have  also  no  action  upon  it,  and  this 
effectually  distinguishes  it  from  xyloidine.  The  best  solvent  for  gun-cotton  is  acetic  ether,  and  this  sub- 
stance may  be  used  for  rendering  it  perfectly  pure     It  explodes  violently  when  heated  to  35G°  F.,  or 
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on  ignition,  leaving  scarcely  any  residue,  and  creating  very  little  smoke.  The  temperature  at  which  it 
is  thus  decomposed,  is  so  much  below  that  at  which  gunpowder  explodes,  that  the  cotton  may  be  lightly 
placed  upon  the  surface  of  gunpowder,  and  detonizcd  by  a  red-hot  wire  without  setting  fire  to  the  pow- 
der. Friction  of  the  ordinary  kind  will  not  explode  gun-cotton,  but  wlien  placed  on  an  anvil,  and  pow- 
erfully struck  with  a  hammer,  the  heat  generated  by  the  stroke  causes  it  to  detonate.  With  reference 
to  the  projectile  force  of  gun-cotton,  as  compared  with  gunpowder,  there  appears  reason  to  apprehend 
that  its  action,  in  its  present  form,  is  too  rapid,  and  resembles  too  much  that  of  the  fulminates,  to  ren- 
der it  applicable  to  the  purposes  of  artillery.  The  gaseous  products  from  its  combustion  are  also  such 
as  cannot  be  altogether  resisted  by  fire-arms,  although,  if  air  be  absent,  no  great  amount  of  corrosion 
can  ensue ;  and  as  it  has  been  found  that  gun-cotton  impregnated  with  clilorate  of  potash  or  nitre  has 
a  still  more  powerful  effect  than  that  prepared  in  the  usual  manner,  the  addition  of  these  substances 
would  at  the  same  time  tend  to  modify  the  corrosive  action  of  the  acid  products  of  combustion.  As  a 
substitute  for  gunpowder  in  all  mining  and  blasting  operations,  however,  the  superior  local  force  of  the 
powder-cotton  will  be  highly  valuable ;  and  it  has  indeed  been  found  to  efiect  as  much  as  four  times  its 
weight  of  powder.  In  the  pyrotechnic  art  it  will  probably  also  be  extensively  used,  and  paper  pre- 
pared by  the  method  of  Pelouze,  and  moistened  with  solutions  of  nitrate  of  strontia,  sulphate  of  copper, 
and  nitrate  of  baryta,  yields  very  beautiful  red,  green,  and  white  fires. 

GUN  METAL,  A  species  of  brass  employed  in  casting  cannon,  and  used  also  in  the  wearing  parts 
or  joints  of  machinery.  This  alloy  should  consist  of  9  parts  of  copper  and  1  of  tin,  but  no  zinc.  It 
answers  well  for  valves. 

GUNPOWDER,  description  of  machines  used  in  the  proof  of.  Cannon  pendulum  and  its  ballistic 
pendulum,  of  the  Washington  Arsenal,  Figs.  2230  and  2231. 

The  pendulum-Uock. — The  pendulum-block  is  of  cast-iron,  in  the  form  of  a  hollow  frustrum  of  a  cone, 
with  a  hemispherical  bottom.  In  order  to  give  it  the  requisite  strength,  the  block  is  closely  hooped 
with  wrought-iron  over  all  the  conical  part,  except  in  the  places  where  it  is  embraced  by  the  suspension 
straps ;  for  this  purpose  the  block  was  first  turned,  and  the  hoops  'were  accurately  reamed  in  a  lathe, 
and  then  shrunk  on  to  their  places,  using  in  this  operation  only  heat  enough  to  set  the  hoops  closelv 
to  the  cast-iron. 


2^30. 


i>23l. 


In  order  to  facilitate  the  adjustment  of  the  centre  of  oscillation  of  the  pendulum,  by  throwing  the 
weight  as  far  as  possible  from  the  axis  of  motion,  the  block  was  made  thicker  on  the  lower  side  than  on 
the  upper,  by  placing  the  core  of  the  hollow  part  above  the  centre  of  figure,  thereby  bringing  the  centre 
of  gravity  of  the  block  0;5  inch  below  its  axis. 

The  opening  in  the  face  of  the  block  is  partially  closed  by  an  iron  plate,  which  is  held  fast  by  bolts 
set  in  the  block,  and  which  serves  to  retain  the  sand  used  for  filling  the  hollow  of  t'fae  block.  In  the 
centre  of  this  plate  is  a  circular  opening  16  inches  in  diameter,  through  which  the  ball  passes,  and  the 
point  struck  by  the  ball  is  marked  by  the  hole  made  in  a  sheet  of  lead,  (of  about  3^  lbs.  to  the  square 
foot,)  which  is  placed  over  the  opening  in  the  plate  and  retained  by  a  washer,  or  smaller  iron  plate, 
bolted  to  the  large  one ;  vertical  and  horizontal  scales,  drawn  on  the  face  of  the  small  plate,  serve,  by 
means  of  an  easy  reference,  to  measure  the  position  of  the  point  struck  by  the  centre  of  the  ball. 

Manner  of  forming  the  core  of  the  pcndulum-bloch. — The  hemispherical  bottom  of  the  core  is  formed 
of  a  block  of  lead,  which  serves  to  counterpoise  the  weight  of  the  front  part  of  the  pendulum-block,  and 
facilitates  the  adjustment  of  the  axis  in  a  horizontal  position,  by  bringing  the  centre  of  gravity  of  the 
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Bystem  nearly  in  the  middle  point  between  the  suspension  straps ;  this  lead  forms  also  a  sort  of  cushioa 
to  receive  the  impact  of  the  balls,  and  to  prevent  them  from  striking  against  the  cast-iron,  in  case  they 
ehould  penetrate  through  the  sand  which  forms  the  chief  part  of  the  core  of  the  pendulum-block. 

The  sand  which  receives  the  impact  of  the  balls  is  contained  in  cases  made  of  strong  leather  stretched 
over  iron  frames ;  the  frame  consists  of  two  wrought-iron  hoops,  connected  together  by  ribs  of  the  same 
material ;  the  diameter  of  each  hoop  is  0-15  inch  less  than  that  of  the  core,  a:t  the  place  which  it  is  to 
occupy ;  each  hoop  is  made  in  three  segments,  and  the  corresponding  segments  of  the  two  hoops  which 
form  one  frame,  are  connected  together,  each  pair,  by  three  ribs  of  square  iron  welded  to  the  hoops. 
The  leather  which  covers  these  frames  is  brought  over  the  outer  faces  of  the  hoops  and  secured  there 
by  rivets,  the  sections  of  each  hoop  being  connected  together  by  the  leather  covering  only.  When  the 
sand  is  compressed  by  the  ball,  the  case  or  bag  expands  laterally,  until  it  is  supported  by  the  sides  of 
the  pendulum-block. 

The  fcnds  of  these  cases  are  closed  with  boards  of  soft  wood,  about  f  inch  thick ;  those  which  form 
the  bottom,  or  smaller  end  of  the  case,  rest  on  iron  pins  which  are  set  on  the  inside  of  the  smaller 
hoop ;  and  those  which  form  the  head,  or  larger  end,  are  kept  in  place  by  small  nails  driven  into  wooden 
plugs  in  holes  on  the  inside  of  the  large  hoop. 

In  order  to  fill  the  case  or  bag,  it  is  placed  on  its  small  end,  and  the  boards  forming  the  bottom  are 
laid  down  on  the  pins  intended  to  support  them;  if  there  are  any  openings  through  which  the  sand 
might  escape,  they  are  closed  with  shavings,  (fee.  The  sand  is  then  put  in  and  settled  with  a  small 
rammer,  such  as  a  piece  of  an  implement  staff;  when  nearly  filled,  the  bag  is  placed  on  the  platform  ol 
a  balance,  and  its  weight  properly  adjusted,  after  which  the  head  is  fastened  in  as  before  mentioned. 

Four  of  these  bags  form  a  set  for  filling  the  pendulum-block :  the  first  or  smallest  one  is  1 5  inches  high ; 
the  second,  14  inches;  the  third  and  fourth,  each  12  inches;  an  interval  of  about  3  inches  is  thus  left  at 
the  mouth  of  the  block,  which  serves  to  admit  any  compensating  weights  that  may  be  required  to  make 
up  the  proper  charge.  Tliese  weights  are  in  the  form  of  large  rings,  made  of  iron  of  different  sizes, 
according  to  the  weight  required.  The  vacant  space  in  the  mouth  of  the  block  is  requisite  also  for  con- 
taining the  sand  displaced  by  the  shot.  A  small  portion  of  this  sand  escapes  through  the  hole  made 
by  the  ball  in  the  sheet  of  lead  on  the  face  of  the  block. 

The  placing  of  the  sand-bags  in  the  block  is  facilitated  by  the  use  of  a  pair  of  large  hooks,  or  tongs, 
attached  to  a  tackle  and  fall,  suspended  from  the  roof  of  the  pendulum-shed  and  hanging  just  in  front 
of  the  block ;  when  not  in  use  they  are  drawn  aside,  out  of  the  way  of  the  pendulum,  and  hung  on  a 
hook  driven  into  the  frame  of  the  shed. 

Manner  of  suspending  the  pendulum-hloch. — The  block  is  suspended  by  means  of  four  straps  oi 
wrought-iron  attached  to  a  horizontal  shaft  of  the  same  material. 

The  shaft  terminates  at  each  end  in  knife  edges,  made  of  hardened  steel  welded  to  the  iron.  These 
knife  edges  are  rounded  on  a  radius  of  006  inch;  inside  of  the  knife  edges,  the  shaft  has  cylindrical 
bearings  which  are  tiu-ned  with  great  care ;  the  lower  lines  of  the  knife  edges  are  in  the  surface  of  these 
cylinders  produced,  and  consequently  the  axes  of  motion,  at  the  two  extremities  of  the  shaft,  are  in  the 
same  right  line. 

The  suspension  straps  terminate,  at  their  upper  ends,  in  collars  which  are  accurately  bored  to  fit  the 
cyUndrical  bearings  on  the  shaft.  In  the  lower  parts  of  tliese  collars  are  slots,  which  fit  on  correspond- 
ing projections  on  the  shaft  and  prevent  the  straps  from  turning ;  the  collars  of  the  straps  are  also 
pressed  firmly,  by  means  of  keys,  against  the  shoulders  of  the  shaft.  The  two  inner  straps,  from  each 
end  of  the  shaft,  pass  to  the  front  end  of  the  pendulum-block ;  the  outer  ones,  to  the  rear  end.  The 
inner  straps  are  straight,  from  the  collars  on  the  shaft  to  a  point  near  the  block  where  they  take  a  di- 
rection perpendicuLar  to  the  axis  of  the  block,  which  they  embrace  between  the  shoulders  provided  for 
tliem.  The  outer  straps  are  cm'ved  just  below  the  shaft,  so  that  at  the  distance  of  about  5  feet  from 
the  axis,  the  two  straps  from  each  end  of  .the  shaft  are  brought  into  the  same  plane,  passing  nearly 
through  the  axis  of  the  block. 

The  work  should  be  fitted  together  in  such  a  manner  that  the  line  joining  the  centres  of  the  two  col- 
lars for  the  pendulum-block,  which  are  thus  formed  by  the  two  pairs  of  straps,  shall  be  in  a  plane  per- 
pendicular to  the  axis  of  the  shaft  at  its  middle  point,  and  shall  be  also  perpendicular  to  a  plane  pass- 
ing through  the  axis  of  the  shaft  and  the  middle  point  of  the  line  in  question,  which  line  coincides  with 
the  axis  of  the  block. 

The  pair  of  straps  which  embrace  the  front  part  of  the  block  approach,  above  and  below  the  block, 
within  8  inches  of  each  other,  and  are  kept  apart  by  iron  transoms  wliich  terminate  at  each  end  in  bolts 
tliat  pass  through  the  straps,  and  are  held  by  nuts  on  the  outside.  The  other  pair  of  straps  come  together 
within  2  inches,  and  the  bolts  which  serve  to  press  them  against  the  block  pass  through  the  flattened 
heads  of  two  large  transverse  bolts,  the  other  ends  of  which  are  cut  with  a  screw-thread.  The  ends  oi 
these  bolts  pass  through  holes  in  the  transoms  of  the  front  pair  of  straps,  and  the  bolts  have  strong  screw- 
threads  cut  on  their  whole  length,  for  a  purpose  whicli  will  be  hereafter  explained. 

Between  the  pendulum-block  and  the  shaft,  the  two  straps  from  each  end  of  the  shaft  are  firmly 
connected  together  by  two  pairs  of  flat  braces,  having  shoulders  which  bear  against  the  edges  of  the 
straps ;  the  upper  braces  are  bolted  to  the  straps,  and  they  are  connected  together  by  a  large  cross-bolt 
which  passes  through  the  middle  of  each ;  the  lower  braces  are  connected  with  the  straps,  and  with 
each  other,  by  means  of  cross-bolts.  All  of  these  cross-bolts  have  bevel-washers  against  their  shoulders 
inside,  and  under  the  nt.ts,  outside  of  the  braces. 

Supports  of  the  perdulum. — The  knife  edges  of  the  shaft  rest  in  Vs  formed  in  dies  of  hardened  steel, 
which  are  set  in  cast-iron  seats ;  these  seats  are  bolted  down  to  large  cast-iron  plates,  resting  on  the 
tops  of  two  stone  piers,  to  which  the  plates  are  secured  by  long  bolts  let  into  the  stone.  On  the  upper 
sides  of  the  plates  there  are  projecting  ledges,  between  which  the  seats  for  the  Vs  are  placed,  and  the 
position  of  these  seats  is  regulated  by  m'eans  of  wedges  inserted  between  them  and  the  projections  on 
the  plates.    The  bolt-holes  in  the  seats  arc  made  of  an  oblong  form,  in  order  to  adnut  of  adjustment 
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so  that  the  two  V's  of  each  pair  shall  be  in  the  same  horizontal  line,  and  that  these  lines,  in  the  t\p< 
pendulumg,  shall  be  parallel  to  each  other. 

The  bottom  parts  of  the  V's  are  rounded  on  a  radius  1-lOth  of  an  inch ;  and  the  inclination  of  the 
sides  is  so  arranged,  with  reference  to  that  of  the  planes  of  the  knife  edges,  as  to  allow  the  pendulum 
to  vibrate  through  an  arc  of  30°. 

The  parallelism  of  the  two  shafts  is  verified  by  means  of  two  plumb-lines,  suspended  to  the  ends  ol 
a  needle  attached  to  each  shaft  in  a  direction  perpendicular  to  its  axis.  Four  other  plumb-lines  are 
suspended  in  the  axis  of  the  gun  and  block,  (on  the  front  and  rear  of  each,)  and  when  the  adjustment 
is  perfect,  these  eight  plumb-lines  should  hang  in  the  same  plane. 

Measurement  of  the  arc  of  vibration. — The  vibration  of  the  pendulum  is  measured  on  a  brass  limb, 
placed  under  the  axis  of  the  block  and  supported  by  wrought-iron  chairs  set  in  stone  posts.  A  slider, 
also  of  brass,  moves  on  this  limb,  and  is  held  at  any  point  by  the  pressure  of  a  light  spring ;  the  slider 
is  moved  by  an  index  attached  to  a  bar  connected  with  the  lower  ends  of  the  suspension  straps.  The 
limb  is  graduated  in  degrees  and  minutes,  and  the  slider  has  a  vernier  which  reads  to  two  seconds. 
The  zero  of  the  arc  is  placed  in  the  vertical  plane  passing  through  the  axis  of  motion,  and  the  face  of 
the  index  is  also  in  this  plane  when  the  axis  of  the  block  is  horizontal,  or  situated  in  the  line  of  fire. 
In  order  to  have  the  means  of  verifying  the  adjustment  of  the  limb,  at  any  time,  if  necessary,  two  hollow 
centres  are  screwed  into  the  under  side  of  the  shaft,  near  each  end,  for  the  purpose  of  suspending  two 
plumb-lines  tliat  shall  hang  in  the  vertical  plane  through  the  axis  of  motion. 

Gun  pendulum.- — The  suspension-frame,  the  supports,  and  the  general  arrangement  of  the  gun  pen- 
dulum, are  similar  to  those  of  the  ballistic  pendulum,  and  it  is  therefore  necessary  to  describe  only  the 
manner  of  attaching  the  gun  to  the  frame. 

In  order  to  provide  for  mounting  guns  of  any  calibre  below  a  32-pounder,  the  diameter  of  the  circular 
parts  of  the  suspension  straps  is  sufliciently  large  to  admit  collars  of  cast-iron  which  may  be  adapted  to 
the  gun  and  made  to  fit  on  the  trunnions,  having  shoulders  to  receive  the  straps ;  but  the  32  and  24- 
pounder  guns,  heretofore  attached  to  the  pendulum,  having  been  made  for  the  purpose,  the  projecting 
pieces,  to  form  the  shoulders  for  the  straps,  were  cast  on  the  guns.  In  order  to  facilitate  the  adjust- 
ment of  the  centre  of  oscillation  of  the  pendulum,  and  also  to  have  a  gun  which  shall  be  perfectly  safe 
to  use,  with  any  charge  up  to  ^  the  weight  of  the  shot,  the  24-pounder  has  been  made  on  the  same 
model  as  the  32-pounder,  and  the  trunnions  are  omitted,  as  the  piece  is  designed  for  use  with  the  pen- 
dulum exclusively. 

Adjustment  of  the  centre  of  gravity  and  of  the  centre  of  oscillation. — The  two  systems  being  nearly 
symmetrical,  with  reference  to  the  vertical  planes  through  the  axis  of  motion  and  the  axis  of  the  gun  or 
block,  the  centre  of  gravity  of  each  pendulum  was  found  nearly  in  the  intersection  of  these  vertical 
planes,  when  the  axis  of  the  gun  or  block  is  horizontal ;  it  is  therefore  necessaiy  to  provide  only  for  cor- 
recting the  deviations  caused  by  variations  in  the  charge  of  the  gun,  or  of  the  block.  For  tliis  purpose, 
adjusting  weights  are  placed  on  the  large  screw-bolts  which  connect  the  front  and  rear  straps  above 
and  below  the  gun  and  the  block ;  by  sliding  these  weights  backwards  or  forwards,  the  position  of  the 
vertical  line  containing  the  centre  of  gravity  is  easily  adjusted.  These  weights  effect  another  very  im- 
portant purpose,  in  the  adjustment  of  the  centre  of  oscillation  of  the  system,  so  as  to  make  it  coincide 
with  the  axis  of  the  gun  or  block. 

The  weight  of  the  gun  and  block  being  very  great,  in  comparison  with  that  of  the  suspension-frame, 
the  centres  of  oscillation  were  found  to  be  nearly  at  the  proper  height,  and  the  adjustment  of  them  was 
readily  effected  by  placing  weights  on  the  lower  screw-bolt,  which  has  the  effect  of  lowering  the  centre 
of  oscillation ;  the  upper  screw-bolt  would  be  made  use  of  in  the  same  manner,  in  case  the  centre  of 
oscillation  should  be  found,  by  any  change  of  circumstances,  to  be  too  low.  These  screw-bolts  are  flat- 
tened, or  planed  off,  at  the  sides,  in  order  to  allow  the  weights  to  slide  on  them  more  readily.  The 
weights  are  cylinders  of  various  heights,  having  slits  of  the  thickness  of  the  screw-bolt,  to  facilitate 
placing  and  removing  them.  The  slits  are  lined  with  thick  sheet-iron  to  prevent  the  weight  from  being 
cut  by  the  screw,  and  the  height  of  the  slit  is  so  regulated  (for  convenience  in  calculation)  as  to  bring 
the  centre  of  gravity  of  the  weight  in  the  axis  of  the  bolt  on  .which  it  rests.  Tlie  weights  are  made  ot 
lead,  with  about  6  per  cent,  of  tin ;  they  are  moved  on  the  bolt,  and  are  also  held  in  place,  when  set,  by 
means  of  large  nuts  with  handles,  of  which  there  are  two  on  each  bolt.  To  prevent  these  nuts  from 
being  pressed  into  the  weights  by  their  reaction  in  the  recoil  of  the  pendulum,  broad  iron  wafehers  are 
placed  between  the  weights  and  the  nuts,  and  the  front  weight  for  each  pendulum  is  made  of  a  shell 
of  cast-iron  \  inch  thick,  filled  with  lead. 

Weight  of  the  pendulums. — The  weight  was  ascertained  to  be  as  follows : — 

lbs. 

Weight  of  gun- frame  complete 2,811 

"     32-pounder  gun 7,689 

Total  of  gun  pendulum 10,500 

"     ballistic  pendulum-frame  complete 2,847 

"     pendulum-block,  (empty) 6,368 

"     face-plates  and  bolts  for  do 143 

Total  ballistic  pendulum 9,358 

Position  of  the  centres  of  .gravity  of  the  pendulum.s. — The  position  of  the  centre  of  gravity  of  eaclt 
system  was  determined  by  balancing  the  frame  complete  on  the  edge  of  a  square  steel  bar,  placed 

Earallel  to  the  axis  of  the  shaft.     The  place  of  the  centre  of  gravity  of  the  gun  and  the  block  being 
nown,  that  of  the  whole  system  is  easily  calculated. 


948 


GUNPOWDER. 


The  results  of  this  calculation  were  verified  by  actually  balancing,  in  a  horizontal  position,  the  wlioU 
pendulum,  with  the  gun  and  block  in  place. 


Distance  from  the  axis  of  motion  to  the  centre  of  gravity  of  the  frama 

Distance  to  the  centre  of  gravity  of  the  gun  or  pendulum-block,  (empty) 

Distance  to  centre  of  gravity  of  the  system,  (by  calculation) 

112-8  X  2811  +  195  X  7689  _ 

10,600  ~ 

2847  X  114-13  +  6368  X  195-5  + 143  X  195  _ 

9358  ■■■■ " 

Distance  to  centre  of  gravity  of  the  system,  by  trial 

Do.      mean:  taken  as  the  true  distance 


Gun. 


Inches. 

112-8 

195 

172-994 


172-8 
172-9 


Bloiik. 


Inches. 
114-13 
195-5 


170-737 

170-8 
170-8 


The  height  of  the  centre  of  gravity  of  each  pendulum  in  this  condition  being  known,  it  is  easy  to 
make  the  necessary  correction  for  the  addition  of  the  adjusting  weights,  and  for  the  weight  of  the  core 
of  the  block.  For  this  purpose  it  is  sufficient  to  observe  that  the  centre  of  gravity  of  the  adjusting 
weights,  being  in  the  axis  of  the  lower  screw-bolts,  is,  in  the  gun  pendulum,  at  215  inches  from  the  axis 
of  motion,  and  in  the  ballistic  pendulum,  at  219  inches.  The  centre  of  gravity  of  the  hemisphere  of  lead 
in  the  bottom  of  the  pendulum-block  is  in  the  axis  of  the  block,  or  195  inches  from  the  axis  of  motion  ; 
and  that  of  the  conical  part  of  the  core  is  0-66  inch  above  the  axis  of  the  block,  or  194-34  inches  from 
the  axis  of  motion. 

In  the  gun  pendulum,  when  adjusted  for  use  witli  the  32-pounder  gun,  a  weight  of  667  pounds  waa 
placed  on  the  lower  screw-bolt. 

In  the  ballistic  pendulum  there  were 

lbs. 

a  hemisphere  of  lead  in  the  block,  weighing 626| 

an  oak  board  over  the  lead 9^ 

a  sheet  of  lead  on  the  face 8 

4  sand-bags 965 

adjxisting  weights  on  the  lower  screw-bolt 789 

Under  these  circumstances,  the  distance  of  the  centre  of  gravity  of  the  gim  pendulum  from  the  axis  ia 
10,500  X  172-9  -f  667  X  215       1,958,963       ,  ^„  „  . 

Ilj67 =-Ti:T67-  =  ^^"'*^  '''■' 

and  that  of  the  centre  of  gravity  of  the  ballistic  pendulum, 

9358  X  170-8  +  643  X  195  +  975  X  194-34  -f  789  X  219  _  2,084,162-5  _ .  ^^  „    - 
11,756  lbs.  ~      11,756      — 1'7'-9^°- 

The  results  of  these  calculations  and  measurements  may  be  at  any  tune  verified,  and  in  case  of  a 
chiwige  in  the  pendulums,  they  may  be  corrected,  by  practically  ascertaining  the  moment  of  tlie  system, 
i.  e.,  the  product  of  the  weight  into  the  distance  of  its  centre  of  gravity  from  the  axis  of  motion ;  and 
this  moment  is  a  factor  which  enters  into  the  formula  for  the  computation  of  tlie  initial  velocity  of  the 
ball.  To  ascertain  the  moment  of  the  pendulum  without  dismounting  it,  it  is  sufficient  to  determine  by 
trial  the  weight  which,  acting  at  a  given  distance  from  the  axis,  will  sustain  the  system,  out  of  a  verti- 
cal position,  at  such  an  angle  that  the  direction  in  which  this  weight  acts  shall  be  perpendicular  to  the 
line  drawn  from  the  centre  of  the  axis  of  motion  to  the  centre  of  gravity  of  the  system.  If  a  be  the 
angle  which  this  latter  line  then  makes  with  the  vertical,  w  the  weight  which  balances  the  system,  and 
d  the  distance  at  which  it  acts  from  the  centre  of  motion,  then  will  the  moment  of  the  pendulum  be 

wd  

sin.  a~^^' 

Position  of  the  centre  of  oscillation. — The  lengths  of  pendulums  being  to  each  other  as  the  squares  of 
the  times  of  vibration,  or  inversely  as  the  squares  of  the  number  of  vibrations  in  a  given  time,  the 
distance  of  the  centre  of  oscillation  from  the  axis  of  motion  is  determined  by  observing  the  number  of 
vibrations  made  by  the  pendulum  in  any  given  time,  or  the  number  of  seconds  required  for  a  given 
number  of  vibrations  of  the  pendulum. 

In  the  present  instance  this  was  determined  by  observing,  with  a  chronometer  which  beats  half 
seconds,  the  time  required  for  500  vibrations  of  the  pendulum,  commencing  in  an  arc  of  about  one 
degree  and  a  half.  The  length  of  the  seconds  pendulum  at  Washington,  (latitude  38°  53'  23",)  being 
89-1  in.,  the  distance  of  the  centre  of  oscillation  of  a  pendulum  vibrating  500  times  in  n  seconds,  will  be 

n''X391 
~      500'^~~ ' 
and  in  order  that  L  shall  be  equal  to  1 95  in.,  or  that  the  centre  of  oscillation  shall  be  in  the  line  of  fire 
af  the  pendulum-gun,  n  must  be  =  11165  seconds. 

In  the  gun  pendulum,  this  adjustment  of  the  time  of  vibration  is  effected  by  placing  an  additional 
weight  of  667  lbs.  on  the  lower  screw-bolt,  as  above  mentioned,  in  ascertaining  the  position  of  tlie  centre 
of  gravity.    In  the  ballistic  pendulum,  when  ready  for  use  and  loaded  as  above  stated,  the  time  require^ 


GUNPOWDER.  949 


for  500  vibrations  is  1116  seconds,  and  the  position  of  the  centre  of  oscillation  is  at  194'8  in.  from  tha 
axis. 

When  the  position  o'  of  tlie  centre  of  oscillation  is  accurately  ascertained,  for  any  given  condition  ol 
tlie  system,  the  additional  weight  W,  requisite  to  bring  that  centre  into  any  other  position,  o  may  be 
computed  very  nearly  by  the  formula  * 

d{d—o)' 
p  ff  being  the  actual  moment  of  the  pendulum,  and  d  the  distance  of  the  additional  weight  from  the  axis 
of  motion. 

In  consequence  of  the  lightness  of  the  frames,  in  proportion  to  the  whole  weight  of  the  pendulums, 
they  are  found  to  possess  a  great  degree  of  sensibility ;  when  vibrating  in  an  arc  of  14°,  they  l(»e 
about  36"  in  one  vibration;  in  an  arc  of  4°,  about  25".  When  set  in  motion  in  an  arc  of  12°,  the  gun 
pendulum  continued  to  vibrate  about  24  hours,  and  the  pendulum-block  (empty)  about  30  hours. 

Distance  between  the  pendulums. — It  was  ascertained  that,  at  the  distance  of  48  feet  from  the  muzzle 
of  the  gun,  the  pendulum  Avould  be  but  slightly  affected  by  the  blast,  and  it  was  therefore  determined 
to  place  the  axes  of  the  two  pendulums  55  feet  apart. 

In  order  to  intercept  the  blast  of  the  gun  as  much  as  possible,  a  fixed  screen  of  2-inch  oak  plank  is 
placed  IT  feet  in  front  of  the  face  of  the  pendulum-block,  having  a  hole  in  it  12  inches  diameter  for  the 
passage  of  the  ball.  The  protection  afforded  by  this  screen  is  such,  that  with  a  blank  charge  of  ^  from 
the  32-pounder  gun,  the  vibration  of  the  pendulum-block  does  not  exceed  45";  which  vibration,  if  pro- 
duced by  the  impact  of  a  ball,  would  require  a  velocity  of  only  0'85  feet. 

The  penetration  of  the  32-pounder  balls,  in  the  sand  of  the  pendulum-block,  is  about  4  feet.  It  is 
found  that,  in  consequence  of  the  great  and  sudden  compression  of  the  sand,  produced  by  balls  moving 
with  great  velocities,  the  penetration  does  not  increase  with  the  charge ;  but  the  pressure  against  the 
sid^  and  bottom  of  the  block  is  necessarily  greater  with  higher  charges,  and  under  these  circumstances, 
the  mass  of  lead  in  the  bottom  of  the  block  is  so  much  compressed  and  battered  as  to  make  it  inexpe- 
dient to  fire  with  high  charges  (|  or  ^)  from  the  32-pounder  gun,  without  filling  the  block  with  some 
material  affording  a  greater  resistance  than  sand. 

Service  of  the  pendulums. — Open  all  the  doors  and  windows  of  the  sheds ;  observe  whether  the  nuts 
of  the  several  connecting-bolts  are  screwed  up  tight,  and  whether  the  shoulders  of  the  knife  edges  swing 
clear  of  tlie  seats.     Wipe  out  the  V's  and  oil  them  with  a  small  quantity  of  clear  oil. 

1st.  The  ballistic  pendulum. — Load  the  pendulum-block  with  the  sand-bags,  driving  them  in  with 
handspikes,  so  as  to  make  them  bear  on  each  other ;  put  on  the  face-plates  with  the  sheet  of  lead  pre- 
viously adjusted  between  them. 

Adjust,  if  requisite,  the  position  of  the  centre  of  oscillation  of  the  pendulum,  and  in  order  to  maintain 
this  adjustment,  let  the  sand-bags  be  always  filled  to  the  same  weight  as  at  first.  If  this  cannot  be 
done,  make  up  the  correct  total  weight  by  placing  some  of  the  iron  rings  within  the  mouth  of  the  block. 

Wipe  the  graduated  arc  and  move  the  adjusting  weights  on  the  lower  screw-bolt,  so  that,  the  pendu- 
lum being  at  rest,  its  index  shall  be  in  contact  with  the  slider  when  the  latter  stands  at  zero ;  in  this 
position  the  axis  of  the  block  is  horizontal :  see  that  the  nuts  on  the  screw-bolts  are  set  firmly  against 
the  adjusting  weights. 

After  the  gun  is  fired,  two  men  stop  the  vibrations  of  the  pendulum-block,  checking  them  gradually 
with  the  hand,  (or  with  a  rope  thrown  over  the  breech,)  and  takmg  care  not  to  displace  the  slider  on 
the  arc. 

JSTote  the  arc  of  vibration. 

Take  off  the  face-plates  and  ascertain  the  position  of  the  point  struck  by  the  centre  of  the  ball,  by 
referring  the  extremities  of  the  vertical  diameter  of  the  hole  made  by  the  ball  to  the  graduated  scales 
on  the  outer  plate.  If  necessary,  note  also  the  lateral  deviation  of  the  shot.  Withdraw  the  sand  and 
the  ball,  Ac. ;  clean  out  the  block  with  the  rake  and  brush  provided  for  the  purpose. 

2d.  The  gun  pendulum. — The  centre  of  oscillation  is  supposed  to  have  been  properly  adjusted. 

Wipe  out  the  gun,  insert  the  cartridge,  push  it  home  with  the  rammer,  and  measure  tlie  length  which 
it  occupies  in  the  bore  by  means  of  the  graduated  brass  scale  set  in  the  rammer-staff  for  that  purpose ; 
insert  the  shot,  ram  it  home  and  measure  in  the  same  manner  the  height  of  the  whole  charge  ;  prick 
the  cartridge,  and  prime  with  a  tube  having  a  short  piece  of  quick-match  inserted  in  the  cup,  in  order 
to  give  time  for  withdrawing  the  linstock  before  the  gun  recoils.  A  quill  or  paper  tube  is  preferable 
for  priming  with,  as  the  metal  tubes  are  driven  with  considerable  force  against  the  sides,  or  the  roof,  of 
tiie  bhed. 

Wipe  the  graduated  arc  and  adjust  the  index  of  the  pendulum  as  before,  taking  care  that  the  nuts  on 
the  screw-bolt  are  set  firmly  against  the  adjusting  weights. 

Before  giving  the  order  to  fire,  be  sure  that  both  pendulums  are  at  rest  and  in  their  true  positions. 

After  the  discharge,  note  the  arc  of  recoil. 

Two  men  stop  the  vibrations  of  the  pendulum  by  throwing  a  rope  over  the  breech  of  the  gun  against 
the  suspension-frame ;  in  this  manner  they  are  less  apt  to  twist  the  frame  than  when  acting  directly 
with  the  hands  against  the  gun.  Clean  out  the  gun  and  prepare  for  another  charge.  During  the  firings 
tlie  pendulums  should  be  carefully  observed,  to  see  if  any  derangement  occurs  in  the  position  of  the 
shafts  in  their  V's,  or  in  the  stability  of  the  frames,  the  tightness  of  the  nuts,  &c. 

Formulae  for  computing  the  velocity  of  the  ball  from  the  recoil  of  the  pendtdums. — 1.  By  the  ballisiit 
pendulum. — The  formula  for  the  velocity  with  which  the  ball  strikes  the  pendulum  block  is 

_2  8m.iAy/  {pgo-\-bi^)  {pg-^bi)G 
bi 
where  v  is  the  required  velocity  of  the  ball  in  a  second ; 
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p   the  "weight  of  the  pendulum ; 

g   the  distance  of  its  centre  of  gravity      )  f         ,         .      . 

o    the  distance  of  its  centre  of  oscillation  [•  '^^"^  ^"^  ^^^^  ^* 

i    the  distance  of  the  point  of  impact        )         ™°  ^^^ ' 

b   the  wtight  of  the  ball ; 

A  the  angle  of  first  vibration  of  the  pendulum ; 

G  the  measure  of  the  force  of  gravity,  =:  32-155  ft.,  at  Washington. 

The  demonstration  of  the  correctness  of  this  formula  is  given  in  Hutton's  Mathematical  Tracts. 

In  our  pendulums  the  axis  of  the  gun  and  that  of  the  pendulum-block  are  adjusted  on  the  same  hori- 
zontal line,  when  the  pendulums  are  at  rest ;  therefore  the  ball  strikes  very  near  to  the  axis  of  tho 
block,  and  in  order  to  prevent  any  shock  on  the  axis  of  suspension,  the  centre  of  oscillation  of  the  system 
is  made  to  coincide  also  very  nearly  with  the  axis  of  the  pendulum-block,  and  this  adjustment  is  main- 
tained by  renewing  the  core  of  the  block  and  restoring  the  pendulum  after  each  shot  to  its  original  con- 
dition; hence  the  values  of  o  and  i  in  the  above  formula  are  very  nearly  equal,  and  the  quantity  p^ 
being  very  great  in  comparison  with  6  i,  no  sensible  error  will  be  caused  by  assuming  i  =  o  in  the  first 
term  under  the  radical  sign ;  the  formula  then  becomes 

bi 

Moreover,  in  practice  with  balls  of  the  same  kind  and  calibre,  the  variations  in  the  value  of  b  are 
confined  within  narrow  limits.  On  this  account,  and  in  consideration  of  the  great  inequality  between 
the  terms  p  g  and  b  i,  we  may,  in  the  case  just  mentioned,  assign  to  b  i,  in  the  numerator  of  the  above 
expression,  a  constant  value  equal  to  the  mean  weight  of  the  balls  multiplied  by  the  mean  distances  of 
the  points  struck  from  the  axis  of  suspension.  !6y  tliis  assumption  the  whole  term  {pg  -\-b  i)  "^  Gc 
becomes  constant  for  one  set  of  experiments,  and  the  formula  is  perfectly  adapted  to  logarithmic  8om 
putation. 

In  making  the  calculations  of  the  velocity  for  a  case  of  extreme  variation  in  the  value  of  b  i,  it  was 
found  that  the  error  produced  by  the  above  transformation  of  the  formula,  and  by  assuming  a  constant 
mean  value  ior  p  g  -{■  b  i,  is  so  small  that  it  may  safely  be  disregarded. 

Since  2  sin.  iA=  chord  of  A,  it  is  obvious  from  the  formula,  that,  all  other  circumstances  being 
equal,  the  velocity  of  the  ball  is  proportional  to  the  chord  of  the  arc  of  vibration  of  the  pendulum. 

2.  Computation  of  the  velocity  of  the  ball  by  the  recoil  of  the  gun  pendulum. — The  formula  for  thia 
purpose  is  taken  from  the  Report  of  experiments  on  gunpowder  at  Metz.     The  formula  is, 


•1  sm.  i  A'^—^ — ; cN 

■I 


in  which 


v'    is  the  required  initial  velocity  of  the  ball ; 

p'   the  weight  of  the  gun  pendulum ; 

g'   the  distance  of  its  centre  of  gravity      \  e.       .\         •     r 

o'   the  distance  of  its  centre  of  oscillation  > 

t'    the  distance  of  the  axis  of  the  gun       )      suspension; 

A'  the  angle  of  vibration  of  the  pendulum ; 

b'    the  weight  of  the  ball  and  wad ; 

D  the  diameter  of  the  bore  of  the  gun ; 

d    the  diameter  of  the  ball ; 

c     the  weight  of  the  charge  of  powder ; 

c'    the  weight  of  the  cartridge,  including  the  bag ; 

G  the  force  of  gravity,  ^  32-155  ft. ; 

N  a  constant  factor,  of  the  same  kind  as  g',  G,  <fec.,  to  be  determined  by  experiment 

There  are  obvious  causes  of  error  and  uncertainty  which  may  prevent  the  results  of  this  calculation 
of  the  velocity  from  coinciding  in  all  cases  with  those  obtained  by  means  of  the  ballistic  pendulum,  even 
after  allowance  is  made  for  the  loss  of  velocity  occasioned  by  the  resistance  of  the  air  whilst  the  ball  is 
passing  from  the  gun  to  the  pendulum-block.  The  principal  one  of  these  causes  is  the  uncertainty  of 
the  value  \v',  assumed  for  the  mean  velocity  6f  the  inflamed  gunpowder  in  the  bore  of  the  gun.  It  is 
certain  also  that  a  considerable  portion  of  the  elastic  fluid  escapes  through  the  windage  of  the  ball,  and 
therefore  the  mass  of  fluid  behind  the  ball  is  less  than  tLit  of  the  charge  of  powder;  but  this  loss  of 
fluid  is  in  some  measure  compensated  by  the  greater  velocity  of  the  part  which  passes  by  the  balL 
The  eflect  now  under  consideration  must  likewise  be  modified  by  the  quality  of  the  gunpowder  and  the 
quantity  of  the  charge,  even  within  the  usual  limits  of  practice,  and  these  circumstances  probably  exert 
a  still  greater  influence  on  the  value  of  the  quantity  N  in  the  term  c  N.  Capt.  Mordecai  found  that  the 
results  of  his  experiments  with  the  32-pounder  and  24:-pounder  guns  were  well  represented  by  giving  to 
N  a  mean  value  of  1600  feet.  This  value  of  N  does  not  appear  to  apply  equally  well  to  the  computation 
of  the  velocities  of  balls  of  very  small  calibre ;  for  the  intensity  of  the  heat,  and  consequently  the  elastic 
force  of  the  fluid,  generated  by  the  combustion  of  the  charge,  increase  in  a  greater  proportion  than  the 
direct  ratio  of  the  quantity  of  powder,  and  the  value  of  N  must  therefore  vary  with  the  charge  of 
jKJwder,  and  also  with  the  length  and  calibre  of  the  gun  and  the  density  of  the  ball  However,  as  in 
ordinary  practice  with  the  cannon  pendulum,  the  variations  in  the  value  of  N  cannot  be  great,  and  aa 
the  quantity  c  iV  is  much  smaller  in  value  than  the  other  term  in  the  numerator  of  the  foroiula  for  the 


GUNPOWDER.  951 


Telocity,  no  considerable  error  arises  from  assigning  to  that  coefficient  a  constant  mean  value,  as  abort 
stated. 

Manner  of  loading  the  gun. — 0/ the  balls. — The  shot  and  shells  used  in  these  experiments  were  of  ao 
intermediate  gage  between  the  large  and  tlie  small  gage,  e.  g. : 

For  the  32-pouuder  gun,  between  6"235  in.  and  6-27  in. ;  and  for  the  24-pounder  gun,  between  5'66 
in.  and  5'70  in. 

With  the  exception  of  some  of  the  first  32-pounder  shot,  those  used  in  the  experiments  were  ham- 
mered shot.  Each  shot  was  floated  in  mercury,  and  the  upper  extremity  of  the  axis  passing  through 
its  centre  of  gravity  was  marked  with  a  centre-punch.  For  the  sake  of  brevity,  the  axis  of  the  ball 
which  passes  through  the  centre  of  gravity  will  be  designated  as  the  principal  axis. 

Of  the  wads. — The  wads  ordinarily  used  in  the  experiments  are  grommets,  or  rings  formed  of  a  single 
strand  of  packing  yarn,  about  \  inch  thick,  such  as  is  used  for  the  packing  of  pistons  in  macliinery ;  this 
yarn  is  soft  and  very  slightly  twisted.  The  diameter  of  the  grommet  is  a  little  less  than  tliat  of  the 
ball,  to  -which  it  is  attached  by  four  leather  straps  about  |  inch  wide,  each  pair  crossing  tlie  other  at 
right  angles,  and  being  tied  on  the  ball  with  twine  strings ;  the  grommet  has  also  a  cross  of  Ifcvine  to 
assist  in  placing  it  and  to  preserve  its  form.  Tlie  thickness  of  the  leather  straps  is  nearly  equal  to  half 
the  windage  of  the  ball.  The  average  weight  of  a  grommet  with  straps  is,  for  the  32-pounder  ball, 
0-1  lb. ;  for  the  24-pounder,  008  lb. 

The  grommet  is  placed  on  the  Ughter  hemisphere  of  the  ball,  in  a  direction  perpendicular  to  its  prin- 
cipal axis. 

Of  the  cartridges. — The  cartridge-bags  are  made  of  closely  woven  twilled  woollen  stuff;  they  are  cut 
with  a  circular  bottom  like  those  for  field  service,  and  sewed  on  a  cylindrical  former  of  the  regulation 
size,  the  diameter  of  the  former  being  for  the  32-pounder  gun  5-9  in.,  and  for  the  24-pounder  5-35  in. 

Of  the  manner  of  loading. — The  cartridge  being  inserted,  is  pressed  firmly  with  the  rammer  against 
the  bottom  of  the  bore,  and  its  height  measured.  The  ball  is  then  placed  with  one  of  the  leather  straps 
resting  on  the  lower  side  of  the  bore,  the  grommet  outside,  so  that  the  heavier  licmisphere  of  the  ball 
is  next  to  the  powder.  The  leather  straps  not  only  retain  the  grommet,  but  also  support  the  ball 
nearly  in  the  centre  of  the  bore. 

In  order  to  prevent  the  ball  from  being  detached  from  the  grommet,  it  was  pushed  to  its  place  with 
the  end  of  the  rammer-staff,  which  caused  it  to  slide  on  the  bottom  of  the  bore  instead  of  rolling ;  the 
rammer  being  then  turned,  the  height  of  the  whole  charge  is  measured.  The  difference  between  the 
height  of  the  cartridge  and  that  of  the  whole  charge  is  less  than  the  diameter  of  the  ball,  because  the 
centre  of  the  ball  lies  above  the  neck  of  the  cartridge,  and  consequently  the  bottom  of  the  ball  passes 
beyond  the  tie  of  the  cartridge  and  rests  against  the  powder. 

After  the  discliarge  the  gun  is  cleaned  with  a  cylindrical  brush  made  of  stiff  bristles,  and  then  wiped 
out  with  a  common  woollen  sponge.  The  gun  is  washed  after  each  series  of  rounds  with  the  saine 
powder,  (generally  after  3  rounds,)  and  is  then  wiped  with  a  dry  sponge. 

The  musket  pendulum. — The  frame  for  supporting  the  musket-barrel  consists  of  two  parallel  bars  of 
iron,  connected  together  by  a  transom  at  each  end ;  each  of  these  bars  has  an  ear  containing  a  trunnion- 
hole  to  receive  the  trunnions  of  the  musket-barrel,  which  are  fitted  into  a  solid  cylinder  of  iron  that  is 
substituted  for  the  breech-screw  of  the  musket ;  the  barrel  is  held  in  its  place  and  adjusted  by  means 
of  four  set-screw.s  passing  horizontally  through  the  bars  of  the  frame,  one  pair  near  each  end  of  it ;  a 
fifth  set-screw,  passing  vertically  through  the  front  transom,  serves  to  adjust  the  musket-barrel  in  a 
horizontal  position  when  the  frame  is  horizontal. 

This  frame  is  suspended  by  means  of  four  iron  rods.  Fig.  2232 ;  at  the  lower  end  of  each  rod  is  a 
shackle  which  is  bolted  to  the  transoms  of  the  barrel- frame,  and  a  similar  shackle  serves  to  connect  the 
rods  above  with  the  shaft  of  the  pendulum ;  the  screws  cut  in  the  ends  of  each  rod,  to  unite  it  with  the 
shackles,  are  right  and  left  hand  screws  respectively,  so  that  by  turning  the  rod,  the  distance  of  the 
frame  from  the  shaft  is  increased  or  diminished  at  pleasure,  and  in  this  manner  the  height  of  the  axis  of 
the  barrel  is  readily  adjusted:  when  once  adjusted,  the  rods  are  held  fast  by  nuts  screwed  up  against 
the  shackles,  to  prevent  the  rods  frona  turning. 

The  shaft  of  the  pendulum  is  a  flat  bar  of  steel,  at  each  end  of  which  is  a  knife-edge  well  hardened 
and  tempered. 

The  parts  of  this  pendulum  are  so  arranged  that,  when  it  is  at  rest,  the  frame  is  nearly  horizontal ; 
the  slight  adjustment  requisite  for  making  it  exactly  horizontal  is  effected  by  means  of  leaden  weights, 
supported  by  a  small  bolt  screwed  into  the  rear  transom  of  the  frame ;  a  thumb-screw  nut  serves  to 
keep  these  weights  in  place,  by  pressing  them  up  against  the  transom. 

The  knife-edges  of  tlie  shaft  rest  in  V's  of  hardened  steel,  which  are  set  in  cast-iron  hangers  connected 
oy  a  plate,  and  this  plate  is  secured  by  four  bolts  to  another  plate,  also  of  cast-iron,  which  is  firmly 
Dolted  and  braced  to  a  brick  wall. 

The  arc  of  vibration  is  measured  on  a  brass  limb,  which  is  clamped  to  an  iron  plate,  on  which  it  can 
slide  in  a  circular  direction,  so  that  tlie  zero  of  the  limb  may  be  properly  adjusted ;  the  iron  plate  is 
supported  by  a  frame  of  WTOught-iron  secured  to  the  wall,  and  furnished  witli  four  set-screws  which 
serve  to  adjust  the  aic  to  the  proper  distance  from  the  knife-edges ;  a  slider  moves  in  a  groove  in  the 
brass  limb,  and  is  retained  at  any  part  of  the  limb  by  the  pressure  of  a  slight  spring.  In  the  vibration 
of  .the  pendulum  the  slider  is  moved  by  an  index  attached  to  a  bar  which  is  fastened,  at  a  suitable 
height,  to  two  of  the  rods  of  the  pendulum-frame. 

The  radius  of  the  graduated  arc  is  57-3  inches ;  each  degree  of  the  brass  limb  is  divided  into  six 
parts,  and  the  vernier  on  the  slider  subdivides  these  parts  into  minutes. 

The  ballistic  pendulum. — This  pendulum  is  composed  of  a  hollow  conical  block  of  bronze,  suspended 
by  two  iron  straps  to  a  shaft  formed  of  a  flat  bar  of  steel,  with  knife-edges  like  those  of  tlie  musket 
pendulum ;  a  brace  between  the  straps  serves  to  stiffen  them,  and  into  one  end  of  this  brace  is  screwcJ 
the  index  which  moves  the  sUder  on  the  brass  limb  for  measuring  the  vibration  of  the  pendulum. 
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An  iron  clamp,  of  a  simple  construction,  presses  a  circular  wooden  plate  against  the  face  of  llie  pen 
dulum,  Fig.  2233,  and  the  point  struck  by  the  ball  is  marked  by  the  perforation  of  this  wooden  plate. 

The  core  of  the  pendulum-block  consists  of,  1st.  A  block  of  hard  wood,  turned  to  fit  the  bottom  pari 
of  the  pendulum-block. 

2d.  A  conical  block  of  lead,  faced  with  a  plate  of  iron,  occupying  nearly  the  centre  of  the  core. 

3d.  A  block  of  hard  wood,  turned  and  cut  to  such  a  length  as  just  to  fill  the  pendulum-block,  and  tf 
bear  against  the  face-plate. 

These  blocks  were  made  of  well-seasoned  hickory,  accurately  adjusted  to  the  proper  weight  by  boring 
holes  in  them,  which  were,  when  necessary,  filled  with  plugs  of  lead.  This  weight  is  such  as  to  keep 
the  axis  of  the  block  horizontal  when  the  pendulum  is  at  rest. 

The  wooden  face-plate  was  used  for  many  rounds,  the  balls  always  striking  in  a  hole  one  inch  in 
diameter,  in  the  centre  of  the  plate. 


2233. 


2234. 


Tlie  arrangements  for  suspending  the  ballistic  pendulum  and  for  measuring  the  vibration  are  t/ie 
same  as  those  for  the  musket  pendulum.  The  distance  between  the  axes  of  the  two  pendulums  is  ten 
feet;  the  muzzle  of  the  musket  is  six  feet  from  the  face  of  the  penduliun-block. 

A  screen  of  boards,  having  a  hole  two  inches  in  diameter  for  the  passage  of  the  ball,  is  placed  two  feet 
in  front  of  the  ballistic  pendulum,  to  intercept  the  wads  and  the  blast  of  the  charge. 

The  pendulums  are  attached  to  the  south  side  of  a  brick  wall,  and  covered  by^  wooden  shed. 

Service  of  the  pendulums. — After  numerous  experiments  on  the  manner  of  loading  the  musket-barrel, 
it  was  determined  to  adopt  nearly  the  same  method  that  is  pursued  in  ordinary  service. 

The  charges  are  weighed  with  an  accurate  balance  and  put  into  small  tin  canisters ;  to  load  the  piece, 
the  charge  is  poured  into  a  small  copper  or  tin  charger  attached  to  the  end  of  a  ramrod ;  the  musket- 
barrel  is  inverted  over  it,  the  vent  being  previously  stopped  with  a  brass  wire ;  the  barrel  and  charger 
are  then  again  reversed  together,  and  the  charge  of  powder  is  shaken  out  into  the  bottom  of  the  barrel. 

The  ball  is  wrapped,  as  for  a  common  cartridge,  in  a  rectangle  of  ball-cartridge  paper,  8  in.  X  4'5  ; 
the  paper  is  choked  tight  over  the  ball,  and  also  slightly  choked  below,  to  prevent  the  ball  from  falling 
out.  Instead  of  merely  inserting  the  ball,  with  the  paper,  over  the  powder,  the  paper  is  first  formed 
into  a  wad,  in  a  manner  nearly  uniform,  by  putting  the  cartridge-case,  with  the  paper  down,  into  a  piece 
of  musket-barrel,  and  pressing  on  the  ball  with  a  wooden  rammer,  whicli  crumples  the  paper  nearly 
into  a  sort  of  sabot.  In  loading,  the  paper  is  inserted  next  to  the  powder ;  the  ball  is  followed  up  with 
the  rammer,  which  is  of  steel,  and  weighs  1^  pounds ;  this  rammer  is  then  raised  six  inches  and  let  fall 
on  the  charge  once :  the  height  of  the  charge  was  always  measured  by  a  graduation  on  the  rammer,  in 
order  to  guard  against  error  in  loading. 

The  balls  were  prepared  by  means  of  dies,  adapted  to  an  ordinary  punching  machine,  and  were  made 
very  nearly  exact  in  size,  form,  and  weight. 

After  each  discharge,  the  rausket-baiTcl  is  taken  from  its  frame,  and  wiped  carefully  with  dry  rags ; 
it  is  washed  generally  after  five  rounds. 

The  set-screws  on  one  side  of  the  frame  being  undisturbed,  the  direction  of  the  barrel  requires  no 
other  adjustment,  after  being  once  set,  than  to  be  pressed  up  gently,  but  firmly,  by  means  of  the  screws 
on  the  other  side  of  the  frame. 

The  charge  is  fired  with  a  piece  of  quick-match  in  the  vent. 

The  wooden  block  into  whidi  the  ball  is  fired  is  4*5  inches  long ;  with  a  charge  of  even  100  grainsthe 
musket-ball  generally  penetrates  through  this  block,  (of  hickory  wood,)  and  is  flattened  against  the  iron 
plate  with  which  the  lead  lilock  is  faced ;  the  lead  and  the  wooden  core  are  usually  wedged  slightly 
against  the  sides  of  tlie  block,  and  have  to  be  driven  out  through  a  hole  left  in  the  bottom  of  the 
pendulum-block  for  tliat  pui"pose. 
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Elements  for  computing  tlie  velocity  of  the  ball. — The  formulae  for  this  purpose  are  the  same  as  those 
before  given  for  the  large  pendulums. 
The  constant  elements  of  the  calculations,  in  the  usual  condition  of  the  pendulums,  are  as  follows : 

1.  For  tlie  Ballistic  Penduhim. 

Total  weight  of  pendulum  jo  =  55  lbs. 

Distance  of  centre  of  gravity  from  knife-edges ^  =  6 1'4  in. 

Time  of  1000  oscillations 1879  seconds. 

Distance  of  centre  of  oscillation  from  knife-edges  o  =  74"354 

Force  of  gravity O  =  385'86 

Distance  of  the  axis  of  tlie  block,  or  usual  point  of  impact, 

from  the  knife-edges i  =  79'  in. 

Weight  of  the  ball  of  064  inches  diameter 6=:0-05679  lbs. 

do.                  do.       0-65           do.              =0-05861 

■i^(^pg^l,i)(^pgo+bi^)  a   j  for  ball  0-64  in =4-3279424 

^g- ^J^^ I  for  ball  0-65  in =4-3142795 

The  variations  in  the  point  of  impact  being  very  small,  its  distance  has  been  regarded  as  constant,  in 
the  dei-ominator  as  well  as  in  the  numerator  of  the  formula ;  but  in  case  of  any  considerable  variation 
the  correction  is  easUy  made  in  tlie  above  logarithms,  by  adding  or  subtracting,  as  the  case  may  be.  the 
difference  between  tlie  logarithm  of  79  and  that  of  the  true  value  of  i. 

2.  For  the  Muslcet  Pendulum. 

Total  weight  of  pendulum j)'  =  88-94  lbs. 

Distance  of  centre  of  gravity  from  knife-edges ^'  =  43-85  in. 

Time  of  1000  oscillations 1297  seconds. 

Distance  of  centre  of  oscillation  from  knife-edges o'  =  65-77 

Force  of  gravity 6^  =  385-86 

Distance  of  axis  of  barrel  from  knife-edges i'  =  79* 

Log.  !^^^^  =  3-1175821 

Mean  weight  of  the  rectangle  of  cartridge  paper,  (3  in.  X  4-5  in.) 

in  which  the  ball  is  wrapped 10-5  gi's. 

Diameter  of  the  bore  of  the  musket-barrel 0-69  in. 

No  value  that  can  be  assigned  to  the  quantity  N  in  the  formula  will  produce  results  of  equal  accu- 
racy when  applied  to  different  kinds  of  gunpowder,  and  in  all  cases  it  appears  that  the  value  of  N  is' 
much  smaller  for  the  musket  than  for  the  cannon  pendulum.  This  would  appear  to  be  the  natural  con- 
sequence of  variations  in  the  force  or  intensity  of  the  flame  produced  by  the  combustion  of  various  kinds 
of  powder ;  that  powder  which  acts  with  the  greatest  force  on  the  ball  wliilst  it  is  near  the  bottom  oi 
the  musket-barrel,  having  been  more  thoroughly  consumed  at  the  first  moment  of  ignition,  will  probably 
have  a  smaller  proportional  expansive  force  remaining,  after  the  ball  has  left  the  barrel,  than  the  pow- 
der, which,  burning  with  less  energy  at  first,  continues  to  develop  its  force  as  the  ball  passes  through  the 
barrel ;  and  this  difrerence  of  effect  becomes  greater  in  proportion  as  the  length  of  the  barrel  is  increased, 
and  the  absolute  quantity  of  powder  in  the  charge  diminished. 

2'he  apparatus  for  closing  the  vent  was  suggested  by  that  proposed  for  Mr.  Colson's  eprouvette,  in 
the  fourth  number  of  the  "  Memorial  de  I'Artillerie." 

The  apparatus  is  represented  in  Figs.  2234  and  2235  ;  it  consists  of  a  block  of  wrought-iron,  hollowed 
out  on  the  under  part  to  fit  the  gun,  and  having  a  small  hole  through  it  to  correspond  with  the  vent  of 
the  gun  when  the  block  is  in  jjlace ;  this  block  is  bored  longitudinally, 
to  receive  a  hollow  conical  plug  of  cast-steel,  which  is  ground  to  fit  tight 
in  its  place' when  pushed  down  to  the  bottom  of  the  bore  in  the  block; 
the  plug  has  also  a  transverse  hole,  or  vent,  tlirough  it,  which  corresponds 
with  that  in  the  block  when  the  plug  is  drawn  out  about  0-4  inches  from 
the  bottom  of  its  lodgment  in  the  block,  so  that,  in  that  position,  there    . 
is  a  direct  communication  open  with  the  bore  of  the  gun.     The  hollow       j  i 

plug  is  charged  witli  a  small  quantity  of  fine,  "quick  (sporting)  powder,       > r  fly- 
over which  a  paper  wad  is  rammed ;  it  is  then  placed  in  the  position  |jij  [^ 
above  described,  and  the  charge  is  fired  by  means  of  a  small  piece  of 
quick-match  inserted  in  the  upper  part  of  the  vent  in  the  iron  block ;  the  ~-"^'''- 
charge  in  the  gun  is  ignited  with  certainty,  although  there  is  no  priming                  K" 
in  the  proper  vent  of  the  piece  ;  but  before  the  explosion  of  the  charge,                  flJi 
the  conical  plug  has  recoiled  to  the  bottom  of  its  lodgment,  and  effect-; 
ally  closed  the  vent. 

After  the  discharge  the  plug  is  again  driven  out,  through  a  hole  made 
for  the  purpose  in  the  bottom  of  the  iron  block ;  the  plug  should  be  fitted 
so  as  to  bear  against  the  bottom  at  nearly  the  same  time  that  it  becomes 
wedged  in  its  seat,  otherwise  too  great  a  force  is  required  to  di-ive  it  out ; 
on  the  other  hand,  if  the  plug  touches  the  bottom  before  it  binds  on  the  sides,  it  will  fly  out  again,  and 
not  produce  the  desired  effect. 

Ooncluaions. — The  following  are  sojue  of  the  practical  conclusions  which  Capt.  Mordecai  has  arrired 
at  by  his  experiments  at  the  Washington  ArsenaF. 

With  regard  to  the  proof  of  gunpowder. — Tlie  only  reliable  mode  of  proving  the  strwe^h  of  gunpow 
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der  is  to  test  it,  with  service  charges,  in  the  arms  for  which  it  is  designed ;  for  which  purpose  the 
ballistic  pendulums  are  perfectly  adapted. 

Although  the  present  tendency  to  the  use  of  cannon  of  very  large  calibre  would  make  the  proof  hy 
means  of  a  32-pounder  or  24-pounder  gun  more  satisfactory  than  by  using  a  piece  of  smaller  calibre,  it 
does  not  seem  to  be  necessary  to  resort  to  those  heavy  guns  for  obtaining  a  correct  indication  of  the 
relative  force  of  different  kinds  of  powder.  Such  an  indication  is  not  given  by  a  1-pounder  gun;  but 
the  experiments  at  Metz  liave  shown  that  the  12-pounder  gun  classes  the  powders  in  the  same  order  of 
strength  as  the  24-pounder ;  and  further  experiments  may,  perhaps,  prove  that  a  long  gun  of  yet  smaller 
calibre,  a  9-pounder  or  a  6-pounder,  will  give  corresponding  results.  I  should  propose,  for  the  usual 
prjof  of  gunpowder,  to  make  use  of  the  cannon  pendulum  alone ;  employing  a  gun  of  the  smallest  cal- 
ibre wliich  will  give  correct  results,  and  firing  the  balls  into  a  bank  of  earth,  which  would  not  make 
them  unfit  for  ordinary  service. 

In  the  24-pounder  gun,  new  cannon  powder  should  give,  with  a  charge  of  ^th,  an  initial  velocity  of  not 
less  than  1600  feet  to  a  ball  of  medium  weight  and  windage. 

For  the  proof  of  powder  for  small  arms,  the  small  ballistic  pendulum  is  a  simple,  convenient,  and 
accurate  instrument.  The  cost  of  the  apparatus  might  be  reduced  by  dispensing,  in  most  cases,  with 
the  musket  pendulum,  and  simply  firing  tlic  ball  into  the  ballistic  pendulum-block,  from  a  barrel  set  in 
a  permanent  frame. 

The  initial  velocity  of  the  musket-ball,  of  O'Oo  inches  windage,  with  a  charge  of  120  grains,  should  be . 

With  new  musket  powder,  not  less  than  1500  feet ; 

With  new  rifle  powder,  not  less  than  1600  feet; 

With  fine  sporting  powder,  not  less  than  1800  feet. 

The  common  eprouvettes  are  of  no  value  as  instruments  for  determining  the  relative  force  of  different 
kinds  of  gunpowder. 

Of  the  hygrometric  test  of  gunpowder. — Although  the  projectile  force  of  gunpowder  is  the  most  im- 
portant quality  to  be  attended  to  in  the  proof  and  inspection,  its  capabihty  of  being  long  preserved 
without  much  deterioration,  and  of  resisting  the  effects  of  such  exposure  as  it  is  subject  to  in  service, 
must  be  regarded  as  of  little  less  importance.  Tliis  quality  should,  therefore,  be  tested  either  by  com- 
paring the  quantity  of  moisture  absorbed,  under  similar  circumstances,  by  the  powder  which  m.ay  be 
under  trial,  and  by  other  powder  of  approved  good  quality,  or  by  the  application  of  a  simple  chemical 
test  of  the  purity  of  the  saltpetre,  as  it  is  on  this  circumstance  chiefly  that  the  capacity  of  the  powder 
to  resist  the  action  of  a  moderate  degree  of  moisture  depends. 

Of  the  proportions  of  the  ingredients  of  gunpowder. — The  proportions  used  in  making  our  best  pow- 
der, 76 — 14 — 10,  and  the  English  proportions,  75 — 15 — 10,  appear  to  be  favorable  to  the  strength  of 
powder,  and  not  sensibly  disadvantageous  in  other  respects ;  but  the  ordinary  variations  in  the  propor- 
tions of  cannon  powder  are  scai-cely  appreciable  by  their  effects  on  its  force. 

Of  the  mode  of  manufacture. — The  powder  of  greatest  force,  whether  for  cannon  or  small  arms,  is 
produced  by  incorporation  in  the  "  cylinder  mills,"  under  heavy  rollers.  In  this  manufacture,  the  essen- 
tial operations  are  the  separate  pulverization  of  the  materials,  their  incorporation  by  the  cylinder  mills 
alone,  and  the  formation  into  cake  by  moderate  pressure,  on  thick  cakes.  The  time  of  running  the  mills 
on  a  given  charge  must  depend  partly  on  the  weight  of  the  rollers ;  but  the  diminution  of  this  time  by 
means  of  previous  mixture  of  the  ingredients  for  several  liours,  in  the  dust-barrels,  appears  to  impart  to 
the  powder  a  degree  of  density  which,  althougli  attended,  perhaps,  with  somewhat  increased  force  in 
the  cannon,  is  injurious  to  other  valuable  qualities  of  the  powder,  and  especially  to  its  capability  of 
resisting  the  effects  of  exposure  to  moisture. 

The  pounding  mill  is  capable  of  producing  powder  of  nearly  equal  force  to  the  cylinder-mill  powder, 
but  for  that  purpose  it  must  be  worked  not  less  than  14  or  16  liours,  and  even  then,  unless  it  is  pressed, 
the  grain  is  hardly  sufficiently  firm  to  bear,  without  injury,  the  jolting  of  ammunition  wagons. 

Of  the  densitxj  of  gunpowder. — The  density  should  not  be /ess  tlian  850;  it  is  not  easy,  and  perliaps 
not  necessary,  to  establish  an  absolute  maximum  of  density,  on  account  of  the  differences  caused  by 
accidental  variations  in  the  size  and  form  of  the  grains ;  but.  it  does  not  appear  necessary  or  advisable 
that  the  gravimetric  density  should  exceed  920. 

Of  the  sizes  of  grain  for  gunpowder. — If  it  should  not  be  deemed  incompatible  with  the  convenience 
of  service  to  multiply  the  varieties  of  powder  for  special  purposes,  there  would  probably  be  an  advan- 
tage in  ushig  very  large-grained  powder  (such  as  tiiat  designated  by  A.  0)  for  1 3-inch  mortars,  and  for 
the  heavy  sea-coast  howitzers,  in  which  enormous  cliarges  of  powder  are  used.  By  this  means  the  strain 
on  the  gun  would  be  diminished,  and  tlie  velocity  of  the  ball  perhaps  increased. 

For  musket  poivder,  by  the  present  standard  gages — 

All  the  grains  should  pass  through  No.  4 ; 

About  one-lialf  through  No.  5 ; 

Nearly  one-fourth  through  No.  6. 

This  would  give  about  2000  or  2500  grains  of  powder  in  10  grains  Troy. 

^^r  rifle  powder,  all  the  grains  should  pass  through  No.  6.  There  would  then  be  about  12,000  or 
15,000  grains  of  powder  in  10  grains  Troy. 

Of  the  charges  for  cannon  and  small  arms. — For  cannon,  the  charge  of  ^th  the  weiglit  of  the  ball, 
with  powder  of  the  standard  strength  proposed,  impresses  on  the  ball  a  sufficient  velocity  for  all  the 
ordinary  purposes  of  service.  For  any  purpose,  even  for  a  breaching  battery,  tlie  advantage  gained  by 
using  a  charge  greater  than  ^d  the  weight  of  the  ball  is  unimportant,  and  by  no  means  compensates  for 
the  inconvenient  recoil,  and  the  destructive  straiil  on  the  gun  and  carriage,  etc. 

But  as  the  habitual  charge  in  the  French  and  other  services  is  ^d,  and  the  battering  charge  \  the 
weight  of  the  ball,  it  may  be  well  to  compare  the  effects  of  tlicse  charges  of  French  powder  with  thai 
>f  the  charges  which  Capt.  Mordecai  proposes  to  substitute  for  them.  For  this  comparison  a  glance  a( 
the  following  table  will  sufi&ce. 
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The  French  30-poundcr  corresponds  very  nearly,  in  diameter  and  length  of  bore,  with  our  32-pounder 
Die  -windage  of  the  balls  used  in  the  French  experiments  is  somewhat  greater  than  that  of  the  balk 
used  in  Capt.  M.'s  experiments,  but  the  difference  is  not  very  important. 


Place  of  experiment. 

Calibre  of 
gun. 

Kind  of  powder. 

Charge. 

Velocity  of  ball 
at  the  pendulum. 

Remarks. 

Esquerdes 
Washington  ) 
Arsenal     ) 

30-pound. 
32-pound. 

French  pounding  mill 
J  i  Cylinder  miU  j 

* 

4 
^ 

Feet. 
1513 
1535 
1611 

Mean  with  4  kinds  of 
powder. 

Mean  of  40  rounds, 
with  2  kinds  powder. 
Powd.  made  at  Metz, 
1836. 

Ditto. 

Esquerdes 
Metz 

Washington  ) 
Arsenal     [ 

24-pound. 

)  French  pounding  j 
f    mill,  11  hours     { 
j               a. 
i              A. 

4 
i 

1677 
1575 
1570 
1687 

Metz  _ 
Washington 

24-pound. 

French  pounding  mill 
A. 

4 

1772 
1833 

For  small  arms  the  following  charges  are  proposed : 

For  the  percussion  musket,  with  the  proposed  musket  powder,  110  grains. 

For  the  percussion  rifle,  75  grains. 

For  the  percussion  pistol,  30  grains  of  rifle  powder. 

Of  cartridges  for  cannon. — For  the  purpose  of  diminishing  the  strain  on  the  gun,  Capt.  M  proposes 
that  the  principle  of  increasing  the  length  of  the  cartridge,  by  reducing  its  diameter,  should  be  adopted 
for  heavy  guns.     The  diameters  of  the  cartridge  formers  may  be  established  as  follows : 


42 

32 

24 

18 

Diameter  of  cartridge  former Inches 

6- 

5-5 

5- 

4-6 

Of  the  loss  of  force  by  windage. — Bring  the  results  info  one  view,  as  in  the  following  table : 


Calibre  of 
gun. 

Powder  of  one 
kind. 

Ball. 

Differences. 

Ratio  of  difference. 

Weight. 

Windage. 

Velocity. 

Of  windage. 

Of  velocity. 

Of  windage. 

Of  velocity. 

24-pound. 

(1 

I.bs. 

Inch. 

0007 
•115 
•245 
•355 

Feet. 
1578 
1459 
1332 
1197 

Inch. 

0-108 
•238 
•348 

Feet. 

119 
246 
381 

2^28 
3-22 

2-07 
3-20 

« 

6 

•115 
•245 
•355 

1749 
r596 
1465 

0-13 
•24 

153 
284 

1-85 

1-86 

By  taking  the  difference  between  the  first  windage  and  each  of  the  others,  in  each  set  of  experiments, 
And  the  corresponding  differences  of  velocity,  and  then  dividing  each  of  these  differences  by  the  first  of 
its  series,  we  obtain  the  ratios  between  the  several  differences  of  windage,  and  between  the  correspond- 
ing differences  of  velocity.  These  ratios  approach  so  nearly  to  equality  as  to  autliorize  tlie  conclusion 
that  the  differences  in  the  velocities  of  balls  of  different  diameters  are  proportional  to  the  differences  of 
windage ;  or,  in  other  words,  that  the  loss  of  velocity  hy  windage  is  proportional  to  the  windage. 

Of  the  loss  of  force  by  the  vent  of  the  gun. — The  loss  of  velocity  in  consequence  of  the  escape  of  gas 
through  the  vent  of  a  cannon  is  inappreciable,  in  comparison  with  the  unavoidable  variations  produced 
by  other  causes :  so  far  as  this  effect  is  concerned,  it  would  be  nearly  useless  to  close  the  vent  in  firing 
the  gun. 

Of  the  effect  of  wads. — In  the  service  of  cannon,  heavy  wads  over  the  ball  are,  in  all  respects,  inju- 
rious. For  the  purpose  of  retaining  the  ball  in  its  place,  light  grommets  should  be  substituted  for  junk 
or  hay  wads,  and  the  latter  should  be  used  only  for  proving  guns,  for  firing  hot  shot,  or  for  saving  the 
bore  of  the  gun  from  injury  by  placing  them  between  the  powder  and  ball,  in  order  to  change  the  seat 
of  the  ball,  from  time  to  time,  and  prevent  the  formation  of  a  lodgment. 

In  fsmall  amis,  on  the  other  hand,  it  is  of  great  importance,  for  developing  the  full  force  of  tlie  charge, 
that  there  should  be  a  good  wad  over  the  powder,  unless  the  ball  has  but  very  httle  windage,  as  Id 
the  rifle. 

GUNTER'S  CHAIN,  so  called  from  its  reputed  inventor,  is  the  chain  commonly  used  for  measuring 
land.  It  is  66  feet  or  4  poles  in  length,  and  is  divided  into  100  links,  each  of  which  is  joined  to  the 
adjacent  one  by  three  rings;  and  the  length  of  each  link,  including  the  connecting  rings,  is  7*92  inche.^ 
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riie  advantage  of  this  measure  consists  in  the  facility  whicli  it  affords  to  numerical  calculation  The 
English  acre  contains  4840  square  yards ;  and  Gunter's  chain  being  22  yards  in  length,  the  square  vi 
which  is  484,  it  foUows  that  a  square  chain  is  exactly  the  tenth  part  of  an  acre.  A  square  chain  again 
contains  10,000  square  links,  so  that  100,000  square  links  are  equal  to  an  acre;  consequently,  the  con- 
tents of  a  field  being  cast  up  in  square  links,  it  is  only  necessary  to  divide  by  100,000,  or  to  cut  oflF  the 
last  five  figures,  to  obtain  the  contents  expressed  in  acres. 

GUNTER'S  LINE.  A  logarithmic  line  engraved  on  scales,  sectors,  <fec.,  serving  to  perform  the  mul- 
tiplication and  division  of  numbers  instrumentally,  as  a  table  of  logarithms  does  aritlimetically.  Tho 
numbers  are  usually  drawn  on  two  separate  rulers  sliding  against  each  other.  In  rough  calculations 
this  line  affords  considerable  facilities. 

GUNTER'S  SCALE  is  a  large  plain  scale,  having  various  lines  of  nimibers  engraved  on  it,  by  means 
of  which  questions  in  navigation  are  resolved  with  the  aid  of  a  pair  of  compasses.  On  one  side  of  the 
scale  the  natural  lines  (as  the  line  of  chords,  the  line  of  sines,  tangents,  rhombs,  &c.)  are  placed,  on  tho 
other  the  corresponding  logarithmic  ones. 

GUTTA  PERCHA,. or,  more  properly,  Gutta  Tuban,  is  the  concrete  juice  of  a  tropical  tree,  and  is 
drawn,  at  certain  seasons  of  the  year,  like  the  sap  of  the  sugar-maple,  by  tapping  the  tree. 

The  mode  in  which  the  natives  obtain  the  gutta  is  by  cutting  down  the  trees  of  full  growth  and  ring- 
ing the  bark  at  distances  of  about  twelve  to  eighteen  inches  apart,  and  placing  a  cocoanut-shell,  spathe 
of  a  palm,  or  such  like  receptacle,  under  the  fallen  trunk  to  receive  the  milky  sap  that  immediately 
exudes  upon  every  fresh  incision.  This  sap  is  collected  in  bamboos,  taken  to  their  houses,  and  boiled 
in  order  to  drive  off  the  watery  particles  and  inspissate  it  to  the  consistence  it  finally  assumes.  Al- 
though the  process  of  boiling  appears  necessary  when  the  gutta  is  collected  in  large  quantity,  if  a  tree 
be  freshly  wounded,  a  small  quantity  allowed  to  exude,  and  it  be  collected  and  moulded  in  the  hand, 
it  will  consolidate  perfectly  in  a  few  minutes,  and  have  all  the  appearance  of  the  prepared  article. 

When  it  is  quite  pure  the  color  is  of  a  grayish  white,  but  as  brought  to  market  it  is  more  ordinarily 
found  of  a  reddish  hue,  arising  from  chips  of  bark  that  fall  into  the  sap  in  the  act  of  making  the  inci- 
sions, and  which  yield  their  color  to  it.  The  great  peculiarity  of  this  substance,  and  that  which  makes 
it  so  eminently  useful  for  many  purposes,  is  the  effect  of  boiling  water  upon  it.  When  immersed  for  a 
few  minutes  in  water  above  150°  Fah.,  it  becomes  soft  and  plastic,  so  as  to  be  capable  of  being  moulded 
to  any  required  shape  or  form,  which  it  retains  upon  coohng,  and  regains  its  original  toughness  and 
flexibility.  « 

Tlie  gutta  percha  is  soluble,  but  not  by  the  same  agents  as  India-rubber.  The  fixed  oils  are  all 
unctuous  substances,  and  acids  have  no  influence  upon  it.  This  property  renders  it  very  valuable  for 
purposes  of  machinery,  where,  when  used  for  driving-bands,  as  it  is  most  extensively,  it  is  constantly 
brought  in  contact  with  oils  and  grease. 

Gutta  percha  may  be  manufactured  by  "  moulding,  stamping,  embossing,  casting,  or  any  other  known 
process  or  processes,  into  various  articles  of  use ;  as  glass  and  picture  frames,  cornices,  mouldings,  and 
other  architectural  ornaments,  panelling,  mosaics,  (fee. ;"  in  a  word,  it  may  be  worked  into  any  form,  and 
almost  any  color  may  be  given,  from  the  simplest  to  the  most  complex.  Cornices  of  the  most  elaborate 
designs,  in  imitation  of  several  kinds  of  wood,  are  manufactured  of  it ;  and  from  the  toughness  of  the 
material,  even  the  most  dehcate  representations  of  foliage  are  not  liable  to  injury.  Copies  of  old  oak 
panelhng  taken  in  the  gutta  percha,  have  preserved  every  trace  of  the  original ;  the  grain  of  the  wood, 
its  abrasion  by  age,  its  color  and  pattern,  and  all  with  the  utmost  fidelity.  Impressions  taken  from 
coins  and  medallions  are  really  beautiful ;  and  statues  may  be  copied  by  it  with  great  truth  and  at  a 
comparatively  small  cost. 

Its  capabilities  of  application  to  so  many  of  the  staple  articles  of  our  country,  aside  from  its  employ- 
ment in  the  department  of  the  ornamental  arts,  gives  to  its  manufacture  an  almost  boundless  extent. 
Something  may  be  judged  of  the  truth  of  this  statement  by  running  the  eye  over  the  following  list  of 
articles,  which  by  no  means  exliausts  the  range  of  gutta  percha : 

Machine  belts  and  bands ;  gas-pipes  and  water-pipes ;  speaking-pipes ;  the  insulating  of  telegraph 
wires ;  saddles  and  harness  of  all  kinds ;  trays,  fancy  boxes,  tables,  pumps,  boxes,  and  valves ;  book- 
binding, vellum,  balls,  water-proof  roofing,  inkstands,  drinking-cups,  canes,  whips,  flasks,  hats,  caps, 
boots,  shoes,  clothing;  decorations  for  houses  and  ship-cabins;  chairs;  lining  for  bread  casks  for  sea 
voyages ;  air-tight  coffins ;  linings  for  water-tanks  ;  powder  kegs,  for  the  transportation  of  powder  in 
water ;  soda  fountains,  gasometers,  bottles,  pictures,  and  looking-glass  fiames. 

It  also  recommends  itself  to  the  attention  of  the  medical  faculty ;  and  as  scientific  persons  give  tlie 
subject  the  attention  that  humanity  demands,  it  will  be  found  to  possess  valuable  properties,  superior 
fur  many  purposes  to  any  other  substance.  It  has  already  been  approved  for  bougies,  catheters,  stetho- 
scopes, nipple-shells,  bandages,  and  splints.  This  latter  article  is  invaluable  from  the  facility  with  which 
it  adapts  itself,  when  made  plastic  in  boiling  water,  to  the  form  of  the  limb ;  for  preserving  the  strengtli 
of  medicines  of  a  volatile  nature,  and  in  the  application  of  galvanism  or  electricity  to  the  healing  art,  it 
can  be  made  a  valuable  agent,  being  a  perfect  non-conductor.  For  marine  and  national  purposes,  the 
field  is  most  extensive ;  as  an  inside  sheathing  for  ships,  for  buoys,  and  beacons,  it  is  supposed  to  resist 
for  all  time  the  vermin  that  is  so  destructive  in  southern  waters.  Army  and  navy  equipments,  canvas, 
deck-covers,  car-covers,  sails,  and  rigging,  are  rendered  impervious  to  water  and  dampnes-s,  preventing 
mildew  and  rot  It  is  of  a  light  color,  and  not  injured  by  climate  or  a  tropical  sun.  For  cannon-covers, 
water-tanks,  life-boats,  and  many  other  applications,  it  is  destined  to  supersede  metal  and  India-rubber, 
ft  will  also  be  found  superior  to  glue  in  its  adhesive  properties,  and  to  the  gums  generally,  as  i  basis 
for  various  varnishes,  sizings  and  paints,  being  weather-proof  and  not  liable  to  crack. 

Gutta  percha  is  a  perfect  non-conductor  of  electricitjr,  and,  as  above  stated,  is  used  for  the  insulating 
01  telegraph  wires ;  m  Prussia  the  wires  are  covered  with  the  gutta  and  embedded  in  the  earth,  and 
ifford  by  for  the  best  and  surest  means  of  preserving  telegraphic  communication. 

Various  experiments  have  been  made  to  ascertain  its  strength  when  mixed  with  other  matters  and 
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also  as  to  what  pigments  would  mix  with  it  without  rendering  it  brittle  or  deteriorating  its  qualities 
From  these  it  appeared  that  the  only  pigments  that  could  altogether  be  relied  on  to  be  used  with  gutta 
percha,  were  orange  lead,  rose  pink,  red-lead,  vermilion,  Dutch  pink,  yellow  ochre,  and  orange  chrome. 
Under  the  influence  of  heat  and  pressure,  gutta  percha  would  spread  to  a  certain  extent,  and  more  so 
if  mixed  with  foreign  matters.  All  the  mixtures  composed  of  gutta  percha  and  other  substances  which 
had  been  subjected  to  experiment,  except  that  containing  plumbago,  were  found  to  increase  its  power 
of  conducting  heat ;  but  in  its  pure  state  gutta  percha  was  an  excellent  non-conductor  of  electricity. 
The  best  composition  for  increasing  the  pliability  of  gutta  percha  was  that  formed  in  conjunction  with 
caoutchouc  tar,  and  next  in  order  that  of  its  own  tar ;  and  the  best  material  at  present  known  for 
moulding  and  embodying  was  obtained  by  mixing  gutta  percha  with  its  own  tar  ancl  lamp-black.  Dri- 
ving-bauds for  macliinery  are  thus  made,  and  shoe  soles  .and  heels  are  stamped  out  of  similar  sheets  of 
gutta  percha.  In  making  tubes  or  pipes  of  gutta  percha  or  any  of  its  compounds,  a  mass  of  gutta  per- 
cha, after  being  thoroughly  masticated,  is  placed  in  a  metal  cylinder  furnished  with  a  similar  piston,  by 
which  it  is  pressed  down  into  an  air-box,  kept  hot  with  steam,  which  has  at  its  lower  end  a  number  of 
perforations,  through  which  the  plastic  material  is  forced  into  a  cup,  whence  it  passes  out,  round  a  core, 
into  the  desired  tubular  form,  and  thence  through  a  gage  to  the  required  size,  and  into  a  receiver  of 
cold  water,  being  drawn  to  the  other  end  of  a  long  trough  by  a  cord  passing  round  a  pulley  at  the  far 
end  of  the  trough,  and  returning  to  the  person  in  attendance  on  the  machine,  who  gradually  draws  the 
pipe  away  from  the  air  machine.  Thus  tubes  of  considerable  length  and  diameter  are  made  to  a  very 
great  extent,  and  are  used  for  the  conveyance  of  water,  liquids,  and  gas. 

The  machinery  for  working  the  crude  gutta  percha  is  constructed  and  worked  as  follows : 
Fig.  2236  is  a  side  elevation  of  the  slicing  machine;  Fig.  2231  a  front  elevation  of  it;  and  Fig.  2238 
a  sectional  elevation  A  on  the  line  a  6  of  Fig.  223*7. 

A  A  represents  the  frame-work ;  B  is  a  circular  iron  plate,  of  about  five  feet  diameter,  in  which  are 
three  slots,  into  which  are  inserted  three  radial  knives,  in  a  similar  manner  to  the  irons  of  an  ordinary 
plane  or  spoke-shave.  B^  is  a  shaft,  to  the  end  of  which  the  plate  B  is  attached,  and  by  means  of 
which  it  is  made  to  revolve  at  any  desired  velocity,  motion  being  commimicated  to  the  shaft  from  a 
steam-engine,  or  any  other  convenient  first  mover,  through  the  mediimi  of  geering  or  drums.  D  is  an 
inclined  shoot,  down  which  the  lumps  of  crude  gutta  percha  are  dropped  against  the  knives  of  the  re- 
volving plate  B,  by  which  they  are  cut  into  slices  of  a  thickness  corresponding  to  the  degree  of  projec- 
tion given  to  the  knives.  The  slices  are  afterwards  collected,  and  put  into  a  vessel  filled  with  hot 
water,  where  they  are  left  to  soak  till  they  feel  soft  and  pliable  to  the  touch. 


2236. 


2238. 


The  knives  are  represented  in  the  drawings  as  being  straight ;  but  where  the  gutta  percha  to  be  cut 
happens  to  be  of  a  more  than  usually  hard  or  intractable  quality,  it  is  advantageous  to  substitute  knives 
of  a  curved  or  reaping-hook  form,  on  account  of  their  more  gradual  mode  of  action. 

Fig.  2239  is  a  longitudinal  elevation  in  section  of  the  machinery  through  which  the  gutta  percha  is 
passed,  after  having  been  steeped  as  aforesaid"  in  the  hot- water  vessel  till  it  has  become  soft  and  pliable 
to  the  touch.  T  is  a  large  tank,  which  is  divided  into  three  compartments  t^f  t^,  of  which  t^  and  i^  are 
filled  with  water  to  the  height  of  the  hne  x  y,  and  f  with  water  to  the  height  of  the  line  xz.  F'  P  F' 
are  three  breakers  or  rollers,  with  serrated  blades  inserted  in  them  in  a  direction  parallel  to  their  length, 
which  are  mounted  transversely  over  the  tank  T,  and  revolve  clear  of  the  water.  In  front  of  each  of 
these  breakers  there  is  a  pan-  of  fluted  feeding-rollers  G'  G'^  G^  H'  is  a  funnel-shaped  shoot,  through 
which  the  softened  pieces  of  gutta  percha,  after  being  taken  from  the  hot-water  vefesel,  are  passed  to 
the  feeding-rollers  G^  of  the  first  breaker  F'.  H*  is  an  inclined  endless  web,  which  revolves  on  two 
rollers  a  a,  and  dips  at  its  lower  end  into  the  water,  while  at  its  upper  end  it  comes  opposite  the  space 
between  the  feeding-rollers  of  the  breaker  F^.  H'  is  a  second  inclined  endless  web,  which  bears  the 
same  relation  to  the  third  breaker  F^  as  H''  to  Fl  K  is  a  mincing  cylinder,  with  radial  blades  (similar 
to  that  used  in  paper-mills  for  the  conversion  of  rags  into  pulp)  which  is  mounted  transversely  over  the 
third  compartment  f  of  the  tank,  but  at  a  lower  elevation  than  the  breakers  F'F'F^  so  that  one-half 
of  it  shall  always  be  immersed  in  the  water  in  that  compartment.  L  is  an  edge-plate,  so  fixed  that 
the  blades  of  the  cylinder  K  shall,  in  revolving,  come  into  such  close  parallelism  with  it,  as  to  pro- 
duce, by  their  approximate  conjunction,  a  scissor-like  sort  of  action  on  any  matters  which  may  come  in 
contact  with  it.  The  mincing-cylinder  K  has,  like  the  breakers  F'  F"  F^  an  endless  web  H*,  and  a 
pair  of  feeding- rollers  G^  attached  to  it.    M  is  a  rotary  agitator,  which  is  wholly  immersed  in  the  water 
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of  the  compartment  t\  X  is  a  revolving  endless  veb,  -which  stretches  in  an  inclined  direction  athwart 
the  whole  depth  of  the  water  in  t^,  and  subdivides  (as  it  were)  the  compartment  t^  into  two  divisions, 
R  R,  R  R,  are  a  series  of  pairs  of  rollers,  mounted  transversely  over  the  after  part  of  the  compartment 
t^,  at  such  an  elevation  that  the  under  rollers  revolve  under  the  water,  and  the  upper  just  free  of  it 
S  S  are  a  series  of  tables  or  benches,  placed  between  the  pairs  of  rollers,  for  the  purpose  of  supporting 
tiie  gutta  percha  in  its  passage  from  one  to  the  other 


The  action  of  this  machinery,  so  far  as  it  has  been  thus  described,  is  as  follows : 
The  feeding-rollers  G'  G''  G^  G*,  the  carrying-rollers  of  the  endless  webs  H^  H'  and  H'',  and  the  rollers 
R  R,  are  all  made  to  revolve  in  a  forward  direction,  or  from  left  to  right  of  the  machine,  as  represented 
in  Fig.  2239,  while  the  breakers  F'F'^F^  the  mincing-cylinder  K,  and  agitator  M  are  made  to  revolve 
in  the  opposite  direction.  (The  mechanical  contrivances  by  which  these  movements  are  affected  are 
omitted  from  the  figure,  as  being  all  of  a  common  and  well-understood  description  )  The  breakers  and 
mincing-cylinder  should  revolve  at  the  rate  of  from  600  to  800  revolutions  a  minute,  but  the  feeding-  r 
rollers  and  endless  webs  need  not  move  faster  than  at  about  a  sixth  of  that  rate.  The  first  series  ot* 
rollers  R  R.should  revolve  at  the  rate  of  from  fifteen  to  twenty  revolutions  per  minute,  and  the  others 
may  be  made  to  exert  a  drawing  or  stretching  effect  on  the  materials  passed  between  them,  by  causing 
one,  two,  or  more  of  the  last  pairs  in  the  series  to  revolve  at  a  greater  velocity  than  the  preceding  ones. 
As  the  crude  gutta  percha  is  presented  by  tlie  feeding-rollers  G'  to  the  action  of  the  first  breaker  F',  it 
is  broken  up  into  shreds  or  fragments,  and  considerable  quantities  of  earthy  and  other  extraneous  mat- 
ters are  beaten  out  of  and  disengaged  from  it,  the  whole  falling  in  a  mingled  mass  into  the  Avater  be- 
neath, (that,  viz.  which  is  contained  in  the  compartment  t'  of  the  tank,)  where  the  different  materials 
assort  themselves  according  to  their  specific  gravities.  Such  pieces  as  consist  of  pure  gutta  percha,  or 
in  which  gutta  percha  predominates,  float  on  the  surface  of  the  water,  while  most  of  the  earthy  and 
other  extraneous  matters  sink  to  the  bottom.  The  revolving  endless  web  IP  then  draws  towards  it  the 
floating  gutta  percha,  and  carries  it  upAvards  to  the  second  set  of  feeding-rollers  G'',  mounted  over  the 
second  compartment  f  of  the  tank,  from  which  rollers  it  is  delivered  to  the  second  breaker  F^  to  un- 
dergo a  repetition  of  the  process  which  has  been  just  described,  in  order  to  its  being  further  disentangled 
and  purified.  From  the  surface  of  the  water  in  the  compartment  f,  the  gutta  percha  is  carried  up  the 
inclined  endless  web  H'  to  the  rollers  G',  which  deliver  it  to  the  third  breaker  F'  over  the  compart- 
ment t^,  by  which  it  is  a  third  time  broken  up,  in  order  to  any  remaining  impurities  being  separated 
from  it.  The  inclined  endless  web  H^  next  carries  it  forward  to  the  rollers  G*,  which  present  it  to  the 
revolving  cylinder  K,  by  the  blades  of  which  it  is  cut  or  minced  into  a  multitude  of  veiy  tliin  slivers, 
which,  as  they  fall  into  the  water  in  t^,  are  thrown 
forward  in  the  direction  of  the  agitator  M.  As  this 
agitator  revolves  in  a  direction  opposite  to  that  in 
which  the  floating  mass  of  gutta  percha  is  moving,  it 
forces  the  gutta  percha  down  into  the  water,  and  to 
take  a  circuitous  course  through  it  towards  the  large 
endless  web  N,  whereby  it  is  washed  free  from  any 
dirt  which  may  have  collected  upon  it  in  passing 
Mirougli  the  preceding  operations.  By  the  endless 
web  N,  the  gutta  percha  is  next  moved  onwards  to 
the  series  of  rollers  R  R,  R  R ;  and  from  the  last  pair 
of  the  series,  the  gutta  percha  is  raised  by  an  endless 
revolving  web  0  to  a  pair  of  metal  pressing  and  fin- 
ishing rollers  Y'  Y°,  which  are  set  by  adjusting 
screws  to  a  distance  from  one  another  equal  to  the 
thickness  of  the  sheet  or  band  into  which  it  is  now 
desired  that  the  gutta  percha  should  be  compressed. 
After  passing  through  between  Y'y,  the  sheet  or 
band  is  carried  back  over  the  topmost  of  these  roll- 
ers Y",  and  then  over  the  wooden  drum  U,  to  be 
wound  on  a  taking-up  roller  V.  As  it  is  turning 
back  over  the  roller  Y^  a  sheet  of  cloth,  or  any 
other  material  suitable  for  joining  with  it,  may  be  led  in,  as  shown  at  W,  and,  by  being  pressc'  in 
conjunction  with  it  between  Y"  and  the  drum  U,  it  will  be  firmly  united  to  it 
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The  water  in  all  the  compartments  of  the  tank  T  should  be  used  cold.  When  the  crude  gutta  percba 
happens  to  have  a  foetid  smell,  as  is  not  unfrequently  the  case,  mix  with  the  water  a  solution  of  com- 
mon soda,  or  of  chloride  of  hme. 


In  effectmg  the  combination  of  sulphur  ana  sulphurets  with  gutta  percha,  expose  the  gutta  pcrcha, 
•fter  it  has  been  cleansed  and  purified  and  reduced  to  a  sheet  state,  to  the  combined  action  of  steam  of 
a  high  temperature,  and  the  vapors  of  orpiment  (or  other  volatile  sulphuret)  and  sulphur,  (mixed  in 
the  proportions  last  hereinbefore  specified,)  in  an  apparatus  of  the  description  represented  in  Fig.  2240. 

A  is  a  strong  metallic  chamber  set  in  the  brick -Avork  B  B,  into  which  the  materials  to  be  sulphu 
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retted  are  placed.  C  is  a  steara-tiglit  cover  or  door,  which  is  secured  to  the  top  of  the  chamber  by  screw 
bolts,  60  tliat  it  may  be  unscrewed  and  removed  as  occasion  may  require.  D  is  a  common  high-pressuri 
?team-boiler.  E  is  a  strong  metal  pot  into  which  the  orpiment,  or  other  sulphuret,  and  sulphur  are 
placed,  d  a  lid  or  cover  through  which  the  materials  are  introduced ;  and  E'  a  fireplace  by  which 
the  pot  is  heated.  F  is  a  pipe  leading  from  the  boiler  into  the  head  of  the  pot  E ;  and  a  a  cock  by 
which  it  is  opened  and  closed.  G'  is  a  pipe  leaduig  from  the  top  of  the  pot  E  to  the  chamber  A,  and  h 
a  cock  by  which  it  is  opened  and  closed.  H  is  a  safety-valve  attached  to  the  boiler,  and  K  a  safety- 
valve  attached  to  the  chamber  A.  I  is  a  thermometer  to  indicate  the  temperature.  The  mode  of 
operating  with  the  apparatus  is  as  follows : — The  boiler-furnace  is  first  lighted,  and  when  the  safety 
valve  indicates  an  approach  to  a  temperature  of  280°  Fah.,  the  other  furnace  is  lighted  which  is  to 
volatilize  the  orpiment  and  sulphur.  The  cocks  a  and  6  are  then  opened,  and  the  steam  allowed  to 
pass  off  through  the  pipes  F  and  G,  and  head  of  the  pot  E,  into  the  chamber  A,  containing  the  mate- 
rial, in  order  that  they  may  be  thoroughly  heated  before  being  sulphuretted.  After  a  short  time  fumes 
from  the  orpiment  and  sulphur  begin  to  ascend  and  mingle  with  the  steam.  In  this  state  I  leave  mat- 
ters for  a  period  varying  from  half  an  hour  to  two  hours,  according  to  the  thickness  of  the  materials 
operated  upon.  I  then  close,  by  means  of  the  cock  b,  the  passage  to  the  chamber  A,  draw  or  damp 
the  fires,  raise  the  safety-valve  K,  and  when  the  chamber  A  has  been  cleared  of  vapors,  remove  the 
sulphuretted  materials.  The  safety-valve  H  is  kept,  all  the  time  the  sulphuretting  process  is  going  on, 
at  a  little  higher  pressure  than  the  safety-valve  K,  in  order  that  there  may  be  a  current  in  the  direction 
of  the  chamber  A.  L  is  a  cock  by  which  the  condensed  water,  which  accumulates  in  the  chamber  A, 
is  drawn  off. 

The  calenders,  represented  by  Figs.  2241  and  2242,  as  used  in  the  manufacture  of  driving-bands  and 
sheets  of  gutta  percha,  at  the  Gutta  Percha  Works  of  Brooklyn,  New  York,  have  rolls  6  feet  4  inches  in 
length,  and  22  inches  in  diameter,  and  each  roll  will  weigh  about  '7000  pounds.  The  rolls  are  heated 
by  steam. 

GYRATION,  the  centre  of,  is  that  point  in  wliich,  if  all  the  matter  contained  in  a  revolving  system 
were  collected,  the  same  angular  velocity  will  be  generated  in  the  same  time  by  a  given  force  acting  at 
any  place  as  would  be  generated  by  the  same  force  acting  similarly  in  the  body  or  system  itself. 

The  distance  of  the  centre  of  gyration  from  the  point  of  suspension,  or  the  axis  of  motion,  is  a  mean 
proportional  between  the  distances  of  the  centres  of  oscillation  and  gravity  from  the  same  pomt  or  axis. 

If  S  represent  the  point  of  suspension,  G  the  place  of  the  centre  of  gravity,  0  that  of  the  centre  of 
oscillation,  and  R  that  of  the  centre  of  gyration.    Then, 

S  R  =  v'SOTsG     .  ^, 

End  S  0  .  S  G  :=  a  constant  quantity  for  the  same  body  and  the  same  plane  of  vibratior. 


END    OF    VOL.    I. 
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